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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Inf ormation, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. ^ Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 



W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the entries in the list are: 
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Operating license stage documents & correspondence 
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8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 


^ences prior to issuing full power OL. 

^ SUGARMAN, RJ. @ Sugarman, Denworth & Hellegers 
Denton, H. Office of Nuclear Reactor Regulation, Director 
27628:356:27628:357 
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1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 


10. The three-digit portion of this entry is the number of the frame on which this document starts. 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCFR*— Commission Meeting Records 

ACRS— Advisory Committee on Reactor Safeguards 

COMMISSION— NRC Commissioners 

CONTRACT— NRC Contracts and Modifications 

DISCLOSURE— Financial Disclosure Information 

FOIA — Freedom of Information Act Requests and Releases 

GEN TECH IS— Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR—Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP-NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

Q) NUREG— NUREG Reports and Related Correspondence 


© 


© 


'82i^90207'NUREG/CR 1672 VOi' 

plISK ASSESSMENT METHODOLCXIY DEVELOPMENT FOR WASTE ISOLATION 
I IN GEOLOGIC MEDIA. Technical Review of Documents 
© NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-I397 & 

I.NUREG/CR-1608. 

© STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicafionTlnc. 

0 FIN B-6694. SAI-262-81-PA. 82/02/28. Division of RisI^Analysis. 

^ 123p. Available at NRC.f $6.00. ♦ 12176:217: 12176:: 
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1 . Nondocket category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series doucuments are available for purchase at NRC. Information on ordering 
documents is given below. All NUREG-series documents are also available ^t NTIS. Information on 
ordering from NTIS is also given below. 

13. Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 


viii 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docicet Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-039 SHEFFIELD. IL, U.S. ECOLOGY, INC. 1 

27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0017 DOW CHEMICAL CO., MIDLAND, Ml 1 

40-0233 MALLINCKRODT CHEMICAL WORKS, ST. 1 

LOUIS, MO 

40-0299 UMETCO MINERALS CORP., RIVERTON, 2 

WY 

40-0435 MALLINCKRODT CHEMICAL WORKS, ST. 2 

LOUIS, MO 
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LOUIS, MO 
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CHATTANOOGA, TN 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 4 

CHICAGO, IL 
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LOUIS, MO 
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MORRISTOWN, NJ 

40-3453 ATLAS MINERALS. INC., DENVER, CO 5 
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LOUIS, MO 
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WY 
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40-6563 MALLINCKRODT CHEMICAL WORKS, ST. 5 

LOUIS, MO 

40-6622 PATHFINDER MINES CORP., SHIRLEY 7 

BASIN, WY 

40-6659 GETTY OIL/PETROTOMICS CO., 7 

SHIRLEY BASIN, WY 

40-6664 E.I. DU PONT DE NEMOURS & CO., 7 

WILMINGTON, DE 

40-6920 QUALCORP, PHOENIXVILLE, PA 7 

40-6940 KAWECKI BERYLCO INDUSTRIES, INC., 7 

BOYERTOWN, PA ^ 

40-7004 ATLANTIC METALS CORP., 7 

PHILADELPHIA, PA 


Docket Name Page 

40-7102 SHIELDALLOY CORP., NEWFIELD, NJ 7 

40-7455 WHITTAKER METALS, LOS ANGELES. 7 

CA 

40-7604 SOHIO CHEMICAL CO., LIMA. OH 7 

40-7745 MALLINCKRODT CHEMICAL WORKS, ST. 7 

LOUIS, MO 

40-7767 MALLINCKRODT CHEMICAL WORKS, ST. 7 

LOUIS, MO 

40-8027 KERR-MCGEE NUCLEAR CORP., 7 

OKLAHOMA CITY. OK 

40-8084 RIO ALGOM CORP., MOAB, UT 9 

40-8102 EXXON CO., USA, HOUSTON. TX 9 

40-8380 ROCKY MOUNTAIN ENERGY CO., 9 

BROOMFIELD, CO 

40-8406 PESSES CO., SOLON, OH 9 

40-8452 UNION PACIFIC RESOURCES, 9 

BROOMFIELD. CO 

40-8502 MALAPAI RESOURCES CO., PHOENIX. 9 

AZ 

40-8584 MINERALS EXPLORATION CO.. LOS 9 

ANGELES, CA 

40-8610 STEPAN CHEMICAL CO., MAYWOOD. NJ 9 

40-8681 UMETCO MINERALS CORP., GRAND 9 

JUNCTION, CO 

40-8684 WESTERN NUCLEAR, INC., UKEWOOD, 9 

CO 

40-8714 CLEVELAND-CLIFFS IRON CO.. 10 

CLEVELAND. OH 

40-8724 CHEMETRON CORP., CHICAGO, IL 10 

40-8768 KERR-MCGEE NUCLEAR CORP., 10 

OKLAHOMA CITY. OK 

40-8771 MALAPAI RESOURCES CO., PHOENIX, 10 

AZ 

40-8778 MOLYCORP, INC., LOS ANGELES, CA 10 

40-8783 URANERZ USA, INC., CASPER. WY 10 

40-8794 MOLYCORP. INC., LOS ANGELES. CA 10 

40-8800 MCGEAN DISPOSAL DUMP. NEWBURGH 10 

HEIGHTS, OH 

40-8820 AMAX ENVIRONMENTAL SERVICES, 10 

INC., GOLDEN, CO 

40-8829 FERRET EXPLORATION CO. OF 10 

NEBRASKA, INC., CRAWFORD, NE 

40-8857 EVEREST MINERALS CORP., CONVERSE 1 0 

COUNTY, WY 

40-8902 ANACONDA CO.. GRANTS. NM 10 

40-8903 HOMESTAKE MINING CO.. GRANTS. NM 10 

40-8905 KERR-MCGEE CORP./QUIVIRA MINING 1 1 

CO., OKLAHOMA CITY, OK 

40-8918 MULTI-ARC, INC., ST. PAUL, MN 1 1 
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40-8924 BACHAN AEROSPACE CORP., MADISON 1 1 

HEIGHTS, Wl 

40-8926 ALTAIR RESOURCES. INC., CASPER. WY 1 1 

40-8943 FERRET EXPLORATION CO. OF 1 1 

NEBRASKA. DENVER. CO 

40-8948 METALLURG, INC.. NEWFIELD 1 1 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 1 1 

50-3 INDIAN POINT STATION. UNIT 1 1 1 

50-5 PENNSYLVANIA STATE UNIV. 1 1 

RESEARCH REACTOR 

50-6 BATTELLE MEMORIAL INSTITUTE 12 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION. 12 

UNIT1 

50-13 B&W CRITICAL EXPERIMENT FACILITY 12 
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TECHNOLOGY RESEARCH REACTOR 

50-22 WESTINGHOUSE TEST REACTOR 1 3 

50-27 WASHINGTON STATE UNIV. RESEARCH 13 
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CENTER 

50-59 TEXAS A&M UNIV. RESEARCH 1 5 

REACTOR 

50-62 UNIV. OF VIRGINIA RESEARCH 1 5 

REACTOR 

50-70 GENERAL ELECTRIC NUCLEAR TEST 1 5 
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50-72 UNIV. OF UTAH RESEARCH REACTOR 1 5 

50-73 GENERAL ELECTRIC NUCLEAR TEST 1 5 

REACTOR 

50-77 CATHOLIC UNIV. OF AMERICA 1 5 

RESEARCH REACTOR 

mji'i I iMtw r.. training REACTOR 15 

16 

16 

16 

16 

16 


Page 


50-1 1 3 UNIV. OF ARIZONA RESEARCH 1 6 

REACTOR 

50-1 1 6 IOWA STATE UNIV. RESEARCH 1 6 
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ENRICO FERMI ATOMIC POWER PUNT, 
UNIT 2 

155 

50-344 

TROJAN NUCLEAR PUNT 

157 

50-346 

DAVIS-BESSE NUCLEAR POWER 

STATION, UNIT 1 

158 

50-348 

JOSEPH M. FARLEY NUCLEAR PUNT, 
UNIT 1 

160 

50-352 

LIMERICK GENERATING STATION. UNIT 

1 

161 

50-353 

LIMERICK GENERATING STATION, UNIT 

2 

164 

50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

1 

165 

50-356 

UNIV. OF ILLINOIS RESEARCH 

REACTOR 

166 

50-358 

WILLIAM H. ZIMMER NUCLEAR 

STATION, UNIT 1 

166 

50-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

2 

167 

50-362 

SAN ONOFRE NUCLEAR STATION, UNIT 

168 


- ^ARLEY NUCLEAR PUNT. 

170 


.EAR PUNT, UNIT 

171 

50-368 

ARKANSAS NUCLEAR ONE, UNIT 2 

172 

50-369 

WILLIAM B. MCGUIRE NUCLEAR 

STATION, UNIT 1 

174 
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50-370 WILLIAM B. MCGUIRE NUCLEAR 176 

STATION. UNIT 2 

50-373 LASALLE COUNTY STATION, UNIT 1 178 

50-374 LASALLE COUNTY STATION, UNIT 2 180 

50-375 NUCLEAR EXAMINATION REACTOR 181 

50-382 WATERFORD GENERATING STATION, 181 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 183 

STATION. UNIT 1 

50-388 SUSQUEHANNA STEAM ELECTRIC 184 

STATION. UNIT 2 

50-389 ST. LUCIE PLANT, UNIT 2 185 

50-390 WATTS BAR NUCLEAR PLANT. UNIT 1 187 

50-391 WATTS BAR NUCLEAR PLANT. UNIT 2 189 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 1 91 

UNIT 1 

50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 192 

50-397 WPPSS NUCLEAR PROJECT, UNIT 2 1 92 

50-400 SHEARON HARRIS NUCLEAR POWER 194 

PLANT, UNIT 1 

50-401 SHEARON HARRIS NUCLEAR POWER 196 

PLANT, UNIT 2 

50-407 UNIV. OF UTAH RESEARCH REACTOR 1 96 

50-409 LA CROSSE BOILING WATER REACTOR 1 96 

50-410 NINE MILE POINT NUCLEAR STATION, 196 

UNIT 2 

50-41 2 BEAVER VALLEY POWER STATION, 1 98 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION. UNIT 1 201 

50-414 CATAWBA NUCLEAR STATION. UNIT 2 204 

50-416 GRAND GULF NUCLEAR STATION, UNIT 206 

1 

50-417 GRAND GULF NUCLEAR STATION, UNIT 208 

2 

50-423 MILLSTONE NUCLEAR POWER 209 

STATION, UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PUNT, 210 

UNIT1 

50-425 ALVIN W. VOGTLE NUCLEAR PUNT. 213 

UNIT 2 

50-433 UNIV. OF CALIFORNIA AT SANTA 21 5 

BARBARA RESEARCH REACTOR 

STN-50- FLOATING NUCLEAR PUNT 215 

437 

50-438 BELLEFONTE NUCLEAR PUNT, UNIT 1 215 

50-439 BELLEFONTE NUCLEAR PUNT. UNIT 2 216 

50-440 PERRY NUCLEAR POWER PUNT. UNIT 217 

1 

50-441 PERRY NUCLEAR POWER PUNT, UNIT 219 

2 

50-443 SEABROOK NUCLEAR STATION, UNIT 1 220 

50-444 SEABROOK NUCLEAR STATION, UNIT 2 226 
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50-445 

COMANCHE PEAK STEAM ELECTRIC 

230 

70-0113 

PENNSYLVANIA STATE UNIV., 

272 


STATION, UNIT 1 



UNIVERSITY PARK, PA 


50-446 

COMANCHE PEAK STEAM ELECTRIC 

235 

70-0135 

BABCOCK & WILCOX CO., APOLLO, PA 

272 


STATION, UNIT 2 








70-0143 

NUCLEAR FUEL SERVICES, INC., 

273 

STN-50- 

BYRON STATION, UNIT 1 

239 


ERWIN, TN 


454 









70-0152 

PURDUE UNIV., WEST LAFAYETTE, IN 

274 

STISl-50- 

BYRON STATION, UNIT 2 

240 




455 



70-0157 

TEXAS, UNIV. OF, AUSTIN, TX 

274 

STN-50- 

BRAIDWOOD STATION, UNIT 1 

242 

70-0168 

NUCLIDE CORP., STATE COLLEGE, PA 

274 

456 









70-0248 

MALLINCKRODT CHEMICAL WORKS, ST. 

274 

STN-50- 

BRAIDWOOD STATION, UNIT 2 

244 


LOUIS, MO 


457 









70-0299 

MALLINCKRODT, INC., ST. LOUIS, MO 

275 

50-458 

RIVER BEND STATION, UNIT 1 

246 







70-0364 

BABCOCK & WILCOX CO.. APOLLO. PA 

275 

50-459 

RIVER BEND STATION, UNIT 2 

248 







70-0371 

UNC NAVAL PRODUCTS. INC., 

275 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

248 


UNCASVILLE, CT 


50-461 

CLINTON POWER STATION, UNIT 1 

248 

70-0687 

CINTICHEM, INC., TUXEDO. NY 

276 

STN-50- 

WOLF CREEK GENERATING STATION 

249 

70-0734 

GA TECHNOLOGIES. INC., SAN DIEGO, 

276 

482 




CA 


STN-50- 

CALLAWAY PLANT, UNIT 1 

252 

70-0754 

GENERAL ELECTRIC CO.. PLEASANTON, 

276 

483 




CA 


STN-50- 

SOUTH TEXAS PROJECT, UNIT 1 

254 

70-0824 

BABCOCK & WILCOX CO., LYNCHBURG, 

276 

498 




VA 


STN-50- 

SOUTH TEXAS PROJECT, UNIT 2 

258 

70-0984 

BATTELLE MEMORIAL INSTITUTE, 

276 

499 




RICHLAND, WA 


STN-50- 

WPPSS NUCLEAR PROJECT, UNIT 3 

262 

70-1100 

COMBUSTION ENGINEERING, INC., 

276 

508 




WINDSOR, CT 


50-522 

SKAGIT NUCLEAR POWER PROJECT, 

263 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON, 

276 


UNIT 1 



NC 


50-523 

SKAGIT NUCLEAR POWER PROJECT, 

263 

70-1151 

WESTINGHOUSE ELECTRIC CORP., 

277 


UNIT 2 



COLUMBIA, SC 


STN-50- 

PALO VERDE NUCLEAR STATION, UNIT 

263 

70-1201 

BABCOCK & WILCOX CO., LYNCHBURG, 

277 

528 

1 



VA 


STN-50- 

529 

PALO VERDE NUCLEAR STATION. UNIT 

2 

266 

70-1207 

NAVY, DEPT. OF, SILVER SPRING, MD 

277 




70-1257 

ADVANCED NUCLEAR FUELS CORP., 

277 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

268 


RICHLAND, WA 



O 


70-1308 

GENERAL ELECTRIC CO., SAN JOSE, CA 

277 

50-537 

CLINCH RIVER BREEDER REACTOR 

269 







70-1334 

AVCO EVERETT RESEARCH 

277 

50-538 

MEMPHIS STATE UNIV. RESEARCH 
REACTOR 

270 


LABORATORY, INC., EVERETT, MA 





70-1359 

IRT CORP., SAN DIEGO, CA 

278 

STN-50- 

MARBLE HILL NUCLEAR STATION, UNIT 

270 




546 

1 


70-3000 

COMMONWEALTH EDISON CO., 

278 

STN-50- 

MARBLE HILL NUCLEAR STATION, UNIT 

270 


CHICAGO, IL 


547 

2 


70-3041 

INTERNATIONAL FREIGHT 

278 

50-601 

RESAR SP/90 

270 


FORWARDERS, INC., ATLANTA, GA 





70-3051 

TRANSNUCLEAR, INC., AIKEN, SC 

278 

Domestic Licensing of Special Nuclear 





Material - 

Docket 70 


Packaging of Radioactive Material for 





Transport arid Transportation of Radioactive 


70-0008 

BATTELLE MEMORIAL INSTITUTE, 

271 

Material Under Certain Conditions - Docket 71 



COLUMBUS, OH 





70-0025 

ROCKWELL INTERNATIONAL CORP., 

271 

71-0420 

RADIATION TECHNOLOGY, INC. 

278 


CANOGA PARK, CA 


71-0456 

NAVY, DEPT. OF 

278 

70-0027 

BABCOCK & WILCOX CO., LYNCHBURG, 
VA 

271 

71-0471 

PENNSYLVANIA POWER & LIGHT 

278 




71-0472 

ABC TESTING 

278 

70-0036 

COMBUSTION ENGINEERING. INC., 

271 





WINDSOR, CT 


71-0473 

PITTSBURGH-DES MOINES CORP. 

278 
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71-0477 WILSON INSPECTION SERVICE 278 

71-0479 SOUTH CAROLINA ELECTRIC & GAS 278 

CO. 

71 -0598 KANSAS GAS & ELECTRIC CO. 278 

71-4986 MODEL: RA.2. RA-3. RA-J, GENERAL 279 

ELECTRIC CO. 

71-5787 MODEL: D-38, ENERGY, DEPT. OF 279 

71 -5805 MODEL: CNS 3-55, CHEM-NUCLEAR 279 

SYSTEMS. INC. 

71 -5939 MODEL: GE-1 500, GENERAL ELECTRIC 279 

CO. 

71 -5957 MODEL: BMI-1 , BATTELLE COLUMBUS 279 

UBORATORY 

71-6003 MODEL: M-130. ENERGY, DEPT. OF 279 

71-6144 MODEL: B-2. U.S. ECOLOGY, INC. 279 

71-6244 MODEL: 6244, CHEM-NUCLEAR 279 

SYSTEMS, INC. 

71-6574 MODEL: HN-200. WESTINGHOUSE- 279 

HITTMAN NUCLEAR, INC. 

71-6601 MODEL: CNS 8-120, CHEM-NUCLEAR 279 

SYSTEMS, INC. 

71 -901 0 MODEL: NLI-1 /2, NUCLEAR ASSURANCE 279 

CORP. 

71 -901 5 MODEL: TN-8, -8L, TRANSNUCLEAR. 279 

INC. 

71-9044 MODEL: GE-1600, GENERAL ELECTRIC 279 

CO. 

71-9073 MODEL: OH-142 SERIES, NUCLEAR 279 

PACKAGING, INC. 

71-9079 MODEL: NUPAC 14D-2.0, 280 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9080 MODEL: HN-600& NUPAC 100, 280 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9081 MODEL: CNS 1-1 3C. CHEM-NUCLEAR 280 

SYSTEMS, INC. 

71-9086 MODEL: HN-100, SERIES 1. HITTMAN 280 

NUCLEAR & DEVELOPMENT 

71-9089 MODEL: HN-100S, HITTMAN NUCLEAR & 280 

DEVELOPMENT CORP. 

71-9090 MODEL: 48 OM, 48 H & 48 HX, ALLIED 280 

CHEMICAL CORP. 
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71 -9094 MODEL: CNS 1 4-1 95-H, CHEM-NUCLEAR 280 

SYSTEMS, INC. 

71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR 280 

SYSTEMS, INC. 

71-9099 MODEL: ATR, EXXON NUCLEAR IDAHO 280 

CO. 

71-9102 MODEL: NPI-20WC-6. NEUTRON 280 

PRODUCTS, INC. 

71-9105 MODEL: RAD-WASTE CR.I, CHEM- 280 

NUCLEAR SYSTEMS, INC. 

71-9108 MODEL: CNS 6-75, CHEM-NUCLEAR 280 

SYSTEMS. INC. 

71 -91 1 1 MODEL: CNS 6-80-2 & 2A, CHEM- 280 

NUCLEAR SYSTEMS, INC. 

71-9142 MODEL: MRC-20WC, MONSANTO 281 

RESEARCH CORP. 

71-9145 MODEL: NUPAC 50-1 .5L, NUCLEAR 281 

PACKAGING, INC. 

71-9151 MODEL: HN-100 SERIES 3, 281 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9159 MODEL: NUPAC 14/190L, M & H. 281 

NUCLEAR PACKAGING. INC. 

71-9168 MODEL: CNS 8-1 20B, CHEM-NUCLEAR 281 

SYSTEMS. INC. 

71-9176 MODEL: NUPAC 14/210L & 14/210H, 281 

NUCLEAR PACKAGING, INC. 

71-9184 MODEL: PAS-1, NUCLEAR PACKAGING. 281 

INC. 

71-9186 MODEL: S-6213, ENERGY. DEPT. OF 281 

71-9204 MODEL: CNS 10-160B, CHEM-NUCLEAR 281 

SYSTEMS, INC. 

71-9208 MODEL: NUPAC 10-142, NUCLEAR 281 

PACKAGING, INC. 

71- 9792 MODEL: DIG CB-TS, ENERGY, DEPT. OF 281 

Licensing of independent Spent Fuel Storage 

- Docket 72 

72- 0001 MORRIS OPERATIONS. GENERAL 281 

ELECTRIC CO. 

72-0002 VIRGINIA ELECTRIC & POWER CO. 282 

72-0003 CAROLINA POWER & LIGHT CO. 282 


Klv 



ALPHABETIC ARRANGEMENT OF DOCKET ITEMS BY FACILITY NAME 


Unm® 

Docket 

Page 

Low Levol Badwasto Oiapoaai Sitaa - 
Ooc§€®t 27 



RICHUND, WA. U.S. ECOLOGY, INC. 

27-048 

1 

SHEFFIELD, IL, U.S. ECOLOGY. INC. 

27-039 

1 

Domaatic Licensing of Source Material - 
Docket 40 



ALLIED CHEMICAL CORP., MORRISTOWN, 

NJ 

40-3392 

5 

ALTAIR RESOURCES, INC., CASPER, WY 

40-8926 

11 

ALUMINUM CO. OF AMERICA, ALCOA 
CENTER, PA 

40-0501 

3 

AMAX ENVIRONMENTAL SERVICES, INC., 
GOLDEN, CO 

40-8820 

10 

AMERICAN BEARING CO., INDIANAPOLIS, IN 

40-0481 

3 

AMERICAN NUCLEAR CORP., CASPAR, WY 

40-4492 

5 

ANACONDA CO., GRANTS. NM 

40-8902 

10 

ATLANTIC METALS CORP., PHILADELPHIA. 

PA 

40-7004 

7 

ATLAS MINERALS, INC., DENVER, CO 

40-3453 

5 

BACHAN AEROSPACE CORP., MADISON 
HEIGHTS, Wl 

40-8924 

11 

CHEMETRON CORP., CHICAGO, IL 

40-8724 

10 

CLEVEUND-CLIFFS IRON CO., CLEVELAND, 
OH 

40-8714 

10 

DOW CHEMICAL CO.. MIDLAND, Ml 

40-0017 

1 

E.l. DU PONT DE NEMOURS & CO., 
WILMINGTON, DE 

40-6664 

7 

ENERGY, DEPT. OF. CANONSBURG, PA 

40-6500 

5 

EVEREST MINERALS CORP., CONVERSE 
COUNTY, WY 

40-8857 

10 

EXXON CO., USA. HOUSTON. TX 

40-8102 

9 

FERRET EXPLORATION CO. OF NEBRASKA, 
DENVER, CO 

40-8943 

11 

FERRET EXPLORATION CO. OF NEBRASKA. 
INC., CRAWFORD, NE 

40-8829 

10 

GETTY OIL/PETROTOMICS CO., SHIRLEY 
BASIN. WY 

40-6659 

7 

HEPPENSTALL CO., BRIDGEPORT, CT 

40-3713 

5 

HOMESTAKE MINING CO., GRANTS. NM 

40-8903 

10 

KAWECKI BERYLCO INDUSTRIES. INC., 
BOYERTOWN, PA 

40-6940 

7 

KERR-MCGEE CHEMICAL CORP., WEST 
CHICAGO, IL 

40-2061 

4 

KERR-MCGEE CORP./QUIVIRA MINING CO., 
OKLAHOMA CITY, OK 

40-8905 

11 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY. OK 

40-8027 

7 

KERR-MCGEE NUCLEAR CORP., 

40-8768 

10 


OKLAHOMA CITY, OK 
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Docket 
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MALAPAI RESOURCES CO.. PHOENIX. A2 

40-8771 

10 

MALAPAI RESOURCES CO.. PHOENIX. AZ 

40-8502 

9 

MALLINCKRODT CHEMICAL WORKS. ST. 
LOUIS, MO 

40-6563 

5 

MALLINCKRODT CHEMICAL WORKS, ST. 
LOUIS, MO 

40-0527 

3 

MALLINCKRODT CHEMICAL WORKS. ST. 
LOUIS, MO 

40-0435 

2 

MALLINCKRODT CHEMICAL WORKS, ST. 
LOUIS, MO 

40-3719 

5 

MALLINCKRODT CHEMICAL WORKS, ST. 
LOUIS. MO 

40-7767 

7 

MALLINCKRODT CHEMICAL WORKS, ST. 
LOUIS. MO 

40-0233 

1 

MALLINCKRODT CHEMICAL WORKS, ST. 
LOUIS, MO 

40-7745 

7 

MALLINCKRODT CHEMICAL WORKS, ST. 
LOUIS, MO 

40-3390 

4 

MCGEAN DISPOSAL DUMP. NEWBURGH 
HEIGHTS, OH 

40-8800 

10 

METALLURG, INC., NEWFIELD 

40-8948 

11 

MINERALS EXPLORATION CO.. LOS 
ANGELES, CA 

40-8584 

9 

MOLYCORP, INC., LOS ANGELES, CA 

40-8794 

10 

MOLYCORP, INC., LOS ANGELES, CA 

40-8778 

10 

MULTI-ARC, INC., ST. PAUL, MN 

40-8918 

11 

PATHFINDER MINES CORP., RIVERTON, WY 

40-2259 

4 

PATHFINDER MINES CORP., SHIRLEY 

BASIN, WY 

40-6622 

7 

PESSES CO., SOLON. OH 

40-8406 

9 

QUALCORP, PHOENIXVILLE, PA 

40-6920 

7 

RIO ALGOM CORP., MOAB. UT 

40-8084 

9 

ROCKY MOUNTAIN ENERGY CO., 
BROOMFIELD, CO 

40-8380 

9 

SHIELDALLOY CORP., NEWFIELD, NJ 

40-7102 

7 

SOHIO CHEMICAL CO., LIMA. OH 

40-7604 

7 

STEPAN CHEMICAL CO., MAYWOOD, NJ 

40-8610 

9 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA. TN 

40-1341 

4 

UMETCO MINERALS CORP., GRAND 
JUNCTION, CO 

40-8681 

9 

UMETCO MINERALS CORP., RIVERTON. WY 

40-0299 

2 

UNION PACIFIC RESOURCES, 

BROOMFIELD, CO 

40-8452 

9 

URANERZ USA, INC., CASPER. WY 

40-8783 

10 

WESTERN NUCLEAR. INC.. JEFFREY CITY, 
WY 

40-1162 

4 

WESTERN NUCLEAR, INC., UKEWOOD, CO 

40-8684 

9 

WHITTAKER METALS. LOS ANGELES, CA 

40-7455 

7 
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AEROTEST RADIOGRAPHY & RESEARCH 50-228 28 

REACTOR 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 1 50-424 210 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 2 50-425 213 

ARKANSAS NUCLEAR ONE, UNIT 1 50-313 107 

ARKANSAS NUCLEAR ONE, UNIT 2 50-368 1 72 

ARMED FORCES RADIOBIOLOGY 50-170 20 

RESEARCH INSTITUTE 

ARMY MATERIALS RESEARCH REACTOR 50-47 14 

B&W CRITICAL EXPERIMENT FACILITY 50-13 12 

BATTELLE MEMORIAL INSTITUTE 50-6 12 

RESEARCH REACTOR 

BEAVER VALLEY POWER STATION, UNIT 1 50-334 147 

BEAVER VALLEY POWER STATION, UNIT 2 50-41 2 1 98 

BELLEFONTE NUCLEAR PLANT. UNIT 1 50-438 215 

BELLEFONTE NUCLEAR PLANT, UNIT 2 50-439 216 

BIG ROCK POINT NUCLEAR PLANT 50-1 55 1 8 

BRAIDWOOD STATION, UNIT 1 STN-60-456 242 

BRAIDWOOD STATION. UNIT 2 STN-50-457 244 

BRIGHAM YOUNG UNIV. RESEARCH 50-262 52 

REACTOR 

BROWNS FERRY NUCLEAR POWER 50-259 44 

STATION, UNIT 1 

BROWNS FERRY NUCLEAR POWER 50-260 47 

STATION, UNIT 2 

BROWNS FERRY NUCLEAR POWER 50-296 91 

STATION, UNIT 3 

BRUNSWICK STEAM ELECTRIC PLANT, 50-325 132 

UNIT1 

BRUNSWICK STEAM ELECTRIC PLANT, 50-324 130 

UNIT 2 

BUFFALO MATERIALS RESEARCH CENTER 50-57 1 5 

BYRON STATION, UNIT 1 STN-50-454 239 

BYRON STATION, UNIT 2 STN-50-455 240 

CALUWAY PLANT, UNIT 1 STN-50-483 252 

CALVERT CLIFFS NUCLEAR POWER PUNT. 50-317 113 

UNIT1 

CALVERT CLIFFS NUCLEAR POWER PUNT. 50-31 8 114 

UNIT 2 

CATAWBA NUCLEAR STATION. UNIT 1 50-41 3 201 

CATAWBA NUCLEAR STATION, UNIT 2 50-414 204 

CATHOLIC UNIV. OF AMERICA RESEARCH 50-77 1 5 

REACTOR 

CINTICHEM 50-54 14 

CLINCH RIVER BREEDER REACTOR 50-537 269 

CLINTON POWER STATION, UNIT 1 50-461 248 

COMANCHE PEAK STEAM ELECTRIC 50-445 230 

STATION, UNIT 1 


COMANCHE PEAK STEAM ELECTRIC 

STATION, UNIT 2 

50-446 

235 

COOPER NUCLEAR STATION 

50-298 

93 

CORNELL UNIV. RESEARCH REACTOR 

50-157 

19 

CORNELL UNIV. ZERO POWER REACTOR 

50-97 

16 

CRYSTAL RIVER NUCLEAR PUNT, UNIT 3 

50-302 

96 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

158 

DIABLO CANYON NUCLEAR POWER PUNT, 
UNIT 1 

50-275 

65 

DIABLO CANYON NUCLEAR POWER PUNT, 
UNIT 2 

50-323 

126 

DONALD C. COOK NUCLEAR POWER 

PUNT, UNIT 1 

50-315 

109 

DONALD C. COOK NUCLEAR POWER 

PUNT, UNIT 2 

50-316 

111 

DOW CHEMICAL CO. 

50-264 

53 

DRESDEN NUCLEAR POWER STATION, 

UNIT1 

50-10 

12 

DRESDEN NUCLEAR POWER STATION, 

UNIT 2 

50-237 

28 

DRESDEN NUCLEAR POWER STATION, 

UNIT 3 

50-249 

34 

DUANE ARNOLD ENERGY CENTER 

50-331 

144 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 1 

50-321 

118 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 2 

50-366 

171 

ENRICO FERMI ATOMIC POWER PUNT, 

UNIT 2 

50-341 

156 

FLOATING NUCLEAR PLANT STN-50-437 

215 

FORD NUCLEAR REACTOR 

50-2 

11 

FORT CALHOUN STATION, UNIT 1 

50-285 

80 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

56 

GA TECHNOLOGIES 

50-163 

20 

GENERAL ATOMIC CO. 

50-89 

16 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-70 

15 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-73 

15 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

19 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

206 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

208 

H.B. ROBINSON PUNT, UNIT 2 

50-261 

50 

HADDAM NECK PUNT 

50-213 

23 

HOPE CREEK NUCLEAR STATION. UNIT 1 

50-354 

165 

HUMBOLDT BAY POWER PUNT, UNIT 3 

50-133 

17 

IDAHO STATE UNIV. RESEARCH REACTOR 

50-284 

80 

INDIAN POINT STATION, UNIT 1 

50-3 

11 

INDIAN POINT STATION, UNIT 2 

50-247 

33 



Maine 

Docket 

Page 

Name 

Docket 

Page 

INDIAN POINT STATION, UNIT 3 

50-286 

82 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

60 

IOWA STATE UNIV. RESEARCH REACTOR 

50-116 

16 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

83 

JAMES A. FITZPATRICK NUCLEAR POWER 

50-333 

145 

OHIO STATE UNIV. RESEARCH REACTOR 

50-150 

18 

PLANT 



OMAHA VETERANS ADMINISTRATION 

50-131 

17 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

50-348 

160 

HOSPITAL RESEARCH REACTOR 



1 



OREGON STATE UNIV. RESEARCH 

50-243 

29 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

50-364 

170 

REACTOR 



2 



OREGON STATE UNIV. RESEARCH 

50-106 

16 

KANSAS STATE UNIV. RESEARCH 

REACTOR 

50-188 

21 

REACTOR 



50-305 

99 

OYSTER CREEK NUCLEAR POWER PUNT 

PALISADES NUCLEAR PUNT 

50-219 

25 

KEWAUNEE NUCLEAR POWER PLANT 

50-255 

42 

LA CROSSE BOILING WATER REACTOR 

50-409 

196 


PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

263 

LASALLE COUNTY STATION, UNIT 1 

50-373 

178 




PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

266 

LASALLE COUNTY STATION, UNIT 2 

50-374 

180 



268 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

161 

PEACH BOTTOM ATOMIC POWER STATION, 

50-171 

20 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

164 

UNIT1 



MAINE YANKEE ATOMIC POWER PLANT 

50-309 

101 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

69 

MANHATTAN COLLEGE RESEARCH 

50-199 

21 



REACTOR 

PEACH BOTTOM ATOMIC POWER STATION, 

50-278 

71 



UNIT 3 



MARBLE HILL NUCLEAR STATION. UNIT 1 STN-50-546 

270 

PENNSYLVANIA STATE UNIV. RESEARCH 


11 



50-5 

MARBLE HILL NUCLEAR STATION, UNIT 2 STN 

-50-547 

270 

REACTOR 



MASSACHUSETTS INSTITUTE OF 

TECHNOLOGY RESEARCH REACTOR 

50-20 

12 

PERRY NUCLEAR POWER PUNT, UNIT 1 

PERRY NUCLEAR POWER PUNT, UNIT 2 

50-440 

50-441 

217 

219 

MEMPHIS STATE UNIV. RESEARCH 

50-538 

270 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

87 

REACTOR 

MICHIGAN STATE UNIV. RESEARCH 

50-294 

89 

50-185 

21 

REACTOR 

PLUM BROOK REACTOR - MOCK-UP 

MIDUND PLANT. UNIT 1 

50-329 

143 

PLUM BROOK RESEARCH REACTOR 

FACILITY 

50-30 

14 

MIDUND PLANT. UNIT 2 

50-330 

143 

POINT BEACH NUCLEAR PUNT, UNIT 1 

50-266 

55 

MIDWEST FUEL RECOVERY PLANT 

50-268 

58 

POINT BEACH NUCLEAR PUNT, UNIT 2 

50-301 

95 

MILLSTONE NUCLEAR POWER STATION, 

UNIT1 

50-245 

31 

PRAIRIE ISUND NUCLEAR STATION, UNIT 

1 

50-282 

79 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 2 

50-336 

150 

PRAIRIE ISUND NUCLEAR STATION, UNIT 

2 

50-306 

100 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 3 

50-423 

209 

PURDUE UNIV. RESEARCH REACTOR 

50-182 

21 

MONTICELLO NUCLEAR GENERATING 

50-263 

52 

QUAD-CITIES STATION, UNIT 1 

50-254 

41 

PUNT 



QUAD-CITIES STATION, UNIT 2 

50-265 

53 

NATIONAL BUREAU OF STANDARDS 

50-184 

21 

RANCHO SECO NUCLEAR GENERATING 

50-312 

104 

REACTOR 



STATION 



NINE MILE POINT NUCLEAR STATION, UNIT 

1 

50-220 

26 

REED COLLEGE RESEARCH REACTOR 

50-288 

85 



RESAR SP/90 

50-601 

270 

NINE MILE POINT NUCLEAR STATION. UNIT 

50-410 

196 




2 



RHODE ISUND & PROVIDENCE 

50-193 

21 




PUNTATIONS AEC 



NORTH ANNA POWER STATION, UNIT 1 

50-338 

152 

RIVER BEND STATION, UNIT 1 

50-458 

246 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

154 

50-459 

248 

RIVER BEND STATION, UNIT 2 

NORTH CAROLINA STATE UNIV. PULSTAR 
REACTOR 

50-297 

93 

50-244 

30 

ROBERT EMMET GINNA NUCLEAR PLANT, 



UNIT1 



NUCLEAR EXAMINATION REACTOR 

NUCLEAR SHIP SAVANNAH 

50-375 

50-238 

181 

29 

RPI CRITICAL EXPERIMENT 

50-225 

27 

SALEM NUCLEAR GENERATING STATION, 

50-272 

63 

OCONEE NUCLEAR STATION. UNIT 1 

50-269 

58 

UNITI 




XVI 1 



^ame 

Docket 

Page 

SALEM NUCLEAR GENERATING STATION. 
UNIT 2 

50-31 1 

102 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

21 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

167 

SAN ONOFRE NUCLEAR STATION. UNIT 3 

50-362 

168 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

50-146 

18 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

220 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

226 

SEQUOYAH NUCLEAR PLANT. UNIT 1 

50-327 

134 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

138 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

50-400 

194 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 2 

50-401 

196 

SHOREHAM NUCLEAR POWER STATION 

50-322 

120 

SKAGIT NUCLEAR POWER PROJECT, UNIT 
1 

50-522 

263 

SKAGIT NUCLEAR POWER PROJECT, UNIT 
2 

50-623 

263 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

254 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

258 

ST. LUCIE PLANT. UNIT 1 

50-335 

149 

ST. LUCIE PUNT, UNIT 2 

50-389 

185 

SURRY POWER STATION, UNIT 1 

50-280 

74 

SURRY POWER STATION. UNIT 2 

50-281 

76 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

50-387 

183 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

184 

TEXAS A&M UNIV. RESEARCH REACTOR 

60-128 

17 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-59 

15 

THREE MILE ISUND NUCLEAR STATION, 
UNIT 1 

50-289 

86 

THREE MILE ISUND NUCLEAR STATION. 
UNIT 2 

50-320 

116 

TROJAN NUCLEAR PUNT 

50-344 

157 

TURKEY POINT PUNT, UNIT 3 

50-250 

36 

TURKEY POINT PUNT. UNIT 4 

50-251 

38 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

65 

UCU TRAINING REACTOR 

50-142 

18 

UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

16 

UNIV, OF CALIFORNIA AT IRVINE 
RESEARCH REACTOR 

50-326 

134 

UNIV. OF CALIFOFiNIA AT SANTA RAnoAOA 50.433 

215 


Name 

Docket 

Page 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-366 

166 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-161 

18 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

27 

UNIV. OF MARYUND RESEARCH REACTOR 

50-166 

20 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

21 

UNIV. OF MISSOURI RESEARCH REACTOR- 
ROLU 

60-123 

16 

UNIV. OF NEW MEXICO RESEARCH 

REACTOR 

50-252 

41 

UNIV. OF OKUHOMA RESEARCH 

REACTOR 

50-112 

16 

UNIV. OF UTAH RESEARCH REACTOR 

50-72 

15 

UNIV. OF UTAH RESEARCH REACTOR 

50-407 

196 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

192 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

15 

UNIV. OF WASHINGTON RESEARCH 

REACTOR 

50-139 

18 

UNIV. OF WISCONSIN RESEARCH 

REACTOR 

50-156 

19 

VALLECITOS EXPERIMENTAL SUPERHEAT 
REACTOR 

50-183 

21 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

62 

VIRGIL C. SUMMER NUCLEAR STATION, 
UNIT 1 

50-396 

191 

VIRGINIA POLYTECHNIC INSTITUTE 

TRAINING REACTOR 

50-124 

16 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

13 

WATERFORD GENERATING STATION, UNIT 

3 

50-382 

181 

WATTS BAR NUCLEAR PUNT, UNIT 1 

50-390 

187 

WATTS BAR NUCLEAR PUNT, UNIT 2 

60-391 

189 

WESTINGHOUSE CRITICAL EXPERIMENT 

50-87 

16 

WESTINGHOUSE TEST REACTOR 

50-22 

13 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

60-369 

174 

WILLIAM B. MCGUIRE NUCLEAR STATION. 
UNIT 2 

50-370 

176 

WILLIAM H. ZIMMER NUCLEAR STATION, 
UNIT1 

50-358 

166 

WOLF CREEK GENERATING STATION STN-50-482 

249 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

50-134 

17 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

248 

WPPSS NUCLEAR PROJECT. UNIT 2 

50-397 

192 

WPPSS NUCLEAR PROJECT. UNIT 3 STN-50-508 

262 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

13 

ZION NUCLEAR POWER STATION. UNIT 1 

50-296 

89 

ZION NUCLEAR POWER STATION. UNIT 2 

50-304 

98 
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Domestic Licensing of Special Nuclear 
Material - Docket 70 



ADVANCED NUCLEAR FUELS CORP., 
RICHLAND, WA 

70-1257 

277 

AVCO EVERETT RESEARCH LABORATORY, 
INC., EVERETT. MA 

70-1334 

277 

BABCOCK & WILCOX CO.. APOLLO, PA 

70-0135 

272 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0364 

275 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0027 

271 

BABCOCK & WILCOX CO., LYNCHBURG. VA 

70-1201 

277 

BABCOCK & WILCOX CO.. LYNCHBURG, VA 

70-0824 

276 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS. OH 

70-0008 

271 

BATTELLE MEMORIAL INSTITUTE, 

RICHLAND, WA 

70-0984 

276 

CINTICHEM, INC., TUXEDO, NY 

70-0687 

276 

COMBUSTION ENGINEERING, INC., 

WINDSOR. CT 

70-0036 

271 

COMBUSTION ENGINEERING, INC., 

WINDSOR. CT 

70-1100 

276 

COMMONWEALTH EDISON CO., CHICAGO, 

IL 

70-3000 

> 

278 

GA TECHNOLOGIES, INC., SAN DIEGO, CA 

70-0734 

276 

GENERAL ELECTRIC CO., PLEASANTON, CA 

70-0754 

276 

GENERAL ELECTRIC CO., SAN JOSE. CA 

70-1308 

277 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70-1113 

276 

INTERNATIONAL FREIGHT FORWARDERS, 
INC., ATLANTA. GA 

70-3041 

278 

IRT CORP., SAN DIEGO. CA 

70-1359 

278 

MALLINCKRODT CHEMICAL WORKS, ST. 
LOUIS, MO 

70-0248 

274 

MALLINCKRODT. INC., ST. LOUIS, MO 

70-0299 

275 

NAVY, DEPT. OF. SILVER SPRING. MD 

70-1207 

277 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

273 

NUCLIDE CORP., STATE COLLEGE, PA 

70-0168 

274 

PENNSYLVANIA STATE UNIV., UNIVERSITY 
PARK, PA 

70-0113 

272 

PURDUE UNIV., WEST LAFAYETTE, IN 

70-0152 

274 

ROCKWELL INTERNATIONAL CORP., 

CANOGA PARK. CA 

70-0025 

271 

TEXAS, UNIV. OF. AUSTIN, TX 

70-0157 

274 

TRANSNUCLEAR, INC., AIKEN, SC 

70-3051 

278 

UNC NAVAL PRODUCTS, INC., UNCASVILLE, 
CT 

70-0371 

275 

WESTINGHOUSE ELECTRIC CORP., 

70-1151 

277 


COLUMBIA, SC 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions - Docket 71 

ABC TESTING 71-0472 278 


Name 

Docket 

Page 

KANSAS GAS & ELECTRIC CO. 

71-0598 

278 

MODEL: 48 OM. 48 H & 48 HX, ALLIED 
CHEMICAL CORP. 

71-9090 

280 

MODEL: 6244, CHEM-NUCLEAR SYSTEMS, 
INC. 

71-6244 

279 

MODEL: ATR, EXXON NUCLEAR IDAHO CO. 

71-9099 

280 

MODEL: B-2, U.S. ECOLOGY. INC. 

71-6144 

279 

MODEL: BMI-I, BATTELLE COLUMBUS 
LABORATORY 

71-5957 

279 

MODEL: CNS 1-1 3C. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9081 

280 

MODEL: CNS 10-160B, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9204 

281 

MODEL: CNS 14-195-H. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9094 

280 

MODEL: CNS 21-300, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9096 

280 

MODEL: CNS 3-55, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-5805 

279 

MODEL: CNS 6-75, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9108 

280 

MODEL: CNS 6-80-2 & 2A, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9111 

280 

MODEL: CNS 8-120, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-6601 

279 

MODEL: CNS 8-1 20B, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9168 

281 

MODEL: D-38, ENERGY. DEPT. OF 

71-5787 

279 

MODEL: DIG CB-TS, ENERGY, DEPT. OF 

71-9792 

281 

MODEL: GE-1500, GENERAL ELECTRIC CO. 

71-5939 

279 

MODEL: GE-1600, GENERAL ELECTRIC CO. 

71-9044 

279 

MODEL: HN-100 SERIES 3, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9151 

281 

MODEL: HN-100, SERIES 1, HITTMAN 
NUCLEAR & DEVELOPMENT 

71-9086 

280 

MODEL: HN-100S, HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-9089 

280 

MODEL: HN-200. WESTINGHOUSE-HITTMAN 
NUCLEAR, INC. 

71-6574 

279 

MODEL: HN-600 & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9080 

280 

MODEL: M-130. ENERGY. DEPT. OF 

71-6003 

279 

MODEL: MRC-20WC. MONSANTO 

RESEARCH CORP. 

71-9142 

281 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

279 

MODEL: NPI-20WC-6, NEUTRON 

PRODUCTS, INC. 

71-9102 

280 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

71-9208 

281 

MODEL: NUPAC 14/1 90L, M & H, NUCLEAR 
PACKAGING, INC. 

71-9159 

281 

MODEL: NUPAC 14/210L & 14/21 OH, 
NUCLEAR PACKAGING, INC. 

71-9176 

281 
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71-9079 

280 

MODEL NUPAC50-1.5L, NUCLEAR 
PACKAGING. INC. 

71-9145 

281 

MODEL: OH-142 SERIES, NUCLEAR 
PACKAGING. INC. 

71-9073 

279 

MODEL: PAS-1. NUCLEAR PACKAGING, INC. 

71-9184 

281 

MODEL: RA-2, RA-3, RA-J, GENERAL 
ELECTRIC CO. 

71-4986 

279 

^SYiTEKc^"^^ ^^^^^-NUCLEAR 

71-9105 

280 

MODEL: S-6213, ENERGY, DEPT. OF 

71-9186 

281 

MODEL: TN-8, -8L, TRANSNUCLEAR, INC. 

71-9015 

279 


NAVY. DEPT. OF 71-0456 278 

PENNSYLVANIA POWER & LIGHT 71-0471 278 

PITTSBURGH-DES MOINES CORP. 71-0473 278 

RADIATION TECHNOLOGY, INC. 71-0420 278 

SOUTH CAROLINA ELECTRIC & GAS CO. 71 -0479 278 

WILSON INSPECTION SERVICE 71-0477 278 

Licensing of Independent Spent Fuel 
Storage - Docket 72 

CAROLINA POWER & LIGHT CO. 72-0003 282 

MORRIS OPERATIONS, GENERAL 72-0001 281 

ELECTRIC CO. 

VIRGINIA ELECTRIC & POWER CO. 72-0002 282 


XX 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFIELD, IL, U.S. ECOLOGY, INC. 


8706020187 US Ecology motion to vacate order to show cause of 790320 & all resulting 
adjudicatory orders.* Based on stated reasons. ASLAB should vacate 790320 order 
as moot & all resulting orders & decisions. W/ Certificate of Svc. 

WETTERKAHN.iyi.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 
WETTERHAHN.M.J. Conner & Wetterhahn. #287 3589. 87/05/20. Atomic Safety and 
Licensing Appeal Panel. 13pp. 41128:349-41128:361. 

8706020069 NRC Staff motion to terminate proceeding on appeal & to vacate Licensing 
Board decisions:NRC Staff response to US Ecology motion to vacate.* Appeal Board 
should deny US Ecology motion.W/notice of appearance & Certificate of Svc. 
HODGDON.A.P. Assistant General Counsel for Hearings. WEISMAN.R.M. Office of the 
General Counsel. #287 3543. 87/05/28. Atomic Safety and Licensing Appeal Panel. 
16pp. 41124:001-41124:016. 

8706090124 US Ecology answer to NRC Staff motion to terminate proceedings on 
appeal & to vacate Licensing Board decisions.* Motion opposed. Legality & propriety 
of motion cha'lenged. Comments to Commission & Certificate of Svc end. 
■.■yrTTFFHALiM.M..;. U 3. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 
WETTERHAHN.M.J. Conner & Wetterhahn. #287 3667. 87/06/02. Atomic Safety and 
Licensing Appeal Panel. 99pp. 41207:199-41207:297. 

8706100171 Advises that staff 870528 motion to terminate proceeding contained three 
citation & punctuation errors as stated. 

WEISMAN.R.M. Office of the General Counsel. #287 3689. 87/06/02. 

ROSENTHAUA.S., MOORE, T.S., WILBER, H.A. Atomic Safety and Licensing Appeal 
Panel. Ip. 41225:298-41225:298. 

8706100129 Submits citation to Footnote 19,omitted from staff 870528 motion tp termi- 
nate proceeding. 

WEISMAN.R.M. Office of the General Counsel. #287 3690. 87/06/05. 

ROSENTHAL, A.S., MOORE.T.S., WILBER, H.A. Atomic Safety and Licensing Appeal 
Panel. 2pp. 41226:001-41226:002. 

8706190101 State of IL objections to motions to vacate show cause order & board deci- 
sions.* ASLAB without authority to entertain US Ecology 870520 motion seeking va- 
cature of Board 870220 & 0310 decisions.W/Certificate of Svc. 

HENDERSON.H.L Illinois, State of. #287 3776. 87/06/12. Atomic Safety and Licens- 
ing Appeal Panel. 6pp. 41388:149-41388:154. 

8706250171 Memorandum & order.* Two orders subj to appeal vacated, based on NRC 
agreement w/State of IL that regulatory jurisdiction over Sheffield site transferred from 
NRC to state effective on 870601 & proceeding terminated.Sen/ed on 870617. 
SHOEMAKER,C.J. Atomic Safety and Licensing Appeal Panel. #287 3807. 87/06/16. 
U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 4pp. 41444:017-41444:020. 


DOCKET 27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 


8706230209 Advises that util 860919 response to NRC comments on util proposed dis- 
posal of encapsulated SNM waste inadequate. Problem w/miscommunication on re- 
quirements noted.Approaches for stabilization measures listed. Related info end. 
TOKAR.M. Engineering Branch (831001-870413). 86/10/31. STARMER,R.J. Low- 
Level Waste & Uranium Recovery Projects Branch. 6pp. 41436:270-41436:275. 

8706030046 Repts results of gross beta air samples taken at nine environ air sampling 
stations located at Richland, WA facility.Samples exceeded action level in Table 6,4 of 
stds manual. Results for wks of 870217,25 & 0303 end. 

WALLER,W.K. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 87/05/07. 
THOMAS,R. Region 5, Office of Director, INGERSOLL,C.E. Washington, State of. 
SHAFFNER,J. NRC - No Detailed Affiliation Given. 3pp. 41143:359-41143:361. 

8706160414 Forwards comments re exam of facility utilization plan,per Technical Assist- 
ance Request LLWM 87-26.Comments from surface water hydrology review will be 
transmitted under separate memo from Siting Section. 

TOKAR.M. Technical Branch. 87/05/26. MARTIN, D. Operations Branch. 6pp. 
41319:162-41319:167. 


8706180349 Forwards results of gross beta air samples taken at nine environ stations 
located at US Ecology Richland facility. 

WALLER, W.K. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 87/06/03. 
THOMAS, R. Region 5, Office of Director. SHAFFNER.J. NRC - No Detailed Affiliation 
Given. INGERSOLL.C.E. Olympia, WA. 3pp. 41393:236-41393:238. 

8706220470 Forwards “Rept of Receipt & Burial of Radwaste Matl.May 1987,” per Con- 
dition 6 to License 16-1 9204-01, corrected “Rept of Receipt & Burial of Radwaste 
Matl.Apr 1987” & revised rept for Mar.W/o Mar rept. 

RITTENBERG.R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 87/06/09. 
KNAPP.M.R. NRC - No Detailed Affiliation Given. Ip. 41417:267-41417:271. 

-8706220478 “Rept of Receipt & Burial of Radwaste Matl.May 1987.” 
RITTENBERG.R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 87/05/31, 
3pp. 41417:268-41417:270. 

"8706220489 Corrected "Rept of Receipt & Burial of Radwaste Matl.Apr 1987,” 
RITTENBERG.R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 87/04/30. 
1p. 41417:271-41417:271. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0017 DOW CHEMICAL CO., MIDLAND, M! 

8706250474 Confirms 870708 meeting w/State of Ml & Dow Chemical in Lansing,MI to 
allow Dow to present plan for decontamination & decommissioning of thorium slag lo- 
cated at Midland & Bay City sites. 

LAROCHE.G. Fuel Cycle Safety Branch. 87/06/22. AXELSON,W.L., LICKUS,R.M. 
Region 3, Office of Director. Ip. 41462:140-41462:141. 


DOCKET 40-0233 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 


8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872.Forwards App A,C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/10. 
SPERLING, L.I. McKenna, Conner & Cuneo. 12pp. 41453:003-41454:090. 

"8706160634 Discusses insp of Licenses C-3618 on 580107,0-217 on 570401 & S- 
4442 on 571209.No noncompliance noted. 

JOHNSON.L. Atomic Energy Commission. 58/03/18. FOX.C.R. Mallinckrodt, Inc. Ip. 
41453:023-41453:023. 

"8706160691 Ack receipt of 620611 Itr.License SUC-176 changed to License SUB-176 
for administrative purposes. 

NUSSBAUMER,D.A. Atomic Energy Commission. 62/06/29. MURRAY, M.L Mallinck- 
rodt, Inc. 1p. 41453:037-41453:038. 

"8706170188 Forwards SALP Board results for Mallinckrodt/Diagnostics.Inc for Oct 
1980, Region III action plan & summary of 810305 telephone interview w/licensee 
mgt.Board concluded that licensee regulatory performance acceptable.W/o rept & 
plan. 

KEPPLER.J.G. Region 3, Office of Director (810301-820201). 81/04/13. 

THORNBURG,H.D. Division of Safeguards & Radiological Safety Inspection. Ip. 
41453:105-41453:105. 

"8706170215 Documents 810305 telcon informing recipient of program for SALP & dis- 
cussing results of appraisal of NRC-licensed activities.Subjs discussed end in licensee 
performance appraisal.Undated Insp Finding & Licensee Ack end. 

KEPPLER.J.G. Region 3. Office of Director (810301-820201). 81/04/13. 

COSTELLO.M. Mallinckrodt, Inc. 3pp. 41453:106-41453:108. 

"8706180040 Application for renewal of License SUC-872,authorizing use of 450 lb 
uranyl nitrate & uranyl acetate as resale for reagent use. 

MUDD.V.C., POWITZKY.LC. Mallinckrodt, Inc. 69/04/03. 4pp. 41453:118-41453:121. 

"8706180043 Application for license,authorizing use of 400 lb thorium nitrate as resale 
for reagent use. 

POWITZKY.LC. Mallinckrodt, Inc. 69/10/09. 4pp. 41453:122-41453:125. 

"8706180051 Application for renewal of License SUC-872, authorizing use of 450 lb 
uranyl nitrate & uranyl acetate as resale for reagent use. 

BATCHELOR,D.B. Mallinckrodt, Inc. 74/04/11. 4pp. 41453:126-41453:129. 

"8706180459 Responds to 590507 Itr re possible effect of activities of plant on well 
water at Hematite.MO. 

ROGERS, LR. Atomic Energy Commission. 59/07/14. WHITEHEAD,J.A. Affiliation Not 
Assigned. Ip. 41453:196-41453:196. 

"8706180481 Forwards complaint against plant at Hematite,MO. Investigation of licens- 
ee activities requested in order to obtain info necessary to reply to complaint. 
ROGERS.L.R. Atomic Energy Commission. 59/07/14. MANN.M.M. Atomic Energy 
Commission. Ip. 41453:197-41453:197. 

-8706190129 License SUC-176 for Mallinckrodt Chemical Works,authorizing 
receipLpossession & use of 23 lb source matl as analytical reagent & 877 lb source 
matl for resale. 

DELANEY.J.C. Atomic Energy Commission. 61/04/20. Ip. 41453:205-41453:205. 

"8706190142 Notifies that Source Matl License SUC-176 expires on 620430. Applica- 
tion for renewal should be submitted 30-days prior to expiration date using end Form 
AEC-2.W/0 end. 

NUSSBAUMER,D.A. Atomic Energy Commission. 62/03/05. FOX.G.R. Mallinckrodt, 
Inc. 1p. 41453:206-41453:206. 

"8706190150 Advises that 620423 telegram considered application for renewal of li- 
cense per 10CFR40.43(b).Licensee requested to submit properly executed Form AEC- 
2 within 30-days of Itr receipt. 

NUSSBAUMER.D.A. Atomic Energy Commission. 62/04/28. MURRAY,M. Mallinck- 
rodt, Inc. Ip. 41453:207-41453:207. 

"8706190154 Forwards Form AEC-2, requesting renewal of License SUC-176 for 12- 
month period ending 630430. Licensee also requests to receive possession of & title 
to 900 lb refined source matl for resale & use as analytical reagent. 

FOX.G.R. Mallinckrodt. Inc. 62/06/16. NUSSBAUMER,D.A. Atomic Energy Commis- 
sion. Ip. 41463:208-41453:208. 

"8706190159 Application for renewal of License SUC-176, authorizing use of uranyl ace- 
tate AR, uranyl nitrate AR & U metal AR for resale as lab chemical or reagent. 
FOX.G.R. Mallinckrodt, Inc. 62/05/16. 4pp. 41453:209-41453:212. 

"8706190171 Certification of status of source matl program under AEC License SUC- 
176. 

FOX.G.R. Mallinckrodt. Inc. 62/05/16. Ip. 41453:213-41453:213. 

"8706190176 Forwards amended Source Matl License SUB-176. 

NUSSBAUMER,D.A. Atomic Energy Commission. 62/06/01. FOX.G.R. Mallinckrodt, 
Inc. Ip. 41453:214-41453:214. 
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“8706190195 Requests that NRC advise company if license number changed from 
SUC-176 to SUB-176 due to typo or intended. 

MURRAY, M.L Mallinckrodt, Inc. 62/06/11. NUSSBAUMER.D.A. Atomic Energy Com- 
mission. Ip. 41453:215-41453:215. 

“8706190199 Notifies that Source Matl License SUB-176 expires on 630430. Requests 
submittal of end Form AEC-2 within 30 days prior to expiration date, if licensee choos- 
es to renew license.W/o end. 

NUSSBAUMER.D.A. Atomic Energy Commission. 63/02/28. FOX.G.R. Mallinckrodt, 
Inc. Ip. 41453:216-41453:216. 

“8706190204 Forwards Form AEC-2, requestng renewal of License SUB-176 for 12- 
month period ending 640430. Licensee requests to receive possession of & title to 900 
lb refined source matl for resale & use as analytical reagent. 

FOX.G.R. Mallinckrodt, Inc. 63/03/12. NUSSBAUMER.D.A. Atomic Energy Commis- 
sion. 1p. 41453:217-41453:217. 

“8706190207 Application for renewal of License SUB- 176, authorizing use of 100 lb 
uranyl acetate AR.uranyl nitratte AR & U metal AR for resale as lab chemical or rea- 
gent. 

FOX.G.R. Mallinckrodt. Inc. 63/03/11. 2pp. 41453:218-41453:219. 

“8706190216 Ack receipt of License SUB-176 dtd 630402. Licensee notes that expira- 
tion date stated as 660430 rather than 640430 as expected. Requests that AEC advise 
whether date typo or intended. 

MURRAY.M.L. Mallinckrodt. Inc. 63/04/12. NUSSBAUMER.D.A. Atomic Energy Com- 
mission. Ip. 41453:220-41453:220. 

“8706190220 License SUB-176 for Mallinckrodt Chemical Works, authorizing use of 300 
lb U for repackaging & resale & 900 lb U for possession & resale.per 620516 applica- 
tion. 

NUSSBAUMER.D.A. Atomic Energy Commission. 62/06/01. Ip. 41453:221- 

41453:221. 

“8706190226 License SUB-176 for Mallinckrodt Chemical Works.authorizing use of 900 
lb U.per 630311 application. 

NUSSBAUMER.D.A. Atomic Energy Commission. 63/04/02. Ip. 41453:222- 

41453:222. 

”8706190236 Advises that Item 1 of License SUB-176 amended to read "Mallinckrodt 
Chemical Works" instead of misspelled Mallincrodt Chemical Works. 

NUSSBAUMER.D A. Atomic Ene.-'gy Commission. 63/05/23. MURRAY.M.L. Mallinck- 
rodt, Inc. Ip. 41453. 273-4 ■!4i;:3'.?2::. 

“8706190240 Notifies that Source Matl License SUB-176 expires on 660430. Request 
submittal of completed end Form AEC-2 if license should be renewed.W/o stated 

NUSSBAUMER.D.A. Atomic Energy Commission. 66/02/28. MURRAY.M.L. Mallinck- 
rodt, Inc. Ip. 41453:224-41453:224. 

“8706190246 Application for renewal of License SUB-1 76,authorizing use of uranyl ni- 
trate & uranyl acetate for resale for reagent use. 

DONATH.D.M., JACOBI, J.W. Mallinckrodt, Inc. 66/04/29. 2pp. 41453:225-41453:228. 

“8706190258 Forwards License SUC-872.Note that new license has been issued since 
License SUB-176 expired on 660430.Company 620516 application re method of re- 
packing of U compounds has been included as condition of license. 

HARMON, D.F. Atomic Energy Commission. 66/05/18. JACOBI,J.W. Mallinckrodt, Inc. 
Ip. 41453:229-41453:229. 

“8706190260 Notifies that Source Matl License SUC-872 expires on 690531. Requests 
that licensee submit completed end Form AEC-2, if renewal of license desired.W/o 
st3t0ci ©ncis 

NUSSBAUMER.D.A. .Atomic Energy Commission. 69/03/26. JACOBI, J.W. Mallinck- 
rodt, Inc. Ip. ■414r>:s 230-4 14r,3 2P.C. 

“8706190266 Forwards application for renewal of License SUC-872 for 450 lb of uranyl 
ritrato crystals & ur.s5.nv' acotatc crystals. 

FC'A ! 'ZKV ; .c f/-i:!''.C'<'.rcdt. Inc. 69/04/03. Atomic Energy Commission. 1p. 

41453:231-41453:231. 

“8706190273 Forwards renewed AEC Source Matl License SUC-872. 

HARMON, D.F. Atomic Energy Commission. 69/04/21. POWtT2KY,L.C. Mallinckrodt, 
Inc. 1p. 41453:232-41453:232. 

“8706190374 Forwards completed Form AEC-2 re application for source matl license. 
POWlT2KY,L.C. Mallinckrodt, Inc. 69/10/09. Atomic Energy Commission. Ip. 

41453:233-41453:233. 

“8706190378 Discusses 691014 teicon w/LC Powitzky re request for new license rather 
than amend to License SUC-872. Powitzky assumed issuance of new license would be 
faster than amending present license.Amend agreed as best approach, 

HARMON, D.F. Atomic Energy Commission. 69/10/16. Atomic Energy Commission. 
Ip. 41453:234-41453:234. 

“8706 1903^2_ License SUC-872 for Mallinckrodt Chemical Works,authorizing use of 900 


“8706220144 Submits mailing addresses for annual invoices.including License SUC- 
872. 

WEISS,D. Atomic Energy Commission. 73/06/12. WAGNER, J. Atomic Energy Com- 
mission. Ip. 41453:240-41453:240. 

“8706220154 Forwards application re License SUC-872. 

BAIN.L.M. Mallinckrodt, Inc. 74/04/11. Atomic Energy Commission. 1p. 41453:241- 
41453:241. 

“8706220159 License SUC-872 for Mallinckrodt Chemical Works,authorizing use of 950 
lb U for resale only of U reagents, per 690403 application. 

HARMON, D.F. Atomic Energy Commission. 69/04/21. Ip. 41453:242-41453:242. 

“8706220172 Advises that application for relocation of operations to Paris, KY under Li- 
cense SUC-872 has been sent to Radiation Control Branch in State of KY for licens- 
ing authority. 

BASSIN.N. Radioisotopes Licensing Branch (Pre 790501). 77/12/28. YEAGER, J.H. 
Mallinckrodt, Inc. Ip. 41453:243-41453:243. 

“8706220190 Amend 1 to License SUC-872 for Mallinckrodt Chemical Works, authoriz- 
ing use of 900 lb U & 400 lb thorium for resale only of chemical reagents, per 690403 
& 74041 1 applications. 

* Atomic Energy Commission - Deputy Director for Fuels & Mat. 74/04/30. Ip. 
41453:244-41453:244. 


“8706220453 Advises that expiration date on License SUB-176 correct. Licenses now 
being issued for period of 3 yrs. 

NUSSBAUMER.D.A. Atomic Energy Commission. 63/04/19. MURRAY,M.L Mallinck- 
rodt, Inc. 1p. 41453:352-41453:352. 

“8706220491 Requests authorization to procure from Oak Ridge 15 lb U tetrafluoride 
for resale under License D-217.Unable to purchase matt from commercial sources. 
HORTON, L.Y. Mallinckrodt, Inc. 57/01/16. JOHNSON, L. Atomic Energy Commission. 
Ip. 41453:354-41453:354. 

“8706220499 Requests extension of time on License SUC-176 which expires on 
620430.Addl time needed to properly execute new application Form AEC-2. 

MURRAY, M. Mallinckrodt, Inc. 62/04/23. JOHNSON,L. Atomic Energy Commission. 
Ip. 41453:356-41453:356. 

”8706250595 Offers opposition to atomic plant operating at Hematite, MO. 

WHITEHEAD, J.A. Affiliation Not Assigned. 59/05/07. Atomic Energy Commission. 
4pp. 41453:357-41454:090. 

8706160497 FOIA request for all documents, orders, repts, correspondence, licenses & 
applications re Licenses STB-401 & SUC-872 granted to Mallinckrodt, Inc. 
SPERLING,L.I. McKenna, Conner & Cuneo. 87/04/28. NRC - No Detailed Affiliation 
Given. 2pp. 41453:001-41453:002. 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 


8706230115 Forwards rept on compliance w/EPA groundwater monitoring, per License 
Condition 72, in response to H Pettengill 870414 request.East Gas Hills classification 
for groundwater is Class III (livestock). 

LYONS, P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/04/23. 
JIERREE,C. Uranium Recovery Field Office. 4pp. 41437:053-41437:056. 

8706220519 Forwards rept on faulty installation of Heap Leach pond liners, consequent 
minor leak & repair in low grade collection pond. Leak caused by unsuitable band bind- 
ing in liner boot to drain pipe. 

LYONS, P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/05/18. 
JIERREE.C. Uranium Recovery Field Office. 7pp. 41417:308-41417:314. 

8706220334 Application for amend to License SUA-648.Rept on compliance w/EPA 
groundwater monitoring end, per License Condition 72(e).Data from which statistics in 
rept derived also end. Fee paid. 

LYONS, P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/05/20. 
JlERREE,C. Uranium Recovery Field Office. 10pp. 41416:292-41416:301. 

8706250351 Application for amend to License SUA-648, modifying reclamation plan in 
order to accommodate tailings from UMTRAP site at Riverton, WY.Fee paid. 

LYONS, P.J. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/06/03. 
PETTENGILL, H. Uranium Recovery Field Office. 8pp. 41463:001-41463:008. 


DOCKET 40-0435 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 


8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872.Forwards App A,C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERLING, L.I. McKenna, Conner & Cuneo. 12pp. 41453:003-41453:108. 

“8706180459 Responds to 590507 Itr re possible effect of activities of plant on well 
water at Hematite, MO. 

ROGERS.LR. Atomic Energy Commission. 59/07/14. WHITEHEAD, J.A. Affiliation Not 
Assigned. Ip. 41453:196-41453:196. 

”8706180481 Forwards complaint against plant at Hematite, MO. Investigation of licens- 
ee activities requested in order to obtain info necessary to reply to complaint. 
ROGERS, L.R. Atomic Energy Commission. 59/07/14. MANN.M.M. Atomic Energy 
Commission, ip. 41453:197-41453:197. 

“8706220479 Advises that results from analysis for radioactivity in well water indicate 
that radioactivity well below limits of AEC regulations. 

ROGERS.LR. Atomic Energy Commission. 59/08/15. WHITEHEAD, J.A. Affiliation Not 
Assigned. 1p. 41453:353-41453:353. 

“8706250595 Offers opposition to atomic plant operating at Hematite, MO. 

WHITEHEAD, J.A. Affiliation Not Assigned. 59/05/07. Atomic Energy Commission, 
4pp. 41453:357-41454:090- 
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DOCKET 40-0481 AMERICAN BEARING CO., INDIANAPOUS, IN 

8700050339 Final response to FOIA request for documents.App B documents end & 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/01. SPERLING, L. 
McKenna, Conner & Cuneo. 2pp. 41203:066-41203:118. 

-8011070501 Requests that end Temporary Instructions 2690, “Review of Formerly 
Used Sites,” be issued for publication.lnstructions attempt to determine if listed sus- 
pect installations were properly decontaminated after AEC license expired. 
HIGGINBOTHAM, L. Division of Fuel Facility & Materials Safety. 80/08/21. 
THOMPSON,D. Executive Officer for Operations Support. 6pp. 41203:070-41203:075. 

-8108180288 Submits review of formerly used sites per 800620 request. 

THORNBURG, H.D. Division of Safeguards & Radiological Safety Inspection. 81/07/ 
10. CUNNINGHAM,R.E. Division of Fuel Cycle & Material Safety (Pre 870413). 3pp. 
41203:076-41203:108. 


DOCKET 40-0501 ALUMINUM CO. OF AMERICA, ALCOA CENTER, PA 

8706050339 Final response to FOIA request for documents.App B documents end & 
also available in PDR 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/01. SPERLING.L. 
McKenna, Conner & Cuneo. 2pp. 41203:066-41203:118. 

-8108180327 IE Insp Rept 40-0501/80-10 on 801217 & 810112.No noncompliance 
noted.Major areas inspected:status of expired License C-5023 & physical facilities 
used prior to license expiration. 

OESTMAN.M.J., PAPERIELLO,C.J. Region 3, Chicago, Office of the Director. 81/02/ 
04. 3pp. 41203:106-41203:108. 


DOCKET 40-0527 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 

8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872.Forwards App A.C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERUNG,L.I. McKenna, Conner & Cuneo. 12pp. 41453:003-41453:108. 

-8706160634 Discusses insp of Licenses C-3618 on 580107,D-217 on 570401 & S- 
4442 on 571209.No noncompliance noted. 

JOHNSON,L Atomic Energy Commission. 58/03/18. FOX,C.R. Mallinckrodt, Inc. Ip. 
41453:023-41453:023. 

-8706160657 Forwards Compliance insp rept of Licenses D-217,D-198, 03618,D-267 & 
S-4442.AII cases considered clear cases. W/o repts for Licenses D-198,C-3618,D-267 
& S-4442. 

SAPIRIE,S.R. Atomic Energy Commission. 58/01/30. NELSON,C.A. Atomic Energy 
Commission. 2pp. 41453:024-41453:024. 

—8706160665 Compliance insp rept of License D-217 on 580107.No noncompliance 
noted.lnsp findings:company maintains health physics group which reviews & ap- 
proves repackaging operation of chemical compounds w/good control & recordkeep- 
ing. 

HUBBARD,D.C., MCALDUFF,H.J. Atomic Energy Commission. 58/01/28. 3pp. 
41453:025-41453:027. 

-8706160674 Ack receipt of 571217 Itr advising vendor that representative from AEC 
will be in area on 580107 to discuss activities under License D-217. 

FOX,G.R. Mallinckrodt, Inc. 57/12/20. DUBINSKLL Atomic Energy Commission. Ip. 
41453:028-41453:028. 

—8706180057 Undated telegram requesting AEC authorize use of 300 lb normal U metal 
under License D-217 prior to 580401. Company unable to obtain matl commercially. 
HORTON,L.Y. Mallinckrodt, Inc. 57/11/20. DOUGLOUS.W. Atomic Energy Commis- 
sion. Ip. 41453:130-41453:130. 

-8706180060 Forwards License D-217,authorizing purchase from AEC, prior to 
570630,300 lb normal U metal for use under license, per 570307 application for renew- 
al. 

JOHNSON, L. Atomic Energy Commission. 87/06/18. FOX,G.R. Mallinckrodt, Inc. Ip. 
41453:131-41453:131. 

-8706180065 Forwards Form AEC-2 requesting renewal of License D-217 for ensuing 

15iCHENER,W.F. Mallinckrodt, Inc. 54/03/30. Atomic Energy Commission. Ip. 
41453:132-41453:132. 

-8706180073 Application for renewal of License D-217, authorizing 
transfer,delivery, export or receipt of U or thorium source matl. 

* Mallinckrodt, Inc. 54/03/30. 4pp. 41453:133-41453:136. 

-8706180077 License D-217 for Mallinckrodt Chemical Works, authorizing possession of 
& title to 50 lb refined source matl,including U metaLduring any single calendar month 
from processors & distributors licensed by AEC. 

JOHNSON,L. Atomic Energy Commission. 54/04/01. Ip. 41453:137-41453:137. 

-8706180078 Application for renewal of License D-217.authorlzing 
transfer, delivery, export or receipt of U or thorium source matl. 

FOX,G.R. Mallinckrodt, Inc. 55^3/24. 4pp. 41453:138-41453:141. 

-8706180079 Forwards Form AEC-2, requesting renewal of License D-217 for ensuing 

^GX,G.R. Mallinckrodt, Inc. 55/03/24. Atomic Energy Commission. Ip. 41453:142- 
41453:142. 

-8706180084 License D-217 for Mallinckrodt Chemical Works, authorizing possession of 
& title to 600 lb refined source matl during term of license from processors & distribu- 
tors licensed by AEC.License expires on 560401. 

JOHNSON, L. Atomic Energy Commission. 55/04/01. Ip. 41453:143-41453:143. 

-8706180092 Application for amend to License D-217, allowing use of refined source 
matl containing 60 to 100 lb U &/or thorium for process development work in order to 
facilitate work In pilot plant operation. 

FOX,G.R. Mallinckrodt, Inc. 55/04/12. JOHNSON, L. Atomic Energy Commission. Ip. 
41453:144-41453:144. 


-8706180098 Amended License D-217,authori2ing possession of & title to 100 lb re- 
fined source matl during term of license from processors & distributors licensed by 
AEC.License expires on 560401. 

JOHNSON,L. Atomic Energy Commission. 55/04/18. 2pp. 41453:145-41453:146. 

-8706180112 Requests clarification of 550418 amend to License D-217, allowing pos- 
session of & title to 100 lb refined source matl during term of license.Terminology of 
550412 request for amend not followed. 

FOX,G.R. Mallinckrodt, Inc. 55/05/13. JOHNSON,L Atomic Energy Commission. Ip. 
41453:147-41453:147. 

-8706180126 Revised License D-217 for Mallinckrodt Chemical Works, authorizing pos- 
session of & title to refined source matl containing up to 100 lb U &/or thorium for 
consumption in process development work, per 550513 Itr. 

JOHNSON, L. Atomic Energy Commission. 55/05/17. Ip. 41453:148-41453:148. 

-8706180134 Forwards revised License D-217,in response to 550513 request. Requests 
amended license issued on 550418 be returned. 

JOHNSON,L. Atomic Energy Commission. 55/05/18. FOX.G.R. Mallinckrodt, Inc. Ip. 
41453:149-41453:149. 

-8706180182 Forwards original 550418 amended License D-217, per request. 

FOX,G.R. Mallinckrodt, Inc. 55/05/20. JOHNSON,L. Atomic Energy Commission. Ip. 
41453:150-41453:150. 

-8706180204 Forwards Form AEC-2,requesting renewal of License D-217 for ensuing 

yr- 

FOX,G.R. Mallinckrodt, Inc. 56/03/27. Atomic Energy Commission. Ip. 41453:155- 
41453:155. 

-8706180213 License D-217 for Mallinckrodt Chemical Works, authorizing possession of 
& title to 600 lb refined source matl for resale & use as analytical reagent. 

JOHNSON,L. Atomic Energy Commission, 56/04/01, Ip. 41453:156-41453:156. 

-8706180225 Application to renew License D-217,authorizing transfer, delivery, export or 
receipt of 300 lb U metal for resale as analytical reagent. 

FOX,G.R. Mallinckrodt. Inc. 56/04/20. 4pp. 41453:158-41453:161. 

-8706180250 Revised License D-217 for Mallinckrodt Chemical Works, authorizing pos- 
session of & title to 900 lb refined source matl, per 560327 & 0418 applications. 
JOHNSON, L. Atomic Energy Commission. 56/05/09. Ip. 41453:163-41453:163. 

-8706180261 Forwards revised License D-21 7, authorizing receipt & resale of 900 lb re- 
fined source matl & purchase of 300 lb U metal from Commission. 

JOHNSON,L. Atomic Energy Commission. 56/05/10. FOX.G.R. Mallinckrodt. Inc. Ip. 
41453:164-41453:164. 

-8706180265 Application for amend to License D-217,permitting receipt & resale of 
1,200 lb refined source matl & 600 lb U metal from Commission. 

FOX,G.R. Mallinckrodt, Inc. 56/10/31. JOHNSON.L Atomic Energy Commission. Ip. 
41453:165-41453:165. 

-8706180274 License D-217 for Mallinckrodt Chemical Works, authorizing possession of 
& title to 1 ,200 lb refined source matl for resale & use as analytical reagent. 
JOHNSON.L. Atomic Energy Commission. 56/11/14. Ip. 41453:166-41453:166. 

-8706180283 Forwards Rev 2 to License D-217,authorizing purchase of 300 lb normal 
U metal from Commission prior to 570401. 

JOHNSON.L. Atomic Energy Commission. 56/11/19. FOX.G.R. Mallinckrodt, Inc. Ip. 
41453:167-41453:167. 

-8706180291 Grants authorization to purchase 15 lb normal U tetrafluoride from 
AEC.prior to 570601, for resale under License D-217. 

JOHNSON.L. Atomic Energy Commission. 57/01/18. HORTON, LY, Mallinckrodt, Inc. 
Ip. 41453:168-41453:168. 

-8706180295 Application for renewal of License D-21 7, authorizing 
transfer, delivery.export or receipt of U or thorium source matl, 

* Mallinckrodt, Inc. 57/03/01. 4pp. 41453:169-41453:172. 

-8706180300 Forwards Form AEC-2,requesting renewal of License D-217 for ensuing 
yr. Licensee also requests permission to receive possession of & title to 600 lb refined 
source matl for resale & use as analytical reagent. 

FOX,G.R. Mallinckrodt, Inc. 57/03/07. JOHNSON.L Atomic Energy Commission. Ip. 
41453:173-41453:173. 

-8706180311 License D-217 for Mallinckrodt Chemical Works.authorizing procurement 
from AEC 300 lb U metal for delivery prior to 580401 . 

DELANEY.J.C. Atomic Energy Commission. 57/11/26. Ip. 41453:174-41453:174. 

-8706180365 Fonwards Form AEC-2, requesting renewal of License D-217 for ensuing 
yr.Licensee also requests to receive possession of & title to 600 lb refined source 
matl for resale & use as analytical reagent. 

FOX,G.R. Mallinckrodt, Inc. 58/03/31. JOHNSON.L Atomic Energy Commission. Ip. 
41453:181-41453:181. 

-8706180379 Suggests that licensee be informed that Licenses C-3618, D-217 & S- 
4442 in compliance w/Commission regulations. 

* Atomic Energy Commission. 58/02/06. Atomic Energy Commission, Ip. 41453:182- 
41453:182, 

-8706180385 Application for renewal of License D-21 7, authorizing 

transfer, delivery, export or receipt of U or thorium source matl. 

FOX.G.R. Mallinckrodt, Inc. 58/03/31. 4pp. 41453:183-41453:186. 

-8706180404 License D-217 for Mallinckrodt Chemical Works, authorizing possession of 
& title to 900 lb source matl within limits & during term of license for resale & use as 
analytical reagent. 

DELANEY,J.C. Atomic Energy Commission. 58/04/07. Ip, 41453:187-41453:187. 

-8706180437 Application for amend to License D-21 7, authorizing use of 15 lb U dioxide 
& 15 lb U trioxide to be used in labs for spectrographic stds. 

FOX.G.R. Mallinckrodt, Inc. 58/04/08. ip. 41453:189-41453:189. 

-8706180442 Application for renewal of License D-21 7, authorizing 

transfer.delivery, export or receipt of U or thorium source matl. 

FOX.G.R. Mallinckrodt. Inc. 59^4/03. 4pp. 41453:190-41453:193. 
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-8706180446 Forwards Form AEC-2, requesting renewal of License D-217 for ensuing 
yr. Licensee also requests authorization to receive possession of & title to 900 lb re- 
fined source mat! for resale & use as analytical reagent. 

FOX.G.R. Mallinckrodt, Inc. 59/04/03. JOHNSON, L Atomic Energy Commission. Ip. 
41453:194-41453:194. 

-8706180454 License D-217 for Mallinckrodt Chemical Works, authorizing possession of 
& title to 900 lb source matl for resale & use as analytical reagent. 

DELANEY, J.C. Atomic Energy Commission. 59/04/08. Ip. 41453:195-41453:195. 

-8706180491 Forwards Form AEC-2, requesting renewal of License D-217 for ensuing 
yr. Licensee also requests authorization to receive possession of & title to 900 lb re- 
fined source matl for resale & use as analytical reagent. 

FOX.G.R. Mallinckrodt, Inc. 60/03/21, JOHNSON.L. Atomic Energy Commission. Ip. 
41453:198-41453:198. 

-8706180497 License D-217 for Mallinckrodt Chemical Works,authorizing possession of 
& title to 900 lb source matl for resale & use as analytical reagent. 

DELANEY, J.C. Atomic Energy Commission. 60/05/01. 1p. 41453:199*41453:199. 

-8706180500 Forwards Form AEC-2.requesting renewal of License D-217 for ensuing 
yr.Licensee also requests authorization to receive possession of & title to 900 lb re- 
fined source matl for resale & use as analytical reagent. 

FOX,G.R. Mallinckrodt, Inc. 61/03/28. JOHNSON,L. Atomic Energy Commission. 1p. 
41453:200-41453:200. 

-8706180502 Application for renewal of License D-217, authorizing transfer,delivery or 
receipt of U or thorium source matl. 

FOX.G.R. Mallinckrodt, Inc. 61/03/28. 4pp. 41453:201-41453:204. 

-8706220495 Undated License D-217 for Mallinckrodt Chemical Works, authorizing pos- 
session of & title to 900 lb refined source matl for resale & use as analytical reagent. 
JOHNSON.L. Atomic Energy Commission. 87/06/22. Ip. 41453:355-41453:355. 


DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 

8706080266 Requests NRC temporarily withdraw or suspend 870415 decision to allow 
Western Nuclear.Inc opportunity to present further info in support of 870213 amend 
request.Amend 36 did not contain correct Attachment 3, per License Condition 74. 
BAKER.S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 87/05/06. 

SMITH.D. Uranium Recovery Field Office. 2pp. 41210:196-41210:197. 

8706230113 Notifies NRC of statistically significant change that occurred between back- 
ground values established in end fable 1 & wells specified in License Condition 
74B,per 870513 discussion w/G Konwinski. 

BAKER,S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 87/05/15. 

SMITH.D, Uranium Recovery Field Office. 7pp. 41434:105-41434:114. 

8706080236 Ack receipt of 870506 Itr discussing NRC 870415 licensing action re relo- 
cation point of compliance wells.Wells not sited w/hudraulic barrier design in 
mind.Monitoring poirt locations excessive distance from source of hazard. 

SMITH, R.D. Uranium Recovery Field Office. 87/05/19. BAKER.S. Western Nuclear, 
Inc. (subs, of Phelps Dodge Corp.). Ip. 41212:340-41212:340. 

8706150105 Application for amend to License SUA-056, extending expiration date to 
871230 or until operational status of facilities terminated by licensee.Decision re sale 
of complex to another licensee scheduled for Dec 1987. Fee paid. 

BAKER.S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 87/05/20. 

PETTENGILL,H.J. Uranium Recovery Field Office. 2pp. 41304:351-41304:352. 

8706230047 Responds to questions raised in 870511-14 insp re qualifications & training 
of J Gearhardt to function as radiation safety officer.J Gearhardt received equivalent 
of 3 wks of formal training including on-the-job training. 

BAKER,S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 87/05/21. 

SHOPENN,N. Uranium Recovery Field Office. 16pp. 41436:344-41436:359. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8706230154 Forwards effective page listing for Rev 4 to “Edgemont Mill Decommission- 
ing Health Physics Manual,” per discussion. 

HARTMAN.G.S. Tennessee Valley Authority. 87/05/04. OLSEN.T. Uranium Recovery 
Field Office. 2pp. 41435:239-41435:240. 

8706080247 Fonwards corrected License SUA-8 16, correcting License Condition 24. 
HAWKINS,E.F. Uranium Recovery Field Office. 87/05/19. Tennessee Valley Authority. 
1p. 41212:344-41212:351. 

-8706080253 Corrected Amend 26 to License SUA-816 for TVA, authorizing use of by- 
product matl until NRC determines that decommissioning adequate. 

SMITH, R.D. Uranium Recovery Field Office. 87/05/19. 7pp. 41212:345-41212:351. 

8706120059 Informs that by 870504 Itr, TVA submitted effective page listing of health 
physics manual now in use at Edgemont Decommissioning ProjectU Field Recovery 
Ofc noted all effective revs in listing & will enter document in TVA file. . 

OLSEN, T.T., HAWKINS, E.F. Uranium Recovery Field Office. 87/05/28. Uranium Re- 

AAwon/ Piow '^■*''“'^•'’‘^= 41280 : 355 . 


8706020081 NRC Staff motion to terminate proceeding & vacate ASLB initial decision.* 
ASLAB should vacate initial decision on appeal since Commission will lose jurisdiction 
over source matl in Kress Creek on 87060 1.W/Certificate of Svc. 

LEWIS, S.H. Assistant General Counsel for Hearings. WEISMAN.R.M. Office of the 
General Counsel. #287 3542. 87/05/28. Atomic Safety and Licensing Appeal Panel. 
16pp. 41125:005-41125:020. 

8706050341 Submits items of interest.On 870527, meeting held w/ Fluor Daniel & 
URENCO re licensing of U enrichment facilities. Meeting held on 870520 w/ 
Molycorp.Inc re proposed amend to blend earth residues w/soda ash. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/05/28. THOMPSON, H.L Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 41208:111-41208:113. 

8706100167 Advises that on 870528, staff submitted motion to terminate 
proceeding. Motion contains one error in citation & one citation requiring clarification. 
WEISMAliR.M. Office of the General Counsel. #287 3688. 87/06/02. KOHL.C.N., 
JOHNSON.W.R., WILBER,H.A. Atomic Safety and Licensing Appeal Panel. Ip. 
41225:295-41225:295. 

8706100160 Kerr-McGee response to Staff motion to terminate.* Motion should be 
denied.NRC retains jurisdiction over Kress Creek & DuPage River.SECY-87-104 & 
Certificate of Svc end. 

MESERVE,R.A. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). 
MESERVE,R.A. Covington & Burling. #287 3700. 87/06/05. Atomic Safety and Li- 
censing Appeal Panel. 31pp. 41225:259-41225:289. 

8706120277 Ack receipt of 870513 Itr informing of mgt change at West Chicago 
facility.Korbe resume requested. 

ROUSE,L.C. Fuel Cycle Safety Branch. 87/06/08. STAUTER,J.C. Kerr-McGee Chemi- 
cal Corp. (subs, of Kerr-McGee Corp.). 2pp. 41280:241-41280:242. 

8706160146 Order.* NRC Staff directed to reply to Kerr-McGee 870605 response to 
Staff motion to terminate license by 870615. Served on 870610. 

SHOEMAKER,C.J. Atomic Safety and Licensing Appeal Panel. #287 3715. 87/06/09. 
Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). Ip. 41295:275-41295:275. 

8706250093 NRC Staff reply to Kerr-McGee response to Staff motion to terminate.* 
ASLAB should terminate proceeding re Kress Creek decontamination (ASLBP 84-502- 
01 -SC) & vacate ASLB initial decision. 

LEWIS,S.H. Assistant General Counsel for Hearings. #287 3793. 87/06/15. Atomic 
Safety and Licensing Appeal Panel. 10pp. 41448:053-41448:072. 

“8706250104 Agreement between NRC & State of IL for discontinuance of certain 
Commission regulatory authority & responsibility within state per Section 274 of 
Atomic Energy Act of 1954, as amended.* Certificate of Svc end. 

ZECH,LW. Commissioners. THOMPSON, J.R. Illinois, State of. 87/05/18. 10pp. 
41448:063-41448:072. 

8706300193 Forwards FR notice & draft suppi to FES (NUREG-0904) re decommission- 
ing of rare earths facility, West Chicago, I L. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/06/22. STAUTER,J.C. Kerr-McGee Chemi- 
cal Corp. (subs, of Kerr-McGee Corp.). Ip. 41492:099-41493:233. 

-8706300204 Notice of availability of draft suppi to FES (NUREG-0904) for rare earths 
facility. 

ROUSE,L.C. Fuel Cycle Safety Branch. 87/06/22. 500pp. 41492:100-41493:233. 

8706300496 Memorandum & order.* Memorandum & order denying Staff motion to ter- 
minate proceeding & vacate ASLB initial decision re decontamination.Served on 
870623. 

HAGINS,E.E. Atomic Safety and Licensing Appeal Panel. #287 3880. 87/06/23. 
Office of the General Counsel. 21pp. 41496:006-41496:026. 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

8706120103 Informs of plans to install tailings drain sys in 2A impoundent.Sys has two 
primary objectives, including enhancing long term stability of 2A embankment by pro- 
moting lowering of hydrostatic head pressures. Five figures end. 

NUGENT,E.L. Pathfinder Mines Corp. 87/05/06. PErTENGILL,H. Uranium Recovery 
Field Office. 7pp. 41280:103-41280:109. 

8706150028 Application for amend to License SUA-672, deleting requirement for routine 
in vivo analysis of mill workers. Fee paid. 

HARDGROVE,T.W. Pathfinder Mines Corp. 87/05/18. JIERREE.C. Uranium Recovery 
Field Office. Ip. 41345:150-41345:150. 

8706240219 Expresses appreciation of opportunity afforded by 870513 visit to Lucky Me 
to discuss concept of placing Susquehanna tailings along downstream toe of Embank- 
ment 2A.Consideration of placement concept & agreement requested. 

NUGENT, E.L Pathfinder Mines Corp. 87/05/22. PETTENGILL.H. Uranium Recovery 
Field Office. Ip. 41452:360-41452:360. 


DOCKET 40-3390 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 


8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872. Forwards App A,C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERLING, L.I. McKenna, Conner & Cuneo. 12pp. 41453:003-41453:108. 

-8706180459 Responds to 590507 Itr re possible effect of activities of plant on well 
water at Hematite, MO. 

ROGERS, LR. Atomic Energy Commission. 59/07/14. WHITEHEAD, J. A. Affiliation Not 
Assigned. 1p. 41453:196-41453:196. 

“8706180481 Forwards complaint against plant at Hematite,MO. Investigation of licens- 
ee activities requested in order to obtain info necessary to reply to complaint. 
ROGERS, L.R. Atomic Energy Commission. 59/07/14. MANN.M.M. Atomic Energy 
Commission. Ip. 41453:197-41453:197. 

“8706250595 Offers opposition to atomic plant operating at Hematite, MO. 
WHITEHEAD,J.A. Affiliation Not Assigned. 59/05/07. Atomic Energy Commission. 
4pp. 41453:357-41454:090. 
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DOCKET 40-3392 ALLIED CHEMICAL CORP., MORRISTOWN, NJ 

8706030173 Forwards Itrs sent to law enforcement agencies informing of employee 
identification sys developed by corporation to allow access to facility in event of emer- 
gency. 

HONEY.J.E. Allied-Signal Corp. 87/05/08. PENNINGTON.W.S. Office of Nuclear Ma- 
terial Safety & Safeguards, Director. 6pp. 41165:336-41165:341. 

8706030145 Informs that Commission has determined that regulation of Allied-Chemical 
conversion plant in Metropolis should be continued under NRC jurisdiction to protect 
common defense & security.Proposed agreement w/State of IL effective 870601. 
CHILK.S.J. Office of the Secretary of the Commission. 87/05/14. BISHOP, J.C. Allied 
Chemical Corp. 2pp. 41145:263-41145:267. 

-8706030152 Order authorizing NRC jurisdiction over possession & use of source matl 
by Allied Chemical, until regulation no longer needed to assure protection of common 
defense & security of US. 

CHILK.S.J. Office of the Secretary of the Commission. 87/05/14. Allied Chemical 
Corp. 3pp. 41145:265-41145:267. 

8706170002 Ack receipt of 870410 Itr re acceptability of stiffening ring matl in certain 
WH Stewart Co UF6 cylinders. Issue better defined since issuance of 870403 confir- 
mation of action Itr.Order dtd 870518 supercedes Itr. 

SHAFER, W.D. Region 3, Office of Director. 87/05/29. BISHOP.J.C. Allied-Signal Corp. 
Ip. 41372:011-41372:018. 

8706250508 Forwards draft info to aid in response to DOJ issue in 870528 Itr re lack of 
uniform standardized procedures governing operations of licensees. 

STELLO.V. Office of the Executive Director for Operations. 87/06/17. PARLER.W.C. 
Office of the General Counsel. 3pp. 41467:187-41467:192. 

”8706250516 Forwards self explanatory Itr received from DOJ re issue of regulatory 
policy. Input requested. 

PARLER.W.C. Office of the General Counsel. 87/06/02. STELLO.V. Office of the Ex- 
ecutive Director for Operations. Ip. 41467:190-41467:190. 

”8706250545 Discusses lack of uniform standardized procedures governing operations 
of licensees.Uniformity in nuclear matl matters would enhance prosecutive merit of in- 
tentional violations of set procedures. 

WELD.W.F. Justice. Dept. of. 87/05/28. PARLER.W.C. Office of the General Counsel. 
3pp. 41467:191-41467:192. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

8706230001 Recommends issuance of Amend 28 to License SUA-917,revising Condi- 
tion 14 to read as listed per licensee 870316 request. 

BRICH.R.F., PETTENGILUH.J. Uranium Recovery Field Office. 87/06/05. Uranium 
Recovery Field Office. 2pp. 41 436H296-41 436:297. 

8706230032 Fonvards Amend 28 to License SUA-917,revisina License Condition 14 to 
incorporate interim tailings stabilization program for Moab Mill. 

SMITH, R.D. Uranium Recovery Field Office. 87/06/05. BLUBAUGH.R.E. Atlas Corp. 
2pp. 41436:320-41436:343. 

”8706230040 Amend 28 to License SUA-917 for Atlas Corp.authorizing use of natural U 
& water cover over tailings to prevent release of airborne particulates from tailings 
pile. 

SMITH,R.A. Uranium Recovery Field Office. 87/06/05. 12pp. 41436:322-41436:343. 


DOCKET 40-3713 HEPPENSTALL CO., BRIDGEPORT, CT 

8706050339 Final response to FOIA request for documents.App B documents end & 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/01. SPERLING, L. 
McKenna, Conner & Cuneo. 2pp. 41203:066-41203:069. 

”8108180288 Submits review of formerly used sites per 800620 request. 
THORNBURG.H.D. Division of Safeguards & Radiological Safety Inspection. 81/07/ 
10. CUNNINGHAM.R.E. Division of Fuel Cycle & Material Safety (Pre 870413). 3pp. 
41203:076-41203:108. 

”8108180306 Forwards field insp rept of formerly used site.Heppenstall Co.License C- 
4505.No residual contamination exists at site. Further surveys not required. 
JOYNER.J.J. Technical Inspection Branch. 81/06/26. HIGGINBOTHAM.L. Radiologi- 
cal Safety Branch. 10pp. 41203:079-41203:088. 


DOCKET 40-3719 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 

8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872, Forwards App A.C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 
SPERLING, LI. McKenna, Conner & Cuneo. 12pp. 41453:003-41453:108. 

”8706180459 Responds to 590507 Itr re possible effect of activities of plant on well 
water at Hematite, MO. 

ROGERS.LR. Atomic Energy Commission. 59/07/14. WHITEHEAD, J.A. Affiliation Not 
Assigned. Ip. 41453:196-41453:196. 

”8706180481 Forwards complaint against plant at Hematite, MO. Investigation of licens- 
ee activities requested in order to obtain info necessary to reply to complaint. 
ROGERS, L.R. Atomic Energy Commission. 59/07/14. MANN.M.M. Atomic Energy 
Commission. Ip. 41453:197-41453:197. 

”8706220479 Advises that results from analysis for radioactivity in well water indicate 
that radioactivity well below limits of AEG regulations. 

ROGERS, L.R. Atomic Energy Commission. 59/08/15. WHITEHEAD.J.A. Affiliation Not 
Assigned. Ip. 41453:353-41453:353. 

”8706250595 Offers opposition to atomic plant operating at Hematite.MO. 
WHITEHEAD,J.A. Affiliation Not Assigned. 59/05/07. Atomic Energy Commission. 
4pp. 41453:357-41454:090. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPAR, WY 


8706150148 Application for amend to License SUA-667.Amend changes radon sampling 
requirements to take continuous samples for entire quarter, each quarter.Fee paid. 
ANDRUS.N.J. American Nuclear Corp. 87/05/20. SHOPENN.N.M. Uranium Recovery 
Field Office. Ip. 41301:360-41301:360. 

8706230109 Advises that bond amount set,per info presented in Apr 1987 annual rept 
for Mine Permit 352.Amount represents no change from current amount. 

WOOD,R. Wyoming, State of. 87/05/21. ANDRUS, M.J. American Nuclear Corp. 3pp. 
41436:250-41436:252. 

8706220516 Requests that all correspondence be forwarded to post ofc box rather than 
street address,in order to expedite receipt of NRC mail to licensee. 

ANDRUS.N.J. American Nuclear Corp. 87/06/05. SHOPENN.N. Uranium Recovery 
Field Office. Ip. 41417:307-41417:307. 


DOCKET 40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 

8706160359 Forwards review summary of Oct 1986, “Remedial Action Completion Rept 
for Canonsburg,PA UMTRAP Site,” verifying that all geotechnical engineering aspects 
of const performed in accordance w/remedial action plan & insp plan. 

SMYKOWSKLS. Technical Branch. 87/05/29. GNUQNOLI,G.N. Operations Branch. 
1 4pp. 41 334:262-41 334:274. 


DOCKET 40-6563 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 


8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872. Forwards App A,C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERLING.L.I. McKenna. Conner & Cuneo. 12pp. 41453:003-41454:090. 

”7905310157 Matl /Byproduct License STB-401 for Mallinckrodt.Inc is amended in its 
entirety per 790718 application. Authorizes U & thorium for use in controlling process- 
ing columbium & tantalum ores. 

GUINN.P.R. Materials Licensing Branch. 79/05/22. 2pp. 41453:017-41453:018. 

”8104090319 Forwards application for amend of Source Matl License STB-401. 
YEAGER.J.H. Mallinckrodt. Inc. 81/03/09. HICKEY.J. Materials Licensing Branch. 
4pp. 41453:341-41453:344. 

”8104090326 Application for amend of Source Matl License STB-401 authorizing natu- 
ral U & thorium for mfg of purified columbium & tantalum salts. 

YEAGER.J.H. Mallinckrodt, Inc. 81/03/10. 29pp. 41453:313-41453:340. 

”8104280040 Submits addi info re open air storage of drummed unreacted ore.in re- 
sponse to 810326 conversation w/NRC concerning application for amend to License 
STB-401. Each drum will be carefully inspected before transfer offsite. 

ROBINSON.S.N. Mallinckrodt, Inc. 81/03/30. GUINN.P.R. Materials Licensing Branch. 
Ip. 41453:345-41453:345. 

”8410260164 Informs that merger w/wholly owned subsidiary of Avon Products,lnc will 
not require amend to NRC licenses. 

MILLER, V.L. Uranium Fuel Licensing Branch. 82/01/22. KELLER.R.A. Mallinckrodt, 
Inc. Ip. 41453:109-41453:109. 

”8706160566 Amend 3 to License STB-401 for Mallinckrodt, Inc.authorizing use of 

30.000 kg thorium & 27,100 natural U for possession incident to processing of ores. 
GUINN.P. Materials Licensing Branch. 81/04/28. 2pp. 41453:015-41453:016. 

”8706160600 License STB-401 for Mallinckrodt Chemical Works.authorizing use of 455 
kg U & 1,140 kg throium for contaminant incidental to extraction & purification of ores 
as described in 720807 application. 

LAYFIELD,R.L. Atomic Energy Commission - Deputy Director for Fuels & Mat. 72/08/ 
21. Ip. 41453:019-41453:019. 

”8706160608 License STB-401 for Mallinckrodt Chemical Works.authorizing use of 

100.000 lb thorium in accordance w/procedures described In licensee 670830 applica- 
tion. 

HARMON, D.F. Atomic Energy Commission. 67/09/06. Ip. 41453:020-41453:020. 

”8706160616 License STB-401 for Mallinckrodt Chemical Works.authorizing use of 

30.000 lb thorium in accordance w/procedures described in licensee 610707 applica- 
tion & 610711,0810, 640730 & 0821 suppis. 

LAYFIELD.R.L. Atomic Energy Commission. 64/10/20. Ip. 41453:021-41453:021. 

”8706160620 License STB-401 for Mallinckrodt Chemical Works.authorizing unlimited 
use of thorium in accordance w/procedures described in licensee 610707,11 & 0810 
applications. 

* Atomic Energy Commission. 64/06/26. Ip. 41453:022-41453:022. 

”8706160687 Requests addI info re 610707 & 11 applications for license, including flow 
diagram of plant production operation indicating areas & points where dust generated. 
NUSSBAUMER,D.A. Atomic Energy Commission. 61/07/03. BELMORE,F.M. Mallinck- 
rodt, Inc. 2pp. 41453:034-41453:035. 

”8706160689 Responds to 620504 request for interpretation of thorium- natural limits in 
App B.Table II of 10CFR20 & info re discharge of liquid effluents resulting from proc- 
essing of raw thorium ore.W/o stated end. 

NUSSBAUMER.D.A. Atomic Energy Commission. 62/06/19. UTNAGE.W.L Mallinck- 
rodt, Inc. Ip. 41453:036-41453:036. 

”8708160704 Insp Findings & Licensee Ack of insp on 640610 of Licenses 24-05804- 
02,SNM-276,SUB-176 & STB-401. No noncompliance noted. Licensee telephone notifi- 
cation of insp dtd 640609 end. 

MAPP.E.J. Atomic Energy Commission. 64/06/10. 2pp. 41453:039-41453:040. 

”8706170023 Discusses telcon from T Brockett re License STB-401 .Copies of license 
will be forwarded to Div of Compliance & Region III. 

ALLAN,J.M. Atomic Energy Commission. 64/06/24. Atomic Energy Commission. Ip. 
41453:041-41453:041. 
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-8706170087 !nsp Fhdings & Licensee Ack of insp on 681204 of Licenses 24-05804- 
03 & STB-4(;i No -loncL'Tp-ca.-.oe noted. 

SCHULTZ, W.H. Atomic Energy Commission. 68/12/04. Ip. 41453:046-41453:046. 

-8706170104 Discusses transfer of source matl to unauthorized recipient, per 720721 
telcon between JM Allen & P Brunner.Approx 15 30 gallon drums containing slightly 
radioactive clay-like matl returned to Ma!linckrodt,lnc on 720725. 

GRANJT.W.B. Region 3, Chicago, Office of the Director. 72/07/28. Region 3, Chicago. 
Office of the Director. 2pp. 41453:047-41453:048. 

’■®7^170114 Discusses alleged unauthorized burial of radioactive matl. On 
720720, State of IL EPA requested survey at landfill area near East St Louis, MO to 
determine validity of anonymous call re burial of radioactive matl at site. 

AI^^N,J.M. Region 3, Chicago, Office of the Director. 72/07/27. Region 3. Chicago, 
Office of the Director. 4pp. 41453:049-41453:051. 

-8706170119 Requests that License STB-401 be corrected due to typo in Item 7 re 
Quantity of thorium which may be possessed at any one time.Quantity should be 
1,140 kg. 

SOLDAN,D.W. Mallinckrodt. Inc. 72/09/08. LAYFIELD.R.L. Atomic Energy Commis- 
sion - Deputy Director for Fuels & Mat. Ip. 41453:052-41453:052. 

-8706170124 Discusses insp of License STB-401 on 721130 re radiation safety & com- 
plicance w/Commission rules & regulations & forwards description of noncompliance 
it^s.AEC understands that thorium air concentrations will be reevaluated. 

GRIER,B.H. Region 3, Chicago, Office of the Director. 72/12/21. STRATMEYER.R.J. 
Mallinckrodt, Inc. 19pp. 41453:053-41453:071. 

f^®sponds to AEC 721221 Itr re noncompliances noted in insp of License 
Corrective actions:URO waste matl stored within controlled access area 
bounded by perimeter fence. Restricted area signs will be placed on interior of fence. 
TRASK, W.T. Mallinckrodt, Inc. 73/01/10. GR1ER,B.H. Region 3, Chicago, Office of the 
Director. 4pp. 41453:072-41453:075. 

-8706170144 Responds to telephone inquiry re URO waste matl storage & amends 
Item 1 of 730110 Itr.Fence end will be completed by 730202. Fence will be posted w/ 
std radioactivity signs. 

TRASK.W.T. Mallinckrodt. Inc. 73/01/22. GREGER.LR. Region 3. Chicago. Office of 
the Director. Ip, 41453:076-41453:076. 

-8706170148 Ack receipt of 730110 & 22 Itrs informing AEC of steps taken to correct 
noncompliances noted in 731221 Itr re insp of License STB-401. 

GR ER.B.H. Region 3, Chicago, Office of the Director. 73/01/29. TRASK.W.T. Mal- 
linckrodt. Inc. Ip. 41453:077-41453:077. 

-8706170161 Forwards Region III rept to files discussing incident involving transfer of 
source matl to unauthorized recipient. 

CAMERON .A.B. Illinois, State of. 75/03/13. ALLAN, J.M. Region 3. Chicago. Office of 
the Director. 1p. 41453:078-41453:080. 

application for renewal of License STB-401, authorizing use of natural U & 
thorium for extraction of columbium & tantalum.Fee paid. 

YEAGER.J.H. Mallinckrodt, Inc. 77/07/18, 8pp. 41453:081-41453:088. 

“8706170176 Insp Rept 40-6563/78-01 on 780509.No noncompliance noted. Major 
areas inspected:organization, summary of licensed program, internal audits or insps & 
tr^nin^retraining & instruction to workers. 

GRANT.W.B. Region 3. Chicago, Office of the Director. 78/05/26. 16pp. 41453:089- 
41453:104. 

Forwards SALP Board results for Mallinckrodt/Diagnostics.Inc for Oct 
198C^ Region III action plan & summary of 810305 telephone interview w/licensee 
JJQjjBoard concluded that licensee regulatory performance acceptable.W/o rept & 

3. Office of Director (810301-820201), 81/04/13. 

Division of Safeguards & Radiological Safety Inspection. Ip. 
41 453:1 05-41 453:1 05. 

-8706170215 Documents 810305 telcon informing recipient of program for SALP & dis- 
cussing results of appraisal of NRC-licensed activities.Subjs discussed end in licensee 
peiwmance appraisal.Undated Insp Finding & Licensee Ack end. 

Region 3, Office of Director (810301-820201). 81/04/13. 

COSTELLO, M. Mallinckrodt, Inc. 3pp. 41453:106-41453:108. 

Confirms understanding that company not required to obtain consent of 
NRC in order for company to be merged w/wholly- owned subsidiary of Avon 

CS , scheduled to be completed in mid to late Feb 1982. 

KELLER, R.A. Mallinckrodt, Inc. 81/12/21. MILLER.V.L. Materials Licensing Branch. 
2pp. 41453:110-41453:111. 

—8706180032 Advises that Region III transfers official license file & pending renewal 

ffi'PP i ■ f STB-401 to U Process Licensing Section,per 840808 discussion. 

MALLETT.B.S. Region 3, Office of Director. 84/08/16. CROW, W.T. Uranium Fuel Li- 
censing Branch. 1p. 41453:112-41453:112. 

-8706180036 Trip rept of 85121 1 site visit in St Louis, MO re addi info needed by ORNL 
in order to conduct environ assessment re pending renewal of License STB-401 .List 
of site visit questions end. 

CANIANO.R.J. Region 3. Office of Director. 85/12/19. Region 3, Office of Director. 
5pp. 41453:1 13-41453:1 17. 

“^06220206 Application for renewal of License STB-401, authorizing use of 100,000 lb 
Th02 to remove acid-soluble impurities. 

MILLER, E.t. Mallinckrodt, Inc. 67/08/30. 9pp. 41453:245-41453:253. 

-8706220212 Submits brief description of process proposed to use on tin slag waste to 
recover columbium & tantalum. 

BELMORE,F.M. Mallinckrodt, Inc. 61/07/07. NUSSBAUMER,D.A. Atomic Energy 
Commission. 2pp. 41453:254-41453:255. 

-8706220222 Submits protective measures to observe during processing of tin slag 
waste to recover columbium & tantalum as suppi to 610707 Itr. 

BELMORE.F.M. Mallinckrodt, Inc. 61/07/11. NUSSBAUMER,D.A. Atomic Energy 
Commission. 2pp. 41453:256-41453:257. 

-8706220233 Forwards addI info re 610707 & 11 applications for source matl 
license.induding flow diagram showing points & areas in production operation where 
dust generated. r k 

PFEIFFER.F.H. Mallinckrodt. Inc. 61/08/10. NUSSBAUMER,D.A. Atomic Energy Com- 
mission. 10pp. 41453:258-41453:266. 


-8706220240 Advises of plan to process raw matl containing approx 0.3% thorium in 
equilibrium w/daughters for recovery of other non-radioactive matls.per License STB- 
401. 

UTNAGE.W.L. Mallinckrodt, Inc. 62/05/04. NUSSBAUMER.D.A. Atomic Energy Com- 
mission. 2pp. 41453:267-41453:268. 

-8706220245 Notifies that License STB-401 expires on 640831. Requests submittal of 
completed Form SEC-2, if licensee chooses to renew license.W/o stated ends. 
NUSSBAUMER.D.A. Atomic Energy Commission. 64/07/07. UTNAGE.W.L. Mallinck- 
rodt, Inc. Ip. 41453:269-41453:269. 

-8706220255 Responds to 640707 Itr re expiration of License STB-401 on 
640831. Company wishes to continue program using source matls covered by 
license.Formal application for renewal of license being prepared & will be sent as 
soon as complete. 

ANONSEN.S.H. Mallinckrodt; Inc. 64/07/30. NUSSBAUMER.D.A. Atomic Energy 
Commission. Ip, 41453:270-41453:270. 

-8706220265 Advises that 640730 Itr accepted as application for renewal of License 
STB-401 .License shall not expire until final determination of renewal application has 
been made.Requests formal application within 30 days of Itr receipt. 

LAYFIELD.R.L. Atomic Energy Commission. 64/08/14. ANONSEN.S.H. Mallinckrodt, 
Inc. Ip. 41453:271-41453:271. 

“8706220272 Forwards formal applicaion for renewal of License STB-401. 
ANONSEN.S.H. Mallinckrodt, Inc. 64/08/21. NUSSBAUMER.D.A. Atomic Energy 
Commission. Ip. 41453:272-41453:272. 

-8706220277 Application for renewal of License STB-401, authorizing use of 30,000 
Th02,contained in tin slag.to remove acid-soluble impurities, 

ANONSEN.S.H. Mallinckrodt. Inc. 64/08/21. 8pp. 41453:273-41453:280. 

-8706220283 License STB-401 for Mallinckrodt Chemical Works.authorizing use of 
thorium.per licensee 610707,11 & 0810 applications. 

NUSSBAUMER.D.A. Atomic Energy Commission. 61/08/27. Ip. 41453:281- 
41453:281. 

-8706220290 Forwards renewed License STB-401. Licensee must calculate limit for mix- 
ture of radionuclides present in waste effluent based on concentration of radionuclides 
in mixture, per 630619 Itr re disposal of waste products. 

LAYFIELD.R.L. Atomic Energy Commission. 64/10/20. ANONSEN.S.H. Mallinckrodt, 
Inc. 1p. 41453:282-41453:282. 

-8706220292 Notifies that License STB-401 expires on 670930.Submittal of completed 
Form AEC-2 requested,if licensee chooses to renew license.W/o stated ends, 
NUSSBAUMER.D.A. Atomic Energy Commission. 67/07/28. ANONSEN.S.H. Mallinck- 
rodt, Inc. Ip. 41453:283-41453:283. 

-8706220298 Forwards formal application for renewal of License STB-401. Increased 
quantity requested reflects changes in production rate & inventory. 

MILLER.E.I. Mallinckrodt. Inc. 67/08/30. NUSSBAUMER.D.A. Atomic Energy Commis- 
sion. Ip. 41453:284-41453:293. 

“8706220305 Forwards renewed License STB-401. 

HARMON.D.F. Atomic Energy Commission. 67/09/03. MILLER.E.I. Mallinckrodt, Inc. 
Ip. 41453:294-41453:294. 

-8706220312 Renewed License STB-401 for Mallinckrodt Chemical Works, authorizing 
use of 30,000 lb thorium according to procedures described in licensee 61 0707 appli- 
cation & suppis. 

LAYFIELD.R.L. Atomic Energy Commission. 64/10/20. 1p. 41453:295-41453:295. 

-8706220317 Forwards application for renewal of License STB-401 which expires 
720930. 

SOLDAN.D.W. Mallinckrodt, Inc, 72/08/01. Atomic Energy Commission. Ip. 
41453:296-41453:296. 

-8706220321 Application for amend to License STB-401 .authorizing use of 1,000 lb 
normal U & 25,000 lb thorium in raw matl feeds for extraction & purification of colum- 
bium & tantalum. 

STRATMEYER,R.J. Mallinckrodt. Inc. 72/08/07. 9pp. 41453:297-41453:305. 

-8706220336 Notifies that License STB-401 expires on 720930.Submittal of completed 
Form AEC-2 requested, if licensee chooses to renew license.W/o stated ends. 
BUCHANAN, C.R. Atomic Energy Commission. 72/08/03. MILLER.E.I. Mallinckrodt, 
Inc. Ip. 41453:306-41453:306. 

-8706220344 Renewed License STB-401 for Mallinckrodt Chemical Works, authorizing 
use of 100,000 lb thorium.per licensee 670830 application. 

HARMON.D.F. Atomic Energy Commission. 67/09/08. Ip. 41453:307-41453:307. 

-8706220350 Issues Amend 1 to License STB-401, authorizing possession of 455 kg U 
& 11,400 kg thorium. 

LAYFIELD.R.L. Atomic Energy Commission - Deputy Director for Fuels & Mat 72/09/ 
25. SOLDAN.D.W. Mallinckrodt. Inc. 1p. 41453:308-41453:308. 

-8706220364 Notifies that if annual fee payment for License STB-401 not received 
within 20 days of Itr receipt.AEC must take appropriate actions. 

MILLER, W.O. Atomic Energy Commission. 73/04/27. SOLDAN.D.W. Mallinckrodt Inc. 
Ip. 41453:309-41453:309. 

-8706220380 Forwards payment which accompanied licensee 770718 application for 
renewal of License STB-401. License expires on 770831. Fee not required for renewal 
of license provided provided request does not increase scope of program. 

CABELUA.S. License Fee Management Branch (Pre 861123). 77/07/25. 

BROWN.G.E. Mallinckrodt Inc. Ip. 41453:310-41453:310. 

-8706220386 Ack receipt of application for renewal of License STB-401. Application 
deemed timely filed & license will not expire until final action has been taken by ofc. 
WRIGHT, E.G. Radioisotopes Licensing Branch (Pre 790501). 77/08/01. BROWN.G.E. 
Mallinckrodt Inc. Ip. 41453:311-41453:311. 

-8706220409 License STB-401 for Mallinckrodt Chemical Works.authorizing use of 455 
kg U & 1,140 kg thorium as contaminant incidental to extraction & purification of ores 
as described in 720807 application. 

LAYFIELD.R.L. Atomic Energy Commission - Deputy Director for Fuels & Mat. 72/08/ 
21. Ip. 41453:312-41453:312. 
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"8706220440 Amend 2 to License STB-401 for Mallinckrodt.Inc.amending license in en- 
tirety. 

GUINN, P.R. Materials Licensing Branch. 79/05/08. 2pp. 41453:346-41453:347. 

"8706220446 Submits lists of contract costs incurred & manhours used in reviewing 
840524 application for License STB-401. 

WYNGARDEN.S., CROW.W.T. Division of Fuel Cycle & Material Safety (Pre 870413). 
85/05/08. MILLER, W.O. License Fee Management Branch (Pre 861123). 4pp. 
41453:348-41453:351. 

8706160497 FOIA request for all documents,orders.repts, correspondence, licenses & 
applications re Licenses STB-401 & SUC-872 granted to Mallinckrodt.Inc. 
SPERLING.LI. McKenna, Conner & Cuneo. 87/04/28. NRC - No Detailed Affiliation 
Given. 2pp. 41453:001-41453:002. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

8706230043 Summary of 870507 meeting re seepage containment sys concerning re- 
charge drain.Conclusions & agreements of meeting noted.State of WY 870410 obser- 
vations & recommendations for improvement of sys end. 

PUCEL,P. Pathfinder Mines Corp. 87/05/07. Pathfinder Mines Corp. 3pp. 41437:019- 
41437:021. 

8706230068 Submits review of annual land use survey for mill. Licensee reported little or 
no change in land use from activities described in previous repts.Survey of area indi- 
cated net decrease in activity in area surrounding mill. 

KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Office. 87/06/04. Uranium 
Recovery Field Office. 2pp. 41435:252-41435:253. 


DOCKET 40-6659 GETTY OIL/PETROTOMICS CO., SHIRLEY BASIN, WY 

8706220403 Notifies that licensee radon cover calculations supporting 860630 reclama- 
tion plan acceptable, per review of 870318 response to NRC 870217 request for addi 
info. Parameters used in licensee analysis listed. 

JACOBY.D.L., HAWKINS.E.F. Uranium Recovery Field Office. 87/06/10. Uranium Re- 
covery Field Office. 3pp. 41416:315-41416:317. 


DOCKET 40-6664 E.l. DU PONT DE NEMOURS & CO., WILMINGTON, DE 

8706050339 Final response to FOIA request for documents.App B documents end & 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/01. SPERLING,L. 
McKenna, Conner & Cuneo. 2pp. 41203:066-41203:069. 

"8011070501 Requests that end Temporary Instructions 2690, “Review of Formerly 
Used Sites,’* be issued for publication.lnstructions attempt to determine if listed sus- 
pect installations were properly decontaminated after AEC license expired. 
HIGGINBOTHAM,L. Division of Fuel Facility & Materials Safety. 80/08/21. 
THOMPSON, D. Executive Officer for Operations Support. 6pp. 41203:070-41203:075. 

"8108180288 Submits review of formerly used sites per 800620 request. 
THORNBURG,H.D. Division of Safeguards & Radiological Safety Inspection. 81/07/ 
10. CUNNINGHAM.R.E. Division of Fuel Cycle & Material Safety (Pre 870413). 3pp. 
41203:076-41203:108. 


DOCKET 40-6920 QUALCORP, PHOENIXVILLE, PA 

8706170267 Final response to FOIA requesLApp A documents end & being placed in 
PDR.Portions of some documents in App A withheld (ref FOIA Exemption 6). 
GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/06/11. BERKE,J. Kelly. 
Harrington, McLaughlin & Foster. 24pp. 41506:116-41508:200. 

"8706220396 Insp Findings & Licensee Ack on 640228 of Licenses SUE-7071, SUB- 
682 & 37-0061 1-04.No noncompliance noted. 

KNAPP, P.J. Atomic Energy Commission. * Budd Co. 64/02/28. Ip. 41508:024- 
41508:025. 

--8706240122 Discusses insp on 640213,14,26,27 & 28 of Licenses 37-05680-01, SUE- 
7071, SUB-0682,37-08665-01. 37-0061 1-03, 37-00611-04 & forwards notice of noncom- 
pliance. 

KIRKMAN,R.W. Atomic Energy Commission. 64/03/19. BUCK,J.H. Budd Co. 2pp. 
41508:322-41508:323. 

"8706240164 Part 30,31 insp rept for Licenses 37-08665-01.37-05680-01, SUE- 
7071, SUB-682 & 37-00611-04 on 640228,Noncompliance noted'.License 37-05680- 
01 .failure to secure radiographic projector against unauthorized removal. 

KNAPP, P.J. Atomic Energy Commission. 64/03/16. 17pp. 41508:325-41508:342. 


DOCKET 40-6940 KAWECKI BERYLCO INDUSTRIES, INC., BOYERTOWN, PA 

8706040033 Informs of new name & mailing address. I mentions for Reading, PA site in- 
clude meeting w/contractor,cleaning of dump & run-off areas, inside & outside of bldg 
& conduct of site sample & survey.Required info will be reported to NRC. 

GANNON, W.C. Cabot Corp. 87/05/1 3.' PENNINGTON, W.S. Office of Nuclear Material 
Safety & Safeguards, Director. 2pp. 41176:041-41176:042. 

8706050325 Informs of issuance of Amend 4 to License SMB-920, changing licensee 
name.SER end. 

ROUSE,L.C. Fuel Cycle Safety Branch. 87/06/03. GANNON, W.C. Cabot Corp. 1p. 
41203:123-41203:125. 

"8706050333 Safety evaluation re 870513 application for amend to License SMB- 
920, changing company name.License should be amended. 

PENNINGTON, W.S., ROUSE, LC. Fuel Cycle Safety Branch. 87/06/03. 2pp. 
41203:124-41203:125. 


DOCKET 40-7004 ATLANTIC METALS CORP., PHILADELPHIA, PA 

8706050339 Final response to FOIA request for documents.App B documents end & 
also available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/01. SPERLING,L 
McKenna, Conner & Cuneo. 2pp. 41203:066-41203:069. 


"8011070501 Requests that end Temporary Instructions 2690, “Review of Formerly 
Used Sites," be issued for publication.lnstructions attempt to determine if listed sus- 
pect installations were properly decontaminated after AEC license expired. 
HIGGINBOTHAM, L. Division of Fuel Facility & Materials Safetx' 80/08/21 
THOMPSON, D. Executive Officer for Operations Support. 6pp. ''.■;203GVC '1 ■2C3:::'/b. 


DOCKET 40-7102 SHIELDALLOY CORP., NEWFIELD, NJ 

8706260382 Responds to NRC 861211 request for info.Further response will be submit- 
ted within 2 months.Response delayed due to preparation of environ assessment for 
proposed purchase of Ohio plant.Oversize facility map end. 

MORGENSTERN,M. Metallurg, Inc. (formerly Shield Alloy Corp.). 87/04/22. HORN,M. 
Office of Nuclear Material Safety & Safeguards, Director. 15pp. 41483:277-41483:290. 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES, CA 


8706030384 Audit on 870514 of radioactive matl located next to Greenville 
Metals,Greenville, PA, including gate locking,fence integrity & signs on fencing. Items 
satisfactory. 

MILLER.F.L. Whittaker Corp. 87/05/14. 2pp. 41161:320-41161:321. 


DOCKET 40-7604 SOHIO CHEMICAL CO., LIMA, OH 

8706010064 Discusses items of interest,including 870512-13 meeting w/ DOE in 
Germantown,MD re spent fuel technical exchange, 870520 meeting w/Vistron Corp re 
proposed plan for decontamination of Lima,OH facility & status of hearings. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/05/21. THOMPSON,H.L. Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 41126:023-41126:024. 

8706010001 Advises that License SUB-908 amended to revise expiration date & to in- 
corporate decontamination plan into license,per 820203 & 861001 requests.Approval 
of plan subj to listed conditions.SER & annex end. 

BIDINGER,G.H. Fuel Cycle Safety Branch. 87/05/22. SUDHEIMER.R.A. Vistron Corp. 
2pp. 41125:109-41125:119. 

"8706010003 SER re licensee 861001 application for amend to License SUB-908 con- 
cerning decontamination plan & extension of license until requirements for terminating 
license met.Plan acceptable except for listed deficiencies. 

SOONG,A.L. Fuel Cycle Safety Branch. 87/05/22. 4pp. 41125:115-41125:118. 

"8706010010 Discusses categorical exclusion of licensee 861001 submittal of decom- 
missioning plan.Listed conditions met.EIS or environ assessment unwarranted. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/05/22. Fuel Cycle Safety Branch. 1p. 
41125:119-41125:119. 


DOCKET 40-7745 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 


8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872.Forwards App A,C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERLING,LI. McKenna, Conner & Cuneo. 12pp. 41453:003-41453:108. 

"8706170054 Forwards AEC ack of 671024 application for license to export matl to 
Kingston, Jamaica & requests advisement of when license,assigned Docket 40- 
7745, will be received. 

CORNELIUS,M. Mallinckrodt, Inc. 67/11/15. Atomic Energy Commission. Ip. 
41453:042-41453:042. 

—8706170063 Advises that License SUE-7542 issued on 671117 in response to 671115 
Itr re application for source matl license. 

SALTZMAN.J.D. Atomic Energy Commission. 67/11/21. CORNELlUS,M. Mallinckrodt, 
Inc. Ip. 41453:043-41453:043. 


DOCKET 40-7767 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 


8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872.Forwards App A,C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERLING.LI. McKenna, Conner & Cuneo. 12pp. 41453:003-41453:108. 

"8706170068 Discusses 671127 application for license to export 3 lb uranyl 
acetate.General license may be used in exporting up to 3 lb U to Mexico by citing 
designation AEC-CEO-SMA on shipper export declaration & forwarding copy to AEC. 
SALTZMAN.J.D. Atomic Energy Commission. 67/12/05. CORNELIUS.M. Mallinckrodt, 
Inc. Ip. 41453:044-41453:044. 

"8706170075 Application for license to export 3 lb uranyl acetate to Mexico for lab use, 
* Mallinckrodt, Inc. 67/11/27. Ip. 41453:045-41453:045. 


DOCKET 40-8027 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8706030135 Informs that GP Sakalosky has joined staff as manager.health physics & 
industrial hygiene effective 870401. Sakalosky educ & experience along w/experience 
& qualification statements for J Clapp.D Isham & B Smith end. 

EMERSON.S.D, Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/ 
03. ROUSE, L.V. Uranium Fuel Licensing Branch. 38pp. 41162:333-41163:011. 

8706030402 Requests NRC approval for prompt phased reduction of independent over- 
sight team coverage.Team recommends that coverage be reduced to one shift per 
day due to high level of performance & since most objectives fulfilled. 

RANDOLPH,J.G. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/ 
06. TAYLOR,J.M. Office of Inspection & Enforcement, Director (820201-870411). 
17pp. 41161:322-41161:338. 
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8706030116 Forwards revised application for amend to License SUB-1010, indicating 
that isotopic analysis may be undertaken to infer amount of depleted U contained in 
environ samples in event of nonroutine release from facility. 

EMERSON, S.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/ 
09. ROUSE, L.V. Uranium Recovery Field Office. 4pp. 41162:295-41162:306. 

“8706030124 Revised application for amend to License SUB-1 010, Chapter 14 indicat- 
ing that isotopic analysis may be undertaken to infer amount of depleted U contained 
in environ samples should nonroutine release occur from facility. 

* Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/08. 8pp. 
41162:298-41162:306. 

8706030291 Forwards Rev 3 to contingency plan, correcting minor deficiencies.Rev 4 
will incorporate depleted UF4 plant. 

BARTON, G. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/10. 
Uranium Fuel Licensing Branch. 2pp. 41161:257-41161:298. 

“8706030299 Rev 3 to contingency plan. 

* Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/03/31. 40pp. 
41161:259-41161:298. 

8706160291 Requests 30-day extension of Condition 38 of License SUB-1 010,requiring 
provisions for notifying residents within 2-mile radius that do not have 
telephones.Consultant preliminary review of area being reviewed.Fee paid. 
STAUTER.J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/04/22. 
ROUSE, L.V. Office of Nuclear Material Safety & Safeguards, Director. 3pp. 41320:343- 
41320:345. 

8706020170 Forwards Amend 9 to License SUB-1 010, changing Condition 38 to extend 
date for determining whether residences within 2-mile radius of facility have phones 
from 870425 to 870525, per Decision LBP-87-8.W/0 amend.Related correspondence. 
LEWIS, S.H. Assistant General Counsel for Hearmqs. #287 3336. 87/04/29. 
CHILK.S.J. Office of the Secretary of the Gom-i.-ss.c-:. 4pp. 41129:028-41129:031. 

8706030231 Notifies that no response received to 870224 & 0406 Itrs requesting au- 
thorization to reduce around-the-clock coverage by independent oversight 
team.Licensee believes good cause to rescind provision demonstrated & requests 
NRC response. 

RANDOLPH, J.G. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/05/ 
07. STELLO.V. Office of the Executive Director for Operations. 15pp. 41164:333- 
41164:347. 

8706030091 Forwards revised Page I. 2-16 to Chapter 2, Section 2.7.5, “Maint Work," 
per R Provencher 870430 request.Revised page includes statement that critical 
instruments, alarms & interlocks would be periodically checked & calibr. 

STAUTER.J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/05/11. 
ROUSE, L.V. Office of Nuclear Material Safety & Safeguards, Director. 4pp. 41145:354- 
41145:357. 

8706020228 Responds to improvement items in Insp Rept 40-8027/87-03 dtd 
870325, per License Condition 43.1mprovement item:flow detection switch installed in 
reactor cooling air exhaust sampling sys to verify gas flow to analyzers. 

EMERSON.S.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 87/05/ 
20. BANGART.R.L. Region 4, Office of Director. 6pp. 41147:055-41147:060. 

8706030411 Responds to 870512 request for addl info re response to violation noted in 
Insp 40-8027/87-01. Circumstances during event will be used as basis for using 10 
MPC localized airborne concentration as trigger for classifying event. 

STAUTER,J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.}. 87/05/22. 
FISHER.W.L. Region 4, Office of Director. 5pp. 41168:256-41168:260. 

8706020123 Responds to recipient 870213 Itr expressing concerns about 
facility, including safety & environ concerns noted in Insp Rept 40-8027/86-08.Securi- 
ties & Exchange Commission will answer assertion re Kerr-McGee stock.Related cor- 
respondence. 

LEWIS, S.H. Assistant General Counsel ^or Hearings. #237 3597. 87/05/26. 
GOURD, C.A. Affiliation Not Assigned. 6pp. 4 v2‘i:C91-‘.' i24:l5-'.. 

“8706020139 Clarifies comments & concerns re Region IV transposing questions on fa- 
cility environ data from inquiries into accusations,per 870210 telcon.Lack of confi- 
dence in NRC to protect interests expressed.Related correspondence. 

GOURD,C.A. Affiliation Not Assigned. 87/02/13. LEWIS,S.H. Assistant General Coun- 
sel for Hearings. 10pp. 41124:097-41124:106. 

“8706020154 Forwards documentation re facility,including Insp Rept 40-8027/86-08,for 
transmittal to interveners & licensee. Concern that issue of facility emergency warning 
sys ignored discussed.Related correspondence. 

GOURD, C.A. Affiliation Not Assigned. 87/02/13. FRYE,J.H. Atomic Safety and Licens- 
ing Board Panel. 48pp. 41124:107-41124:154. 

8706030057 Forwards Insp Rept 40-8027/87-06 on 870420-25.No violations or devi- 
ations noted.Actions taken to address items identified during 870413 preoptinal insp 
verified. 

FISHER.W.L Region 4, Office of Director. 87/05/27. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 41147:209-41147:216. 

“8706030067 Insp Rept 40-8027/87-06 on 870420-25.No violations or deviations 
noted.Major areas inspected:review of mgt organization & controls, training, facility 
startup opertions, maint, radiation protection & industrial safety. 

WILBORN.L Region 4, Office of Director. 87/05/22. 6pp. 41147:211-41147:216. 

8706050341 Submits Items of interestOn 870527, meeting held w/Fluor Daniel & 
URENCO re licensing of U enrichment facilities. Meeting held on 870520 w/ 
Molycorp.Inc re proposed amend to blend earth residues w/soda ash. 

ROUSE, LC, Fuel Cycle Safety Branch. 87/05/28. THOMPSON, H.L Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 41208:111-41208:113. 

8706050026 Responds to J Deerinwater 870506 request for results of Sequoyah Fuels 
Corp 1986 vegetable monitoring program rept & vegetation program rept.Vegetable 
monitoring rept available in Sallisaw.OK LPDR.W/answers to vegetation rept ques- 
tions. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/06/01. DEER IN WATER Native Ameri- 
cans for a Clean Environment. 3pp. 41200:241-41200:245. 

“8706050044 Requests results of licensee 1986 vegetation monitoring program 
rept.Testlng of crops by other parties recommended to ensure residents confidence in 
results.Reevaluation of nuclear industry self-monitoring policy needed. 

DEER IN WATER Native Americans for a Clean Environment. 87/05/06, Office of Nu- 
clear Material Safety & Safeguards, Director. 2pp. 41200:244-41200:245. 


8706080064 Responds to vendor 870513 Itr re UF6 cylinder stiffening rings.NRC con- 
curs w/plans to resolve matter if plans consistent w/NRC 870518 order. 

BANGART,R.L. Region 4, Office of Director. 87/06/01. EMERSON.S.D. Sequoyah 
Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 41218:222-41218:222. 

8706090181 Forwards Insp Rept 40-8027/87-07 on 870429-0501. No 

violations, deviations, or deficiencies identified. 

FISHER.W.L. Region 4, Office of Director. 87/06/01. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 41213:186-41213:192. 

“8706090192 Insp Rept 40-8027/87-07 on 870429-0501. No violations or deviations 
noted.Major areas inspected:emergency detection & classification, protective action 
decisionmaking, notifications & communications & fire protection. 

HACKNEY.C.A., SPITZBERG.D.B., EVERETT, R.J. Region 4, Office of Director. 87/05/ 
28. 5pp. 41213:188-41213:192. 

8706090170 Ack receipt of 870421 memo expressing concern re potential fire hazard in 
solvent extraction process.lnsp tentatively scheduled for June 1987. NRC will review 
insp findings to determine if further regulatory action required. 

ROUSE,L.C. Fuel Cycle Safety Branch. 87/06/03. FRIEDMAN, L.F. Region 1 , Office of 
Director. Ip. 41231:175-41231:175. 

8706250134 Informs of recent developments re 870413 response to questions re im- 
ports of U from South Africa.On 870507.NRC learned that Edlow Inti Corp had import- 
ed into US in Mar 1987 approx 178,000 kg of South African natural U-308. 
ASSELSTINE.J.K. Commissioners. 87/06/03. SIMPSON,A.K. Senate, Environment & 
Public Works. 2pp. 41462:215-41462:216. 

8706110235 Issues Amend 12 to License SUB-1 01 0,incorporating administrative 
changes to hazardous work permit & maint surveillance programs,per 870226 
request.SER end. 

ROUSE,L.C. Division of Fuel Cycle, Medical, Academic & Commercial Use Safety 
(Post 870413). 87/06/04. STAUTER,J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee 
Nuclear Corp.). Ip. 41261:001-41261:003. 

“8706110241 SER re licensee 870226 application for amend to License SUB-1 01 0,re- 
vising hazardous work permit & maint surveillance program.Amend to license recom- 
mended. 

PROVENCHER, R.B., ROUSE,L.C. Division of Fuel Cycle, Medical, Academic & Com- 
mercial Use Safety (Post 870413). 87/06/04. 3pp. 41261:002-41261:003. 

8706110139 Forwards Insp Rept 40-8027/87-05 on 870406.No violations or deviations 
noted. 

FISHER,W.L Region 4. Office of Director. 87/06/05. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 41260:115-41260:122. 

“8706110154 Insp Rept 40-8027/87-05 on 870406-1 0.No violations noted. Major areas 
inspected-.ongoing process activities, startup preparations & startup activities in U03 & 
UF6 prcductcr.s aroas.One up.'cvolved item noted. 

HCLLEY.W L., EvEPET-",R. f. Fegior- 4, Office of Director. 87/05/20. 6pp. 41260:117- 
41260:122. 


8706230449 Ack receipt of 870430 & 0522 Itrs in response to 870331 notice of violation 
& 870512 Itr requesting addl info re Insp 40-8027/87-01. Corrective action & clarifica- 
tion of CPIP-1 1 will be reviewed during future insp. 

FISHER, W.L Region 4, Oliico of Director. 87/06/16. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 41433:010-41433:021. 

8706240259 Forwards Special Insp Rept 40-8027/87-08 on 870526-29. No violations or 
deviations noted. Insp observed ongoing activities following NRC restart authorization 
of 861114. 

FISHER.W.L Region 4. Office of Director. 87/06/16. STAUTER.J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 41455:109-41455:115. 

“8706240274 Insp Rept 40-8027/87-08 on 870526-29.No violations or deviations 
noted.Major areas inspected;ongoing process activities, allegation 
investigation, radwaste mgt & health physics program. 

HOLLEY,W.L. EVERETT.R.J. Region 4, Office of Director. 87/06/11. 5pp. 41455:111- 
41455:115. 


8706250508 Forwards draft info to aid in response to DOJ issue in 870528 Itr re lack of 
uniform standardized procedures governing operations of licensees. 

STELLO.V. Office of the Executive Director for Operations. 87/06/17. PARLER.W.C. 
Office of the Genera! Counsel. 3pp. 41467:187-41467:192. 

“8706250516 Forwards self explanatory Itr received from DOJ re issue of regulatory 
policy.Input requested. 

PARLER.W.C. Office of the General Counsel. 87/06/02. STELLO.V. Office of the Ex- 
ecutive Director for Operations. Ip. 41467:190-41467:190. 

“8706250545 Discusses lack of uniform standardized procedures governing operations 
of licensees.Uniformity in nuclear matl matters would enhance prosecutive merit of in- 
tentional violations of set procedures. 

WELD.W.F. Justice, Dept. of. 87/05/28. PARLER.W.C. Office of the General Counsel 
3pp. 41467:191-41467:192. 

8706250389 Responds to 870427 request for info on 830829 & 1021 Itrs from Kerr 
McGee Corp to NRC re disposal site ownership transfers & name change & transfei 
application for License SUB-1 01 0.respectively. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/06/22. CARTER-WHITE.K. Carter-White 
K. 4pp. 41462:176-41462:183. 

“8706250411 Requests info on 830809 Kerr-McGee Itr describing potential mechanism! 
available for transferring ownership of disposal sites to either federal or relevant state 
govt after license termination. 

CARTER-WH1TE,K. Carter-White, K. 87/04/27. NIXQN.W.A. Office of Nuclear Materia 
Safety & Safeguards, Director. Ip. 41462:180-41462:183. 

8706300473 Memorandum & order (concerning Sequoyah Fuels Corp motion to term! 
nate proceeding).* Ruling on motion deferred pending completion of efforts to impie 
ment new plan.Status rept must be filed within 5 days of sve of memorandum & ordei 
FRYE.J.H. Atomic Safety and Licensing Board Panel. #287 3887. 87/06/26 Se 
quoyah Fuels Corp, (subs, of Kerr-McGee Nuclear Corp.), 4pp. 41495:301-41495-30^ 
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DOCKET 40-8084 RIO ALGOM CORP., MOAB, UT 

8706150095 Application for amend to License SUA-1 1 19.changing License Condition 45 
by reducing freeboard requirement of lower tailings pond from 13 to 6 ft.Revised ooer 
ational flood protection plan encl.Supportinq documentation encl.Fee paid 
PATTISON.R.S. Rio Algom Corp. 87/04/28. SMITH.R.D. Uranium Recovery Field 
Office. 27pp. 41300:144-41300:211. ^ “ 


-8706150097 "Earthwork & Stability Evaluation Bisco Lake Embankment Lisbon Oner- 
ations Near La Sal.UT for Rio Algom Corp." ^ 

• Dames & Moore. 82/12/07. 43pp. 41300:171-41300:211. 


8706080172 Application for amend to License SUA-1 341, indicating Mafapai Resources 
L>o as new licensee, per transfer agreement w/ Westinghouse to own & operate ira- 
gary Site.Supporting info encl.Fee paid. 

^CK.M.K. Matapai Resources Co. 87/05/20. SMITH.R.D. Uranium Recovery Field 

Office. 28pp. 41212:253-41212:280. ^ y 

8706240009 Forwards memorandum of purchase agreement w/Westinohouse for pur- 
P''9P®rty . & application for license to mine in State of 
\^^Westinghouse Permit to Mine 478, Amend 1 .should be transfered to author. 

87/05/20. SHAFFER.R. Wyoming. State of. 20pp. 

4 1 450: 1 43-4 1 450: 1 62. 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 

8706120133 Requests review of archeological & historical artifact survey of adjacent 
areas & authorization to disturb areas while implementing tailings basin reclamation 
RANGE, D.M. Exxon Corp. 87/04/28. Uranium Recovery Reid Office. 9pp. 41280:136- 


8706230331 Submits update of 1986 land use survey per License Condition 35 of 
Amend 18 to License SUA-1 139.Wells for potable & agricultural water identified on 
end map.W/o map. 

RANGE.D.M. Exxon Corp. 87/05/12. HAWKINS, E.F. Region 4, Office of Director 4dd 
41422:132-41422:136. 


DOCKET 40-8380 ROCKY MOUNTAIN ENERGY CO., BROOMFIELD, CO 

8706080241 Forwards NRC repts re waste byproduct matl identified at facility. Waste by- 
product matl originated from former in situ U mine operated by Rocky Mountain 
En^y Co.W/o ends. 

PETTENGILL.H.J. Uranium Recovery Field Office. 87/05/22. BARRISH.M. Wyoming 
State of. Ip. 41212:341-41212:341. 


DOCKET 40-8406 PESSES CO., SOLON, OH 

8706190094 Order.* Trustee request for hearing denied effective 30 days from issuance 
of order, barring renewed request from trustee raising unresolved issues in 
proceeding.Served on 870612. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3765. 87/06/12. Pesses 
Co. 3pp. 41388:146-41388:148. 


DOCKET 40-8452 UNION PACIFIC RESOURCES, BROOMFIELD, CO 

8706230116 Forwards audited financial statement, per License Condition 27 of License 
SUA-1 310. 

MEDLOCK.R.L. Union Pacific Resources (formerly Rocky Mountain Energy). 87/05/ 
01. HAWKINS, E. Uranium Recovery Field Office. 1p. 41436:254-41436:263. 

-8706230127 Supports corporate use of financial test to demonstrate financial assur- 
ance for decommissioning, decontamination, reclamation estimates & long-term 
surveillance, per 10CFR40, App A. 

SURETTE.W.F. Union Pacific Corp. 87/04/07. SMITH.D. Uranium Recovery Field 
Office. 9pp. 41436:255-41436:263. 

8706230009 Forwards Rocky Mountain Energy & Bear Creek U Co responses to State 
of WY D^t of Environ Quality 861231 comments on "Bear Creek Tailings Reclama- 
tion Plan, Sept 1986." Text changed in two places. 

MEDLOCK.R.L. Union Pacific Resources (formerly Rocky Mountain Energy). 87/05/ 
22. JACOBY, D. Uranium Recovery Field Office. 11pp. 41422:086-41422:096. 

8706160052 Submits review of Bear Creek U Co as-built tailings water mat sys info sub- 
mitted on 860912 & 870113 & supplemented on 870401. Recommends that License 
Condition 48 be revised & License Conditions 35 & 39 be deleted. 

GRACE, S.R., HAWKINS, W.F. Uranium Recovery Field Office. 87/06/01. Uranium Re- 
covery Field Office. Spp. 41310:355-41310:369. 

8706160659 Forwards Amend 13 to License SUA-1 31 0.revising License Condition 48 to 
incorporate tailings water mgt sys described in 860912,870113 & 0401 submittals & 
adding requirement to submit annual rept discussing effectiveness of sys. 

SMITH.R.D. Uranium Recovery Field Office. 87/06/01. CHASE, G. Bearfoot Corp. 2pp. 
41361:333-41362:006. 

-8706160667 Amend 13 to License SUA-1 310 for Bear Creek U Co, revising License 
Condition 48 by incorporating water mgt sys & adding requirement to submit annual 
rept discussing effectiveness of sys. 

SMITH.R.D. Uranium Recovery Field Office. 87/06/01. 11pp. 41351:335-41352:006. 

8706240215 Forwards map indicating portions of tailings disposal area proposed for 
cover during summer & requests acceptance of tailings reclamation plan for cover 
placement by 87061 5, W/ two oversize drawings. ^ , 

MEDLOCK.R.L Union Pacific Resources (formerly Rocky Mountain Energy). 07/06/ 
01. SMITH.R.D. Uranium Recovery Field Office. 22pp. 41451:338-41451:360, 


DOCKET 40-8502 MAUPAI RESOURCES CO., PHOENIX, AZ 


8706090073 Forwards current bond estimates for review & approval, per Condition 39 of 
License SUA-1 341 .Bond estimates submitted concurrently to State of WY Land Qual- 
ity Div.per 870303 request. „ 

RUTLEDGE, C. Westinghouse Electric Corp. 87/03/23. SMITH.R.D. Uranium Recovery 
Field Office. 37pp. 41232:117-41232:152. 


8706060062 Advises that 870323 Itr presenting data on bond calculations did not re- 
quest amend to License SUA-t 341 .Data still under review & negotiation w/State or 
Wyoming land Quality Div. Settlement date on matter cannot be identified. 

RUTLEDGE, C. Westinghouse Electric Corp. 87/05/06. WEISS,D. License Fee Man- 
agement Branch. 1 p. 41 21 1 :292-41 21 1 :292. 


8706080168 Requests authorization to temporarily cease ail groundwater pumping at fa- 
cility immediately, not to be resumed until completion of proposed pumping test in pro- 
duction Units 6-9, per License Conditions 27 8^ 30. r-r-r-r. r. 

RUTLEDGE.C, Westinghouse Electric Corp. 87/06/06, SHAFFER.R. Wyoming, State 
of. 2pp. 41200:183-41208:184. 


Application for amend to Ucense SUA-1 341. changing Conditions 1 & 2 
based on 870519 agreement for sale of Irigaray Mine site to MaSapai Resources 
Co.Fee paid. 

Westinghouse Electric Corp. 87/05/20. SMITH.R.D. Uranium Recovery 
Field Office. 1 p. 41 463:065-41 463:065. 

8706230500 Forwards State of VVY Dept of Environ Quality Land Quality Div application 
for transfer of Permit 478.Westinghouse entered into purchase agreement w/Malapai 
Resources Co for acquisition of Irigaray Mine site. 

RUTLEDGE,C. Westinghouse Electric Corp. 87/05/26. QIURGEVICH.R Wyomna, 
State of. 21 pp. 41 436:21 6-41 436:236. ^ 

8706160153 Advises of issuance of end Amend 2 to Ucense SUA-1341,per 10CFR40 & 
870520 application-Amend authorizes transfer of license from Westinghou^ to Mala- 
pai Resources Co.Guidelines for decontamination of facilities & equipment also end 
SMITH.R.D. Uranium Recovery Field Office. 87/05/29. BECK.M.K. Malapai Resources 
Co. 2pp. 41 320:273-41 320:290. 

—8706160177 Amend 2 to License SUA-1 341 for Malapai Resources Co, authorizing 
use of U at Irigaray project facilities in Johnson County ,WY- 
SMITH.R.D. Uranium Recovery Field Office. 87/05/29. 11pp. 41320:275-41320:290. 

8706160375 Issues Amend 1 to SUA-1 341 for Westinghouse revising Ucense Condition 
30 to read as stated re 90 day suspension of pumping to conduct aquifer test, record 
results & observe aquifer recovery. 

SMITH.R.D. Uranium Recovery Field Office. 87/05/29. RUTLEDGE.C. Westinghouse 
Electric Corp. 2pp. 41319:103-41319:120. 

—8706160378 Amend 1 to License SUA-1341 for Westinghouse, authorizing use of un- 
limited amount U at Irigaray project facilities in Johnson County, WY. 

SMITH.R.D. Uranium Recovery Field Office. 87/05/29. 11pp. 41319:105-41319:120. 

8706230073 Advises that facility shut down drawdown pumping on 870529 per Amend 1 
to License SUA-1 341 .Water levels anticipated to recover in sufficient time to conduct 
Production Units 6-9 pump test in Jul. 

WICHERS.D.L Malapai Resources Co. 87/05/29. KONWINSKl.G. Uranium Recovery 
Reid Office. Ip. 41436:360-41436:360. 


DOCKET 40-8584 MINERALS EXPLORATION CO., LOS ANGELES. CA 

8706230004 Forwards indemnity agreement to complete self-bond aptplication.Previous 
indemnity agreement was w/Unlon Oil Co of California as guarantor.New indemnity 
agreement needed due to name change to UNOCAL 

SHAFFER.R. Wyoming, State of. 87/05/15. TAYLOR.B. Union CHI Co. of California 
(dba Unocal). Ip. 41436:298-41436:298. 


DOCKET 40-8610 STEPAN CHEMICAL CO., MAYWOOD, NJ 

8706040162 Forwards DOE acceptance of portion of Stepan Co site in Maywood.NJ.in 
response to inquiry re DOE plans to clean up onsite licensed burial areas.DOE agreed 
to decontaminate site.Buried mails will remain in place. 

WAGONER, J.W. Energy, Dept of. 87/05/12. SHUM.E. NRC - No Detailed Affiliation 
Given. 25pp. 41181:306-41181:329. 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

8706080066 Fonwards stack sampling results for Fourth Quarter 1986 for semiannual 
ALARA rept for Jul-Dec 1986.Results submitted late due to receipt of data from 
vendor lab late. 

SCHIERMAN.S.L UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/05/06. 
BRISCH.R. Uranium Recovery Reid Office. 7pp. 41212:068-41212:074. 

8706220307 Forwards response to NRC 870417 Itr re violations noted in insp on 
87031 6-1 7.Corrective actions;occupational exposure sheets dtd & initialed on timely 
basis as to calculation or review date by radiation protection officer. 

SPARLING, D.K. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 87/05/15. 
PETTENGILLH.J. Uranium Recovery Field Office. 3pp. 41416:283-41416:285. 

8706120161 Submits review of semiannual environ monitoring rept for UMETCO Miner- 
als Corp White Mesa Mill for Second Half 1986. No significnt charges apparent com- 
pared to previous data, therefore,no licensing action necessary. 

BRICH.R.F,, PETTENGILLH.J. Uranium Recovery Field Office. 87/05/19, Uranium 
Recovery Field Office. 3pp. 41280:198-41280:200. 


DOCKET 40-8684 WESTERN NUCLEAR, INC., LAKEWOOD, CO 


8708080085 Fonwards CE 83-051 RM-01, “Hyrogeological Characterization Program & 
Scope of Work for Surface Water Hydrology Commercial Permit Area..." & CE 83- 
051RM-03 "Surface Water Hydrology Baseline Investigations Christensen Ranch.... 
WICHERS D L. Malapai Resources Co. 86/08/28. GRACE.S. Uranium Recovery Field 
Office. 1 p.’ 41 202:230-41 202:281 . 


-8706080103 "Hydrogeological Characterization Program & Scope of Work for Surface 
Water Hydrology Commercial Permit Area Johnson- Campbell Counties, WY. 

• Canonie, Inc. 86/08/31. 35pp. 41202:231-41202:262. 


1706080107 "Surface Water Hydrology BaseUne Investigations Christensen Ranch 
Commercial Permit Area Johnson-Campbeli Ccunties,WY." 

* Canonie, Inc. 86/08/30. 19pp. 41202:263-41202:281. 
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8706230098 Package consisting of precipitation flow sheet. 

* Malapai Resources Co. 87/04/20. 1p. 41422:124-41422:124. 

8706080102 Recommends License Conditions 1.1 2(A), 12(F), 36, 37 & 38 be amended as 
stated to make minor administrative changes, incorporate background radium values 
at NPDES discharge area & authorize use of two addi reductants during restoration. 
GRACE, S.R., HAWKINS.E.F. Uranium Recovery Field Office. 87/05/19. Uranium Re- 
covery Field Office. 5pp. 41208:119-41208:123. 

8706080136 Forwards Amend 10 to License SUA-1 337, changing License Conditions 
2,1?(A).12f'=).36,37 & 38 to make minor administrative changes, incorporate radium 
values a! NFDF.S discharq-: i-rea & authorize use of addI reductants. 

SMITri.R.D Urs". jr- Peccvorv Field Office. 87/05/20. Malapai Resources Co. 3pp. 
41208:146-41208:163. 

-8706080141 Amend 10 to License SUA-1 337 for Malapai Resource Co, authorizing 
use of 2,272 kg U for U recovery from pregnant lixiviant. 

SMITH.R.D. Uranium Recovery Field Office. 87/05/20. 15pp. 41208:149-41208:163. 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OH 

8706180224 Application for amend to License SUA-1 352,aliowing injection of hydrogen 
sulfide reductant into production zone aquifer w/recirculating groundwater stream at 
site.Revised "Final Restoration Plan" encl.Fee paid. 

LOUDERBACK.T.E. Cleveiand-Cliffs Iron Co. 87/05/27. SMITH.R.D. Uranium Recov- 
ery Field Office. 2pp. 41393:329-41393:339. 

-8706180228 Revised “Final Restoration Plan." 

* Cleveland-Cliffs Iron Co. 87/05/22. 9pp. 41393:331-41393:339. 


DOCKET 40-8724 CHEMETRON CORP., CHICAGO, IL 

8706030081 Forwards “Preliminary Results Chemetron-McGean Harvard Avenue 
Site.Newburgh Heights.OH." Further analyses being performed on water samples & 
some sampl'is containing tPon-..m. 

30EPNER,.i.J. Cak R:cioc Associated Univs. 86/01/29. COOL.D.A. Uranium Fuel Li- 
censing Branch. Ip. 41146:001-41146:024. 

-8706030244 “Preliminary Survey Results Chemetron-McGean Harvard Avenue 
Site.Newburgh Heights.OH." 

* Oak Ridge Associated Univs. 86/01/29. NRC - No Detailed Affiliation Given. 22pp. 
41146:002-41146:024. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8706220476 Notifies that licensee performance of semiannual ALARA audit on 
861 118, per License Condition 26,consistent w/Reg Guide 8.31 & 

acceptable.Determination based on review of 861205 submittal of written rept. 

GRACE, S.R.. HAWKINS.E.F. Uranium Recovery Field Office. 87/06/04. Uranium Re- 
covery Field Office. 4pp. 41417:275-41417:278. 

8706230020 Discusses review of licensee Second.Third & Fourth Quarter 1986 environ 
monitoring repts for Q & 0-Sand R&D in situ leach project.No problems or significant 
trends identified. 

GRACE.S.R., HAWKINS.E.F. Uranium Recovery Field Office. 87/06/04. Uranium Re- 
covery Field Office. 3pp. 41436:312-41436:314. 


DOCKET 40-8771 MALAPAI RESOURCES CO., PHOENIX, AZ 

8706220467 Application for renewal of License SUA-1 386, extending license for 5 
yrs.Summary of status of Peterson property development, including activities conduct- 
ed to date & future planned activities encl.Fee to be forwarded. 

BECK,M.L. Malapai Resources Co. 86/09/30. SMITH.R.D. Uranium Recovery Field 
Office. 22pp. 41417:245-41417:266. 


DOCKET 40-8778 MOLYCORP, INC., LOS ANGELES, CA 


8706050341 Submits items of interest.On 870527, meeting held w/Fluor Daniel & 
URENCO re licensing of U enrichment facilities. Meeting held on 870520 w/ 
Molycorp.lnc re proposed amend to blend earth residues w/soda ash. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/05/28. THOMPSON.H.L. Office of Nuclear 
Material Safety & Safeguards.Director. 2pp. 41208:1 1 1-41208:1 13. 


DOCKET 40-8800 MCGEAN DISPOSAL DUMP, NEWBURGH HEIGHTS, OH 

8706030081 Forwards “Preliminary Results Chemetron-McGean Harvard Avenue 
Site.Newburgh Heights.OH.” Further analyses being performed on water samples & 
some samples containing thorium. 

BOERNER.A.J. Oak Ridge Associated Univs. 86/01/29. COOL.D.A. Uranium Fuel Li- 
censing Branch, Ip. 41146:001-41146:024. 

—8706030244 “Preliminary Survey Results Chemetron-McGean Harvard Avenue 
Site.Newburgh Heights.OH.” 

* Oak Ridge Associated Univs. 86/01/29. NRC - No Detailed Affiliation Given. 22pp. 
41146:002-41146:024. 


DOCKET 40-8820 AMAX ENVIRONMENTAL SERVICES, INC., GOLDEN, CO 


8706160725 Forwards application for renewal of License SMB-1418, covering only stor- 
age of radioactive contaminated soil & rubble in stabilization area. Fee paid. 
KEPPLER,P. AMAX, Inc. 87/05/29. Materials Licensing Branch. 2pp. 41382:314- 
41382:321. 

“8706160728 Application for renewal of License SMB-1418 re contaminated soil & 
rubble contained & covered in restricted stabilization area. 

BINGHAM.E.R. AMAX. Inc. 87/05/29. 5pp. 41382:317-41382:321. 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 


8706230226 Discusses 870503 event re crack detected in pitless adaptor on Well PT- 
5, per 870504 telcon & License Condition 24. Pitless unit will be removed & new pit- 
less adaptor installed in well before wellfield restarted. 

KNODE.R. Ferret Exploration Company of Nebraska, Inc. 87/05/05. GONZALES.R. 
Uranium Recovery Field Office. Ip. 41435:317-41435:317. 

8706220513 Ack receipt of 870505 notification of crack in pitless adapter on Production 
Well PT-5,per License Condition 24. Actions taken considered proper & responsive to 
incident. 

HAWKINS.E.F. Uranium Recovery Field Office. 87/06/09. Ferret Exploration Company 
of Nebraska. Inc. Ip. 41417:303-41417:303. 


DOCKET 40-8857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 

8706220302 Forwards listed documents which further explain surety bond 
estimate.including 870223 internal memo accepting listed bond amount & Getter 
Trucking invoice for hauling pipe from Highland to Dinero.TX. 

MORZENTl.S.P. Everest Minerals Corp. 87/04/24. ROSE.H.D. Uranium Recovery 
Field Office. 5pp. 41416:276-41416:280. 

8706080197 Summarizes discussions during 870421 meeting.Understands that resolu- 
tion of proposed permit conditions are reflected as stated in 870302 Itr. 

SHAFFER.R. Wyoming, State of. 87/05/01. MORZENTI,S. Everest Minerals Corp, 
6pp. 41208:185-41208:190. 

8706230076 Forwards signed Permit 86-128 for Morton 1-20 Injection Well Converse 
County,WY,allowing const/conversion & testing of well & associated activities. Injection 
cannot commence until authorized by water quality div administrator. 

GARLAND.W.L. Wyoming, State of. 87/05/20. MORZENTl.S.P. Everest Minerals 
Corp. 17pp. 41437:022-41437:038. 


DOCKET 40-8902 ANACONDA CO., GRANTS, NM 

8706220412 Notifies of change in health physics staff.N Patel assumed radiation safety 
officer responsibilities on 870403 following resignation of C Woolfolk.Info re N Patel 
training & qualifications enci. 

BERGSTROM.P.D. Atlantic Richfield Co. (ARCO). 87/04/22. PETTENGILL.H. Uranium 
Recovery Field Office. 7pp. 41416:318-41416:324. 

870623001 1 Informs that Sag Mill sold to Perry Equipment Co.Buyer will begin disman- 
tling & decontamination of sold parts. Qualifications of JW Aeby encl.JW Aeby will 
direct required activities re radiation protection & monitoring.W/o end. 

PATEL, N.M. Anaconda Co. (subs, of Atlantic Richfield Co.). 87/05/21. ROSE.H. Ura- 
nium Recovery Field Office. Ip. 41436:299-41436:299. 

8706230084 Responds to 870427 Itr identifying deficiencies in author responses to 
861021 Insp Rept 40-8902/86-01. Covering sand tailings of impoundment w/6-inch 
soil cap planned to control windblown erosion. 

BERGSTROM.P.D. Atlantic Richfield Co. (ARCO). 87/05/28. PETTENGILL.H. Uranium 
Recovery Field Office. 8pp. 41422:097-41422:104. 

8706230245 Responds to 870508 Itr re tailings interim stabilization at Bluewater U 
Mill.Geotextile test cover proposed to provide info on const matls,techniques & slime 
behavior during grading activities over slime tailings.Schedule end. 

BERGSTROM.PI). Atlantic Richfield Co. (ARCO). 87/05/28. PETTENGILL.H. Uranium 
Recovery Field Office. 2pp. 41435:336-41435:337. 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS. NM 

8706220474 Discusses review of stability analysis of tailings embankment at Milan 
Mill.Continuation of quarterly stability assessment by licensee consultant recommend- 
ed. 

JACOBY.D.L., HAWKINS, E.F. Uranium Recovery Field Office. 87/06/10. Uranium Re- 
covery Field Office. 3pp. 41417:272-41417:274. 



DOCKETED ITEMS 11 


DOCKET 40-8905 KERR-MCGEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
OK 

8706080189 Notifies that mod to existing Discharge Plan DP-71 required for exisitng 
evaporaton ponds located in McKinley County, NM. Any discharge to ponds to alter- 
nate feed matl-related solutions w/o prior approval would violate regulations. 
MITZELFELT.R. New Mexico, State of. 87/05/06. STAUTER.J.C. Quivira Mining Co. 
4pp. 41212:281-41212:284. 

8706080140 Forwards Rev 1 to Table 7 on Page A-1.62 of tailings stabilization 
rept, reflecting correct value for U & notation that sample used for comparative pur- 
poses. 

CLEVELAND, J.E. Quivira Mining Co. 87/05/11. GARCIA, P. Uranium Recovery Field 
Office. 2pp. 41210:296-41210:297. 

8706230232 Forwards correction to apparent discrepancy between U discharge levels in 
tailings stabilization rept & Jul 1986 discharge monitoring rept, in response to 870428 
Itr. Discrepancy resulted from use of one weekly sample in rept. 

STAUTER,J.C. Quivira Mining Co. 87/05/11. KNUDSON,M.O. Environmental Protec- 
tion Agency. 16pp. 41435:318-41435:335. 


DOCKET 40-8918 MULTI-ARC, INC., ST. PAUL, MN 

8706110038 Informs that Multi-Arc,lnc has been issued License SUB-1491 for posses- 
sion of depleted U penetrators to be used for coating w/corrosion limiting 
matls.Unannounced insps will be periodically performed to ensure safe use of licensed 
matls. 

LICKUS.R. Region 3, Office of Director. 87/06/02. LATIMER.G. St. Paul, MN. Ip. 
41279:109-41279:109. 


DOCKET 40-8924 BACHAN AEROSPACE CORP., MADISON HEIGHTS, Wl 

8706110099 Informs that Bachan Aerospace Corp has been issued License STB-1489 
for possession of thorium to be used for machining castings into aircraft 
components.Unannounced insps will be periodically performed to ensure safe use of 
licensed matls. 

LICKUS,R. Region 3. Office of Director. 87/06/02. SUARE2,G. Michigan, State of. Ip. 
41279:108-41279:108. 


DOCKET 40-8926 ALTAIR RESOURCES, INC., CASPER, WY 

8706220296 Forwards Mine Safety & Health Admin safety insp rept on 870507.Rept in- 
cludes radiation measurements. 

CATCHPOLE.G.J. Altair Resources. Inc. 87/05/14. MOXLEY,M. Wyoming, State of. 
4pp. 41418:110-41418:113. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

8706220496 Forwards quarterly rept for First Quarter 1987.W/0 end. 

COLLINGS,S.P. Ferret Exploration Company of Nebraska, Inc. 87/05/08. 
GONZALES.R. Uranium Recovery Field Office. 1 p. 41 41 7:279-41 41 7:279. 


DOCKET 40-8948 METALLURG, INC., NEWFIELD 

8706110114 Informs that Sheildalloy Corp has been issued License SMB-1507 for pos- 
session of U & thorium to be stored for possession as contaminant in 
slag.Unannounced insps will be periodically performed to ensure safe use of licensed 
matls. 

LICKUS.R. Region 3, Office of Director. 87/06/02. SCHAUB.C.C. Cambridge, OH. Ip. 
41261:133-41261:133. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


P. Operating license stage documents & correspondence 

8706180279 Informs of NRR reorganization. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
KERR.W.F. Michigan, Univ. of, Ann Arbor, Ml. 3pp. 41389:127-41389:129. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o encis. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706090060 Advises that info contained in Rev 8 & subsequent amended Rev 8 to 
physical security plan.Rev 4 to safeguards contingency plan & Rev 6 to security force 
training & qualification plan consistent w/10CFR50.54(p) & acceptable. 

MARTTN.T.T. Region 1, Office of Director. 87/05/28. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 3pp. 41218:354-41218:356. 

8706220223 Fonvards public version of revised emergency plan implementing 
procedures, including Rev 3 to IAP-1, “Emergency Director (ED)" & Rev 2 to IAP-12, 
"Watch Radiation Protection Technician (RPT)." W/870617 release memo. 
SELMAN,M. Consolidated Edison Co. of New York, Inc. 87/06/02. Document Control 
Branch (Document Control Desk). 3pp. 41417:319-41418:049. 


-8706220234 Public version of revised emergency plan implementing 
procedures,including Rev 3 to IAP-1, ‘‘Emergency Director (ED),’’ Rev 2 to IAP-1 0, 
“Senior Watch Supervisor (SWS)’’ & Rev 2 to IAP-12, ’’Watch Radiation Protection 
Technician." 

* Consolidated Edison Co. of New York, Inc. 87/06/02. 89pp. 41417:322-41418:049. 


J. Insurance & indemnity information 


8706110434 Fonwards Endorsements 135 & 154 to MAELU Policy MF-29 & NELIA 
Policy NF-1 00, respectively. 

VIETEN,M.J. Marsh & McLennan, Inc. 87/05/27. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 3pp. 41268:067-41268:069. 


P. Operating license stage documents & correspondence 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. inspection reports, IE Bulletins & correspondence 


8705280430 Forwards Safeguards Insp Repts 50-003/87-01 & 50-247/87-10 on 
870330-0401 & 03.No violations noted. 

MARTIN,T.T. Region 1, Office of Director. 87/05/21. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41107:266-41107:274. 

-8705280442 Insp Repts 50-003/87-01 & 50-247/87-10 on 870330-0401 & 03. No vio- 
lations noted.Major areas insp6cted:nuclear matl control & accounting.inciuding orga- 
nization & operation, shipping & receiving & storage & internal control. 

RATTA,A.D. Region 1, Office of Director. 87/05/05. 7pp. 41107:268-41107:274. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 108pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks In Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11, Consolidated Edison Co. of New York, Inc. 124pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resultina From 
Human Error Involving Wrong Unit, Wrong Train or VVrong Component Events." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 126pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029. "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


V. Operator Examinations 

8706090319 Fonvards revised NRC Form 398, "Personal Qualifications Statement - Li- 
censee." Rev reflects changes to 10CFR55 effective 870526. Alt applications for li- 
censes to be submitted on revised form as of 870526. 

COLLINS.S.J. Region 1. Office of Director. 87/06/04. SELMAN.M. Consolidated 
Edison Co. of New York. Inc. 17pp. 41234:100-41234:116. 


DOCKET 50-5 PENNSYLVANIA STATE UNiV. RESEARCH REACTOR 


P. Operating iicenae stage documents & correspondence 

8706180039 Informs of recent reorganization in NRR.Organization now called Standardi- 
zation & Non-Power Reactor Project Directorate under Div of Reactor Projects I II, IV, V 
& Special Projects.Project manager for facility is A Adams. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
HOSLER.C.L. Pennsylvania State Univ., University Park, PA. 3pp. 41392:358- 
41392:360. 



12 DOCKETED ITEMS 


Q. inspection reports, IE Bulletins & correspondence 

8706090249 Informs of realignment within NRC Region I.DiV of Reactor Projects that 
affects responsibility for insp of research & test reactor faciiities.Recipient requested 
to review end & revised 10CFR50 re communications procedures amends. 
WENZINGER.E.C. Region 1. Office of Director. 87/05/27. HOSLER.C.L. Pennsylvania 
State Univ., University Park, PA. 3pp. 41223:141-41223:176. 


V. Operator Examinations 

8706100447 Forwards revised NRC Form-398, “Personal Qualifications Statement - Li- 
censee,” reflecting changes to 10CFR55 effective 870526. 

COLLINS, S.J. Region 1. Office of Director. 87/06/03. HOSLER.C.L. Pennsylvania 
State Univ., University Park, PA. 17pp. 41248:253-41248:269. 


DOCKET 50-6 BATTELLE MEMORIAL INSTITUTE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706030454 Forwards Amend 13 to License R-4 in support of request to amend Li- 
cense SNM-7. 

TOY.H.L. Battelle Memorial Institute, Columbus Laboratories. 87/05/14. LOYSEN.P. 
Fuel Cycle Safety Branch. Ip. 41162:219-41162:241. 

-8706030479 Forwards Amend 13 to License R-4 & safety evaluation.Amend revises 
Tech Specs to delete operability & surveillance requirements for equipment no longer 
needed & subsequently removed following decommissioning. 

LEAR,G. Operating Reactors Branch 3 (Pre 800428). 76/07/19. BATCH,J.M. Battelle 
Memorial Institute, Columbus Laboratories. Ip. 41162:220-41162:241. 

-8706030482 Amend 13 to License R-4,revising Tech Specs to delete operability & sur- 
veillance requirements for equipment no longer needed & subsequently removed fol- 
lowing decommissioning, 

LEAR.G. Operating Reactors Branch 3 (Pre 800428). 76/07/19. 18pp. 41162:221- 
41162:238. 

-8706030485 Safety evaluation supporting Amend 13 to License R-4. 

* Office of Nuclear Reactor Regulation, Director. 76/07/19. 3pp. 41162:239- 
41162:241. 

8706220458 Notifies of reorganization into Standardization & Nonpower Reactor Project 
Directorate, Div of Reactor Projects III, IV & V & Special Projects, NRR.A Adams identi- 
fied as project manager for facility. 

BERKOW,H,N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
BATCH, J.M. Battelle Memorial Institute. 2pp. 41416:355-41416:356. 


Q. Inspection reports, IE Bulletins & correspondence 

8706160444 Forwards Safety Insp Repts 70-0008/87-02 & 50-006/87-02 on 870518- 
22.No violations noted. 

SHAFER,W.D. Region 3, Office of Director. 87/06/09. MADIA, W.J. Battelle Memorial 
Institute, Columbus Laboratories, ip. 41335:276-41335:284. 

-8706160458 Health & Safety insp Repts 70-0008/87-02 & 50-006/87-02 on 870518- 
22, No violations noted.Major areas inspected:nuclear criticality safety,radiation 
protection, including training, exposure control, surveys & repts. 

FRANCE.G.M., GREGER,L.R. Region 3. Office of Director. 87/06/09. 8pp. 41335:277- 
41335:284. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706170202 Rev 4 to EPIP 200-4, "Fire Fighting (Primary Responsibility - Operations 
Director).” 

* Commonwealth Edison Co. 87/05/31. 4pp. 41371:165-41371:158. 

8706170200 Revised Page 3 to Rev 4 to Emergency Plan Implementing Procedure EPIP 
200 - 2 . 

RIPSCH,M. Commonwealth Edison Co. 87/06/08. 2pp. 41371:153-41371:154. 

8706170264 Rev 4 to Emergency Plan Implementing Procedure EPIP 300-7, “Routine 
Personnel Decontamination (Primary Responsibility - Radiation-Chemistry Director).” 

* Commonwealth Edison Co. 87/06/08. 17pp, 41370:340-41370:356. 

8706170474 Rev 1 to Page 2 of EPIP 200-12. 

* Commonwealth Edison Co. 87/06/08. 2pp. 41387:018-41387:019. 

8706180106 Page 2 of Rev 2 to Emergency Plan Implementing Procedure EPIP 300-4 
re precautions in certain onsite emergency situations. 

* Commonwealth Edison Co. 87/06/08. 2pp. 41405:320-41405:321. 

8706170455 Forwards response to concerns raised in 870513 Itr re Insp Repts 50-010/ 
87-03,50-237/87-12 & 50-249/87-1 2.Encl withheld. 

FARRAR.D.L Commonwealth Edison Co. 87/06/12. LIEBERMAN.J. NRC - No De- 
tailed Affiliation Given. Ip. 41385:061-41385:061. 

8706230493 Forwards Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/ 
87-17 on 870526-28.No violations noted. 

AXELSON.W.L. Region 3, Office of Director, 87/06/18. REED,C. Commonwealth 
Edison Co. 2pp. 41433:156-41433:160. 

-8706230499 Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/87-17 on 
870526-28.No adverse plant safety implications noted.Major areas inspected:licensee 
investigative rept re equipment malfunctions. 

KNICELY,J.R., CREED, J.R. Region 3, Office of Director. 87/06/17. 3pp. 41433:158- 
41433:160. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24, “Determining Recommended Offsite Protective Action Response Option for 
General Public.” 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175, 


P. Operating license stage documents & correspondence 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
1 0CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co, of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 108pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 124pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 126pp. 41299:270-41300:035. 

8706170455 Forwards response to concerns raised in 870513 Itr re Insp Repts 50-010/ 
87-03,50-237/87-12 & 50-249/87-1 2.Encl withheld. 

FARRAR.D.L Commonwealth Edison Co. 87/06/12. LIEBERMAN.J. NRC - No De- 
tailed Affiliation Given. Ip. 41385:061-41385:061. 

8706230493 Forwards Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/ 
87-1 7 on 870526-28.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 87/06/18. REED.C. Commonwealth 
Edison Co. 2pp. 41433:156-41433:160. 

-8706230499 Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/87-17 on 
870526-28.No adverse plant safety implications noted.Major areas inspected:licensee 
investigative rept re equipment malfunctions. 

KNICELY.J.R., CREED.J.R. Region 3, Office of Director. 87/06/17. 3pp. 41433:158- 
41433:160. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR.RES.AEOD & regional ofcs on events which occurred 
since 870512 meeting.Events discussed & significant elements of events end. 
LANNING,W. Events Assessment Branch. 87/05/21. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41 128:003-41128:012. 


V. Operator Examinations 


8706110399 FonA^ards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee. Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL.C.W. Region 3. Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-13 B&W CRITICAL EXPERIMENT FACILITY 


P. Operating license stage documents & correspoiidence 


8706170184 Informs of recent reorganization of NRR.A Adams designated as facility 
project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
OLSEN,A.F. Babcock & Wilcox Co. 3pp. 41381:236-41381:238. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
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REACTOR 


P. Operating license stage documents & correspondence 

8706170061 Informs of name change due to NRR reorganization & appointment of A 
Adams as facility project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
CLARK, L. Massachusetts Institute of Technology. Cambridge, MA. 3pp. 41389:106- 
41389:108. 


Q. Inspection reports, IE Bulletins & correspondence 

8706110286 Informs of realignment within NRC Region I Div of Reactor Projects that 
affects responsibility for insp of research & test reactors.NRC contacts listed.Final 
rules 10CFR50 & 51 “Communications Procedures Amends," end. 

WENZINGER.E.C. Region 1. Office of Director. 87/05/27. CLARK.L. Massachusetts 
Institute of Technology. Cambridge, MA. 3pp. 41267:195-41267:230. 


DOCKET 50-22 WESTINGHOUSE TEST REACTOR 


P. Operating license stage documents & correspondence 

8706180108 Informs of recent reorganization of NRR.T Michaels assigned as project 
manager for facility. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/29. 
NARDl.A.J. Westinghouse Electric Corp. 3pp. 41392:178-41392:180. 


DOCKET 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIGA) 


P. Operating license stage documents & correspondence 

8706010309 Requests assistance in review of reactor staff requalification program sub- 
mitted by 870501 Itr.Regulations & criteria used in review should be 
specified.Completion by 87061 5 requested. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/21. 
REGAN.W.H. Human Factors Assessment Branch. Ip. 41142:115-41142:123. 

--8705260217 Informs that new plan replacing existing approved reactor staff requalifi- 
cation program has been reviewed & approved. 

WILSON.W.E. Washington Univ., St. Louis, MO. 87/05/01. PATE.R.J. Region 5. Office 
of Director. 8pp. 41142:116-41142:123. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

8704240307 Forwards resolution to NRC recommendations in response to regulatory ef- 
fectiveness review finding. End withhold (ref 10CFR2.790). 

HEIDER.L.H. Yankee A'.cm.c Electric Co. 87/04/09. LEAR.G. PWR Project Directorate 
1. Ip. 40678:276-40678:276. 

8706240378 Forwards Safeguards Insp Rept 50-029/87-08 on 870218-0522. Violation 
noted.Violations indicate serious degradation in inplementation of NRC-approved se- 
curity plan. Understands that util will attend meeting on 870623, per 870612 telcon. 
MARTIN.T.T. Region 1. Office of Director. 87/06/12. HEIDER,L.H. Yankee Atomic 
Electric Co. 3pp. 41455:066-41455:077. 

“8706240396 Partially withheld Physical Security Insp Rept 50-029/87-08 on 870218- 
0522 (ref 10CFR73.21).Violations noted:failure to implement compensatory measures 
for degraded security sys. 

SMITH,G.C., EICHENHOLZ.H., KEIMIG.R.R. Region 1. Office of Director. 87/06/12. 
9pp. 41455:069-41455:077. 

8706220354 Notification of Significant Meeting 87-085 on 870623 w/util in King of 
Prussia, PA to discuss violations of physical security plan. 

ELSASSER.T.C. Region 1, Office of Director. 87/06/17. Region 1, Office of Director. 
2pp. 41411:026-41411:027. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706170362 Revised FSAR for Yankee Rowe.W/870604 Itr. 

HEIDER,L.H. Yankee Atomic Electric Co. 87/06/04. 500pp. 41375:250-41376:209. 


P. Operating license stage documents &. correspondence 

8706040079 Requests FR publication of notice of issuance of Amend 105 to License 
DPR-3. Amend modifies Tech Specs re surveillance requirements for power range & 
intermediate power range neutron flux channels. 

NERSES,V. Project Directorate 1-3. 87/05/13. NRC - No Detailed Affiliation Given. 
2pp. 41174:344-41174:345. 

8706010355 Forwards exemption from requirements of App J 10CFR50, Paragraph 
III.A.3, “Primary Reactor Containment Leakage Testing..,.” Use of mass point method 
for calculating leakage approved, subj to listed conditions. 

MCKENNA,E. Project Directorate 1-3. 87/05/26. PAPANIC.G. Yankee Atomic Electric 
Co. 5pp. 41 1 42:260-41 1 42:270. 

—8706020033 Exemption from Paragraph III.A.3 of 10CFR50,App J, authorizing use of 
mass point method in containment leak rate testing w/24-h min test duration until App 
J modified, per util 870417 request. 

VARGA, S.A. Associate Director for Projects (Post 87041 1 ). 87/05/26. Yankee Atomic 
Electric Co. 6pp. 41142:265-41142:270. 

8706030355 Documents results of environ qualification review of plant vent high-range 
noble gas monitor & sample pump to make decision whether to replace, upgrade or 
document environ qualification as is.Util has purchased documentation. 

PAPANIC.G. Yankee Atomic Electric Co. 87/05/27. MCKENNA, E.M, Project Director- 
ate 1-3. 2pp. 41 1 68:21 3-41 1 68:21 4. 


8706100175 Forwards Cygna Energy Svcs 870515 Itr in support of util response ques- 
tions raised by technical consultant,M Russell of EG&G. Reactor & pressurizer head 
vent piping analysis performed by util. Problem acceptable, per telcon. 

PAPANIC.G. Yankee Atomic Electric Co. 87/05/28. MCKENNA,E. Project Directorate 
1-3. 5pp. 41241:146-41241:150. 

8706110123 Forwards summaries of seismic-related engineering & plant mods to be 
completed following issuance of SER,per NRC 870414 request.EncI listed activities 
constitute all work remaining to complete SEP Topic III-6 for facility. 

PAPANIC.G. Yankee Atomic Electric Co. 87/06/01. MCKENNA.E. Project Directorate 
1-3. 13pp. 41267:074-41267:086. 

8706110450 FonA/ards final responses to NRC 870430 request for addl info re 860908 & 
1204 submittals on SEP Topic III-7.B concerning snow loads & design 
codes.criteria.Ioads & load combinations. 

PAPANIC.G. Yankee Atomic Electric Co. 87/06/02. MCKENNA.E. Project Directorate 
1-3. 27pp. 41262:313-41262:339. 

8706120252 Forwards CYGNA Energy Svc 870522,28 & 0601 Itrs re snow loads that 
should be combined w/NRC spectra seismic loads, load data necessary for evaluation 
of vapor container & VC column-to-shell connection.per SEP Topic ilI-7.B. 

PAPANIC.G. Yankee Atomic Electric Co. 87/06/04. MCKENNA.E. Project Directorate 
1-3. 19pp. 41274:121-41274:139. 

8706120317 Responds to util 870505 request for extension of completion date for im- 
plementation of upgraded emergency operating procedures, per Commission 850705 
order.Completion date extended until prior to startup of Cycle 20 operation. 
VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 87/06/04. PAPANIC.G. 
Yankee Atomic Electric Co. 3pp. 41280:021-41280:023. 

8706180145 Forwards safety evaluation suporting util 860505,870402 & 0506 submittals 
re ultimate soil bearing capacity of soils beneath reactor support structure foundation 
& vapor container.Foundation seismic load adequate. 

MCKENNA,E.M. Project Directorate 1-3. 87/06/04. PAPANIC.G. Yankee Atomic Elec- 
tric Co. 3pp. 41392:187-41392:197. 

“8706180177 Safety evaluation supporting util 860505,870402,& 0506 submittals re 
seismic reevaluation of plant.Concludes that foundation soils under reactor & under 
vapor container have adequate strength to support seismic load from earthquake. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/06/04. 8pp. 
41392:190-41392:197. 

8706180425 Summary of 870518-20 meetings w/util in Framingham, MA re review of 
design code changes & load combinations.Licensee agreed to provide written re- 
sponses to agenda questions documenting discussions during meeting.W/o end. 
MCKENNA.E. Project Directorate 1-3. 87/06/04. Project Directorate 1-3. 2pp. 
41393:247-41393:248. 

8706120291 Responds to NRC concern re adequacy of turbine bldg masonry block 
walls to withstand NRC spectra seismic event.per SEP Topic lll-6.Effect of relative dis- 
placements does not exist for safe shutdown sys as evident in ends. 

PAPANIC.G. Yankee Atomic Electric Co. 87/06/05. MCKENNA.E. Project Directorate 
1-3. 7pp. 41279:129-41279:135. 

8706170326 Forwards info on leak tight integrity of reactor coolant pressure boundary at 
plant in response to Generic Ltr 87-06. Util utilizes continuous monitoring techniques 
& periodic r.u'N/oillance to ensure valve leakage detected early. 

-iElDER.L.H. Y.anKfi 0 Atomic Electric Co. 87/06/10. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 41373:046-41373:052. 

8706150058 Generic Ltr 87-10 to alt power realtor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12, Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230122 Advises that tornado evaluation completed & issued on 870513 & 
seismic.pipe break & load combination repts will be issued on 87071 7.per recipient 
870512 & 18 Itrs re completion of facility SEP activities.New project manager also dis- 

CLISS0Ci 

SNIEZEK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 
12. TRIBBLE,J,E. Yankee Atomic Electric Co. 2pp. 41436:264-41436:269. 

“8706230142 Requests info on completion dates of SERs for listed SEP topics.Concern 
re continued slippage of program for over 10 yrs expressed.SERs for load 
combinations.pipe breaks & seismic categories requested no later than June 1987. 
TRIBBLE.J.E. Yankee Atomic Electric Co. 87/05/18. SNIEZEK.J.H. NRC - No De- 
tailed Affiliation Given. Ip. 41436:266-41436:266. 

“8706230157 Requests that transfer of Project Manager Eileen McKenna be deferred 
until final SEP rept complete & current refueling & maint outage over.Transfer during 
major outage would present serious problems. 

TRIBBLE.J.E. Yankee Atomic Electric Co. 87/05/12. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 41436:267-41436:269. 

8706240043 Notification of 870707 meeting w/util in Bethesda.MD to discuss licensing 
alternatives for removal of old control rods from spent fuel pool. 

MCKENNA.E. Project Directorate 1-3. 87/06/17. NERSES, V. Project Directorate 1-3. 
3pp. 41450:060-41450:062. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8706110388 Responds to NRC 870303 Itr re violations noted in Insp Rept 50-029/86- 
20.Corrective actions:training mgt more effectively organized.training mat! upgraded & 
stds for annual requalification written exams increased. 

HEIDER.LH. Yankee Atomic Electric Co. 87/05/21. RUSSELL.W.T, Region 1. Office 
of Director. 3pp. 41260:128-41260:130. 
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8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706030363 Responds to 870220 & 0313 questions re SEP Topic 1II-5.A. Operating Pro- 
cedure OP-4232 will be revised to include visual insp of 5-inch bypass line as part of 
biweekly insp of vapor container. 

PAPANIC,G. Yankee Atomic Electric Co. 87/05/27. MCKENNA, E.M. Project Director- 
ate 1-3. 14pp. 41170:059-41170:072. 

8706120015 Forwards Exam Rept 50-029/87-040L of exams administered during wk of 
870427. Meeting scheduled for 870603 at plant site to discuss plans for corrective ac- 
tions of noted deficiencies in training program. 

WENZINGER.E.C. Region 1. Office of Director. 87/06/01, HEIDER,LH. Yankee 
Atomic Electric Co. 2pp. 41272:206-41272:216. 

-8706120029 Exam Rept 50-029/87-040L on 870427-29.Exam results:all four reactor 
operator candidates passed exam & received licenses. Two senior reactor operator 
candidates failed written exam & one also failed oral exam. 

NORRIS.B.S., KELLER,R.M.. COLLINS, S.J. Region 1. Office of Director. 87/05/31. 
9pp. 41272:208-41272:216. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSLC.E, Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170290 Responds to NRC 870512 Itr re violations noted in Insp Rept 50-029/87- 
02.CorTective actions:Temporary Change Request Procedure AP-0018 revised to clari- 
fy responsibilities of personnel providing signature prior to work implementation. 
HEIDER.LH. Yankee Atomic Electric Co. 87/06/11. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41371:016-41371:019. 

8706240378 Forwards Safeguards Insp Rept 50-029/87-08 on 870218-0522. Violation 
noted.Vioiations indicate serious degradation in inplementation of NRC-approved se- 
curity plan.Understands that util will attend meeting on 870623, per 870612 telcon. 
MARTIN, T.T. Region 1, Office of Director. 87/06/12. HEIDER.LH. Yankee Atomic 
Electric Co. 3pp. 41456:066-41455:077. 

-8706240396 Partially withheld Physical Security Insp Rept 50-029/87-08 on 870218- 
0522 (ref 10CFR73.21).Violations noted:faiIure to implement compensatory measures 
for degraded security sys. 

SMITH.G.C.. EICHENHOLZ.H., KEIMIG.R.R. Region 1, Office of Director. 87/06/12. 
9pp. 41455:069-41455:077. 

8706240133 Responds to NRC request for clarification of certain aspects of eddy cur- 
rent signal analysis & characterization of operating experience of steam 
generators.per Insp 50-029/87-07 on 87051 1-1 4.1nfo re tube defect end. 

HEIDER.LH. Yankee Atomic Electric Co. 87/06/15. RUSSELLW.T, Document Con- 
trol Branch (Document Control Desk). 3pp. 41449:260-41449:262. 

8706300212 Forwards safety evaluation granting three of seven requests submitted on 
861020 for relief from inservice insp & testing requirements.Relief granted remains In 
effect for 10-yr insp interval ending 910701, unless revised or modified. 

NERSES, V; Project Directorate 1-3. 87/06/18. PAPANIC.G. Yankee Atomic Electric 
Co. 2pp. 41490:299-41490:304. 

—8706300218 Safety evaluation granting three of seven requests submitted by util 
861020 Itr for relief from inservice insp & testing requirements.Four requests 
withdrawn, per 8701 22,04 1 0 & 0507 Itrs. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/18. 4pp. 
41490:301-41490:304. 

8706170115 NRC info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121 pp. 41437:099-41437:222. 


S. Reportable occurrences, LERs & related correspondence 


8706050072 LER 87-005-00:on 870502, main steam line safety valves exceeded setpoint 
requirement.Caused by setpoint drift. MS-SV-409F reset to bring valve closer to nomi- 
nal setpoint. MS-SV-409E accepted as is.W/870531 Itr. 

KAY.J.A., ST LAURENT.N.N. Yankee Atomic Electric Co. 87/06/01. 3pp. 41192:300- 
41192:302. 

8706100462 PNO-l-87-050:on 870530, Health Physics technician detected hot particle 
imbedded in skin of scalp after completing steam generator maint 
activities.Decontamination efforts unsuccessful.Particle dislodged on 870602. 

LEQUIA, SHANBAKY Region 1. Office of Director. 87/06/03. Ip. 41240:085- 
41240:085. 

8706230252 LER 87-009-00:on 870522, damage & failed fuel rods in fuel assembly A- 
731 discovered.Caused by core baffle spacer flow jetting.Baffle spacer plugs Installed 
to reduce pressure behind spacers & eliminate flow jetting.W/870620 Itr. 

MAY.E.L Yankee Atomic Electric Co. ST LAURENT.N.N. Maine Yankee Atomic Power 
Co. 87/06/19. 3pp. 41433:246-41433:248. 


V. Operator Examinations 

8706110388 Responds to NRC 870303 Itr re violations noted in Insp Rept 50-029/86- 
20.Corrective actlons:tralning mgt more effectively organized.training matl upgraded & 
stds for annual requalification written exams increased. 

HEIDER.LH. Yankee Atomic Electric Co. 87/05/21. RUSSELL. W.T. Region 1, Office 
of Director. 3pp. 41260:128-41260:130. 

8706120015 Forwards Exam Rept 50-029 /87-04OL of exams administered during wk of 
870427. Meeting scheduled tor 870603 at plant site to discuss plans for corrective ac- 
tions of noted deficiencies in training program. 

WENZINGER.E.C. Region 1. Office of Director. 87/06/01. HEIDER.LH. Yankee 
Atomic Electric Co. 2pp. 41272:206-41272:216. 

-8706120029 Exam Rept 50-029/87-040L on 870427-29. Exam results:all four reactor 
operator candidates passed exam & received licenses. Two senior reactor operator 
candidates failed written exam & one also failed oral exam. 

NORRIS.B.S., KELLER.R.M., COLLINS.S.J. Region 1. Office of Director. 87/05/31. 
9pp. 41272:208-41272:216. 

8706090351 Forwards revised NRC Form 398 re personal qualifications statement re- 
flecting changes to 10CFR55 effective 870526. Revised form requires new applicants 
to complete each category completely.Form to be used beginning 870526. 

COLLINS, S.J. Region 1, Office of Director. 87/06/04. HEIDER.LH. Yankee Atomic 
. Electric Co. 17pp. 41222:251-41222:267. 

8706220189 Notification of 870623 mgt meeting w/util In King of Prussia.PA to discuss 
operator licensing & requalification training program. 

ELSASSER.T.C. Region 1, Office of Director. 87/06/17. Region 1, Office of Director. 
2pp, 41411:099-41411:100. 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


P. Operating license stage documents & correspondence 


8706170013 Informs of name change due to reorganization of NRR & assignment of A 
Adams as project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
RICHLEY.E.A. National Aeronautics & Space Admin. 3pp, 41381:250-41381:252. 


DOCKET 50-47 ARMY MATERIALS RESEARCH REACTOR 


P. Operating license stage documents A correspondence 


8706220314 Informs of recent reorganization of NRR.Facillty now under purview of 
Standardization & Nonpower Reactor Project Directorate. Project manager is A Adams. 
BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
VINING.J. Army, Dept. of. 2pp. 41416:286-41416:287. 


DOCKET 50-54 CINTICHEM 


P. Operating license stage documents & correspondence 


8706220477 Informs of recent NRR reorganizatlon.Organizatlon now called Standardiza- 
tion & Non-Power Reactor Project Directorate. T Michaels is project manager. 
BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
SOMERVILLE. J.J. Cintichem, Inc. 3pp. 41417:001-41417:003. 


Q. Inspection reports, IE Bulletins & correspondence 


8706040270 informs that insp responsibility for individual research & test reactor facili- 
ties now distributed throughout Region I Div of Reactor Projects as discussed in 
encI.EncI 10CFR50 & 51 final rule also discussed. 

WENZ1NGER.E.C. Region 1. Office of Director. 87/05/27, MCGOVERN.JJ. Cinti- 
chem, Inc. 3pp, 41172:247-41 172:282. 

8706220149 Forwards Meeting Summary Rept 50-054/87-68 on 870528 to discuss pro- 
posed corrective actions for weaknesses identified in Requalification Program Evalua- 
tion Rept 50-054/87-02OL. 

QALLO.R.M. Region 1, Office of Director. 87/06/12. MCGOVERN.J.J. Cintichem, Inc, 
5pp. 41411:127-41411:131. 
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V. Operator Examinations 

8706220149 Forwards Meeting Summary Rept 50-054/87-68 on 870528 to discuss pro- 
posed corrective actions for weaknesses identified in Requalification Program Evalua- 
tion Rept 50-054/87-020L. 

GALLO, R.M. Region 1, Office of Director. 87/06/12. MCGOVERN, J.J. Cintichem. Inc. 
5pp. 41411:127-41411:131. 


DOCKET 50-57 BUFFALO MATERIALS RESEARCH CENTER 


P. Operating license stage documents & correspondence 

8706180429 Informs that T Micheals assigned as project manager for facility due to 
NRR reorganization. 

BERKOW,H.N. Assistant Director for Region IV Reactors & Special Projects. 87/06/ 
11. HENRY,L.G. New York, State Univ. of, Buffalo, NY. 3pp. 41393:243-41393:245. 


Q. Inspection reports, IE Bulletins & correspondence 

8706090203 Informs of recent realignment within Div of Reactor Projects affecting re- 
sponsibility for insp of research & test reactor facillties.Requests review of end table 
& revised 10CFR50. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/27. RENNIE,D.W. New York, 
State Univ. of, Buffalo, NY. 3pp. 41225:078-41225:113. 


V. Operator Examinations 

8706100078 Fonvards revised NRC Form 398 re personal qualifications statement for 
licensee.Rev reflects changes to 10CFR55 effective 870526 & requires new appli- 
cants to complete each category.Forms to be used beginning 870526. 

COLLINS,S.J. Region 1, Office of Director. 87/06/03. RENNIE,D.W. New York. State 
Univ. of. Buffalo. NY. 17pp. 41233:234-41233:250. 


DOCKET 50-59 TEXAS A&M UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706220511 Informs that T Michaels assigned project manager for facility due to NRR 
reorganization. 

BERKOW.H.N, Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
SHOPENN.N.M. Texas A&M Univ., College Station. TX. 3pp. 41417:304-41417:306. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8706100096 Forwards Insp Rept 50-062/87-01 on 87051 8-20.No violations or devi- 
ations noted. 

COLLINS.D.M. Region 2. Office of Director. 87/06/02. MULDER, R.U. Virginia, Univ. 
of. Charlottesville, VA. 2pp. 41233:277-41233:285. 

-8706100101 Insp Rept 50-062/87-01 on 87051 8-20.No violations or deviations 
observed.Major areas inspected:licensee action on improvement items noted during 
1985 emergency preparedness appraisal conducted on 850819-23. 

TABAKA,a!e., DECKER.T.R. Region 2. Office of Director. 87/06/02. 7pp. 41233:279- 
41233:285, 

8706250313 Discusses Insp Rept 50-062/87-01 on 87051 8-20.Addl info re proper distri- 
bution of revs to emergency plan implementing procedures.offsite support personnel 
training & emergency action level for alert response provided.W/o ends. 

FARRAR.J.P. Virginia. Univ. of, Charlottesville, VA. 87/06/02. GRACE.J.N. Region 2. 
Office of Director. 2pp. 41474:053-41474:054. 


P. Operating license stage documents & correspondence 

8706160708 Informs of recent reorganization of NRR.A Adams designated as facility 
project officer. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
MULDER, R.U. Virginia. Univ. of. Charlottesville, VA. 3pp. 41351:100-41351:102. 


Q. Inspection reports, IE Bulletins & correspondence 

8706100096 Forwards Insp Rept 50-062/87-01 on 87051 8-20.No violations or devi- 
ations noted. 

COLLINS.D.M. Region 2. Office of Director. 87/06/02. MULDER.R.U. Virginia, Univ. 
of. Charlottesville. VA. 2pp. 41233:277-41233:285. 

-8706100101 Insp Rept 50-062/87-01 on 87051 8-20.No violations or deviations 
observed.Major areas inspected:licensee action on improvement items noted during 
1985 emergency preparedness appraisal conducted on 850819-23. 

TABAKA,a!e.. DECKER.T.R. Region 2. Office of Director. 87/06/02. 7pp. 41233:279- 
41233:285. 

8706250313 Discusses Insp Rept 50-062/87-01 on 87051 8-20, AddI info re proper distri- 
bution of revs to emergency plan implementing procedures.offsite support personnel 
training & emergency action level for alert response provided.W/o ends. 

FARRAR.J.P. Virginia, Univ. of. Charlottesville. VA. 87/06/02. GRACE.J.N. Region 2. 
Office of Director. 2pp. 41474:053-41474:054. 

8706250345 Forwards Insp Rept 50-062/87-02 on 870526-28.No violations or devi- 
ations noted. Attention invited to unresolved item identified in insp rept. Matter will be 
pursued during future insps. 

COLLINS.D.M. Region 2, Office of Director. 87/06/08. MULDER.R.U. Virginia, Univ. 
of, Charlottesville. VA. 2pp. 41475:201-41475:210. 


-8706250357 Insp Rept 50-062/87-02 on 870526-28.No violation or deviation 
noted.Major areas inspected:radiation control environ protection, transportation of ra- 
dioactive matls & followup on previous enforcement issues. 

REVSIN.B.K., KUZO.G.B., HOSEY.C.M. Region 2, Office of Director. 87/06/08. 8pp. 
41475:203-41475:210. 


DOCKET 50-70 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P. Operating license stage documents & correspondence 


8706180282 Informs of recent reorganization of NRR.T Michaels assigned as project 
manager for facilities. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
DARMITZEUR.W. General Electric Co. 4pp. 41394:001-41394:004. 


V. Operator Examinations 

8706010390 Fonvards revised NRC Form 398.Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE.R.J. Region 5, Office of Director, 87/05/22. LAMB.I. Aerotest Operations, Inc. 
MILLER,G. California, Univ, of, Irvine, CA. CUNNINGHAM, G. General Electric Co. 
16pp. 41118:139-41118:154. 


DOCKET 50-72 UNIV. OF UTAH RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706170041 Requests assistance in reviewing plan for training & research reactors for 
Univ of UT.Specify regulations & criteria against which submittal reviewed & deter- 
mined acceptable. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/10. 
MATTHEWS, D.B. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 2pp. 41382:297-41382:298. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P. Operating license stage documents & correspondence 


8706180282 Informs of recent reorganization of NRR.T Michaels assigned as project 
manager for facilities. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
DARMITZEL.R.W. General Electric Co. 4pp. 41394:001-41394:004. 


V. Operator Examinations 

8706010390 Forwards revised NRC Form 398.Rev reflects changes to 10CFR55 effec- 
tive on 870526. Revised form requires new applications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE.R.J. Region 5. Office of Director. 87/05/22. LAMB.l. Aerotest Operations, Inc. 
MILLER.G. California, Univ. of, Irvine, CA. CUNNINGHAM, G. General Electric Co. 
16pp. 41118:139-41118:154. 


DOCKET 50-77 CATHOLIC UNIV. OF AMERICA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8706090207 Informs of realignment within NRC Region I Div of Reactor Projects affect- 
ing responsibility for insp of research & test reactor facilities. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/27. FAVRET.A.G. Catholic 
Univ. of America, Washington, DC. 3pp. 41213:193-41213:229. 

-8706090219 “Communications Procedures Amends,’’ 10CFR50 & 51, revising regula- 
tions that establish procedures for submitting correspondence, repts.application, or 
other written communications re licensing of production & facilities. 

STELLO.V. Office of the Executive Director for Operations. 86/10/31. 33pp. 
41213:196-41213:229. 


DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706110401 Forwards Rev 3 to FSAR.changing Part I re radiation monitoring concern- 
ing environ monitoring sys & Part II re App 15G as part of relicensing effort. App 15G 
will be added to SAR to address Wigner energy storage & graphite fires. 
VERNETSON.W.G. Florida, Univ. of. Gainesville. FL. 87/05/29. BERKOW.H.N. Stand- 
ardization & Non-Power Reactor Project Directorate. 2pp. 41260:131-41260:146. 

-8706110406 Rev 3 to FSAR for Univ of Florida training reactor. 

* Florida. Univ. of. Gainesville, FL 87/05/29. 14pp. 41260:133-41260:146. 


P. Operating license stage documents & correspondence 


8704010089 Forwards proposal intended to meet requirements of 
10CFR50.64(c)(2).Proposal includes certification that funding for conversion available 
through DOE & tentative schedule for conversion. 

VERNETSON.W.G. Florida. Univ. of, Gainesville, FL 87/03/26. Office of Nuclear Re- 
actor Regulation, Director (851125-870411). Ip. 40334:142-40334:156. 
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‘8704010096 '’Proposal to Meet NRC Requirements for Conversion From High En- 
riched U to Low Enriched U Fuel." 

VERNETSON.W.G. Florida, Univ. of. Gainesville. FL 87/03/26. 13pp. 40334:143- 
40334:156. 


8706170230 Application for amend to License R-56,revising Tech Spec Section 3.4.3 
"Reactor Vent Sys," following 861212 violation re securing core vent sys w/stack 
counts above 10 cps during quarterly emergency drill, per commitment to Region II. 
VERNETSON.W.G. Texas. Univ. of. Austin, TX. 87/06/02. THOMAS.C.O. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 3pp. 41371:100-41371:115. 

--8706170241 Proposed Tech Specs, revising Section 3.4.3 "Reactor Sys Vent," follow- 
ing 861212 violation re securing core vent sys w/stack counts above 10 cps during 
quarterly em-orcsncy dhl! 

• Texas, l.niv o-', bestir, TX. 87/06/02. 9pp. 41371:103-41371:1 11. 

-8706170252 Discusses 861211 event re stack dilute fan & core vent fan secured by 
actuation of evacuation alarm & evacuation alarm/ core vent sys interlocks white 
stack count rate approx 300 cps. 

VERNETSON.W.G. Florida. Univ. of, Gainesville. FL. 86/12/19. GRACE.J.N. Region 2, 
Office of Director. 4pp. 41371:112-41371:115. 

8706220387 Notifies of reorganization of NRR. Project manager for facility is T Michaels. 
BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
VERNETSON.W. Florida, Univ. of, Gainesville, FL. 3pp. 41416:312-41416:314. 


Q. Inspection reports, IE Bulletins & correspondence 


8706170132 Forwards Std Operating Procedure UFTR SOP-D.5 re preparation & trans- 
fer of reactor waste shipments.per 870423 response to violations noted in Insp Rept 
50-083/87-01. No shipments will be made until procedure reviewed & approved by 
NRC. 

VERNETSON.W.G. Florida, Univ. of. Gainesville. FL. 87/05/26. GRACE.J.N. Region 2. 
Office of Director. Ip. 41371 :295-41371 :326. 

“8706170140 Rev 0 to Std Operating Procedure SOP-D.5 re preparation & transfer of 
reactor waste shipments. •* 

• Florida, Univ. of, Gainesville. FL. 87/05/21. 31pp. 41371:296-41371:326. 

8706250126 Ack receipt of 870526 response to violations noted in Insp Rept 50-083/ 
87-01 on 870326.Reviewed & approved new procedure covering conduct of radwaste 
shipment from facility acceptable. 

COLLINS.D.M. Region 2, Office of Director. 87/06/08. TULENKO.J.S. Florida. Univ. 
of, Gainesville, FL Ip. 41475:254-41475:254. 


DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT 


F. Security, medical, emergency & fire protection plans 


8706240051 Forwards revised pages to physical security plan.per 
10CFR50.54(p). Facility in process of dismantling reactor & completely revised physical 
security plan to be submitted in near future. 

NARDI.A.J. Westinghouse Electric Corp. 87/06/12. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 1p. 41449:334-41449:334. 


P. Operating license stage documents & correspondence 


8706180108 Informs of recent reorganization of NRR.T Michaels assigned as project 
manager for facility. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/05/29. 
NARD1.A.J. Westinghouse Electric Corp. 3pp. 41392:178-41392:180. 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 
t-KHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-89 GENERAL ATOMIC CO. 


P. Operating license stage documents & correspondence 


8706160640 Informs of recent reorganization of NRR.A Adams designated as facility 
project manager, 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. 3pp. 41351:327- 
41351:329. 


DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


8706090016 Informs of realignment within NRC Region I Div of Reactor Projects affect- 
ing responsibility for insp of research & test reactors.New NRC contacts listed.Final 
rules 10CFR50 & 51, “Communications Procedures Amends." end. 

WENZINGER.E.a Region 1. Office of Director. 87/05/27. STREETT.W.B. Cornell 
Univ., Ithaca. NY. 3pp. 41219:250-41219:286. 


DOCKET 50-106 OREGON STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 

8706010390 Forwards revised NRC Form 398.Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE.R.J. Region 5, Office of Director. 87/05/22. LAMB,!. Aerotest Operations, Inc. 
MILLER, G. California, Univ. of. In/ine, CA. CUNNINGHAM.G. General Electric Co. 
16pp. 41118:139-41118:164. 


DOCKET 50-112 UNIV. OF OKLAHOMA RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8706150147 Responds to NRC 870520 Itr re violations noted in Insp Rept 50-112/87- 
01. Corrective actions.'ltr from Norman Region Hosp obtained & sent w/870414 Itr 
which indicates that emergency need will be responded to. 

JENSEN.C.M. Oklahoma, Univ. of, Norman, OK. 87/05/29. YANDELL.LA. Region 4. 
Office of Director. 4pp. 41298:078-41298:081. 


P. Operating license stage documents & correspondence 


8706180047 Advises that Standardization & Non-Power Reactor Project Directorate now 
under Div of Reactor Projects 111,1V & V & Special Projects.Ofc of NRR due to recent 
organization of NRR. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
JENSEN, C. Oklahoma, Univ. of, Norman, OK. 3pp. 41393:214-41393:216. 


Q. Inspection reports, IE Bulletins & correspondence 

8706150147 Responds to NRC 870520 Itr re violations noted in Insp Rept 50-112/87- 
01. Corrective actions:ltr from Norman Region Hosp obtained & sent w/870414 Itr 
which indicates that emergency need will be responded to. 

JENSEN.C.M. Oklahoma. Univ. of, Norman, OK. 87/05/29. YANDELL.LA. Region 4, 
Office of Director. 4pp. 41298:078-41298:081. 


DOCKET 50-113 UNIV. OF ARIZONA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706180329 Informs of ofc name change to Standardization & Non-Power Reactor 
Project Directorate due to NRR reorganization & assignment of T Michaels as project 
manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
NELSON.G.W. Arizona, Univ. of, Tucson, AZ. 3pp. 41392:248-41392:250. 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8706190110 Informs of recent reorganization of NRR.Ofc now Standardization & Non- 
Power Reactor Project Directorate, under Div of Reactor Projects III.IV.V & Special 
Projects, NRR. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
HENDRICKSON, R. Iowa State Univ., Ames, lA. 3pp. 41407:111-41407:113. 


S. Reportable occurrences, LERs & related correspondence 


8706260089 Special repton 870603.during normal startup of reactor, one linear percent 
channel failed to indicate power level on panel meter.Caused by malfunction of test 
switch.Maint practice changed to include cleaning of test switch. 

HENDRICKSON,R. Iowa State Univ., Ames. lA. 87/06/17. Region 3. Office of Direc- 
tor. 2pp. 41479:058-41479:059. 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR-ROLLA 


V. Operator Examinations 


8706110399 Fonvards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHLC.W. Region 3. Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-124 VIRGINIA POLYTECHNIC INSTITUTE TRAINING REACTOR 
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P. Operating license stage documents & correspondence 


8706180440 Informs that T Micheals assigned as project manager for facility due to 
NRR reorganization. 

BERKOW.H.N. Assistant Director for Region IV Reactors & Special Projects. 87/06/ 
11 FURR.K. Virginia Polytechnic Institute & State Univ., Blacksburg, VA. 3pp. 
^ 133 ? 124 - 41 : 533. 5 ? 6 . 


DOCKET 50-128 TEXAS A&M UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706180435 Informs that T Micheal assigned as project manager for facility due to NRR 
reorganization. 

BERKOW.H.N. Assistant Director for Region IV Reactors & Special Projects. 87/06/ 
11. RICHARDSON, H.H. Texas A&M Univ., College Station, TX. 3pp. 41392:121- 
41392:123. 


Q. Inspection reports, IE Bulletins & correspondence 

8706170043 Ack receipt of util 870408 & 0512 Itrs responding to 870311 notice of viola- 
tion & NRC 870311 & 870428 Itrs & informing NRC of corrective actions re 
violations.One violation withdrawn & second to be reviewed during insp. 

YANDELL.LA. Region 4, Office of Director. 87/06/11. RICHARDSON, H.H. Texas 
A&M Univ., College Station, TX. 2pp. 41371:132-41371:147. 


DOCKET 50-131 OMAHA VETERANS ADMINISTRATION HOSPITAL RESEARCH 
REACTOR 


P. Operating license stage documents & correspondence 

8706160688 Informs of recent reorganization of NRR.A Adams designated as facility 
project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
TURCOTTE.R.L. Veterans Admin. Medical Center, Omaha, NE. 3pp. 41351:092- 
41351:094. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


D. NRC Draft/Final Environmental Statements, suppis & correspondence 


8706240294 Informs that based on review of FES for decommissioning.no state com- 
ments or recommendations offered. 

SNOW.G.F. California. State of. 87/06/19. ERICKSON.P. Office of Nuclear Reactor 
Regulation. Director (Post 870411). Ip. 41455:240-41455:240. 


G. Adjudicatory correspondence 


8706020156 Answers to licensee first set of interrogatories re facility 
decommissioning.Proof of Svc encI.Related correspondence. 

FIELDER.S.L. Joint Interveners - Humboldt Bay. FIELDER.S.L. Fielder, S.L #287 
3570. 87/05/20. Pacific Gas & Electric Co. 36pp. 41124:043-41124:078. 

8706030213 Requests order requiring answers to end interrogatories & preservation of 
right to take depositions of NRC witnesses 30 days after disclosure of witnesses 
names.Proof of Svc encI.Related correspondence. 

FIELDER.S.L. Joint Intervenors - Humboldt Bay. FIELDER.S.L. Fielder, S.L. #287 
3624. 87/05/28. LAZO.R.M. Atomic Safety and Licensing Board Panel. 8pp. 
41138:344-41138:351. 

8706030290 Joint Intervenors third set of interrogatories propounded to PG&E.* Util re- 
quested to answer under oath to listed interrogatories within 14 days.Proof of Svc 
encI.Related correspondence. 

FIELDER.S.L. Joint Intervenors - Humboldt Bay. FIELDER.S.L. Fielder, S.L. #287 
3623. 87/05/28. Pacific Gas & Electric Co. 7pp. 41138:352-41138:358. 

8706250228 NRC Staff response to Joint Intervenors first set of interrogatories pro- 
pounded to NRC Staff.* Certificate of Svc encI.Related correspondence. 
WOODHEAD.C.P. Assistant General Counsel for Hearings. #287 3798. 87/06/16. 
Joint Intervenors - Humboldt Bay. 16pp. 41444:001-41444:016. 


P. Operating license stage documents & correspondence 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLiA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706170238 Forwards draft hazardous waste facility permit for plant, incorporating re- 
quirements for groundwater radiological monitoring of wells. 

BREITLOW,J. Environmental Protection Agency. 87/06/11. ERICKSON, P.B. NRC - 
No Detailed Affiliation Given. 93pp. 41367:283-41368:015. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8706120200 Forwards Endorsement 53 to NELIA Policy NF-228 & Endorsement 23 to 
MAELU Policy MF- 103. 

LOCKE.R.F. Pacific Gas & Electric Co. 87/05/15. SALTZMAN.J. NRC - No Detailed 
Affiliation Given. 3pp. 41279:281-41279:283. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41 143:075. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


V. Operator Examinations 


8706010390 Forwards revised NRC Form 398.Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE,R.J. Region 5, Office of Director. 87/05/22. LAMB,!. Aerotest Operations, Inc. 
ANDERSON, T. Oregon State Univ., Corvallis. OR. NELSON,G.W. Arizona State Univ., 
Tempe, AZ. 16pp. 41118:139-41118:154. 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8706010459 Forwards revised SAR/Tech Specs & results of calculations performed by 
ANL as application to convert institute fuel to low enriched U.AII licensed operators 
will undergo requalification & exam. 

NEWTON.T.H. Worcester Pc'ytochnic Institute. Worcester, MA. 87/05/26. Office of 
Nuclear Reactor Regulation, Dir..?ct;-)r (Pcs: S/O'; : i) Ip. 41130:188-41130:290. 

“8706010463 Draft “ANL Calculated Results for Worcester Polytechnic Inst Highly En- 
riched U & Ref Low Enriched U Cores." Revised SAR & Tech Spec pages end. 
MATOS,J.E., FREESE, K.E. Argonne National Laboratory. 87/01/30. 102pp. 

41130:189-41130:290. 


8706180205 Informs of recent reorganization re NRR.NRR now Standardization & Non- 
Power Reactor Project Directorate under Div of Reactor Projects III.IV & V & Special 
Projects. Project manager for facility is T Michaels. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
NEWTON.T.H. Worcester Polytechnic Institute, Worcester, MA. 3pp. 41394:005- 
41394:007. 


Q. Inspection reports, IE Bulletins & correspondence 


8706040257 Informs of recent realignment within NRC Region LDiv of Reactor Projects 
that affects responsibility for insp of research & test reactor facilities.Requests that 
end revised 1 0CFR50 be reviewed. 

WENZINGER.E.C. Region 1. Office of Director. 87/05/27. NEWTON,T.H. Worcester 
Polytechnic Institute, Worcester, MA. 3pp. 41172:001-41172:036. 

8706260369 Forwards Exam Rept 50-134/87-01 of exams administered on 870511 & 

12 . 

WENZINGER.E. Region 1, Office of Director. 87/06/19. GALLAGHER.R. Worcester 
Polytechnic Institute, Worcester, MA. 2pp. 41481:226-41481:273. 

—8706260379 Exam Rept 50-134/87-010L on 87051 1-1 2. Exam results:of two reactor 
operator candidates, one passed both written & operating exams & one passed oper- 
ating exam, but failed two out of seven written exam sections. 

COE,D.H., KELLER, R.M., COLLINS, S.J. Region 1, Office of Director. 87/06/17. 46pp. 
41481:228-41481:273. 


V. Operator Examinations 
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8706010459 Forwards revised SAR/Tech Specs & results of calculations performed by 
ANL as application to convert institute fuel to low enriched U.All licensed operators 
wi'! undergo recua'if'catio" & exam. 

NilvMCN T.H. v\cr:(-;:v.cr Polytechnic Institute, Worcester, MA. 87/05/26. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 1p. 41130:188-41130:290. 

8706260369 Forwards Exam Rept 50-134/87-01 of exams administered on 870511 & 
12 . 

WENZINGER.E. Region 1, Office of Director. 87/06/19. GALLAGHER.R. Worcester 
Polytechnic Institute, Worcester, MA. 2pp. 41481:226-41481:273. 

■“8706260379 Exam Rept 50-1 34/87-01 OL on 87051 1-1 2.Exam results:of two reactor 
operator candidates,one passed both written & ooerat'nc exams & one passed oper- 
ating exam. but failed two out of seven written exar: s-L-cl:Ons 

CCi- KF..._LFi R M., COLLINS.S.J. Region 1, Office of Director. 87/06/17. 46pp. 
41481:228-41481:273. 


DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706180191 Informs of recent NRR reorganization.Current ofc now called Standardiza- 
tion & Non-Power Reactor Directorate,under Div of Reactor Projects III.IV.V & Special 
Projects, NRR.T Michaels project manager for facility. 

BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
ROBKIN,M.A. Washington, Univ. of, Seattle, WA. 3pp. 41389:124-41389:126. 


DOCKET 50-142 UCLA TRAINING REACTOR 


P. Operating license stage documents & correspondence 

8706170564 Informs of recent reorganization m NRR.Organizaticn now called Standardi- 
zation & Non-Power Reactor Project Di'Ocr-c'G'.e. Project rt'anager for facility is A 
Adams. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
WEGST.W.F. California, Univ. of. Los Angeles, CA. 3pp. 41389:103-41389:105. 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


P. Operating license stage documents & correspondence 


8706170575 Informs of recent reorganization in NRR.Organization now called Standardi- 
zation & Non-Power Reactor Project Directorate.A Adams project manager for facility. 
BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
HEWARD.R.W. General Public Utilities Corp. - GPU Service Corp. HEWARD.R.W. 
Saxton Nuclear Experimental Corp. 3pp. 41389:109-41389:111. 


Q. Inspection reports, IE Bulletins & correspondence 


8706040289 Informs of realignment within Region I, Div of Reactor Projects affecting re- 
sponsibility for insp of research & test reactor facilities.Final rule 10CFR50, “Commu- 
nications Procedures Amends,” dtd 861 106, end. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/27. HEWARD.R.W. Saxton Nu- 
clear Experimental Corp. 5pp. 41172:037-41172:074. 


R. Periodic operating reports & related correspondence 


8706030314 Forwards addendum to 1986 annual rept.consisting of Table 3, “Radiologi- 
cal Analyses Results of Batch Water Released From RWDF.” 

HEWARD.R.W. Saxton Nuclear Experimental Corp. 87/05/26. Document Control 
Branch (Document Control Desk). Ip. 41169:208-41169:209. 

-8706030425 Addendum to 1986 annual rept.consisting of Table 3, “Radiological Anal- 
yses Results of Batch Water Released From RWDF.” 

* Saxton Nuclear Experimental Corp. 86/12/31. Ip. 41169:209-41169:209. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 1 0CFR55 effective on 870526.W/O ends. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8706180487 Application for amend to License R-1 15, changing Tech Specs to reflect ad- 
ministrative changes to newly formed nuclear engineering dept & restaffed nuclear re- 
actor lab.Prqposed Tech Specs end. 

POHLOD.C.S,, WILLIAMS, J.G., MICKLICH.B.J. Illinois, Univ. of, Urbana. IL. 87/05/29. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 41390:162-^ 


—8706180503 Proposed Tech Specs reflecting administrative changes due to formation 
of new nuclear engineering dept & restaffing of nuclear reactor lab. 

* Illinois, Univ. of, Urbana, IL 87/05/29. 11pp. 41390:164-41390’174 


V. Operator Examinations 

8706110399 Fonvards revised NRC Form 398,personal qualifientions statorr?:-rt-:i.':-:rsco 
& NRC Form 396, certification of medical exam by facility !iCor'sc.«-; rorrt-.s r--v.se:; -.c 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

8706020160 Fonwards Safety Insp Rept 50-155/87-05 on 870128-0423 & notice of 
violation.Util should address plan to improve communications between operating 
crews to ensure continuity of control of facility. 

NORELlUS,C.E. Region 3, Office of Director, 87/05/22. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 41146:227-41 146:255. 

-8706020176 Insp Rept 50-155/87-05 on 870128-0423.Vio!ations noted: failure to 
adhere to Tech Spec 7.5.7 requiring that mode switch be locked in shutdown position 
during removal of CRD. Personnel errors & inattentiveness noted. 

JACKIW.l.N. Region 3, Office of Director. 87/05/21. 26pp. 41146:230-41 146:255. 

8706030134 Forwards “Big Rock Point Nuclear Plant Annual Radiological Environ Oper- 
ating Rept 1986,” Rev 0 to Health Physics Procedure HP 10.9, “Big Rock Point Radi- 
ological Environ Program...” & monthly environ monitoring progress rept. 

JOHNSON, B.D. Consumers Power Co, 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 1 p. 41 1 52:21 4-41 1 53:009. 

-8706030164 Rev 0 to Health Physics Procedure HP 10.9, “Big Rock Point Radiological 
Environ Program Sample Collection & Shipment.” 

* Consumers Power Co. 87/05/29. 24pp. 41152:262-41152:285. 


P. Operating license stage documents & correspondence 

8706090438 Forwards similarity evaluation for EEQ cables outside 

containment,consisting of analyses for butyl-rubber & polyethelene insulated 
cables,per 870413 meeting & 870415 confirmatory action Itr. 

FRISCH,R.R. Consumers Power Co. 87/06/02. Document Control Branch (Document 
Control Desk). 2pp. 41224:024-41224:175. 

-8706090441 "Assessment of Nuclear Environ Accident Qualification of Class IE Butyl 
Rubber Insulated/Polyvinyl Chloride Jacketed Cables for Big Rock Point Nuclear Gen- 
erating Station.” 

HAMILTON, T.R., BOONARKAT.N.T., ANDERSON.J.W. Wyle Laboratories. 48818-01. 
87/05/27. 53pp. 41224:026-41224:078. 

“8706090444 “Assessment of Nuclear Environ Accident Qualification of Class 1E Poly- 
ethylene Insulated/Polyvinyl Chloride Jacketed Cables for Big Rock Point Nuclear 
Generating Station." 

HAMlLTON,T.. BOONARKAT.N.T., ANDERSON, J.W. Wyle Laboratories. 48818-02. 
87/05/27. 97pp. 41224:079-41224:175. 

8706090342 Forwards description of allegation re past conviction for possession & dis- 
tribution of controlled substance by employee supposedly granted unescorted access 
to facilities. Appropriate action requested.EncI withheld (ref 10CFR2.790). 

HIND.J.A. Region 3, Office of Director. 87/06/03. BUCKMAN,F.W. Consumers Power 
Co. 2pp. 41223:108-41223:109. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

M1RAGL1A.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
1 0CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706020160 Forwards Safety Insp Rept 50-155/87-05 on 870128-0423 & notice of 
violation.Util should address plan to improve communications between operating 
crews to ensure continuity of control of facility. 

NOREUUS,C.E. Region 3, Office of Director. 87/05/22. BUCKMAN,F.W. Consumers 
Power Co. 2pp. 41146:227-41146:255. 

-8706020165 Notice of violation from insp on 870128-0423. 

NORELIUS,C.E. Region 3, Office of Director. 87/05/21. Ip. 41146:229-41146:229. 

-8706020176 Insp Rept 50-155/87-05 on 870128-0423.Violations noted: failure to 
adhere to Tech Spec 7.5.7 requiring that mode switch be locked in shutdown position 
during removal of CRD. Personnel errors & inattentiveness noted. 

JACKIW.l.N. Region 3, Office of Director. 87/05/21. 26pp. 41146:230-41146:255. 

8706010292 Forwards Special Rept 36 re 1987 Inservice Insp 2-4.per Tech Spec 
6,9.3(a).Thirty-two welds examined for IQSCC during outage as well, consistent w/ 
commitments pertaining to Generic Ltr 84-11 documented in 861013 submittal. 
FRISCH, R.R. Consumers Power Co. 87/05/26. Document Control Branch (Document 
Control Desk). 1p. 41119:081-41119:110. 

-8706010341 Inservice Insp Rept 2-4 on 870103-0306 for Consumer Power Co:Areas 
examined included various components of portions of nuclear steam sys & portions of 
various support sys piping. 

HOFFMAN, D.P. Consumers Power Co. 87/04/13. 29pp. 41119:082-41119:110. 
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8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational' Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160183 Forwards Safety Insp Rept 50-155/87-13 on 87051 8-22.No violations iden- 
tified. 

HARRISON, J.J. Region 3, Office of Director. 87/06/09. BUCKMAN,F.W. Consumers 
Power Co. 2pp. 41318:227-41318:233. 

“8706160196 Insp Rept 50-155/87-13 on 87051 8-22.No violations or deviations 
identified.Major areas inspected:licensee QA program. 

CHOULES,N.C., TELLA.T., JABLONSKI,F.J. Region 3, Office of Director. 87/06/08. 
5pp. 41318:229-41318:233. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

870605021 1 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230165 Forwards Safety Insp Rept 50-155/87-15 on 870603-04.No violations 
noted. 

HARRISON, J.J. Region 3, Office of Director. 87/06/16. BUCKMAN,F.W. Consumers 
Power Co. 2pp. 41427:246-41427:252. 

“8706230173 Insp Rept 50-155/87-15 on 870603-04.No violations or deviations 
noted.Major areas inspected:review of environ qualifications cable replacement pro- 
gram and review of applicable procedures and vendor cable data. 

FALEVITS,Z., GARDNER.R.N. Region 3, Office of Director. 87/06/16. 5pp. 
41427:248-41427:252. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706260355 Responds to NRC 870522 Itr re violations noted in Insp Rept 50-155/87- 
OS.Corrective actions:control rod drive change-out procedure revised & meeting held 
w/all maint supervisors to discuss event. 

BERRY, K.W. Consumers Power Co. 87/06/22. Document Control Branch (Document 
Control Desk). 4pp. 41481:300-41481:303. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York. Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706030134 Forwards “Big Rock Point Nuclear Plant Annual Radiological Environ Oper- 
ating Rept 1986," Rev 0 to Health Physics Procedure HP 10.9, “Big Rock Point Radi- 
olo^cal Environ Program..." & monthly environ monitoring progress rept. 
JOHNSON.B.D. Consumers Power Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). Ip. 41152:214-41153:009. 

“8706030150 "Big Rock Point Nuclear Plant Annual Radiological Environ Operating 
Rept, 1986.” 

* Consumers Power Co. 87/05/29. 28pp. 41152:215-41162:261. 

“8706030164 Rev 0 to Health Physics Procedure HP 10.9, “Big Rock Point Radiological 
Environ Program Sample Collection & Shipment." 

* Consumers Power Co. 87/05/29. 24pp. 41152:262-41152:285. 

“8706030183 "Radiological Environ Monitoring Program for Big Rock Point Nuclear 
Generating Plant," monthly progress rept. 

HUEBNER.LG. Teledyne Isotopes. 87/02/05. 82pp. 41152:286-41153:009. 

8706110128 Monthly operating rept for May 1987.W/870602 Itr. 

JOHNSTON, J.R., ELWARD,T.W. Consumers Power Co. 87/05/31. 5pp. 41260:110- 
41260:114. 


S. Reportable occurrences, LERs & related correspondence 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1978,insulated lugs used on all equipment. 

DOUGHERTY.J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 

8706230403 LER 87-007-00:on 87051 8, reactor protection sys actuation occurred during 
normal reactor shutdown.Caused by susceptibility of picoameters to electrical noise at 
low neutron flux levels.W/870617 Itr. 

ALEXANDER.R.J., JOHNSON,B.D. Consumers Power Co. 87/06/17. 3pp. 41429:129- 
41429:131. 


V. Operator Examinations 

8706010134 Provides certification that util licensed operator training programs accredit- 
ed by INPO & based on sys approach to training.Accreditation Itrs end. 
JOHNSON,B.D. Consumers Power Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41123:312-41123:315. 

8706110399 Fonvards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region Ill.Presentations will Incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS,N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 

8706170258 Informs of requalification program evaluation visit scheduled for wk of 
871026 per 870609 telcon w/R Buckner & J Bjorgen.NRC will administer written & 
oral exams.Facility to furnish approved ref matl listed in End 1 by 870824. 

HEHL,C.W. Region 3. Office of Director. 87/06/10. BUCKMAN,F.W. Consumers 
Power Co. 3pp. 41385:182-41385:184. 


DOCKET 50-156 UNIV. OF WISCONSIN RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706180431 Informs of recent reorganization of NRR.Ofc now Standardization & Non- 
Power Reactor Project Directorate, under Div of Reactor Projects lll,IV & Special 
Projects, NRR. T Michaels designated as facility project manager. 

BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
CASHWELL,R.J. Wisconsin, Univ. of, Madison, Wl. 3pp. 41392:282-41392:284. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-157 CORNELL UNIV. RESEARCH REACTOR 


Q. inspection reports, IE Bulletins & correspondence 

8706090016 Informs of realignment within NRC Region 1 Div of Reactor Projects affect- 
ing responsibility for insp of research & test reactors.New NRC contacts listed.Final 
rules 10CFR50 & 51, “Communications Procedures Amends,” end. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/27. STREETT,W.B. Cornell 
Univ., Ithaca, NY. 3pp. 41219:250-41219:285. 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8705190197 Forwards Insp Rept 50-160/87-05 on 870422-23.No violations or devi- 
ations noted. 

CLINE,W.E. Region 2, Office of Director. 87/05/12. KARAM.R.A. Georgia Institute of 
Technology, Atlanta, GA. 2pp. 40964:189-40964:191. 

“8705190220 Partially withheld Physical Security Insp Rept 50-160/87-05 on 870422-23 
(ref 10CFR2.790).No violations noted.Major areas inspected:seven entries in health 
physics log which decribed potential security violations. 

MASNYK.O.M., MCGUIRE, D.R. Region 2, Office of Director. 87/05/01. Ip. 
40964:191-40964:191. 

8706020252 Forwards summary of 870504 enforcement conference re findings dis- 
cussed in Insp Rept 50-160/87-03 concerning mgt control of health physics * oper- 
ations groups.List of attendees also end. 

GRACE, J.N. Region 2, Office of Director. 87/05/15. STELSON.T.E. Georgia Institute 
of Technology, Atlanta, GA. 3pp. 41134:170-41134:172. 

8706020203 Discusses Insp Rept 50-160/87-03 on 870407-10 & forwards notice of 
violation.Concerns re mgt control & involvement in implementation of programs for ra- 
diation protection, reactor operations & control of experiments noted. 

GRACE,J.N. Region 2, Office of Director. 87/05/26. KARAM,R.A. Georgia Institute of 
Technology, Atlanta. GA. 2pp. 41146:076-41146:081. 

“8706020209 Notice of violation from insp on 870407-1 0.Violations noted: appropriate 
labeling of containers w/radioactive contents not performed.radiation hazard evalua- 
tions inadequate & listed procedural requirments not met. 

GRACE,J.N. Region 2, Office of Director. 87/05/26. 4pp. 41146:078-41146:081. 

8706160010 Responds to violations noted in Insp Rept 50-160/87-04 on 870422- 
23.Corrective actlon8:encl draft Procedure 6100, “Emergency Notification” will be sub- 
mitted to nuclear safeguard committee for approval on 870709. 

KARAM,R.A. Georgia Institute of Technology, Atlanta, GA. 87/05/26. COLLINS.D.M. 
Region 2. Office of Director. 8pp. 41305:353-41305:360, 


Q. Inspection reports, IE Bulletins & correspondence 

8705190197 Forwards Insp Rept 50-160/87-05 on 870422-23.No violations or devi- 
ations noted, 

CLINE, W.E. Region 2, Office of Director. 87/05/12. KARAM,R.A. Georgia Institute of 
Technology. Atlanta, GA. 2pp. 40964:189-40964:191. 
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“8705190220 Partially withheld Physical Security Insp Rept 50-160/87-05 on 870422-23 
(ref 10CFR2.790).No violations noted.Major areas inspected:seven entries in health 
physics log which decribed potential security violations. 

MASNYK.O.M., MCGUIRE.D.R. Region 2. Office of Director. 87/05/01. 1p. 
40964:191-40964:191. 

8706020252 Forwards summary of 870504 enforcement conference re findings dis- 
cussed in Insp Rept 50-160/87-03 concerning mgt control of health physics & oper- 
ations croLcs 1 ‘St of attendees also end. 

SPACE.: N. .-oc on 2. Office of Director. 87/05/15. STELSON.T.E. Georgia Institute 
a' ■c.afr.dcv"/ GA. 3pp. 41134:170-41134:172. 

8706100345 Responds to violations noted in Insp Rept 50-160/87-01 on 870209- 
23.Corrective actions: Procedures 7246 & 7220 being modified to account for A.I.a & 
A.1.C & devising & writing new Procedure A.I.b. 

KARAM.R.A. Georgia Institute of Technology, Atlanta. GA. 87/05/25. REYES.LA. 
Region 2, Office of Director. 12pp. 41238:304-41238:315. 

8706020203 Discusses Insp Rept 50-160/87-03 on 870407-10 & forwards notice of 
violation.Concerns re mgt control & involvement in implementation of programs for ra- 
diation protection, reactor operations & control of experiments noted. 

GRACE, J.N. Region 2, Office of Director. 87/05/26. KARAM,R,A. Georgia Institute of 
Technology, Atlanta. GA. 2pp. 41146:076-41146:081. 

“8706020209 Notice of violation from insp on 870407-1 0.Violations noted: appropriate 
labeling of containers w/radioactive contents not performed.radiation hazard evalua- 
tions inadequate & listed procedural requirments not met. 

GRACE.J.N. Region 2, Office of Director. 87/05/26. 4pp. 41146:078-41146:081. 

8706160019 Responds to violations noted in Insp Rept 50-160/87-04 on 870422- 
23.Corrective actions:encl draft Procedure 6100, ‘‘Emergency Notification" will be sub- 
mitted to nuclear safeguard committee for approval on 870709. 

KARAM.R.A. Georgia Institute of Technology, Atlanta. GA. 87/05/26. COLLINS.D.M. 
Region 2, Office of Director. 8pp. 41305:353-41305:360. 

8706160510 Ack receipt of 870525 response to violations noted in Insp Rept 50-160/ 
87-01. 

HERDT.A.R. Region 2, Office of Director. 87/06/04. KARAM.R.A. Georgia Institute of 
Technology, Atlanta, GA. Ip. 41349:076-41349:076. 

> 

8706300482 Responds to violations noted in Insp Rept 50-160/87-03 on 870407- 
lO.Corrective actions: reactor operator instructed to use radioactive labels on 
containers. R A Karam 870506 memo requesting reorganization of nuclear research ctr 
end. 

KARAM, R.A. Georgia Institute of Technology, Atlanta, GA. 87/06/15. GRACE.J.N. 
Region 2, Office of Director. 8pp. 41511:232-41511:239. 


DOCKET 50-163 GA TECHNOLOGIES 


P. Operating license stage documents & correspondence 

8706160640 Informs of recent reorganization of NRR.A Adams designated as facility 
project manage'. 

.FFRKCa.I-.N. SlancarJ:ziilicn & Non-Power Reactor Project Directorate. 87/06/11. 
ASM..:SS=r».,K.E. GA 'echr-ologies, Inc./General Atomic Co. 3pp. 41351:327- 
41351:329. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706170569 Informs of recent reorganization in NRR.Organization now called Standardi- 
zation & Non-Power Reactor Project Directorate. Project manager is A Adams. 
BERK0W,H,N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
ROUSH,M.L. Maryland, Univ. of. College Park. MD. 3pp. 41389:100-41389:102. 


Q. Inspection reports, IE Bulletins & correspondence 

8706040229 Informs of recent realignment within Region I Div of Reactor Projects that 
affects responsibility for insp of research & test reactor facilities. Revised 10CFR50 & 
51 final rule re submittal of written communications end. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/27. DIETER.G.E. Maryland, 
Univ. of, College Park, MD. 3pp. 41173:291-41173:326. 

“8612180186 ‘‘Communications Procedures Amends,” 10CFR50 & 51 final rule. 
Amends clarify correspondence procedures & reduce reproduction & postage costs 
for affected licensees. 

STELLO.V. Office of the Executive Director for Operations. 86/10/31. 33pp. 
41173:294-41173:326. 

8706170294 Forwards Requalification Program Evaluation Rept 50-166/87-02 (OL) on 
870329.NRC views licensee practice of allowing operators to take home licensed op- 
erator requalification exams as serious mgt deficiency. 

WENZINGER.E.C. Region 1, Office of Director. 87/06/10. DIETER.G.E. Maryland. 
Univ. of. College Park, MD. 2pp. 41373:004-41373:022. 

“8706170305 Requalification Evaluation Rept 50-166/87-02 (OL) on 870329. Results:all 
five operators passed requalification written exam & facility administration of subj 
exam satisfactory, 

COE.D., KELLER, R., COLLINS, S.J. Region 1, Office of Director. 87/06/04. 17 dd. 
41373:006-41373:022. 


V. Operator Examinations 

8706170294 Forwards Requalification Program Evaluation Rept 50-166/87-02 (OL) on 
870329.NRC views licensee practice of allowing operators to take home licensed op- 
erator requalification exams as serious mgt deficiency. 

WENZINGER,E.C. Region 1, Office of Director. 87/06/10. DIETER.G.E. Maryland 
Univ. of, College Park, MD. 2pp. 41373:004-41373:022. 


“8706170305 Requalification Evaluation Rept 50-166/87-02 (OL) on 870329. Results:all 
five operators passed requalification written exam & facility administration of subj 
exam satisfactory. 

COE.D., KELLER.R., COLLINS.S.J. Region 1, Office of Director. 87/06/04. 17pp. 
41373:006-41373:022. 


DOCKET 50-170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


P. Operating license stage documents & correspondence 


8706170210 Informs of recent reorganization of NRC.A Adams designated as facility 
project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
CONKLIN.J.J. Armed Forces Radiobiological Research Institute, 3pp. 41383:001- 
41383:003. 


Q. Inspection reports, IE Bulletins & correspondence 


8706090146 Informs of recent realignment within Region I Div of Reactor Projects that 
affects responsibility for insp of research & test reactor facilities. Revised 10CFR50 & 
51 final rule re submitting written communication end. 

WENZINGER,E.C. Region 1, Office of Director. 87/05/27. IRVING.G. Navy,Dept.of. 
Philadelphia Naval Shipyard. IRVING.G. Armed Forces Radiobiological Research Insti- 
tute. 3pp. 41222:028-41222:063. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


H. General correspondence 


8705290151 Advises of 870623 meeting w/Harford County Board of Health to discuss 
current status of activities at plant & Mark I containment issue referred to in recipient 
870407 Itr.NRC will be able to respond to questions re actions at plant. 

STELLO.V. Office of the Executive Director for Operations. 87/05/26. RISACHER.B.A. 
Harford County.MD. 5pp. 41 1 1 5:21 9-41 1 1 5:223. 


“8706010184 Extends invitation for member of NRC to attend County Council of Har- 
ford County 870512 meeting.Residents of county applaud NRC actions in closing 
planLUrges NRC to ensure that all deficiencies in mgt corrected. 

RISACHER,B.A. Harford County.MD. 87/04/07. ZECH.LW. Commissioners. 1p. 
41115:223-41115:223. 


J. Insurance & Indemnity information 


8706120056 Forwards Endorsement 119 to NELIA Policy NF-140 & Endorsement 69 to 
MAELU Policy MF-67. 

BRADLEY.E.J. Philadelphia Electric Co. 87/06/01. DINITZ.I. NRC - No Detailed Affili- 
ation Given. 3pp. 41270:338-41270:340. 


P. Operating license stage documents & correspondence 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 


8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300839 Final response to FOIA request for documents re plant. Forwards App I 
documents.App H & 1 documents available in PDR.App I & J documents partially & 
completely withheld (ref FOIA Exemptions 5 & 6). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/24. MORIARTY.P. 
KYW-TV3, Philadelphia, PA. 5pp. 41515:230-41515:241. 


Q. inspection reports, IE Bulletins & correspondence 


8706240098 Final response to FOIA request for documents re plant feedwater line 
failure.Forwards App H documents.App G & H documents available in PDR.Document 
listed in App I completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D, Division of Rules & Records (Post 870413). 87/06/19. ZWELLING.J. 
Citizens Action for Safe Environment. 5pp. 41456:213-41456:293. 

“8706240190 Forwards info re PRA-based interactive sys called Plant Risk Status Info 
Mgt Sys (PRISIM) to assist NRC inspectors in planning insp activity. Extends invitation 
to discuss PRISlM w/util personnel.W/o end. 

MORRIS.B. Division of Reactor System Safety (860720-870413). 87/01/12. 
SOMMERS.D. Virginia Power (Virginia Electric & Power Co.). Ip. 41456:255- 


S. Reportable occurrences, LERs & related correspondence 


8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regional ofcs on events which occurred 
since 870512 meeting. Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 
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DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706300122 Forwards final EGG-NTA-7527, ‘Technical Evaluation Rept for Renewal of 
OL for Purdue Univ Reactor." 

OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6010. 87/05/27. CARRINGTON.M. Office of 
Nuclear Reactor Regulation, Director (Post 870411). ip. 41490:194-41490:261. 

-8706300132 “Technical Evaluation Rept for Renewal of OL for Purdue Univ Reactor," 
final informal rept. 

CARPENTER.W.R., COOPER,C.H. EG&G Idaho, Inc. (subs, of EG&G. Inc.). 
CARPENTER, W.R. Idaho National Engineering Laboratory. FIN D-6010. EGG-NTA- 
7527. 87/05/31. NRC - No Detailed Affiliation Given. 67pp. 41490:195-41490:261. 

8706170067 Informs of recent reorganization of NRR.Ofc now Standardization & Non- 
Power Reactor Project Directorate, under Div of Reactor Projects 111,1V, V & Special 
Projects, NRR. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
STANSBERRY, E.R. Purdue Univ., West Lafayette, IN. 3pp. 41382:307-41382:309. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-183 YALLECITOS EXPERIMENTAL SUPERHEAT REACTOR 


P. Operating license stage documents & correspondence 

8706180282 Informs of recent reorganization of NRR.T Michaels assigned as project 
manager for facilities. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
DARMITZEUR.W. General Electric Co. 4pp. 41394:001-41394:004. 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


P. Operating license stage documents & correspondence 

8706100117 Informs of realignment within Div of Reactor Projects affecting responsibil- 
ity for insp of research & test reactor facilities.Chart indicating responsibilities & 
10CFR50 & 51 final rule re written communications from licensees end. 
WENZINGER.E.C. Region 1. Office of Director. 87/05/27, CARTER, R.S. Commerce. 
Dept, of. National Bureau of Standards. 3pp. 41242:222-41242:257. 

8706180026 Informs of recent NRR reorganization. Designates T Michaels as facility 
project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
CARTER.R.S. Commerce, Dept, of, National Bureau of Standards. 3pp. 68915:119- 
68915:121. 

8706300895 Application for amend to License TR-5,revising Tech Specs to reflect addi- 
tion of neutron guide hall adjacent to reactor bldg for conducting cold neutron re- 
search. 

CARTER.S. Commerce, Dept, of. National Bureau of Standards. 87/06/22. Office of 
Nuclear Reactor Regulation, Director (Post 870411), ip. 41501:271-41501:282. 

-8706300898 Proposed Tech Spec Section 1.3(2),reflecting addition of neutron guide 
hall adjacent to reactor bldg for conducting cold neutron research.Facility description 
& safety analysis end. 

* Commerce, Dept, of. National Bureau of Standards. 87/06/22. 11pp. 41501:272- 
41501:282. 


DOCKET 50-185 PLUM BROOK REACTOR - MOCK-UP 


P. Operating license stage documents & correspondence 

8706170013 Informs of name change due to reorganization of NRR & assignment of A 
Adams as project manager. 

BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
RICHLEY,E.A, National Aeronautics & Space Admin, 3pp. 41381:250-41381:252. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


Q. Inspection reports, IE Bulletins & correspondence 

8706240148 Ack receipt of check for payment of civil penalty imposed by NRC in 
870522 Itr.Corrective actions described in 870213 Itr will be examined during future 
insps. 

LIEBERMAN.J. Assistant General Counsel for Enforcement. 87/06/22. 
BRUGGER,R.M. Missouri, Univ. of, Columbia, MO. 2pp. 41449:314-41449:315. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHUC.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-188 KANSAS STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8706010116 Advises that effective on 870527,JL Daniels appointed reactor supervisor 
for Univ of Kansas TRIGA MK-II nuclear reactor facility.Daniels replaces J Higgin- 
botham. 

FAW.R.E. Kansas State Univ., Manhattan, KS. 87/05/21. Region 4, Office of Director. 
Ip. 41123:300-41123:300. 

8706190052 Informs of recent reorganization of NRR.T Michaels designated as facility 
project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
FAW,R.E. Kansas State Univ., Manhattan, KS. 3pp. 41407:078-41407:080. 


DOCKET 50-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC 


P. Operating license stage documents & correspondence 

8706110318 Informs of recent realignment within Region 1 Div of Reactor Projects & is- 
suance of final rule, “Communications Procedures Amends. 10CFR50." Rule changes 
way licensees submit written communication.W/rule & Region I chart. 
WENZINGER.E.C. Region 1, Office of Director. 87/05/27. DIMEGLIO.A.F. Rhode 
Island. State of. 3pp. 41268:204-41268:239. 

8706090354 Application for amend to License R-95, replacing existing Tech Spec Pages 
1 & 2 w/enclosed pages to allow for clarification, designation changes & exclusion 
area const. 

DIMEGLIO,A.F. Rhode Island, State of. 87/06/02. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 2pp. 41230:022-41230:025. 

-8706100100 Proposed Tech Specs.revising Pages 1 & 2 re new const on portion of 
Narragansett Bay Campus of Univ of Rhode Island. 

* Rhode Island. State of. 87/06/02. 2pp. 41230:024-41230:025. 

8706180344 Informs of ofc name change to Standardization & Non-Power Reactor 
Project Directorate due to recent NRR reorganization & assignment of T Michaels as 
project officer. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11, 
DEMEGLIO.A.F. Rhode Island, State of. 3pp. 41392:251-41392:253. 


V. Operator Examinations 

8706100469 Forwards revised Form 398, “Personal Qualifications Statement - Licens- 
ee.” Revised form requires new applicants to complete each category completely in- 
cluding all educ, training & experience received up to date of application. 

COLLINS, S.J. Region 1, Office of Director. 87/06/04. DIMEGLIO.A.F. Rhode Island, 
State of. 17pp. 41239:179-41239:195. 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8706110448 Informs of recent realignment within NRC Region I.Div of Reactor Projects 
that affects responsibility for insp of research & test reactor facilities.Div organization 
chart & 10CFR50 & 51 re communications procedures amends end. 
WENZINGER.E.C. Region 1, Office of Director. 87/05/27. BERLIN.R.E. Manhattan 
College, Riverdale, NY. 3pp. 41267:269-41267:304. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706040019 Revised emergency plan implementing procedures, including Temporary 
Change Notice 1-2 to Procedure S0123-VIII-0-201, “Surveillance Requirements-Emer- 
gency Response Facilities & Equipment." W/870528 Itr. 

ZINTL,W.G. Southern California Edison Co. 87/05/28. 95pp. 41171:052-41171:146. 

8706100281 Fonwards addenda to physical security plan.Temporary changes presented 
in Addenda 10-1 A & 10-1B implemented on 870511 & reported to Region V on 
870511. Addenda withheld (ref 10CFR73.21). 

MORGAN, H.E, Southern California Edison Co. 87/05/29. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 41240:067-41240:067. 

8706120265 Forwards Rev 15 to physical security plan for review per 
10CFR50.54(p), incorporating textual changes.Plan withheld (ref 10CFR73.21). 
MORGAN.H.E. Southern California Edison Co. 87/05/29. Document Control Branch 
(Document Control Desk). Ip. 41279:139-41279:139. 


P. Operating license stage documents & correspondence 

8706260154 Forwards final EGG-NTA-7396, "Conformance to Generic Ltr 83-28, Item 
2.2.1 "Equipment Classification for All Other Safety-Related Components:San Onofre 
1," informal rept. Plant conforms to generic Itr on item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Ir.c.). R03FR*S.R.\V Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARR!NG’'CN,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41481:031-41481:049. 

“8706260161 Final “Conformance to Generic Ltr 83-28,ltem 2,2.1-- Equipment Classifi- 
cation for All Other Safety-Related Components:San Onofre 1,” informal rept. 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.), UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7396, 87/04/30, NRC - No Detailed Affiliation 
Given. 18pp. 41481:032-41481:049. 
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8706260306 Forwards EGG-NTA-7642, “Conformance to Item 2.1 (Part 2) of Generic 
Ltr 83-28, Reactor Trip Sys Vendor lnterface:Point Beach Units 1 & 2 & San 
Onofre.Unit 1," final informal rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-60O2. 87/05/06. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). 1p. 41482:275-41482:291. 

~8706260324 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor interface.Point Beach Units 1 & 2 & San Onofre Unit 1," informal rept. 
FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7642. 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41482:276-41482:291. 

8706010432 Forwards Amend 99 to License DPR-13 & safe^ evaluation. Amend re- 
vises list of containment isolation valves in Tech Specs & limiting operational condi- 
tions & related action statements applicable to valves. 

DUDLEY.R.F. Project Directorate V. 87/05/18. BASKIN, K.P. Southern California 
Edison Co. 3pp. 41142:240-41142:257. 

-8706010437 Amend 99 to License DPR-13, revising list of containment isolation valves 
in Tech Specs & limiting conditions for operation & related action statements applica- 
ble to valves. 

KNIGHTON, G.W. Project Directorate V. 87/05/18. 6pp. 41142:244-41142:249. 

-8706010441 Safety evaluation supporting Amend 99 to License DPR-13. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/18. 9pp. 
41142:250-41142:257. 

8706010192 Confirms 870518 telcon re util intention to require that facility containment 
be maintained in higher level of closure than required by Tech Specs.Principal ele- 
ments of containment closure & negative consequences listed. 

RAY,H.B. Southern CJalifornia Edison Co. 87/05/19. MARTIN, J.B. Region 5. Office of 
Director. 4pp. 41 1 1 9:263-41 1 1 9:266. 

8706030447 Confirms mgt meeting scheduled for 870528 w/util at plant site,per telcon 
between W Zintl & P Johnson.Meeting agenda end. 

KIRSCH.D.F. Region 5, Office of Director. 87/05/22. RAY,H.B. Southern California 
Edison Co. Ip. 41169:358-41169:360. 


8706240094 Partial response to FOIA request for documents in three categories re drug 
or alcohol abuse at nuclear facilities. Forwards documents in Apps G & H. Documents 
in App H partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/19. HEATH,S.J. 
Washington Legal Foundation. 4pp. 41451:291-41451:328. 

-8706240103 Partially deleted memo re responses from util & Allied Nuclear,lnc to alle- 
gations of drug abuse.Allied Nuclear, Inc will not be contacted again re NRC 830325 
request for response.Util summary rept re Bechtel investigation end. 
FAULKENBERRY,B. Region 5, Office of Director. 83/05/03. COBB,L.I. Region 5, 
Office of Director. 22pp. 41451:296-41451:320. 

-8706240119 Partially deleted memo re anonymous allegations concerning controlled 
substance activities at plant.Telcon between A Chaffe & T D’Angelo on 840820 re 
anonymous allegations & 840821 conference call w/MD Schuster discussed. 
MCQUEEN, A.D. Region 5, Office of Director. 84/08/22. Region 5, Office of Director. 
2pp. 41451:321-41451:322. 

-8706240136 Partially deleted summary of 870822 meeting at Region V ofc re Allega- 
tion RV-84-0092 concerning alcohol & drug abuse at plant.Members of panel 
listed.Action plan developed to deal w/allegations encl.W/o end. 

MCQUEEN, A.D. Region 5, Office of Director. 84/08/24. Region 5, Office of Director, 
4pp. 41451:323-41451:326. 

-8706240248 Partially deleted ltr re recipient meeting w/NRC resident inspector con- 
cerning drug abuse at plantUnderstands that any addi info will be provided to NRC or 
FBI. 

SCARANO,R.A. Region 5, Office of Director. 84/09/20. Affiliation Not Assigned. Ip. 
41451:328-41451:328. 

8706250395 Requests remittance of fee for NRR review of 870325 proposed alterna- 
tives to reduce crankshaft transient torsional stresses on plant standby diesel genera- 
tors. 

DIGGS,R.M. License Fee Management Branch. 87/06/22. MEDFORD, M.O. Southern 
California Edison Co. 2pp. 41462:184-41462:185. 


Q. Inspection reports, IE Bulletins & correspondence 


-8706030491 Notification of significant mgt meeting on 870528 w/util at site. 

* Region 5, Office of Director. 87/05/22. Region 5, Office of Director. 2pp. 
41169:359-41169:360. 

8706030480 Forwards “Supplemental Info Rept of Reg Guide 1.97 Compliance at San 
Onofre Unit 1 responding to deviations noted in technical evaluation rept. 

MEDFORD, M.O. Southern California Edison Co. 87/05/29. Document Control Branch 
(Document Control Desk). 89pp. 41168:269-41168:357. 

-8706040016 “Supplemental Info Rept of Reg Guide 1.97 Compliance at San Onofre 
Unit 1 

* Southern California Edison Co. 87/05/31. 88pp. 41168:270-41168:357. 

8706050017 Partial response to FOIA request. Forwards App D documents. App C & D 
documents also available in PDR. 

GR1MSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEUM.S. 
Bishop, Cook, Purcell & Reynolds. 4pp, 41203:222-41203:226. 

-8608110079 “Conformance to Generic Ltr 83-28,ltem 2.1 (Part 1) Equipment Classifi- 
cation (Reactor Trip Sys Components) Robinson 2,Salem 1 & 2, San Onofre 1 & Sea- 
brook 1 & 2.” 

HAROLDSEN,R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA- 
7236. 86/05/31. NRC - No Detailed Affiliation Given. 12pp. 41204:179-41204:190. 

8706110192 Responds to open item re lack of undervoltage trip response time testing & 
performance of trending analysis of resulting data,per Generic Ltr 83-28.Response 
time testing of breakers results in unnecessaiy cycling of breakers. 

MEDFORD,M,0. Southern California Edison Co. 87/06/03. Document Control Branch 
(Document Control Desk). 3pp. 41267:015-41267:017. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411), 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150192 Advises that changes addressed in Change Notices 22 & 23 in Amend 9 to 
SCE-1-A, "QA Program” acceptable, 

KIRSCH.D.F. Region 5, Office of Director. 87/06/05. BASKIN,K.P. Southern California 
Edison Co. Ip. 41291:325-41291:325. 


8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

L1EBERMAN,J. Qffice of Enforcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1, Qffice of Director. GRACE, J. Region 2, Qffice of Director. DAVIS,A. Region 3, 
Office of Director. 4pp. 4111 9:272-41 1 1 9:275. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27, 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706160373 Forwards Insp Repts 50-206/87-11,50-361/87-10 & 50-362/87-11 on 
870427-29.No violations noted. 

WENSLAWSKI,F.A. Region 5, Qffice of Director. 87/05/28. BASKIN,K.P. Southern 
California Edison Co. 2pp. 41317:050-41317:059. 

-8706160377 Insp Repts 50-206/87-11,50-361/87-10 & 50-362/87-11 on 870427- 
29.No violations or deviations noted.Major areas inspected:corporate document mgt 
program & info contained in licensee 870330 ltr re Tech Spec 6.8. 1.e. 

GOOD,G.M., FISH,R.F. Region 5, Office of Director. 87/05/29. 8pp. 41317:052- 
41317:059. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706150167 Forwards hsp Repts 50-206/87-02,50-361/87-03 & 50-362/87-04 on 
870202-13 & 0302-06.Findings re procurement of circuit breaker & use of unqualified 
butt splice connectors will be classified as potential enforcement findings, 
CRUTCHFIELD,D. Division of Reactor Projects - III,1V,V & Special Projects (Post 
870411). 87/06/08. BASKIN,K.P. Southern California Edison Co. 6pp. 41304:287- 
41304:310. 

-8706150176 Insp Repts 50-206/87-02,50-361/87-03 & 50-362/87-04 on 870202-13 & 
0302-06.Potential enforcement findings noted: acquisition of commercial grade circuit 
breaker installed in safety-related Class 1 E application. 

BAKER, E.T., JACQBSON,J.B., MCINTYRE,R.P. Division of Reactor Inspection & Safe- 
guards (Post 870411). 87/05/14. 16pp. 41304:293-41304:310. 


8706190001 Fonvards fee for 820303 (Class III) & 830705 (Class II) 

applications.Rela1ed info end. 

DAVIDSQN,W.L Southern California Edison Co. 87/06/05. DIGGS, R.M. License Fee 
Management Branch. 2pp. 41394:294-41394:295. 


8706100470 NRC Info Notice 87-027, “Iranian Qfficial Implies Vague Threat to US Re- 
sources," Svc list end. 

RQSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706160543 Requests NRC approval of Rev 1 to Bechtel Rept BN-TOP-1, “Testing Cri- 
teria for Integrated Leakage Rate Testing of Primary Containment Structures for Nu- 
clear Power Plants.” for use as basis for short duration Type A test. 

MEDFORD, M.Q. Southern California Edison Co. 87/06/09. Document Control Branch 
(Document Control Desk). Ip. 41336:241-41336:242. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc, 120pp. 
41289:217-41289:340. 


8706170375 Forwards 20th edition of description of progress on selected regulatory 
projects ongoing.Need to continue repts unnecessary. 

MEDFORD, M.O. Southern California Edison Co. 87/06/11. Document Control Branch 
(Document Control Desk). 2pp. 41369:051-41369:052. 

Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic Citv 
Electric Co. 48pp. 41392:073-41392:120. ^ 


87M230486 Generic Ltr 87-11 to all operating iicensees,CP holders & applicants for 
arbitrary intermediate pipe rupture requirements. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

RQSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 


8706180008 Forwards Insp Repts 50-206/87-02,50-361/87-03 & 50-362/87-04 on 
870202-13 & 0302-06.TWO potential enforcements findings noted.Followup & resolu- 
tion of findings requested.W/o ends. 

PARTLOW,J.G. Division of Reactor Inspection & Safeguards (Post 870411). 87/06/ 
11. KIRSCH.D.F. Region 5, Qffice of Director. 3pp. 41393:194-41393:196. 


Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 
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8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706220318 Monthly operating rept for May 1987.W/870615 Itr. 

SIACOR,E.R., MORGAN, H.E. Southern California Edison Co. 87/05/31. 6pp. 
41411:079-41411:084. 

8706110051 NPDES monitoring rept for Apr 1987. Low vol waste high in average grease 
& oil.Maint of sys performed. Mesa sewage effluent low in average pH due to low 
flows.Chemical adjustment of pH performed. 

MORGAN, H.E. Southern California Edison Co. 87/06/03. Document Control Branch 
(Document Control Desk). 2pp. 41267:139-41267:140. 


S. Reportable occurrences, LERs & related correspondence 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706050208 LER 87-005-00 on 870324, Nuclear Instrumentation Sys Power Channel 
1207 declared inoperable due to low output resulting in entry into Limiting Condition 
for Operation 3.0.3.Caused by inadequate procedure.Procedure revised.W/870529 Itr. 
MORGAN, H.E. Southern California Edison Co. 87/05/29. 4pp. 41192:185-41192:188. 

8706110265 Forwards LERs 86-015-00,86-016-00 & 86-017-00. 

MORGAN, H.E. Southern California Edison Co. 87/06/03. Document Control Branch 
(Document Control Desk). Ip. 41268:185-41268:188. 

“8706110269 LER 86-01 5-00:on 86021 9, diesel generator 2 inadvertently started when 
inner compartment door of 4-kV bus breaker cubicle opened.Caused by personnel 
error. Personnel counseled. 

MORGAN, H.E. Southern California Edison Co. 87/06/03. Ip. 41268:186-41268:186. 

“8706110278 LER 86-01 6-00:on 86051 5, diesel generator 1 automatically started during 
realignment of generator from locked to standby position.Cause not stated.Circuit re- 
stored. Operability testing satisfactorily completed. 

MORGAN,H.E. Southern California Edison Co. 87/06/03. Ip. 41268:187-41268:187. 

“8706110282 LER 86-01 7-00:on 8611 13, actuation of reactor protection sys occurred 
while in shutdown mode.Caused by personnel error. Personnel counseled. 

MORGAN, H.E. Southern California Edison Co. 87/06/03. Ip. 41268:188-41268:188. 

8706190010 LER 87-006-00:on 870513,during insp of environ qualified butt spliced con- 
nections per IE Info Notice 86-1 04, one level switch found missing Raychem heat 
shrink sleeving.Caused by requirement being deleted during drawing rev.W/870612 Itr. 
MORGAN,H,E. Southern California Edison Co. 87/06/12. 4pp. 41405:148-41405:151. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1978, insulated lugs used on all equipment. 

DOUGHERTY, J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 

8706290003 RO:8 h emergency rqhtirg units inoperable for greater than 60 days follow- 
ing failures in Nov 1986 & Feo iPB/'.CauMod by loose terminal due to failed solder 
connection & failed printed circuit board.Terminal resoldered. 

MORGAN, H.E. Southern California Edison Co. 87/06/22. Document Control Branch 
(Document Control Desk). 2pp. 41486:360-41486:361. 
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F. Security, medical, emergency & fire protection plans 

8706090043 Revised corporate organization for nuclear incidents procedure 
mar.iial.indud'ng Rev 41 to table of contents, Rev 13 to CONI-1.01, “Preparation Issu- 
ance A Confrci.. ’’ & Rev 8 to CONI-9.01, "Notification of ...." W/870529 Itr. 
MROCZKA,E.J. Northeast Utilities. MROCZKA.E.J. Northeast Nuclear Energy Co. 
(subs, of Northeast Utilities). MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 
87/05/29. 35pp. 41220:260-41220:295. 

8706090372 Ack receipt of end NRC invoices for costs incurred in review of util submit- 
tals for plants.Fee will be sent to J Rodriquez, per 10CFR50,55 & 170. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 15pp. 41229:220-41229:234. 

8706080264 Forwards temporary change to physical security plan, reflecting temporary 
mod to protected area boundary.Change withheld (ref 10CFR73.21 & 2.790). 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/06/01. Document Control 
Branch (Document Control Desk). Ip. 41217:343-41217:343, 

8706100450 Forwards summa^ of results & insights gained from fire PRA & planned 
actions to reduce the probabilistic risk due to fires. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/06/01. Document Control 
Branch (Document Control Desk). 9pp. 41239:196-41239:204. 

8706160413 Revised emergency plan implementing procedures, including Rev 7 to EPIP 
1.5-3, “Notification of Unusual Event,” Rev 6 to EPIP 1.5-14, “Evacuation & Assem- 
bly" & Rev 7 to EPIP 1.5-32, “Particulate Iodine-Noble Gas Monitor." W/870605 Itr. 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/06/05. 53pp. 41335:166- 
41335:218. 

8706120128 Forwards corrected “Final Exercise Assessment...,” for 860425 exercise of 
offsite radiological emergency preparedness plans & corrected "Remedial Exercise 
Rept," for 860528 remedial exercise. 

BELLAMY, R.R. Region 1, Office of Director. 87/06/08. MROCZKA,E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41271:253-41272:029. 


“8706120155 Corrected "Final Exercise Assessment,Joint State & Local Radiological 
Emergency Response Exercise for Connecticut Yankee Atomic Power Co,Haddam 
Neck Plant,” on 860425. 

* Federal Emergency Management Agency. 87/02/19. 128pp. 41271:255-41272:022. 

“8706120160 Corrected "Rept on Remedial Exercise for Haddam Neck Plant," on 
860528. 

* Federal Emergency Management Agency. 87/02/19. 7pp. 41272:023-41272:029. 

8706170410 Responds to 850520 Itr re unresolved item identified in Insp Rept 50-213/ 
85-08.New plant process computer will be installed during upcoming refueling 
outage.Offsite info sys will be supplied w/ meteorological data. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/09. Document Control 
Branch (Document Control Desk). 2pp. 41384:340-41384:341. 

8706160441 Forwards SALP Rept 50-213/86-99 for Mar 1986 - Mar 1987. Plant oper- 
ations received Category 2 rating & fire protection rated as Category 3.0verall per- 
formance declined since last root. Meeting scheduled to discuss assessments. 
RUSSELUW.T. Region 1, Office of Director. 07.'C6/'0. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41335:285-41335:351. 

“8706160451 SALP Rept 50-213/86-99 for Mar 1986 - Mar 1987. 

* Region 1, Office of Director. 87/05/14. 65pp. 41335:287-41335:351. 

8706260172 Fonvards Insp Rept 50-213/87-12 on 870506-0609.No violations identified. 
WENZINGER.E.C, Region 1, Office of Director. 87/06/18. MROCZKA.E.J. Connecti- 
cut Yankee Atomic Power Co. 2pp. 41479:167-41479:181. 

“8706260189 Insp Rept 50-213/87-12 on 870506-0609.No violations noted. Major 
areas Inspected.'plant operations.radiation protection, fire protection & 
security.Unresolved item open re effect on safety limits. 

MCCABE, E.C. Region 1, Office of Director. 87/06/17. 13pp. 41479:169-41479:181. 

8706260377 Forwards Safety Insp Rept 50-213/87-13 on 870526-27.No violation ob- 
served. 

MARTIN,T.T. Region 1, Office of Director. 87/06/18. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41479:010-41479:019. 

“8706260385 Emergency Preparedness Insp Rept 50-213/87-13 on 870526-27. No vio- 
lation noted.Major areas inspected:licensee annual emergency exercise performed on 
870526.Emergency response actions adequate to provide protective measures. 
THOMAS, W.. LAZARUS.W.J. Region 1, Office of Director. 87/06/17. 8pp. 41479:012- 
41479:019. 


J. Insurance & indemnity information 


8706110237 Fonwards Endorsements 101 & 88 to NELIA Policy NF-151 & MAELU 
Policy MF-39,respectively. 

0‘CONNOR,D.J. Marsh & McLennan, Inc. 87/06/02. DINITZ,!. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 41259:356-41259:358. 


P. Operating license stage documents & correspondence 


8706080010 Forwards “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface 
Programs for All Other Safety-Related Components,Haddam Neck & Millstone 1,2 & 
3," final rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/03/26. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 1p. 41211:119-41211:135. 

“8706080022 "Conformance to Generic Ltr 83-28,ltem 2.2.2 - Vendor Interface Pro- 
grams For All Other Safety-Related Components, Haddam Neck & Millstone 1 ,2 &3," 
informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7584 ERR. 87/03/31. NRC - No Detailed Affili- 
ation Given. 16pp. 41211:120-41211:135. 

8706090030 Forwards EGG-NTA-7614, “Conformance to Item 2.1 (Part 2) of Generic 
Ltr 83-28, Reactor Trip Sys Vendor lnterface:Cook-1 & -2, Haddam Neck,” final informal 
rept-Facilities conform to generic Itr. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/27. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 1p. 41232:153-41232:167. 

“8706090035 "Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor lnterface,Cook-1 & -2,Haddam Neck," final informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7614 ERR. 87/03/31. NRC - No De- 
tailed Affiliation Given. 14pp. 41232:154-41232:167. 

8706010410 Forwards draft addendum to SAlC-87/3004, “Review of Risk- Based Eval- 
uation of ISAP Issues for Connecticut Yankee...," re review of facility probabilistic 
safety study.Rept should be finalized by mid-June. 

THOMAS.C.O. Integrated Safety Assessment Project Directorate. 87/05/27. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 
41142:171-41142:239. 


“8706010433 Draft addendum to “Review of Risk-Based Evaluation of ISAP Issues for 
Connecticut Yankee (Haddam Neck) Plant (AddI Issues)." 

ATEFI.B., GALLAGHER, D.F., LE,P.T. Science Applications International Corp. (former- 
ly Science Applications, Inc.). NRC-03-82-096. SAIC-87/3004 ADD DRF. 87/04/22. 
NRC - No Detailed Affiliation Given. 67pp. 41142:173-41142:239. 

8706090372 Ack receipt of end NRC invoices for costs incurred in review of util submit- 
tals for plants.Fee will be sent to J Rodriquez, per 10CFR50,55 & 170. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 87/ 
05/29. Document Control Branch (Document Control Desk). 15pp. 41229:220- 
41229:234. 
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8706080217 Application for amend to License DPR-61 .changing Tech Specs to support 
Cycle 15 operation & to reflect upgraded methods for analysis of non-LOCA 
events. Fee paid. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co, 87/06/01. Document Control 
Branch (Document Control Desk). 21pp. 41215:260-41216:068. 

-8706080226 Proposed Tech Specs supporting Cycle 15 operation & reflecting upgrad- 
ed methods for analysis of non-LOCA events. 

* Connecticut Yankee Atomic Power Co. 87/06/01, 108pp. 41215:281-41216:028. 

-8706080230 “Technical Rept Supporting Cycle 15 Operation.” 

* Connecticut Yankee Atomic Power Co. NUSCO-155, 87/06/30. 40pp. 41216:029- 
41216:068. 

8706080293 Application for amend to License DPR-61, revising Tech Specs 3.19 & 4.13 
re snubber testing & surveillance.Fee paid. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/06/01. Document Control 
Branch (Document Control Desk). 5pp. 41217:280-41217:290. 

-8706080299 Proposed Tech Specs 3.19 & 4.13 re snubber testing & surveillance, 
MROCZKA.E.J, Connecticut Yankee Atomic Power Co. 87/06/01. 6pp. 41217:285- 
41217:290. 

8706090218 Application for amend to License DPR-61, revising Tech Specs to incorpo- 
rate guarantee that motor-operated valves installed d:!ri''c ■'9.87 refueling outage 
remain in position in order not to cause adverse effects to ECfCS.f-ee pale 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/01. Document Control 
Branch (Document Control Desk). 7pp. 41225:033-41225:047. 

“8706090224 Proposed Tech Specs.incorporating guarantee that new motor-operated 
valves scheduled for installation during 1987 refueling outage remain in respective 
positions, causing no adverse effects to ECCS. 

* Connecticut Yankee Atomic Power Co. 87/06/01. 8pp. 41225:040-41225:047. 

8706090245 Application for amend to License DPR-61 .revising Tech Specs re RCS low- 
temp overpressurization protection sys set point. Change will revise heat-up curve for 
22 EFPYS.Fee paid. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/01. Document Control 
Branch (Document Control Desk). 4pp. 41223:096-41223:106. 

-8706090252 Proposed Tech Specs, revising RCS low-temp overpressurization protec- 
tion sys set point heat-up cunre to 22 EFPYs to provide larger interval over which sys 
must be put in operation. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/01. 7pp. 41223:100- 
41223:106. 

8706090346 Application for amend to License DPR-61, revising Tech Specs Section 
4.10.D.1 to incorporate long-term acceptance criteria for steam generator tubes w/de- 
fects in rolled redon.Fee paid. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/06/01. Document Control 
Branch (Document Control Desk). 5pp. 41234:122-41234:184. 

“8706090353 Proposed Tech Specs.incorporating long-term acceptance criteria for 
steam generator tubes w/defects in rolled region. 

* Connecticut Yankee Atomic Power Co. 87/06/01. 58pp. 41234:127-41234:184. 

8706090390 Forwards Rev 2 to environ qualification electrical equipment master 
listChanges made based on equipment replacement & clarification of equipment/ 
component certification data. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/01. Document Control 
Branch (Document Control Desk), 46pp. 41223:327-41224:012. 

8706090405 Forwards response to 870427 request for addi info re NULAP5. Lack of 
water slug formation due to HPI would be independent of nodalization in sys represen- 
tation. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 42pp. 41234:309-41234:350. 

8706090039 Generic Ltr 87-09 to ail LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706180198 Forwards “Rev 10 to QA Program Topical Rept,” for review & 
approval.Fee paid. 

MROCZKA,E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/06/04, Document Control Branch (Document 
Control Desk). 5pp, 41396:163-41396:301. 

-8706180209 “Rev 10 to QA Program Topical Rept." 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). 87/06/30. 100pp. 
41396:168-41396:301. 

8706120264 Forwards addI info re piping stress analysis for ECCS mods, per NRC 
870520 & 0604 requests.Results of analysis indicate that piping stress levels for 
deadweight, thermal & seismic loading conditions within allowable limits & acceptable. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/09. Document Control 
Branch (Document Control Desk). 5pp. 41279:215-41279:219. 

8706150134 Notifies of 870616,17,18 & 19 meetings w/utils in Waterford & Berlin.CT to 
discuss licensee comments on draft Millstone 1 FSAR & proposed integrated 
schedule.Attendee list end. 

BOYLE, M.L, AKSTULEWIC2,F. Integrated Safety Assessment Project Directorate. 
87/06/09. Integrated Safety Assessment Project Directorate. 6pp. 41304:270- 
41304:275. 

8706170133 Clarifies 861231 application to amend License DPR-61, revising Tech 
Specs re significance of value represented as three loop power level, per NRC re- 
quest. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/06/09. Document Control 
Branch (Document Control Desk). 2pp. 41370:238-41370:239. 

8706170298 Proposes rev to Bases Sedfion 2,4. "Max Safety Settings - Protective In- 
strumentation." Rev increases PORV setpoint above high pressure trip setpoint. 
MRCX3ZKA,E.J, Connecticut Yankee Atomic Power Co. 87/06/09. Document Control 
Branch (Documerrt Control Desk). 4pp. 41373:023-41373:026. 


8706180052 Withdraws 860312 request for exemption from 10CFR50,App J, Section 
III.A.4.(a) to allow continued integrated leak rate testing (ILRT) at reduced pressure of 
15 psig.lLRT will be conducted at test pressure of 40 psig. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). Ip. 41391:095-41391:095. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706250115 Forwards response to Generic Ltr 87-06 re periodic verification of leak tight 
integrity of pressure isolation valves (PIVs).Testing program & design features for PIVs 
ensures that RCS boundary at plants protected. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 87/06/17. Document Control Branch (Document Control Desk). 11pp. 
41475:268-41475:278. 

8706230313 Partial response to FOIA request for documents. Forwards App B 
documents.including sign in sheet for 860925 meeting on engineering expertise on 
shift.App A & B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/18. 

STENGER.D.F. Bishop. Cook. Purcell & Reynolds. 3pp. 41435:339-41436:180. 

-8706230326 Handwritten summary of 860925 meeting w/util re engineering expertise 
on shift. Viewgraphs end. 

* NRC - No Detailed Affiliation Given. 86/09/25. NRC - No Detailed Affiliation Given. 
41pp. 41435:342-41436:022. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260326 Notification of 870630 meeting w/util in Bethesda.MD to discuss licensing 
issues re Cycle 15 reload license amend. 

AKSTULEWICZ.F. Integrated Safety Assessment Project Directorate. 87/06/23. 
THOMAS, C.O. Integrated Safety Assessment Project Directorate. 2pp. 41480:243- 
41480:245. 

8706300868 Forwards Addendum 1 to NUSCO-152, “Physics Methodology for PWR 
Reload Design," summarizing comparison of at-power measurements to predictions 
for Cycle 14.Requests review & approval by 870720 to support Cycle 15 operations. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/23. Document Control 
Branch (Document Control Desk). Ip. 41514:246-41514:264. 

-8706300878 Addendum 1 to “Physics Methodology for PWR Reload Design.” 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). NUSCO-152 ADD 01. 
87/06/15. 18pp. 41514:247-41514:264. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706100290 Advises that util incorporating 1983 ASME Code Section XI changes into 
insenrice insp program for upcoming 1987 refueling outages & remainder of second 
10-yr insp intervals. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 87/ 
06/01. Document Control Branch (Document Control Desk). 2pp. 41241:156- 
41241:157. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706170410 Responds to 850520 ltr re unresolved item identified in Insp Rept 50-213/ 
85-08.New plant process computer will be installed during upcoming refueling 
outage.Offsite info sys will be supplied w/ meteorological data. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/06/09. Document Control 
Branch (Document Control Desk). 2pp. 41384:340-41384:341. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706160441 Forwards SALP Rept 50-213/86-99 for Mar 1986 - Mar 1987. Plant oper- 
ations received Category 2 rating & fire protection rated as Category 3.0verall per- 
formance declined since last rept.Meeting scheduled to discuss assessments. 
RUSSELL, W.T. Region 1, Office of Director. 87/06/10. MROCZKA,E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41335:285-41335:351. 

-8706160451 SALP Rept 50-213/86-99 for Mar 1986 - Mar 1987. 

* Region 1, Office of Director. 87/05/14. 65pp. 41335:287-41335:351. 

8706180324 Informs NRC of actions taken to date re piping insp programs to detect 
erosion/corrosion wear.Work will begin w/1987 outage to devise effective pipe wall 
thickness measurement program to eliminate potential piping sys concerns, 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 87/06/10. Document Control Branch (Document Control Desk). 3pp. 41405:298- 
41405:300. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 
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8706050211 NRC Info Notice 87-025, ’‘Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706260044 Forwards Safety Insp Rept 50-213/87-14 on 870504-08.No violations or 
deviations noted.Corrective actions presented at enforcement conference on 860618 
& in util 860821 Itr appear to be adequate to prevent recurrence. 

MART1N,T.T. Region 1. Office of Director. 87/06/16. MROCZKA,E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41477:263-41477:276. 

“8706260053 Insp Rept 50-213/87-14 on 870504-08.No violations or deviations 
noted.Major areas inspected:solid radwaste processing & preparation, packaging & 
shipping program, including previously identified items & QA/QC. 

BICEHOUSE,H.J., PASCIAK,W. Region 1, Office of Director. 87/06/08. 12pp. 
41477:265-41477:276. 

8706260172 Forwards Insp Rept 50-213/87-12 on 870506-0609.No violations identified. 
WENZINGER,E.C. Region 1, Office of Director. 87/06/18. MROCZKA.E.J. Connecti- 
cut Yankee Atomic Power Co. 2pp. 41479:167-41479:181. 

“8706260189 Insp Rept 50-213/87-12 on 870506-0609.No violations noted. Major 
areas inspected:plant operations,radiation protection, fire protection & 
security. Unresolved item open re effect on safety limits. 

MCCABE,E.C. Region 1, Office of Director. 87/06/17. 13pp. 41479:169-41479:181. 

8706260377 Forwards Safety Insp Rept 50-213/87-13 on 870526-27. No violation ob- 
served. 

MART1N,T.T. Region 1. Office of Director. 87/06/18. MROCZKA,E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41479:010-41479:019. 

“8706260385 Emergency Preparedness Insp Rept 50-213/87-13 on 870526-27. No vio- 
lation noted.Major areas inspected:licensee annual emergency exercise performed on 
870526.Emergency response actions adequate to provide protective measures. 
THOMAS.W., LAZARUS, W.J. Region 1, Office of Director. 87/06/17. 8pp. 41479:012- 
41479:019. 

8706300955 Ack receipt of 870515 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-245/86-06, 50-336/86-06 & 50-21 3/86-04. Progress & estab- 
lished milestones for training program noted. .> 

MARTIN,T.T. Region 1, Office of Director. 87/06/18. MROCZKA,E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 41512:156-41512:161. 

8706300932 Forwards Safety Insp Rept 50-213/87-16 on 870521 -22. No violations 
noted, 

MART1N,T.T. Region 1, Office of Director. 87/06/19. MROCZKA,E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41514:201-41514:206. 

“8706300936 Insp Rept 50-213/87-16 on 870521 -22.No violations noted. Major areas 
inspected:licensee bioassay whole body counting program.Areas reviewed included 
results of whole body counting phantom analysis comparison, procedures & data. 
KOTTAN,J.J., PASCIAK,W.J. Region 1, Office of Director. 87/06/18. 4pp. 41514:203- 
41514:206. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York. Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706050179 Bimonthly Progress Rept 4, “New Switchgear Bldg Const." W/ 870529 Itr. 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/05/29. 11pp. 41192:167- 
41192:177. 

8706170220 Monthly operating rept for May 1987.W/870615 Itr. 

DEAN.C.B., MILLER, D.B. Connecticut Yankee Atomic Power Co. 87/05/31. 10pp. 
41385:218-41385:227. 


S. Reportable occurrences, LERs & related correspondence 

8706250308 PNO-l-87-056:on 870620, security guard found in possession of half- 
smoked marijuana cigarette.Guard escorted offsite & & site access terminated.State 
of CN police notified. AddI drug screening of personnel under consideration. 
SWETLAND.P., MCCABE, E. Region 1, Office of Director. 87/06/22. Ip. 41474:055- 
41474:055. 


V. Operator Examinations 

8706250416 Responds to 861208 request for review of util revised licensed operator 
requalification program for facilities. Discrete programs submitted comply w/either App 
A to 10CFR50 or HR Denton 800328 Itr. 

STOLZ.J.F. Project Directorate 1-4. 87/06/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). MROCZKA,E.J. Connecticut Yankee Atomic 
Power Co. 3pp. 41467:205-41467:207. 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8706120065 Forwards proposal to resolve long standing security issue re 
10CFR73.55(c)(6) requirements for control room protection. Resolution of issue re pro- 
tected area intrusion detection sys on schedule.Encl withheld (ref 10CFR73.21). 
FASULO,R.P. General Public Utilities Corp. - GPU Service Corp. 87/05/29. Document 
Control Branch (Document Control Desk). 2pp. 41270:310-41270:311. 


8706090196 “GPU Nuclear Oyster Creek Nuclear Generating Station 1987 Annual Exer- 

* General Public Utilities Corp. - GPU Service Corp. 87/06/09. 672pp. 41235:105- 
41237:056. 


P. Operating license stage documents & correspondence 

8706080099 Forwards "Foliwup SEP Evaluation of Part of Remaining Open Items for 
Oyster Creek Nuclear Power Plant." Reported results indicate that licensee actions in 
response to open items will be acceptable if recommended actions taken. 
OBENCHAIN,C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN,C.F. Idaho 
National Engineering Laboratory, FIN A-6808. 87/03/12. CARRINGTON, M. Office of 
Nuclear Reactor Regulation, Director (851125-870411). 2pp. 41212:098-41212:172. 

-8706080106 "Followup SEP Evaluation of Part of Remaining Open Items for Oyster 
Creek Nuclear Power Plant," 

NITZELM.E. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN A-6808. 87/03/31. NRC - 
No Detailed Affiliation Given. 73pp. 41212:100-41212:172. 

8706260160 Forwards EGG-NTA-7617, "Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safety Related Components:Oyster Creek," 
final informal rept.Rept concludes licensee conforms to generic Itr on item. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001, 87/05/01. Office of Nuclear Reactor Reg- 
ulation. Director (Post 870411). Ip. 41481:050-41481:066. 

“8706260163 "Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface Pro- 
grams for All Other Safety Related Components: Oyster Creek," final informal rept. 
UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7617. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41481:051-41481:066. 

8706020131 Fonwards York College of Pennsylvania 870202 rept entitled, "Microbiologi- 
cal Analysis of Oyster Creek Corrosion Samples" & GE 870306 rept entitled, "Corro- 
sion Evaluation of Oyster Creek Drywell,” in anticipation of 870611 meeting. 
THORPE.J.R. General Public Utilities Corp. - GPU Service Corp. 87/05/29. Document 
Control Branch (Document Control Desk). 2pp. 41146:260-41147:010. 

“8706020135 “Microbiological Analysis of Oyster Creek Corrosion Samples." 
MATHUR,C.F. York College of Pennsylvania. York. PA. 87/02/02. 13pp. 41146:262- 
41146:274. 

“8706020140 Rev 1 to “Fuel & Plant Matls Technology.Corrosion Evaluation of Oyster 
Creek Drywell." 

GORDON.B.M., GORDON.G.M. General Electric Co. 87-178-003 R01. 87/03/06. 
96pp. 41146:275-41147:010. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706250185 Summary of 87061 1 meeting w/util in Bethesda.MD re drywell corrosion at 
plant & status of SEP.Attendance list & util agenda for proposed actions end. 
DROMERICK,A.W. Project Directorate 1-4, 87/06/18. Project Directorate 1-4. 63pp. 
41462:077-41462:139. 

8706260211 Responds to Generic Ltr 86-06 re testing requirements for pressure isola- 
tion valves in RCPB.Tech Specs & implementation of inservice testing program in con- 
junction w/leakage detection capabilities assures integrity of RCPB. 

FIEDLER, P.B. General Public Utilities Corp. - GPU Service Corp, 87/06/18. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp. 
41479:184-41479:186. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250330 Application for amend to License DPR-1 6, consisting of Tech Spec Change 
Request 146 re core spray sys testable check valves & terminology in 
10CFR50.73,Certificate of Svc & related info encl.Fee paid. 

CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 87/06/19. Document 
Control Branch (Document Control Desk). 10pp. 41473:292-41473:310, 

“8706250332 Proposed Tech Spec Change Request 146 re core spray sys testable 
check valves & terminology in 10CFR50.73. 

• General Public Utilities Corp. - GPU Service Corp. 87/06/19. 10pp. 41473:302- 
41473:310. 

8706250374 Notification of 870707 meeting w/util in Bethesda.MD to discuss methodol- 
ogy to develop new seismic floor response spectra for plant. 

DROMERICK,A.W. Project Directorate 1-4. 87/06/22. STOLZ.J.F. Project Directorate I- 
4. 3pp. 41467:226-41467:228. 


Q. Inspection reports, IE Bulletins & correspondence 


8706110436 Forwards Insp Rept 50-219/87-15 on 870504-08.No violations noted. 
JOHNSTON, W.V, Region 1, Office of Director. 87/05/22. FIEDLER.P.B. General 
Public Utilities Corp. - GPU Service Corp. 2pp. 41268:060-41268:066. 

“8706110446 Insp Rept 50-219/87-15 on 870504-08.No violations or deviations 
noted.Major areas inspected:procurement,receiving operations.storage & preventive 
maint in storage. 

W1NTERS,R.W.. EAPEN.P.K. Region 1, Office of Director. 87/05/20. 5pp. 41268:062- 
41268:066. 
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8706090234 Forwards Safety Insp Rept 50-219/87-12 on 870422-24 & 27. Violation 
noted.Util 851017 response to violations noted in NRC 850911 Itr acceptable. 

MARTIN, T.T. Region 1, Office of Director. 87/05/26. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 41225:014-41225:025. 

-8706090235 Notice of violation from insp on 870422-24 & 27. 

* Region 1. Office of Director. 87/05/26. 1p. 41225:016-41225:016. 

--8706090236 Insp Rept 50-219/87-12 on 870422-24 & 27.Violations noted: failure to 
provide solid radwaste w/iess than 1 % of vol as free-standing liquid. 

BICEHOUSE.H.J., PASCIAK.W.J. Region 1. Office of Director. 87/05/21. 9pp. 
41225:017-41225:025. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706150231 Responds to NRC 870501 Itr re violations noted in Insp Rept 50-219/87- 
08.Corrective actions:identified procedure will be issued prior to next scheduled sur- 
veillance. 

F1EDLER,P.B. General Public Utilities Corp. - GPU Service Corp. 87/06/01. 

COLLINS, S.J. Region 1, Office of Director. 3pp. 41290:305-41290:307. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706220035 Responds to NRC 870325 Itr re violations noted in Insp Rept 50-219/86- 
38.Corrective actions:Station Procedure 312 re containment integrity & atmospheric 
control revised. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/06/09. 

HEBDON,F.J. Region 1, Office of Director. 7pp. 41405:352-41405:357. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706300962 Forwards Safety Insp Rept 50-219/87-19 on 870521.22.27 & 28. No viola- 
tions observed. 

MARTIN.T.T, Region 1. Office of Director. 87/06/19. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 41512:144-41512:149. 

-8706300969 Safety Insp Rept 50-219/87-19 on 870521,22.27 & 28.No violations 
noted.Major areas inspected:gaseous & liquid radioactive effluents controls 
program, including mgt controls & audits & radiological effluent controls program. 
DAVIDSON.B.S., PASCIAK.W.J. Region 1, Office of Director. 87/06/18. 4pp. 
41512:146-41512:149. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300228 Ack receipt of 870514 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-21 9/87-07. 

JOHNSTON, W.V. Region 1, Office of Director. 87/06/22. FIEDLER.P.B. General 
Public Utilities Corp. - GPU Service Corp. Ip. 41494:280-41494:283. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706010115 LER 87-022-00:on 870424.plant shut down because of inoperable electro- 
matic relief valve position indicator. Caused by cable damage during installation phase 
due to marginal splice design.Failed splice replaced.W/870522 Itr. 

LEITMAN,L.W., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
05/22. 4pp. 41123:296-41123:299. 

8706030483 LER 87-01 9-00:on 870330, limiting safety sys setpoint for total recirculation 
flow exceeded Tech Specs.Caused by personnel error.Surveillance procedure revised 
to specify use of more accurate flowmeter. W/870527 Itr, 

MCGRANE,J.P., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
05/27. 6pp. 41169:053-41169:058. 

8706030495 LER 84-026-01 :on 841 1 07, discovered that since 771110, emergency svc 
water (ESW) pressure less than containment spray pressure.Caused by change in sys 
operation & decreased pump performance.New ESW instrumentation added.W/ 
870527 Itr. 

CZAYA,P.F., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/05/ 
27. 9pp. 41153:029-41153:037. 

8706050355 LER 87-021 -00:on 870424, during shutdown process for maint, two vacuum 
breakers blockecT open to assist containment deinerting torus, violating Tech Spec 
requirements.Caused by personnel error.Personnel retrained.W/870527 Itr. 
MCGRANE,J.P., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
05/27. 6pp. 41 1 92:053-41 1 92:058. 


8706090358 LER 87-023-00:on 870430.while performing surveillance testing of reactor 
protection motor generator sets.partial primary containment isolation occurred.Caused 
by procedural inadequacy. Procedures reviewed & revised. W/870529 Itr. 

BABECKA.R.J., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
05/29. 5pp. 41224:014-41224:018. 

8706160152 LER 87-026-00:on 870509, discovered that six temporary variations associ- 
ated w/plant sys did not receive adequate safety review prior to installation.Caused by 
inadequate safety reviews.Temporary variations revoked. W/870605 Itr. 

CERVENKA.P.F., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
06/05. 6pp. 41318:280-41318:285. 

8706160717 LER 87-024-00:on 870426,fire watch for nonfunctional fire barrier not 
posted.Caused by personnel error in failing to follow procedure.Fire watch posted & 
personnel counseled. W/870605 Itr. 

ZIMMERMANN.K.. FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 
87/06/05. 5pp. 41349:245-41349:249. 

8706220332 LER 87-025-00:on 870507,4 of 10 primary containment vent & purge 
valves found to have max opening stroke greater than 30 degrees.Caused by proce- 
dural inadequacy. Instructions will be written re new valve measuring method.W/ 
870612 Itr. 

MCGRANE.J.P., FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 87/ 
06/12. 5pp. 41412:203-41412:207. 


V. Operator Examinations 

8706090376 Forwards revised NRC Form 398 re licensee personal qualifications 
statemenLRev reflects changes to 10CFR55 effective 870526 & requires new appli- 
cants to complete each category completely. Form to be used beginning 870526. 
COLLINS.S.J. Region 1, Office of Director. 87/06/04. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 17pp. 41222:285-41222:301. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8706050096 Revised emergency procedures.including Rev 2 to EPMP-7 re siren sys 
false activation, Rev 8 to EPP-1 re radiation emergencies & Rev 7 to EPP-1 5 re health 
physics.W/870601 Itr. 

VOLZA,P., ROMAN.T.W., MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/01. 
345pp. 41193:177-41194:161. 

8706250061 Advises that 870424 Rev 2 to facility security & safeguards contingency 
plan consistent w/provisions of 10CFR50.54(p) & acceptable. 

MARTIN.T.T. Region 1, Office of Director. 87/06/17. BERATTA.J.P. Niagara Mohawk 
Power Corp. 3pp. 41474:181-41474:183. 

8706230266 Advises that util intends to relax requirements for min experience for fire- 
fighters & fire brigade leader.Internal training evaluations will be performed to deter- 
mine individual capability to be fire brigade member. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/19. Document Control Branch 
(Document Control Desk). Ip. 41430:072-41430:072. 

8706300845 Requests util cost estimate for labor & matl to permanently establish three 
pair of shielded twin lead circuits from any convenient place in NRC room in emergen- 
cy operations facility for contingency telecommunications. 

MARTIN.T.T. Region 1, Office of Director. 87/06/22. MANGAN.C.V. Niagara Mohawk 
Power Corp. 4pp. 41512:096-41512:099. 

8706300315 Revised emergency plan maint & implementing procedures, including Rev 
4 to EPMP-4, "Emergency Exercise/Drill Procedure," Rev 12 to EPP-2, “Fire Fight- 
ing” & Rev 3 to EPP-9. “Determination of Core Damage....” W/870625 Itr. 
MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/25. 70pp. 41498:120-41498:189. 


P. Operating license stage documents & correspondence 


8706300167 Forwards final EGG-NTA-7611, "Conformance to Generic Ltr 83-28.ltem 
2.2.2-Vendor Interface Programs for All Other Safety-Related Components:Nine Mile 
Point Units 1 & 2," informal rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41515:315-41515:331. 

-8706300240 Final “Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface Pro- 
grams for All Other Safety-Related Components: Nine Mile Point,Units 1 & 2,” infor- 
mal rept. 

UDY,A.C, EG&G Idaho, Inc. (subs, of EG&G, Inc.), UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7611. 87/04/30. NRC - No Detailed Affiliation 
Given. 15pp. 41515:316-41515:331. 

8706040142 Responds to NRC 870122 request for statement of util position re redun- 
dancy of HPCI sys flow paths.Two flow paths from common header will be considered 
redundant components for HPCI operabjlity,per Tech Spec 3.1.8. 

MANGAN,C.V. Niagara Mohawk Power Corp. 87/05/28. Document Control Branch 
(Document Control Desk). Ip. 41171:051-41171:051, 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04, Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160271 Informs that schedule for implementation of seismic verification program for 
facility will be provided by 871 201, in response to Generic Ltr 87-02 re USI A-6 & per 
Murley 870428 Itr to Seismic Qualification Util Group. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/05. Document Control Branch 
(Document Control Desk). 1 p. 41 31 7:1 50-41 31 7:1 50. 
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S706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300200 Notification of 870626 meeting w/util to discuss licensee presentation re 
new seismic design criteria. 

BENEDICT, R. Project Directorate I-1. 87/06/24. MURLEY,T., SNIEZEK.J., 

MIRAGLIA,F. NRC - No Detailed Affiliation Given. 2pp. 41490:305-41490:306. 


Q. Inspection reports, IE Bulletins & correspondence 

8706080073 Forwards “Technical Evaluation Rept on Second 10-Yr Interval Inservice 
Insp Program Plan:Niagara Mohawk Power Corp,Nine Mile Point Nuclear Station Unit 
1, Docket Number 50-220," informal rept. 

OBENCHAIN,C.F. Idaho National Engineering Laboratory. FIN D-6022. 87/03/18. 
CARRINGTON,M. Planning & Program Analysis Staff (851125-870411). 2pp. 
41211:318-41211:334. 

-8706080091 "Technical Evaluation Rept on Second 10-Yr Internal Inservice Insp Pro- 
gram Plan:Niagara Mohawk Power Corp, Nine Mile Point Nuclear Station Unit 
1, Docket Number 50-220." 

BROWN, B.W.. MUDLIN,J.D. EG&G Idaho, Inc. (subs, of EG&G, Inc.). BROWN,B.W. 
' ^ho National Engineering Laboratory. FIN D-6022, EGG-SD-7566. 87/03/31. Divl- 
Bton of Boiling Water Reactor (BWR) Licensing (851125-870411). 15pp. 41211:320- 
41211:334. 

870S200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
(^ration." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706090304 Forwards Insp Repts 50-220/87-03 & 50-410/87-09 on 870302-041 9.Two 
examples identified where util deficient in satisfying 10CFR21 reporting 
requirements. Finding re requalification program requirements should be reviewed. 
GALLO,R.M. Region 1, Office of Director. 87/05/29. MANGAN,C.V. Niagara Mohawk 
Power Corp. 2pp. 41229:336-41229:359. 

-8706090316 Insp Repts 50-220/87-03 & 50-410/87-09 on 870302-0419. Major areas 
inspected:maint,safety sys waIkdowns.LER review. Unit 2 MSIV replacement & Unit 1 
training program.Licensee 10CFR21 reporting deficiencies discussed. 

JOHNSON, J.R. Region 1. Office of Director. 87/05/21. 22pp. 41229:338-41229:359. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of Now York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Ciycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11, 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230501 Forwards Safety Insp Safety Rept 50-220/87-08 on 870526-27. Violations 
noted in insp rept will be addressed in separate correspondence on decision re en- 
forcement action after 870630 enforcement conference. 

MARTIN, T.T. Region 1. Office of Director. 87/06/16. MANGAN,C.V. Niagara Mohawk 
Power Corp. 2pp. 41432:195-41432:205. 

-8706230503 Insp Rept 50-220/87-08 on 870526-27 .Violations noted:surface radiation 
levels exceeded 49CFR 173.44(a) requirements, failure to meet packaging require- 
ments & failure to include lr-55 activities in shipping records. 

BICEHOUSE.H.J., PASCIAK,W.J. Region 1, Office of Director. 87/06/15. 9pp. 
41432:197-41432:205. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706030386 Forwards "Nine Mile Point Nuclear Station 1986 SPDES Annual Biological 
Monitoring Rept." 

ROMAN.f.W. Niagara Mohawk Power Corp. 87/05/28. HORN.E.G. New York, State 
of. 1 p. 41 1 53:038-41 1 53:089. 

-8706030400 "Nine Mile Point Nuclear Station 1986 SPDES Annual Biological Monitor- 
ing R^t." 

* EA Engineering, Science & Technology, Inc. NMP61D. 86/12/31. 51pp. 41153:039- 
41153:089. 


S. Reportable occurrences, LERs & related correspondence 

8706190151 Special rept:on 870407 ,fire door D-107 declared nonfunctional for repair of 
weather seal & adjustment of hinge.Caused by wear of weather strip against 
door.Matls for repair of door ordered. 

LEMPGES,T.E. Niagara Mohawk Power Corp. 87/05/20. RUSSELL,W.T. Region 1, 
Office of Director. 2pp. 41396:119-41396:119. 

8706180095 LER 87-008-00:on 87051 2.nonqualifiGd piping found in fire rated 
barriers.Cause unspecified.Operability of fire detection sys verified & fire watch patrol 
established in accordance w/Tech Spec requirements.W/87061 1 ltr. 
MAZZAFERRO,P.A., LEMPGES,T.E. Niagara Mohawk Power Corp. 87/06/11. 5pp. 
41391:042-41391:046. 


V. Operator Examinations 

8706090304 Forwards Insp Repts 50-220/87-03 & 50-410/87-09 on 870302-04 19.Two 
examples identified where util deficient in satisfying 10CFR21 reporting 
requirements.Finding re requalification program requirements should be reviewed. 
GALLO,R.M. Region 1, Office of Director. 87/05/29. MANGAN,C.V. Niagara Mohawk 
Power Corp. 2pp. 41229:336-41229:359. 

-8706090316 Insp Repts 50-220/87-03 & 50-410/87-09 on 870302-0419. Major areas 
inspected:maint,safety sys walkdowns,LER review. Unit 2 MSIV replacement & Unit 1 
training program.Licensee 10CFR21 reporting deficiencies discussed. 

JOHNSON,J.R. Region 1, Office of Director. 87/05/21. 22pp. 41229:338-41229:359. 

8706090314 Forwards revised NRC Form 398, "Personal Qualifications Statement - Li- 
censee." Rev made to reflect changes to 10CFR55 effective 870526. All applications 
for licenses to be submitted on revised form as of 870526. 

COLLINS.S.J. Region 1, Office of Director. 87/06/04. MANGAN,C.V. Niagara Mohawk 
Power Corp. 17pp. 41223:002-41223:018. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8706180290 Informs of NRR reorgani 2 ation. 

BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
BEGHIAN,L. Lowell, Univ. of, Lowell, MA. 3pp. 41389:130-41389:132. 


Q. Inspection reports, IE Bulletins & correspondence 

8706090067 Informs of recent realignment within NRC Region I Div of Reactor Projects 
re responsibility for insp of research & test reactor facilities.Final rule 10CFR50, 
"Communications Procedures Amends” addressed.Div organization chart end. 
WENZINGER,E.C. Region 1, Office of Director. 87/05/27. BEGHIAN,L.E. Lowell, Univ. 
of, Lowell, MA. 3pp. 41218:318-41218:353. 


DOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8706220452 Informs of recent NRR reorganization.Organization now called Standardiza- 
tion & Non-Power Reactor Project Directorate. A Adams is project manager. 
BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
PIGFORD,T.H. California, Univ. of, Berkeley, CA. 3pp. 41416:352-41416:354. 


V. Operator Examinations 

8706010390 Forwards revised NRC Form 398. Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE.R.J. R^ion 5, Office of Director. 87/05/22, LAMB.I. Aerotest Operations, Inc. 
ANDERSON, T. Oregon State Univ., Corvallis, OR. NELSON, G.W. Arizona State Univ., 
Tempe, A2. 16pp. 41118:139-41118:154. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


F. Security, medical, emergency & fire protection plans 


8706190257 Forwards response to “Comments re Rensselear Polytechnic Inst Reactor 
Critical Facility Security Plan dtd Jan 1987.” W/o end. 

RODRIGUEZ-VERA, HARRIS.D. Rensselaer Polytechnic Institute, Troy. NY. 87/06/ 
09. BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 1p. 
41394:216-41394:216. 

8706190233 Informs that fence mods around civil protection & security zones of facility 
completed on 870611. Changes return facility to spirit of situation prior to 861230 & of 
new security plan, 

RODRIGUEZ-VERA, HARRIS.D.R. Rensselaer Polytechnic Institute. Troy, NY. 87/06/ 
12. BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 2pp. 
41397:033-41397:034. 


P. Operating license stage documents & correspondence 

8706050087 Forwards EGG-NTA-7660, "Evaluation of SPERT Fuel at Rensselaer Poly- 
technic Inst," technical evaluation rept submitted as part of Task 3. 

OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6010. 87/04/10. CARRINGTON.M. Planning 
& Program Analysis Staff (851125-870411). Ip. 41201:018-41201:031. 
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“8706050093 “Evaluation of SPERT Fuel at Rensselaer Polytechnic Inst,” informal 
technical evaluation rept. 

HOBBINS.R.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). HOBBINS.R.R. Idaho Nation- 
al Engineering Laboratory. FIN D-6010. EGG-NTA-7660. 87/04/30. NRC - No Detailed 
Affiliation Given. 13pp. 41201:019-41201:031. 

8706180400 Informs of recent reorganization of NRR.T Michaels appointed project man- 
ager for facility. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
HARRIS, D.R. Rensselaer Polytechnic Institute, Troy, NY. 3pp. 68915:128-68915:130. 


Q. Inspection reports, IE Bulletins & correspondence 

8706110284 Informs of recent realignment within NRC Region I.Div of Reactor Projects 
that affects responsibility for insp of research & test reactor facilities.Div organization 
chart & 10CFR50 re communications procedures amends end for review. 
WENZINGER.E.C. Region 1, Office of Director. 87/05/27. LAHEY.R.T. Rensselaer 
Polytechnic Institute, Troy, NY. 3pp. 41260:001-41260:036. 


DOCKET 50-228 AEROTEST RADIOGRAPHY & RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706180212 Informs of recent reorganization of NRR.T Michaels assigned as project 
manager for facility. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
NEWACHECK.R.L. Aerotest Operations, Inc. 3pp. 41394:008-41394:010. 


V. Operator Examinations 

8706010390 Forwards revised NRC Form 398.R6V reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE,R.J. Region 5. Office of Director. 87/05/22. LAMB.l. Aerotest Operations. Inc. 
LIM,T. California, Univ. of, Berkeley, CA. MILLER.W. Washington, Univ. of, Seattle, 
WA. 16pp. 41118:139-41118:154. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

87061.70202 Rev 4 to EPIP 200-4, "Fire Fighting (Primary Responsibility - Operations 
Director)." 

* Commonwealth Edison Co. 87/05/31. 4pp. 41371:155-41371:158. 

8706170200 Revised Page 3 to Rev 4 to Emergency Plan Implementing Procedure EPIP 
200-2. 

RIPSCKM. Commonwealth Edison Co. 87/06/08. 2pp. 41371:153-41371:154. 

8706170264 Rev 4 to Emergency Plan Implementing Procedure EPIP 300-7, "Routine 
Personnel Decontamination (Primary Responsibility - Radiation-Chemistry Director)." 

* Commonwealth Edison Co. 87/06/08. 17pp. 41370:340-41370:356. 

8706170474 Rev 1 to Page 2 of EPIP 200-12. 

' Commonwealth Edison Co. 87/06/08. 2pp. 41387:018-41387:019. 

8706180106 Page 2 of Rev 2 to Emergency Plan Implementing Procedure EPIP 300-4 
re precautions in certain onsite emergency situations. 

* Commonwealth Edison Co. 87/06/08. 2pp. 41405:320-41405:321. 

8706170455 Forwards response to concerns raised in 870513 Itr re Insp Repts 50-010/ 
87-03,50-237/87-12 & 50-249/87-1 2.End withheld. 

FARRAR.D.L. Commonwealth Edison Co. 87/06/12. LIEBERMAN.J. NRC - No De- 
tailed Affiliation Given. Ip. 41385:061-41385:061. 

8706230493 Forwards Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/ 
87-17 on 870526-28.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 87/06/18. REED.C. Commonwealth 
Edison Co. 2pp, 41433:156-41433:160. 

--8706230499 Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/87-17 on 
870526-28.No adverse plant safety implications noted.Major areas inspected:llcensee 
investigative rept re equipment malfunctions. 

KNlCElY.J.R.. CREED.J.R. Region 3. Office of Director. 87/06/17. 3pp. 41433:158- 
41433:160. 

8706240238 Forwards app to SALP 6 Repts 50-237/87-01 & 50-249/87-01 for Oct 

1985 - Dec 1986 based on 870413 meeting & 870513 written comments.NRC will 
monitor results of actions taken re fire protection/housekeeping & quality programs, 
DAVIS, A.B. Region 3. Office of Director. 87/06/18. REED.C. Commonwealth Edison 
Co. 3pp. 41455:343-41455:350. 

“8706240247 App to SALP 6 Repts 50-237/87-01 & 50-249/87-01 for Oct 1985 - Dec 

1986 based on 870413 meeting & 870513 written comments re util plans to improve 
performance in fire protection/housekeeping & quality programs. 

* Region 3, Office of Director. 87/06/18. 5pp. 41455:346-41455:360. 

8706260134 Responds to 870528 Itr re scope & objectives for plant exercise scheduled 
for 870826.Proposed exercise objectives acceptable provided that onsite assembly & 
accountability demonstration added. 

SHAFER, W.D, Region 3, Office of Director. 87/06/19. REED.C. Commonwealth 
Edison Co. Ip. 41479:143-41479:143. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24, "Determining Recommended Offsite Protective Action Response Option for 
General Public." 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


P. Operating license stage documents & correspondence 

8706080267 Forwards EGG-NTA-7572, "Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safety- Related Components: Dresden-2 & - 
3," final informal rept. Plant conforms to generic ltr on item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/31. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 1p. 41211:008-41211:023. 

“8706080270 "Conformance to Generic Ltr 83-28.ltem 2.2.2 - Vendor Interface Pro- 
grams for All Other Safety-Related Components: Dresden-2 & -3,” final informal rept. 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-60O1. EGG-NTA-7572. 87/03/31. NRC - No Detailed Affiliation 
Given. 15pp. 41211:009-41211:023. 

8706050090 Forwards planned submittal dates per 87031 1 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK,M.S. Commonwealth Edison Co. 87/05/22. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 41200:078-41200:079. 

8706020217 Confirms 870604 enforcement conference w/util in Glen Ellyn, IL to dis- 
cuss environ qualification issues at Dresden & Quad Cities. 

NORELIUS.C.E. Region 3. Office of Director. 87/05/27. REED,C. Commonwealth 
Edison Co. Ip. 41147:074-41147:074. 

8706110276 Notifies of Type A containment integrity test method that will be utilized at 
util three BWR stations in future.Util will utilize Bechtel BN-TOP-1 . 

LEBLOND.P.C. Commonwealth Edison Co. 87/06/04. Document Control Branch 
(Document Control Desk). Ip. 41266:132-41266:132. 

8706170315 Advises that paralleling of shared 125 volt & 250 volt dc sys should be 
allowed for sys flexibility, per NRC concerns re SEP Topic VI-IOB.Rev 4 to Procedures 
DOP 6900-6 & DOS 6900-6 end for info. 

JOHNSON,I.M. Commonwealth Edison Co. 87/06/09. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 41369:001-41369:048. 

“8706170321 Rev 4 to Ground Protection Procedure DOP 6900-6. 

* Commonwealth Edison Co. 86/05/31. 15pp. 41369:003-41369:017. 

“8706170323 Rev 4 to Station Battery Capacity Test DOS 6900-6. 

* Commonwealth Edison Co. 87/01/31. 31pp. 41369:018-41369:048. 

8706170431 Responds to Generic Ltr 87-06, requesting verification of method used to 
assure leak tight integrity of pressure isolation valves.EncI describes periodic tests & 
acceptance criteria for each valve. 

TURBAK,M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706030009 Forwards Insp Repts 50-237/87-10 & 50-249/87-09 on 870309- 05 13, No 
violations noted. 

HEHUC.W. Region 3, Office of Director. 87/05/27. REED.C. Commonwealth Edison 
Co. 2pp. 41147:238-41147:250. 

“8706030011 Insp Repts 50-237/87-10 & 50-249/87-09 on 870309-051 3.No violations 
or deviations noted.Major areas inspected: licensee action on previous insp findings & 
containment integrated leak rate test procedure & witnessing. 

MENDEZ.R., MAURA, F.A., WRIGHT, G.C. Region 3, Office of Director. 87/05/27. 
11pp. 41 147:240-41 147:250. 

8706030058 Forwards request for addi info based on review of 870302 & 23 results of 
augmented piping insp program.lnfo requested within 60 days of Itr receipt. 
MULLER,D.R. Project Directorate III-2. 87/05/27. FARRAR.D.L. Commonwealth 
Edison Co. 3pp. 41145:331-41145:333. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706120114 Forwards Safety Insp Rept 50-237/87-07 & 50-249/87-06 on 870201-0514 
& notice of violation. 

FORNEY.W.L Region 3, Office of Director. 87/06/04. REED,C. Commonwealth 
Edison Co. 2pp. 41278:052-41278:071. 

“87061201 18 Notice of violation from insp on 860521 . 

FORNEY.W.L. Region 3, Office of Director. 87/06/04. Ip. 41278:054-41278:054. 

“8706120124 Insp Repts 50-237/87-07 & 50-249/87-06 on 870201-0514. Violation 
noted:procedural deficiencies leading to procurement of components sub] to seismic 
qualification violation of 10CFR21. 

RING,M.A. Region 3, Office of Director. 87/06/03. 17pp. 41278:055-41278:071. 

8706160270 Forwards Safety Insp Rept 50-237/87-02 on 861 11 4-870521 .No violations 
noted. 

HARRISON.J.J. Region 3, Office of Director. 87/06/08. REED.C. Commonwealth 
Edison Co. 2pp. 41 334:326-4 1 334:341 . 
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—8706160287 Insp Rept 50>237/87-02 on 861 11 4-870521. No violations or deviations 
identified. Major areas inspected:inservice insp work activities, including Generic Utr 84- 
1 1 insps, cheek plate mods, weld overlays & feedwater piping measurements. 
JONES,D.E.. DANIELSON.D.H. Region 3, Office of Director. 87/06/08. 14pp. 
41334:328-41334:341. 


8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSt,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170455 Forwards response to concerns raised in 870513 Itr re Insp Repts 50-010/ 
87-03.50-237/87-12 & 50-249/87-1 2.Encl withheld. 

FARRAR.D.L. Commonwealth Edison Co. 87/06/12. LIEBERMAN.J. NRC - No De- 
tailed Affiliation Given. Ip. 41385:061-41385:061. 

8706230493 Forwards Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/ 
87-17 on 870526-28.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 87/06/18. REED.C. Commonwealth 
Edison Co. 2pp. 41433:156-41433:160. 

-8706230499 Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/87-17 on 
870526-28.No adverse plant safety implications noted. Major areas inspected:licensee 
investigative rept re equipment malfunctions. 

KNICELY.J.R., CREED, J.R. Region 3, Office of Director. 87/06/17. 3pp. 41433:158- 
41433:160. 

8706240238 Forwards app to SALP 6 Repts 50-237/87-01 & 50-249/87-01 for Oct 

1985 - Dec 1986 based on 870413 meeting & 870513 written comments.NRC will 
monitor results of actions taken re fire protection/ housekeeping & quality programs. 
DAVIS, A.B. Region 3, Office of Director. 87/06/18. REED.C. Commonwealth Edison 
Co. 3pp. 41455:343-41455:350. 

-8706240247 App to SALP 6 Repts 50-237/87-01 & 50-249/87-01 for Oct 1985 - Dec 

1986 based on 870413 meeting & 870513 written comments re util plans to improve 
performance in fire protection/housekeeping & quality programs. 

* Region 3, Office of Director. 87/06/18. 5pp. 41455:346-41455:350. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706260142 Responds to NRC 870423 Itr re violations noted in Insp Repts 50-249/86- 
09,50-249/86-12,50-237/86-15 & 50-249/86-17. Corrective actions:improperly con- 
nected air lines reconnected & appropriate testing performed. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/23. Document Control Branch (Doc- 
ument Control Desk). 50pp. 41481:314-41482:002. 

8706300977 Forwards Safety Insp Rept 50-237/87-16 on 87051 9-0609.No violations 
noted, 

HEHL,C.W. Rugicr; 3. Ofrce of Director. 87/06/24. REED.C. Commonwealth Edison 
Co. 2pp. ^ '. 5 ■. 2': 1 33-‘« i 51 2: 1 40. 

-8706300983 Safety Insp Rept 50-237/87-16 on 87051 9-0609.No violations or devi- 
ations noted.Major areas inspected:surveillance of core power distribution limits, calibr 
of nuclear instrumentation & control rod performance testing. 

AZAB.B.A., WRIGHT.G.C. Region 3, Office of Director. 87/06/24. 6pp. 41512:135- 
41512:140. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. . „ < 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706110327 LER 86-024-01 :on 861 11 7, loss of Unit 2/3 main chimney sample flow 
occurred.Caused by condensation in separate particulate iodine & noble gas 
filters.Training inquiry initiated to provide training on sampler.W/870518 Itr. 
MERRITT.S., EENIGENBURG.E. Commonwealth Edison Co. 87/05/18. 5pp. 
41268:130-41268:134. 

8706180035 LER 87-004-01 :on 8701 08, primary containment Types B & C local leak rate 
test limit exceded.Caused by foreign particles invading primary containment isolation 
valve seat. Valve cleaned & lapped. W/87051 8 Itr. 

MCCABE, B.C., EENIGENBURG.E. Commonwealth Edison Co. 87/05/18. 4pp. 
41391:111-41391:114. 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regional ofcs on events which occurred 
since 870512 meeting.Events discussed & significant elements of events end. 
LANNING,W. Events Assessment Branch. 87/05/21. ROSSl,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 

8706100437 LER 87-01 6-00:on 870503, reactor scrammed due to low water 
level.Caused by poor connection between instrument board & cabinet on new feed- 
water control sys.Connection between modules & cabinet verified.W/870528 Itr. 
KOTR!CH,E.J., EENIGENBURG.E. Commonwealth Edison Co. 87/05/28. 5pp. 

41240:086-41240:090. 

8706170546 LER 87-01 7-00:on 87051 2,embedment plate for Support M-3210-03 ex- 
ceeded FSAR design limits due to apparent original const oversight.Caused by misin- 
terpretation of design requirements.Ptate reinforced.W/870606 Itr, 

KOTRICH.E.J.. EENIGENBURG.E. Commonwealth Edison Co. 87/06/04. 5pp. 

41385:039-41385:043. 

8706170009 PNO-lll-87-081:on 87061 0.earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lL. Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY, W., GULDEMOND.W. Region 3. Office of Director. 87/06/11. Ip. 
41371:148-41371:148. 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation of 
operator licensing exam process within Region I II. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds.” Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 


DOCKET 50-238 NUCLEAR SHIP SAVANNAH 


P. Operating license stage documents & correspondence 

8706220300 Informs of recent reorganization of NRR.Facility now under purview of 
Standardization & Nonpower Reactor Project Directorate.A Adams assigned as facility 
project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Proiect Directorate. 87/06/11. 
LEVINE, Z. Commerce, Dept, of. Maritime Administration. 2pp. 41416:274-41416:275. 

8706220304 Informs of recent reorganization of NRR.Facility now under purview of 
Standardization & Non-Power Reactor Project Directorate. Project manager is A 
Adams. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
GUERRY,J.E. South Carolina, State of. 2pp. 41416:281-41416:282. 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


H. General correspondence 


R. Periodic operating reports & related correspondence 

8706080205 Forwards weekly status rept re progress in resolvirig questions concerning 
installed configuration of embedmerv. plaic-s,?-::' J: .'OilGe comniiimor':. 

JOHNSON, I.M. Commonweahh Edison Co. 87. ;}5/22. DAViS.A.Lj. negion 3, Office of 
Director. Ip. 41217:207-41217:224. 

-8706080211 “Assessment of Embedment Plates," weekly status rept as of 870521. 
* Commonwealth Edison Co. 87/05/21. 17pp. 41217:208-41217:224. 

8706090214 Forwards "Weekly Status Rept, Assessment of Embedment Plates Status 
as of 870528,” per 870306 agreement.Rept describes progress in resolving questions 
about installed configuration of embedment plates at facilities. ^ ^ , 

JOHNSON, I.M. Commonwealth Edison Co, 87/05/29. DAVIS.A.B. Region 3, Office of 
Director. 1p. 41223:178-41223:195. 


8706030403 Advises of changes in facility personnel as update to licensee 861121 
ltr,per Tech Spec 6.7.c.3.Title of acting director of radiation ctr & reactor administrator 
removed & senior health physicist being recruited. 

JOHNSON, A.G. Oregon State Univ., Corvallis. OR. 87/05/29. Document Control 
Branch (Document Control Desk). 2pp. 41169:204-41169:205. 


P. Operating license stage documents & correspondence 

8706160703 Informs of recent reorganization of NRR.A Adams designated as facility 

B^ERKOW^H^N.^ Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
JOHNSON, A.G. Oregon State Univ., Corvallis, OR. 3pp. 41351:097-41351:099. 


V. Operator Examinations 


*8706090223 “Weekly Status Rept, Assessment of Embedment Plates Status as of 
870528 " 

• Commonwealth Edison Co. 87/05/28. 17pp. 41223:179-41223:195. 


8706170319 Monthly operating rept for May 1987.W/870603 Itr. 
MAXWELL, D.C., EENIGENBURG.E.D Commonwealth Edison 
41373:031-41373:046. 


Co. 87/05/31. 15pp. 


06010390 Forwards revised NRC Form 398. Rev reflects changes to 10CFR55 effec- 
tive on 870526. Revised form requires new applicatioris to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE,RJ. Region 5, Office of Director. 87/05/22. LAMB.l. Aerotest Operations, 'nc 
LIM.T. California, Univ. of, Berkeley, CA. MILLER, W. Washington, L-:;v. oi, ScaMlo. 
WA. 16pp. 41118:139-41118:154. 
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DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706090119 Forwards Safety Insp Rept 50-244/87-08 on 870315-0418 & notice of 
violationJssue of routine functional testing program for mechanical snubbers will be 
addressed in further correspondence in response to request for Tech Spec amend. 
GALLO, R.M. Region 1, Office of Director. 87/05/26. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 41220:336-41220:347. 

-8706090121 Notice of violation from insp on 870315-0418. 

* Region 1, Office of Director. 87/05/26. Ip. 41220:338-41220:338. 

-8706090128 Insp Rept 50-244/87-08 on 8703 15-04 18. Violations noted: operability of 
duplicate Valve MOV 860A not demonstrated prior to ajusting packing on MOV 860B 
in containment spray sys & failure to maintain continuous fire watches. 

LINV1LLE,J.C. Region 1, Office of Director. 87/05/21. 9pp. 41220:339-41220:347. 


P. Operating license stage documents & correspondence 

8706040155 Responds to 870324 SER on structural upgrade program.Bulk of mods re 
SEP Topics ll-3.A.lll-2,lli-4.A,lll-6 & III-7.B will be completed as of Dec 1988.Resolu- 
tion of issues will serve to document completion of agreements reached during SEP. 
KOBER.R.W. Rochester Gas & Electric Corp. 87/05/26. STAHLE.C. Document Con- 
trol Branch (Document Control Desk). 6pp. 41176:315-41176:320. 

8706110165 Forwards revised response to Question 1 re NUREQ-0737,ltem II.D.I, “Per- 
formance Testing of Relief & Safety Valves." per 86121 1 request for addi info. 
KOBER.R.W. Rochester Gas & Electric Corp. 87/06/02. STAHLE.C. Document Con- 
trol Branch (Document Control Desk). 18pp. 41264:308-41264:325. 

8706100254 Notification of 870617 meeting w/util in Bethesda.MD to discuss NRR reor- 

§ anization & technical issues on plant. 

TAHLE.C. Project Directorate I-3. 87/06/03. NERSES.V. Project Directorate I-3. 3pp. 
41245:075-41245:077. 

8706110129 Forwards application for amend to License DPR-1 8, changing Tech Spec re 
rod position indication sys test requirement. Fee paid. 

KOBER.R.W. Rochester Gas & Electric Corp. 87/06/03. STAHLE.C. Document Con- 
trol Branch (Document Control Desk). 1p. 41264:332-41264:341. 

-8706110142 Application for amend to License DPR-1 8, amending Tech Spec to modify 
rod position indication sys test requirement & incorporate changes to 10CFR50.4. 
KOBER.R.W. Rochester Gas & Electric Corp. 87/06/03. 2pp. 41264:333-41264:334. 

-8706110155 Proposed Tech Specs, modifying rod position indication sys test require- 
ment & incorporating changes to 10CFR50.4. 

* Rochester Gas & Electric Corp. 87/06/03. 7pp. 41264:335-41264:341. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110181 Forwards responses to NRC 870327 request for addI info re Item 2.2 of 
Generic Ltr 83-28.Util interacts frequently w/ Westinghouse via Westinghouse Owners 
Group & receives safety info on regular basis. 

KOBER.R.W. Rochester Gas & Electric Corp. 87/06/04. STAHLE.C. NRC - No De- 
tailed Affiliation Given. 12pp. 41260:048-41260:059. 

8706110415 Forwards Figures 1-4 inadvertently omitted from 870602 submittal re per- 
formance testing of relief & safety valves, per NUREG-0737,ltem II.D.I. 

KOBER.R.W. Rochester Gas & Electric Corp. 87/06/04. STAHLE.C. NRC - No De- 
tailed Affiliation Given. 5pp. 41264:296-41264:300. 

8706180128 Advises that based on evaluation.reactor vessel level indication sys 
(RVLIS) acceptable for use in emergency operating procedures.per 870318 projected 
scheduleJech Specs covering RVLIS will be submitted by end of Sept 1987. 
KOBER.R.W. Rochester Gas & Electric Corp. 87/06/11. STAHLE.C. NRC - No De- 
tailed Affiliation Given. STAHLE.C. Document Control Branch (Document Control 
Desk). 2pp. 41405:326-41405:327. 

8706220310 Forwards list of pressure isolation valves for each lower pressure sys at- 
tached to RCS.per Generic Ltr 87-06. Operational limitations re valve periodic testing 
& notes concerning allowable leakage limits also end. 

KOBER.R.W. Rochester Gas & Electric Corp. 87/06/11. STAHLE.C. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 22pp. 41412:108-41412:129. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
1 0CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLlA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706300055 Forwards request for addi info re proposed snubber Tech Spec, per results 
of review & discussions w/Region 1 representatives. 

STAHLE.C. Project Directorate 1-3. 87/06/18. KOBER.R.W. Rochester Gas & Electric 
Corp. 7pp. 41490:150-41490:156. 

8706230486 Generic Ltr 87-1 1 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19, Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706040292 Forwards Safety Insp Rept 50-244/87-10 on 870413-16 & notice of viola- 
tion. 

JOHNSTON.W.V. Region 1, Office of Director. 87/05/21. KOBER.R.W. Rochester 
Gas & Electric Corp. 2pp. 41177:098-41177:110. 

-8706040295 Notice of violation from insp on 870413-16. 

* Region 1, Office of Director. 87/05/21. 3pp. 41177:100-41177:102. 


—8706040302 Insp Rept 50-244/87-10 on 87041 3-1 6. Violations noted: inadequate eval- 
uation of use-as-is disposition of nonconformance repts.failure to protect stored items 
from detrimental contaminants & failure to follow procedures. 

NAPUDA.G.. HUNTER.J.G., WHARTON.R. Region 1, Office of Director. 87/05/14. 
8pp. 41177:103-41177:110. 

8706090119 Forwards Safety Insp Rept 50-244/87-08 on 870315-0418 & notice of 
violation. Issue of routine functional testing program for mechanical snubbers wifi be 
addressed in further correspondence in response to request for Tech Spec amend. 
GALLO.R.M. Region 1, Office of Director. 87/05/26. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 41220:336-41220:347. 

—8706090121 Notice of violation from insp on 870315-0418. 

* Region 1, Office of Director. 87/05/26. 1p. 41220:338-41220:338. 

—8706090128 Insp Rept 50-244/87-08 on 87031 5-041 8. Violations noted: operability of 
duplicate Valve MOV 860A not demonstrated prior to ajusting packing on MOV 860B 
in containment spray sys & failure to maintain continuous fire watches. 

LINVILLE.J.C. Region 1, Office of Director. 87/05/21. 9pp. 41220:339-41220:347. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41 142:332-41 143:075. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706170195 Forwards Insp Rept 50-244/87-03 on 870209-13 & notice of violation.lnsp 
demonstrates util implemented program which meets 10CFR50.49 requirements, save 
listed violations. 

JOHNSTCN.W.V. Region 1, Office of Director. 87/06/10. KOBER.R.W. Rochester 
Gas & Electric Corp. 2pp. 41370:006-41370:028. 

-8706170225 Notice of violation from Insp on 870209-13. 

* Region 1, Office of Director. 87/06/10. 2pp. 41370:008-41370:009. 

-8706170236 Insp Rept 50-244/87-03 on 870209-1 3. Violations noted: similarity be- 
tween installed penetration & tested Crouse- Hinds penetration not established & PVC 
cable test specimens different from installed cable & w/o similarity analysis. 
PAOLINO.R.J.. ANDERSON.C.J. Region 1, Office of Director. 87/06/02. 19pp. 
41370:010-41370:028. 


8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or VVrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706250434 Forwards Safety Insp Rept 50-244/87-14 on 87051 8-22.No violations 
noted. 

MARTIN.T.T. Region 1. Office of Director. 87/06/16. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 41472:111-41472:118. 

-8706250447 Insp Rept 50-244/87-14 on 87051 7-22.No violations noted. Major areas 
inspected:licensee radioactive liquid & gaseous effluents program.Need for improve- 
ment in radiochemistry lab QC identified. 

STRUCKMEYER.R., PASCIAK.W.J. Region 1, Office of Director. 87/06/08. 6pp. 
41472:113-41472:118. 


8706170115 NRC info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 


8706190141 LER 87-005-00:on 8705 14, containment ventilation isolation 

occurre<y:aused by spurious signal from containment particulate radiation 
monitor.Operations restored all components affected to pre-event status. W/8706 12 
ltr. 

BACKUS, W.H., KOBER.R.W. Rochester Gas & Electric Corp. 87/06/12. 7dd 
41394:279-41394:285. 


8706250276 LER 87-005-01 :on 87051 4,containment ventilation isolation occurred due to 
spurious signal from containment particulate radiation monitor (R-ll).Caused by 
frayed input signal BNC connector.Connector resoldered.W/870619 ltr. 

BACKUS, W.H., KOBER.R.W. Rochester Gas & Electric Corp, 87/06/19. 7pp 


V. Operator Examinations 
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8706090394 Forwards revised NRC Form-398, “Personal Qualifications Statement - Li- 
censee." New applicants required to complete each category completely, including ail 
education,training & experience received up to date of application. 

COLLINS,S.J. Region 1, Office of Director. 87/06/04. KOBER,R.W. Rochester Gas & 
Electric Corp. 17pp. 41234:221-41234:237. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706010155 Revised emergency plan implementing procedures,including Rev 8 to EPIP 
4112, “Incident Communications" & Rev 6 to EPIP 4503, “Hazardous Waste,Toxic 
Substances & Oil Spill Incidents." W/870522 Itr. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/05/22. 116pp. 41123:019-41123:134. 

8706040198 Forwards Safety Insp Rept 50-245/87-05 on 870414-0518 & notice of 
violation.Potential generic problem w/timely processing of license action requests 
indicated.Response requested within 90 days of Itr receipt. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/29. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 41176:339-41176:355. 

-8706040205 Insp Rept 50-245/87-05 on 87041 4-051 8.Violations noted: potential ge- 
neric deficiency in processing license action requests & inadequately restrained tran- 
sient equipment in safety-related areas w/o review of potential consequences. 
MCCABE,E.C. Region 1, Office of Director. 87/05/28. 14pp. 41176:342-41176:355. 

8706090043 Revised corporate organization for nuclear incidents procedure 
manual,including Rev 41 to table of contents,Rev 13 to CONI-1.01, “Preparation Issu- 
ance & Control..." & Rev 8 to CONI-9.01, “Notification of ...." W/870529 Itr. 
MROCZKA.E.J. Northeast Utilities. MROCZKA,E.J. Northeast Nuclear Energy Co. 
(subs, of Northeast Utilities). MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 
87/05/29. 35pp. 41220:260-41220:295. 

8706090372 Ack receipt of end NRC invoices for costs incurred in review of util submit- 
tals for plants.Fee will be sent to J Rodriquez.per 10CFR50.55 & 170. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 15pp. 41229:220-41229:234. 

8706120041 Forwards Rev 2 to “Fire Hazard Analysis.Millstone Unit 1." 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/05/29. Document Control Branch (Document 
Control Desk). Ip. 41272:253-41273:246. 

-8706120047 Rev 2 to “Fire Hazards Analysis.Millstone Unit 1." 

• Northeast Utilities. 86/12/31. 353pp. 41272:254-41273:246. 

8706110180 Forwards Amend 3 to License DPR-21 & safety evaluation.per util 870120 
request to revise Tech Spec 3.12.B.1, “Fire Protection Sys - Spray &/or Sprinkler 
Sys," by adding water suppression sys, 

THOMAS, C.O. Integrated Safety Assessment Project Directorate. 87/06/05. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
41261:029-41261:038. 

-8706110183 Amend 3 to License DPR-21. adding water suppression sys to Tech Spec 
3.12.B.1, “Fire Protection Sys - Spray &/or Sprinkler Sys." 

THOMAS, C.O. Integrated Safety Assessment Project Directorate. 87/06/05. 5pp. 
41261:032-41261:036. 

-8706110186 Safety evaluation supporting Amend 3 to License DPR-21, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/05. 2pp. 
41261:037-41261:038. 

8706120226 Rev 1 to Emergency Plan Implementing Procedure Form 4609-1, “Emer- 
gency Operating Facilities Fire Detection Test." W/ 870609 Itr & revised forms index. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/06/09. 7pp. 41270:352-41270:358. 

8706250159 Submits schedule & guidelines for submittal & review of objectives & sce- 
nario packages in order for region to fully support facility partial-scale emergency ex- 
ercise scheduled for wk of 871005. 

LAZARUS, W.J. Region 1. Office of Director. 87/06/16. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 41474:095-41474:097. 


J. Insurance & indemnity information 

8706120090 Forwards Endorsement 114 to NELIA Policy NF-173 & Endorsement 102 to 
MAELU Policy MF-52. 

O’CONNOR.D.J. Marsh & McLennan. Inc. 87/06/02. DINITZ.I. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 41272:219-41272:221. 


P. Operating license stage documents & correspondence 

8706080010 Forwards “Conformance to Generic Ltr 83-28,ltem 2.2.2 - Vendor Interface 
Programs for All Other Safety-Related Components, Haddam Neck & Millstone 1 ,2 & 
3," final rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/03/26. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). ip. 41211:119-41211:135. 

-8706080022 “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface Pro- 
grams For All Other Safety-Related Components, Haddam Neck & Millstone 1 ,2 &3," 
informal rept, 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7584 ERR. 87/03/31. NRC - No Detailed Affili- 
ation Given. 16pp. 41211:120-41211:135. 

8706050237 Forwards EGG-NTA-7591, “Conformance to Item 2.1 (Part 2) Of Generic 
Ltr 83-28 Reactor Trip Sys Vendor Interface, Hatch-1 & 2, Millstone-1,” final reptPlants 
conform to item. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory, FIN D-6001. 87/04/17. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41201:045-41201:059. 


-8706050250 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor lnterface,Hatch-1 & 2, Millstone-1," final rept. 

FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER, F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7591. 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41201:046-41201:059. 

8706010037 Application for amend to License DPR-21 .revising Tech Specs per Attach- 
ment 1 re current min critical power ratio, LHGR & MAPLHGR operating limits to re- 
flect Cycle 12 operation. Proposed Tech Specs required prior to startup. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/05/21. Document Control Branch (Document 
Control Desk). 4pp. 41128:292-41128:336. 

-8706010044 Proposed Tech Specs,amending current min critical power ratio,LHGR & 
MAPLHGR operating limits to reflect Cycle 12 operation.Affidavit end. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). * Northeast Utilities. 87/ 
05/21. 20pp. 41128:296-41128:314. 

“8706010052 Rev 0 to “Supplemental Reload Licensing Submittal." 

LAMBERT,P.A., PLOTYCIA.G.D., CHARNLEY,J.S. General Electric Co. 23A4845 ROO. 
87/05/21. 25pp. 41128:315-41128:336. 

8706030352 Provides current status of plans to address degraded grid issue at 
facility.Proposed scheme to address issue involves use of complex panels containing 
electronic relays & bistables. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities. 87/05/22. Document Control Branch (Document 
Control Desk). 8pp. 41169:348-41169:355. 

8706030458 Application for amend to License DPR-21, revising Tech Specs 3.4,4.4 & 
associated bases to comply w/ATWS rule (10CFR50.62) that requires all BWRs to 
have standby liquid control sys w/min flow capacity. Fee paid. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities. 87/05/22. Document Control Branch (Document 
Control Desk). 3pp. 41169:010-41169:020. 

-8706030463 Proposed Tech Specs 3.4,4.4 & associated bases re compliance w/ 
ATWS rule (10CFR50.62) that requires all BWRs to have standby liquid control sys w/ 
min flow capacity equivalent to 86 gpm of 13 weight percent solution. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/22. 8pp. 
41169:013-41169:020. 

8706010080 Application for amend to License DPR-21, changing Tech Spec 3.9.B.5 & 
corresponding bases, by reducing allowable outage time from 7 days to 24 h (w/re- 
striction to be in cold shutdown in next 24 h).Fee paid. 

MROCZKA,E.J. Northeast Nuclear Energy Co, (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/05/26. Document Control Branch (Document 
Control Desk). 3pp. 41119:194-41119:199. 

-8706010085 Proposed Tech Specs, reducing allowable outage time from 7 days to 24 
h (w/restriction to be in cold shutdown in next 24 h) which is more conservative than 
50% reduction in allowable outage time recommended by NRC. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/26. 3pp. 
41119:197-41119:199. 

8706010139 Application for amend to License DPR-21, changing Tech Spec 5.1 re site 
design features exclusion area boundary. Revised wording will enhance Tech Spec 
consistency w/design basis plume pathway calculations. Fee paid. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/05/26. Document Control Branch (Document 
Control Desk). 3pp. 41123:316-41123:320. 

-8706010148 Proposed change to Tech Spec 5.1 re site design features exclusion area 
boundary.to enhance consistency w/design basis plume pathway calculations. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/26. 2pp. 
41123:319-41123:320. 

8706090372 Ack receipt of end NRC invoices for costs incurred in review of util submit- 
tals for plants.Fee will be sent to J Rodriquez.per 10CFR50,55 & 170. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 87/ 
05/29. Document Control Branch (Document Control Desk). 15pp. 41229:220- 
41229:234. 

8706100045 Application for amend to License DPR-21 .changing Tech Spec Section 
3.7.A.6.C re containment sys oxygen concentration by replacing phrase "important to 
safety" w/"necessary to ensure safe plant operation." Fee paid. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities. 87/06/01. Document Control Branch (Document 
Control Desk). 4pp. 41238:169-41238:174. 

”8706100049 Proposed Tech Spec 3.7.A.5.C re containment sys oxygen 
concentration, replacing phrase "important to safety" w/ “necessary to ensure safe 
plant operation" to eliminate ambiguities. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/06/01. 2pp. 
41238:173-41238:174. 

8706110195 Application for amend to License DPR-21, changing Bases Section 3.5E, 
"Isolation Condensor Sys” of Tech Specs by deleting ref to current off-normal &/or 
emergency operating procedures.Fee paid. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities. 87/06/01. Document Control Branch (Document 
Control Desk). 2pp. 41266:259-41266:262. 

-8706110207 Proposed Tech Spec.changing Bases Section 3.5E, “Isolation Condenser 
Sys." 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/06/30. 2pp. 
41266:261-41266:262. 

8706100060 Forwards “Rept on Seismic Lateral Resistance of Turbine...," Rev 1 to 
“Rept on Seismic Lateral Resistance...” & “Supplementary Rept on Seismic Later- 
al...," per 870414 request re NRC concerns re ISAP Topic 1.19, "Integrated...." 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROC2KA,E.J. Northeast Utilities. 87/06/02. Document Control Branch (Document 
Control Desk). Ip. 41237:057-41237:241. 
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-8706100062 “Rept on Seismic Lateral Resistance of Turbine Generator Bldg & Gas 
Turbine Bldg Foundations."W/three oversize ends. 

URZUA.A., CASTRO, G. Geotechnical Engineers, Inc. MCWILLlAM,J.D. Impell Corp. 
87/03/18. 73pp. 41237:058-41237:129. 

“8706100064 Rev 1 to *‘Rept on Seismic Lateral Resistance of Turbine Generator Bldg 
& Gas Turbine Bldg Foundations.’’W/three oversize ends. 

UR2UA,A., CASTRO, G. Geotechnical Engineers, Inc. MCWILLIAM.J.D. Impell Corp. 
87/03/18. 72pp. 41237:130-41237:201. 

“8706100069 “Supplementary Rept on Seismic Lateral Resistance of Turbine Genera- 
tor Bldg & Gas Turbine Bldg Foundations." 

UR2UA,A., CASTRO.G. Geotechnical Engineers, Inc. MCWILLIAM.J. Impell Corp. 87/ 
05/18. 39pp. 41237:202-41237:241. 

8706100424 Advises that response to NRC 870310 request for addi info re unresolved 
items from SEP Topics II-2.A & III-7.B will be provided by 880131. 

MROC2KA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/06/02. Document Control Branch (Document 
Control Desk). Ip. 41243:135-41243:135. 

8706180198 Forwards “Rev 10 to QA Program Topical Rept," for review & 
approval.Fee paid. 

MROCZKA,E.J. Northeast Utilities Sen/ice Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities. 87/06/04. Document Control Branch (Document 
Control Desk). 5pp. 41396:163-41396:301. 

“8706180209 “Rev 10 to QA Program Topical Rept." 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). 87/06/30. 100pp. 
41396:168-41396:301. 

8706110180 Forwards Amend 3 to License DPR-21 & safety evaluation, per util 870120 
request to revise Tech Spec 3.12.B.1, “Fire Protection Sys - Spray &/or Sprinkler 
Sys," by adding water suppression sys. 

THOMAS,C.O. Integrated Safety Assessment Project Directorate. 87/06/05. 

MROC2KA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
41261:029-41261:038. 

“8706110183 Amend 3 to License DPR-21. adding water suppression sys to Tech Spec 
3.12.B.1, “Fire Protection Sys - Spray &/or Sprinkler Sys." 

THOMAS,C.O. Integrated Safety Assessment Project Directorate. 87/06/05. 5pp. 
41261:032-41261:036. 

“8706110186 Safety evaluation supporting Amend 3 to License DPR-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/05. 2pp. 
41261:037-41261:038. 

8706190145 Forwards exemption from requirements of 10CFR50.49 re equipment quali- 
fication of electric equipment important to safety for nuclear plants, for seven of nine 
remaining valve motor operators, per 8601 1 7 request.W/safety evaluation. 
CRUTCHFIELD,D. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/06/08. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 3pp. 41407:149-41407:167. 

“8706190156 Exemption from 10CFR50.49, requiring environ qualification program be 
completed at end of second refueling outage following 830331. 

CRUTCHFIELD, D. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/06/08. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 11pp. 
41407:152-41407:162. 

“8706190160 Safety evaluation supporting util 860117 request for exemption from re- 
quirements of 10CFR50.49.Seven of nine valve motor operators identified in request 
should be granted. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/08. 5pp. 
41407:163-41407:167. 

8706150134 Notifies of 870616,17,18 & 19 meetings w/utils in Waterford & Berlin,CT to 
discuss licensee comments on draft Millstone 1 FSAR & proposed integrated 
schedule.Attendee list end. 

BOYLE,M.L., AKSTULEWICZ.F. integrated Safety Assessment Project Directorate. 
87/06/09. Integrated Safety Assessment Project Directorate. 6pp. 41304:270- 
41304:275. 

8706150155 Discusses implementatiori of degraded grid protection for Class IE power 
sys.NRC ack role of util use of probabilistic safety techniques & plant-specific simula- 
tor in design of degraded grid protection. 

THOMAS, C.O. Integrated Safety Assessment Project Directorate. 87/06/09. 
MROCZKA,E,J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 4pp. 
41 nn4-9p^,41 304:286. 


8706230486 Generic Ltr 87-11 to a!' ooerating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary ntormc-dia:-.-; p:::e rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300792 Forwards plans for contingency fuel storage rack for plant. Rack designed 
to facilitate emergency full core offload of reactor core during Cycle 12 operation. No 
Tech Spec change or unreviewed safety question involved for rack. 

MROC2KA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/06/24. Document Control Branch (Document 
Control Desk). 9pp. 41510:286-41510:294. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040198 Forwards Safety Insp Rept 50-245/87-05 on 870414-0518 & notice of 
violation. Potential generic problem w/timely processing of license action requests 
indicated. Response requested within 90 days of ltr receipt. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/29. MROC2KA,E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 41176:339-41 176:355. 

“8706040200 Notice of violation from insp on 870414-0518. 

* Region 1, Office of Director. 87/05/29. Ip. 41176:341-41176:341. 

“8706040205 Insp Rept 50-245/87-05 on 87041 4-051 8. Violations noted: potential ge- 
neric deficiency in processing license action requests & inadequately restrained tran- 
sient equipment in safety-related areas w/o review of potential consequences. 
MCCABE,E.C. Region 1, Office of Director. 87/05/28. 14pp. 41176:342-41176:355. 

8706100290 Advises that util incorporating 1983 ASME Code Section X' chancies into 
inservice insp program for upcoming 1987 refueling outages & 'crnaindcr of “second 
10-yr insp inten/als. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 87/ 
06/01. Document Control Branch (Document Control Desk). 2pp. 41241:156- 
41241:157. 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160191 Ack receipt of 870512 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-245/87-02, 50-336/87-02 & 50-423/87-03. 

MARTIN.T.T. Region 1, Office of Director. 87/06/09. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 41318:286-41318:289. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706180324 Informs NRC of actions taken to date re piping insp programs to detect 
erosion/corrosion wear.Work will begin w/1987 outage to devise effective pipe wall 
thickness measurement program to eliminate potential piping sys concerns. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 87/06/10. Document Control Branch (Document Control Desk). 3pp. 41405:298- 
41405:300. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706300955 Ack receipt of 870515 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-245/86-06, 50-336/86-06 & 50-21 3/86-04. Progress & estab- 
lished milestones for training program noted. 

MARTIN.T.T. Region 1, Office of Director. 87/06/18. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 41512:156-41512:161. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co, of New York, Inc. 121pp. 41437:099-41437:222. 

8706260402 Notifies that IGSSC insp plan for 1 987 refueling outage consistent w/provi- 
sions of draft generic ltr & NUREG-0313, Rev 2 & acceptable, per 870514 
submittaI.Ref unclassed piping welds in RWCU sys should be included in future insp 
plans. 

BOYLE.M.L. Integrated Safety Assessment Project Directo)ate. 87/06/23. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pd. 
41481:086-41481:088. 


8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Larqe Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26, Consolidated Edison Co. of New York, Inc. 109 dd 
41582:071-41582:179. 
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R. Periodic operating reports & related correspondence 

8706160094 Monthly operating rept for May 1987.W/870609 Itr. 

NEWBURGH, G.. SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/05/31. 7pp. 41318:258-41318:264. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR.RES.AEOD & regional ofcs on events which occurred 
since 870512 meeting.Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 

8706170537 Advises that on 870122 & 0326, oil spills amounting to less than 5 & 10 
gallons,respectively occurred.Caused by water being pumped out of condenser pit into 
Unit 3 turbine bldg floor drains at rate which exceeded oil/water separator. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/06/02. 
DELAND, M. Environmental Protection Agency. 18pp. 41386:260-41386:277. 

8706240243 LER 87-01 2-00:on 87051 9, discovered overhead fireproofing blanket matl 
inadequate to provide 3 h fire resistance rating.Cause unknown.Continuous fire watch 
established & steps taken to replace fireproofing matl.W/870618 Itr. 

LOWETH.W.A., SCACE,S.E. Northeast Utilities. 87/06/18. 4pp. 41449:330-41449:333. 


V. Operator Examinations 

8706250416 Responds to 861208 request for review of util revised licensed operator 
requalification program for facilities. Discrete programs submitted comply w/either App 
A to 10CFR50 or HR Denton 800328 Itr. 

STOLZ.J.F. Project Directorate 1-4. 87/06/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Connecticut Yankee Atomic 
Power Co. 3pp. 41467:205-41467:207. 
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F. Security, medical, emergency & fire protection plans 

8705280430 Forwards Safeguards Insp Repts 50-003/87-01 & 50-247/87-10 on 
870330-0401 & 03. No violations noted. 

MARTIN, T.T. Region 1, Office of Director. 87/05/21. SELMAN.M. Consolidated 

Edison Co. of New York, Inc. 2pp. 41107:266-41107:274. 

-8705280442 Insp Repts 50-003/87-01 & 50-247/87-10 on 870330-0401 & 03. No vio- 
lations noted.Major areas inspected:nuclear matl control & accounting, including orga- 
nization & operation, shipping & receiving & storage & internal control. 

RATTA.A.D. Region 1, Office of Director. 87/05/05. 7pp. 41107:268-41107:274. 

8706090060 Advises that info contained in Rev 8 & subsequent amended Rev 8 to 
physical security plan, Rev 4 to safeguards contingency plan & Rev 6 to security force 
training & qualification plan consistent w/10CFR50.54(p) & acceptable. 

MARTIN, T.T. Region 1, Office of Director. 87/05/28. SELMAN.M. Consolidated 

Edison Co. of New York, Inc. 3pp. 41218:354-41218:356. 

8706080076 Forwards Safety Insp Rept 50-247/87-12 on 870406-09.No violations or 
deviations noted. 

MARTIN.T.T. Region 1, Office of Director. 87/05/29. SELMAN.M. Consolidated 

Edison Co. of New York, Inc. 2pp. 41218:248-41218:255. 

-8706080081 Insp Rept 50-247/87-12 on 870406-09.No violations noted. Major areas 
inspected:emergency preparedness, including audits, public info.notification, facilities & 
equipment & followup of previously identified insp findings. 

TUCCINARDI.T.E., LAZARUS, W.J. Region 1. Office of Director. 87/05/29. 6pp. 

41218:250-41218:255. 

8706220223 Forwards public version of revised emergency plan implementing 
procoduros.including Rev 3 to IAP-1, "Emergency Director (ED)" & Rev 2 to lAP-12, 
"Welch Padia'.iO'! Protection Technician (RPf)." W/870617 release memo. 
SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/06/02. Document Control 
Branch (Document Control Desk). 3pp. 41417:319-41418:049. 

-8706220234 Public version of revised emergency plan implementing 
procedures.including Rev 3 to IAP-1, "Emergency Director (ED)," Rev 2 to lAP-10, 
"Senior Watch Supervisor (SWS)" & Rev 2 to IAP-1 2, “Watch Radiation Protection 
Technician.” 

* Consolidated Edison Co. of New York, Inc. 87/06/02, 89pp. 41417:322-41418:049. 

8706190223 Forwards Safety Insp Rept 50-247/87-14 on 87051 2.No violation 
observed.Concerns re previously identified weakness involving ability to promptly & 
accurately classify accident conditions expressed. 

MARTIN.T.T. Region 1, Office of Director. 87/06/12. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41396:082-41396:090. 

-8706190238 Emergency Preparedness Insp Rept 50-247/87-14 on 870512-14. No vio- 
lations identified. Major areas inspected:licensee annual emergency exercise per- 
formed on 870513. 

TUCCINARDI.T., SCHUMACHER.J., LAZARUS, W.J. Region 1, Office of Director. 87/ 
06/08. 7pp. 41396:084-41396:090. 


P. Operating license stage documents & correspondence 

8706050354 Forwards “Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface 
Programs for All Other Safety-Related Components: Indian Point-2,’’ final rept.Plant in 
conformance w/generic ltr. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/23. CARRINGTON, M. NRC - No 
Detailed Affiliation Given. Ip. 41203:033-41203:049. 

-8706050356 "Conformance to Generic Ltr 83-28, item 2.2.2-V6ndor Interface Programs 
for All Other Safety-Related Components: Indian Point-2," informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7593 ERR. 87/03/31. NRC - No Detailed Affili- 
ation Given. 16pp. 41203:034-41203:049. 


8706260264 Fonwards EGG-NTA-7373, "Conformance to Generic Ltr 83-28, Item 2.2.1, 
’Equipment Classification for All Other Safety- Related Components,’ Indian Point Unit 
2," final technical evaluation rept.Plant conforms to generic Itr on subj item. 
ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc. ROBERTS E W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/18. Cr-RF NCTON.M Oi'ice of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41480:156-41480:175. 

-8706260268 "Conformance to Generic Ltr 83-28, Item 2.2.1, 'Equipment Classification 
for All Other Safety-Related Components,’ Indian Point Unit 2," informal technical 
evaluation rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7373. 87/05/31. NRC - No Detailed Affiliation 
Given. 19pp. 41480:157-41480:175. 

8706050306 Forwards application for amend to License DPR-26,modifying Tech Spec 

3.4. B re limiting conditions for operation of auxiliary feedwater pumps.Changes pro- 
posed in 861208 & 870324 applications included. Fee paid. 

SELMAN,M. Consolidated Edison Co. of New York, Inc. 87/05/20. Document Control 
Branch (Document Control Desk). 4pp. 41192:104-41192:114. 

-8706050313 Application for amend to License DPR-26, modifying Tech Spec 3.4.B re 
limiting conditions for operation of auxiliary feedwater pumps to be consistent w/STS. 
SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/05/20. 2pp. 41192:107- 
41192:108. 

-8706050316 Proposed changes to Tech Spec 3.4.B re limiting conditions for operation 
of auxiliary feedwater pumps to be consistent w/STS. 

* Consolidated Edison Co. of New York, Inc. 87/05/31. 6pp. 41192:109-41192:114. 

8706110328 Advises that based on review of 861229 Rev 4 to QA program & respond- 
ing questions raised during NRC initial review of rev,changes found acceptable. 
JOHNSTON, W.V. Region 1, Office of Director. 87/05/22. SELMAN,M. Consolidated 
Edison Co. of New York. Inc. 2pp. 41260:157-41260:158. 

8706040135 Submits addi info in support of util 860818 request for amend to License 
DPR-26,revising Tech Specs to allow out-of- svc time of 48 h for reactor to be in hot 
shutdown.per Generic Ltr 85-09. Meeting to clarify position requested. 

SELMAN.M. Consolidated Edison Co. of New York. Inc. 87/05/27. SLOSSON.M. 
Project Directorate 1-1. 3pp. 41172:188-41172:190. 

8706040168 Confirms that info contained in Westinghouse Topical Rept WSTG-4-NP 
applicable to Unit 2 & closes out util 820205 submittal re development of permanent 
solution to tow pressure turbine rotor disc cracking & missile generation. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/05/28. Document Control 
Branch (Document Control Desk). 2pp. 41171:265-41171:266. 

8706090434 Forwards Amend 119 to License DPR-26 & safety evaluation. Amend re- 
vises Tech Specs to permit operation w/one or more inoperable main steam line 
safety valves provided that power range high flux setpoint reduced to specified value. 
SLOSSON.M. M. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
28. SELMAN.M. Consolidated Edison Co. of New York, Inc. 3pp. 41230:037- 
41230:052. 

-8706090436 Amend 119 to License DPR-26,revising Tech Specs to permit operation 
of plant w/one or more inoperable main steam line safety valves provided that power 
range high flux setpoint reduced to specified value. 

CAPRA.R.A. Project Directorate 1-1. 87/05/28. 8pp. 41230:040-41230:047. 

-8706090437 Safety evaluation supporting Amend 1 1 9 to License DPR-26. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/28. 5pp. 
41230:048-41230:052. 

8706050141 Forwards application for amend to License DPR-26,modifying Tech Spec 

4.5. A.1.a to permit RHR pumps to remain operable duricvo porfcrmancc c^ safety injec- 
tion sys test.Fee paid. Prompt review requested to ’ijppb'! Cycle S'!) .mr^cmentation. 
SELMAN.M. Consolidated Edison Co. of New York, nc 87 ■'Go Cccur.cnt Control 
Branch (Document Control Desk). 3pp. 41192:303-41192:312. 

“8706050152 Application for amend to License DPR-26, modifying Tech Spec 4.5.A.1.a 
to permit RHR pumps to remain operable during performance of safety injection sys 
test. 

SELMAN.M. Consolidated Edison Co. of New York. Inc. 87/05/29. 2pp. 41192:306- 
41192:307. 

“8706050155 Proposed Tech Spec 4.5, "ESF," modifying RHR to remain operable 
during performance of safety injection sys test. 

* Consolidated Edison Co. of New York, Inc. 87/05/31. 5pp. 41192:308-41192:312. 

8706080098 Forwards application for amend to License DPR-26, modifying Tech Specs 
to extend max surveillance interval limits for various sys & components to allow per- 
formance of refueling surveillance tests during 1987 refueling outage.Fee paid. 
SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/05/29. Document Control 
Branch (Document Control Desk). 3pp. 41218:285-41218:297. 

“8706080104 Application for amend to License DPR-26, modifying Tech Spec 1.10(a) to 
allow certain tests or surveillances be delayed until end of next refueling outage cur- 
rently scheduled to begin during Nov 1987. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/05/29. 3pp. 41218:288- 
41218:290. 

“8706080112 Proposed Tech Specs allowing certain tests or surveillances to be de- 
layed until end of next refueling outage currently scheduled to begin during Nov 1 987. 

* Consolidated Edison Co. of New York, Inc. 87/05/29. 7pp. 41218:291-41218:297. 

8706110435 Advises of electronic transfer of funds for payment of fees for license 
amends, exemptions.relief & other related NRC approvals for Jan-June 1 986. 
SELMAN.M. Consolidated Edison Co. of New York. Inc. 87/06/03. RODRIGUEZ.J.M. 
Division of Accounting & Finance (Post 870413). Ip. 41264:278-41264:278. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41 348:323-41 349:036. 
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8706120356 Requests remittance of fee for 870512 application for amend to License 
DPR*26, approving elimination of arbitrary intermediate breaks from design consider- 
ations for steam generator blowdown sys piping replacement. 

DIGGS, R.M. License Fee Management Branch. 87/06/10. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). Ip. 41280:246- 
41280:246. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230256 Forwards application for amend to License DPR-26, revising Tech Specs to 
change operability requirements of containment fan cooler units.Fee paid. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/06/12. Document Control 
Branch (Document Control Desk). 2pp. 41428:123-41428:260. 

“8706230264 Application for amend to License DPR-26, revising Tech Specs to change 
min operability requirements of containment fan cooler units & changing amount of 
ti-^e o"e co'^tair'^ept snray pump may be inoperable. 

SELV.-N.M Cc::sol c-j'.od Edison Co. of New York, Inc. 87/06/12. Ip. 41428:125- 
41428:125. 

“8706230275 Proposed Tech Specs, changing operability requirements of containment 
fan cooler units,changing amount of time one containment spray pump may be inoper- 
,ab'e 8t delet'^c requirement for containment fan cooler charcoal absorbers. 

' Edison Co. of New York, Inc. 87/06/12. 135pp. 41428:126-41428:260. 

8706300337 Forwards Amend 120 to License DPR-26 & safety evaluation. Amend re- 
vises Tech Specs to incorporate station Batteries 23 & 24 under same provisions as 
Batteries 21 & 22. 

SLOSSON,M.M. Project Directorate 1-1. 87/06/17. SELMAN.M. Consolidated Edison 
Co. of New York, Inc. 4pp. 41514:278-41514:290. 

“8706300343 Amend 120 to License DPR-26, revising Tech Specs to incorporate station 
Batteries 23 & 24 under same provisions as Batteries 21 & 22. 

CAPRA.R.A. Project Directorate 1-1. 87/06/17. 7pp. 41514:282-41514:288. 

“8706300349 Safety cvr-luaticn supnodinc 4'^onri 120 to License DPR-26. 

* Office of Nuclear Roac.o' ah'or., LTroctor (Post 870411). 87/06/17. 2pp. 
41514:289-41514:290. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06;i9. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706050130 Forwards Safety Insp Rept 50-247/87-15 on 870504-08.No violations 
noted.Mobile lab used to verify util capability for analyzing radioactive effluents & to 
achieve & maintain comparable methods of analysis between facility & NRC. 

MARTIN, T.T. Region 1, Office of Director. 87/05/21. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41192:353-41192:361. 

“8706050139 Insp Rept 50-247/87-15 on 870504-08.No violations noted. Major areas 
inspected:licensee radioanalytical measurements program using NRC I mobile radio- 
logical measurements lab & lab assistance provided by DOE radiological & environ 
lab. 

DAVIDSON,B.S., PASCIAK.W.J. Region 1. Office of Director. 87/05/21. 7pp. 
41192:355-41192:361. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706010391 Requests addi info re submittal of 850930 10-yr inservice insp rept for 
facility.including isometric &/or component drawings showing welds.components & 
supports required to be examined by Section XI of ASME code. 

SLOSSON.M.M. Project Directorate 1-1. 87/05/27. SELMAN.M. Consolidated Edison 
Co. of New York. Inc. 8pp. 41127:138-41127:145. 

8706080076 Forwards Safety Insp Rept 50-247/87-12 on 870406-09.No violations or 
deviations noted. 

MARTIN, T.T. Region 1, Office of Director. 87/05/29. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41218:248-41218:255. 

“8706080081 Insp Rept 50-247/87-12 on 870406-09.No violations noted. Major areas 
:r.sro.:tv:d:cT.erccncy preparodross, including audits.public info, notification, facilities & 
e;TJ pr'icr'i & Icilcw.;',: prov cu.siv :d':n:i‘:-:rj .nsp findings. 

T'J.'C NAmDI.T E.. L4ZA“US.W.„. "oi^icn 1, Office of Director. 87/05/29. 6pp. 
41218:250-41218:255, 

8706090137 Forwards Insp Rept 50-247/87-13 on 870407-0504,No violations 
observed. Responses to violations identified in Insp Repts 50-247/86-27 & 50-247/86- 
28 received. 

GALLO, R.M. Region 1. Office of Director. 87/05/29. SELMAN.M. Consolidated Edison 
Co. of New York. Inc. 2pp. 41213:243-41213:255. 

“8706090141 Insp Rept 50-247/87-13 on 870407-0504.No violations noted. Major 
areas irspected:riaMy insps & (..'"schedu'eri backsh'ft hsps of onsite activlties.including 
acic-s or: previous!'/ idenrTc.d insov-d.-'cs ocora; nns.nraint & surveillance. 
NCRRFCLW.L. Region C-fico cf r):r(~c:or. a"/::")' 19. I'pp. 41213:245-41213:255. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706120077 Ack receipt of 870505 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-247/86-29. 

GALLO, R.M. Region 1, Office of Director. 87/06/05. SELMAN.M. Consolidated Edison 
Co. of New York, Inc. 2pp. 41272:235-41272:238. 


8706170014 Forwards corrected second page of Attachment A to util 870410 response 
to violations noted in Insp Rept 50-247/87-02. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/06/05. JOHNSTON, W.V. 
Region 1, Office of Director. 3pp. 41369:087-41369:089. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

870606021 1 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit.Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706180058 Forwards Insp Rept 50-247/87-17 on 870505-0601. No violations 
observed.Response to violations from Insp Repts 50-247/87-01 & 50-247/87-08 
received.Review of policy re shift work hours for licensed operators requested. 
GALLO.M. Region 1, Office of Director. 87/06/11. SELMAN.M. Consolidated Edison 
Co. of New York, Inc. 2pp. 41391:082-41391:092. 

“8706180072 Insp Rept 50-247/87-17 on 870505-0601. No violations noted. Major 
areas inspected:licensee actions on previously identified 
findings, operations, maint.surveillance & review of periodic special repts. 

SUMMERS.R., KENNEY ,T. Region 1, Office of Director. 87/06/11. 9pp. 41391:084- 
41391:092. 

8706190223 Forwards Safety Insp Rept 50-247/87-14 on 87051 2.No violation 
observed.Concerns re previously identified weakness involving ability to promptly & 
accurately classify accident conditions expressed. 

MARTIN, T.T. Region 1, Office of Director. 87/06/12. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 41396:082-41396:090. 

“8706190238 Emergency Preparedness Insp Rept 50-247/87-14 on 870512-14. No vio- 
lations identified.Major areas inspected:licensee annual emergency exercise per- 
formed on 870513. 

TUCCINARDI.T., SCHUMACHER.J., LAZARUS, W.J. Region 1, Office of Director. 87/ 
06/08. 7pp. 41396:084-41396:090. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706230075 Monthly operating rept for May 1987.W/870615 ltr. 

KRIEGER.K., SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/05/31. 6pp. 
41421:225-41421:230. 


S. Reportable occurrences, LERs & related correspondence 

8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR,RES,AEOD & regional ofes re events which occurred since 870507 meeting.List 
of attendees & viewgraphs end. 

LANNING.W. Events Assessment Branch, 87/05/27. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41162:242-41162:260. 

8706080274 RO:on 870501 .determined that four fire barriers between central control & 
cable spreading rooms inadequate.On 87051 2, two electrical conduits passing from 
auxiliary bldg to electrical tunnel found unsealed.Fire watches posted. 

* Consolidated Edison Co. of New York, Inc. 87/06/01. RUSSELL, W. Region 1, Cffice 
of Director. Ip. 41217:338-41217:338, 

8706090020 LER 87-006-00:on 870430, potential for single failure to render both motor 
driven pumps inoperable for several actuation signals discovered.Caused by failure to 
upgrade electrical design.Mod procedure installed. W/870601 ltr. 

DESTEFANC.P., SELMAN.M. Consolidated Edison Co. of New York, Inc. 87/06/01. 
5pp. 41221:109-41221:113. 


V. Operator Examinations 


8706090319 Forwards revised NRC Form 398, “Personal Qualifications Statement - Li- 
censee." Rev reflects changes to 10CFR55 effective 870526.AII applications for li- 
censes to be submitted on revised form as of 870526. 

CCLLINS.S.J. Region 1, Office of Director. 87/06/04. SELMAN.M. Consolidated 
Edison Co, of New York, Inc. 17pp. 41234:100-41234:116. 
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F. Security, medical, emergency & fire protection plans 


8706170202 Rev 4 to EPiP 200-4, “Fire Fighting (Primary Responsibility - Operations 
Director)." 

* Commonwealth Edison Co. 87/05/31. 4pp. 41371:155-41371:158. 
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8706170200 Revised Page 3 to Rev 4 to Emergency Plan implementing Procedure EPIP 
200 - 2 . 

RIPSCKM. Commonwealth Edison Co. 87/06/08. 2pp. 41371:153-41371:154. 

8706170264 Rev 4 to Emergency Plan Implementing Procedure EPIP 300-7, "Routine 
Personnel Decontamination (Primary Responsibility - Radiation-Chemistry Director)." 

* Commonwealth Edison Co. 87/06/08. 17pp. 41370:340-41370:356. 

8706170474 Rev 1 to Page 2 of EPIP 200-12. 

* Commonwealth Edison Co. 87/06/08. 2pp. 41387:018-41387:019. 

8706180106 Page 2 of Rev 2 to Emergency Plan Implementing Procedure EPIP 300-4 
re precautions in certain onsite emergency situations. 

* Commonwealth Edison Co. 87/06/08. 2pp. 41405:320-41405:321. 

8706170455 Forwards response to concerns raised in 870513 Itr re Insp Repts 50-010/ 
87-03.50-237/87-12 & 50-249/87-1 2.Encl withheld. 

FARRAR, D.L Commonwealth Edison Co. 87/06/12. LIEBERMAN.J. NRC - No De- 
tailed Affiliation Given. Ip. 41385:061-41385:061. 

8706230493 Forwards Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/ 
87-17 on 870526-28.No violations noted. 

AXELSON.W.L Region 3. Office of Director. 87/06/18. REED.C. Commonwealth 
Edison Co. 2pp. 41433:156-41433:160. 

-8706230499 Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/87-17 on 
870526-28.No adverse plant safety implications noted.Major areas inspected:licensee 
investigative rept re equipment malfunctions. 

KNICELY.J.R., CREED, J.R. Region 3, Office of Director. 87/06/17. 3pp. 41433:158- 
41433:160. 

8706240238 Forwards app to SALP 6 Repts 50-237/87-01 & 50-249/87-01 for Oct 

1985 - Dec 1986 based on 870413 meeting & 870513 written comments.NRC will 
monitor results of actions taken re fire protection/ housekeeping & quality programs. 
DAVIS, A.B. Region 3, Office of Director. 87/06/18. REED,C. Commonwealth Edison 
Co. 3pp. 41455:343-41455:350. 

-8706240247 App to SALP 6 Repts 50-237/87-01 & 50-249/87-01 for Oct 1985 - Dec 

1986 based on 870413 meeting & 870513 written comments re util plans to improve 
performance in fire protection/ housekeeping & quality programs. 

* Region 3, Office of Director. 87/06/18. 5pp. 41455:346-41455:350. 

8706260134 Responds to 870528 Itr re scope & objectives for plant exercise scheduled 
for 870826.Proposed exercise objectives acceptable provided that onsite assembly & 
accountabilify demonstration added. 

SHAFER,W.O. Region 3, Office of Director. 87/06/19. REED,C. Commonwealth 
Edison Co. Ip. 41479:143-41479:143. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24, "Determining Recommended Offsite Protective Action Response Option for 
General Public." 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


P. Operating license stage documents & correspondence 

8706080267 Forwards EGG-NTA-7572, "Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safety- Related Components:Dresden-2 & - 
3,” final informal r^t. Plant conforms to generic Itr on item. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/31. CARRlNGTON,M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41211:008-41211:023. 

-8706080270 “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface Pro- 

g rams for All Other Safety-Related Components: Dresden-2 & -3," final informal rept. 
IDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7572. 87/03/31. NRC - No Detailed Affiliation 
Given. 15pp. 41211:009-41211:023. 

8706050090 Fonwards planned submittal dates per 87031 1 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK.M.S. Commonwealth Edison Co. 87/05/22. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 41 200:078-41 200:079. 

8706020217 Confirms 870604 enforcement conference w/util in Glen Ellyn, IL to dis- 
cuss environ qualification issues at Dresden & Quad Cities. 

NORELIUS,C.E. Region 3, Office of Director. 87/05/27. REED,C. Commonwealth 
Edison Co. 1p. 41147:074-41147:074. 

8706110276 Notifies of Type A containment integrity test method that will be utilized at 
util throe BWR stations in future.Util will utilize Bechtel BN-TOP-1. 

LEBLOND.P.C. Commonwealth Edison Co. 87/06/04. Document Control Branch 
(Document Control Desk). Ip. 41266:132-41266:132. 

8706170431 Responds to Generic Ltr 87-06,requesting verification of method used to 
assure leak tight integrity of pressure isolation valves.EncI describes periodic tests & 
acceptance criteria for each valve. 

TURBAK,M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12, Atlantic City 
Electric Co. 48pp. 41 392:073-41 392:1 20. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41 582:001-41 582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706220348 Forwards Safety Insp Rept 50-249/86-35 on 861208.No violations noted. 
HARRISON.J.J. Region 3, Office of Director. 86/12/29. REED,C, Commonwealth 
Edison Co. 2pp. 41411:028-41411:032. 


—8706220369 Safety Insp Rept 50-249/86-35 on 861208.No violations or deviations 
noted.Major areas inspected:environ qualification of electrical built splices. 
NEISLER,J.H., MUFFETT,J. Region 3, Office of Director. 86/12/24. 3pp. 41411:030- 
41411:032. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706030009 Forwards Insp Repts 50-237/87-10 & 50-249/87-09 on 870309- 0513.No 
violations noted. 

HEHL,C.W. Region 3, Office of Director. 87/05/27. REED,C. Commonwealth Edison 
Co. 2pp. 41147:238-41 147:250. 

-8706030011 Insp Repts 50-237/87-10 & 50-249/87-09 on 870309-051 3.No violations 
or deviations noted.Major areas inspected: licensee action on previous insp findings & 
containment integrated leak rate test procedure & witnessing. 

MENDE2,R.. MAURA,F.A.. WRIGHT, G.C. Region 3, Office of Director. 87/05/27. 
11pp. 41147:240-41147:250. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706120114 Forwards Safety Insp Rept 50-237/87-07 & 50-249/87-06 on 870201-0514 
& notice of violation. 

FORNEY, W.L. Region 3, Office of Director. 87/06/04. REED,C. Commonwealth 
Edison Co. 2pp. 41278:052-41278:071. 

“8706120118 Notice of violation from insp on 860521. 

FORNEY, W.L. Region 3, Office of Director. 87/06/04. Ip. 41278:054-41278:054. 

“8706120124 Insp Repts 50-237/87-07 & 50-249/87-06 on 870201-0514. Violation 
noted.-procedural deficiencies leading to procurement of components subj to seismic 
qualification violation of 10CFR21. 

RING,M.A. Region 3, Office of Director. 87/06/03. 17pp. 41278:055-41278:071. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,VVrong Train or Wrong Component Events." Svc list 
end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170455 FonArards response to concerns raised in 870513 Itr re Insp Repts 50-010/ 
87-03,50-237/87-12 & 50-249/87-1 2.Encl withheld. 

FARRAR.D.L Commonwealth Edison Co. 87/06/12. LIEBERMAN,J. NRC ■ No De- 
tailed Affiliation Given. Ip. 41385:061-41385:061. 

8706230493 Forwards Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/ 
87-17 on 870526-28.No violations noted. 

AXELSON,W.L. Region 3, Office of Director. 87/06/18. REED,C. Commonwealth 
Edison Co. 2pp. 41433:156-41433:160. 

“8706230499 Safeguards Insp Repts 50-010/87-05,50-237/87-18 & 50-249/87-17 on 
870526-28.No adverse plant safety implications noted.Major areas inspected:licensee 
investigative rept re equipment malfunctions. 

KNICELY,J.R., CREED,J.R. Region 3, Office of Director. 87/06/17. 3pp. 41433:158- 
41433:160. 

8706240238 Forwards app to SALP 6 Repts 50-237/87-01 & 50-249/87-01 for Oct 

1985 - Dec 1986 based on 870413 meeting & 870513 written comments.NRC will 
monitor results of actions taken re fire protection/housekeeping & quality programs. 
DAVIS,A.B. Region 3, Office of Director. 87/06/18. REED,C. Commonwealth Edison 
Co. 3pp. 41455:343-41455:350. 

“8706240247 App to SALP 6 Repts 50-237/87-01 & 50-249/87-01 for Oct 1985 - Dec 

1986 based on 870413 meeting & 870513 written comments re util plans to improve 
performance in fire protection/housekeeping & quality programs, 

* Region 3, Office of Director. 87/06/18, 5pp. 41455:346-41455:350. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 

8706260142 Responds to NRC 870423 Itr re violations noted in Insp Repts 50-249/86- 
09,50-249/86-12,50-237/86-15 & 50-249/86-17. Corrective actions:improperly con- 
nected air lines reconnected & appropriate testing performed. 

TURBAK,M.S. Commonwealth Edison Co. 87/06/23. Document Control Branch (Doc- 
ument Control Desk). 50pp. 41481:314-41482:002. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York. Inc 109dd 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706080205 Fonyards weekly status rept re progress in resolving questions concerning 
installed configuration of embedment plates,per 870506 commitment. 

JOHNSON.I.M. Commonwealth Edison Co. 87/06/22. DAVIS,A.B. Region 3 Office of 
Director. Ip. 41217:207-41217:224. 
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--8706080211 “Assessment of Ennbedment Plates." weekly status rept as of 870521. 

* Commonwealth Edison Co. 87/05/21. 17pp. 41217:208-41217:224. 

8706090214 Forwards “Weekly Status Rept, Assessment of Embedment Plates Status 
as of 870528," per 870306 agreemenlRept describes progress in resolving questions 
about installed configuration of embedment plates at facilities. 

JOHNSON, I.M. Commonwealth Edison Co. 87/05/29. DAVIS, A.B. Region 3, Office of 
Director. Ip. 41223:178-41223:195. 

-8706090223 "Weekly Status Rept, Assessment of Embedment Plates Status as of 
870528.” 

* Commonwealth Edison Co. 87/05/28. 17pp. 41223:179-41223:195. 

8706170319 Monthly operating rept for May 1987.W/870603 Itr. 

MAXWELL.D.C., EENIGENBURG.E.D Commonwealth Edison Co. 87/05/31. 15pp. 
41373:031-41373:045. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regional ofcs on events which occurred 
since 8705^2 meeting Events discu.ssnd & significant elcrrnnts cf events end. 
LANN1N3,.V. .Tvents” .'.Ksebsment S'arcl'. S” 05/.5;. ROSS'., C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 

8706030407 LER 87-005-01 :on 870316,primary containment structural steel connections 
found to be outside FSAR design criteria.Caused by apparent original const 
oversight. Review of Unit 3 drywell structural steel initiated.W/870521 Itr. 

WHALEN,R.J.. EENIGENBURG.E. Commonwealth Edison Co. 87/05/21. 7pp. 
41170:030-41170:036. 

8706170419 LER 87-01 1-00:on 87051 2, reactor scram occurred due to loss of normal 
feedwater.Caused by condensate booster pump 3C motor failure due to electric 
short.Motor will be replaced. W/870603 Itr. 

ANANDAPPA.A., EENIGENBURG.E. Commonwealth Edison Co. 87/06/03. 6pp. 
41384:342-41384:347. 

8706170009 PNO-lll-87-081:on 870610, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville,IL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY, W. Region 3. Office of Director. 87/06/11. Ip. 41371:148-41371:148. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee. Forms revised to 
reflect changes to 1 0CFR55 effective on 870526.W/O ends. 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
oceratcr licensing exam process within Region 111. Presentations will incorporate Rev 4 
cf N..,'-E3- Cl 2'., “Operator Licensing Examiner Stds.” Agenda end. 
CHRISSOTIMCS.N. Rccicn 3. Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 4 1 ? 90:3 1 : 290:3 1 ii. 
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F. Security, medical, emergency & fire protection plans 

8706030018 Forwards Insp Repts 50-250/87-23 & 50-251/87-23 on 870428-0501. No 
violations or deviations noted. 

COLLINS.D.M. Region 2, Office of Director. 87/05/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41147:268-41147:274. 

-8706030025 Insp Repts 50-250/87-23 & 50-251/87-23 on 870428-0501. No violations 
or deviations noted.Major areas inspected: followup on worker health physics con- 
cerns. 

WEDDINGTON,R.E.. HOSEY,C.M. Region 2, Office of Director. 87/05/15. 5pp. 
41147:270-41147:274. 

8706100375 Revised emergency plan implementing p'ocedures.hduding 20102, “Duties 
of Individual Who Discovers Emergency Condition" 6. 20 ' 1 3. ■ D.jties of Emergency 
Planning Organization." W/870529 Itr. 

WOODY,C.O. Florida Power & Light Co. 87/05/29. 8pp. 41238:330-41238:337. 

8706080131 Requests limited & temporary exemption from requirements of 10CFR73.57 
to allow certain employees unescorted access to nuclear facilities until results of FBI 
check of criminal history records secured. 

WOODY,C.O. Florida Power & Light Co. 87/06/02. MURLEY,T. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 14pp. 41218:072-41218:085. 

8706110028 Forwards Safeguards Insp Repts 50-250/87-25 & 50-251/87-25 on 
87051 1-15.Violations noted under consideration for escalated enforcement action. 
GRACE, J.N. Region 2, Office of Director. 87/06/03. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41267:141-41267:143. 

-8706110032 Partially withheld Insp Repts 50-250/87-25 & 50-251/87-25 on 870511-15 
(ref 1 0CFR2.79O(d) & 73.21 ).Violations noted: failure to control personnel & equip- 
ment access into containment & inadequate vehicle search. 

MASNYK.O.M., MCGUIRE.D.R. Region 2, Office of Director. 87/06/01. Ip 
41267:143-41267:143. 

8706170568 Advises that estimated cost of implementing Boise Interagency Fire Ctr 
survey recommendations to establish NRC communications at util sites & offsite facili- 
ties would be $4,000,per NRC 860521 request. 

WOODY.C.O. Florida Power & Light Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 1p. 41386:182-41386:182. 

8706240124 Forwards revised physical security plan.per 10CFR50.54(p). Change does 
not decrease effectiveness of plan.Changes withheld (ref 10CFR73.21) 

WOODY.C.O. Florida Power & Light Co. 87/06/17. Document Control' Branch (Docu- 
ment Control Desk). 1p. 41455:310-41455:310. 


Q. Adjudicatory correspondence 


8706250092 Provides list of NRC witnessess testifying at hearings scheduled to begin 
on 870915 to consider Contentions 5 & 6 re spent fuel pool amend. 

WOODHEAD.C.P. Assistant General Counsel for Hearings. #287 3826. 87/06/17. 
LAZO.R.M, COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. Ip. 
41448:002-41448:002. 

8706300467 Forwards interveners 870622 motion for rev of hearing schedule.NRC will 
be contacted in next wk to see if conference call can be arranged so that parties in- 
volved can resolve issue. 

LORION.J. Center for Nuclear Responsibility. #287 3848. 87/06/22. LAZO.R.M. 
Atomic Safety and Licensing Board Panel. Ip. 41495:194-41495:198. 

-8706300495 Interveners motion for rev of hearing schedule.* Board should revise 
hearing schedule adopted by 870515 order so that deadlines for expert witness identi- 
fication & prefiled testimony deadlines established.W/Certificate of Svc. 

LORION.J. Center for Nuclear Responsibility. 87/06/22. Atomic Safety and Licensing 
Board Panel. 4pp. 41495:195-41495:198. 

8706300440 Memorandum & order (terminating proceeding).* Grants licensee 861120 
motion to terminate proceeding & allows Amends 99 & 93 to Licenses DPR-31 & 
DPR-41,respectively,to remain in force.Served on 870624. 

LAZO.R.M., COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. #287 
3873. 87/06/23. Florida Power & Light Co. 12pp. 41495:264-41495:275. 

8706300459 Advises that HE Flanders.EE DeMario & R Gouldy will be called as wit- 
nesses for Contention 5 & GR Kilp.EW Thomas, WC Hopkins & R Gouldy for Conten- 
tion 6 in spent fuel pool expansion proceeding.Certificate of Svc end. 

FRANTZ, S.P. Florida Power & Light Co. FRANTZ.S.P. Newman & Holtzinger. #287 
3875. 87/06/23. LAZO.R.M., LUEBKE.E.A., COLE.R.F. Atomic Safety and Licensing 
Board Panel. 4pp. 41495:173-41495:176. 

8706300492 Requests issuance of order accepting agreements to resolve issues raised 
in intervenor motion.per discussion.W/ Certificate of Svc. 

FRANTZ.S.P. Florida Power & Light Co. FRANTZ.S.P. Newman & Holtzinger. #287 
3894. 87/06/25. LAZO.R.M., LUEBKE.E.A., COLE.R.F. Atomic Safety and Licensing 
Board Panel. 4pp. 41495:334-41495:337. 


P. Operating license stage documents & correspondence 


8706090010 Notification of rescheduled meeting on 870617 w/util in Bethesda.MD to 
discuss proposed Tech Specs re special test exceptions & refueling 
operations.Original meetings scheduled for 870603-04. 

MCDONALD, D.G. Project Directorate II-2. 87/05/13. RUBENSTEIN.LS. Project Direc- 
torate II-2. 3pp. 41212:352-41212:354. 

8706090015 Notification of time change for 870604 meeting w/util in Bethesda.MD to 
discuss proposed onsite power sys upgrade. 

MCDONALD.D.G. Project Directorate lT-2. 87/05/13. RUBENSTEIN.L.S. Project Direc- 
torate 11-2. 3pp. 41212:355-41212:357. 

8706030360 Accepts extensions to three project completion dates requested in 870428 
Performance Enhancement Program Summary Rept Ltr L-87-190. 

GRACE.J.N. Region 2, Office of Director. 87/05/22. WOODY.C.O. Florida Power & 
Light Co. 1p. 41147:151-41147:151. 

8706170481 Notifies of 870605 enforcement conference at Region II ofc to discuss site 
area access, emergency diesel generator sequencer lifted lead, loss of containment in- 
tegrity & conoseal leakage events, per 870526 telcon.W/proposed agenda. 

GRACE.J.N. Region 2, Office of Director. 87/05/29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41390:031-41390:032. 

8706090164 Submits listed changes to performance enhancement program. Project 
l.Task 4 for approval, per NRC 860812 confirmatory order. 

WOODY.C.O. Florida Power & Light Co. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41225:125-41225:126. 

8706160093 Forwards list of issues discussed in 870505 meeting & resolutions of 
issues.including recently identified problem w/ECCS recirculation swapover time re re- 
duction in min allowable period to transfer pump suction. 

GRACE.J.N. Region 2, Office of Director. 87/06/03. WOODY.C.O. Florida Power & 
Light Co. 4pp. 41305:199-41305:202. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100107 Forwards revised pages to inservice test program for valves. Changes re- 
quired due to plant changes/ mods or to correct errors in inservice test program. 
WOODY.C.O, Florida Power & Light Co. 87/06/05. Document Control Branch (Docu- 
ment Control Desk). 6pp, 41239:040-41239:045. 

8706250244 Advises that verbal notification of release of amends to NRC licenses In 
State of FL not necessary.Written notification of proposed amends soliciting com- 
ments & written rept of release adequate. 

JERRETT,L.E. Florida, State of. 87/06/05. Document Control Branch (Document Con- 
trol Desk). 3pp. 41474:145-41474:146. 

8706180017 Summary of 870602 Operating Reactors Events Meeting re briefing senior 
managers from NRR.RES.AEOD & regional ofcs on events that occurred since 
870526 meeting.Attendees list, meeting viewgraphs & summary of reactor scrams 
end. 

LANNING.W. Events Assessment Branch. 87/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 15pp. 41393:197-41393:211. 

8706180269 Forwards Amends 124 & 118 to Licenses DPR-31 & DPR-41, respectively 
& safety evaluation.Amends delete specs for auxilary feedwater sys & condensate 
storage tanks in Tech Spec 3.8, “Steam & Power W/o safety evaluation. 
MCDONALD.D.G. Project Directorate I1-2. 87/06/08. WOODY.C.O. Florida Power & 
Light Co. 3pp. 41393:340-41393:360. 
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-8706180276 Amends 124 & 118 to Licenses DPR-31 & DPR-41. respectively, deleting 
specs for auxiliary feedwater sys & condensate storage tanks in Tech Spec 3.8, 
"Steam & Power Conversion Sys." 

RUBENSTEIN.LS. Project Directorate 11-2. 87/06/08. 18pp. 41393:343-41393:360. 

8706150023 Requests addi info re spent fuel pool absorbing matl used in spent fuel 
pools of plants since boraflex has been approved for use as neutron poison for criti- 
cality control. 

MCDONALD.D.G. Project Directorate 11-2. 87/06/09. WOODY.C.O. Florida Power & 
Light Co. 3pp. 41304:227-41304:229. 

8706160214 Forwards Rev 10 to "Topical QA Rept." Revs minor & primarily show orga- 
nizational changes.Marked-up copy end. 

WOODY.C.O. Florida Power & Light Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 32pp. 41318:294-41319:102. 

--8706160251 Rev 10 to "Topical QA Rept." 

TALLON.R.E. Florida Power & Light Co. TQAR 1-76A. 87/06/10. 100pp. 41318:326- 
41319:102. 

8706170095 Requests remittance of 870304 application fee within 15 days from receipt 
of Itr.Although application withdrawn, fees still required per 10CFR170 (Section 
170.12(a)). 

DIGGS.R.M. License Fee Management Branch. 87/06/11. WOODY.C.O. Florida 
Power & Light Co. Ip. 41381:205-41381:205. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10(3FR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230178 Board Notification 87-01 1:notifies of anomalies in boraflex neutron absorb- 
ing matl. End repts conclude that no significant safety concern currently exists.NRC 
will address info in repts in testimony at hearing scheduled on 87091 5. 
RUBENSTEIN.LS. Project Directorate 11-2. 87/06/15. LAZO.R., COLE.R., LUEBKE.E. 
Atomic Safety and Licensing Board Panel. 4pp. 41432:012-41432:140. 

8706300919 Confirms 870722 meeting w/NRC in Atlanta.GA to discuss improvements 
to engineering support.Tentative agenda listed. 

DAGER.H.J. Florida Power & Light Co. 87/06/15. GRACE. J.N. Region 2, Office of Di- 
rector. Ip. 41504:199-41504:199. 

8706190276 Responds to FOIA request re reactor vessel surveillance capsules of 
plant. Forwards documents listed in App B.Apps A & B documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/16. 

BORSUM.R.B. Babcock & Wilcox Co. 3pp. 41397:047-41397:291. 

-8706190279 Forwards "Reactor Vessel Matl Surveillance & Fracture Mechanics Eval- 
uations for Turkey Point Units 3 & 4 Nuclear Power Plants," per lOCFRSO.App H & 
Reg Guide 10.1. Rept includes Capsule T analysis & accident analysis. 

• UHRIG.R.E. Florida Power & Light Co. 76/10/19. RUSCHE.B.C. Office of Nuclear Re- 
actor Regulation, Director. Ip. 41397:050-41397:050. 

-8706190285 “Reactor Vessel Matl Surveillance & Fracture Mechanics Evaluations for 
Turkey Point Units 3 & 4 Nuclear Power Plants." 

* Florida Power & Light Co. 76/09/30. 200pp. 41397:051-41397:291. 

8706220195 Notification of 870623 meeting w/util in Bethesda.MD to discuss use of 
boraflex neutron absorber matl in plant spent fuel pools. 

MCDONALD.D.G. Project Directorate 11-2. 87/06/16. RUBENSTEIN.L.S. Project Direc- 
torate 11-2. 3pp. 41418:136-41418:138. 

8706290006 Fonwards corrected pages to Amends 110 & 104 & Amends 123 & 116 to 
Licenses DPR-31 & DPR-41, respectively.Tech Spec Page 3.1-2 did not correctly ref 
applicable figures for Unit 4. Revised pages for Amends 123 & 1 16 correct typos. 
MCDONALD.D.G. Project Directorate 1-2. 87/06/18. WOODY.C.O. Florida Power & 
Light Co. 3pp. 41486:056-41486:063. 

-8706290014 Revised Page 3.1-2 of Amends 110 & 104 to Licenses DPR-31 & DPR- 
41 .respectively, correcting ref to applicable Figures 3.1-1a,3.1-1b.3.1-2c & 3.1 -2d. 

* Project Directorate 1-2. 87/06/18. 5pp. 41486:059-41486:059. 

-8706300394 Revised Amends 123 & 116 to Licenses DPR-31 & DPR-41. 
respectively.correcting typos & administrative errors. 

* NRC - No Detailed Affiliation Given. 87/06/18. 4pp. 41486:060-41486:063. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary Intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250257 Forwards regulatory rept for June 1 987, consisting of current integrated 
schedule w/correct baseline schedules for forthcoming integrated schedule license 
amend.Rept provided as update to rept transmitted on 870427. 

WOODY.C.O. Florida Power & Light Co. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). 22pp. 41474:189-41474:210. 

8706260146 Responds to Generic Ltr 86-06, “Periodic Verification of Leaktight Integrity 
of Pressure Isolation Valves (PIVs)." List of PIVs & procedures for periodic test or 
other measures performed to assure integrity of valve end. 

WOODY.C.O. Florida Power & Light Co. 87/06/23. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41476:251-41477:005. 

“8706260151 “RCS Pressure Boundary Valves MOV-3-750 &/or MOV-3-751 Leak 
Test,” for Unit 3. 

* Florida Power & Light Co. 86/09/23. 16pp. 41476:256-41476:271. 

-8706260171 "RCS Pressure Boundary Valves MOV-4-750 &/or MOV-4-751 Leak 
Test,” for Unit 4. 

* Florida Power & Light Co. 86/09/23. 16pp. 41476:272-41476:287. 

“8706260174 “RCS Pressure Boundary Check Valves Leak Test,” for Unit 3. 

* Florida Power & Light Co. 86/09/23. 28pp. 41476:288-41476:316. 

-8706260178 “RCS Pressure Boundary Check Valves Leak Test," for Unit 4. 

* Florida Power & Light Co. 86/09/23. 28pp. 41476:316-41476:343. 


-8706260184 "RCS Pressure Boundary Check Valves 3-874A & B Leak Test," for Unit 

3. 

* Florida Power & Light Co. 86/09/23. 11pp. 41476:344-41476:354. 

“8706260186 "RCS Pressure Boundary Check Valves 4-874A & B Leak Test," for Unit 

4. 

• Florida Power & Light Co. 86/09/23. 11pp. 41476:355-41477:005. 

8706300910 Remits fee for util 870304 request for extension of administrative 7-day al- 
lowable out-of-svc time for emergency diesel generators, per RM Diggs 870611 
request.Fee remitted even though request subsequently withdrawn. 

WOODY.C.O. Florida Power & Light Co. 87/06/24. Document Control Branch (Docu- 
ment Control Desk). 1p. 41504:208-41504:208. 

8706300513 Advises that work on mods required to satisfy NUREG-0737, Item III.D.3.4 
re control room habitability requirements, per 860825 application for amends to Li- 
censes DPR-31 & DPR-41 will begin after both units return to power. 

WOODY.C.O. Florida Power & Light Co. 87/06/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 41512:067-41512:067. 

8706300903 Forwards responses to two questions re review of 840510 topical rept, 
"PWR Lattice Physics Methods." Util intends to use CHEETAH Code referenced in 
rept in vessel flux reduction calculations. 

WOODY.C.O. Florida Power & Light Co. 87/06/26. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41500:046-41500:049. 


Q. Inspection reports, IE Bulletins & correspondence 

8706030361 Forwards Insp Repts 50-250/87-18 & 50-251/87-18 on 870420-24.No vio- 
lations or deviations noted. Unresolved item identified will be pursued during future 
insps. 

COLLINS.D.M. Region 2, Office of Director. 87/05/20. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41 1 69:070-41 1 69:083. 

-8706030366 Insp Repts 50-250/87-18 & 50-251/87-18 on 870420-24.No violations or 
deviations noted.Major areas inspected:QC & confirmatory measurements including 
lab QC program.chemical & radiochemical procedures & QC records & logs. 

HARRIS. J.D., MARSTON.R.R.. KAHLE.J.B. Region 2, Office of Director. 87/05/15. 
12pp. 41169:072-41169:083. 

8706030297 Forwards Insp Repts 50-250/87-14 & 50-251/87-14 on 870309- 0427 & 
notice of violation. Violations described in Paragraphs 8a,8b & 9a of rept under consid- 
eration for escalated enforcement action. 

REYES, LA. Region 2, Office of Director. 87/05/21. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41 152:173-41 152:199. 

“8706030300 Notice of violation from insp on 870309-0427. 

REYES.LA. Region 2, Office of Director. 87/05/21. 2pp. 41152:175-41152:176. 

“8706030307 Insp Repts 50-250/87-14 & 50-251/87-14 on 870309-0427. Violations 
noted:failure to meet requirements of 10CFR50,App B Criteria III & IV & Tech Specs 
3.10.1.3.10.2.3.10.6, 6.2.2.e & 6.8.1. 

BREWER, D.R., VAN DYNE.K.W.. MACDONALD.J.B. Region 2, Office of Director. 87/ 
05/20. 23pp. 41152:177-41152:199. 

8706030496 Summarizes 870505 meeting w/util at plant site re Augmented Insp Team 
findings & issues that may affect plant. List of attendees end. 

REYES.LA. Region 2. Office of Director. 87/05/21. WOODY.C.O. Florida Power & 
Light Co. 5pp. 41 1 69:047-41 1 69:051 . 

8706010353 Forwards Insp Repts 50-250/87-20 & 50-251/87-20 on 870427-0501 .No 
violations or deviations noted. 

HERDT.A.R. Region 2, Office of Director. 87/05/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41123:221-41123:230. 

“8706010360 Insp Repts 50-250/87-20 & 50-251/87-20 on 870427-0501. No violations 
or deviations noted.Major areas inspected: sun/eillance testing, post-refueling startup 
testing.spent fuel pool activities & IE bulletin status. 

SCHNEBLI.G.A., JAPE.F. Region 2. Office of Director. 87/05/20. 8pp. 41123:223- 
41123:230. 

8706030018 Forwards Insp Repts 50-250/87-23 & 60-251/87-23 on 870428-0501 .No 
violations or deviations noted. 

COLLINS.D.M. Region 2. Office of Director. 87/05/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41 147:268-41 147:274. 

“8706030025 Insp Repts 50-250/87-23 & 50-251 /87-23 on 870428-0501 .No violations 
or deviations noted.Major areas inspected: followup on worker health physics con- 
cerns. 

WEDDINGTON.R.E., HOSEY.C.M. Region 2. Office of Director. 87/05/15. 5pp. 
41147:270-41147:274. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040075 Forwards response to violations noted in Insp Repts 50-250/87-15 & 50- 
251/87-15.Corrective actions:new bulletin board placed in nuclear administration bldg 
to allow posting of 10CFR19 requirements & other applicable regulations. 
WOODY.C.O. Florida Power & Light Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41176:337-41176:338. 

8706160573 Ack receipt of 870515 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/87-06 & 50-251 /87-06. 

REYES.LA. Region 2, Office of Director. 87/05/29. WOODY.C.O. Florida Power & 
Light Co, Ip. 41336:223-41336:223. 

8706090325 Forwards Insp Repts 50-250/87-21 & 50-251/87-21 on 870427-0501. No 
violations or deviations noted. 

HERDT.A.R. Region 2, Office of Director. 87/06/02. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41222:078-41222:088. 
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-8706090332 Insp Repts 50-250/87-21 & 50-251/87-21 on 870427-0501 .No violations 
or deviations noted.Major areas inspected; licensee action on previous insp findings, IE 
Bulletins 80-1 1 & 85-001 & snubber surveillance program. 

LENAHAN,J.J.. SZCZEPANIEC,A.. JAPE.F. Region 2. Office of Director. 87/05/26. 
9pp. 41222:080-41222:088. 

8706100221 Fonvards request for relief from visual (VT-2) exam required by IWA-5246, 
“Repaired or Replaced Components & Alteration of Sys,” required by ASME Boiler & 
Pressure Vessel Code Section XI.Basis for request encl.Fee paid. 

WOODY, C.O. Florida Power & Light Co. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 14pp. 41240:200-41240:213. 

8706110028 Forwards Safeguards Insp Repts 50-250/87-25 & 50-251/87-25 on 
87051 1-15,Violations noted under consideration for escalated enforcement action. 
GRACE, J.N. Region 2. Office of Director. 87/06/03. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41267:141-41267:143. 

-8706110032 Partially withheld Insp Repts 50-250/87-25 & 50-251/87-25 on 870511-15 
(ref 10CFR2.790(d) & 73.21 ).Violations noted: failure to control personnel & equip- 
ment access into containment & inadequate vehicle search. 

MASNYK,O.M., MCGUIRE, D.R. Region 2, Office of Director. 87/06/01. Ip. 
41267:143-41267:143. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706250237 Ack receipt of 870529 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/87-15 & 50-251/87-15. 

STOHR.J.P. Region 2, Office of Director. 87/06/10. WOODY,C.O. Florida Power & 
Light Co. Ip. 41474:136-41474:136. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Vvrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co, of New York, Inc. 123pp, 41299:270-41300:035. 

8706230350 Advises of intention to issue SER, addressing permanent incorporation of 
continuous tube cleaning sys into plant design & final resolution of need to upgrade 
CV 2201, following tube cleaning sys evaluation period. 

WOODY.C.O. Florida Power & Light Co. 87/06/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41427:359-41427:360. 

8706250241 Forwards Insp Repts 50-250/87-22 & 50-251/87-22 on 870427-0518 & 
notice of violation. 

REYES.LA. Region 2, Office of Director. 87/06/15. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41475:237-41475:252. 

-8706250245 Notice of violation from insp on 870427-0518. 

REYES.LA. Region 2, Office of Director. 87/06/15. 2pp. 41475:239-41475:240. 

-8706250254 Insp Repts 50-250/87-22 & 50-251/87-22 on 870427-0518. Violations 
noted:failure to meet requirements of Tech Spec 6.8.1 due to improper implementa- 
tion of in plant equipment clearance order procedure. 

BREWER.D.R., VAN DYNE.K.W., MACDONALD.J.B. Region 2. Office of Director. 87/ 
06/11. 12pp. 41475:241-41475:252. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 

8706260079 Responds to violations noted in insp Repts 50-250/87-14 & 50-251/87- 
14.Corrective actions;individual involved counseled & training dept will evaluate event 
for appropriate training requirement & methods. 

WOODY.C.O. Florida Power & Light Co. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41478:184-41478:186. 

8706260344 Provides results of 870608-13 insp of steam generators.Steam generator 
tube plugged as result of insp listed. 

WOODY.C.O. Florida Power & Light Co. 87/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 41481:193-41481:193. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commerdal Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 


8706020256 PNO-ll-87-030:updating PNO-ll-87-019 & PNO-11-87-019A. Augmented Insp 
Team Repts 50-250/87-16 & 50-251/87-16 on boric add leakage & buildup problem 
issued on 87051 5.Loss of offsite power test scheduled for 870520. 

SCOTT, M. Region 2, Office of Director. 87/05/19. Ip. 41134:169-41134:169. 

8706100056 Special rept:fire barriers breached for longer than 7 days. Fire protection 
was impaired.Caused by App R alternative shutdown work. Plant continues to imple- 
ment compensatory measures as applicable.Breached barriers listed. 

WOODY,C.O. Florida Power & Light Co. 87/06/05. Document Control Branch (Docu- 
ment Control Desk), 4pp. 41239:165-41239:168, 

8706120085 LER 87-01 2-00:on 870507, emergency diesel generator auto-started due to 
personnel error in failing to lift clearance prior to performing steps of 
procedure.Operator counseled & supervisor briefing to be detailed.W/870608 Itr. 
SALAMON.G., WOODY,C.O. Florida Power & Light Co. 87/06/08. 4pp. 41272:225- 
41272:228. 

8706300331 Summary of 870609 Operating Reactors Events Meeting 87-018 w/ 
NRR,RES,AEOD & regional ofcs on events which occurred since 870602 meeting.List 
of dttondoos 0 ncl 

LANNING.W. Events Assessment Branch. 87/06/12. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41491:050-41491:059. 

8706220018 LER 87-01 3-00:on 87051 4,Tech Spec required surveillance of spent fuel pit 
exhaust monitor missed.Caused by personnel error.Procedure O-PMI-67.11 will be re- 
vised & other surveillance procedures will be reviewed .W/ 87061 5 Itr. 

SALAMON.G., WOODY.C.O. Florida Power & Light Co. 87/06/15. 4pp. 41409:049- 
41409:052. 

8706230415 LER 87-01 4-00:on 87051 9, while unit in Mode 6,determined that design dis- 
crepancy existed in containment spray sys.Caused by flow orifice in discharge line not 
Incorporated in field. Design mods will be implemented for correction.W/870618 Itr. 
HART.R.D., WOODY.C.O. Florida Power & Light Co. 87/06/18. 5pp. 41434:074- 
41434:078. 

8706250132 LER 87-01 5-00:on 870522, design basis reconstitution revealed potential 
loss of HVAC in inverter & battery rooms.Caused by mods to original plant 
design.Maint & insp procedures implemented for air conditioning units.W/870619 Itr. 
SAUMON.G., WOODY.C.O. Florida Power & Light Co. 87/06/19. 5pp. 41474:026- 
41474:030. 

8706300455 LER 87-01 8-00:on 870526, determined that subsequent to large break 
LOCA.procedures would allow period of time w/no safety injection flow while perform- 
ing switchover to cold leg recirculation. Procedures will be revised.W/870625 Itr. 
WAGER, V.B., WOODY.C.O. Florida Power & Light Co. 87/06/25. 4pp. 41499:309- 
41499:312. 

8706300961 LER 87-01 6-00:on 870526, while in Mode 6,partial actuation of Train A safe- 
guards equipment occurred.Caused by sticking safety injection block switch.Switch 
inspected.cleaned & returned to svc.W/870625 Itr. 

HART.R.D., WOODY.C.O. Florida Power & Light Co. 87/06/25. 4pp. 41512:150- 
41512:153. 
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F. Security, medical, emergency & fire protection plans 


8706030018 Forwards Insp Repts 50-250/87-23 & 50-251/87-23 on 870428-0501. No 
violations or deviations noted. 

COLLINS, D.M. Region 2, Office of Director. 87/05/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41 147:268-41 147:274. 

-8706030025 Insp Repts 50-250/87-23 & 50-251/87-23 on 870428-0501. No violations 
or deviations noted.Major areas inspected: followup on worker health physics con- 
cerns. 

WEDDINGTON.R.E. Region 2, Office of Director. 87/05/15. 5pp. 41147:270- 
41147:274. 

8706100375 Revised emergency plan implementing procedures, including 20102, "Duties 
of Individual Who Discovers Emergency Condition" & 20119, "Duties of Emergency 
Planning Organization." W/870529 Itr. 

WOODY.C.O. Florida Power & Light Co. 87/05/29. 8pp. 41238:330-41238:337, 

8706060131 Requests limited & temporary exemption from requirements of 10CFR73.57' 
to allow certain employees unescorted access to nuclear facilities until results of FBI 
check of criminal history records secured, 

WOODY.C.O. Florida Power & Light Co. 87/06/02. MURLEY.T. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). I4pp. 41218:072-41218:085. 

8706110028 Fonwards Safeguards Insp Repts 50-250/87-25 & 50-251/87-25 on 
87051 1-1 5. Violations noted under consideration for escalated enforcement action. 
GRACE.J.N. Region 2. Office of Director. 87/06/03. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41267:141-41267:143. 


R. Periodic operating reports & related correspondence 

8706300996 “Performance Rept,1986." W/870515 Itr. 

DICKEY.J.W., WOODY.C.O. Florida Power & Light Co. 86/12/31. GRACE, J.N. Region 
2, Office of Director. 27pp. 41 51 4:1 39-41 51 4:1 64. 

8706220032 Monthly operating rept for May 1987.W/870615 Itr. 

GRANT, N.W., WOODY.C.O. Florida Power & Light Co, 87/05/31. 18pp. 41409:020- 
41409:037. 


-8706110032 Partially withheld Insp Repts 50-250/87-25 & 50-251/87-25 on 870511-1 S 
(ref 1 0CFR2.790(d) & 73.21). Violations noted: failure to control personnel & equip- 
ment access into containment & inadequate vehicle search. 

MASNYK,O.M. Region 2, Office of Director. 87/06/01. Ip. 41267:143-41267:143, 


8706170568 Advises that estimated cost of implementing Boise Interagency Fire Gtr 
survey recommendations to establish NRC communications at util sites & offsite facili- 
ties would be $4,000,per NRC 860521 request. 

WOODY.C.O. Florida Power & Light Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 1 p. 41 386:1 82-41 386:1 82. 


87(^230191 Forwards performance enhancement program (PEP) selected sys review 
for May 1987.Listed changes to PEP requested. 

WCX)DY.C.O. Florida Power & Ught Co. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41 427:330-41427:333. 




0706240124 f“orwards revised physical security plan.per 10CFR50.54(p). Change 
not decrease effectiveness of plan.Changes withheld (ref 10CFR73.21). 

WOODY.C.O. Florida Power & Light Co. 87/06/17. Document Control Branch (Docu- 
ment Control Desk). Ip. 41455:310-41455:310. 
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Q. Adjudicatory correspondence 

8706250092 Provides list of NRC witnessess testifying at hearings scheduled to begin 
on 870915 to consider Contentions 5 & 6 re spent fuel pool amend. 

WOODHEAD.C.P. Assistant General Counsel for Hearings. j^287 3826. 87/06/17. 
LAZO.R.M, COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. Ip. 
41448:002-41448:002. 

8706300467 Forwards intervenors 870622 motion for rev of hearing schedule.NRC will 
be contacted in next wk to see if conference call can be arranged so that parties in- 
volved can resolve issue. 

LORION.J. Center for Nuclear Responsibility. #287 3848. 87/06/22. LAZO.R.M. 
Atomic Safety and Licensing Board Panel. Ip. 41495:194-41495:198. 

-8706300495 Intervenors motion for rev of hearing schedule.* Board should revise 
hearing schedule adopted by 870515 order so that deadlines for expert witness identi- 
fication & prefiled testimony deadlines established.W/Certificate of Svc. 

LORION.J. Center for Nuclear Responsibility. 87/06/22. Atomic Safety and Licensing 
Board Panel. 4pp. 41495:195-41495:198. 

8706300440 Memorandum & order (terminating proceeding).* Grants licensee 861120 
motion to terminate proceeding & allows Amends 99 & 93 to Licenses DPR-31 & 
DPR-41, respectively, to remain in force.Served on 870624. 

LAZO.R.M., COLE.R.F., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. #287 
3873. 87/06/23. Florida Power & Light Co. 12pp. 41495:264-41495:275. 

8706300459 Advises that HE Flanders, EE DeMario & R Gouldy will be called as wit- 
nesses for Contention 5 & GR Kilp.EW Thomas, WC Hopkins & R Gouldy for Conten- 
tion 6 in spent fuel pool expansion proceeding.Certificate of Svc end. 

FRANTZ, S.P. Florida Power & Light Co. FRANTZ, S.P. Newman & Holtzinger. #287 
3875. 87/06/23. LAZO.R.M., LUEBKE.E.A.. COLE.R.F. Atomic Safety and Licensing 
Board Panel. 4pp. 41495:173-41495:176. 

8706300492 Requests issuance of order accepting agreements to resolve issues raised 
in intervener motion. per discussion.W/ Certificate of Svc. 

FRANTZ.S.P. Florida Power & Light Co. FRANTZ, S.P. Newman & Holtzinger. #287 
3894. 87/06/25. LAZO.R.M., LUEBKE.E.A., COLE.R.F. Atomic Safety and Licensing 
Board Panel. 4pp. 41495:334-41495:337. 


H. General correspondence 

8706030412 Responds to 870504 Itr forwarding J Graff Itr expressing concern that 
recent boric acid leak at plant caused corrosion & could possibly lead to meltdown & 
that util refused to test welds in reactor vessel. 

STELLO.V. Office of the Executive Director for Operations. 87/05/26. CHILES.L. 
Senate. 3pp. 41161:339-41161:347. 

“8706040060 Fonwards J Graff 870419 Itr expressing concern that leakage of over 500 
lb boric acid around head of reactor vessel has corroded rim ,& some sealing bolts in 
plant which could lead to meltdown.for response. 

CHILES.L Senate. 87/05/04. KAMMERER.C. NRC - No Detailed Affiliation Given. 
2pp. 41161:346-41161:347. 


P. Operating license stage documents & correspondence 

8706090010 Notification of rescheduled meeting on 870617 w/util in Bethesda.MD to 
discuss proposed Tech Specs re special test exceptions & refueling 
operations.Original meetings scheduled for 870603-04. 

MCDONALD.D.G. Project Directorate 11-2. 87/05/13. RUBENSTEIN.LS. Project Direc- 
torate 11-2. 3pp. 41212:352-41212:354. 

8706090015 Notification of time change for 870604 meeting w/util in Bethesda.MD to 
discuss proposed onsite power sys upgrade. 

MCDONALD.D.G. Project Directorate 11-2. 87/05/13. RUBENSTEIN.LS. Project Direc- 
torate 11-2. 3pp. 41212:355-41212:357. 

8706180512 FOIA request for reactor vessel surveillance capsule repts for Turkey Point 
4, Zion 2 & DC Cook 1 . 

BORSUM.R.B. Babcock & Wilcox Co. 87/05/15. Division of Rules & Records (Post 
870413). 1p. 41397:046-41397:046. 

8706030360 Accepts extensions to three project completion dates requested in 870428 
Performance Enhancement Program Summary Rept Ltr L-87-190. 

GRACE.J.N. Region 2, Office of Director. 87/05/22. WOODY, C.O. Florida Power & 
Light Co. Ip. 41147:151-41147:151. 

8706170481 Notifies of 870605 enforcement conference at Region II ofc to discuss site 
area access.emergency diesel generator sequencer lifted lead, loss of containment in- 
tegrity & conoseal leakage events, per 870526 telcon.W/proposed agenda. 

GRACE.J.N. Region 2. Office of Director. 87/05/29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41390:031-41390:032. 

8706090164 Submits listed changes to performance enhancement program. Project 
I.Task 4 for approval, per NRC 860812 confirmatory order. 

WOODY.C.O. Florida Power & Light Co. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41225:125-41225:126. 

8706160093 Forwards list of issues discussed in 870505 meeting & resolutions of 
issues, including recently identified problem w/ECCS recirculation swapover time re re- 
duction in min allowable period to transfer pump suction. 

GRACE.J.N. Region 2, Office of Director. 87/06/03. WOODY.C.O. Florida Power & 
Light Co. 4pp. 41305:199-41305:202. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411), 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100107 Forwards revised pages to inservice test program for valves. Changes re- 
quired due to plant changes/mods or to correct errors in inservice test program. 
WOODY.C.O. Florida Power & Light Co. 87/06/05. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41239:040-41239:045. 


8706250244 Advises that verbal notification of release of amends to NRC licenses in 
State of FL not necessary.Written notification of proposed amends soliciting com- 
ments & written rept of release adequate. 

JERRETT.L.E. Florida, State of. 87/06/05. Document Control Branch (Document Con- 
trol Desk). 3pp. 41474:145-41474:146. 

8706180017 Summary of 870602 Operating Reactors Events Meeting re briefing senior 
managers from NRR.RES.AEOD & regional ofcs on events that occurred since 
870526 meeting, Attendees list, meeting viewgraphs & summary of reactor scrams 
end. 

LANNING.W. Events Assessment Branch. 87/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 15pp. 41393:197-41393:211. 

8706180269 Forwards Amends 124 & 118 to Licenses DPR-31 & DPR-41, respectively 
& safety evaluation.Amends delete specs for auxilary feedwater sys & condensate 
storage tanks in Tech Spec 3.8, “Steam & Power ...." W/o safety evaluation. 
MCDONALD.D.G. Project Directorate 11-2. 87/06/08. WOODY.C.O. Florida Power & 
Light Co. 3pp. 41393:340-41393:360. 

—8706180276 Amends 124 & 118 to Licenses DPR-31 & DPR-41, respectively, deleting 
specs for auxiliary feedwater sys & condensate storage tanks in Tech Spec 3.8, 
“Steam & Power Conversion Sys." 

RUBENSTEIN.LS. Project Directorate 11-2. 87/06/08. 18pp. 41393:343-41393:360. 

8706150023 Requests addi info re spent fuel pool absorbing matl used in spent fuel 
pools of plants since boraflex has been approved for use as neutron poison for criti- 
cality control. 

MCDONALD.D.G. Project Directorate 11-2. 87/06/09. WOODY.C.O. Florida Power & 
Light Co. 3pp. 41304:227-41304:229. 

8706160214 Forwards Rev 10 to “Topical QA Rept." Revs minor & primarily show orga- 
nizational changes.Marked-up copy end. 

WOODY.C.O. Florida Power & Light Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 32pp. 41318:294-41319:102. 

-8706160251 Rev 10 to “Topical QA Rept." 

TALLON.R.E. Florida Power & Light Co. TQAR 1-76A. 87/06/10. 100pp. 41318:326- 
41319:102. 

8706170095 Requests remittance of 870304 application fee within 15 days from receipt 
of ltr.Although application withdrawn.fees still required per 10CFR170 (Section 
170.12(a)). 

DIGGS.R.M. License Fee Management Branch. 87/06/11. WOODY.C.O. Florida 
Power & Light Co. Ip. 41381:205-41381:205. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230178 Board Notification 87-01 1:notifies of anomalies in boraflex neutron absorb- 
ing matI.EncI repts conclude that no significant safety concern currently exists.NRC 
will address info in repts in testimony at hearing scheduled on 870915. 
RUBENSTEIN.LS. Project Directorate 11-2. 87/06/15. LAZO.R., COLE.R., LUEBKE.E. 
Atomic Safety and Licensing Board Panel. 4pp. 41432:012-41432:140. 

8706300919 Confirms 870722 meeting w/NRC in Atlanta.GA to discuss improvements 
to engineering support.Tentative agenda listed. 

DAGER.H.J. Florida Power & Light Co. 87/06/15. GRACE.J.N. Region 2. Office of Di- 
rector. Ip. 41504:199-41504:199. 

8706190276 Responds to FOIA request re reactor vessel surveillance capsules of 
plant.Forwards documents listed in App B.Apps A & B documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/16. 

BORSUM.R.B. Babcock & Wilcox Co. 3pp. 41397:047-41397:291. 

“8706190279 Forwards “Reactor Vessel Matl Surveillance & Fracture Mechanics Eval- 
uations for Turkey Point Units 3 & 4 Nuclear Power Plants," per 10CFR50,App H & 
Reg Guide 10.1. Rept includes Capsule T analysis & accident analysis. 

UHRIG.R.E. Florida Power & Light Co. 76/10/19. RUSCHE.B.C. Office of Nuclear Re- 
actor Regulation, Director. Ip. 41397:050-41397:050. 

“8706190285 “Reactor Vessel Matl Surveillance & Fracture Mechanics Evaluations for 
Turkey Point Units 3 & 4 Nuclear Power Plants," 

* Florida Power & Light Co. 76/09/30. 200pp. 41397:051-41397:291. 

8706220195 Notification of 870623 meeting w/util in Bethesda.MD to discuss use of 
boraflex neutron absorber matl in plant spent fuel pools. 

MCDONALD.D.G. Project Directorate 11-2. 87/06/16. RUBENSTEIN.L.S. Project Direc- 
torate 11-2. 3pp. 41418:136-41418:138. 

8706290006 Forwards corrected pages to Amends 110 & 104 & Amends 123 & 116 to 
Licenses DPR-31 & DPR-41 .respectively.Tech Spec Page 3.1-2 did not correctly ref 
applicable figures for Unit 4. Revised pages for Amends 123 & 116 correct typos. 
MCDONALD.D.G. Project Directorate 1-2. 87/06/18. WOODY.C.O. Florida Power & 
Light Co. 3pp. 41486:056-41486:063. 

“8706290014 Revised Page 3.1-2 of Amends 110 & 104 to Licenses DPR-31 & DPR- 
41 .respectively.correcting ref to applicable Figures 3.1-la, 3. 1-1b,3.1-2c & 3,1-2d. 

* Project Directorate 1-2. 87/06/18. 5pp. 41486:059-41486:059. 

“8706300394 Revised Amends 123 & 116 to Licenses DPR-31 & DPR-41, 
respectively.correcting typos & administrative errors. 

* NRC - No Detailed Affiliation Given. 87/06/18. 4pp. 41486:060-41486:063. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250257 Forwards regulatory rept for June 1 987, consisting of current integrated 
schedule w/correct baseline schedules for forthcoming integrated schedule license 
amend.Rept provided as update to rept transmitted on 870427. 

WOODY.C.O. Florida Power & Light Co. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). 22pp. 41474:189-41474:210. 
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8706260146 Responds to Generic Ltr 86-06. “Periodic Verification of Leaktight Integrity 
of Pressure Isolation Valves (PIVs).*’ List of PIVs & procedures for periodic test or 
other measures performed tc ass-ro integrity of va^ve end. 

WOODY, C.O. Florida Power w Co L 7 2:} Document Control Branch (Docu- 
ment Control Desk). 5pp. 41476:251-41477:005. 

-8706260171 “RCS Pressure Boundary Valves MOV-4-750 &/or MOV-4-751 Leak 
Test,” for Unit 4. 

* Florida Power & Light Co. 86/09/23. 16pp. 41476:272-41476:287. 

-8706260178 "RCS Pressure Boundary Check Valves Leak Test," for Unit 4. 

* Florida Power & Light Co. 86/09/23. 28pp. 41476:316-41476:343. 

-8706260186 "RCS Pressure Boundary Check Valves 4-874A & B Leak Test," for Unit 
4. 

* Florida Power & Light Co. 86/09/23. 11pp. 41476:355-41477:005. 

8706300910 Remits fee for util 870304 request for extension of administrative 7-day al- 
lowable out-of-svc time for emergency diesel generators,per RM Diggs 870611 
request.Fee remitted even though request subsequently withdrawn. 

WOODY, C.O. Florida Power & Light Co. 87/06/24, Document Control Branch (Docu- 
ment Control Desk). Ip. 41504:208-41504:208. 

8706300513 Advises that work on mods required to satisfy NUREG-0737, Item III.D.3.4 
re control room habitability requirements,per 860825 application for amends to Li- 
censes DPR-31 & DPR-41 will begin after both units return to power. 

WOODY, C.O. Florida Power & Light Co. 87/06/26. Document Control Branch (Docu- 
ment Control Desk). 1p. 41512:067-41512:067. 


Q. Inspection reports, IE Bulletins & correspondence 

8706160090 Forwards Insp Rept 50-251/87-16 on 87031 9-0505. Violations described in 
end insp rept under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 87/05/15. WOODY,C.O. Florida Power & 
Light Co. 2pp. 41305:203-41305:257. 

-8706160097 Insp Rept 50-251/87-16 on 87031 9-0505.Violations noted: failure to prop- 
erly evaluate leak in terms of boric acid corrosion of ferritic steel components.Related 
info end. 

HERDT,A.R. Region 2. Office of Director. 87/05/15. 53pp. 41305:205-41305:257. 

8706030361 Forwards Insp Repts 50-250/87-18 & 50-251/87-18 on 870420-24.No vio- 
lations or deviations noted. Unresolved item identified will be pursued during future 
insps. 

COLLINS, D.M. Region 2. Office of Director. 87/05/20. WOODY, C.O. Florida Power & 
Light Co. 2pp. 41 169:070-41 169:083. 

-8706030366 Insp Repts 50-250/87-18 & 50-251/87-18 on 870420-24.No violations or 
deviations noted.Major areas inspectediQC & confirmatory measurements including 
lab QC program, chemical & radiochemical procedures & QC records & logs. 

HARRIS, J.D.. MARSTON.R.R., KAHLE,J.B. Region 2. Office of Director. 87/05/15. 
12pp. 41169:072-41 169:083. 

8706030297 Forwards Insp Repts 50-250/87-14 & 50-251/87-14 on 870309- 0427 & 
notice of violation. Violations described in Paragraphs 8a.8b & 9a of rept under consid- 
eration for escalated enforcement action. 

REYES, LA. Region 2. Office of Director. 87/05/21. WOODY, C.O. Florida Power & 
Light Co. 2pp. '■ 1 1 52. ■ 73-/. : 1 52:1 99. 

-8706030307 Insp Repts 50-250/87-14 & 50-251/87-14 on 870309-0427. Violations 
noted:failure to meet requirements of l0CFR50,App B Criteria III & IV & Tech Specs 
3.10.1,3.10.2,3.10.6, 6.2.2.e & 6.8.1. 

BREWER.D.R., VAN DYNE,K.W.. MACDONALD, J.B. Region 2, Office of Director. 87/ 
05/20. 23pp. 41152:177-^1152:199. 

8706030496 Summarizes 870505 meeting w/util at plant site re Augmented Insp Team 
finciiPGS & ‘ssuGS that mav affect plant.List of attendees end. 

RF.'^iEB.L.A. r-ocion 2. Cffice of Director. 87/05/21. WOODY,C.O. Florida Power & 
L'gn: Co 5pp. 4 '' 169:0-7-4 ■' 169:051. 

8706010353 Forwards Insp Repts 50-250/87-20 & 50-251/87-20 on 870427-0501. No 
violations or deviations noted, 

HERDT,A.R. Region 2. Office of Director. 87/05/26. WOODY, C.O. Florida Power & 
Light Co. 2pp. 41123:221-41123:230. 

-8706010360 Insp Repts 50-250/87-20 & 50-251/87-20 on 870427-0501 .No violations 
or deviations noted.Major areas inspected: surveillance testing,post-refueling startup 
testing, spent fuel pool activities & IE bulletin status. 

SCHNEBLI,G.A., JAPE.F. Region 2. Office of Director. 87/05/20. 8pp. 41123:223- 
41123:230. 

8706030018 Forwards Insp Repts 50-250/87-23 & 50-251/87-23 on 870428-0501. No 
violations or deviations noted. 

COLLINS.D.M. Region 2, Office of Director. 87/05/26. WOODY,C.O. Florida Power & 
Light Co. 2pp. 41147:263-41147:274. 

-8706030025 Insp Repts 50-250/87-23 & 50-251/87-23 on 870428-0501. No violations 
or deviations noted.Major areas inspected: followup on worker health physics con- 
cerns. 

WEDDINGTON.R.E., HOSEY.C.M. Region 2, Office of Director. 87/05/15. 5pp. 
41147:270-41147:274. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040075 Forwards response to violations noted in Insp Repts 50-250/87-15 & 50- 
251/87-15.Corrective actions:new bulletin board placed in nuclear administration bldg 
to allow posting of 10CFR19 requirements & other applicable regulations. 

WOODY, C.O. Florida Power & Light Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp, 41 1 76:337-41 1 76:338. 

8706160573 Ack receipt of 870515 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/87-06 & 50-251 /87-06. 

REYES, LA. Region 2, Office of Director. 87/05/29. WOODY.C.O. Florida Power & 
Light Co. 1p. 41336:223-41336:223. 


8706080306 Advises that current schedule for closing equipment hatch & setting missile 
shields will be 870605 & 08, respectively, per safeguards program.Surveillance seals in- 
stalled on reactor vessel head on 870521 & camera removed from containment. 
WOODY, C.O. Florida Power & Light Co. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). Ip. 41217:062-41217:062. 

8706090325 Forwards Insp Repts 50-250/87-21 & 50-251/87-21 on 870427-0501. No 
violations or deviations noted. 

HERDT.A.R. Region 2. Office of Director. 87/06/02. WOODY, C.O. Florida Power & 
Light Co. 2pp. 41222:078-41222:088. 

-8706090332 Insp Repts 50-250/87-21 & 50-251/87-21 on 870427-0501. No violations 
or deviations noted.Major areas inspected: licensee action on previous insp findings, IE 
Bulletins 80-1 1 & 85-001 & snubber surveillance program. 

LENAHAN,J.J.. SZCZEPANIEC.A., JAPE,F. Region 2, Office of Director. 87/05/26. 
9pp. 41222:080-41222:088. 

8706110028 Forwards Safeguards Insp Repts 50-250/87-25 & 50-251/87-25 on 
87051 1-1 5. Violations noted under consideration for escalated enforcement action. 
GRACE, J.N. Region 2. Office of Director. 87/06/03. WOODY,C.O. Florida Power & 
Light Co. 2pp. 41267:141-41267:143. 

-8706110032 Partially withheld Insp Repts 50-250/87-25 & 50-251/87-26 on 870511-15 
(ref 10CFR2.790(d) & 73.21 ).Violations noted: failure to control personnel & equip- 
ment access into containment & inadequate vehicle search. 

MASNYK.O.M., MCGUIRE, D.R. Region 2, Office of Director. 87/06/01. Ip. 
41267:143-41267:143. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Sve list end, 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706250237 Ack receipt of 870529 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/87-15 & 50-251/87-15. 

STOHR.J.P. Region 2, Office of Director. 87/06/10. WOODY, C.O. Florida Power & 
Light Co. Ip. 41474:136-41474:136. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Sve list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230350 Advises of intention to issue SER, addressing permanent incorporation of 
continuous tube cleaning sys into plant design & final resolution of need to upgrade 
CV 2201 , following tube cleaning sys evaluation period. 

WOODY, C.O. Florida Power & Light Co. 87/06/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41427:359-41427:360. 

8706250241 Forwards Insp Repts 50-250/87-22 & 50-251/87-22 on 870427-0518 & 
notice of violation. 

REYES, LA. Region 2. Office of Director. 87/06/15. WOODY, C.O. Florida Power & 
Light Co. 2pp. 41475:237-41475:252. 

-8706250245 Notice of violation from insp on 870427-0518. 

REYES.LA. Region 2, Office of Director. 87/06/15. 2pp. 41475:239-41475:240. 

-8706250254 Insp Repts 50-250/87-22 & 50-251/87-22 on 870427-0518. Violations 
noted:failure to meet requirements of Tech Spec 6.8.1 due to improper implementa- 
tion of in plant equipment clearance order procedure. 

BREWER.D.R., VAN DYNE.K.W,, MACDONALD, J.B. Region 2. Office of Director. 87/ 
06/11. 12pp. 41475:241-41475:252. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Sve list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706260079 Responds to violations noted in Insp Repts 50-260/87-14 & 50-251/87- 
14.Corrective actions:individual involved counseled & training dept will evaluate event 
for appropriate training requirement & methods. 

WOODY, C.O. Florida Power & Light Co. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41478:184-41478:186. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Us© 
Safety (Post 870413), 87/06/26. Consolidated Edison Co. of New York, Inc. 109 dd 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706300996 “Performance Rept, 1986." W/870515 ltr. 

DICKEY, J.W., WOODY, C.O. Florida Power & Light Co. 86/12/31. GRACE. J.N. Regior 
2, Office of Director. 27pp. 4151 4:1 39-41 51 4:1 64. 


8706220032 Monthly operating rept for May 1987.W/870615 ltr. 

GRANT.N.W., WOODY, C.O. Florida Power & Light Co. 87/05/31. 18pp. 41409:020 


8706230191 Forwards performance enhancement program (PEP) selected sys reviav 
for May 1987.Listed changes to PEP requested. 

WOODY, C.O. Florida Power & Light Co. 87/06/18. Document Control Branch (Docl 
ment Control Desk). 4pp. 41427:330-41427:333. 
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S. Reportable occurrences, LERs & related correspondence 

8706020256 PNO-ll-87-030:updating PNO-ll-87-019 & PNO-II-87-019A. Augmented Insp 
Team Repts 50-250/87-16 & 50-251/87-16 on boric acid leakage & buildup problem 
issued on 87051 5.Loss of offsite power test scheduled for 870520. 

SCOTT, M. Region 2. Office of Director. 87/05/19. Ip. 41134:169-41134:169. 

8706100056 Special rept:fire barriers breached for longer than 7 days. Fire protection 
was impaired.Caused by App R alternative shutdown work.Plant continues to imple- 
ment compensatory measures as applicable.Breached barriers listed. 

WOODY, C.O. Florida Power & Light Co. 87/06/05. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41239:165-41239:168. 

8706300331 Summary of 870609 Operating Reactors Events Meeting 87-018 w/ 
NRR,RES,AEOD & regional ofcs on events which occurred since 870602 meeting.List 
of attendees end. 

LANNING,W. Events Assessment Branch. 87/06/12. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41491:050-41491:059. 

8706220174 LER 87-009-00:on 87051 6,diesel generator ready to start light went out 
causing loss of emergency power supply for RHR sys.Caused by inadvertent bumping 
of Telemand transfer relay 2X4-3A.Normal power supply restored.W/870615 Itr. 
SALAMON.G., WOODY, C.O. Florida Power & Light Co. 87/06/15. 4pp. 41410:292- 
41410:295. 

8706260005 LER 87-01 0-00:on 870522, emergency diesel generator auto-started during 
testing of 4,160-volt bus undervoltage protection circuit.Caused by personnel 
error. Personnel counseled & procedure revised.W/870619 Itr. 

SALAMON,G., WOODY,C.O. Florida Power & Light Co. 87/06/19. 4pp. 41479:163- 
41479:166. 


DOCKET 50-252 UNIV. OF NEW MEXICO RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706090062 Forwards informal Rept EGG-NTA-7467, "Technical Evaluation Rept re Re- 
newal of OL for Univ of New Mexico." Rept considered final deliverable for Task 1. 
OBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G. Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6010. 87/03/10. CARRINGTON, M. Office of 
Nuclear Reactor Regulation, Director (851125-870411). ip. 41213:062-41213:105. 

-8706090066 "Technical Evaluation Rept re Renewal of OL for Univ of New Mexico," 
informal rept. 

COOPER, C.H. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6010. EGG-NTA-7467. 
87/03/31. NRC - No Detailed Affiliation Given. 42pp. 41213:063-41213:105. 

8706180235 Informs of recent reorganization of NRR. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
BUSCH, R.D. New Mexico, Univ. of, Albuquerque, NM. 3pp. 68915:122-68915:124. 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706110136 Rev 7 to Procedure 340-4, "Action to be Taken in Event of Oil Spill to Mis- 
sissippi River.” Rev 22 to table of contents end. 

MOORE,R., TULB,R.C. Commonwealth Edison Co. 87/05/19. 6pp. 41267:068- 
41267:073. 

8706090355 Ack receipt of 870521 Itr & description of utils scope & objectives for facili- 
ty emergency preparedness exercise, scheduled for 87071 4.Scope & objectives of ex- 
ercise acceptable. 

SHAFER,W.D. Region 3, Office of Director. 87/06/01. REED,C. Commonwealth 
Edison Co. 2pp. 41234:193-41234:194. 

8706170288 Forwards application fee for 870212 App R schedular exemption 
request, per NRC 870212 Itr. 

JOHNSON,I.M. Commonwealth Edison Co. 87/06/08. DIGGS, R.M. License Fee Man- 
agement Branch. 2pp. 41377:102-41377:103. 

8706180284 Forwards application fee for App R schedular exemption requests safe 
shutdown,per NRC 870512 Itr. 

JOHNSON, I. M. Commonwealth Edison Co. 87/06/08. DIGGS,R.M. License Fee Man- 
agement Branch. 2pp, 41390:196-41390:197. 

8706170491 Rev 2 to Emergency Plan Implementing Procedure NST-EOF-1, "Manager 
of Emergency Operations.’^ W/tabie of contents. 

BLACKMAN.T.G. Commonwealth Edison Co. 87/06/30. 22pp. 41385:001-41385:022. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24, "Determining Recommended Offsite Protective Action Response Option for 
General Public." 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


P. Operating license stage documents & correspondence 

8706300150 Forwards final EGG-NTA-7632, “Conformance to Generic Ltr 83-28,ltem 
2.2.2 - Vendor Interface Programs for All Other Safety-Related Components, Quad 
Cities 1 & 2," informal rept. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41515:298-41515:314. 

-8706300184 Final “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface 
Programs for All Other Safety-Related Components: Quad Cities 1 & 2," informal rept. 
UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory, FIN D-6001. EGG-NTA-7632. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41515:299-41515:314. 

8706050090 Forwards planned submittal dates per 870311 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK,M.S. Commonwealth Edison Co. 87/05/22. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 41200:078-41200:079. 


8706020217 Confirms 870604 enforcement conference w/util in Glen Ellyn, IL to dis- 
cuss environ qualification issues at Dresden & Quad Cities. 

NORELIUS.C.E. Region 3, Office of Director. 87/05/27. REED,C. Commonwealth 
Edison Co. Ip. 41147:074-41147:074. 

8706120177 Advises that anomalies found in Boraflex neutron absorbing matl used in 
spent fuel pools at Point Beach & Quad Cities plants.Request for addi info re planned 
use of Boraflex in proposed modified racks at facilities end. 

TRAMMELL,C.M. Project Directorate V. 87/06/02. SHIFFER,J.D. Pacific Gas & Elec- 
tric Co. 6pp. 41305:056-41305:155. 

-8706120180 Forwards Rev 0 to NET-042-01, "Preliminary Assessment of Boraflex Per- 
formance in Quad Cities Spent Fuel Storage Racks.” NETCO hypothized that Boraflex 
shrinkage caused by irradiation results in tensile stress causing breakage. 
TURBAK.M.S. Commonwealth Edison Co. 87/05/05. DAVIS, A.B. Region 3, Office of 
Director. 2pp. 41305:062-41305:155. 

-8706120182 “Preliminary Assessment of Boraflex Performance in Quad Cities Spent 
Fuel Storage Racks.” 

* Northeast Technology Corp. NET-042-01 ROO, 87/04/10. 92pp. 41305:064- 
41305:155. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements. Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110276 Notifies of Type A containment integrity test method that will be utilized at 
util three BWR stations in future.Uti! will utilize Bechtel BN-TOP-1. 

LEBLOND,P.C. Commonwealth Edison Co. 87/06/04. Document Control Branch 
(Document Control Desk). Ip. 41266:132-41266:132. 

8706180353 Forwards Special Test 1-101 completed during May 1987. Summary of 
safety evaluation reported in compliance w/ 10CFR50.59. 

ROBEY,R.A. Commonwealth Edison Co. 87/06/05. SNIEZEK.J.H. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 41390:107-41390:108. 

8706150023 Requests addI info re spent fuel pool absorbing matl used in spent fuel 
pools of plants since boraflex has been approved for use as neutron poison for criti- 
cality control. 

MCDONALD,D.G. Project Directorate 11-2. 87/06/09. WOODY,C.O. Florida Power & 
Light Co. 3pp. 41304:227-41304:229. 

8706170431 Responds to Generic Ltr 87-06,requesting verification of method used to 
assure leak tight integrity of pressure isolation valves. End describes periodic tests & 
acceptance cnteria for each valve. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/1 1 . Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
1 0CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230178 Board Notification 87-01 l:notifies of anomalies in boraflex neutron absorb- 
ing matl. End repts conclude that no sigrificart safety concern currently exists.NRC 
will address info in repts in testimony ul hraring sche.iu on on 870915. 
RUBENSTEIN.LS. Project Directorate ! -2 lAZO,R., COLE.R., LUEBKE,E. 

Atomic Safety and Licensing Board Panel. 4pp. 41432:012-41432:140. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300546 Forwards request for add! info on 860903 application for amend to Li- 
censes NPF-37 & NPF-66 re use of Boraflex in reracking of spent fuel pool. 
OLSHAN,L.N. Project Directorate 111-2. 87/06/22. FARRAR, D.L. Commonwealth 
Edison Co. 4pp. 41490:005-41490:008, 


Q. inspection reports, IE Bulletins & correspondence 

8706190377 Forwards Insp Repts 50-254/86-19 & 50-265/86-14 on 861 104-8701 15.No 
violations identified. 

HARRISON, J.J. Region 3, Office of Director. 87/01/30. REED.C. Commonwealth 
Edison Co. 2pp. 41399:179-41399:192. 

-8706190380 Insp Repts 50-254/86-19 & 50-265/86-14 on 861 104-8701 15.No viola- 
tions or deviations identified. Major areas inspected: inservice insp activities, review of 
program, procedures & licensee action on IE bulletins. 

WARD,D., DANIELSON, D.H. Region 3. Office of Director. 87/01/30. 12pp. 41399:181- 
41399:192. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706090385 Ack receipt of 870520 Itr informing NRC of steps taken to correct noncom- 
pliance noted in NRC 870424 Itr.Based on 870602 telcon,util will submit suppi to LER 
86-007 re problems caused by auxiliary contacts by 870615. 

HARRISON, J.J. Region 3, Office of Director. 87/06/03. REED,C. Commonwealth 
Edison Co. Ip. 41221:095-41221:100. 

-8706090391 Responds to NRC 870424 Itr re violations noted in Insp Repts 50-254/87- 
09 & 50-265/87-09 on 870407-09.Corrective actions: LER 86-007-00 for Unit 2 will be 
supplemented to describe more fully root cause,investigation & corrective actions. 
TURBAK,M.S. Commonwealth Edison Co. 87/05/20, DAVIS, A.B. Region 3, Office of 
Director. 6pp, 41221:096-41221:100. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C,E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp, 41393:001-41393:105. 
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8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Dianneter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant P'oblems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or 'Aro-;g -Conocncnt Events." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706220248 Advises of completion of SALP assessment for facility. Findings will be pre- 
sented at meeting on 870720.Util should have appropriate corporate & plant mgt rep- 
resentation to ensure mutual understanding of issues & findings. 

NORELIUS.C.E. Region 3, Office of Director. 87/06/15. REED,C. Commonwealth 
Edison Co. 2pp. 41411:094-41411:095. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.'* Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300900 Forwards Safety Insp Repts 50-254/87-08 & 50-265/87-08 on 870405- 
0606 & notice of violation. 

FORNEY,W.L. Region 3, Office of Director. 87/06/23. REED.C. Commonwealth 
Edison Co. 2pp. 41514:228-41514:240. 

-8706300906 Notice of violation from insp on 870405-0606. 

FORNEY, W.L Region 3, Office of Director. 87/06/24. Ip. 41514:230-41514:230. 

-8706300918 Insp Repts 50-254/87-08 & 50-265/87-08 on 870405-0606. Violations 
noted:failure to rept on ESF actuation. 

FORNEY,W.L. Region 3, Office of Director. 87/06/24. 10pp. 41514:231-41514:240. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706080205 Forwards weekly status rept re progress in resolving questions concerning 
installed configuration of embedment plates,per 870506 commitment. 

JOHNSON, I.M. Commonwealth Edison Co. 87/05/22. DAVIS.A.B. Region 3. Office of 
Director. Ip. 41217:207-41217:224. 

-8706080211 “Assessment of Embedment Plates," weekly status rept as of 870521. 

* Commonwealth Edison Co. 87/05/21. 17pp. 41217:208-41217:224. 

8706090214 Forwards "Weekly Status Rept, Assessment of Embedment Plates Status 
as of 870528," per 870306 agreement.Rept describes progress in resolving questions 
about installori ccnfigumticn of embedment plates at facilities. 

..OHNSON.I.M Ccnripc-.'.vea-tn Edison Co. 87/05/29. DAVIS.A.B. Region 3, Office of 
Director. Ip. 41223:178-41223:195. 

“8706090223 “Weekly Status Rept,Assessment of Embedment Plates Status as of 
870528." 

* Commonwealth Edison Co. 87/05/28. 17pp. 41223:179-41223:195. 

8706170125 Monthly operating repts for May 1 987.W/870605 Itr. 

SCHMIDT, K.A., ROBEY.R.A. Commonwealth Edison Co. 87/05/31. 23pp. 41371:272- 
41371:294. 
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F. Security, medical, emergency & fire protection plans 

8706190005 Temporary Change Notices TCN-EI-85-004,TCN-EI-85-010, TCN-EI-85- 
026,TCN-EI-86-004 & TCN-EI-86-012 to Rev 1 to Emergency Implementing Procedure 
El-16-1, "Maint of Emergency Equipment." 

DAWSON,M. Consumers Power Co. 86/09/11. 8pp. 41394:286-41394:293. 

8706050109 Forwards Safeguards Insp Rept 50-255/87-11 on 87051 3.No violations 
noted.Rept withheld (ref 10CFR2.790). 

AXELSON.W.L. Region 3, Office of Director. 87/05/20. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 41192:131-41192:132. 

8706040239 Rev & approval summary sheet to Rev 5 to Section 7 to “Palisades Nucle- 
ar Plant Site Emergency Plan.” 

* Consumers Power Co. 87/05/21. 2pp. 41171:299-41171:300. 

8706020182 Forwards Insp Rept 50-255/87-08 on 870407-0504 & notice of 
violation.Several operations-related events caused by lack of attention to detail & op- 
erations crew inexperience noted in rept. 

NORELIUS,C.E. Region 3, Office of Director. 87/05/22. BUCKMAN,F.W. Consumers 
Power Co. 2pp. 41 147:021-41 147:036. 

-8706020195 Insp Rept 50-255/87-08 on 870407-0504. Violations noted: failure to im- 
plement Tech Spec 6.8.3 causing approval of temporary changes to procedures by 
persons other than senior managers. 

BURGESS,B.L. Region 3, Office of Director. 87/05/20. 12pp. 41147:025-41147:036. 

8706030327 Rev 1 to Attachment 1 to Emergency Implementation Procedure El-16.1, 
"Emergency Kit Inventory." 

* Consumers Power Co. 87/05/22. 4pp. 41169:227-41169:230. 

8706010071 Fonvards scenario for 870519 facility emergency plan exercise, per util 
870403 commitment. 

JOHNSON, B.D. Consumers Power Co. 87/05/26, Document Control Branch (Docu- 
ment Control Desk). 102pp. 41118:190-41118:291. 

8706120082 Editorial changes to Attachment 1 to Rev 12 to Emergency Implementing 
Procedure El-1, "Activation of Site Emergency Plan/Emergency Classification." 

* Consumers Power Co. 87/05/26. 4pp. 41272:229-41272:232. 

8706120207 Rev & approval summary sheet for Rev 0 to Emergency Implementation 
Procedure El-7,8, "pH:Hydrogen Specific Ion Electrode." 

* Consumers Power Co. 87/06/02. 2pp. 41279:274-41279:275. 

8706150031 Rev 2 to Emergency Implementation Procedure El-7.4, "Post- Accident 
Gas & Liquid Activity Analysis." 

* Consumers Power Co. 87/06/02. 2pp. 41291:245-41291:246. 

8706150098 Rev & approval summary of cover sheet to Temporary Change Notice 
TCN-EI-86-014 to Rev 2 to Emergency Implementation Procedure El-7,5, 
“Boron-.Selective Ion Electrode Method Post-Accident." 

CHARTRAND.T.A., RICE.R.M. Consumers Power Co. 87/06/02. 2pp. 41291:119- 
41291:120. 

8706150150 Rev & approval summary of Rev 2 to Emergency Implementation Proce- 
dure El-7.3, “Hydrogen & Oxygen Gas Analysis of Post-Accident Samples." 

RICE,R.M., CHARTRAND.T.A. Consumers Power Co. 87/06/02. 2pp. 41298:094- 
41298:095. 

8706120294 Rev 5 coversheet to Emergency Implementation Procedure El-7.1, "Post 
Accident Sampling - PCS Liquid/Gas & Containment Air." , 

CHARTRAND,T.A. Consumers Power Co. 87/06/03. 2pp. 41279:207-41279:208. 

8706150066 Rev 4 to Emergency Plan Implementing Procedure El-7.2, “Emergency 
Post-Accident Analysis," periodic review. 

BRUNET.J.R. Consumers Power Co. 87/06/03. 2pp. 41291:202-41291:203. 

8706160002 Temporary Change Notices TCN-EI-86-017 & TCN-EI-87-004 to Rev 3 to 
Emergency Implementing Procedure El-7.0, “Emergency Post-Accident Sampling De- 
cision Process." 

RICE.R.M. Consumers Power Co. 87/06/03. 2pp. 41305:334-41305:335. 

8706180227 Revised cover sheet to Rev 2 to Emergency Implementation Procedure El- 
5, “Re-entry/Recovery." 

BRUNET,J.R. Consumers Power Co. 87/06/04. 2pp. 41390:296-41390:297. 

8706170525 Forwards Reactive Safeguards Insp Rept 50-255/87-09 on 870421-0529 & 
notice of violation.Notice of violation withheld (ref 10CFR73.21). 

AXELSON.W.J. Region 3, Office of Director. 87/06/10. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 41386:285-41386:287, 

■“8706170536 Partially withheld Reactive Physical Security Insp Rept 50-255/87-09 (ret 
10CFR73.21).Violations noted:failure to provide adequate level of protection to pro- 
tected info & failure to rept security event in required time period. 

MADEDA,T.J.. CREED, J.R. Region 3, Office of Director. 87/06/09. Ip. 41386:287- 
41386:287. 


P. Operating license stage documents & correspondence 

8705270569 Responds to 860521 Confirmatory Action Ltr CAL-R1 11-86-002 & info re- 
quest per 10CFR50.54(f).Util has devoted thousands of hours identifying deficiencies 
& corrective actions through comprehensive & methodical approach. 

BUCKMAN.F.W. Consumers Power Co. 86/12/01. KEPPLER.J.G. Region 3, Office of 
Director. 107pp. 41 080:073-41 080:1 79. 

8706080275 Forwards Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee.Millstone 

2, Palisades.Palo Verde 1,2 & 3, San Onofre 2 & 3, St Lucie 1 & 2,Waterford 3 & WNP 

3. " 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/12. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41213:001-41213:027. 
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“8706080284 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 2,Palisades,Palo 
Verde 1 ,2 & 3,San Onofre 2 & 3, St Lucie 1 & 2,Waterford 3 & WNP 3." 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER, F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7463 R01. 87/03/31. NRC - No De- 
tailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706050249 Forwards EGG-NTA-7484, “Technical Evaluation Rept for Palisades 
Plant, Response to NRR Generic Ltr 83-37," interim rept.Licensee not in compliance 
w/control room habitability requirement (III.D.3.4).ltems still under review listed. 
OBENCHAIN,C.F. EG&G Idaho. Inc. (subs, of EG&G. Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6022. 87/03/30. CARRINGTON.M. Office of 
Nuclear Reactor Regulation, Director (851125-870411). 2pp. 41201:060-41201:087. 

“8706050255 “Technical Evaluation Rept for Palisades Plant,Response to NRR Generic 
Ltr 83-37," interim informal rept. 

MOBLEY,E.V. EG&G Idaho, Inc. (subs, of EG&G, Inc.). MOBLEY.E.V. Idaho National 
Engineering Laboratory. FIN D-6022. EGG-NTA-7484. 87/03/30. NRC - No Detailed 
Affiliation Given. 26pp. 41201:062-41201:087. 

8706080004 Forwards EGG-NTA-7439, “Conformance to Generic Ltr 83-28, Item 2.2.1 
-- Equipment Classification for All Other Safety- Related Components:Palisades," final 
rept.Facility conforms to generic ltr on item. 

r6bERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/17. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). ip. 41211:098-41211:118. 

“8706080007 “Conformance to Generic Ltr 83-28,ltem 2.2.1 -- Equipment Classification 
for All Other Safety-Related Components: Palisades," final informal rept. 
VANDERBEEK,R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7439. 87/04/30. NRC - No 
Detailed Affiliation Given. 20pp. 41211:099-41211:118. 

8706300670 Forwards final EGG-NTA-7622, “Conformance to Generic Ltr 83-28.ltem 
2.2.2 - Vendor Interface Programs for All Other Safety-Related 

Components:Palisades," informal rept. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41515:008-41515:024. 

“8706300691 Final "Conformance to Generic Ltr 83-28,ltem 2.2.2 - Vendor Interface 
Programs for All Other Safety-Related Components: Palisades," informal rept. 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7622. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41515:009-41515:024. 

8706010368 Fonvards application for amend to License DPR-20,revising license require- 
ments for receipt, possesion & use of byproduct source & SNM per std format provid- 
ed by NRC.Fee paid. 

BERRY, K.W. Consumers Power Co. 87/05/26. Document Control Branch (Document 
Control Desk). 1p, 41123:235-41123:242. 

“8706010373 Application for amend to License DPR-20,revising requirements re 
receipt,possession & use of byproduct, source & SNM. 

BUCKMAN.F.W. Consumers Power Co. 87/05/26. 4pp. 41123:236-41123:239. 

“8706020128 Proposed Tech Specs revising requirements for receipt,use & possession 
of byproduct,source & SNM. 

* Consumers Power Co. 87/05/26. 3pp. 41123:240-41123:242. 

8706030350 Application for amend to License DPR-20, changing Tech Specs by remov- 
ing or replacing snubbers listed in Tables 3.20.1 & 3.20.2 during maint outage sched- 
uled to begin in Oct 1987, Fee paid. 

BERRY, K.W. Consumers Power Co. 87/05/28. Document Control Branch (Document 
Control Desk). 7pp. 41152:159-41152:172. 

“8706030357 Proposed Tech Specs,removing or replacing snubbers listed on Tables 
3.20.1 & 3.20.2 w/ struts during maint outage scheduled to begin in Oct 1987. 

* Consumers Power Co. 87/05/28. 7pp, 41152:166-41152:172. 

8706040025 Responds to three of four NRC concerns re util endorsement of C-E 
Owners Group methodology on reactor coolant pump trip per request in Generic Ltr 
86-06. 

KUEMIN.J.L. Consumers Power Co. 87/05/29. Document Control Branch (Document 
Control Desk). 4pp. 41171:213-41171:216. 

8706040283 Advises that during period from Nov 1986 - Apr 1987, no NPDES notifica- 
tions required nor did any repts of oil, salt or polluting matl losses occur. Performance 
represents diligent effort to comply w/nonradioiogical environ protection plan. 
JOHNSON, B.D. Consumers Power Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 1p. 41177:097-41177:097. 

8706090342 Forwards description of allegation re past conviction for possession & dis- 
tribution of controlled substance by employee supposedly granted unescorted access 
to facilities. Appropriate action requested.EncI withheld (ref 10CFR2.790). 

HIND,J.A. Region 3, Office of Director. 87/06/03. BUCKMAN.F.W. Consumers Power 
Co. 2pp. 41223:108-41223:109. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706090265 Forwards list of pressure isolation valves w/description of measures per- 
formed to assure valve integrity as independent reactor coolant pressure boundary 
barrier & acceptance criteria used for valves. 

KUEMIN.J.L Consumers Power Co. 87/06/05. Document Control Branch (Document 
Control Desk). 4pp. 41221:319-41221:322. 

8706090402 Forwards rev to 840928 proposed Tech Spec change request to License 
DPR-20,allowing steam generator insp interval to 24 months but can be extended to 
30 months provided mean degradation increase less than 1 %,per NRC request. 
KUEMIN,J.L. Consumers Power Co. 87/06/05. Document Control Branch (Document 
Control Desk). 1p. 41222:279-41222:284. 


“8706090431 Proposed Tech Specs, revising 840928 change to allow steam generator 
insp interval to 24 months but can be extended to 30 months provided mean degrada- 
tion increase of steam generator tubes from previous insp interval less than 1%. 

* Consumers Power Co. 87/06/05. 5pp. 41222:280-41222:284. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170534 Forwards addi info re NUREG-0737.TMI Action Plan Item II.D.1, "Perform- 
ance Testing of Relief & Safety Valves," per NRC 850806 Request 5.Plant operates 
w/block valves closed. New valves will be installed before 1 988 refueling outage. 
SMEDLEY.R.W. Consumers Power Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41385:037-41385:038. 

8706230486 Generic Ltr 87-11 to all operating llcensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8706050109 Forwards Safeguards Insp Rept 50-255/87-11 on 870513.No violations 
noted.Rept withheld (ref 10CFR2.790). 

AXELSON,W.L. Region 3, Office of Director. 87/05/20. BUCKMAN,F.W. Consumers 
Power Co. 2pp. 41192:131-41192:132. 

8706020182 Forwards Insp Rept 50-255/87-08 on 870407-0504 & notice of 
violation. Several operations-related events caused by lack of attention to detail & op- 
erations crew inexperience noted in rept. 

NORELIUS,C.E. Region 3, Office of Director. 87/05/22. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 41147:021-41147:036. 

“8706020188 Notice of violation from insp on 870407-0504. 

NORELIUS.C.E. Region 3. Office of Director. 87/05/21. 2pp. 41147:023-41147:024. 

“8706020195 Insp Rept 50-255/87-08 on 870407-0504. Violations noted: failure to im- 
plement Tech Spec 6.8.3 causing approval of temporary changes to procedures by 
persons other than senior managers. 

BURGESS.B.L. Region 3. Office of Director. 87/05/20. 12pp. 41147:025-41147:036. 

8706010214 Informs of deviation from 10CFR50.55a code update requirements re 
ASME Section XI inservice insp program.Util misinterpreted 10-yr update 
requirement. Rev to inservice insp program will be submitted by early 1988. 
KUEMIN.J.L. Consumers Power Co. 87/05/26. Document Control Branch (Document 
Control Desk). 2pp. 41119:115-41119:116. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706030087 Responds to NRC 870430 ltr re violations noted in Insp Rept 50-255/87- 
06.Corrective actions:memo will be issued to personnel & personnel counseled on 
proper & timely attention given to limiting condition of status board, 

BERRY,K.W. Consumers Power Co. 87/05/27. Document Control Branch (Document 
Control Desk). 2pp. 41147:206-41147:207. 

8706090038 Fonwards Plant Readiness Team Insp Rept 50-255/86-35 on 861216- 
870213 & notice of violation.Matl condition of plant will be adequate to support restart 
upon completion of outstanding prestart commitments. W/o notice. 

NORELIUS.C.E. Region 3, Office of Director. 87/06/01. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 41219:027-41219:148. 

“8706090041 Insp Rept 50-255/86-35 on 861 21 6-87021 6.Violations noted: inadequate 
review of mod package.inadequate procedures for conduct of 10CFR50.59 evalua- 
tions & failure to identify modified breakers as Class 1 E. 

DUNLOP.A., WALKER.H.A., REYNOLDS.S.A. Region 3. Office of Director. 87/05/28. 
120pp. 41219:029-41219:148. 

8706090209 Forwards AEOD assessment of LERs for period Nov 1986 - Apr 1987,prior 
to issuance of SALP 7 board repLEvaluation indicates some improvement in quality of 
util LERs. 

NORELIUS.C.E. Region 3, Office of Director. 87/06/02. BUCKMAN.F.W, Consumers 
Power Co. 53pp. 41223:042-41223:094. 

8705290040 NRC Info Notice 87-024. “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105, 

8706100474 Forwards Exam Rept 50-255/OL-87-01 of exam administered on 870504- 
08. 

HEHL,C,W. Region 3, Office of Director. 87/06/04. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 41244:107-41244:177. 

“8706100477 Exam Rept 50-255/OL-87-01 on 870504-08.Exam results:both senior op- 
erator candidates passed. Exam & answer key end. 

DEFFERDING,L.J.. GRUELR.L. UPTON.J.W. Region 3, Office of Director. 87/06/04. 
69pp. 41244:109-41244:177. 

8706110134 Forwards Requalification Exam Rept 50-255 /OL-87-02 of exam adminis- 
tered on 870504-08. 

HEHLC.W. Region 3. Office of Director. 87/06/04. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 41259:036-41259:118. 

“8706110144 Requalification Exam Rept 50-255/OL-87-02 of exam admininstered on 
870505-08. Exam results;five senior operators & four operators passed exams. 
DEFFERDING.LJ., GRUEL.R.L, UPTON.J.W. Region 3, Office of Director. 87/06/04. 
81pp. 41259:038-41259:118. 
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8706090402 Forwards rev to 840928 proposed Tech Spec change request to License 
DPR'20, allowing steam generator insp interval to 24 months but can be extended to 
30 months provided mean degradation increase less than 1%,per NRC request. 
KUEMIN.J.L. Consumers Power Co. 87/06/05. Document Control Branch (Document 
Control Desk). 1p. 41222:279-41222:284. 

-8706090431 Proposed Tech Specs, revising 840928 change to allow steam generator 
insp interval to 24 months but can be extended to 30 months provided mean degrada- 
tion increase of steam generator tubes from previous insp interval less than 1%. 

* Consumers Power Co. 87/06/05. 5pp. 41222:280-41222:284. 

8706100470 NRC Info Notice 87-027, ‘‘Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co, of New York, Inc. 106pp, 41300:036-41300:143. 

8706160705 Forwards Insp Rept 50-255/87-12 on 87051 8-20.No violations noted. 
SHAFER, W.D. Region 3, Office of Director. 87/06/10. BUCKMAN.F.W. Consumers 
Power Co. 3pp. 41349:305-41349:323. 

-8706160709 Insp Rept 50-255/87-12 on 87051 8-20.No violations noted. Major areas 
inspected:plant annual exercise involving observations by four NRC representatives of 
functions & Iccaticns durinc exercise. 

PATTERSON, J. Cr:RISTCr-FrR,G., SNELL,W. Region 3, Office of Director. 87/06/ 
10. 16pp. 41349:308-41349:323. 

8706170525 Forwards Reactive Safeguards Insp Rept 50-255/87-09 on 870421-0529 & 
notice of violation. Notice of violation withheld (ref 10CFR73.21). 

AXELSON,W.J. Region 3, Office of Director. 87/06/10. BUCKMAN,F.W. Consumers 
Power Co. 2pp. 41386:285-41386:287. 

-8706170536 Partially withheld Reactive Physical Security Insp Rept 50-255/87-09 (ref 
10CFR73.21).Violations noted:failure to provide adequate level of protection to pro- 
tected info & failure to rept security event in required time period. 

MADEDA,T.J., CREED, J.R. Region 3, Office of Director. 87/06/09. Ip. 41386:287- 
41386:287. 

8706050209 NRC Info Notice 87-026, ‘‘Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706230333 Forwards Safety Insp Rept 50-255/87-14 on 870505-0601 & notice of vio- 
lation. 

GULDEMOND.W.G. Region 3, Office of Director. 87/06/11. BUCKMAN.F.W. Consum- 
ers Power Co. 2pp. 41433:289-41433:299. 

-8706230335 Notice of violation from insp on 870505-0601 . 

GULDEMOND.W.G. Region 3, Office of Director. 87/06/11. Ip. 41433:291-41433:291. 

-8706230342 insp Rept 50-255/87-14 on 870505-0601. Violations noted: failure to test 
eight containment isolation valves.per ASME Code.Section Xl.One unresolved item re 
miswiring of two temp instrjmnnts 'oadina to remote shutdown panel noted. 
BURGESS.B.L. Region 3, Cifice o: C roc'.or 87/06/11. 8pp. 41433:292-41433:299. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706020238 “1986 Palisades Nuclear Plant Annual Radiological Environ Operating 
Rept." W/870529 Itr. 

JOHNSON, B.D. Consumers Power Co. 86/12/31. 153pp. 41134:173-41134:325. 

8706150055 Monthly operating rept for May 1 987.W/870502 Itr. 

PACKARD.G.C., VANDENBERG.D. Consumers Power Co. 87/05/31. 5pp. 41291:247- 
41291:251. 


S. Reportable occurrences, LERs & related correspondence 

8706030484 LER 87-01 4-00:on 870427, primary data logger computer memory failed 
causing in-core alarm sys to be inoperable.Caused by operator misinterpreting Tech 
Spec action statement.Tech Spec revised.W/870527 Itr. 

KOZUP,C.S., JOHNSON,B.D. Consumers Power Co. 87/05/27. 4pp. 41169:043- 
41169:046. 

8706100284 LER 87-01 5-00:on 870322, during performance of fire suppression sys flow 
operability test, water flow switch fire detector found inoperable & fire watch not 
begun, per Tech Specs.Caused by personnel error.Test revised.W/870603 Itr. 
KOZUP,C.S„ JOHNSON,B.D. Consumers Power Co. 87/06/03. 4pp. 41238:017- 
41238:020. 

8706090418 LER 87-01 5-00:on 870504, continuous fire watch not established in switch- 

P ear Room 1-C upon closure of cable spreading room sprinkler valve MV- 
P127.Caused by shift supervisor error.Supervisor counseled.W/870605 Itr. 
KOZUP,C.S., BORDINE.T.C. Consumers Power Co. 87/06/05. 4pp. 41229:121- 
41229:124. 

8706170009 PNO-llt-87-081:on 870610, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville,lL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY.W. Regions, Office of Director. 87/06/11. Ip. 41371:148-41371:148. 


8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1 978, insulated lugs used on all equipment. 

DOUGHERTY,J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 

8706240328 LER 87-01 6-00:on 870522,reactor manually tripped following errant closure 
of main feedwater pump turbine driver exhaust valve MV-159FW.Caused by poor com- 
munication between operators while performing valve lineup.W/870619 Itr. 
KOZUP,C.S., JOHNSON, B.D. Consumers Power Co. 87/06/19. 5pp. 41454:356- 
41454:360. 


V. Operator Examinations 

8706010134 Provides certification that util licensed operator training programs accredit- 
ed by INPO & based on sys approach to training.Accreditation Itrs end. 

JOHNSON, B.D. Consumers Power Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41123:312-41123:315. 

8706110399 Fonvards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee. Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL.C.W. Region 3, Office of Director, 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706100474 Forwards Exam Rept 50-255/OL-87-01 of exam administered on 870504- 
08. 

HEHL.C.W. Region 3, Office of Director. 87/06/04. BUCKMAN,F.W. Consunners 
Power Co. 2pp. 41244:107-41244:177. 

-8706100477 Exam Rept 50-256/OL-87-01 on 870504-08. Exam results:both senior op- 
erator candidates passed. Exam & answer key end. 

DEFFERD1NG,L.J., GRUEL, R.L, UPTON,J.W. Region 3, Office of Director. 87/06/04. 
69pp. 41244:109-41244:177. 

8706110134 Forwards Requalification Exam Rept 50-255/OL-87-02 of exam adminis- 
tered on 870504-08. 

HEHUC.W. Region 3. Office of Director. 87/06/04. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 41259:036-41259:1 18. 

-8706110144 Requalification Exam Rept 50-255/OL-87-02 of exam admininstered on 
870505-08.Exam results:five senior operators & four operators passed exams. 
DEFFERDING.LJ., GRUEUR.L, UPTON.J.W. Region 3, Office of Director. 87/06/04, 
81pp. 41259:038-41259:118. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region III. Presentations will incorporate Rev 4 
of NUREG- 0121, "Operator Licensing Examiner Stds.” Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 
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F. Security, medical, emergency & fire protection plans 

8706030305 Requests delay in NRC review of 860131 & 1121 requests for exemption 
from 10CFR50,App R.Paragraph III.G.2 requirements re 20-ft separation of safe shut- 
down equipment.Options pursued warrant rev or withdrawal of request. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41169:206-41169:207. 

8706090367 Forwards Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 on 
87041 3-1 7.No violations or deviations noted.NRC concerned w/licensee use of secu- 
rity officers as long-term compensatory measure in lieu of security plan commitments. 
ZECH.G.G. Office of Special Projects. 87/05/27. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41222:302-41222:304. 

-8706090379 Partially withheld Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 
on 870413-17 (ref 10CFR2.790 & 73.21 ).No violations identIfied.Major areas 
inspected:!icensee imorovements identified in nuclear performance plan. 

TCBiN.vV.J. Region 2, Office of Director. 87/05/14. Ip. 41222:304-41222:304. 

8706100357 Ack return of safeguards & administratively confidential repts R-82-01- 
PSS,R-83-16-NPS,R-84-06-NPS & 1-83-01-WBN. furnished by WF Willis 850906 Itr. 
ZECH.G.G. Office of Special Projects. 87/05/29. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41248:270-41248:271. 

8706100124 Confirms 870609 mgt meeting in Region 11 ofc to discuss util security 
activities.per 870601 telcon.Proposed meeting agenda & notice of meeting end. 
ZECH.G.G. Office of Special Projects. 87/06/02. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41240:073-41240:075. 

“8706110230 Notification of 870609 meeting w/util in Region II ofc to discuss util secu- 
rity activities. 

* Region 2, Office of Director. 87/06/02. Region 2, Office of Director. Ip. 41240:075- 
41240:075. 

8706110251 Advises that 870416 Rev 13 to physical security plan consistent w/provi- 
sions of 1 0CFR50.54(p) & acceptable. 

ZECH.G.G. Office of Special Projects. 87/06/02. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 41269:227-41269:229. 

8706240428 Rev 3 to Radiological Emergency Plan Implementing Procedure IP-1 o, 
“Medical Emergency Procedure.” W/870617 Itr. 

PRUITT, E., GRIDLEY.R. Tennessee Valley Authority. 87/06/17. 24pp. 41455:146- 
41455:169. 

8706240389 Trip rept of 870601-05 site visit re unresolved safety questions 
determination, activities related to restart & meeting & plant walkdown re App R ex- 
emptions. 

STANG.J. Office of Special Projects. 87/06/18. ZWOLINSKl.J.A. Office of Special 
Projects. 3pp. 41440:155-41440:157. 
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8706300945 Forwards Safeguards Insp Repts 50-259/87-23,50-260/87-23 & 50-296/ 
87-23 on 870601 -OS.No violations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/23. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41514:182-41514:184. 

-8706300954 Partially withheld Physical Security Insp Repts 50-259/87-23,50-260/87- 
23 & 50-296/87-23 on 870601-05 (ref 10CFR2.790 & 73.21 ).No violations noted.Major 
areas inspected:security plan & implementing procedures. 

ENNIS, J.D. Region 2, Office of Director. 87/06/19. Ip. 41514:184-41514:184. 


P. Operating license stage documents & correspondence 

8706030136 Forwards Rev 4 of employee concern special program manual & writer 
guide issued on 87051 1. Uncontrolled copies of Rev 3 of documents previously provid- 
ed on 870401 .W/o ends. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/19. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41157:201-41157:202. 

8706030182 Forwards list of 117 employee concerns task group subcategory repts to 
be submitted for review.Repts address both plant specific & programmatic evaluation 
resuits. 

MARTIN,M.S. Tennessee Valley Authority. 87/05/20. Document Control Branch (Doc- 
ument Control Desk). 13pp. 41161:113-41161:125. 

8706040072 Notification of time change for 870604 meeting w/util in Decatur, AL to dis- 
cuss status of restart program.Meeting will be transcribed.Meeting agenda end. 
STANG.J. Office of Special Projects. 87/05/21. ZWOLINSKI,J.A. Office of Special 
Projects. 4pp. 41181:233-41181:236. 

8706040225 Forwards listing of mgt & personnel subcategory repts & titles re employee 
concerns special program & 18 subcategory repts for mgt & personnel category w/ 
completed final reviews by Senior Review Panel & Employee Concern Task Group 
mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41177:215-41180:025. 

-8706040243 Rev 3 to TVA Employee Concerns Special Program Rept 70100, “Sub- 
journeymen." 

ENS\A/ORTH,F,G.. PEOPLES, H.D., GIBBS, R.R. Tennessee Valley Authority. 70100 
R03. 87/05/11. 32pp. 41177:220-41177:251. 

-8706040246 Rev 5 to TVA Employee Concerns Special Program Rept 70200, “Work 
Rules." 

JOHNSON, D.L., ENSWORTH.F.G., BROWN, W.R. Tennessee Valley Authority. 70200 
R05. 87/05/15. 85pp. 41177:252-41177:336. 


—8706040300 Rev 5 to TVA Employee Concerns Special Program Rept 71900, "Pay." 
LONG,J.E., ENSWORTH,F., BROWN.W.R. Tennessee Valley Authority. 71900 R05. 
87/05/15. 48pp. 41179:305-41179:352. 

—8706040303 Rev 3 to TVA Employee Concerns Special Program Rept 72000, “Per- 
sonnel Records." 

EVANS, P.K., LONG.J.E., MARTIN, M.S. Tennessee Valley Authority. 72000 R03. 87/ 
05/13. 34pp. 41179:353-41180:025. 

-8706040308 Rev 2 to TVA Employee Concerns Special Program Rept 72100, “Veter- 
ans Preference." 

KRUEGER, B.H., LONG,J.E., BROWN.W.R. Tennessee Valley Authority. 72100 R02, 
87/05/15. 65pp. 41180:026-41180:091. 

8706050176 Fonwards listing of industrial safety subcategory repts numbers & titles ad- 
dressing concerns for-employee concerns special program.Repts completed final 
review by senior review panel & employee concern task group mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41198:084-^1200:059. 

“8706050185 Rev 4 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90100, “Mgt of Safehy as re Industrial Safety.” 

LOGAN, S.B., WISSEMAN.E.L.. STEWART.D.W. Tennessee Valley Authority. 90100 
R04. 87/02/23. 118pp. 41198:089-41198:206. 

-8706050191 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90400, “Protective Equipment as re Industrial Safety." 

WISSEMAN.E.L., STEWART.D.W. Tennessee Valley Authority. 90400 R02. 87/02/23. 
44pp. 41198:207-41198:250. 

-8706050194 Rev 3 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90500, “Life Safety re Industrial Safety." 

WISSEMAN.E.L., STEWART.D.W. Tennessee Valley Authority. 90500 R03. 87/02/23. 
47pp. 41198:251-41198:297. 

-8706050202 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90600, “Electrical re Industrial Safety." 

WISSEMAN.E.L., STEWART.D.W. Tennessee Valley Authority. 90600 R02. 87/02/23. 
82pp. 41 1 98:298-41 1 99:01 9. 

-8706050207 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90700, “Design re Industrial Safety.” 

BRUCE.G.E., WISSEMAN.E.L. STEWART.D.W. Tennessee Valley Authority. 90700 
R02. 87/02/23. 62pp. 41199:020-41199:081. 


-8706040250 Rev 3 to TVA Employee Concerns Special Program Rept 70300, “Work 
Schedules." 

MAYS.L.H., ENSWORTH.F.G., MARTIN.M.S. Tennessee Valley Authority. 70300 R03. 
87/05/13. 31pp. 41177:337-41178:006. 

-8706040252 Rev 4 to TVA Employee Concerns Special Program Rept 70400, "Over- 
time." 

ENSWORTH.F.G., PEOPLES,H.D.. MARTIN.M.S. Tennessee Valley Authority. 70400 
R04. 87/0.5/13. 44pp. 41178:007-41178:050. 


-8706040258 Rev 4 to TVA Employee Concerns Special Program Rept 70600, “Mgt 
Techniques." 

LONG.LN.. FNSW'OnT-.r.. MARTINS, M.S. Tennessee Valley Authority. 70600 R04. 
87/05/13. ■.■••ipp. .Mi'BOa' 178:196. 

“8706040263 Rev 3 to TVA Employee Concerns Special Program Rept 70700, “Organi- 
zation." 

8ROWN.E.A., ENSWORTH.F., MARTIN.M.S. Tennessee Valley Authority, 70700 R03. 
87/05/13. 36pp. 41178:197-41178:232. 


-8706040269 Rev 3 to TVA Employee Concerns Special Program Rept 70800, 
"Morale." 

ROBERTSON, r.. ENSWORTH.F., BROWN.W.R. Tennessee Valley Authority. 70800 
R03. 87/05/15. 34pp. 41178:233-41178:267. 

-8706040274 Rev 3 to TVA Employee Concerns Special Program Rept 70900, “Public 
Safety Svc." 

FOX.J,, GIBBS, R., MART1N,M. Tennessee Valley Authority. 70900 R03. 87/05/13. 
34pp. 41178:268-41178:301. 


-8706040278 Rev 4 to TVA Employee Concerns Special Program Rept 71000, “Pro- 
ductivity." 

BROWN.W.R., PEOPLES, H.D.. GIBBS, R.R. Tennessee Valley Authority. 71000 R04. 
87/05/15, 93pp. 41178:302-41179:034. 


•8706040281 Rev 3 to TVA Employee Concerns Special Program Rept 71100, “Matls.” 
PEOPLES, H.D.. BROWN.W.R. Tennessee Valley Authority. 71100 R03. 87/05/15. 
39pp. 41179:035-41179:073. 


-8706040284 Rev 3 to TVA Employee Concerns Special Program Rept 71200, "Miscel- 


FOX.J., ENSWORTH.F., MARTIN.M.S. Tennessee Valley Authority. 71200 R03. 87/ 
05/13. 35pp. 41179:074-41179:108. 


-8706040287 Rev 3 to TVA Employee Concerns Special Program Rept 71300, "Medi- 


PEOPLES, H.D., BROWN.W.R., GIBBS, R.R. Tennessee Valley Authority. 71300 R03. 
07/05/16, 57pp. 41179:109-41179:165. 


-8706040290 Rev 3 to TVA Employee Concerns Special Program Rept 71400, ‘Drugs. 
ENSWORTH.F., MARTIN.M.S. Tennessee Valley Authority. 71400 R03. 87/05/13. 
28pp. 41179:166-41179:193. 


-8706040296 Rev 5 to TVA Employee Concerns Special Program Rept 71500, "Em- 

SoIbERTsSnx. ENSWORTH.F., BROWN.W.R. Tennessee Valley Authority. 71500 
R05, 87/05/15. 67pp. 41179:194-41179:260, 


•8706040298 Rev 3 to TVA Employee Concerns Special Program Rept 71600, "Labor 

PEOPLES, H.D., ENSWORTH.F.G.. MARTIN.M.S. Tennessee Valley Authority. 71600 
R03. 87/05/13. 45pp. 41179:261-41179:304. 


“8706050210 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90800, "Emergency Equipment & Plant Response to Emergencies re Indus- 
trial Safety." 

WISSEMAN.E.L., STEWART.D.W. Tennessee Valley Authority. 90800 R02. 87/02/23. 
59pp. 41199:082-41199:140. 

-8706050222 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90900, "Walking & Working Surfaces as re Industrial Safety." 
WISSEMAN.E.L Tennessee Valley Authority. 90900 R02. 87/02/23. 76pp. 41199:141- 
41199:214. 

-8706050227 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 91000, "Unsafe Conditions as re Industrial Safety." 

WISSEMAN.E.L, JOYCE.J.W., STEWART.D.W. Tennessee Valley Authority. 91000 
R02. 87/02/23. 76pp. 41199:215-41199:290. 

-8706050232 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 91 ■'GO “Dofect've/'r.edequate Ecuipment as re Industrial Safety," 

ROGERS, T., WiSSCMAN b...., ItUSSli.LL.J.R. Tennessee Valley Authority. 91100 R02. 
87/02/23. 28pp. 41199:291-41199:318. 

-8706050247 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 91200, “Industrial Hygiene Practice as re Industrial Safety.” 
WISSEMAN.E.L, RUSSELL, J.R., STEWART.D.W. Tennessee Valley Authority, 91200 
R02. 87/02/23. 101pp. 41199:319-41200:059. 

8706030347 Informs of intention to utilize artificial time history generated from plant 
design response spectra as input for seismic sys analysis.FSAR will be revised to re- 
flect use of artificial time history. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 8pp. 41169:308-41169:315. 

8706030461 Forwards responses to JS Keppler 870422 questions re Rev 4 to Corpo- 
rate Nuclear Performance Plan. Plan will be revised to reflect changes in staff & 
progress in programmatic areas. ^ 

WHITE.S.A. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 11pp. 41153:018-41153:028. 

8706040256 Forwards safety evaluation supporting proposed post-accident sampling 
sys, per 861219 & 870401 requests.Proposed sys meets all criteria in 1I.B.3 of 
NUREG-0737. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/27. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 41 1 80:220-41 1 80:227. 

-8706040282 Safety evaluation re post-accident sampling sys.Sys meets all 1 1 criteria 
of Item ILB.3 in NUREG-0737. 

* Office of Special Projects. 87/05/27. 6pp. 41 180:222-41180:227. 

8706080069 Responds to Generic Ltr 87-05 re actions to determine if Mark I drywell 
shells have degraded by corrosion mechanism. Ultrasonic thickness measurements 
will be performed on each drywell. Extension of due date coordinated on 870513. 
GRIDLEY.R. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41218:230-41218:234. 

8706100326 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, revising 
Tech Specs to clarify trip level setting in Table 3.2.A for standby gas treatment sys 
relative humidity heater.Fee paid. ^ _ 

DOMER.J.A. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41238:321-41238:329. 
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-8706100333 Proposed Tech Specs, clarifying trip level setting in Table 3.2.A for stand- 
by gas treatment sys relative humidity heater. 

* Tennessee Valley Authority. 87/05/29. 7pp. 41238:323-41238:329. 

8706100395 Application for amends to Licenses DPR-33,DPR-52 & pPR-68, implement- 
ing recommendations of Generic Ltr 84-15, “Proposed Staff Actions to Improve & 
Maintain Diesel Generator Reliability.’’ Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41248:296-41249:006. 


-8706100403 Proposed Tech Specs,implementing recommendations in Generic Ltr 84- 
15, “Proposed Staff Actions to Improve & Maintain Diesel Generator Reliability. 

* Tennessee Valley Authority. 87/05/29. 69pp. 41248:298-41249:006. 

8706110291 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revving 
Tech Specs to clarify requirements for high radiation areas w/radiation intensity of ex- 
actly 1 .000 mrem/h.Justification & hazards determination encl.Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41260:271-41260:278. 

-8706110303 Proposed Tech Specs, revising Section 6 to clarify requirements for high 
radiation areas w/radiation intensity of exactly 1 ,000 mrem/h. 

* Tennessee Valley Authority. 87/06/02. 6pp. 41260:273-41260:278. 

8706180029 Forwards listing of mgt & personnel & mat! control subcategory repts & 
titles addressing concerns for employee concerns special program.Subcategory repts 
for mgt & personnel also end. ^ ^ ^ 

MARflN,M.S. Tennessee Valley Authority. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41391:163-41391:348. 


8706230380 Forwards Nuclear Safety Review Staff (NSRS) routine review of response 
to recommendations identified in NSRS Rept R-84-19-WBN,per 870520 request.Status 
of all NSRS repts reviewed.Commitment tracking & action item load sheet end. 
GRIDLEY.R.L. Tennessee Valley Authority. 87/06/16. Document Control Branch 
(Document Control Desk). 6pp. 41437:223-41438:104. 

-8706230392 “Nuclear Safety Review Staff Routine Review of Response to NSRS Rec- 
ommendations Identified in NSRS Rept R-84-19-WBN.’’ 

MASHBURN.J.W., SMITH, J.D.. WASHER, P.R. Tennessee Valley Authority. R-84-26- 
WBN. 84/09/05. 10pp. 41437:229-41437:238. 

-8706240028 "Assessment of Browns Ferry Regulatory Performance Improvement 

WHITT.K.W. Tennessee Valley Authority. R-84-20-BFN. 84/07/30. 16pp. 41437:239- 
41437:254. 

-8706240049 "Investigation of Problems Concerning Category I Supports at Browns 
Ferry Nuclear Plant.’"^ Updated data sheets reflecting any rept recommendations end. 
DEBBAGE,A.G. Tennessee Valley Authority. 1-84-30-BFN. 87/12/07. 210pp. 
41437:255-41438:104. 

8706250005 Trip rept of 870603-05 site visit re restart activities. Attendee list end. 
GEARS, G.E. Office of Special Projects. 87/06/18. 2WOLlNSKI,J.A. Office of Special 
Projects. 4pp. 41465:001-41465:004. 

8706230486 Generic Ltr 87-1 1 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


-8706180061 Rev 3 to TVA Employee Concerns Special Program,Mgt & Personnel 
Subcategory Rept 71800, “Employment.’’ , 

LONG,J.E., EUSWORTH,F., GIBBS, R.R. Tennessee Valley Authority. 71800 R03. 87/ 
05/11. 100pp. 41391:168-41391:275. 

-8706180067 Rev 3 to TVA Employee Concerns Special Program.Mgt & Personnel 
Subcategory Rept 70500, “Equal Employment Opportunity.’’ 

MAUK,G.R., BROWN,E., GIBBS,R.R. Tennessee Valley Authority. 70500 R03. 87/05/ 
11. 73pp. 41391:276-41391:348. 


-8706180071 Rev 2 to TVA Employee Concerns Special Program,Matl Control Subcate- 
gory Final Rept 40800, "Training.” , 

HENSLEY,B.J., HUTZLER.C.W., MART1N,M,S. Tennessee Valley Authority. 40800 
R02. 87/05/20. 76pp. 41391:349-41392:063. 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706180237 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, revising 
Tech Specs to impose limit on reactor operation when nitrogen not being used to 
supply pneumatic control sys inside containment, per Generic Ltr 84-09.Fee paid. 
GRIDLEY,R. Tennessee Valley Authority. 87/06/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41390:284-41390:295. 


-8706180247 Proposed Tech Specs imposing limit on reactor operation when nitrogen 
not being used to supply pneumatic control sys inside containment. 

* Tennessee Valley Authority. 87/06/04. 10pp. 41390:286-41390:295. 


8706260050 Forwards response to Generic Ltr 87-06, "Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves.’’ Program for ensuring leak-tight integrity 
of valves Tech Spec refs for valves discussed. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/06/19. Document Control Branch 
(Document Control Desk). 5pp. 41475:346-41475:350. 

8706290027 Requests assistance in verification of end data re review of safety issues 
rngt sys.Util also requested to provide most recent refueling outage projections for fa- 
cilities. 

ZWOLINSKI.J.A. Office of Special Projects. 87/06/22. WHITE.S.A. Tennessee Valley 
Authority. 37pp. 41504:258-41504:294. 

8706260214 Trip rept of 870616-17 site visit re better definition of scope of work for 
contractor recommendations (Item II. D of restart issues-SECY 
paper),reviewed, planned & proposed insp schedules & modules for facilities. 
GEARS.G.E. Office of Special Projects. 87/06/23. ZWOLINSKI.J.A. Office of Special 
Projects. 3pp. 41480:126-41480:128. 

8706290031 Forwards Rev 3 to TVA employee concerns special program final 
rept.const subcategory, "Mechanical.’’ 

MARTIN.M.S. Tennessee Valley Authority. 87/06/24. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41501:053-41501:267. 

-8707010013 Rev 3 to TVA employee concerns special program final Const Rept 
17100, "Mechanical.” 

BRYANT.J.B., GIBBS.R.R., BROWN.W.R. Tennessee Valley Authority. 17100 R03. 
87/06/18. 200pp. 41501:058-41501:267. 


Q. Inspection reports, IE Bulletins & correspondence 


8706160631 Forwards employee concerns special program Rev 2 to Subcategory-Const 
11200, “Workplan/Work Control” & Subcategory-Const Final Rept 15100, “Damage/ 
Const Control.” 

MARTIN.M.S. Tennessee Valley Authority. 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:336-41350:1 10. 

-8706160644 TVA employee concerns special program Rev 2 to Subcategory- Const 
11200, “Workplan/Work Control.” 

* Tennessee Valley Authority. 87/06/02. 130pp. 41349:341-41350:110. 

-8706160650 TVA employee concerns special program Rev 2 to Subcategory- Const 
(Final Rept) 15100, "Damage/Const Control.” 

• Tennessee Valley Authority. 87/06/02. 112pp. 41350:111-41350:222. 

8706160411 Discusses review of restart criteria incorporated in Vol 2, Table 7 & Vol 
3, Table IV-I of Nuclear Performance Plan. Criteria sufficiently conservative & accepta- 
ble. 

ZWOL1NSKI.J.A. Office of Special Projects. 87/06/09. WHITE.S.A. Tennessee Valley 
Authority. 6pp. 41319:156-41319:161. 

8706160492 Responds to RM Bemerb 870225 ltr re plant PRA.Util agrees that bases of 
PRA analyses suspect until verification of sys configuration complete.Util in process of 
finalizing “as-configured" drawings at plant. 

WHITE,S.A. Tennessee Valley Authority. 87/06/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41335:072-41335:073. 

8706160530 Forwards TVA Employee Concerns Special Program Repts 10700, “Instru- 
ment Tubing” & 19100, "Electrical Equipment” & listing of const subcategory repts & 
tltles.Final review of repts completed by senior review panel & task group mgt. 
MARTIN.M.S. Tennessee Valley Authority. 87/06/10. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:08041349:185. 

-8706160538 Rev 3 to "Instrument Tubing,” TVA employee concerns special program 
final rept 

SELEWSKI,M.E., GIBBS.R.R., BROWN.W.R. Tennessee Valley Authority. 10700 R03. 
87/06/05. 57pp. 41349:08541349:148. 

-8706160553 Rev 3 to “Electrical Equipment” TVA employee concerns special pro- 
gram rept 

BROWN, R.M., G1BBS.R.R., BROWN.W.R. Tennessee Valley Authority. 19100 R03. 
87/06/05. 37pp. 41 349:1 49-41349:1 85. 


8706010330 Responds to Item lll.D.3.4 of NUREG-0737 re effects of chlorine on control 
room habitability & inspector Unresolved Item 86-40-10 on chlorine shipments by 
barge near site. Frequency of barge traffic per yr within guidelines. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41133:046-41133:047. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040137 Requests extension of time to respond to violations noted in Insp Repts 
50-259/86-43,50-260/86-43,50-296/86-43, 50-327/86-73,50-328/86-73,50-390/86- 

27,50-391/86-26, 50-438/86-11 & 50-439/86-11 due to addi review required. 
GRIDLEY.R.L. Tennessee Valley Authority. 87/05/27. Document control Branch 
(Document Control Desk). 2pp. 41176:329-41176:330. 

8706090367 Forwards Insp Repts 50-259/87-17.50-260/87-17 & 50-296/87-17 on 
87041 3-1 7.No violations or deviations noted.NRC concerned w/licensee use of secu- 
rity officers as long-term compensatory measure in lieu of security plan commitments. 
ZECH.G.G. Office of Special Projects. 87/05/27. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41222:302-41222:304. 

-8706090379 Partially withheld Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 
on 870413-17 (ref 10CFR2.790 & 73.21 ).No violations identified.Major areas 
inspected:licensee improvements identified in nuclear performance plan. 

TOBIN, W.J.. THOMPSON, D.H., MCGUIRE, D.R. Region 2, Office of Director. 87/05/ 
14. Ip. 41222:304-41222:304. 

8706100366 Ack receipt of 870515 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/87-08, 50-260/87-08 & 50-296/87-08. 

ZECH.G.G. Office of Special Projects. ZECH.G.G. Region 2. Offibe of Director. 87/05/ 
28. WHlTE,S.A. Tennessee Valley Authority. Ip. 41241:170-41241:170. 

8706160589 Ack receipt of 870407 response to notice of violation from Insp Repts 50- 
259/86-40,50-260/86-40 & 50-296/86-40.Response meets requirements of 

10CFR2.201 & implementation of corrective actions will be examined during future 
insps. 

ZECH.G.G. Office of Special Projects. 87/05/29. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41340:290-41340:290. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end, 

MIRAGLIA.FJ. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120, ' 


8706170149 Ack receipt of 870518 ltr informing NRC of steps taken to correct violaiiorrs 
noted in Insp Repts 50-259/87-09, 50-260/87-09 & 50-296/87-09. 

ZECH.G.G. Office of Special Projects. 87/05/29. WHITE.S.A. Tennessee Valley Au- 
thority. 1 p. 41 385:235-41 385:235. 
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8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027. “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170293 Supplemental response to violations noted in Insp Repts 50-259/86-38,50- 
260/86-38 & 50-296/86-38.Corrective actions: corporate std for SNM written & 
reviewed.Procedures will be issued for implementation by 870626. Revised Page 8 
end. 

GRIDLEY,R. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41385:173-41385:175. 

8706230440 Responds to NRC 870417 Itr re deviations noted in Insp Repts 50-259/87- 
02,50-260/87-02 & 50-296/87-02.Corrective actions: administrative procedures in 
effect which do not allow use of new fuel storage vaults. 

DOMER.J.A. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41429:112-41429:117. 

8706250275 Forwards Insp Repts 50-259/87-14,50-260/87-14 & 50-296/87-14 on 
870301-0430 notice of violation. Violation involved inoperable control room emergency 
ventilation sys. 

ZECH,G.G. Office of Special Projects. 2ECH,G.G. Region 2, Office of Director. 87/06/ 
15. WHITE,S.A. Tennessee Valley Authority. 3pp. 41475:211-41475:236. 

“8706250285 Notice of violation from insp on 870301-0430. 

ZECH,G.G. Region 2, Office of Director. 87/06/15. 2pp. 41475:214-41475:215. 

“8706250296 Insp Repts 50-259/87-14,50-260/87-14 & 50-296/87-14 on 870301- 
0430. Violations noted:failure to comply w/ operability requirements of Tech Spec 
3.7.E, “Control Room Emergency Ventilation Sys." 

PAULK,G.L., PATTERSON,C.A., BROOKS,C.R. Region 2, Office of Director. 87/06/ 
09. 21pp. 41475:216-41475:236. 

8706250438 Ack receipt of 870302 suppi response informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/86-25,50-260/86-25 & 50-296/86- 
25.Util requested to address lingering concern re inadequate equipment anchorage. 
ZECH.G.G. Office of Special Projects. 87/06/16. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41474:045-41474:046. 

8706240041 Forwards Welding Team Insp Repts 50-259/87-19,50-260/87-19 & 50- 
296/87-19 on 870420-24. No deviations noted.Executive summary end.lnadequacies 
noted which util needs to address in Phase II rept. 

EBNETER.S.D. Office of Special Projects. 87/06/17. WHITE.S.A. Tennessee Valley 
Authority. 5pp. 41443:344-41443:362. 

“8706240048 Insp Repts 50-259/87-19.50-260/87-19 & 50-296/87-19 on 870420-24.ln- 
adequacies noted.Major areas inspected:info contained in TVA Phase 1 rept, sample of 
FSAR commitment review forms & related specs & drawings. 

GEORGIEV.G.B., MCLELLAN.T., SMITH, D. Office of Special Projects. 87/06/10. 
14pp. 41443:349-41443:362. 

8706240373 Supplemental response to NRC 850927 Itr re violations noted Insp Repts 
50-259/85-36,50-260/85-36 & 50-296/85-36. Corrective actions:valve closed & oper- 
ating & surveillance instructions reviewed. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41449:075-41449:079. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300945 Forwards Safeguards Insp Repts 50-259/87-23,50-260/87-23 & 50-296/ 
87-23 on 870601 -05. No violations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/23. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41514:182-41514:184. 

“8706300954 Partially withheld Physical Security Insp Repts 50-259/87-23,50-260/87- 
23 & 50-296/87-23 on 870601-05 (ref 10CFR2.790 & 73.21 ).No violations noted.Major 
areas inspected:security plan & implementing procedures. 

ENNIS.J.D., MCGUIRE.D.R. Region 2. Office of Director. 87/06/19. Ip. 41514:184- 
41514:184. 

8706300265 Forwards results of review conducted to delineate procurement-related 
insps performed by Region II at TVA facilities.conducted per request re response to H 
Myers 870512 Itr to H Denton. 

BELISLE.G.A. Region 2, Office of Director. 87/06/24. ZECH.G.G. Office of Special 
Projects. 2pp. 41493:351-41493:352. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNN!NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706020022 "Discharge Monitoring Rept for Apr 1987." 

RIVERS,M.E. Tennessee Valley Authority. 87/04/30. 12pp. 41133:282-41133:293. 


8706170168 Monthly operating repts for May 1987.W/870610 Itr. 

CRAWFORD,J.D., LEWIS,R.L. Tennessee Valley Authority. 87/05/31. 18pp. 

41371:340-41371:357. 


8706250215 Forwards weekly schedule of TVA activities for wks of 870622 & 29. 
KELLY.J.N. Office of Special Projects. 87/06/19. ZWOLINSKI,J.A. Office of Special 
Projects. 5pp. 41462:149-41462:154. 


S. Reportable occurrences, LERs & related correspondence 


8706010419 LER 87-01 0-00:on 870426,CO2 cooling unit inoperable,causing storage 
tank to vent into storage tank room when pressure reached relief valve 
setpointOutside door opened & fire watch established. Call list will be revised.W/ 
870526 Itr. 

JONES,S.B.. LEWIS,R.L. Tennessee Valley Authority. 87/05/26. 3pp. 41118:076- 
41118:078. 

8706040119 LER 87-009-00:on 870420, during preparation for unloading 4 kV electrical 
board for breaker maint,ESF actuated.Caused by licensed operator performing unnec- 
essary switching operation.Sys restored & personnel counseled.W/870526 Itr. 
GORDON,A.W.. LEWIS.R.L. Tennessee Valley Authority. 87/05/26. 4pp. 41172:172- 
41172:175. 

8706110314 LER 87-012-00:on 870506, alternate power supply breaker failed to close & 
caused engineered safety actuations due to inadequate maint & insp 
procedures.Maint instructions revised to inspect & clean linkages.W/870605 Itr. 
JONES,S.B., LEWIS.R.L. Tennessee Valley Authority. 87/06/05. 4pp. 41267:233- 
41267:236. 

8706300588 LER 85-031 -01 :on 850706-09,seismically unqualified flanged joints discov- 
ered as result of engineering reviews.Caused by failure of design organization to prop- 
erly specify range types & matl during original plant const.W/870623 Itr. 

JONES.S.B., LEWIS.R.L. Tennessee Valley Authority. 87/06/12. 3pp. 41511:129- 
41511:131. 

8706220295 NPDES noncompliance notification:on 870425,identified unpermitted dis- 
charge from mobile water treatment plant being operated for TVA by Memphis 
Mobile.Design changes begun for installation of permanent water treatment plan. 
RIVERS.M.E. Tennessee Valley Authority. 87/06/16. HORN.C. Alabama. State of. 
2pp. 41412:170-41412:171. 


T. Hearing transcripts on non-antltrust matters 


8706220425 Summary of 870604 meeting w/util in Decatur.AL re key technical pro- 

§ rams & status of restart issues for facility. Transcript & list of attendees end. 

TANG.J. Office of Special Projects. 87/06/12. Office of Special Projects. 3pp. 
41417:039-41417:216. 

“8706220436 Transcript of NRR 870604 meeting w/util in Decatur.AL re scope & 
progress on key technical programs & status of restart issues for facility. Related info 
encT.Pp 1-116. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/04. 174pp. 
41417:042-41417:216. 

8706220450 Summary of 870604 meeting w/TVA at Browns Ferry Training Ctr re TVA 
restart criteria.Transcription.list of attendees & handouts end. 

STANG.J.F. Office of Special Projects. 87/06/12. Office of Special Projects. 9pp. 
41417:004-41417:038. 

“8706230028 Transcript of 870604 NRR meeting in Decatur, AL.Pp 1-24, 

• Commissioners. 87/06/04. 26pp. 41417:013-41417:038. 


V. Operator Examinations 


8706050361 Notification of contract execution, Mod 12, to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga.TN for Training on Browns Ferry.Sequoyah & Bellefonte 
Simulators." ContractonTVA. 

MEEHAN, B. Contract Administration Branch. FIN B-8717. 87/05/29. JORDAN.E. 
Office for Analysis & Evaluation of Operational Data, Director. SHOWE.S. NRC - No 
Detailed Affiliation Given. Ip. 41200:203-41200:205. 

“8706050363 Mod 12,providing incremental funds & increasing ceiling, to "Use of TVA 
Reactor Simulator Facilities at Chattanooga,TN for Training on Browns 
Ferry,Sequoyah & Bellefonte Simulators." 

SAIN,L,H. Tennessee Valley Authority. W1GGINS,E.J. Division of Contracts (Post 
870413). FIN B-8717. 87/05/29. 2pp. 41200:204-41200:206. 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8706030305 Requests delay in NRC review of 860131 & 1121 requests for exemption 
from 10CFR50,App R, Paragraph lil.G.2 requirements re 20-ft separation of safe shut- 
down equipment.Options pursued warrant rev or withdrawal of request. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41169:206-41169:207. 

8706090367 Forwards Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 on 
87041 3-1 7.No violations or deviations noted.NRC concerned w/licensee use of secu- 
rity officers as long-term compensatory measure in lieu of security plan commitments. 
ZECH.G.G. Office of Special Projects. 87/05/27. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41222:302-41222:304. 

“8706090379 Partially withheld Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 
on 870413-17 (ref 10CFR2.790 & 73.21 ).No violations identified.Major areas 
inspected:licensee improvements identified in nuclear performance plan. 

TOBIN, W.J. Region 2, Office of Director. 87/05/14. Ip. 41222:304-41222:304. 
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870610035? 'C?,;"' sa/er-is'd' & <:d~T 

PSS,R-8;i--:;--.-5,'- 5-- ‘‘"H 5 . ir^:- .‘iiN 

ZECH.G.G. Office of Special Projects. :c 
thcrity. 2pp. 41243:270-41248:271. 


'f'der^l'a! "eD^s R-82-01- 
\ ?. iEO'Oo Itr. 
i "cnr css^c . alley Au- 


8706100124 Confirms 87C609 mgt meeting in Region II ofc to discuss util security 
a"* V nes ze: S'0601 telcon. Proposed "'cc-fr; agc'^dr: £ .notice of meeting eric . 
ZECri.G.G. Cffice of Special Projects s'. 75 TF.S Tennessee Valley Au- 

thority. 2pp. 41240:073-41240:075. 


“8706110230 Notification of 870609 meeting w/util in Region II ofc to discuss util secu- 

*^ei'on 2, ^Office of Director. 87/06/02. Region 2. Office of Director. Ip. 41240:075- 

41240:075. 


8706110251 Advises that 870416 Rev 13 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. ^ 

ZECH.G.G. Office of Special Projects. 87/06/02. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 41269:227-41269:229. 


8706100326 Application for amends to Licenses DPR"33,DPR"52 & DPR-68, revising 
Tech Specs to clarify trip level setting in Table 3.2.A for standby gas treatment sys 
relative humidity heater.Fee paid. ^ ^ ^ , r, . /rs 

DOMER.J.A. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41238:321-41238:329. 


“8706100333 P.'cccse-.i ''o::.'' Sp-.: 
by gas t'c-atmor.; s.s 'o at .e !vj; 
‘Tennessee /a'lo;. PijihcrVf S 


cs clarfvmg trip level setting in Table 3. 2. A for stand- 
heater 

■05.29 :-pp. 41238:323-41238:329. 


8706100395 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, implement- 
ing recommendations of Generic Ltr 84-15, “Proposed Staff Actions to Improve & 
Maintain Diesel Generator Reliability." Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41248:296-41249:006. 


“8706100403 Proposed Tech Specs. impiomentmg recommendations in Generic Ltr 84- 
15, “Proposed Staff Actions *.o 'mprt:vv! i .vi:i:r ■,!!'■. Diesel Gc*rierator Reliability," 

* Tennessee Valley Authority. 87/05/29. 69pp. 41248:298-41249:006. 


8706240428 Rev 3 to Radiological Emergency Plan Implementing Procedure IP-10, 
“Medical Emergency Procedure." W/870617 Itr. 

PRUITT.E.- GPLDLEY.R. Tennessee Valley Authority. 87/06/17. 24pp. 41455:146- 
41455:169. 

8706240389 Trip rept of 870601-05 site visit re unresolved safety questions 
determination, activities related to restart & meeting & plant virafkdown re App R ex- 
emptions. 

STANG.J. Office of Special Projects. 87/06/18. ZWOLINSKI.J.A. Office of Special 
Projects. 3pp. 41440:155-41440:157. 

870630C945 =:'v,;r..":s 3r.-T..:;.;c."Js insp Repts 50-259/87-23.50-260/87-23 & 50-296/ 
87-23 cn 35. Nc ■..c.a::Oi’.3 cr deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/23. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41514:182-41514:184. 


8706110291 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, revising 
Tech Specs to clarify requirements for high radiation areas w/radiation intensity of ex- 
actly 1,000 mrem/h. Justification & hazards determination encl.Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41260:271-41260:278. 

“8706110303 Proposed Tech Specs.revising Section 6 to clarify requirements for high 
radiation areas w/radiation intensity of exactly 1,000 mrem/h. 

* Tennessee Valley Authority. 87/06/02. 6pp. 41260:273-41260:278. 

8706180029 Forwards listing of mgt & personnel & matl control subcategory repts & 
titles addressing concerns for employee concerns special program.Subcatogory repts 
for mgt & personnel also end. 

MARTIN.M.S. Tennessee Valley Authority. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41391:163-41391:348. 


“8706300954 Partially withheld Physical Security Insp Repts 50-259/87-23,50-260/87- 
23 & 50-296/87-23 on 870601-05 (ref 10CFR2.790 & 73.21 ).No violations noted.Major 
areas inspected:security plan & 'mplsmentinn procedures. 

ENNIS, J.D. Region 2. Office of D.rccicr. .5 ;V05 13. 'p .‘.1514:184-41514:184. 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
cf STS cn appl'c?.b:''ty of limiting conditions for operation & surveillance 
roqurenjnls.S'-'c !is; ciz' 

Ml R.\C"L A.r.j. .'iSs.o:,.aU.? Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 


P. Operating license stage documents & correspondence 

8706030136 Forwards Rev 4 of employee concern special program manual & writer 
guide 'ssued c.': 870511. Uncontrolled copies of Rev 3 of documents previously provid- 
ed 0.". S/O-Gi.'vV.'c •■■ncis. 

MART!N,M.S. Tennessee Vniiov .-.ulhc-'N'. o'^'C5/19. Document Control Branch (Doc- 
ument Control Desk). 2pp. ' 1 ■" 29 1 -.i : i 202. 

8706030182 Forwards list of 117 employee concerns task group subcategory repts to 
be submitted for review.Repts address both plant specific & programmatic evaluation 
results. 

MARTIN.M.S. Tennessee Valley Authority. 87/05/20. Document Control Branch (Doc- 
ument Control Desk). 13pp. 41161:113-41161:125. 

8706010007 Notification of 87060- meeting w/uti! in Decatur, AL to discuss status of re- 
start program.Meeting will be transcribed. Meeting agenda end. 

STANG.J. Office of Special Projects. 87/05/21. ZWOLINSKI.J.A, Office of Special 
Projects. 4pp. 41125:120-41125:123. 

8706040072 Notification of time d~r:.’'ge 'o' meeting w/util in Decatur, AL to dis- 

cuss status of restart c'cmam. Me;;; ng w:!! bo :'rar!sc'‘ibed.Meefng agenda end. 
STANG.J. Office of ■'-.".ects. n.'. ‘05 ZWOL INSKi,J..A.' Cfi-ce of Special 

Projects. 4pp. 41181:233-41181:236. 

8706040225 Forv-zards listing of mgt & personnel subcategory repts & titles re employee 
concerns special prog.’-anii & 18 subcategory repts for mgt & personnel category w/ 
completed final reviews by Senior Review Panel & Employee Concern Task Group 
mgt. 

MARTIN.M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41177:215-41180:025. 

8706050176 Forwards listing of industrial safety subcategory repts numbers & titles ad- 
dressing concerns for employee concerns special program.Repts completed final 
review by senior review panel & employee concern task group mgt. 

MARTIN.M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41198:084-41200:059. 

8706030347 Informs of intention to utilize artificial time history generated from plant 
design response spectra as input for seismic sys analysis.FSAR will be revised to re- 
::ec: use of a.mliciai time history. 

GRiDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 8pp. 41 1 69:308-41 1 69:31 5. 

8706030461 Forwards responses to JS Keppler 870422 questions re Rev 4 to Corpo- 
rate Nuclear Performance Plan.Plan will be revised to reflect changes in staff & 
progress in programmatic areas. 

WHITE.S.A. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Co.iiroi Desk). 11 pp. 41 1 53:01 8-41 1 53:028. 


8706180237 Application for amends to Licenses DPR-33,DPR“52 & DPR-68, revising 
Tech Specs to impose limit on reactor operation when nitrogen not being used to 
supply pneumatic control sys inside containment.per Generic Ltr 84-09.Foe paid. 
GRIDLEY.R. Tennessee VG"ev A-.;t‘'or-t'.' 87/06/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. •.'J'-O-Fc?-'. -; 

“8706180247 Proposed Tech Specs imposing limit on reactor operation when nitrogen 
not being used to s‘.:pc'v o-'cjmatic control sys inside containment. 

* Tennessee Valioy A;/:’.or 87/06/04. 10pp. 41390:286-41390:295, 

8706160631 Forwards employee concerns special program Rev 2 to Subcatogory-Const 
11200, “Workplan/Work Control” & Subcategory-Const Final Rept 15100, “Damage/ 
Const Control." 

MARTIN.M.S. Tennessee Valley Authority. 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:336-41349:340. 

8706160411 Discusses review of restart criteria incorporated in Vol 2, Table 7 & Vol 
3,Table IV-1 of Nuclear Performance Plan. Criteria sufficiently conservative & accepta- 
ble. 

ZWOLINSKI.J.A. Office of Special Projects, 87/06/09, WHITE.S.A. Tennessee Valley 
Authority. 6pp. 41319:156-41319:161. 

8706160492 Responds to RM Bernero 870225 Itr re plant PRA.Util agrees that bases of 
PRA analyses suspect until verification of sys configuration complote.Util in process of 
finalizing "as-configured" drawings at plant. 

WHITE.S.A. Tennessee Valley Authority. 87/06/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41335:072-41335:073. 

8706160530 Fonvards TVA Employee Concerns Special Program Repts 10700. "Instru- 
mont T-jb'ng" & 19100, "Ejectrical Equipment” & listing of const subcategory repts & 
:!:.os.i-'-rq. rcvie.v of repts completed by senior review panel & task group mgt, 
MARTIN.M.S. Tennessee Valley Authority. 87/06/10. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:080-41349:185. 

“8706160538 Rev 3 to "Instrument Tubing," TVA employee concerns special program 
final rept. 

SELEWSKI.M.E. Tennessee Valley Authority. 10700 R03. 87/06/05. 57pp. 41349:085- 
41349:148. 

“8706160553 Rev 3 to "Electrical Equipment,” TVA employee concerns special pro- 
gram rept. 

BRCWN.R.M. Tennessee Valley Authority. 19100 R03. 87/06/05. 37pp. 41349:149- 
41349:185. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411), 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 


87060402^ Forwards safety evaluation supporting proposed post-accident samplii 
NUREGny-Sy^® & 870401 requests. Proposed sys meets all criteria in II.B.3 

Projects. 87/05/27. WHITE.S.A. Tennessee Vail 

Authonty. 2pp. 41180:220-41180:227. 


NUREG-OT^^^ post-accident sampling sys.Sys meets all 11 criteria 
* Cffice of Special Projects. 87/05/27. 6pp. 41180:222-41180:227. 


67-05 re actions to determine if Mark I dryw 
iiii by corrosion mechanism. Ultrasonic thickness measuremer 

rmScS each drywelI.Extension of due date coordinated on 870513. 

Authority. 87/05/29. Document Control Branch (Doc 
ment Control Desk . 5pp. 41 21 8:230-41 21 8:234 ' 


8706230380 Forwards Nuclear Safety Review Staff (NSRS) routine review of response 
to recommendations identified in NSRS Rept R-84-19-WBN,per 870520 request.Status 
of all NSRS repts reviewed.Commitment tracking & action item load sheet end. 
GRIDLEY.R.L Tennessee Valley Authority. 87/06/16. Document Control Branch 
(Document Control Desk). 6pp. 41437:223-41438:104. 

“6706240028 “Assessment of Browns Ferry Regulatory Performance Improvement 
WHITT, K.W. Tennessee Valley Authority. R-84-20-BFN. 84/07/30. 16pp. 41437:239- 


-8706240049 "Investigation of Problems Concerning Category I Supports at Browns 
Updated data sheets reflecting any rept recommendations end. 

Authority. 1-84-30-BFN. 87/12/07. 210pp. 
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8706250005 Trip rept of 870603-05 site visit re restart activities. Attendee list end. 
GEARS.G.E. Office of Special Projects. 87/06/18. ZWOLINSKI.J.A. Office of Special 
Projects. 4pp. 41465:001-41465:004. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260050 Forwards response to Generic Ltr 87-06, "Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves." Program for ensuring leak-tight integrity 
of valves Tech Spec refs for valves discussed. 

GRIDLEY,R.L. Tennessee Valley Authority. 87/06/19. Document Control Branch 
(Document Control Desk). 5pp. 41475:346-41475:350. 

8706290027 Requests assistance in verification of end data re review of safety issues 
mgt sys.Util also requested to provide most recent refueling outage projections for fa- 
cilities. 

ZWOLINSKI.J.A. Office of Special Projects. 87/06/22. WHITE.S.A. Tennessee Valley 
Authority. 37pp. 41504:258-41504:294. 

8706260214 Trip rept of 870616-17 site visit re better definition of scope of work for 
contractor recommendations (Item II. D of restart issues-SECY 
paper).reviewed,planned & proposed insp schedules & modules for facilities. 
GEARS.G.E. Office of Special Projects. 87/06/23. ZWOLINSKI.J.A. Office of Special 
Projects. 3pp. 41480:126-41480:128. 

8706290031 Forwards Rev 3 to TVA employee concerns special program final 
rept.const subcategory, "Mechanical." 

MARTIN, M.S. Tennessee Valley Authority. 87/06/24. Document Control Branch (Doc- 
ument Control Desk). 5pp. •''.’5'Ji:053-‘-l50l:26;’. 

-8707010013 Rev 3 to TVA employee concerns special program final Const Rept 
17100, "Mechanical." 

BRYANT. J.B. Tennessee Valley Authority. 17100 R03. 87/06/18. 200pp. 41501:058- 
41501:267. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010330 Responds to Item III.D.3.4 of NUREG-0737 re effects of chlorine on control 
room habitability & inspector Unresolved Item 86-40-10 on chlorine shipments by 
barge near site. Frequency of barge traffic per yr within guidelines. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Docurnon! Centro! Branch (Docu- 
ment Control Desk). 2pp. 41133:046-41133:047. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040137 Requests extension of time to respond to violations noted in Insp Repts 
50-259/86-43,50-260/86-43,50-296/86-43, 50-327/86-73,50-328/86-73.50-390/86- 

27,50-391 /86-26, 50-438/86-1 1 & 50-439/86-1 1 due to addi review required. 
GRIDLEY.R. L. Tennessee Valley Authority. 87/05/27. Document Control Branch 
(Document Control Desk). 2pp. 41176:329-41176:330. 

8706090367 Forwards Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 on 
87041 3-1 7.No violations or deviations noted.NRC concerned w/licensee use of secu- 
rity officers as long-term compensatory measure in lieu of security plan commitments. 
ZECH.G.G. Office of Special Projects. 87/05/27. WHITE,S.A. Tennessee Valley Au- 
thority. 2pp. 41222:302-41222:304. 

--8706090379 Partially withheld Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 
on 870413-17 (ref 10CFR2.790 & 73.21). No violations identified.Major areas 
inspected:licensee improvements identified in nuclear performance plan. 

TOBIN.W.J., THOMPSON,D.H., MCGUIRE.D.R. Region 2, Office of Director. 87/05/ 
14. 1p. 41222:304-41222:304. 

8706100366 Ack receipt of 870515 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/87-08, 50-260/87-08 & 50-296/87-08. 

ZECH.G.G. Office of Special Projects. ZECH.G.G. Region 2, Office of Director. 87/05/ 
28. WHITE.S.A. Tennessee Valley Authority. Ip. 41241:170-41241:170. 

8706160589 Ack receipt of 870407 response to notice of violation from Insp Repts 50- 
259/86-40,50-260/86-40 & 50-296/86-40.Response meets requirements of 

10CFR2.201 & implementation of corrective actions will be examined during future 
insps. 

ZECH.G.G. Office of Special Projects. 87/05/29. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41340:290-41340:290. 

8706170149 Ack receipt of 870518 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/87-09, 50-260/87-09 & 50-296/87-09. 

ZECH.G.G. Office of Special Projects. 87/05/29. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41385:235-41385:235. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Sve list 
end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 


8706170293 Supplemental response to violations noted in Insp Repts 50-259/86-38,50- 
260/86-38 & 50-296/86-38.Corrective actions: corporate std for SNM written & 
reviewed. Procedures will be issued for implementation by 870626.Revised Page 8 
end. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41385:173-41385:175. 

8706230440 Responds to NRC 870417 ltr re deviations noted in Insp Repts 50-259/87- 
02.50-260/87-02 & 50-296/87-02.Corrective actions: administrative procedures in 
effect which do not allow use of new fuel storage vaults. 

DOMER.J.A. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41429:112-41429:117. 

8706250275 Forwards Insp Repts 50-259/87-14.50-260/87-14 & 50-296/87-14 on 
870301-0430 notice of violation. Violation involved inoperable control room emergency 
ventilation sys. 

ZECH.G.G. Office of Special Projects. ZECH.G.G. Region 2, Office of Director. 87/06/ 
15. WHITE.S.A. Tennessee Valley Authority. 3pp. 41475:21 1-41475:236. 

-8706250285 Notice of violation from insp on 870301-0430. 

ZECH.G.G. Region 2, Office of Director. 87/06/15. 2pp. 41475:214-41475:215. 

-8706250296 Insp Repts 50-259/87-14,50-260/87-14 & 50-296/87-14 on 870301- 
0430. Violations noted:failure to comply w/ operability requirements of Tech Spec 
3.7.E, "Control Room Emergency Ventilation Sys." 

PAULK.G.L.. PATTERSON.C.A., BROOKS.C.R. Region 2. Office of Director. 87/06/ 
09. 21pp. 41475:216-41475:236. 

8706250438 Ack receipt of 870302 suppi response informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/86-25,50-260/86-25 & 50-296/86- 
25.Util requested to address lingering concern re inadequate equipment anchorage. 
ZECH.G.G. Office of Special Projects. 87/06/16. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41474:045-41474:046. 

8706240041 Fonvards Welding Team Insp Repts 50-259/87-19,50-260/87-19 & 50- 
296/87-19 on 870420-24.No deviations noted.Executive summary end. Inadequacies 
noted which util needs to address in Phase II rept. 

EBNETER.S.D. Office of Special Projects. 87/06/17. WHITE.S.A. Tennessee Valley 
Authority. 5pp. 41443:344-41443:362. 

-8706240048 Insp Repts 50-259/87-19,50-260/87-19 & 50-296/87-19 on 870420-24.ln- 
adequacies noted. Major areas inspected:info contained in TVA Phase I rept.sample of 
FSAP comm4mr?nt ’‘cvow forms & related specs & drawings. 

GL0:i3!bV,G 3 . MClELlAN T , SMITH, D. Office of Special Projects. 87/06/10. 
14pp. 41443:349-41443:362. 

8706240373 Supplemental response to NRC 850927 ltr re violations noted Insp Repts 
50-259/85-36,50-260/85-36 & 50-296/85-36. Corrective actions:valve dosed & oper- 
ating & surveillance instructions reviewed. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41449:075-41449:079. 

8706170115 NRC Info Notice 87-028. “Air Sys Problems at US LWRs." Sve list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300945 Forwards Safeguards Insp Repts 50-259/87-23,50-260/87-23 & 50-296/ 
87-23 on 870601 -05.No violations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/23. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41514:182-41514:184. 

-8706300954 Partially withheld Physical Security Insp Repts 50-259/87-23,50-260/87- 
23 & 50-296/87-23 on 870601-05 (ref 10CFR2.790 & 73.21 ).No violations noted.Major 
areas hsnecfed-secu'-itv olan & implementing procedures. 

EMMS.JD., MCGUiRI'.ITR. Region 2. Office of Director. 87/06/19. Ip. 41514:184- 
41514:184. 

8706300265 Forwards results of review conducted to delineate procurement-related 
insps performed by Region II at TVA facilities,conducted per request re response to H 
Myers 870512 ltr to H Denton. 

BELISLE.G.A. Region 2, Office of Director. 87/06/24. ZECH.G.G. Office of Special 
Projects. 2pp. 41493:351-41493:352. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc, 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706020022 "Discharge Monitoring Rept for Apr 1987." 

RIVERS.M.E. Tennessee Valley Authority. 87/04/30. 12pp. 41133:282-41133:293, 

8706170168 Modh'v operating repts for May 1987.W/870610 ltr. 

CRAWFvORD..,.D , LEWIS.R.L Tennessee Valley Authority. 87/05/31. 18pp. 

41371:340-41371:357. 


8706250215 Forwards weekly schedule of TVA activities for wks of 870622 & 29. 
KELLY.J.N. Office of Special Projects. 87/06/19. ZWOLINSKI,J.A. Office of Special 
Projects. 5pp. 41462:149-41462:154. 


S. Reportable occurrences, LERs & related correspondence 


8706100105 LER 87-003-00:on 870503, analysis of water sample from reactor vessel 
found pH outside of Tech Spec (TS) limits.On 870505,conductivity increased beyond 
TS limits.RWCU demineralizers placed in svc.W/870529 ltr. 

GORDON, A, W., LEWIS.R.L. Tennessee Valley Authority. 87/06/02. 4pp. 41239:154- 
41239:157. 
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S706220295 NPDES noncompliance notificationron 870425, identified unpermitted dis- 
charge from mobile water treatment plant being operated for TVA by Memphis 
*/cb:le.Design changes begun for installation of permanent water treatment plan. 
”.VErS.M.E. Tennessee Vaiiey Authority. 87/06/16. HORN.C. Alabama, State of. 

2pp. 41412:170-41412:171. 


-"8706080148 “Conformance to Generic Itr B:t-2a,IUjfn ? 1 Iquipincnl 

for all Other Safety-Related Component?; HR Robtn‘;on final mloniia! rep’ 
UDY,A.C. EG&G Idaho. Inc. n-f 1 I'u'if;. iru,; ), UHY.AC Idaho Nation.i . 

ing Laboratory. FIN D-6001. EGG NfA /;idu B7/04/ao NHC No Potait*' ' •*' 
Given. 18pp. 41208:165-41208: 1 8 :.V 


T. Hearing transcripts on non-antitrust matters 

8706220425 Summary of 870604 meeting w/util in Decatur,AL re key technical pro- 
grams & status of restart issues for facility. Transcript & list of attendees end. 
STANG.J. Office of Special Projects. 87/06/12. Office of Special Projects. 3pp. 
41417:039-41417:216. 

-8706220436 Transcript of NRR 870604 meeting w/util in Decatur,AL re scope & 
progress on key technical programs & status of restart issues for facility.Related info 
encl.Pp 1-116. 

’ Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/04. 174pp. 
41417:042-41417:216. 

8706220450 Summary of 870604 meeting w/TVA at Browns Ferry Training Ctr re TVA 
restart criteria.Transcripticn.list of attendees & handouts end. 

STANG,.J.F. Office of Special Projects. 87/06/12. Office of Special Projects. 9pp. 
41417:004-41417:038. 

-8706230028 Transcript of 870604 N.RR meefi-g in 0-c-ca‘ur.A: .Pp 1-24. 

' Commissioners. 87/06/04 2£pp. 4 1 ; p Q 03.8. ' 


V. Operator Examinations 


8706050361 Notification of contract ex€cution,Mod 12,to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, TN for Training on Browns Ferry,Sequoyah & Bellefonte 
Simulators.” ContractorTVA. 


MEEHAN, B. Contract Administration Branch. FIN B-8717. 87/05/29. JORDAN.E. 
Office for Analysis & Evaluation of Operational Data, Director. SHOWE,S. NRC - No 
Detailed Affiliation Given. Ip. 41200:203-41200:205. 


-8706050363 Mod 12,providing incremental funds & increasing ceiling,to “Use of TVA 
Reactor Simulator Facilities at Chattanooga,TN for Training on Browns 
Ferry, Sequoyah & Bellefonte Simulators.” 

WIGGINS, E.J. Division of Contracts (Post 
870413). FIN B-8717. 87/05/29. 2pp. 41200:204-41200:205. 


8706230234 "Reactor Containment Bldg Intogratod Itntk Rate l o'd " '• 

BLESSING,J., SHIRK,R.E.. MORGAN.R.6, Carolina Powef A light Co 

63pp. 41428:261-41428:323. 

8706120296 Confirms 870519 mgt mooting w/util at RocHon II oh: to tJi*iou;ai c/. i 
to startup of plant,per 870515 telcon betwoon MA Mcr,)uffio A author 
REYES, LA. Region 2. Office of Director. B7/0fj/I« IJTtlYJ t CtimliOa 4 

Light Co. Ip. 41279:125-41279:125. 

8706030238 Grants extension until 871201 to provide jictuKlule for plant '.er, f * . 
cation program,in accordance w/TE Murloy B/042B Itr to Nf> Smith A (ioru 
02 re USI A-46. 

EGGLESTON, K.T. Project Directorato UR, B//0S/2B HIII YJ I Carolina - 
Light Co. 2pp. 41163:121-41163:123. 


8706050017 Partial response to FOIA rcque.rit, Forward?; App U Ap 

documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records {Post B/()4 i:i) SH R ' 

Bishop, Cook, Purcell & Reynolds. 4pp, 4 1203:222-4 1203, 21’Fi 


•8608110079 “Conformance to Generic Itr 83-28. Item 2 1 {Pad t) Fquipmeu* u 
cation (Reactor Trip Sys Components) Robinson 2.Saf(fm 1 A 2 Kan Hnofrr ^ :% 
brook 1 & 2.” 

HAROLDSEN.R. EG&G Idaho. Inc. (?iubs. of FGAG. Inc) HN DBUOB t .v .h 
7236. 86/05/31. NRC - No Dotailod Affiliation Given I2pp 41204 1/0 41204 '■ « 


8706050171 Forwards XN-NF-86-149. **HB Robinson l/nit Oa tycle 12 ,;;aN " h 
for Cycle 12 performed in accordance w/provifiion?; of lOGf MhO ittipp miu <( 
operation will involve no unroviowod ?.afi-fv giu-.tiiin?. 

ZIMMERMAN.S.R. Carolina Power light i;i:, n; i»u.-(i.- f iKunHint Pontf <- 
{Document Control Desk). Ip. 41 191 : iHh -it pit pan 


-8706050189 "HB Robinson Unit 2, Cycle 12, BAR," 
STONE.I.Z. Advanced Nuclear Fuels Gorp, (fornx'rly 
ADAMS.F.T., SKOGEN.F.B. Carolina Power & ligtit (to 
46pp. 41191:186-41191:240. 


H’non Niaii'ar 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plans 

supporting reduced battery duty cycle of 1 
mpienof.t.s emergency operating procedures network 
^at ac power be restored to at least one battery charger within 30 minutes 

D^c^fpp: 2- o«“ 

'87-11 on 87041 1-0510.No violations or devi- 

I’®'’' 50-261/87-11 on 870411-0510.No violations or deviations 
? "’spected.-Tech Spec compliance, including oKara of am M 

H performancls sife sSS '' ™' 

11pp.413^:02Sil§M36 Director. 87/06/04. 

WSTOllS."®"’ pep- 355, “Core Damage Assess- 

Carolina Power i Light Co. 87/06/18. 13pp. 

UTLEY,E.E. caroima Power & 

870511-0612.Violations noted: mlspositioning 
iSppTi'.r^s'iWT'rngl'is'g^^'^^ Region 2, Office of Director. 87/06/18. 

LightCo. 2pp. 41 51 2:219-41 51 2:322. o'/uo/ia. UTLEY.E.E. Carolina Power & 

17. 102pp. 41512:221-41512:322. ' f^®gion 2, Office of Director. 87/06/ 

Light Co. 2pp. 415 i2;11i.41512;ii 2.'^^ UTLEY.E.E. Carolina Power & 

p. Operating license stage documents & correspondence 

lit 83-28, Item 2.2.1 - 

final informal rept oarety-Related Components:HB Robinson 2,” 

S^iSif Uto?l5’’HNID!rooi°W/04/‘f7'"Ah'’°®E'’TS,E.W^ Idaho Na- 
ctear Reactor Regulation, Director (Post sVo?! 


irTrPDTVcTVKWiv ; 4 «,v/-ftj (Uf t-A.-injiiifff inim tuqiiirdfUr 

iUGhR73.57{b)(1) & (7) for certain cwiploywi at f.i- iiti!« ', i arlnm?* w^- 
matter so that exemptions will not bo necesfiary. 
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“8706250055 SER re matl properties for fracture toughness requirements for protection 
against PTS events (10CFR50.61). Justifications for copper & nickel contents & initial 
RTNDT acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/19. 4pp. 
41462:201-41462:204. 

“8706260022 SER re fast neutron fluence of fracture toughness requirements for pro- 
tection against PTS (10CFR50.61). Calculated value of RTPTS less than 300 F & ac- 
ceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 86/06/19. 7pp. 
41462:205-41462:211. 

8706250400 Advises of change in official work hours for all NRG headquarter 
employees, effective 870621. 

ADENSAM.E.G. Project Directorate 11-1. 87/06/22. UTLEY.E.E. Carolina Power & 
Light Co. 4pp. 41467:211-41467:214. 


Q. inspection reports, IE Bulletins & correspondence 

8706120333 Forwards Insp Rept 50-261/87-08 on 870406-09.No violations or devi- 
ations noted. 

HERDT.A.R. Region 2, Office of Director. 87/05/18. UTLEY,E.E. Carolina Power & 
Light Co. ip. 41279:185-41279:190. 

“8706120340 Insp Rept 50-261/87-08 on 870406-09.No violations or deviations 
noted.Major areas inspected:previous open items on seismic analysis for as-built 
safety-related piping sys (IE Bulletin 79-14) & safety-related pipe supports. 

CHOU.R.C., BLAKE, J.J. Region 2, Office of Director. 87/05/08. 5pp. 41279:186- 
41279:190. 

8706010342 Forwards Insp Rept 50-261/87-14 on 870504-08.No violations or devi- 
ations noted. 

COLLINS.D.M. Region 2, Office of Director. 87/05/21. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 41123:210-41123:220. 

“8706010356 Insp Rept 50-261/87-14 on 870504-08.No violations or deviations 
noted.Major areas inspected:area of plant chemistry,IE Info Notices 86-106 & 86-108 
& closeout of outstanding insp items. 

ROSS.W.J., KAHLE.J.B. Region 2, Office of Director. 87/05/18. 9pp. 41123:212- 
41123:220. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706020138 Forwards Insp Rept 50-261/87-09 on 870405-10.No violations or devi- 
ations noted.Attention invited to unresolved item identified in insp rept. 

HERDT,A.R. Region 2, Office of Director. 87/05/27. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 41134:151-41134:162. 

“8706020146 Insp Rept 50-261/87-09 on 870405-10. No violations or deviations 
noted.Major areas inspected:containment leak rate testing including exam of test 
conditions.observation of periodic integrated leak rate test & review of procedures. 
WHITENER.H.L, JAPE.F. Region 2, Office of Director. 87/05/18. 10pp. 41134:153- 
41134:162. 

8706170146 Forwards Insp Rept 50-261/87-13 on 870427-30.No violations or devi- 
ations noted. 

HERDT.A.R. Region 2. Office of Director. 87/05/29. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 41371:329-41371:334. 

“8706170160 Insp Rept 50-261/87-13 on 870427-30.No violations noted. Major areas 
inspected.-QA/QC controls & work activities for dry spent fuel storage facility, concrete 
dome repairs & control of coatings inside containment. 

HARRIS, J.R., CONLON.T.E. Region 2. Office of Director. 87/05/26. 4pp. 41371:331- 
41371:334. 

8706100216 Forwards justification for continued operation during time needed to pro- 
vide info re adequacy of documentation for qualification of Continental cable.per NRC 
request. 

BEATTY,G.P. Carolina Power & Light Co. 87/06/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41238:078-41238:081. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706170006 Forwards Insp Rept 50-261/87-11 on 870411 -051 0.No violations or devi- 
ations noted. 

VERRELLl.D.M. Region 2. Office of Director. 87/06/05. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 41377:024-41377:036. 

“8706170019 Insp Rept 50-261/87-11 on 870411 -051 0.No violations or deviations 
noted.Major areas inspected:Tech Spec compliance, including observance of any limit- 
ing conditions for operation, plant tour.operations performance & site security. 
KRUG.H.E., LATTA.R.M., FREDRICKSON.P. Region 2, Office of Director. 87/06/04. 
11pp. 41377:026-41377:036. 

8706250090 Forwards summary of 870519 meeting w/util in Region II re resolution of 
recently identified environ qualification issues & followup on restart issues from safety 
sys functional insp. 

REYES, L.A. Region 2, Office of Director. 87/06/09. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 41474:032-41474:034. 

“8706250097 Summary of 870519 meeting w/util in Region II re environ qualification & 
safety sys functional insp followup issues. Attendance list also end. 

FREDRICKSON.P. Region 2, Office of Director. 87/06/09. Region 2, Office of Direc- 
tor. 2pp. 41474:033-41474:034. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706250187 Forwards Insp Rept 50-261/87-16 on 87051 8-21. No violations or devi- 
ations noted. 

HERDT,A.R. Region 2, Office of Director. 87/06/10. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 41474:114-41474:128. 

“8706250191 Insp Rept 50-261/87-16 on 870518-21 .No violations or deviations 
noted.Major areas inspected: housekeeping, matl identification & control.svc water 
piping degradation & inservice insp review of procedures. 

KLEINSORGE.W.P.. BLAKE, J.J. Region 2, Office of Director. 87/06/05. 13pp. 
41474:116-41474:128. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706260086 Forwards Insp Rept 50-261/87-15 on 87051 1-061 2. Violations described in 
insp rept under consideration for escalated enforcement action.Notice of violation not 
being issued at present time. 

REYES, LA. Region 2, Office of Director. 87/06/18. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 41478:143-41478:159. 

“8706260095 Insp Rept 50-261/87-15 on 87051 1-06 12. Violations noted: mispositioning 
of valves & failure to follow procedures. 

KRUG.H.E., LATTA,R.M., FREDRICKSON.P. Region 2. Office of Director. 87/06/18. 
15pp. 41478:145-41478:159. 

8706300909 Forwards Insp Rept 50-261/87-06 on 870309-041 5.Violations described 
under consideration for enforcement action, therefore.no notice of violation issued. 
GRACE. J.N. Region 2. Office of Director. 87/06/18. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 41512:219-41512:322. 

“8706300915 Safety Sys Functional Insp Rept 50-261/87-06 on 870309-0415. Viola- 
tions noted:inadequate implementation of App R dedicated shutdown.emergency 
diesel generator failures & inadequate electrical switchgear coordination. 
SHYMLOCK.M.B.. STADLER.S.D., JULIAN.C.A. Region 2, Office of Director. 87/06/ 
17. 102pp. 41512:221-41512:322. 

8706300329 Forwards Insp Rept 50-261/87-07 on 870406-09 & 20-24 & notice of viola- 
tion. 

HERDT.A.R. Region 2. Office of Director. 87/06/19. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 41498:088-41498:103. 

“8706300340 Notice of violation from insp on 870406-09 & 20-24. 

HERDT,A.R. Region 2, Office of Director. 87/06/19. 2pp. 41498:090-41498:091. 

“8706300355 Insp Rept 50-261/87-07 on 870406-09.Violations noted:Drawing 219 had 
incorrectly identified piping matl as 8-inch Schedule 120,instead of 8-inch Schedule 
160. 

COLEY.J.L.. BLAKE.J.J. Region 2, Office of Director. 87/06/08. 12pp. 41498:092- 
41498:103. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300997 Confirms 87061 2 & 1 9 telcons re enforcement conference to be conducted 
on 870626 to discuss valve lineups, independent verification requirements & safety in- 
jection sys isolation & items identified during safety sys functional insp. 

GRACE.J.N. Region 2, Office of Director. 87/06/22. UTLEY.E.E. Carolina Power & 
Light Co. 3pp. 41514:165-41514:167. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706150210 Monthly operating rept for May 1987.W/870609 Itr. 

FRAZIER, V.E., m6rGAN,R.E. Carolina Power & Light Co. 87/05/31. 4pp, 41291:302- 
41291:305. 

8706080179 Forwards Rev 1 to monthly operating rept for Apr 1987 due to mathemati- 
cal errors re operation statistics & shutdown experience. 

MORGAN, R.E. Carolina Power & Light Co. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 1p. 41218:189-41218:192. 

“8706080180 Rev 1 to monthly operating rept for Apr 1987,correcting operation statis- 
tics & shutdown experience due to mathematical errors. 

FRAZIER,V.E, Carolina Power & Light Co. 87/04/30. 3pp. 41218:190-41218:192. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regiional ofcs on events which occurred 
since 870512 meeting. Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 

8706020148 Special rept;on 870429, irradiated fuel assembly N-09 positioned in core lo- 
cation MS.Visual insp via TV camera revealed damaged grid strap on 
assembly.Caused by fuel assembly N-09 not fully in down position. 

MORGAN, R.E. Carolina Power & Light Co. 87/05/26. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41146:256-41146:257. 
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8706180498 LER 87-004-00:on 870427, discovered three flow transmitters on RCS Loop 
C out of catibr.Caused by small undetected air leak in test equipment.Transmitters re- 
caiib using valid test equipment.W/870527 Itr. 

SAYRE, D., MORGAN,R.E. Carolina Power & Light Co. 87/05/27. 3pp. 41390:182- 
41390:184. 

8706100456 LER 87-006-00:on 870501, while Unit 2 in refueling shutdown, diesel gener- 
ator room damper failure on loss of instrument air identified. Fail position of louvres & 
dampers revised. W/870529 Itr. 

CROOK.D., MORGAN,R.E. Carolina Power & Light Co. 87/05/29. 3pp. 41239:037- 
41239:039. 

8706170504 LER 87-003-01 :on 87041 4,environ qualification cable splice deficiencies 
identified.Caused by poor workmanship.Cable splice removed & replaced & installation 
procedure for heat shrinkable tubing revised.W/87061 2 Itr. 

SAYRE.D., MORGAN.R.E. Carolina Power & Light Co. 87/06/12. 4pp. 41385:027- 
41385:030. 

8706180097 LER 87-007-00:on 87051 3,lubricating grease in limit switch compartments 
of motor operators of safety injection & RHR valves & in lower motor bearings of two 
RHR pumps could not be demonstrated as qualified.Cause unknown.W/870612 Itr, 
SAYRE.D., MORGAN.R.E. Carolina Power & Light Co. 87/06/12. 6pp. 41391:036- 
41391:041. 

8706230429 LER 87-01 7-00:on 870522, failure to post fire watch within Tech Spec 
limits.Caused by inadequate special & normal plant procedures.Operating procedure 
will be revised to reflect caution statement.W/870619 Itr. 

SAYRE.D., MORGAN.R.E. Carolina Power & Light Co. 87/06/19. 4pp. 41433:029- 
41433:032. 

8706250034 Forwards corrected 870527 cover Itr for LER 87-004.changing LER number 
from LER 87-007 to LER 87-004 to correct typo. 

MORGAN.R.E. Carolina Power & Light Co. 87/06/22. Document Control Branch (Doc- 
ument Control Desk). Ip. 41474:179-41474:180. 

-8706250040 Rev to forwarding Itr for LER 87-004,correcting typo re LER number.LER 
number changed from LER 87-007 to LER 87-004. 

MORGAN.R.E. Carolina Power & Light Co. 87/05/27. Document Control Branch (Doc- 
ument Control Desk). Ip. 41474:180-41474:180. 

8706300249 LER 87-008-00:on 870529,potentia! for rapid water depletion in reactor 
vessel following large break LOCA confirmed. Caused by faulty design. Procedure for 
injection/ recirculation switchover revised.W/870624 Itr. 

SAYRE.D., MORGAN,R.E. Carolina Power & Light Co. 87/06/24. 3pp. 41493:347- 
41493:349. 

8706300016 LER 87-01 0-00:on 870529, reactor trip occurred due to failure of SOLA 
transformer for instrument bus 4.Caused by end of svc life.lnstrument bus transferred 
to alternate power supply & RCS heatup resumed. W/870625 Itr. 

ABBOTT.R., MORGAN.R.E. Carolina Power & Light Co. 87/06/25. 3pp. 41493:358- 
41493:360. 

8706300222 LER 87-008-00;on 870527, reactor trip signal received on Train A while pri- 
mary instrumentation channels being simulated in preparation for maint surveillance 
test.Caused by miswired relay in conjucntion w/simulation. W/870625 Itr. 

ABBOTT, R., MORGAN.R.E. Carolina Power & Light Co. 87/06/25. 3pp. 41494:284- 
41494:286. 


V. Operator Examinations 


8706150221 Informs that in order to meet stated schedule for operator & senior opera- 
tor licensing exams during wk of 870810, selected ref matl as summarized in end 
needed by 870612. 

JULIAN, C.A. Region 2, Office of Director. 87/05/20. UTLEY.E.E. Carolina Power & 
Light Co. 6pp. 41298:125-41298:130. 

8706160429 Certifies that reactor operator & senior reactor operator initial & continuing 
training programs use sys approach to training,per 10CFR55.4, "Definitions" & ac- 
credited by INPO, 

FAY.C.W. Wisconsin Electric Power Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 41335:352-41335:352. 


Y. Dry Cask Independent Spent Fuel Storage installations 


8706100296 Informs that recipient submittals & affidavits dtd Nov 1984, 850311 & Nov 
1985 determined to contain proprietary info & will be withheld per 10CFR2.790. 
CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/03. MASSEY,J.V. NUTECH Engineers, Inc 2dd 
41246:105-41246:106. 


DOCKFT BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8706090158 Responds to NRC 870508 Itr re violations noted in Insp Rept 50-262/87- 
01 .Corrective actions:fuel unloaded & shipped offsite & application for amend to Li- 
cense R-109 for "posssesion only" status requested. 

STOHLTON.J.B. Brigham Young Univ., Provo, UT. 87/05/26. FISHER.W.L Region 4. 
Office of Director. Ip. 41222:064-41222:064. 

-8706100051 Informs that GL Jensen licensed to direct licensed activities of licensed 
operators at Brigham Young Univ nuclear reactor faciiity.under License SOP-873-9 & 
Docket 55-2453, effective 850512. 

HUNTER.D.R. Region 4. Office of Director. 87/05/26. JENSEN, G.L. Affiliation Not As- 
signed. Ip. 41222:065-41222:065. 

8706030004 Forwards Insp Rept 50-262/87-02 on 870504-05.No violations or devi- 
ations noted. 

YANDELL.L.A. Region 4, Office of Director. 87/05/29. TULLIS,F.L, Brigham Young 
Univ., Provo. UT. 2pp. 41149:211-41149:216. 

-8706030006 Insp Rept 50-262/87-02 on 870504-05.No violations or deviations 
noted.Major areas inspected-.licensee defueling of L-77 reactor & packaging & ship- 
ment of fuel, reactor maint, radiation protection & transportation of radioactive mails. 
CHANEY, H.D., MURRAY, B. Region 4, Office of Director. 87/05/28. 4pp. 41149:213- 
41149:216. 

8706160679 Ack receipt of 870408 & 0526 Itrs re corrective actions taken re violations 
noted in Insp Rept 50-262/87-01. 

YANDELL.L.A. Region 4, Office of Director. 87/06/11. STOHLTON.J.B. Brigham 
Young Univ., Provo. UT. 2pp. 41349:329-41349:332. 


V. Operator Examinations 

8706090158 Responds to NRC 870508 Itr re violations noted in Insp Rept 50-262/87- 
01. Corrective actions:fuel unloaded & shipped offsite & application for amend to Li- 
cense R-109 for "posssesion only" status requested. 

STOHLTON.J.B. Brigham Young Univ., Provo. UT. 87/05/26. FISHER.W.L Region 4, 
Office of Director. Ip. 41222:064-41222:064. 

-8706100051 Informs that GL Jensen licensed to direct licensed activities of licensed 
operators at Brigham Young Univ nuclear reactor faciiity.under License SOP-873-9 & 
Docket 55-2453.effective 850512. 

HUNTER.D.R. Region 4, Office of Director. 87/05/26. JENSEN, G.L Affiliation Not As- 
signed. Ip. 41222:065-41222:065. 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


P. Operating license stage documents & correspondence 

8706190341 Responds to Generic Ltr 87-06 re "Periodic Verification of Leak Tight In- 
tegrity of Pressure Isolation Valves." Info provided includes listing of pressure isolation 
valves & description of testing done to verify integrity. 

MUSOLF.D. Northern States Power Co. 87/06/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41399:165-41399:158. 

8706100243 Updates info provided in 870511 Itr re Commission policy on playing radios 
in control rooms of nuclear power plants. NRC will develop policy for consideration of 
more general subj of professionalism in control room. 

STELLO.V. Office of the Executive Director for Operations. 87/06/02. 
DURENDERGER.D. Senate. 2pp. 41246:090-41246:091. 

8706180389 Forwards draft safety evaluation re proposed changes to Tech Specs re 
containment leakage testing. Proposed changes acceptable w/ listed exceptions. 
SCALETTI.D.C. Project Directorate III-3. 87/06/11. MUSOLF.D.M. Northern States 
Power Co. 3pp. 41392:237-41392:242. 

-8706180397 Draft safety evaluation re proposed Tech Spec changes re containment 
sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/11. 3pp. 
41392:239-41392:242. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230145 Withdraws Exhibit A.Item 1 & Exhibit B.Pages 25a, 129 & 131 to 870409 
application for amend to License DPR-22 re hydraulic snubber surveillance.NRC 
870526 meeting accepted 25% tolerance between tests, making change unnecessary. 
MUSOLF,D. Northern States Power Co. 87/06/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41429:037-41429:038. 

8706230152 Forwards addi info re 870218 application for amend to License DPR-22, per 
NRC request. End bases to be deleted from Page 39 & added to Page 68 of Tech 
Specs re APRM & intermediate range monitor scram requirements. 

MUSOLF.D. Northern States Power Co. 87/06/18. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 5pp. 41432:260-41432:264. 

8706230486 Generic Ltr 87-1 1 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co- 70pp. 41582:001-41582:070. 

8706260384 Forwards application for amend to License DPR-22, revising Tech Spec 
Sections 3.4 & 4.4 to implement ATWS rule requirements.Fee paid. 

MUSOLF.D. Northern States Power Co. 87/06/22. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 2pp. 41482:013-41482:035. 

-8706260388 Application for amend to License DPR-22, revising Tech Spec Sections 
3.4 & 4.4 to implement ATWS rule requirements. 

MUSOLF.D. Northern States Power Co. 87/06/22. 8pp. 41482:015-41482:022. 

-8706260389 Proposed Tech Specs re ATWS rule requirements. 

* Northern States Power Co. 87/06/22. 12pp. 41482:023-41482:035. 
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Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706160618 Forwards Mgt Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 
on 870526. 

HEHL,C.W. Region 3. Office of Director. 87/06/10. LARSON, C.E. Northern States 
Power Co. 2pp. 41335:027-41335:031. 

--8706160626 Mgt Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 on 
870526.Areas discussed:operator licensing program implementation & methods to im- 
prove performance in operator licensing. 

BURDICK,T.M. Region 3, Office of Director. 87/06/08. 3pp. 41335:029-41335:031. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706300914 Forwards Safety Insp Rept 50-263/87-05 on 870407-0522 & notice of vio- 
lation. 

GULDEMOND.W.G. Region 3, Office of Director. 87/06/12. LARSON.C.E. Northern 
States Power Co. 2pp. 41514:214-41514:221. 

”8706300917 Notice of violation from insp on 870407-0522. 

GULDEMOND,W.G. Region 3, Office of Director. 87/06/12. 1p. 41514:216-41514:216. 

"8706300921 Insp Rept 50-263/87-05 on 870407-0522. Violations noted: failure to de- 
velop procedure for weekly requirement to check motor cooling flow. 

JACKIW.l.N. Region 3, Office of Director. 87/06/11. 5pp. 41514:217-41514:221. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706170544 Monthly operating rept for May 1987.W/870611 Itr. 

MYRABO.A.L, MUSOLF.D. Northern States Power Co. 87/05/31. 5pp. 41386:207- 
41386:211. 


S. Reportable occurrences, LERs & related correspondence 

8706010131 LER 87-01 2-00:on 870423,during performance of surveillance 

test, actuation of loss of voltage relays on Div II essential bus occurred.Caused by per- 
sonnel error.Test procedure revised & electricians cautioned. W/870522 Itr. 
PUDLICK.LE., MUSOLRD. Northern States Power Co. 87/05/22. 5pp. 41123:307- 
41123:311. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting. List of attendees, events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING,W. Events Assessment Branch. 87/06/08. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in RosemontJL to discuss implementation of 
operator licensing exam process within Region 1 1 (.Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS,N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 

8706170237 Notifies that evaluation of requalification program scheduled for wks of 
870831,0907 & 14.NRC will administer written,oral & simulator exams.EncI ref matl re- 
quested to assist examiner in preparing for visit. 

HEHL,C.W. Region 3, Office of Director. 87/06/09. LARSON.C.E. Northern States 
Power Co. 3pp. 41385:189-41385:191. 

8706160618 Forwards Mgt Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 
on 870526. 

HEHL,C.W. Region 3, Office of Director. 87/06/10. LARSON.C.E. Northern States 
Power Co. 2pp. 41335:027-41335:031. 


”8706160626 Mgt Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 on 
870526.Areas discussed:operator licensing program implementation & methods to im- 
prove performance in operator licensing. 

BURDICK,T.M. Region 3, Office of Director. 87/06/08. 3pp. 41335:029-41335:031. 


DOCKET 50-264 DOW CHEMICAL CO. 


P. Operating license stage documents & correspondence 

8706100106 Forwards ALARA policy statement,revised requalification program & Tech 
Specs & addi info in support of application for renewal of License R-108,per A Adams 
request. 

RAMPY.L.W. Dow Chemical Co. 87/06/02. Document Control Branch (Document 
Control Desk). 2pp. 41239:239-41239:314. 

”8706100111 “Dow TRIGA Research Reactor Requalification Program." 

• Dow Chemical Co. 87/04/20. 4pp. 41239:241-41239:244. 

”8706100114 “Tech Specs for Dow TRIGA Research Reactor,Facility License R-108." 

• Dow Chemical Co. 87/03/31. 70pp. 41239:245-41239:314. 

8706170343 Informs of recent reorganization in NRR Crganizalior -'ow called Standardi- 
zation & Non-Power Reactor Directorate under Div of'R-jaclor Frojoc:s lll,IV,V & Spe- 
cial Projects. Project manager for facility is A Adams. 

BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
KOCHER,C.W. Dow Chemical Co. 3pp. 41383:134-41383:136. 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8706110136 Rev 7 to Procedure 340-4, “Action to be Taken in Event of Oil Spill to Mis- 
sissippi River." Rev 22 to table of contents end. 

MOORE.R., TULB.R.C. Commonwealth Edison Co. 87/05/19. 6pp. 41267:068- 
41267:073. 

8706090355 Ack receipt of 870521 Itr & description of utils scope & objectives for facili- 
ty emergency preparedness exercise, scheduled for 87071 4.Scope & objectives of ex- 
ercise acceptable. 

SHAFER, W.D. Region 3, Office of Director. 87/06/01. REED.C. Commonwealth 
Edison Co. 2pp. 41234:193-41234:194. 

8706170288 Forwards application fee for 870212 App R scheduler exemption 
requesLper NRC 870212 Itr. 

JOHNSON, I.M. Commonwealth Edison Co. 87/06/08. DIGGS.R.M. License Fee Man- 
agement Branch. 2pp. 41377:102-41377:103. 

8706180284 Forwards application fee for App R scheduler exemption requests safe 
shutdcwn.por NRC 87051? Hr. 

JOHNSON, :.M. Commonwealth Edison Co. 87/06/08. DIGGS,R.M. License Fee Man- 
agement Branch. 2pp. 41390:196-41390:197. 

8706170491 Rev 2 to Emergency Plan Implementing Procedure NST-EOF-1, “Manager 
of Emergency Operations.’*^ W/table of contents. 

BLACKMAN,T.G. Commonwealth Edison Co. 87/06/30. 22pp. 41385:001-41385:022. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24, “Determining Recommended Offsite Protective Action Response Option for 
General Public." 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


J. Insurance & indemnity information 


8706120179 Forwards Endorsements 71 & 87 to MAELU Policy MF-53 & NELIA Policy 
NF-1 78,respectively. 

DUNDAS.W.J. Wisconsin Electric Power Co. 87/05/22. NRC - No Detailed Affiliation 
Given. 3pp. 41279:168-41279:170. 


P. Operating license stage documents & correspondence 


8706300150 Forwards final EGG-NTA-7632, “Conformance to Generic Ltr 83-28, Item 
2.2.2 - Vendor Interface Programs for All Other Safety-Related Components,Quad 
Cities 1 & 2," informal rept. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41515:298-41515:314. 

“8706300184 Final "Conformance to Generic Ltr 83-28, Item 2.2,2 - Vendor Interface 
Programs for All Other Safety-Related Components: Quad Cities 1 & 2," informal rept. 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7632. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41515:299-41515:314. 

8706050090 Forwards planned submittal dates per 87031 1 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK,M.S. Commonwealth Edison Co. 87/05/22. DAVIS, A.B. Region 3, Office of 
Director. 2pp. 41200:078-41200:079. 
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8706020217 Confirms 870604 enforcement conference w/util in Glen Ellyn, IL to dis- 
cuss environ qualification issues at Dresden & Quad Cities. 

NORELIUS.C.E. Region 3. Office of Director. 87/05/27. REED.C. Commonwealth 
Edison Co. Ip. 41147:074-41147:074. 


8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001 41393:105. 


8706040096 Provides current status of Reg Guide 1 .97,ltem A.3, “Drywell Pressure In- 
strumentation,” commitmentTech Spec change for implementation of recorder scale 
for recalibr of instruments will be submitted. 

JOHNSON,l.M. Commonwealth Edison Co. 87/05/28. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 41171:256-41171:257. 

8706120177 Advises that anomalies found in Boraflex neutron absorbing mat! used in 
spent fuel pools at Point Beach & Quad Cities plants.Request for addi info re planned 
use of Boraflex in proposed modified racks at facilities end. 

TRAMMELL.C.M. Project Directorate V. 87/06/02. SHIPPER, J.D. Pacific Gas a Elec- 
tric Co. 6pp. 41305:056-41305:155. 

“8706120180 Porwards Rev 0 to NET-042-01, "Preliminary Assessment of Boraflex Per- 
formance in Quad Cities Spent Puel Storage Racks.” NCTCO hypothized that Boraflex 
shrinkage caused by irradiation results In tensile stress causing breakage. 
TURBAK,M,S. Commonwealth Edison Co. 87/05/05. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 41305:062-41305:155. 

“8706120182 “Preliminary Assessment of Boraflex Performance in Quad Cities Spent 
Fuel Storage Racks.” 

* Northeast Technology Corp. NET-042-01 ROO. 87/04/10. 92pp. 41305:064- 
41305:155. 


8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Puel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc 120 dd 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706220248 Advises of completion of SALP assessment for facility. Findings will be pre- 
sented at meeting on 870720.Util should have appropriate corporate & plant mgt rep- 
resentation to ensure mutual understanding of issues & findings. 

NORELIUS.C.E. Region 3. Office of Director. 87/06/15. AeED.C. Commonwealth 
Edison Co. 2pp. 4i4i 1:094 -1 1 -i 1 1 :095. 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGL1A.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110276 Notifies of Type A containment integrity test method that will be utilized at 
util three BWR stations in future.Util will utilize Bechtel BN-TOP-1. 

LEBLOND,P.C. Commonwealth Edison Co. 87/06/04. Document Control Branch 
(Document Control Desk). Ip. 41266:132-41266:132. 

8706180353 Forwards Special Test 1-101 completed during May 1987. Summary of 
safety evaluation reported in compliance w/ 10CFR50.59. 

ROBEY, R.A. Commonwealth Edison Co. 87/06/05. SNIE2EK,J.H. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 41390:107-41390:108. 

8706150023 Requests addI info re spent fuel pool absorbing matl used in spent fuel 
pools of plants since boraflex has been approved for use as neutron poison for criti- 
cality control. 

MCDONALD,D.G, Project Directorate 11-2. 87/06/09. WOODY, C.O. Florida Power & 
Ught Co. 3pp. 41304:227-41304:229. 


8706170431 Responds to Generic Ltr 87-06,requesting verification of method used to 
assure leak tight integrity of pressure isolation valves.EncI describes periodic tests & 
acceptance criteria for each valve. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41 385:271 -41 385:282. ' 


8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/22 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300900 Fonvards Safety Insp Repts 50-254/87-08 & 50-265/87-08 on 870405- 
0606 & notice of violation. 

FORNEY,W.L. Region 3, Office of Director. 87/06/23. REED.C. Commonwealth 
Edison Co. 2pp. 41514:228-41514:240. 


“8706300918 Insp Repts 50-254/87-08 & 50-265/87-08 on 870405-0606. Violations 
noted:failure to rept on ESF actuation. 

FORNEY, W.L Region 3, Office of Director. 87/06/24. 10pp. 41514:231-41514:240, 


8706220303 NRC info Notice 87-029, "Recent Safety-Related Incidents at Laroe Irradia- 
tors.” Svc list end. ® 


CUNNINGHAM, R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109 pd 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706080205 Forwards weekly status rept re progress in resolving questions concerninn 
installed configuration of embedment plates, per 870506 coinrnifrnont 
jpHNSON.I.M. Commonwealth Edison Co. 87/05/22. DAVIS.A.fl Region 3, Office o( 
Director. 1p. 41217:207-41217:224. a w . v../.nuu ui 


'"factor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end 
Cl Proiects (Post 870411). 87/06/12. Atlantic City 

Electric Co. 48pp. 41392:073-41392:120. 

8706230178 Board Notification 87-01 1:notifies of anomalies in boraflex neutron absorb- 
'^“•^hcl repts conclude that no significant safety concern currently exists.NRC 
testimony at hearing scheduled on 870915. 

Directorate 11-2. 87/06/15. UZO,R. Atomic Safety and Li- 
censing Board Panel. 4pp. 41432:012-41432:140. ^ 

I® 3“ !?P®‘'at!ng licensees, CP holders & applicants for 
arbitrary intermediate pipe rupture requirements. 

Id"' application (or amend to Li- 

I M NPF-^ re use of Boraflex in reracking of spent fuel pool. 

Commonwealth 

Q. Inspection reports, IE Bulletins & correspondence 

"“K'ktoSd.® & 50-265/86-14 on 8611 04-8701 15.No 

yZn“''s!;p;4"l^9-17l-4'«9W Commonwealth 

.*'].®P R®Pts 50-254/86-1 9 & 50-265/86-14 on 861104-870115 No viola- 
'<^®p>fi®d.Maior areas inspected: inservice insp activities.review of 
^ licensee action on IE bulletins. auuv.ueb.review or 

413&192.^^^ Director. 87/01/30. 12pp. 41399:181- 

li^°e^^cT“ ““""S '•'>« '’“O'® Coolant Level 

^nWp 4lS^1^W0O.' Commonwealth 

™'?'ioaP "OJaP in Insp Repts 50-254/87- 


o#wouou^ii n!>5>ej>5»meni i-miucsuiiic/iil naico, w«WMy sii^ius rupi as 01 oruDiii. 
Commonwealth Edison Co. 87/05/21. 17pp. 41217:208-41217:224. 

8706090214 Rewards "Weekly Status Rept, Assessment of Embedment Plates Status 
as Of 870528 per 870306 agreement.Rept describes progress in resolving questions 
about installed configuration of embedment plates at facilities. 

JOHNSON.I.M C(pmonwealth Edison Co. 87/05/29. DAVIS’a.B. Region 3. Office of 
Director. Ip. 41223:178-41223:195. 

~^8^7°05°2^8°"^^ "Weekly Status Rept, Assessment of Embedment Plates Status as of 
* Commonwealth Edison Co. 87/05/28. 17pp. 41223:179-41223:195. 

®P®''3^''^9 repts for May 1987.W/870605 ltr. 

4137^^4^'"^ ’ Commonwealth Edison Co. 87/05/31. 23pp. 41371:272- 

S. Reportable occurrences, LERs & related correspondence 

87-009-01 :on 860626, core spray room cooler 2B found w/ broken fan 
niVh sheave on motor shaft causing accelerated wear.Fixed 

sheave installed & tested by 8701 20.W/8705 1 9 ltr. 

4126?i 65 ’’ ^®rnmonwealth Edison Co. 87/05/19. 5pp. 41267:101- 

*^Mr?snrav generator failed to auto- Sitart during 

fated 'h ©’metrical wiring drawing.Ground iso- 

n P replaced.Wiring corrected. W/8706 10 ltr. 

41433^028 Commonwealth Edison Co. 87/06/10. 7pp. 41433:022- 

^^cljVrIdTar^?L'ILtrlumo?^^ measuring 5.0 on Richter scale oc- 

damaop Jf’ ©vents declared by six power stations but no 

FnStflv Sf p ‘^ther plants. 

i-UHNtY.W. Region 3, Office of Director. 87/06/11, Ip. 41371:148-41371:148. 

V. Operator Examinations 

^^&^NR^^Fom'^9?r ^^®>P®'’senal qualifications statement-licensee 

refKhan^^ fo^Tpp^^^ licensee.Forms revised to 

MPw? r u/ i ® ^ ® effective on 870526, W/o encis. 

3pp^41267:155?4i267-157'^^ Director. 87/06/03. Indiana & Michigan Electric Co. 

^^opiato?Lensfrin^pSlm^t?r^^^ meeting in Rosemont.lL to discuss implementation of 
of NUREG 0121^ within Region Ill.Presentations will incorporate Rev 4 

CHRISSotimos N Stds." Agenda end. 

trie cr3pH?lo;3?6?4^S96:31^^^^^ & Michigan Elec 
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DOCKET SO-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706170501 Confirms 870518 & 26 notification to resident inspectors of unacceptable 
instrument air venting capability containment test, per lOCFR50,App R.Mods to install 
instrument air header valve vent connecticr & bvpass pining completed. 

FAY.C.W. Wisconsin Electric Power Co. 87 ■06/09 Docurroni Control Branch (Docu- 
ment Control Desk). 2pp. 41385:133-41385:134. 

8706240084 Forwards FEMA 870421 Itr transmitting final exercise evaluations on offsite 
emergency preparedness exercise on 860909.No deficiencies noted.Seven areas re- 
quire corrective actions.Response to corrective actions should be addressed. 

SHAFER, W.D. Peqic" 3. Office of Director. 87/06/17. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. ■■: ' ■'■.38 '38-'- '■'■38.195. 

8706260110 Forwards proprietary ‘‘Conduit Fire Protection Research Program," final 
rept,for review.Result summary & guidance included to aid in implementing regulations 
re internal sealing of conduits by providing technical basis for design. 

FAY,C.W. Wisconsin Electric Power Co. 87/06/19. CRAIG, J.W. Plant Systems 
Branch. Ip. 41479:057-41479:057. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706250214 Forwards errata to Spring 1987 FSAR update for Point Beach Plant,Units 1 
& 2.Errata represents changes made since submittal. Description of changes end. 
FAY,C.W. Wisconsin Electric Power Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 17pp. 41457:303-41458:250. 

--8706250218 Errata to Spring 1987 FSAR update for Point Beach Nuclear Plant,Units 1 

& 2 . 

* Wisconsin Electric Power Co. 87/06/01. 300pp. 41457:320-41458:250. 


P- Operating license stage documents & correspondence 

8706260306 Forwards EGG-NTA-7642, ‘‘Conformance to Item 2.1 (Part 2) of Generic 
Ltr 83-28, Reactor Trip Sys Vendor lnterface;Point Beach Units 1 & 2 & San 
Onofre.Unit 1," final informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/05/06. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41482:275-41482:291. 

-8706260324 ‘‘Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, Point Beach Units 1 & 2 & San Onofre Unit 1," informal rept. 
FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER,F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7642. 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41482:276-41482:291. 

8706050081 Forwards Amends 1 08 & 1 1 1 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation.Amends modify Tech Specs to remove certain limitations on repair 
of leaking fuel rods when repairs justified by cycle-specific reload analysis. 

WAGNER, D.H. Project Directorate III-3. 87/05/27. FAY.C.W. Wisconsin Electric Power 
Co. 3pp. 41200:351-41200:362. 

-8706050106 Amends 108 & 111 to Licenses DPR-24 & DPR-27.respectively, modifying 
Tech Specs to remove certain limitations on repair of leaking fuel rods when repairs 
justified by cycle- specific reload analysis. 

DIIANNI.D.C. Project Directorate 111-3. 87/05/27. 6pp. 41200:354-41200:359. 

-8706050112 Safety evaluation supporting Amends 108 & 111 to Licenses DPR-24 & 
DPR-27,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/27. 3pp. 
41200:360-41200:362. 

8706120177 Advises that anomalies found in Boraflex neutron absorbing matl used in 
spent fuel pools at Point Beach & Quad Cities plants.Request for addi info re planned 
use of Boraflex in proposed modified racks at facilities end. 

TRAMMELL.C.M. Project Directorate V. 87/06/02. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 6pp. 41305:056-41305:155. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150118 Summary of 870530 meeting w/util in Bethesda.MD re licensee assess- 
ment of flaw indication observed in reactor vessel nozzle-to-shell weld for safety injec- 
tion sys.Attendees list end. 

QUAY.T.R. Project Directorate III-3. 87/06/05. Project Directorate III-3. 5pp. 
41304:253-41304:257. 

8706120269 Advises that util currently evaluating replacement of 480- volt load shed- 
ding undervoltage relays & requests that NRC not consider rev of Tech Spec Table 
15.3.5-1, per 870108 Tech Spec Change Request 114. 

FAY.C.W. Wisconsin Electric Power Co. 87/06/08. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41279:137-41279:138. 

8706150023 Requests addI info re spent fuel pool absorbing matl used in spent fuel 
pools of plants since boraflex has been approved for use as neutron poison for criti- 
cality control. 

MCDONALD, D.G. Project Directorate 11-2. 87/06/09. WOODY.C.O. Florida Power & 
Light Co. 3pp. 41304:227-41304:229. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706220261 Responds to HR Denton 870313 Generic Ltr 87-06 re leak tight integrity of 
RCS pressure isolation valves.Check valves listed on Table 15.3.16-1 maintained & 
tested per end Tech Specs. 

FAY.C.W. Wisconsin Electric Power Co. 87/06/12, Document Control Branch (Docu- 
ment Control Desk). 8pp. 41409:090-41409:097. 


8706230178 Board Notification 87-01 1 :notifies of anomalies in boraflex neutron absorb- 
ing matI.EncI repts conclude that no significant safety concern currently exists.NRC 
will address info in repts in testimony at hearing scheduled on 870915. 
RUBENSTEIN.L.S. Project Directorate 11-2. 87/06/15. LAZO.R. Atomic Safety and Li- 
censing Board Panel. 4pp. 41432:012-41432:140. 

8706230486 Generic Ltr 87-11 to a" opemting Pcensees.CP holders & applicants for 
CPs re rei.axaton .r aioii.-a-y srtermeciia;.'; ppe ri.|.v..,.'i; requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300546 Forwards request for addi info on 860903 application for amend to Li- 
censes NPF-37 & NPF-66 re use of Boraflex in reracking of spent fuel pool. 
OLSHAN.L.N, Project Directorate 111-2. 87/06/22. FARRAR.D.L. Commonwealth 
Edison Co. 4pp. 41490:005-41490:008. 


Q. Inspection reports, IE Bulletins & correspondence 


8706160181 Forwards Safety Insp Repts 50-266/86-20 & 50-301/86-20 on 861001- 
1 130. No violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 86/12/22. FAY.C.W. Wisconsin 
Electric Power Co. 2pp. 41318:197-41318:209. 

”8706160190 Insp Repts 50-266/86-20 & 50-301/86-20 on 861001-1 130.No violations 
noted.Major areas inspected:operational safety, Taint.sunyeillarce rofueiing & soert 
fuel pool activities, IE bulletin & LER followup & act.cn :;'i oro.'Cjs '.[■:! 

DEFAYETTE.R. Region 3. Office of Director. 86/‘2.'22 iipp •'■.'3'c.'-99-'.i3-8 ?C9. 

8705200749 NRC Info Notice 87-023, ‘‘Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706170400 Forwards ‘‘Evaluation & Analysis of Point Beach Nuclear Plant Unit 1, Reac- 
tor Vessel Safety Injection Nozzle-to-Shell Weld Indications," which transmits proce- 
dures for evaluating acceptability of flaw indicaticrs found riurrg insc. 

CASSIDY.T.J. Wisconsin Electric Power Co. f;;7'36/C2 C:.;c.’-rcr'. Control Branch 
(Document Control Desk). 2pp. 41384:282-41384:323. 

”8706170402 "Evaluation & Analysis of Point Beach Nuclear Plant Unit 1, Reactor 
Vessel Safety Injection Nozzle-to-Shell Weld Indication." 

• Wisconsin Electric Power Co. 87/06/02. 40pp. 41384:284-41384:323. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706170479 Forwards Safety Insp Rept 50-266/87-09 on 87041 5-0529.No violations 
noted. 

HARRISON, J.J. Region 3, Office of Director. 87/06/08. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. 41386:327-41386:339. 

”8706170494 Insp Rept 50-266/87-09 on 87041 5-0529.No violations noted. Major 
areas inspected:inservice insp activities,including review program, procedures & obser- 
vation of work & work activities. 

WARD.K.D., DANIELSON,D.H. Region 3, Office of Director. 87/06/08. 11pp. 
41386:329-41386:339. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Poterfinllv S:r;'’ifi.r:.ar.t Prc.hlems_“os'j'*.ing From 
Human Error Involving Wrong Unit, Wrong 7 m cr '/.rcr.r.: Ccmccnert r..'L:r'.:s " Svc list 
end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230208 Forwards Safety Insp Repts 50-266/87-11 & 50-301/87-10 on 870428- 
051 9. Violations noted.Util will be notified under separate cover re enforcement action 
based on insp findings. 

SHAFER. W.D. Region 3, Office of Director. 87/06/16. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 41427:221-41427:238. 

”8706230213 Insp Repts 50-266/87-11 & 50-301/87-10 on 870428-0519, Violations 
noted'.failure to properly train employees using radioactive source & failure to clearly 
label contents of radioactive matl in container. 

PAUL.R.A., MILLER, D.E., GREGER.L.R. Region 3, Office of Director. 87/06/15. 16pp 
41427:223-41427:238. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end, 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706150206 MonthV operating rept for May 1987.W/870608 Itr. 

KRAUSFC.W., F.A’^'.C.W. Wisconsin Electric Power Co. 87/05/31. 9pp. 41291:293- 
41291:301. 
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S. ReportabSe occurrences, LERs & related correspondence 

8706180277 Summary of Operating Reactors Events Mc-eting 87-10 on 870406 re 
events which occurred since 870330 meeting.List of aiier.dees, events discussed & 
significant elements of events & summary of reactor scrr;-“s smr.ificent events end. 
LANNING.W. Events Assessment Branch. 87/06/08. .-.OS.S L?.v..=;ion of Oper- 

ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706170049 Confirms plans for 870618 meeting in Glen Ellyn, IL w/ C Paperiello to dis- 
cuss NRC findings concerning skin exposure to contractor technician & extremity ex- 
posure to staff technician. 

NORELIUS.C.E. Region 3. Office of Director. 87/06/11. FAY.C.W. Wisconsin Electric 
Power Co. Ip. 4 t5~7:C43-i1 577:043. 

8706160217 LER 87-004-00:on 87051 5. when batten/ DOB hre.aker ooened for celt 
'Cc:“r-:rro"t bahr'y :‘"a"er D07 n.; a:-:o vohage sp.-:e on dc ::;js DOt.ca^^s.ng reactor 
3ause urcer ' i/cavcai-cn Cna-;;e' tos:*;; W- 8736 :0 Itr. 

... W s.:!-:;-.- -ower Co. 87/06/14. 6pp. 41318:234-41318:239. 

8706260119 PNO-lll-87-084:on 87061 9, approx 235 gallons of reactor cooling water dis- 
charged into Lake Michigan.Caused by inadequate opening of valve in letdown 
sys. Circumstance of release under review. 

DEFAYETTE.R., GULDEMOND.W. Region 3, Office of Director. 87/06/19. Ip. 
41479:102-41479:102. 

8706300232 PNO-lll-87-084A;on 87061 8, approx 235 gallons of Unit 1 water discharged 
into Lake Michiga- th'ough 'J.nit ? s'..: water discharge.Caused by presence of en- 
trained .noble gas-is. Cs auiatiCi's by resident inspectors. 

DEFAYEi ;E,R.. 3 .R-g-c”. 7. Office of Director. 87/06/24. Ip. 41494:122- 

41494:122. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398, personal qualification's statement-''ce''see 
& NRC Form 396, certification of medical exam by facility I'censc-e.^crr-s .'(jvised 'o 
charges tc 1CC"”55 effective on 870526. W/o ends. 

: Rcg-cr 3, Cf-'ce of Director. 87/06/03. Indiana & Michigan Electric Co. 

.i ;:.p ■ 267: 1 55-'‘- ' .?C;7 1 57. 

8706150229 Notifies of 870325 meeting in Rosemont,IL to discuss implementation of 
pro.cess witnin Region Ill.Presentations will incorporate Rev 4 
of NUREQ- 0121, “Operator Licensing Examiner Stds.” Agenda end 
CHmSSOTlMCS N. .o-sro.n 3. Office of Director. 87/06/08. Indiana & Michigan Elec- 
tne Co. 3pp. : ■: i ?9:; . 3 : e 


DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8706030288 Forwards revs to App R evaluations for “Shutdown Model." “Electrical Re- 
views. “Fire Protection Reviews" & “Exemptions & Mods," to show consistency w/ 
safe shutdov/n trains. ' 

WAREMBOURG.D.W. Public Service Co. of Colorado. 87/05/15. CALVOJA Protect 
Directorate IV. 3pp. 41153:104-41153:238. ' ^ 

5f'' ^ ^ - Port St Vrain Nuclear Generation Station 

nept 1, Shutdown Model. 

* Public Service Co. of Colorado. 87/04/30. 54pp. 41153:107-41153:160. 

”®ReptT“EL^ricalVevie^^ evaluation - Fort St Vrain Nuclear Generation Station 

* Public Service Co. of Colorado. 87/04/30. 22pp. 41 1 53:161-41 153:182. 

* Public Service Co. of Colorado. 87/04/30. 42pp. 41153:183-41153:224. 

Public Service Co. of Colorado. 87/04/30. 14pp. 41153:225-41153:238. 

8706020055 Regards FEMA rept on facility prompt alert & notification svs 

requirements of NUREG.06S4/FEMlREP.1,Rev 1 & FEmS 
r Ar??ADnn recomr^ndation to increase frequency of full-cycle test 

°e WILLIAMSrR.O. Public Se^- 

” 'equ^mr-o.-ts,oxco=t Sections 
. establishing unamoiguoL.s roou.H;o'\- cn-er-/* for hinh 

WH f lAMA R°n correspondence on issue e^ncl. ' ' ^ 

“LVO,J.A. Prciect Direc- 

'I®'® fi'® protection program plan will 

CALV0,J.A. Project Oireo- 

kte wi- LIAMS, H.C. Publm Serv- 

ice WILLIAMS, R.O. Public Sen,. 

413^'J266^41305^2^9’J^^^ Region 4, Office of Director. 87/06/05. 10pp. 


8706160407 Proposes listed mods to existing fire watches, per NRC 870518-20 insp & 
design changes re penetration seal upgrade effort. Written concurrence w/guidelines 
requested. 

WlLLIAMS,R.O. Public Service Co. of Colorado. 87/06/08. CALVO.J.A. Project Direc- 
torate IV. 3pp. 41335:161-41335:163. 

8706260397 Issue 9 to Radiological Emergency Response Plan Procedure RERP- 
FIELD, “Field Monitoring Procedure." W/870622 Itr. 

WILUAMS,R.O. Public Service Co. of Colorado. 87/06/22. GAGLIARDO,J.E. NRC - 
No Detailed Affiliation Given. 26pp. 41479:217-41479:242. 

8706300661 Responds to listed questions re Tech Spec changes proposed in 870115 
Itr concerning analysis of firewater cooldown for 82% power operation, per 870622 
teicon. 

BREY,H.L Public Service Co. of Colorado. 87/06/24. Document Control Branch (Doc- 
ument Control Desk). 9pp. 41511:036-41511:044. 


H. General correspondence 


8706090046 Responds to 870425 Itr expressing concern over potential difficulty in plant 
personnel hearing public address sys announcements re fire alarms or other emergen- 
cies at plant. Plant fire protection program under review. 

CRUTCHFIELD, D. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/06/01. FRIEND, M.W. Affiliation Not Assigned. 2pp. 41213:060- 


P. Operating license stage documents & correspondence 


8706250065 Forwards Advanced Science & Technology Assocs.Inc rept re moisture in- 
gress at facility. Agrees w/subcontractor,LASL, conclusions re effects of moisture in- 
leakage occurrences into prestressed concrete reactor vessel. W/o end. 

HEITNER.K.L. Project Directorate V. 87/06/16. WILLIAMS, R.O. Public Service Co, of 
Colorado. 3pp. 41462:351-41462:353. 


8706090029 Forwards EGG-NTA-7607, “Technical Evaluation Rept Evaluation of Bldg 
Mods Fort St Vrain Nuclear Generating Station," informal rept. 
ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6023. 87/03/06. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation. Director (851125-870411). Ip. 41213:045-41213:059. 


“8706090036 “Technical Evaluation Rept Evaluation of Bldg 10 Electrical Mods Fort St 
Vrain Nuclear Generating Station,” informal rept. 

NOLAN,A.E. EG&G Idaho, Inc. (subs, of EG&G. Inc.). NOLAN, A.E. Idaho National En- 
gineering Laboratory. FIN D-6023. EGG-NTA.7607. 87/03/31. Division of Pressurized 
Water Reactor Licensing - B (851125-870411). 14pp. 41213:046-41213:059 


. wiwaiuo A-roDA, evaluation OT uommement Environ Temp Fol- 

lowing High Energy Line Breaks Proposed for Fort St Vrain Environ Qualification Pro- 
gram,” technical evaluation rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6023. 87/04/03. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). ip. 41200:287-41200:348. 

“8706050066 "Evaluation of Confinement Environ Temp Following High Energy Lino 
Breaks Proposed for Fort St Vrain Environ Qualification Program,^’ Informal technical 
evaluation rept. 

EG&G, Inc.). WHEELER.C.L, WHITE.M.D. 
Idaho National Engineering Laboratory. FIN D-6023. EGG-NTA-7564. 87/03/31. NRC 
- No Detailed Affiliation Given. 61pp. 41200:288-41200:348. 

8706260370 Fowards final EGG-NTA-75p, "Conformance to Generic Ltr 83-28, Item 
Pfograms for All Other Safety-Related ComponentsiFort St 
establish interfaces w/vendors. 

'rtc.). ROBERTS.E.W. Idaho Na- 
Laboratory. FIN D-6001. 87/05/01. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:001-41483:017. 


A '' I II .ai v/wiiiumiiaiiutj lo ueneric nr oa-28 tern 222 - V^nrinr mtprfnrfi 

D®talle"d SJSon 

8706260212 Fo^ards EGG-NTA-7705, “Evaluation of Integrated Sys Study CRD Mech- 

Clear Reactor Regulation, Director (Post 870411). Ip. 41480:108-41480:125, 

Integrated Sys Study of CRD Mechanism Rod Position In- 
ckfevateafenTept^^^ ^®rterating Station," Informal techni- 

JACKSONial' Idaho's^- Engfnetr?ng eII NTA 

87/05/31. NRC - No Detailed Affiliation Gi?en. 17pp 41 480:1 0^4f4b^f2t 

8706010300 Forwards Amend 54 to License DPR-34 & safety evaluation Amend modi 

generators^ ^ ^ ° 

WILLIAMS, R.O. Public Servloa Cd. of 

"Sb?d?Isa'fglnerator,*° surveillance requirements for 

CALVO.J.A. Project Directorate IV. 87/05/20. 5pp. 41128:222-41128:226. 

evaluation supporting Amend 54 to License DPR-34 
4l?28f227°in28:l29. Regulation. Director (Post 87041?) 87/05/20. 3pp. 
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8706050287 Forwards Rept GA909438. Issue NC, “Verification Rept for BUCKLE Com- 
pute' Prcr'am ” Edition of “BUCKLE" code covered by user manual validated & inde- 
nt*- :.;-."n:l iKti" ZJ rept. 

■-3r = Y H.! •: 5-arvice Co. of Colorado. 87/05/29. CALVO.J.A. Project Directorate 

iv. 2pp. 41 195:045-41 196:360. 


--8706050290 "Verification Rept For BUCKLE Computer Program." 

ALfVA«.;AN.! G-''- ■^ccbnclogies. Inc./General Atomic Co. 909438. 87/05/31. 674pp. 
41 ■■ 95 0-; .165 


8706230065 Forwards response to NRC 870331 request for addi info re Bldg 10, per 
870527 telcon. Supporting matl for Bldg 10 structural analyses available in util ofc for 

WAREMBOURG.D.W. Public Service Co. of Colorado. 87/05/29. CALVO.J.A. Project 
Directorate V. 16pp. 41421:232-41421:247. 

8706040112 Advises that 13 members of NRR & two contractor personnel identified as 
',t=--r.r f'D'Ti'd.ates for next scheduled HTGR technology training course. 

'"'pV'i'cl-w .= .division of Reactor Projects - III.IV.V & Special Projects (Post 

rpr/iiii. *•/ ■:•■/. RAGLIN.K.A. Technical Training Center. 7pp. 41181:237- 
41181:243. 


8706170126 Responds to recipient 870430 Itr re fitness for duty allegation.Based on 
info received from individual.urinalysis & employee assistance program, employee 
found mentally stable w/o evidence of alcohol dependency or related problems. 
WILLIAMS, R.O. Public Service Co. of Colorado. 87/06/01. GAGLIARDC.J.E. Region 
4, Office of Director. 2pp. 41369:347-41369:348, 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. ^ , 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230298 Forwards document for placement in PDR & LPDRs,per NRR Ofc Ltr 
43. Document previously provided to util. 

MEITNER, K.L NRC - No Detailed Affiliation Given. 87/06/17. NRC - No Detailed Af- 
filiation Given. Ip. 41435:261-41435:304. 

-8605270097 Forwards assessment of LERs serving as example of new 
methodology, described in 850701 & 24 memos.for LER preparation & summary of 
results. LERs of average quality. 

HEBDON.F.J. Office for Analysis & Evaluation of Operational Data, Director. 86/05/ 
16. JOHNSON,E.H. Region 4, Office of Director. 43pp. 41435:262-41435:304. 

8706230313 Partial response to FOIA request for documents.Forwards App B 
documents.including sign in sheet for 860925 meeting on engineering expertise on 
shift.App A & B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/18. 

STENGER,D.F. Bishop, Cook, Purcell & Reynolds. 3pp. 41435:339-41436:180. 


-8610280229 Submits results of survey on engineering expertise on shift. Findings of 
survey include that plants utilize shift technical advisors that are on-call & that differ- 
ences from Commission policy statement handled on case-specific basis. 
MIRAGLIA,F.J. Division o: "■'-ossunzed Water Reactor Licensing - B (851125-870411). 
86/10/16. RUSSELL, W.T. Division of Human Factors Technology (851125-870411). 
3pp. 41436:023-41436:025. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706100007 Requests insp & audit per 10CFR50,App B of licensee activities supporting 
request for 82% power operation. Requests that insp be conducted & completed 
within 180 days. 

CRUTCHFIELD,D. Division of Reactor Projects - III.IV,V & Special Projects (Post 
870411). 87/05/27. JOHNSON,E.H. Region 4, Office of Director. 2pp. 41248:015- 
41248:016. 

8706050030 Ack receipt of 870507 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-267/87-07. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/01. WlLUAMS,R.O. Public Serv- 
ice Co. of Colorado. 2pp. 41 192:191-41192:198. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160054 Forwards Insp Rept 50-267/87-12 on 87051 8-20.No violations or devi- 
ations noted.One unresolved item discussed in Paragraph 7 of rept. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/08. WILLIAMS,R.O. Public Serv- 
ice Co. of Colorado. 2pp. 41305:258-41305:269. 

-8706160060 Insp Rept 50-267/87-12 on 87051 8-20.No violations noted. Major areas 
inspected:steam line rupture detection & isolation sys.One unresolved item re fire de- 
tectors also noted. 

IRELAND,R.E., JAUDON.J.P. Region 4. Office of Director. 87/06/05. 10pp. 
41305:260-41305:269. 

8706160407 Proposes listed mods to existing fire watches,per NRC 870518-20 insp & 
design changes re penetration seal upgrade effort.Written concurrence w/guidelines 
requested. 

WILLIAMS,R.O. Public Service Co. of Colorado. 87/06/08. CALVO,J.A. Project Direc- 
torate IV. 3pp. 41335:161-41335:163. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.’’ Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Sve list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706160669 Forwards Insp Rept 50-267/87-13 on 870501 -31. No violations noted.Status 
of previously identified items discussed in Paragraph 2 of rept. 

GAGLlARDO,J.E. Region 4, Office of Director. 87/06/11. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 41349:285-41349:294. 


8706230095 Forwards response to Generic Ltr 87-06 re verification of method for assur- 
ing leak-tight integrity of all pressure isolation valves as independent barriers against 
abncrm,a' lonkaqc- A mpid propagating failure. 

WILL AMS R C Pjol.c Service Co. of Colorado. 87/06/19. CALVO,J.A. Project Direc- 
torate V. 17pp. 41427:175-41427:191. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250025 Requests that end draft safety evaluation provided to util be provided to 
NRC & LPDR. 

HEITNER.K.L. NRC - No Detailed Affiliation Given. 87/06/22. NRC - No Detailed Af- 
filiation Given. Ip. 41465:056-41465:060. 

--8706250033 Draft safety evaluation re safe emergency shutdowns.Facility operation at 
82% power acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/22. 4pp. 
41465:057-41465:060. 

8706300060 Forwards revised safety evaluation & supplemental safety evaluation re 
steam line rupture detection isolation sys & Amend 50 to License DPR-34. 
HEITNER.K.L Project Directorate IV. 87/06/24. WILLIAMS,R.O. Public Service Co. of 
Colorado. 2pp. 41515:289-41515:297. 

-8707010222 Revised safety evaluation re steam line rupture detection & isolation sys 
(SLRDIS).SLRDIS meets requirments of 10CFR50. App A,GDC 20 & GDC 4. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/24, 4pp, 
41515:291-41515:294. 

“8707010233 Supplemental safety evaluation supporting application for amend to Li- 
cense DPR-34 re Tech Specs for steam line rupture detection & isolation sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/24. 3pp. 
41515:295-41515:297. 

8706300554 Staff requirements memo re 870617 discussion/possible vote on authoriza- 
tion to exceed 35% power level.Commission voted to authorize operation above 35% 
but not to exceed 82% of rated power. 

CHILK.S.J. Office of the Secretary of the Commission. 87/06/24. STELLO.V. Office of 
the Executive Director for Operations. Ip. 41490:009-41490:009. 


-8706160677 Insp Rept 50-267/87-13 on 870501 -31. No violations noted. Major areas 
inspected:operational safety verification, maint, surveillance, licensee action on 
10CFR21 repts,IE Bulletins & Generic Ltrs & ESF sys waikdown. 

FARRELLR.E., MICHAUD,P.W., SKOW.M.E. Region 4, Office of Director. 87/06/11. 
8pp. 41349:287-41349:294. 

8706170189 Ack receipt of 870513 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-267/87-08. Implementation of corrective actions will be re- 
viewed during future insp. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/11. WILLlAMS,R.O. Public Serv- 
ice Co. of Colorado. 2pp. 41371:159-41371:166. 

8706300025 Forwards Exam Rept 50-267/OL-87-01 of exam administered during wks of 
870511 & 18. Problems encountered during review of written exam that threatened 
validity. Requalification program evaluated as marginal. 

GAGLIARDO,J.E. Region 4. Office of Director. 87/06/16. WILLIAMS,R.O. Public Serv- 
ice Co. of Colorado. 2pp. 41494:019-41494:032. 

-8706300041 Exam Rept 50-267/OL-87-01 during wk of 870511 & IS.Exam 
results:license candidate successfully completed exam & issued appropriate 
license.Problems identified in written & operating exam administration for requalifica- 
tion program. 

PELLET, J.L, COOLEY, R.A. Region 4, Office of Director. 87/06/16. 6pp. 41494:021- 
41494:032. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Sve list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R, Periodic operating reports & related correspondence 

8706190328 Monthly operating rept for May 1987.W/870615 Itr, 

NOVACHEK.F.J., WILLIAMS.R.O. Public Service Co. of Colorado. 87/05/31. 8pp. 
41399:147-41399:154. 
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8706170134 “Technical Assistance to Region IV (Fort St Vrain)," monthly business Itr 

SdhuRJ^ Los Alamos National Laboratory. FIN A-7552. 87/06/05. JOHNSON.E.H. 
Region 4, Office of Director. 4pp. 41370:234-41370:237. 

8706300714 Third quarterly rept on status of reactor bldg sump beta monitoring 
sys. Listing of current addition to beta monitoring sys chronology submitted.Final ap- 
proval of Change Notice CN-2313C will be received during Jul 1987. 

WILLIAMS, R.O. Public Service Co. of Colorado. 87/06/22. CALVO.J.A. Project Direc- 
torate IV. 2pp. 41502:236-41502:237. 


S. Reportable occurrences, LERs & related correspondence 

8706090295 LER 87-01 4-00:on 870504, during drain line radiography, Loop 2 shutdown 
initiated due to high count rate & turbine tripped from low main steam temp.Caused by 
ir.a:;i.'''uato '.adiccr.eDhic .Tsd.mln'straVvc co.ntro's.'.V .'870603 Itr. 

y.iLL-AMS.-" C So'v.co C:. of Colorado. 87/06/03. 6pp. 

41224:176-41224:181. 

8706150234 Part 21 Repts 87-001 & 87-002 re defects that may exist in Limitorque 
valve operator Models SMB-4T & SMB-3 & Wolf & Swickard Model 30R air start 
motors. 

WILLIAMS, R.O. Public Service Co. of Colorado. 87/06/05. GAGLIARDO.J.E. Region 
4, Office of Director. 10pp. 41290:258-41290:267. 

8706160446 Forwards Part 21 repts, including VEPCO 870128 ltr,Foxboro Co 870217 
ltr,SMUD 870210 Itr.Morrison-Knudsen Co, Inc 870113 Itr & ISOMEDIX 870330 
Itr.Recipient response not required. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/10. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 41335:239-41335:259. 


T. Hearing transcripts on non-antitrust matters 

8706240384 Transcript of 870617 public meeting in Washington, DC re discussion/possi- 
ble vote on util authorization to exceed 35% power level. Pp 1 -62.Supporting docu- 
mentation end. 

* Commissioners. 87/06/17. 78pp. 41454:176-41454:253. 


V. Operator Examinations 

8706110229 Forwards safety evaluation supporting Ends 1 & 2 provided in util 870209 
submittal re licensed operator requalification program.Evaluation for Ends 3 & 4 will 
be completed by 870715 under TAG 64747. 

HEiTNER,K.L. Project Di^ector.ate IV 87/06/04. WILLIAMS, R.O. Public Service Co. of 
Colorado. 2pp. ' 2C(} 35 : ■ 2GC'35.? 

8706110229 Forwards safety evaluation support'ng Ends & 2 p.'ovided in util 870209 
submittal re licensed operator rcq.ja’.icauon orcgr;'f;..Eva'uat!D:' for Ends 3 & 4 will 
be completed by 870715 under “AC ■3-i747 

HEITNER.K.L P'ojcct Di'ectcrate IV. 87/06/04. WlLLIAMS,R.O. Public Service Co. of 
Colorado. 2pp. 4 1 260:35 ‘ *1 ‘ 260-359. 

-8706110232 Safety evaluation supporting util 870209 submittal re licensed operator re- 
qualification program. 

’ Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/04. 8pp. 
41260:353-41260:359. 

8706300025 Forwards Exam Rept 50-267/OL-87-01 of exam administered during wks of 
870511 & IS.Problems encountered during review of written exam that threatened 
validity.Requalification program evaluated as marginal. 

GAGL1ARDO.J.E. Region 4, Office of Director. 87/06/16. WILLIAMS,R.O. Public Serv- 
ice Co. of Colorado. 2pp. 41494:019-41494:032. 

“8706300041 Exam Rept 50-267/OL-87-01 during wk of 870511 & 18.Exam 
results:license candidate successfully completed exam & issued appropriate 
license. Problems identified in written & operating exam administration for requalifica- 
tion program. 

PELLET.J.L, COOLEY.R.A. Region 4, Office of Director. 87/06/16. 6pp. 41494:021- 
41494:032. 


DOCKET 50-268 MIDWEST FUEL RECOVERY PLANT 


A. Appiication/construction stage documents & correspondence 

8706160162 Responds to AEG 740425 request for addi info re 740225 application for 
extension of latest completion date for CPCSF-3.originally issued on 671228. “Mid- 
west Fuel Recovery Plant Technical Study Rept" & rept summary end. 
LOWENSTEIN.R. General Electric Co. 74/07/08. CASE.E.G. Atomic Energy Commis- 
sion, Directorate of Licensing. 9pp. 41334:164-41334:224. 

“8706160168 “Midwest Fuel Recovery Plant Technical Study Rept." 

* General Electric Co. 74/07/05. 51pp. 41334:173-41334:224. 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8703300659 Forwards Rev 9 to plant contingency plan, addressing overall deletion of 
alarm station sys & function & addition of CAS & SAS sys & function to plant security 
sys.Rev withheld (ref 10CFR73.21}. 

TUCKER, H.B. Duke Power Co. 87/03/18. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (851125-870411). DENTON.H.R. Document Control Branch (Doc- 
ument Control Desk). 2pp. 40276:078-40276:079. 

8706150050 Confirms 870519 telcon concerning 870601 enforcement conference re 
protection of safeguards info. 

GRACE.J.N. Region 2. Office of Director. 87/05/26. TUCKER, H.B. Duke Power Co. 
1 p. 41 291 :265-41 291 :265. 


8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20,50-369/87-17,50-370/87-17, 50-413/87-19 & 50-414/87-19 on 870511- 
12. Violation noted under consideration for escalated enforcement action. 

GRACE.J.N. Region 2, Office of Director. 87/05/29. TUCKER, H.B. Duke Power Co. 
2pp. 41238:175-41238:178. 

“8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20, 50-287/87- 

20.50- 369/87-17,50-370/87-17,50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21 ).Violation noted:failure to protect safeguards info. 

TILLMAN, A. Region 2, Office of Director. 87/05/29. Ip. 41238:178-41238:178. 

8706120149 Forwards Revs 87-3 & 87-2 to emergency plan implementing procedures 
manual Vols B & C, respectively, per 10CFR50.54(q). 

TUCKER, H.B. Duke Power Co. 87/06/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 41279:297-41279:358. 

“8706120154 Rev 87-3 to Vol B of emergency plan implementing procedures 

manual, consisting of Procedure CP/O/B/2005/09, “Determination of Failed Fuel." 
TUCKMAN.M.J. Duke Power Co. 87/05/31. 21pp. 41279:299-41279:321. 

“8706120164 Revised Chemistry Manual 5.1, “Emergency Response," part of Rev 87-3 
to emergency plan implementing procedures manual, Vol B. 

DAV1S,J.M. Duke Power Co. 5.1. 87/04/22. 15pp. 41279:322-41279:336. 

“8706120191 Rev 87-2 to Vol C of emergency plan 'mplemeptinn procedures 

manual,consisting of “Number Code for Identifying He.’-sonno! ■ Ac'..v.'. es To Be Noti- 

fied.’’ 

TUCKMAN.M.S. Duke Power Co. 87/05/31. 22pp. 41279:337-41279:358. 

8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24,50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2,790 & 73.21). 
GRACE.J.N. Region 2, Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 41409:070-41409:072. 

“8706220005 Enforcement Conference Rents. including 50-269/87-24, 50-287/87- 

24.50- 369/87-20 & 50-414/87-22 on a/CoCi '.o -oview ! ER re inadequate destruction 
of safeguards matls compromising security, Details withheld (ref 10CFR2,790). 
TILLMAN.A. Region 2. Office of Director. 87/06/15. Ip. 41409:072-41409:072, 

8706290007 Discusses util commitments to implement certain post-TMl related items in 
NUREG-0737.ltom III.A1.2 & Siippl 1 to NUREG-0737.pe^ 8407C6 confi^frato-y 
ordor.Lxceniions ro emergency responso lacili'.v urujor riiviow.por 85:20? ':r. 
PASriS.H.N. Pro-ec: Directoraic ii 3. 87, 06, 2?. TUCKER.H.B. Duke Power Co. "op. 
41515:228-41515:229. 


G. Adjudicatory correspondence 


8706190090 Forwards reply to responses from NRC & B&W Owners Group. NRC re- 
sponse evidences no independent review of B&W claims. Commission urged to take 
personal jurisdiction of petition to ensure that latest commitment not frustrated. 
WEISS.E.R., POLLARD.R.D. Union of Concerned Scientists. }^2e7 3752. 87/06/12. 
ZECH.LW., ASSELSTINE.J.K., BERNTHAL.F.M. Commissioners. 2pp. 41389:133- 
41389:205. 

“8706190105 SuppI 4 to petition for immediate action to relieve undue risk posed by 
nuclear power plants designed by B&W.UCS reply to responses from NRC & B&W 
Owners Group.* Certificate of Sve end, 

WEISS.E.R., POLLARD.R.D. Union of Concerned Scientists. 87/06/12. Commission- 
ers. 71pp. 41389:135-41389:205. 


J. Insurance & indemnity information 


8706150007 Forwards Endorsement 86 to NELIA Policy NF-182 & Endorsement 67 to 
MAELU Policy MF-61. 

BRAVAKIS.R. Marsh & McLennan. Inc. 87/05/07. SALTZMAN.J. NRC - No Detailed 
Affiliation Given. HOUSE, D. Duke Power Co. 3pp. 41291:242-41291:244. 


P. Operating license stage documents & correspondence 

8706080311 Forwards “Technical Evaluation Rept for Radiological Effluent Release & 
Environ Operating Repts for 1985:Duke Power Co, Oconee Nuclear Station, Units 1,2 & 
3.’’ informal rept. 

SIMPSON.F.B. EG&G Idaho, Inc. (subs, of EG&G, Inc.). SIMPSON.F.B. Idaho National 
Engineering Laboratory. FIN A-6808. 87/03/02. NICHOLS, C.R. NRC - No Detailed Af- 
filiation Given. 2pp. 41209:188-41210:015. 

“8706080318 “Technical Evaluation Rept for Radiological Effluent Release & Environ 
Operating Repts for 1985:Duke Power Co, Oconee Nuclear Station, Units 1,2 & 3,’’ in- 
formal rept. 

YOUNG, T.E., MAGLEBY.E.H.. SERRANO.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6808. EGG-PHY-7522. 87/03/31. NRC - No Detailed Affiliation Given. 186pp. 
41209:190-41210:015. 

8706080280 Forwards EGG-NTA-7585, "Technical Evaluation Rept for Review & Eval- 
uation of B&W Owners Group Design Reassessment Program re Oconee-1,2 & 3,TMI- 
1,ANO-2,Davis-Besse, Rancho Seco & Crystal River-3.’’ 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6023. 87/03/04. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation. Director (851125-870411). 1p. 41209:156-41209:187. 

“8706080292 “Technical Evaluation Rept for Review & Evaluation of B&W Owners 
Group Design Reassessment Program re Oconee Units 1,2 &3,TMl-1,ANO-2, Davis- 
Besse, Rancho Seco & Crystal River Unit 3," informal rept. 

BEARD, J.T. EG&G Idaho, Inc. (subs, of EG&G, Inc.). BEARD,J.T. Idaho National Engi- 
neering Laboratory. FIN D-6023. EGG-NTA-7585. 87/03/31. Division of Pressurized 
Water Reactor Licensing - B (851125-870411). 31pp. 41209:157-41209:187. 
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8706080051 Forwards EGG-NTA-7507, "Technical Evaluation Rept for Oconee Nuclear 
Station Units 1.2 & 3, Response to US NRC NRR Generic Ltr 83-37," interim informal 
rept.Licensee has not submitted specs for listed items pending equipment approval. 
OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6022. 87/03/05. CARRINGTON, M. Office of 
Nuclear Reactor Regulation. Director (851125-870411). 2pp. 41211:249-41211:287. 

-8704060091 “Technical Evaluation Rept for Oconee Nuclear Station Units 1,2 & 3 Re- 
sponse to US NRC.NRR Generic Ltr 83-37," informal rept. 

STACHEW,J.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). STACHEW.J.C. Idaho Nation- 
al Engineering Laboratory. FIN D-6022. EGG-NTA-7507. 87/03/31. NRC - No Detailed 
Affiliation Given. 36pp. 41211:251-41211:287. 

8706080096 Forwards Rev 1 to EGG-NTA-7462, “Conformance to Item 4.5.2 of Generic 
Ltr 83-28:Arkansas Nuclear One- 1 .Crystal River 3,Davis-Besse-1...." Davis-Besse must 
provide confirmation addressed in plant-specific review. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/12. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41211:335-41211:356. 

-8706080138 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28: "Arkansas 
Nuclear One-1, Crystal River 3. Davis-Besse 1, Oconee 1,2 & 3, Rancho Seco,TMI-1 & 
Washington Nuclear Plant 1,“ informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7462 R01. 87/03/31. NRC - No De- 
tailed Affiliation Given. 21pp. 41211:336-41211:356. 

8706260404 Forwards final “Conformance to Generic Ltr 83-29, Item 2.2.2 -Vendor 
Interface Programs for All Other Safety-Related Components:Oconee 1 ,2 & 3," infor- 
mal rept.Licensee conforms to generic ltr on subj item. 

ROBERTS,E.W. EG&G Idaho, Tnc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:049-41483:065. 

-8706260406 Final “Conformance to Generic Ltr 83-28,ltem 2.2.2-Vendor Interface 
Programs for All Other Safety-Related Compoments: Oconee 1,2 & 3." informal rept. 
UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7616. 87/04/30. NRC - No Detailed Affiliation 
Given. 15pp. 41483:050-41483:065. 

8706120230 Requests FR publication of notice of issuance of Amends 159, 159 & 156 
to Licenses DPR-38,DPR-47 & DPR-55, respectively. Amends revise Tech Spec 
3.1.12.1 (a), (b) & (d) to indicate that three subcooling margin monitors now available. 
PASTIS.H.N. Project Directorate 11-3. 87/05/05. NRC - No Detailed Affiliation Given. 
2pp. 41280:271-41280:272. 

8706010371 Provides info re inoperability of Unit 2 reactor bldg normal sump level in- 
struments as required by 841008 proposed Tech Spec 3.5.6.Normal sump level moni- 
tors declared inoperable on 870504.Cause of problem undetermined. 

TUCKER, H.B. Duke Power Co. 87/05/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 41 1 23:243-4 1 1 23:244. 

8706120020 Application for amend to Licenses DPR-38,DPR-47 & DPR-55, updating 
LOCA limited max allowable linear heat rate to reflect NUREG-0630 & B&W Owners 
Group BAW-1915P.Fee paid. 

TUCKER, H.B. Duke Power Co. 87/06/01. Document Control Branch (Document Con- 
trol Desk). 3pp. 41271:242-41271:250. 

-8706120024 Proposed Tech Specs updating LOCA limited max allowable linear heat 
rate to reflect NUREG-0630 & B&W Owners Group BAW-1915P. 

* Duke Power Co. 87/06/01. 6pp. 41271:245-41271:250. 

8706110188 Forwards "Emergency Operating Procedures Generation Package Imple- 
mentation Audit RepLOconee Units 1,2 & 3,’^' from Dec 1986 audit,for info. 
PASTIS.H.N, Project Directorate 11-3. 87/06/02. TUCKER, H.B. Duke Power Co. 3pp. 
41261:216-41261:278. 

“8706110200 “Emergency Operating Procedures Generation Package Implementation 
Audit RepLOconee Units 1,2 & 3." 

SUTTHOFF,A., HUENEFELD,J., DEFFERDING.L NRC - No Detailed Affiliation Given. 
87/03/31. 60pp. 41261:219-41261:278. 

8706110287 Forwards summary of 870513 meeting in Region II ofcs to discuss history 
of HX fouling.Attendee list & viewgraphs also end 

GRACE, J.N. Region 2, Office of Director. 87/06/02. TUCKER, H.B. Duke Power Co. 
18pp. 41266:114-41266:131. 

8706110223 Forwards summary of 870513 enforcement conference w/util in Region II 
ofc re sequence of events per Unit 3 heatup w/both trains of HPI inoperable,per 
Repts 50-269/87-21,60-270/87-21 & 50-287/87-21. Description of corrective action 
acceptable. 

GRACE, J.N. Region 2, Office of Director. 87/06/03. TUCKER, H.B. Duke Power Co. 
21pp. 41266:135-41266:155. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100263 Submits add! info re 851119 application for amends to Licenses DPR- 
38,DPR-47 & DPR-55,allowing use of TN-8/TN-8L multielement spent fuel cask in 
spent fuel pool.Out of 44 shipments, only 4 unplanned stops noted. 

TUCKER, H.B. Duke Power (;o. 87/06/05. Document Control Branch (Document Con- 
trol Desk). Ip. 41239:152-41239:152. 

8706120312 Forwards Amends 159,159 & 156 to Licenses DPR-38,DPR-47 & DPR- 
55, respectively & safety evaluation, Amends revise Tech Specs to indicate that three 
subcooling margin monitors available & reflect actual plant design. 

PASTIS.H.N. Project Directorate 11-3. 87/06/08. TUCKER.H.B. Duke Power Co. 3pp. 
41280:257-41280:270. 

-8706120315 Amends 159,159 & 156 to Licenses DPR-38,DPR-47 & DPR-55. 
respectively.revising Tech Specs to reflect availability of three subcooling margin mon- 
itors & deleting Tech Spec 3.1.12.1(c). 

YOUNGBLOOD,B.J. Project Directorate 11-3. 87/06/08. 8pp. 41280:260-41280:267. 


..8706120319 Safety evaluation supporting Amends 159,159 & 156 to Licenses DPR- 
38,DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/08. 3pp. 
41280:268-41280:270. 


8706180120 Responds to 870427 request for addi info to complete review of util re- 
sponse to Items 2.1 & 2.2 (Part 1) of Generic Ltr 83-28. 

TUCKER,H.B. Duke Power Co. 87/06/09. Document Control Branch (Document Con- 
trol Desk). 4pp. 41405:322-41405:325. 

8706190363 Informs of delay in responding to NRC 870422 request for add! info re 
NUREG-0737,ltem I I.D.1,‘ “Performance Testing of Relief & Safety Valves." Response 
originally requi.'£}d by 070506 will be submitted by 870730. 

TuCiKERH.B Duke Power Co. 87/06/10. Document Control Branch (Document Con- 
trol Desk). 1p. 41397:038-41397:038. 

8706170456 Forwards listing of pressure isolation valves, including periodic 
tests,frequencies & acceptance criteria for Oconee,per Generic Ltr 87-06. Pressure iso- 
lation valves for Catawba & McGuire listed in respective Tech Specs. 

TUCKER,H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 4pp. 41385:062-41385:065. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180322 Notification of 870624 meeting w/util in Charlotte, NC to discuss generic ex- 
perience on preparation,implementation, review and insp of ASME Code,Section XI re 
pump & valve inservice testing programs. 

JABBOUR.K.N. Project Directorate 11-3. 87/06/12. YOUNGBLOOD.B.J. Project Direc- 
torate II-3. 5pp. 41392:277-41392:281. 

8706230486 Generic Ltr 87-1 1 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8706160474 Ack receipt of 870304 & 0423 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-269/87-03,50-270/87-03 & 50-287/87-03.Re- 
sponses meet requirements of 10CFR2.201. 

STOHR.J.P. Region 2, Office of Director. 87/05/19. TUCKER.H.B. Duke Power Co. 
Ip. 41335:061-41335:061. 

8706010059 Responds to followup items noted in Insp Repts 50-269/86-24, 50-270/86- 
24 & 50-287/86-24.Corrective actions:reactor bldg cooling unit fan motor documenta- 
tion updated to include environ qualification of Texaco Premium RB grease. 
TUCKER.H.B. Duke Power Co. 87/05/21. Document Control Branch (Document Con- 
trol Desk). Ip. 41118:293-41118:293. 

8706020229 Forwards Insp Repts 50-269/87-13,50-270/87-13 & 50-287/87-13 on 
870310-051 1. No violations or deviations noted. 

PEEBLES, T.A. Region 2, Office of Director. 87/05/22. TUCKER.H.B. Duke Power Co. 
2pp. 41147:037-41147:050. 

“8706020237 Insp Repts 50-269/87-13,50-270/87-13 & 50-287/87-13 on 870310- 
0511. No violations or deviations noted.Major areas inspected:cleaning & testing of re- 
actor bldg & DHR coolers, shutdown work in progress.operations & sun/eillance. 
BRYANT.J.C.. WERT.L.D.. PEEBLES.T.A. Region 2, Office of Director. 87/05/27. 
12pp. 41147:039-41147:050. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41 142:332-41143:075. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20,50-369/87-17.50-370/87-17, 50-413/87-19 & 50-414/87-19 on 870511- 
12.Violation noted under consideration for escalated enforcement action. 

GRACE,J.N. Region 2, Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co. 
2pp. 41238:175-41238:178. 

“8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20, 50-287/87- 
20,50-369/87-17,50-370/87-17,50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21). Violation noted:failure to protect safeguards info. 

TILLMAN, A., MCGUIRE.A. Region 2, Office of Director. 87/05/29. Ip. 41238:178- 
41238:178. 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160230 Responds to NRC 870505 ltr re violations noted in Insp Repts 50-269/87- 
02,50-270/87-02 & 50-287/87-02.Corrective actions: Valve HP-2 closed & power re- 
moved from HP-2. 

TUCKER.H.B. Duke Power Co. 87/06/04. Document Control Branch (Document Con- 
trol Desk). 4pp. 41317:175-41317:178. 

8706170196 Forwards Insp Repts 50-269/87-17,50-270/87-17 & 50-287/87-17 on 
870427-0501. No violations or deviations noted. 

HERDT.A.R. Region 2, Office of Director. 87/06/04. TUCKER.H.B. Duke Power Co. 
2pp. 41370:274-41370:282. 

“8706170211 Insp Repts 50-269/87-17,50-270/87-17 & 50-287/87-17 on 870427- 
0501 .No violations noted.Major areas inspected:review of licensee corrective actions 
for recent low pressure injection & reactor bldg cooling units fouling problems. 
THOMAS,M., MATHIS.J.L., JAPE.F. Region 2. Office of Director. 87/06/03. 7pp, 
41370:276-41370:282. 
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8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York. Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-026 "Potertia'Iy Significant Problems Resulting From 
Human Error Involving Wrong .Jr i.A'r.-'.ng .Tsin *rr ■//r.onc Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24.50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 
GRACE.J.N. Region 2, Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 41409:070-41409:072. 

-"8706220005 Enforcement Conference Repts.including 50-269/87-24, 50-287/87- 

24,50-369/87-20 & 50-414/87-22 on 870601 to review LER re inadequate destruction 
of safeguards r.atls coTpromis'-q se.:L;'''ty Dnlai’s withheld (ref 10CFR2.790). 
TILLMAN,A.. MCGU RK.D R Rcitjcr. .J, Ci'ice c' Director. 87/06/15. Ip. 41409:072- 
41409:072. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706190184 Monthly operating repts for May 1987.W/870615 Itr. 

REAVIS, J. A., REAVIS,G., TUCKER.H.B. Duke Power Co. 87/05/31. 17pp. 41394:237- 
41394:253. 


S. Reportable occurrences, LERs & related correspondence 

8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR.RES.AEOD & regional ofcs re events which occurred since 870507 meeting.Llst 
of attendees & viewgraphs end. 

LANNING.W. Events Assessment Branch. 87/05/27. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41162:242-41162:260. 

8706050338 Provides supplemental info to 860929 LER 269/86-10 re potential loss of 
emergency feedwater due to pump runout for cedam transie'^ts.Study to recommend 
specific solutions for emergency feedwater p-'ctcdicn comp c-:o3 
TUCKER.H.B. Duke Power Co. 87/05/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 41192:091-41192:092. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting. List of attendees, events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W, Events Assessment Branch. 87/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 
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F. Security, medical, emergency & fire protection plans 

8703300659 Forwards Rev 9 to plant contingency plan.addressing overall deletion of 
alarm station sys & function & addition of CAS & SAS sys & function to plant security 
sys.Rev withheld (ref 10CFR73.21). 

TUCKER.H.B. Duke Power Co. 87/03/18. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (851125-870411). DENTON.H.R. Document Control Branch (Doc- 
ument Control Desk). 2pp. 40276:078-40276:079. 

8706150050 Confirms 870519 telcon concerning 870601 enforcement conference re 
protection of safeguards info. 

GRACE.J.N. Region 2, Office of Director. 87/05/26. TUCKER.H.B. Duke Power Co. 
Ip. 41291:265-41291:265. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20,50-369/87-17,50-370/87-17, 50-413/87-19 & 50-414/87-19 on 870511- 
12. Violation noted under consideration for escalated enforcement action. 

GRACE.J.N. Region 2, Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co. 
2pp. 41238:175-41238:178. 

--8706100039 Partially withheld insp Repts 50-269/87-20,50-270/87-20. 50-287/87- 

20,50-369/87-17,50-370/87-17,50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21 ).Violation noted:failure to protect safeguards info. 

TILLMAN.A. Region 2, Office of Director. 87/05/29. Ip. 41238:178-41238:178. 

8706120149 Forwards Revs 87-3 & 87-2 to emergency plan implementing procedures 
manual Vols B & C, respectively, per 10CFR50.54(q). 

TUCKER.H.B. Duke Power Co. 87/06/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 41279:297-41279:358. 

-8706120154 Rev 87-3 to Vol B of emergency plan implementing procedures 
manual.consisting of Procedure CP/O/B/2005/09, “Determination of Failed Fuel." 
TUCKMAN.M.J. Duke Power Co. 87/05/31. 21pp. 41279:299-41279:321. 

-8706120164 Revised Chemistry Manual 5.1, “Emergency Response,” part of Rev 87-3 
to emeraency plan implementing procedures manual, Vol B. 

M. Duke Power Co. 5.1. 87/04/22. 15pp. 41279:322-41279:336. 


-8706120191 Rev 87-2 to Vol C of emergency plan implementing procedures 
manual.consisting of “Number Code for Identifying Personnel/ Activities To Be Noti- 
fied.” 

TUCKMAN.M.S. Duke Power Co. 87/05/31. 22pp. 41279:337-41279:358. 

8706220002 Fonftrards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24.50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 

GRACE J.N. Region 2, Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co, 
2pp. 41409:070-41409:072. 

-8706220005 Enforcement Conference Repts. 'ncluriinc 50-269/87-24, 50-287/87- 

24,50-369/87-20 & 50-414/87-22 on t;"C6C' to review LER re inadequate destruction 
of safeguards mails conoromising security. Details withheld (ref 10CFR2.790). 
TILLMAN.A. Region 2, Citi.se .t IT-ecrc' 8 / 'Of; -'15. Ip. 41409:072-41409:072. 

8706290007 Discusses util commitments to implement certain post-TMl related items in 
NUREG-0737,ltem III.A.1.2 & SuppI 1 to NUREG-0737,per 840706 confirmatory 
order. Exceptions re emergency response facility under review.per 851202 Itr. 
PASTIS.H.N. Project Directorate 11-3. 87/06/22. TUCKER.H.B. Duke Power Co. 3pp. 
4 -.51 5.2.58-*. i:io: 229 


G. Adjudicatory correspondence 

8706190090 Forwards reply to responses from NRC & B&W Owners Group. NRC re- 
sponse evidences no independent review of B&W claims. Commission urged to take 
personal jurisdiction of petition to ensure that latest commitment not frustrated. 
WEISS, E.R., POLLARD.R.D. Union of Concerned Scientists. #287 3752. 87/06/12. 
ZECH.LW., ASSELSTINE.J.K., BERNTHAL.F.M. Commissioners. 2pp. 41389:133- 
41389:205. 

-8706190105 SuppI 4 to petition for immediate action to relieve undue risk posed by 
nuclear power plants designed by B&W.UCS reply to responses from NRC & B&W 
Owners Group.* Certificate of Svc end. 

WEISS, E.R., POLLARD.R.D. Union of Concerned Scientists. 87/06/12. Commission- 
ers. 71pp. 41389:135-41389:205. 


P. Operating license stage documents & correspondence 

8706080311 Forwards “Technical Evaluation Rept for Radiological Effluent Release & 
Environ Operating Repts for 1985:Duke Power Co, Oconee Nuclear Station.Units 1,2 & 
3,” informal rept. 

SIMPSON.F.B. EG&G Idaho, Inc. (subs, of EG&G, Inc.). SIMPSON.F.B. Idaho National 
Engineering Laboratory. FIN A-6808. 87/03/02. NICHOLS.C.R. NRC - No Detailed Af- 
filiation Given. 2pp. 41209:188-41210:015. 

-8706080318 “Technical Evaluation Rept for Radiological Effluent Release & Environ 
Operating Repts for 1985:Duke Power Co.Oconee Nuclear Station.Units 1,2 & 3," in- 
formal rept. 

YOUNG.T.E.. MAGLEBY.E.H., SERRANO.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.), 
FIN A-6808. EGG-PHY-7522. 87/03/31. NRC - No Detailed Affiliation Given. 186pp, 
41209:190-41210:015. 

8706080280 Forwards EGG-NTA-7585, “Technical Evaluation Rept for Review & Eval- 
uation of B&W Owners Group Design Reassessment Program re Oconee-1,2 & 3,TMI* 
1,ANO-2,Davis-Besse,Rancho Seco & Crystal River-3." 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6023. 87/03/04. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411), Ip. 41209:156-41209:187. 

-8706080292 “Technical Evaluation Rept for Review & Evaluation of B&W Owners 
Group Design Reassessment Program re Oconee Units 1,2 &3,TMI-1,ANO-2,Davis- 
Besse.Rancho Seco & Crystal River Unit 3,” informal rept. 

BEARD.J.T. EG&G Idaho, Inc. (subs, of EG&G, Inc.). BEARD, J.T. Idaho National Engi- 
neering Laboratory. FIN D-6023. EGG-NTA-7585. 87/03/31. Division of Pressurized 
Water Reactor Licensing - B (851125-870411). 31pp. 41209:157-41209:187. 

8706080051 Forwards EGG-NTA-7507, “Technical Evaluation Rept for Oconee Nuclear 
Station Units 1,2 & 3,Response to US NRC NRR Generic Ltr 83-37," interim informal 
rept.Licensee has not submitted specs for listed items condirc; ec;:,;ir'^-e“l approval. 
OBENCHAIN,C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.) C-ENCi- ■■.!N,;:.F. Idaho 
National Engineering Laboratory. FIN D-6022. 87/03/05. CARRINGTON, M. Office of 
Nuclear Reactor Regulation. Director (851125-870411). 2pp. 41211:249-41211:287. 

-8704060091 “Technical Evaluation Rept for Oconee Nuclear Station Units 1,2 & 3 Re- 
sponse to US NRC, NRR Generic Ltr 83-37," informal rept. 

STACHEW.J.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). STACHEW.J.C. Idaho Nation- 
al Engineering Laboratory. FIN D-6022. EGG.NTA-7507. 87/03/31. NRC - No Detailed 
Affiliation Given. 36pp. 41211:251-41211:287. 

8706080096 Forwards Rev 1 to EGG-NTA-7462, "Conformance to Item 4.5.2 of Generic 
Ltr 83-28:Arkansas Nuclear One-1, Crystal River 3,Davis-Besse-1...." Davis-Besse must 
provide confirmation addressed in plant-specific review. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc ) ROBEPTS.E.’.V. i-Jehc ‘I;-, 
tional Engineering Laboratory. FIN D-6001. 87/03/12. CArtR NG 'ON.V G::::;;: c' N.- 
clear Reactor Regulation, Director (851125-870411). Ip. 41211:335-41211:356. 

-8706080138 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28: “Arkansas 
Nuclear One-1, Crystal River 3, Davis-Besse 1, Oconee 1,2 & 3, Rancho Seco,TMI-1 & 
Washington Nuclear Plant 1,“ informal rept. 

FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER,F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7462 R01. 87/03/31. NRC - No De- 
tailed Affiliation Given. 21pp. 41211:336-41211:356. 

8706260404 Forwards final “Conformance to Generic Ltr 83-29,ltem 2.2.2 -Vendor 
Interface Programs for All Other Safety-Related Components:Oconee 1,2 & 3," infor- 
mal rept.Licensee conforms to generic Itr on subj item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, :nc.). 'ROBERTS.-: W. cahe: Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARR NGTON.f.'.. C*'::.':-;; cf Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. ■■‘.i/’.63:04G-'- i^-BlTOfiS. 
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-8706260406 Final “Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface 
Programs for All Other Safety-Related Compoments: Oconee 1.2 & 3." informal rept. 
UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7615. 87/04/30. NRG - No Detailed Affiliation 
Given. 15pp. 41483:050-41483:065. 

8706120230 Requests FR publication of notice of issuance of Amends 159, 159 & 156 
to Licenses DPR-38,DPR-47 & DPR-55.respectively. Amends revise Tech Spec 
3.1 .12. 1(a), (b) & (d) to indicate that three subcooling margin monitors now available. 
PASTIS,H.N. Project Directorate 11-3. 87/05/05. NRC - No Detailed Affiliation Given. 
2pp. 41280:271-41280:272. 

8706010371 Provides info re inoperability of Unit 2 reactor bldg normal sump level in- 
struments as required by 841008 proposed Tech Spec 3.5.6.Normal sump level moni- 
tors declared inoperable on 870504.Cause of problem undetermined. 

TUCKER, H.B. Duke Power Co. 87/05/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 41123:243-41123:244. 

8706120020 Application for amend to Licenses DPR-38,DPR-47 & DPR-55, updating 
LOCA limited max allowable linear heat rate to reflect NUREG-0630 & B&W Owners 
Group BAW-1915P.Fee paid. 

TUCKER, H.B. Duke Power Co. 87/06/01. Document Control Branch (Document Con- 
trol Desk). 3pp. 41271:242-41271:250. 

—8706120024 Proposed Tech Specs updating LOCA limited max allowable linear heat 
rate to reflect NUREG-0630 & B&W Owners Group BAW-1915P. 

* Duke Power Co. 87/06/01. 6pp. 41271:245-41271:250. 

8706110188 Forwards “Emergency Operating Procedures Generation Package Imple- 
mentation Audit Rept,Oconee Units 1 ,2 & 3, ’ from Dec 1 986 audit,for info. 
PASTIS.H.N. Project Directorate 11-3. 87/06/02. TUCKER,H.B. Duke Power Co. 3pp. 
41261:216-41261:278. 

—8706110200 “Emergency Operating Procedures Generation Package Implementation 
Audit RepLOconee Units 1.2 & 3." 

SUTTHOFF.A., HUENEFELD.J.. DEFFERDING.L. NRC - No Detailed Affiliation Given. 
87/03/31. 60pp. 41261:219-41261:278. 

8706110287 Forwards summary of 870513 meeting in Region II ofcs to discuss history 
of HX fouling.Attendee list & viewgraphs also encT. 

GRACE.J.N. Region 2, Office of Director. 87/06/02. TUCKER.H.B. Duke Power Co. 
18pp. 41266:114-41266:131. 

8706110223 Forwards summary of 870513 enforcement conference w/util in Region II 
ofc re sequence of events per Unit 3 heatup w/both trains of HPI inoperable.per 
Repts 50-269/87-21,50-270/87-21 & 50-287/87-21. Description of corrective action 
acceptable. 

GRACE.J.N. Region 2, Office of Director. 87/06/03. TUCKER.H.B. Duke Power Co. 
21pp. 41266:135-41266:155. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100263 Submits addi info re 851119 application for amends to Licenses DPR- 
38.DPR-47 & DPR-55, allowing use of TN-8/TN-8L multielement spent fuel cask in 
spent fuel pool.Out of 44 shipments.only 4 unplanned stops noted. 

TUCKER.H.B. Duke Power Co. 87/06/05. Document Control Branch (Document Con- 
trol Desk). Ip. 41239:152-41239:152. 

8706120312 Forwards Amends 159,159 & 156 to Licenses DPR-38.DPR-47 & DPR- 
55, respectively & safety evaluation. Amends revise Tech Specs to indicate that three 
subcooling margin monitors available & reflect actual plant design. 

PASTIS.H.N. Project Directorate 11-3. 87/06/08. TUCKER.H.B. Duke Power Co. 3pp. 
41280:257-41280:270. 

“8706120315 Amends 159,159 & 156 to Licenses DPR-38.DPR-47 & DPR-55, 
respectively, revising Tech Specs to reflect availability of three subcooling margin mon- 
itors & deleting Tech Spec 3.1.12.1(c). 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/06/08. 8pp. 41280:260-41280:267. 

-8706120319 Safety evaluation supporting Amends 159,159 & 156 to Licenses DPR- 
38,DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/06/08. 3pp. 
41280:268-41280:270. 

8706180120 Responds to 870427 request for addI info to complete review of util re- 
sponse to Items 2.1 & 2.2 (Part 1) of Generic Ltr 83-28. 

TUCKER.H.B. Duke Power Co, 87/06/09. Document Control Branch (Document Con- 
trol Desk). 4pp. 41405:322-41405:325. 

8706190363 Informs of delay in responding to NRC 870422 request for addi info re 
NUREG-0737,ltem II.D.I, "Performance Testing of Relief & Safety Valves." Response 
originally required by 870608 will be submitted by 870730. 

TUCKER.H.B. Duke Power Co. 87/06/10. Document Control Branch (Document Con- 
trol Desk). Ip. 41397:038-41397:038. 

8706170456 Forwards listing of pressure isolation valves, including periodic 
tests.frequencies & acceptance criteria for Oconee, per Generic Ltr 87-06.Pressure iso- 
lation valves for Catawba & McGuire listed in respective Tech Specs. 

TUCKER.H.B, Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 4pp. 41385:062-41385:065. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180322 Notification of 870624 meeting w/util in Charlotte.NC to discuss generic ex- 
perience on preparation.implementation. review and insp of ASME Code, Section XI re 
pump & valve inservice testing programs. 

JABBOUR.K.N. Project Directorate 11-3. 87/06/12. YOUNGBLOOD.B.J. Project Direc- 
torate 11-3. 5pp. 41392:277-41392:281. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGL1A.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41 582:001-41 582:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8706160474 Ack receipt of 870304 & 0423 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-269/87-03,50-270/87-03 & 50-287/87-03.Re- 
sponses meet requirements of 10CFR2.201. 

STOHR.J,P. Region 2. Office of Director. 87/05/19. TUCKER.H.B. Duke Power Co. 
Ip. 41335:061-41335:061. 

8706010059 Responds to followup items noted in Insp Repts 50-269/86-24. 50-270/86- 
24 & 50-287/86-24, Corrective actions:reactor bldg cooling unit fan motor documenta- 
tion updated to include environ qualification of Texaco Premium RB grease. 
TUCKER.H.B. Duke Power Co. 87/05/21. Document Control Branch (Document Con- 
trol Desk). Ip. 41118:293-41118:293. 

8706020229 Forwards Insp Repts 50-269/87-13,50-270/87-13 & 50-287/87-13 on 
870310-0511. No violations or deviations noted. 

PEEBLES, T.A. Region 2, Office of Director. 87/05/22. TUCKER.H.B. Duke Power Co. 
2pp. 41147:037-41147:050. 

-8706020237 Insp Repts 50-269/87-13,50-270/87-13 & 50-287/87-13 on 870310- 
0511. No violations or deviations noted. Major amas i''sooctc:d r'o 3 "i'' q & testing of re- 
actor bldg & DHR coolers, shutdown work m prog-i:Ss, 0 (.'(jr;j:i;v-;;) i surveillance. 
BRYANT.J.C., WERT.L.D., PEEBLES.T.A. Region 2, Office of Director. 87/05/27. 
12pp. 41147:039-41147:050. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20.50-369/87-17,50-370/87-17, 50-413/87-19 & 50-414/87-19 on 870511- 
12. Violation noted under consideration for escalated enforcement action. 

GRACE.J.N. Region 2. Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co 
2pp. 41238:175-41238:178. 

“8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20, 50-287/87- 

20.50-369/87-1 7.5C-37C/67- 17.50-41 3/87-1 9 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73 2 1 ). Violation noted:failure to prctoct snfoqua'ds b^c 
TILLMAN, A., MCGUIRE, A. Region 2, Office .o! fVoctC'. il'.' Oir, 29 Ip. 41238'178- 
41238:178. 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160230 Responds to NRC 870505 ltr re violations noted in Insp Repts 50-269/87- 

02.50- 270/87-02 & 50-287/87-02.Corrective actions: Valve HP-2 dosed & power re- 
moved from HP-2. 

TUCKER.H.B. Duke Power Co. 87/06/04. Document Control Branch (Document Con- 
trol Desk). 4pp. 41317:175-41317:178. 

8706170196 Forwards Insp Repts 50-269/87-17,50-270/87-17 & 50-287/87-17 on 
870427-0501 .No violations or deviations noted. 

HERDT.A.R. Region 2, Office of Director. 87/06/04. TUCKER.H.B. Duke Power Co. 
2pp. 41370:274-41370:282. 

-8706170211 Insp Repts 50-269/87-17,50-270/87-17 & 50-287/87-17 on 870427- 
0501 .No violations noted.Major areas inspected:review of licensee corrective actions 
for recent low pressure injection & reactor bldg cooling units fouling problems. 
THOMAS.M., MATHIS.J.L., JAPE.F. Region 2, Office of Director. 87/06/03. 7pp. 
41370:276-41370:282. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E, Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413), 87/06/11, Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Sicnificant P‘'cb!o'»’s Resulting From 
Human Error Involving Wrong Unit, Wrong Train or AVof-g vCc:r'.co''or'; Events.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24.50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 
GRACE.J.N. Region 2, Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 41409:070-41409:072. 

“8706220005 Enforcement Conference Repts indudirq 50-269/87-24, 50-287/87- 

24.50- 369/87-20 & 50-414/87-22 on 87060’ ic 'ov.ew ...ER re inadequate destruction 
of safeguards matls compromising secu'‘ty.Do*a is withheld (ref 10CFR2.790). 
TILLMAN,A., MCGJIRE.D.H. R(!:jion 2. Cii.ce ::i Director. 87/06/15. Ip. 41409:072- 
41409:072. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Apademic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp, 
41582:071-41582:179. 
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R. Periodic operating reports & related correspondence 


8706190184 

REAv’SS.J.A,. 

41394-253. 


fpts for May 1987.W/870615 Itr. 

‘!ER .-! E Duke Power Co. 87/05/31. 17pp. 41394:237- 


S. Reportable occurrences, LERs & related correspondence 

8706030456 Summar,' of Operating Reactors Events Meeting 87-14 on 870512 w/ 
c^S.AEOO & 'eg:c.na: ores re events which occurred since 870507 meeting.List 
of attendees & viewgraphs enci. ... , 

LA.NNiNQ.W. Ever.ts Assessment Branch. 87/05/27. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41162:242-41162:260. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events whsch occurred since 870330 meeting.List of attendees, events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNlf^G.vV. Events Assessment Branch. 87/06/08. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411), 12pp. 41392:262-41392:273. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

8706240212 Forwards SALP Rept 50-271/85-98 for 851 01 9-861 231. Facility petlorm- 
ance remained generally consistent throughout assessment period,w/strong orienta- 
tion toward safe plant operations. 

RUSSELL,W.T. Region 1. Office of Director. 87/06/16. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 4pp. 41454:273-41454:346. 


G. Adjudicatory correspondence 

8706020066 Prehearing conference order (rulings on standing, contentions.schedules).* 
New England Coalition on Nuclear Power & Commonwealth of MA requests for hear- 
ing & petitions for intervention Granted. Served on 870528. 

SECHHOEFER.C., BR1GHT.Q“D.. CaRPENTER.J.H. Atomic Safety and Licensing 
Board Pane!. #287 3548. 87/05/26. New England Coalition on Nuclear Pollution. 
48pp. 41129:155-41129:202. 

8706100154 Petition of State of NH & Atty General SE Merrill to participate as interest- 
ed state.* Large portion of plume exposure EPZ lies within state. Authors notices of 
appearance & Certificate of Sve end. 

BiSBEE.G.D.. HUNTiNGTON.G.M. New Hampshire. State of. #287 3699. 87/06/05. 
Atomic Safety and Licensing Board Panel. 6pp. 41226:234-41226:239. 


8706250194 New England Coalition on Nuclear Pollution^fi^rst set of interrogatorj^g 
document request to NRC Staff.* Certificate of Sve « ni,:' -.'..od r.onuspon.dcrce; 3 

WEISS.E.R. Now Enqland Coalition on Nuclenr s' -ii.i.-M: ..'r.S,::. H. Mivrr.Qj. 

Weiss, #278 3.8.?'; i.'". OrV -6 Office Of the ■. ■on, 15pp. 4144Q;2r~^ 
41448:216. 

8706250160 Order (admitting Vermont & New Hampshire as interested stntop.).* 
quest admitting Vermont & New Hampshire as interested states iiniMe-c Si-rv.;.:...' 
870619. ~ 

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #287 3824. 87/06/. g. 
Vermont. State of. 2pp. 4 1 448: 1 37-4 1 448: 1 38. 

8706300501 New England Coalition on Nuclear Pollution request for extension of 
to respond to appeal.* Extension of time until 870701 requested to file response 
applicant 870610 appeal of prehearing c:d'.:r vvCt.-r-.ific,:!-.; .'f Syo ^ 

WEISS.E.R. New England Coalition o-n Nuc c.ii ■'(',! uimn WEISS.E.R. Harrriof^ « 
Weiss. #287 3860. 87/06/22. Atomic Safety and Licensing Appeal Panel. 4 ^^ 
41496:027-41496:030. ^ 


8706300491 Order.* Grants New England Coalition on Nuclear Pollution extension qi 
time for good cause shown to respond to util appeal. Response due by 87070-1 
other briefs due for filing by 870625.Served on 870623. 

HAGINS.E.E. Atomic Safety and Licensing Appeal Panel. #287 3863, 87/06/23. New 
England Coalition on Nuclear Pollution. Ip. 41495:333-41495:333. 


8706300505 Requests approval of site visit for S Sholly of MHB Assoc, Related corre- 
spondence. 

WEISS.E.R. Harmon & Weiss. #287 3885. 87/06/23. DIGNAN.T.G. Ropes & 

Ip. 41495:321-41495:321. 


8706300517 NRC Staff motion for reconsideration of Appeal Board motion extendlf^ 
New England Coalition on Nuclear Pollution time to respondiNRC Staff motion for 
tension of time.* W/ Certificate of Sve. 

HODGDCN.A.P. Assistant General Counsel for Hearings. #287 3861. 87/06/23. 
Atomic Safety and Licensing Appeal Panel. 4pp. 41496:350-41495:353. 


8706300523 New England Coalition on Nuclear Pollution second set of interrogatories a. 
document requests to NRC Staff.* Certificate of Sve end. Related correspondence. 
WEISS.E.R. New England Coalition on Nuclear Pollution, #287 3886. 87/06/23. Ver- 
mont Yankee Nuclear Power Corp. 6pp. 41495:258-41495:263. 


8706300531 NRC Staff motion for reconsideration of Appeal Board motion extending 
New England Coalition on Nuclear Pollution time to respondiNRC Staff motion for ex- 
tension of time.* Denied for Appeal Board on 87O623.W/C0rtificat0 of Sve. 
HODGDCN.A.P. Assistant General Counsel for Hearings. #287 3862. 87/06/23. 
Atomic Safety and Licensing Appeal Panel. 3pp. 41495:244-41495:246. 


P. Operating license stage documents & correspondence 


8706190058 Request for appointment of Appeal Board.* Board requested to preside 
over applicant appeal of 870528 prehearing conference order. Certificate of Sve end. 
DIGNAN.T.G. Vermont Yankee Nuclear Power Corp. DIGNAN.T.G. Ropes & Gray. 
#287 3758. 87/06/10. Atomic Safety and Licensing Appeal Panel. 3pp. 41388:040- 
41388:042. 

8706190115 Notice of appeal.* Appeals ASLB 870526 order & initial decision served on 
STOzlc re facii'ty spe.nt fuel pool. Certificate of sve end. 

DiGN'*.\ T.G. ve.'.Tcnt Yankee Nuclear Power Corp. DIGNAN.T.G. Ropes & Gray. 
#287 3756. 87/06/10. 3pp. 41388:155-41388:157. 

8706190128 On appeal per 10CFR2.71a from prehearing conference order, LBP-87-17 
issued on 870526.* Decision should be reversed & petitions for intervention 
dismissed.Certificate of sve end. 

DIGNAN.T.G. Vermont Yankee Nuclear Power Corp. DIGNAN.T.G. Ropes & Gray. 
#287 3757. 87/06/10. Atomic Safety and Licensing Board Panel. 37pp. 41388259- 
41388:295. 

8706190078 Requests notification whether util intends to install new higher density rack 
in spent fuel pool w/o prior NRC approval.Order from ASLB will be sought prohibiting 
rack of new unapproved design if necessary.Related correspondence. 

WEISS.E.R. New E.ngiano Ccaiitio.n on Nuclear Pollution. WEISS.E.R. Harmon & 
Weiss. #287 3759. 67/06/11. DIGNANj.G., SELLECK.K.A. Ropes & Gray. 2 dd 
41388:065-41388:066. ^ 

8706190075 Assigns ASLAP members CN Kohl.Chairman & GJ Edies & HA 
Wilber. members to serve as ASLAB fpr spent fuel pool amend proceeding.Related 
correspondence. 

ROSENTHALA.S. Atomic Safety and Licensing Board Panel. #287 3749. 87/06/15 
.Atomic Safety and Licensing Board Panel. Ip. 41388:335-41388:335. 

8706190119 Forwards DJ Mullett 870609 Itr to Judge Bechhoefer & entry of appear- 
ance for placement in dock-at fiie.Filing has already been served. 

KERR K A ■r-n-i- anr? i irpneun-r. A.nflrri ■:3arir.l '37aq ay/na/ic 


8704170354 Forwards proprietary addl info re rack lifting rig designs associated w/ 
860425 proposed spent fuel pool expansion Tech Spec change submittal. Ends with- 
held per 10CFR2.790(b)(1). 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 87/04/13. ROONEY, V.L 
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 40587:348- 
40587:351. 


8706010197 Forwards rept of 851107-08 survey of util control room re control room 
habitability.Survey part of industry sampling of several plants & in near future will be 
included in formal rept to be used in considering regulatory activities. 

ROONEY. V. Project Directorate 1-3. 87/05/20. CAPSTICK.R.W. Vermont Yankee Nu- 
clear Power Corp. 14pp. 41128:035-41128:048. 

8706090322 Application for amend to License DPR-28, revising technical bases for Tech 
Spec Sections 3.3. A. 1 & 4.3.A.1, “Control Rod Sys" to include broader explanation of 
ba.sis for reactivity shutdown margin demonstration. Fee paid. 

M_\RP"!V.W P. Yankee Nuclear Power Corp. 87/05/29. ROONEY,V-t. 

P.-ooc: Dirocto'ai-J 3pp. 41223:1 18-41223:121. 

“8706090328 Proposed Tech Specs, revising technical bases for Sections 3.3. A. 1 & 
4.3.A.1, “Control Rod Sys" re reactivity margin demonstration. 

* Vermont Yankee Nuclear Power Corp. 87/05/29. Ip, 41223:121-41223:121. 

8706050264 Responds to 870504 memo re proposed addition of 360 assembly rack of 
new design to spent fuel pool.No objection raised to addition of rack. 

BOGER.B.A. Assistant Director for Region I Reactors. 87/06/01. KANE.W.F. NRC - 
No Detailed Affiliation Given. 3pp. 41200:085-41200:087. 

8706090039 Generic Ltr 87-09 to ail LWR licensees (8t applicants re Sections 3,0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 76pp. 41348:323-41349:036. 


8706150070 Forwards addl info re use of HUXY code in util BWR LOCA licensing anafy* 
SIS method & summary of HUXY code development history & NRC/NRR review 
LCCA licensing analyses, in response to NRC request. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 87/06/04. ROONEY, V-C 
Project Directorate I-3, 9pp. 41291:265-41291:263. 


8706160463 Forwards list of pressure isolation valves & summary of periodic tests pa*'' 
formed for each &/or other features which assure pressure boundary integrity, in 
sponse to Generic Ltr 87-06. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/06/11. MURIEY.T.E. Offiah 
of Nuclear Reactor Regulation, Director (Post 87041 1). 6pp. 41317:069-41317:074. 


•'.'viuco niiu III lesponse 10 requost for aaoi inio 

860425 proposed Tech Spec Change Request 133 concerning spent & new fu®' 
M?iuDuy\‘li^Q heat load of 17.3 MBtu/hr for full core discharge condition. 

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 87/06/11. ROONEY, Y-l' 
Project Directorate 1-3. 5pp. 4141 2:1 98-41 41 2:202 


reactor licensees re implementation 
';®PU"'enierits fgr FBI criminal history checks.Svc list end. 

M1RAGL1A,F.J. Associate Director for Projects (Post 87041 1) 87/06/12. Atlantic 0*^/ 
Electric Co. 48pp. 41392:073-41392:120. ' Aiiaiiuu 
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8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
ricsig'' similar to design of other plants.List of plants w/similar design, already re- 
viewec S acprcved by NRC.enc! 

ART'GAS,R Gctv;-;:-:' i'locii-c Cc. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 

8706080176 Forwards Safety Insp Rept 50-271/87-08 on 870420-24.No violation noted. 
JOHNSTON, W.V. Region 1, Office of Director. 87/05/22. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 41218:115-41218:124. 

“8706080177 Insp Rept 50-271/87-08 on 870420-24.No violations or deviations 
noted. Major areas inspected: licensee activities re insp & mod of RHR pump motors & 
pump internals & maint program for RHR pump motors & station startup transformers. 
FINKEUA., BLUMBERG,N. Region 1, Office of Director. 87/05/20. 8pp. 41218:117- 
41218:124. 

8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ab^ity/contro! room emergency ventilation sys deficiencies.Summary of plants re- 
viowi-c! .i '.Jocumenls riescr:r.,'ir;q findings end. 

L:EBi;:R.VAN.j Office .of En-orcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1, Office of Director. GRACE, J. Region 2, Office of Director. DAVIS,A. Region 3, 
Office of Director. 4pp. 41 1 19:272-41 1 19:275. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41 143:075. 

8706100506 Forwards safety evaluation re util 870112 proposed plans to inspect two 
overlay repaired core spray safe-ends in lieu of replacement during upcoming 1987 
refueling outage.Plans acceptable, providing that insp results satisfactory. 

ROONEY,V.L. Project Directorate 1-3. 87/05/28. CAPSTICK.R.W. Vermont Yankee 
Nuclear Power Corp. 2pp. 41245:129-41245:132. 

“8706100511 Safety evaluation re util 870112 proposed plans to inspect two overlay 
repaired core spray safe-ends in lieu of replacement during upcoming 1987 refueling 
outage.Plans acceptable,providing that insp results satisfactory. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/28. 2pp. 
41245:131-41245:132. 

8706090303 Submits supplemental info,per 870105 requests for permanent rev to rou- 
tine insp interval guidance provided in Table 2 of NUREG-0619 for liquid penetrant 
insp of nozzle blend radius. 

CAPST1CK,R.W. Vermont Yankee Nuclear Power Corp. 87/06/02. ROONEY, V.L 
Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp. 41238:317- 
41238:319. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events.” SvC list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706240212 Forwards SALP Rept 50-271/85-98 for 851 01 9-861 231. Facility perform- 
ance remained generally consistent throughout assessment period,w/strong orienta- 
tion toward safe plant operations. 

RUSSELL,W.T. Region 1, Office of Director. 87/06/16. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 4pp. 41454:273-41454:346. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706020124 Forwards “Effluent & Waste Disposal Semiannual Rept for Third & Fourth 
Quarters 1986 Including Annual Radiological Impact on Man for 1986,” supplemental 
rept. Annual meteorological summary for 1986 also included in rept. 

CAPST1CK,R.W. Vermont Yankee Nuclear Power Corp. 87/05/26. Region 1, Office of 
Director. 1 p. 41 1 35:1 22-41 1 35:286. 

“8706020133 “Effluent & Waste Disposal Semiannual Rept for Third & Fourth Quarters 
1986 Including Annual Radiological Impact on Man for 1986," supplemental rept. 

* Vermont Yankee Nuclear Power Corp. 86/12/31. 164pp. 41135:123-41135:286. 

8706160481 Monthly operating rept for May 1987.W/870610 ltr. 

WALLIN, G.A., MURPHU,W.P. Vermont Yankee Nuclear Power Corp. 87/05/31. 6pp. 
41340:354-41340:359. 


S. Reportable occurrences, LERs & related correspondence 

8706030264 LER 87-002-00:on G'OSO: .p-rrar;- containment isolation sys Group III & 
subsequent standby gas treatrr sys ■■■' t occurred.Caused by technician expos- 
ing operating radiation detector. Detector location labeled.W/870527 ltr. 
PELLET1ER,J.P. Vermont Yankee Nuclear Power Corp. 87/05/27. 4pp. 41157:150- 
41157:153. 


T. Hearing transcripts on non-antitrust matters 

8706300457 Transcript corrections (prehearing conference).* Recommends adoption of 
listed corrections to proposed transcript of 870421 prehearing conference.Served on 
870626. 

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #287 3888. 87/06/25. 
2pp. 41495:276-41495:277. 


V. Operator Examinations 


8706100220 Forwards revised NRC Form 398, “Personal Qualifications Statement - Li- 
censee.” Rev reflects changes to 10CFR55 effective 870526.Requests all applica- 
tions be submitted on revised form beginning on 870526. 

COLLINS,S.J. Region 1. Office of Director. 87/06/04. MURPHY, W.P. Vermont Yankee 
Nuclear Power Corp. 18pp. 41238:061-41238:077. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8706220287 Rev 0 to Hope Creek & Salem artificial island emergency plan. 
KLOSEK.R.R. Public Service Electric & Gas Co. of New Jersey. 87/06/15. 200pp. 
41409:281-41410:178. 

8706260197 Third partial response to FOIA request for documents re nuclear employee 
data sys.Forwards documents listed in App D.Documents also available in PDR. 
GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/06/23. BAUMAN,L. 
Government Accountability Project. 2pp. 41480:352-41480:357. 

“8706260215 Forwards Region I 860213 referral for Rev 10 to plant security 
plan.Generic review & appropriate guidance of rev requested since nuclear employee 
data sys addressed.W/o end. 

KASUN.D.J. Reactor & Transportation Licensing Branch. 86/03/26. YARDUMIAN,J. 
Assistant Director for Requirements & Technology. 1p. 41480:356-41480:356. 

8706260032 “Emergency Plan Implementing Procedures.” 

* Public Service Electric & Gas Co. of New Jersey. 87/07/01. 195pp. 41477:006- 
41477:189. 

8706260042 Rev 0 to emergency olan imolementing procedures, including EPIP 1005, 
"Emergency Preparedness Deficiency .'Rev "rricknc & EPIP 1006, “Emergency 
Equipment Inventory Radiation Protection.” 

KLOSEK.R.R. Public Service Electric & Gas Co. of New Jersey. 87/07/01. 100pp. 
41477:277-41478:142. 


H. General correspondence 


8706010098 Forwards revised svc list for util.Svc list updated to incorporate recent 
changes in mat organization. 

PRESTON.B.A. Public Service Electric & Gas Co. of New Jersey. 87/05/22. Docu- 
ment Control Branch (Document Control Desk). 3pp. 4t1i5.' ■T:--'-1 ‘ 19:177. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706110226 Forwards Rev 6 to updated FSAR for Salem Units 1 & 2,Vols 1- 6.Docu- 
ment reformatted to facilitate conversion to magnetic media & installation in util IBM 
main frame computer sys in word & phrase searchable data base. 

MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/03. Document 
Control Branch (Document Control Desk). 7pp. 41321:001-41332:212. 

“8706110239 Rev 6 to updated FSAR for Salem Units 1 & 2.Vol 1 - 6. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 4,163pp. 41321:010- 
41332:212. 

“8706110247 Rev 6 to Chapter 1 for Salem updated FSAR, “Introduction & General 
Description of Plant.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 31pp. 41321:011- 
41321:060. 

“8706110253 Rev 6 to Chapter 2 to Salem updated FSAR “Site Characteristes.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 183pp. 41321:061- 
41321:243. 

“8706110256 Rev 6 to App 2.3A, “Joint Frequency Distributions of Wind Speed & Di- 
rection by Lapse Rate Data Temp Stability Classes:June 1969 to Nov 1971," to Salem 
updated FSAR. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 67pp. 41321:244- 
41322:048. 

“8706110259 Rev 6 to Chapter 3 for Salem updated FSAR, “Design of 
Structures,Components, Equipment & Sys." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 240pp. 41322:049- 
41322:288. 

“8706110261 Rev 6 to App 3.6A, “Description of Backdraft Damper,” to Salem updated 
FSAR. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 2pp. 41322:289- 
41323:187. 
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~87061 10298 Rev 6 to App 3.9A, “Bolted Connections for Linear Compponent Sup- 
port," to Salem updated FSAR. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 20pp. 41323:188- 
41323:240. 

-8706110302 Rev 6 to App 3A. “PSE&G Positons on USNRC Reg Guides." to Salem 
updated FSAR. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 60pp. 41323:241- 
41323:301. 

-8706110308 Rev 6 to Chapter 4 for Salem updated FSAR, “Reactor.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 404pp. 41323:302- 
41324:345. 

“8706110310 Rev 6 to Chapter 5 for Salem updated FSAR, “RCS & Connected Sys." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 315pp. 41324:346- 
41325:300. 

“8706110317 Rev 6 to Chapter 6 for Salem updated FSAR, "ESF.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 342pp. 41325:301- 
41326:282. 

-8706110326 Rev 6 to Chapter 7 for Salem updated FSAR, “Instrumentation & Con- 
trols." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 294pp. 41326:283- 
41327:216. 

-8706110329 Rev 6 to Chapter 8 for Salem updated FSAR, “Electric Power." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 54pp. 41327:217- 
41327:279. 


-8608110079 “Conformance to Generic Ltr 83-28, Item 2.1 (Part 1) Equipment Classifi- 
cation (Reactor Trip Sys Components) Robinson 2, Salem 1 & 2, San Onofre 1 & Sea- 
brook 1 & 2.” 

HAROLDSEN.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA- 
7236. 86/05/31. NRC - No Detailed Affiliation Given. 12pp. 41204:179-41204:190. 

-8608130358 Forwards SER & SALP input on util response to Generic Ltr 83-28, Item 
2.1 (Part 1) re equipment classification.Response acceptable. Part 2 re vendor inter- 
face unresolved.EG&G “Conformance to Generic Ltr 83-28..." also end. 

ROSA,F. Electrical, Instrumentation & Control Systems Branch (PWR-A). 86/08/06. 
FISHER, D. PWR Project Directorate 3. 2pp. 41204:172-41204:173. 

-8701020275 Forwards SER & SALP input accepting util responses to Generic Ltr 83- 
28, Item 2.1 (Part 2), re vendor interface for reactor trip sys components.SER concurs 
w/findings of end contractor rept. 

ROSA,F. Electrical, Instrumentation & Control Systems Branch (PWR-A). 86/12/24. 
FISCHER,D. PWR Project Directorate 5. 2pp. 41204:191-41204:192. 

-8701090682 Forwards SSER supporting util 851017 & 861218 submittals re proposed 
Tech Spec changes in response to Item 4.3 of Generic Ltr 83-28.Proposed changes 
consistent w/Generic Ltr 85-09 & acceptable.SALP input also end. 

ROSA,F. Electrical, Instrumentation & Control Systems Branch (PWR-A). 87/01/08. 
FISCHER, D. PWR Project Directorate 3. Ip. 41204:239-41204:239. 

-8706050089 Safety evaluation supporting util 851017 proposed Tech Spec changes re 
reactor trip sys instrumentation & surveillance in response to Generic Ltr 83-28, Hem 
4.3, under guidance of Generic Ltr 85-09. 

* NRC - No Detailed Affiliation Given. 86/06/06. 11pp. 41204:161-41204:171. 


“8706110336 Rev 6 to Chapter 9 for Salem updated FSAR, “Auxiliary Sys." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 476pp. 41327:280- 
41329:035. 

“8706110342 Rev 6 to Chapter 10 for Salem updated FSAR, “Steam & Power Conver- 
sion Sys." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 220pp. 41329:036- 
41329:255. 


“8706110352 Rev 6 to Chapter 11 for Salem updated FSAR, "Radwaste Mgt." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 185pp. 41329:256- 
41330:080. 

“8706110362 Rev 6 to Chapter 12 for Salem updated FSAR, “Radiation Protection.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 40pp. 41330:081- 
41330:120. 

-8706110369 Rev 6 to Chapter 13 for Salem updated FSAR, “Conduct of Operations.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 44pp. 41330:121- 
41330:163. 


“8706110376 Rev 6 to Chapter 14 for Salem updated FSAR, “Initial Tests & Oper- 


aiiun. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 59pp. 41330:164- 
41330:228. 


-8706110391 Rev 6 to Chapter 15 for Salem updated FSAR, "Accident Analysis." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 231pp. 41330:229- 
41331:099. 


-8706110394 Rev 6 to App 15.3A, "Generic Small Break Analysis," to Salem updated 
FSAR. 

• Public Service Electric & Gas Co. of New Jersey. 87/06/03. 23pp. 41331:100- 
41332:063. 


“8706110396 Rev 6 to Chapter 16 for Salem updated FSAR, “Tech Specs.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. Ip. 41332:064- 
41332:064. 


“8706110402 Rev 6 to Chapter 17 for Salem updated FSAR, “QA." 

* Public Service Electric & Gas Co, of New Jersey. 87/06/03. 50pp. 41332:065- 
41332:114. 


“8706110404 Rev 6 to App A for Salem updated FSAR, "TMI Lessons Learned." 

• Public Service Electric & Gas Co. of New Jersey. 87/06/03. 98pp. 41332:115- 
41332:212. 


P, Operating license stage documents & correspondence 


“8706050099 Safety evaluation supporting util response to Generic Ltr 83-28, Item 2.1 
(Part 1), "Equipment Classification (Reactor Trip Sys Components).” SALP input also 
end. 

* NRC - No Detailed Affiliation Given. 86/08/06. 5pp. 41204:174-41204:178. 

“8706050131 Safety evaluation supporting util response to Generic Ltr 83-28,ltem 2.1 
(Part 2). "Vendor Interface Programs - Reactor Trip Sys Components." SALP input 
end. 

* NRC - No Detailed Affiliation Given. 86/12/24. 4pp. 41204:193-41204:238. 

“8706050147 SSER supporting util 851017 & 861218 submittals re proposed Tech 
Spec changes in reactor trip sys instrumentation & surveillance in response to Item 
4.3 of Generic Ltr 83-28, under guidance of Generic Ltr 85-09.SALP input end. 

* NRC - No Detailed Affiliation Given. 87/01/08. 3pp. 41204:240-41204:242. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F,J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160118 Forwards list of human engineering discrepancies & scheduled completion 
dates & implementation schedule for DCRDR mods, per 870521 agreement w/NRC, 
MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/04. Document 
Control Branch (Document Control Desk). 8pp. 41305:292-41305:302. 

8706170082 Responds to Generic Ltr 87-06 re periodic verification of leak tight integrity 
of pressure isolation valves. Valves & leak rate testing requirements included in Tech 
Specs & inservice testing program. 

MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/09. Document 
Control Branch (Document Control Desk). 2pp. 41371:208-41371:209. 

8706170076 Fonvards SSER re NUREG-0737,ltom 11. K.3.31. plant-specific calculations to 
show compliance w/10CFR50.46.Review of WCAF-11145 corripiiUod & accepted as 
licensing basis for small break LOCA analysis. 

BUTLER, W.R. Project Directorate I-2. 87/06/11. MCNEILL, C.A. Public Service Electric 
& Gas Co. of New Jersey. 4pp. 41382:310-41382:313. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MjRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


8706050017 Partial response to FOIA requesLForwards App D documents. App C & D 
documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEL, M.S. 
Bishop, Cook, Purcell & Reynolds. 4pp. 41203:222-41204:242. 

-8303110612 Forwards div input for restart SER addressing definition of safety-related 
& licensee classification of reactor trip sys.Classification acceptable. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 83/03/04. LAINAS.G. Assist- 
ant Director for Operating Reactors, 45pp. 41203:227-41203:284. 

-8304190234 Forwards response to 830330 questions re reactor trip breaker main! 
DIRCKS,W.J, Office of the Executive Director for Operations, 83/04/12. GILINSKY.V. 
Commissioners. 7pp. 41204:092-41204:102. 

-8304190241 Requests addi info re reactor trip breaker maint. 

GILINSKY,V. Commissioners. 83/03/30. DIRCKS.W.J. Office of the Executive Director 
for Operations. 2pp. 41204:090-41204:091. 

-8402290065 Forwards summary of facilities status over past yr.per request. 
EISENHUT.D.G. Division of Ucensing (800428-851124). 84/02/22. REHM,T. Regional 
Operations & Generic Requirements (Pre 870413). 4pp. 41204:139-41204:142. 

-8606120927 Approves 851017 proposed Tech Spec changes responsive to Item 4.3 of 
Generic Ltr 83-28 except for changes proposed for reactor trip breakers, automatic trip 
logic & mode separation.SER & SALP input end. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/06/06. FISCHER.D. 
PWR Project Directorate 3. 14pp. 41204:158-41204:160. 


8706260030 Forwards rept re installation of trip-a-unit protection sys to increase electri- 
cal output during extended outage of Keeney 500 kV circuitPower sys stabilizers 
would enhance damping of post-contingency oscillations. 

MILTENBERGER,S. Public Service Electric & Gas Co. of New Jersey. 87/06/19. Doc- 
ument Control Branch (Document Control Desk). 4pp. 41476:104-41476:212. 

“8706260047 "Installation of Trip-A-Unit Protection Scheme SuppI Info Salem & Hope 
Creek Generating Stations." 

* Public Service Electric & Gas Co, of New Jersey. 87/06/19. 200pp. 41476:108- 
41476:212. 


8706260387 Fonwards Amends 80 & 54 to Licenses DPR-70 & DPR-54, respectively 8^ 
safety evaluation.Amends revise Tech Specs to delete specified max fuel rod weight 
limit. 

FISCHER, D.C. Project Directorate 1-2. 87/06/19. MCNEILL, C.A. Public Service Elec- 
tric & Gas Co. of New Jersey, 3pp. 41483:030-41483:045. 

-8706260394 Amends 80 & 54 to Licenses DPR-70 & DPR-75, respectively, revising 
Tech Specs to delete specified max fuel rod weight limit, 

BUTLER, W.R. Project Directorate 1-2. 87/06/19. 10pp. 41483:033-41483:042. 

“8706260398 Safety evaluation supporting Amends 80 & 54 to Licenses DPR-70 & 
DPR-75,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/19. 3pp, 
41483:043-41483:045. 
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8706300471 Grants interim relief until staff completes detailed review or until 871231 
from inservice testing requirements of ASME Boiler & Pressure Vessel Code, Section 
XI, per 860924 & 870226 requests. 

BUTLER, W.R. Project Directorate 1-2. 87/06/24. MCNEILL, C.A. Public Service Electric 
& Gas Co. of New Jersey. 4pp. 41490:146-41490:149. 


Q. inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706090174 Forwards Safety Insp Repts 50-272/87-12 & 50-311/87-15 on 870421- 
0518.Ack receipt of util 870430 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-31 1/87-03.Corrective actions acceptable. 

GALLO.R.M. Region 1, Office of Director. 87/06/02. MCNEILL,C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 41223:026-41223:039. 

-8706090176 Insp Repts 50-272/87-12 & 50-311/87-15 on 870421-0518. Violations 
noted:failure to perform diesel surveillance test. 

NORRHOLM,L.J. Region 1, Office of Director. 87/05/29. 12pp. 41223:028-41223:039. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706170469 Responds to NRC 870511 Itr re violations noted in Insp Repts 50-272/87- 
11 & 50-311/87-14.Corrective actions:required preventive maint activities for listed 
components completed & program for stored equipment reviewed. 

MILTENBERGER,S. Public Service Electric & Gas Co. of New Jersey. 87/06/10. Doc- 
ument Control Branch (Document Control Desk). 3pp. 41385:148-41385:150. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706300990 Forwards Safety Insp Repts 50-272/87-13 & 50-311/87-16 on 870518- 
22. No violations noted. 

JOHNSTON,W.V. Region 1, Office of Director. 87/06/17. MCNEILL,C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 41 51 2:1 1 3-41 51 2:1 21 . 

-8706300992 Insp Repts 50-272/87-13 & 50-311/87-16 on 870518-22.No violations 
noted.Major areas inspected:nuclear engineering, including in-plant reactor 
engineering,QA/QC interfaces, involvement & overview. 

NAPUDA.G., ODAR,F., EAPEN,P.K. Region 1, Office of Director. 87/06/16. 7pp. 
41512:115-41512:121. 

8706220462 Final response to FOIA request for info re Insp Rept A- 1-83-003. Forwards 
App C documents,previously denied in 870430 response.Documents also being made 
available in PDR. 

GR1MSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/18. 

ADELMAN,M.D. Shanley & Fisher. 2pp. 41417:217-41417:236. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706230488 "1986 Annual Environ Operating Rept (Nonradiological)." W/870611 Itr. 
MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 86/12/31. 18pp. 
41433:207-41433:224. 

8706220276 Monthly operating rept for May 1987.W/870615 Itr. 

WHITE.P., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/05/31. 
8pp. 41412:130-41412:137. 


S. Reportable occurrences, LERs & related correspondence 

8706030328 Special Rept 87-3:on 87051 4, svc water leak from hole in containment fan 
coil unit 12 detected.Caused by corrosion. Spoolpiece replaced.Program for investigat- 
ing corrosion problems underway. 

ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/05/28. Document 
Control Branch (Document Control Desk). 3pp. 41169:231-41169:233. 

8706050017 Partial response to FOIA request. Forwards App D documents, App C & D 
documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEL,M,S. 
Bishop, Cook, Purcell & Reynolds. 4pp. 41203:222-41203:226. 

-8303100360 Notification of 830308-11 meetings w/Westinghouse,GE,B&W & C-E in 
Bethesda.MD to discuss generic implications of 830225 scram breaker failure. 

SILVER, H. Salem Generic Implications Task Force. 83/03/04. MATTSON, R.J. Salem 
Generic Implications Task Force. 3pp. 41203:285-41203:287. 


-8303220494 Forwards list of documents re 830225 event, in response to 830310 
memo concerning congressional subcommittee request. 

MIRAGLIA.F.J. Assistant Director for Safety Assessment. 83/03/11. LAINAS.G.C. As- 
sistant Director for Operating Reactors. 4pp. 41204:040-41204:065. 

-8303300057 Fonwards all documents re 830225 manual scram event at plant,per 
830310 congressional subcommittee request.Div of Human Factors Safety comments 
also included. 

THOMPSON,H. Division of Human Factors Safety (800428-851124). 83/03/11. 
LAINAS,G. Assistant Director for Operating Reactors. 1 14pp. 41203:288-41204:039. 

“8401260469 Forwards rev to summary of scram events & resulting NRC actions. Most 
break failures attributable to undervoltage trip attachments & associated linkages. 
ALEXION.T.W Operating Reactors Assessment Branch. 84/01/16. HOLAHAN.G.M 
Operating Rcaclo-s Assossrr'cni 3 n 3pp. 41204:136-41204:138. 

8706160412 Special Rept 87-4:on 870527,shift noticed increase of approx 0.25 gpm in 
containment sump leak rate.Caused by leaking gasket in containment fan coil unit 
lower cooler end bell. Bolts on lower cooler end bell retorqued £. 'oakace stooped 
ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey, z ' 1'6. 'Jo JccjiT ijn: 
Control Branch (Document Control Desk). 3pp. 41336:159-41336:161. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1 978,insulated lugs used on all equipment. 

DOUGHERTY.J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 

8706260025 LER 87-007-00:on 870602, Unit 1 experienced turbine trip/ reactor trip from 
100% power.Caused by lightning strike caus'-^n actuation cross trip scheme.Cross 
trip scheme will be removed upon return to sv.c..V '=.''.t6;3 ir. 

POLLACK.M.J., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/06/ 
19. 4pp. 41476:247-41476:250. 

8706300925 LER 87-006-00:on 870525,observed spring charging motor for centrifugal 
charging pump 1 1 4 kV breaker not attached to breaker framework.Caused by loosen- 
ing of 4 inch bolts. Breakers visually examined for loose bolts.W/870624 Itr. 
POLLACK.M.J.. ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/06/ 
24. 6pp. 41512:213-41512:218. 


V. Operator Examinations 

8706090427 Forwards NRC Form 398 re personal qualifications statement for 
licensee, reflecting changes to 10CFR55,effective 870526. Revised form requires new 
applicants to complete each category completely.Form to be used beginning 870526. 
COLLINS.S.J. Region 1, Office of Director. 87/06/04. MCNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 17pp. 41224:223-41224:239. 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706170021 Informs of recent reorganization of NRR.Ofc now Standardization & Non- 
Power Reactor Project Directorate, under Div of Reactor Projects III, IV, V & Special 
Projects, NRR. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
MILLARD, H.T. Interior, Dept, of. Geological Survey. 3pp. 41381:294-41381:296. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706090292 Forwards public version of updated Vol III to std operating procedures of 
"San Luis Obispo County/Cities Nuclear Power Plant Emergency Response Plan," in- 
cludirrg Procedure III.01, "Emergency Sves Director." W/870604 release memo. 
SHIFF%R,J.D. Pacific Gas & Electric Co. 87/05/15. Document Control Branch (Docu- 
ment Control Desk). 7pp. 41231:176-41232:116. 

-8706090337 Public version of updated Vol III to std operating procedures, to "San Luis 
Obispo County/Cities Nuclear Powe-’ Plant Erre'’ger'cv Response Plan," including Pro- 
cedure 111.01, “Emergency Sves Diroc.or " 

• San Luis Obispo, (5a. 86/11/24. 294pp. 41231:183-41232:116. 

8706050240 Forwards Emergency Preparedness Insp Repts 50-275/87-15 & 50-323/ 
87-14 on 870325-26 & 0422.No violations or deficiencies noted. 

WENSLAWSK1,F.A. Region 5, Office of Director. 87/05/22. SHIFFER,J.D. Pacific Gas 
& Electric Co. 2pp. 41205:051-41205:056. 

-8706050244 Insp Repts 50-275/87-15 & 50-323/87-14 on 870325-26 & 0422. No vio- 
lations or deficiencies noted.Major areas inspected: emergency preparedness 
program,including followup on enforcement items & licensee audits. 
PRENDERGAST,K., FISH.R.F. Region 5, Office of Director. 87/05/21. 4pp. 
41205:053-41205:056, 

8706100275 Forwards Safeguards Insp Repts 50-275/87-19 & 50-323/87-19 on 
870504-08 & notice of violation.lnsp Rept & notice of violation withheld (ref 
10CFR2.790(d) & 73.21). 

MONTGOMERY, J.L Region 5, Office of Director. 87/05/29. SHIFFER,J.D. Pacific 
Gas & Electric Co. 2pp. 41241:124-41241:125. 

8706100088 Partial response to FOIA request. App S documents re Diablo Canyon avail- 
able in PDR.App T documents end & also being made available in PDR.App U & V 
documents partially & completely withheld respectively (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. HOLMES.G.A. 
MHB Technical Associates. 9pp. 41244:180-41244:191. 

-8706100133 Advises that Commission has not acted on SECY-84-70 re consideration 
of complicating effects of earthquakes on emergency planning. Item removed from 
schedule for 840224 affirmation/discussion session. 

CHILK.S.J. Office of the Secretary of the Commission. 84/02/24. Office of the Secre- 
tary of the Commission, Ip. 41244:193-41244:193. 
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-8706100201 Forwards documents re status of offsite emergency preparedness.except 
for ASLB 820831 initial decision authorizing full power operation.Util onsite emergency 

C^: ;:rc-' 'iK :”i<ecutive Director for Operations. 84/07/31. DROGGITIS.S.C. 
Commissioners. 3pp. 41 244:228-41 244:252. 

-8706100273 Forwards transcripts of Commission 840725,30 & 0803 deliberations re 
issuance of full power license for plant. Issue of need to consider effects of earth- 
rgnr.ov D'anr-rc d’scussed dosed ".^o-trcs W'c o-o' 


quakes on emerge r. 

PALLADINO.N.J. C;:mr. ss.-oncrs _ f;-- 
& Commerce. 2pp -'1 ‘ 26' ■■ 


NGL'FFfl -Duse of Rep., Energy 


G. Adjudicatory correspondence 


8706020080 Memorandum & order (order reou'ring ^''ing of douments on diskettes suita- 
ble for electronic storage & retrieval),* Fer,o:i c'' 6:Cz26 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #287 3580. 87/05/22. Office 
of the General Counsel. 9pp. 41125:021-41125:029. 


8706090076 Notifies of new address, effective 870601. Proof of Sve end. 

LOWRY, E.F. Grueneich & Lowry. #287 3643. 87/05/28. 3pp. 41207:342-41207:344. 


8706100109 Proposed findings of fact & conclusions of law.* Replacement of current 
spent fuel storage racks w/new.high density storage racks discussed. Proof of Sve 
end. 

LOWRY, E.F. Sierra Club. LOWRY.E.F. Grueneich & Lowry. #287 3680. 87/06/03. 
10pp. 41228:280-41228:289. 

8706100168 Confirms 870602 telcon informing ASLB of staff intention to offer listed 
documents as staff exhibits in upceminq on spent fuel pool. 

CHANDLER, LJ. Assistant -c- Hearings. #287 3684. 87/06/03. 

COTTER, B.P., BRIGHT.G.O., HARBOUR,J. Atomic Safety and Licensing Board Panel. 
2pp. 41225:296-41225:297. 


8706100128 Proposed findings of fact & conclusions of law submitted by 
PG&E.* Director of NRR authorized to make immediately effective, Amends 8 & 6 to 
Licenses DPR-80 & DPR-82, respectively.Certificate of Sve end. 

NORTON, B. Pacific Gas & Electric Co. #287 3681. 87/06/04. 32pp- 41226:003- 
41226:034. 


8706100161 Forwards NRC Staff disk in ASCII form,containing Staff testimony & draft 
proposed findings of fact & conclusions of law, per ASLB 870522 memorandum & 
order. Requests database compiled by ASLB be provided on end blank disks. 
CHANDLER, LJ. Assistant General Counsel for Hearings. #287 3686. 87/06/05. 
COTTER,P.B., BRIGHT.G.O., HARBOUR, J. Atomic Safety and Licensing Board Panel. 
Ip. 41225:290-41225:290. 

8706160083 Forwards list of exhibits intended to be offered by Sierra Club in upcoming 
hearing in proceeding re spent fuel pool. List received too late for inclusion in 870604 
Itr to ASLB. 

CHANDLER, LJ. Assistant General Counsel for Hearings. #287 3722. 87/06/05. 
COTTER, B.P., HARBOUR, J., BRIGHT,G.O. Atomic Safety and Licensing Board Panel. 
3pp. 41296:211-41296:213. 


8706040325 Forwards info re loss of RHR while in mid-loop operation on 870410.lnfo 
provides guidance for any operating procedure rewriting which may be in progress & 

for incorporation into operator tm'niig p'oemm. 

KALMAN, G. Project Directorate v. 8 7. 3:: 22 Ar.L.-.-HV-jN v... Sacramento Municipal 

I IHliK/ nietrirt finn 41 1 -078-41 1 81 :089. 


8706020207 Notification of 870609-11 meetings w/util & BNL in San Francisco, CA to 
audit calculations & analyses of soil structure studies as part of long-term seismic pro- 
qram. Proposed agenda end. . .... 

TRAMMELLC.M. Project Directorate V. 87/05/26. KNIGHTON, G.W. Project Director- 
ate V. 7pp. 41143:344-41143:350. 


8706040029 Notification of 870602 & 03 meetings w/util.USGS & Crouch. Bachman & 
Assoc in Santa Barbara.CA to review offshore geophysical data re Central California 
coast that may have bearing on 'ong term seisr^ic program. 

TRAMMELLC.M. Project Directc-a:-i; V. ir.C:;.26 KNIGHTON, G.W. Project Director- 
ate V. 6pp. 41202:224-41202:229. 


8706030248 Requests that util provide listed responses based on assessment of 
870404 allegation by former employee that reemployment w/Bechtel denied due to 
safety concerns raised while performing duties when previously employed by Bechtel. 
MARTIN,J.B. Region 5, Office of Director, 87/05/27. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 41157:160-41157:161. 


8706100420 Responds to FOIA request for documents re EG Case 771201 memo to TJ 
McTiernan & attached chronology of fault assessments.App F documents withheld 
(ref FOIA Exemption 5). App E documents available in PDR.App G documents not 
found. 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/05/27. HOUGH, P. Sci- 
ence Applications International Corp. (formerly Science Applications. Inc.). 5pp, 
41245:015-41245:040. 


8706040305 Forwards addi info re application for State of NV site user permit for 
Beatty, NV low level waste disposal site, including clarification re util radwaste process- 
ing, indemnification aq'Gcment & procod;;ros o pmccdum's. 

SHIFFER.J.D. Pacific Gas fi. E.ec.nc ::c I - 26 \!-\::SHALL,S. Nevada, State of. 
9pp. 41172:176-41172:184. 

-8706090317 Rev 4 to Radiological Control Procedure RCP RW-1, 
“Collection, Packaging, Storage & Accountability of Radwaste." 

* Pacific Gas & Electric Co. 87/05/28. 27pp. 41238:230-41238:256. 

-8706100040 Rev 4 to Radiological Control Procedure RCP RW-4, “Solid Radwaste 
Shipment." 

* Pacific Gas & Electric Co. 87/05/28. 24pp. 41238:257-41238:280. 

-8706100043 Rev 1 to Radiological Control Procedure RCP RW-5, “Receiving, Loading, 
& Releasing of Transport Vehicle for Radwaste Shipment." 

* Pacific Gas & Electric Co. 87/05/28. 12pp. 41238:281-41238:292. 

-8706100046 Rev 2 to Radiological Control Procedure RCP RW-7, “Burial Site Disposal 
Criteria & (Classification of Radwaste." 

* Pacific Gas & Electric Co. 87/05/28. 11pp. 41238:293-41238:303. 


H. General correspondence 

8706230177 Responds to 870424 Itr forwarding R Cowan Itr re problems encountered 
w/former employer, Bechtel & contractor of util. NRC regulations prohibit licensee from 
discriminating against employee for engaging in protected activities, 

STELLO,V. Office of the Executive Director for Operations. 87/06/15. PANETTA,L.E. 
House of Rep. 7pp. 41436:188-41436:215. 

“8706230198 Forwards R Cowan Itr re problems encountered in attempting to be re- 
hired by former employer, Bechtel,at plant.Info on NRC jurisdiction over rehiring poli- 
cies requested. Related ers'. 

P.AN.E ■ :A,i. E rouse oi '-'ep 87/04/24. BRADBURNE.J.C. Congressional Affairs. 
17pp. 41436:199-41436:215. 


P. Operating license stage documents & correspondence 


8706260127 Appeals denial of FOIA request for documents from chron & reading files 
of H Schierling from Sept 1981 to present re plant. 

HOLMES.G.A. MHB Technical Associates. 86/12/11. STELLO,V. Office of the Execu- 
tive Director for Operations. 2pp. 41480:343-41480:345. 

8706170234 FOIA request for listed documents re mgt of facility QA & QC personnel. 
DELVECCHiO,R. San Francisco Chronicle. 87/02/25. Region 5, Office of Director. Ip. 
41383:004-41383:004. 


8706260337 Forwards final EGG-NTA-7641, “Conformance to item 2.1 (Part 2) of Ge- 
neric Ltr 83-28.Reactor Trip Sys Vendor lnterface:Diablo Canyon 1 & 2 & Millstone 3," 
informal rept 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/06. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 1p. 41482:325-41482:339. 


-8706260345 Final “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip 
lnterface:Diablo Canyon 1 & 2. Millstone 3," informal rept 
FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FARMER, F.G. Idaho National 
Engineenng Laboratory. FIN D-6001. EGG-NTA-7641. 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41482:326-41482:339. 


8706080009 Notification of 870518 priority meeting w/PWR project managers 
Betnesda.MD to discuss lessons learned from loss of RHR event during mid-loop c 
eration, 

Engineering & Systems Technology (Post 870411). 87/0 
14. BL^ER.B.A. Assistant Director for Region I Reactors. LAINAS.G.C. Assistant I 
Reactors. HOUHAN.G.M. Assistant Director for Region III 
Region V Reactors. 2pp. 41 21 1 :360-41 21 1 :361 . 

Discusses actions & recommendations re Comm Ed 870505 rept concei 
w/Boroffex mat! used for neutron absorption in Quad Cities pool in 
in. some of proposed Diablo Canyon high density racks. 

12 T3pp‘;‘4li2>:oT4li?~® 


8706040026 Agrees to perform certain deterministic evaluations of particular key param- 
eters using info developed in long-term seismic program, per NRC 870303 
request.Method for deterministic evaluation end. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41171:217-41171:220. 

8706080061 Partial response to FOIA requests for documents re 840820 director's deci- 
sion & interim director’s decision under 10CFR2.206. Forwards App J 

documents.Documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/08. DEVINE Gov- 
ernment Accountability Project. 3pp. 41208:199-41209:139. 

-8103231085 Advises that info submitted by util on 810302 re housekeeping & proce- 
dures at facility to address potential for sump debris is acceptable.Safety evaluation 
end. 

CHECK,P.S. Assistant Director for Plant Systems. 81/03/11. TEDESCO.R.L. Assistant 
Director for Licensing. 5pp. 41208:330-41208:330. 

-8201270740 Forwards W Jensen testimony in response to Contentions 10 & 12 re 
classification of pressurizer heaters as components important to safety & primary sys 
relief & block valves, respectively. Prof qualifications end, 

SHERON.B.W. Reactor Systems Branch. 82/01/06. JONES, B. Office of the Executive 
Legal Director (Pre 860701). 17pp. 41208:341-41209:023. 

-8404300085 Forwards clarification of design basis of RHR interlocks & interlock design 
for Westinghouse reactors.Staff response to Allegation 37 in Diablo Canyon SSER 21 
misleading due to lack of understanding of design basis. 

DUNNING.T. Instrumentation & Control Systems Branch. 84/04/17. MATTSON, R. Di- 
vision of Systems Integration (811005-851124). 15pp. 41209:070-41209:084. 

“8408070158 Forwards Reactor Sys Branch SSER granting temporary relief from Tech 
Specs 3.4.12,3.4.1.3 & 3.7,13 during natural circulation & boron mixing tests.SALP 
input also end. Overall rating of Category 2 assigned. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 84/07/30. NOVAK, T.M. Assist- 
ant Director for Licensing. 7pp. 41209:101-41209:124. 

“8412260080 Forwards Reactor Sys Branch input to SSER 28. Input includes updated 
info on Allegation 45.Evaluation reflects info in util 840905 Itr.SALP evaluation also 
end. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 84/12/14. NOVAK, T.M. Assist- 
ant Director for Licensing. 3pp. 41209:125-41209:127. 

-8501280100 Forwards Reactor Sys Branch SSER 29 input re Allegations 39 & 45 con- 
cerning installation of RHR low flow alarm & rev to Operating Procedure B-2.11 to 
require power be available to RHR hot leg suction isolation valves.SALP input end. 
HOUSTON, R.W. Assistant Director for Reactor Safety. 85/01/22. NOVAK.T.M. Assist- 
ant Director for Licensing. 7pp. 41209:128-41209:139. 

“8706080075 Spec 8848, “Final Painting at Diablo Canyon Units 1 & 2." 

* Pacific Gas & Electric Co. 72/01/26. 89pp. 41208:214-41208:302. 
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-8706080086 Advises of completion of Reactor Sys Branch review of info presented in 
P Crane 780126 itr & 771 122 meeting. Applicant has adequate sys for bringing plant to 
cold shutdown in event of SSE. 

ROSS.D.F. Assistant Director for Reactor Safety. 78/03/08. VASSALLO.D.B. Assist- 
ant Director for Light Water Reactors. 27pp. 41208:303-41208:329. 

-8706080122 Safety evaluation re 800910 request that applicant address concerns re 
potential for debris in containment to inhibit plant ECCS performance.Related docu- 
ments end. 

* Reactor Systems Branch. 81/03/11. 10pp. 41208:331-41208:340. 

-8706080167 Forwards B Garde FOIA request for documents re SER concerning plant 
operation. List of relevant documents requested. 

BRADY, R.C. Management Analysis Branch. 84/01/12. KNIGHTON, G. Licensing 
Branch 3. 43pp. 41209:024-41209:068. 

8706090341 Board Notification 87-010:notifies of new geologic info re Diablo Canyon 
Nuclear Power Plant. Capable fault identified on San Luis Bay, 10 km from plant. Based 
on conservatism of Hosgri analysis, low activity of fault not safety concern. 
CRUTCHFIELD,D. Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 87/05/29. 2ECH, ASSELSTINE, BERNTHAL Commissioners. 6pp. 
41220:029-41220:034. 

8706100022 Informs NRC of current status of facility DCRDR program & intent to 
submit DCRDR supplemental summary rept by Mar 1988,Util deferring submittal of 
rept to allow DCRDR review team to complete end described activities. 

SHIFFER,J.D, Pacific Gas & Electric Co. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 7pp. 41238:183-41238:189. 

8706120177 Advises that anomalies found in Boraflex neutron absorbing matl used in 
spent fuel pools at Point Beach & Quad Cities plants.Request for addi info re planned 
use of Boraflex in proposed modified racks at facilities end. 

TRAMMELL.C.M. Project Directorate V. 87/06/02. SHIFFER,J.D. Pacific Gas & Elec- 
tric Co. 6pp. 41305:056-41305:155. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100003 Forwards info on simplified dynamic model for containment structure con- 
sisting of two data packages.Data Package 1 contains computer runs for modal analy- 
ses of fixed-base containment structure. 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/06/04. Document Control Branch (Docu- 
ment Control Desk). 200pp. 41233:001-41233:200. 

8706100088 Partial response to FOIA request. App S documents re Diablo Canyon avail- 
able in PDR.App T documents end & also being made available in PDR.App U & V 
documents partially & completely withheld respectively (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. HOLMES.G.A. 
MHB Technical Associates. 9pp. 41244:180-41245:008. 

-8402210386 Forwards response to Congressman Markey 831101 Itr re differences be- 
tween 830719 & 0919 board notifications concerning Diablo Canyon Case Study 
(Case C).W/o end. 

PARTLOW,J.G. Division of QA, Safeguards & Insp Programs (830103-850212). 84/ 
02/07. EISENHUT.D.G. Division of Licensing (800428-851124). Ip. 41244:192- 
41244:192. 

-8410100307 Responds to concerns expressed in T Devine 840904 Itr re NRC mishan- 
dling of allegations & anonymity of allegers. Policy of protecting anonymity & conduct 
of meetings w/allegers restated.No change in procedures warranted. 

MARTIN,J.B. Region 5, Office of Director. 84/09/20. DIRCKS,W.J. Office of the Exec- 
utive Director for Operations. 3pp. 41244:255-41244:257. 

-8504080562 Forwards draft ack Itr to T Devine re supplemental 2.206 petition filed on 
behalf of McDermott & O'Neill concerning alleged problems at facilities. 

BURNS, S.G. Regional Operations & Enforcement Division. 85/03/22. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp, 41244:338- 
41244:339. 

-8504250426 Requests review & written evaluation of Allegations 1277 & 1438 re NRC 
conduct during allegation reviews, for inclusion in future SSER.GAP 850314 second 
suppl to 840731 2.206 petition discussed. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/04/15. 
CONNELLY, S. Office of Inspector & Auditor. 2pp. 41244:342-41244:343. 

-8604030255 Summary of Allegation Review Board 860313 meeting re disposition of 
listed items, including Case 5-85-042, Allegation 1717 re discrimination against former 
document QA reviewer for Pullman Power Products. 

KIRSCH.D.F., DODDS, R.T., SCHIERLING,H. Region 5. Office of Director. 86/03/14. 
NRC - No Detailed Affiliation Given. 4pp. 41244:354-41244:357. 

“8706100112 Discusses 840202 memo re allegations.Allegations brought to attention of 
Ebersole due to relevance to planned site visit.Region V aware of substance of allega- 
tions since Dec. 

MYERS, H. House of Rep., Interior & Insular Affairs. 84/02/02. HAYES,B. Office of In- 
vestigations. 2 pp. 41244:190-41244:191. 

-8706100139 Notifies of 840604 meeting in Region V conference room to discuss full 
power license issuance recommendations. 

KIRSCH,D.F. Region 5, Office of Director. 84/05/31. CANTER, H., SCARANO.R., 
CREWS,J. Region 5, Office of Director. 2pp. 41244:194-41244:195. 

-8706100153 Advises that 13 of 23 transcripts of 840403-0503 interviews w/11 wit- 
nesses available to Board in camera upon request. Board notification recommended. 
HAYES,B.8. Office of Investigations. 84/06/01, EISENHUT.D.G. Division of Licensing 
(800428-851124). Ip. 41244:196-41244:196. 

-8706100157 Requests preparation of SSER re full power authorization, containing dis- 
cussion of resolution of Yin concerns about allegations.pior to Commission meeting. 
CHILK.S.J. Office of the Secretary of the Commission. 84/07/02. DIRCKS.W.J. Office 
of the Executive Director for Operations, ip. 41244:197-41244:197. 

-8706100164 Informs of allegations assigned for NRR for close out responsibility.based 
on Allegation Panel Review Board 840712 meeting. 

BISHOP, T.W. Region 5, Office of Director. 84/07/16. EISENHUT.D.G. Division of Li- 
censing (800428-851124), 1p. 41244:198-41244:198. 


-8706100209 Forwards JK Van De Kamp 840819 telegram re util application for stay of 
DC Circuit Court of Appeals order staying effectiveness of full power OL. 

PLAINE.H.E. Office of the General Counsel. 84/08/20. PALLADINO, ROBERTS. AS- 
SELSTINE Commissioners. 2pp. 41244:253-41244:254. 

-8706100291 Forwards response to Parks 840901 Itr re allegations. Concerns will be 
investigated by Ofc of Inspector & Auditor as part of agency-wide audit of NRC allega- 
tion mgt practices. 

ZECH.L.W. Commissioners. 84/10/11. CHILK.S.J. Office of the Secretary of the Com- 
mission. Ip. 41244:263-41244:263. 

-8706100330 Advises that NRC received 1,480 allegations re facility as of 841 031. Res- 
olution responsibility for 31 allegations assigned to Region V. Allegations need not be 
resolved prior to issuance of full power OL. 

MARTIN. J.B. Region 5, Office of Director. 84/10/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 41244:266-41244:266. 

-8706100355 Summarizes 841101 telcon w/T Devine re verification of entry of Z Elwar 
concerns about FLUD computer code calculation for high energy line breaks into NRC 
allegation tracking sys. 

SHOLLENBERGER Region 5, Office of Director. 84/11/05. Region 5, Office of Direc- 
tor. Ip. 41244:267-41244:268. 

“8706100419 Transfers resolution responsibility of Allegations 1505 & 1506 re storage 
& potential for sabotage of chlorine tanks to NRR. 

KIRSCH,D.F. Region 5, Office of Director. 85/01/28. EISENHUT.D.G. Division of Li- 
censing (800428-851124). 1p. 41244:320-41244:320. 

“8706100452 Forwards current list of NRR allegation numbers & corresponding util ref 
numbers. 

LEY.M.C. Licensing Branch 3. 85/02/25. MEEKS.R.A. Region 5, Office of Director. 
5pp. 41244:323-41244:332. 

“8706100460 Requests addI info specified In end draft Itr for review of licensee re- 
sponse to Generic Ltr 83-28. 

WRSCH.D.F. Region 5. Office of Director. 85/03/07. THOMPSON.H.R. Division of Li- 
censing (800428-851124). 3pp. 41244:333-41244:335. 

-8706100505 Summarizes 840830 hearing in San Luis Obispo, CA re licensing of plant. I 
Yin participation in review for facility questioned.NRC criticized by San Luis Obispo 
Mothers for Peace. 

KAMMERER,C. Office of Congressional Affairs. 84/09/05. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 41244:358-41244:360. 

-8706100508 Partially withheld memo forwarding proposed response to Udall invitation 
to attend subcommittee 840830 hearing in San Luis Obispo re licensing of 
planLComments requested by 840816. 

KAMMERER.C. Office of Congressional Affairs. 84/08/15. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. Ip. 41245:001-41245:001. 

-8706110346 Updates list of allegation numbers & corresponding util ref numbers at- 
tached to 850224 note to RA Meeks. 

LEY.M.C. Licensing Branch 3. 85/03/19. MEEKS.R.A. Region 5, Office of Director. Ip. 
41244:336-41244:336. 

-8706110372 Discusses Ofc of Policy Evaluation 810806 & 821021 immediate effec- 
tiveness reviews for plant low & full power licenses. SSER 29 under review by 
ofc.SSERs 28,30 & 31 will be sent to Commission by Apr 1985. 

ZERBE.J.E. Office of Policy Evaluations. 85/03/20. PALLADINO. ROBERTS, ASSEL- 
STINE Commissioners. ip. 41244:337-41244:337. 

8706100404 Partial response to FOIA request for documents re plant allegations & JL 
Crews & TW Bishop affidavits.Forwards App K documents.Documents also available 
in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. DEVINE Gov- 
ernment Accountability Project. 2pp. 41246:174-41246:196. 

8706300213 Discusses impressions from 870603 meeting re seismic reflection data in 
offshore Santa Maria basin.Offshore investigations have not touched critical elements 
needed for interpretation. Preliminary results should not be disclosed. 

BACHMAN.S. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 87/06/04, REIDER.L. NRC - 
No Detailed Affiliation Given. CLUFF.L. Pacific Gas & Electric Co. 3pp. 41490:296- 
41490:298. 

8706150179 Forwards Amends 13 & 11 to Licenses DPR-80 & DPR-82, respectively & 
safety evaluation.Amends permit replacement of fuel rods in fuel assemblies w/filler 
rods or vacancies, on limited basis,per 870210 application. 

TRAMMELL, C.M. Project Directorate V. 87/06/08. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 3pp. 41304:314-41304:324. 

-8706150190 Amends 11 & 13 to Licenses DPR-80 & DPR-82,respectively, allowing 
proposed changes re replacement of fuel rods in fuel assemblies w/filler rods or va- 
cancies on limited basis & proposed Tech Spec 5.3.1. 

KNlGHTON,G.W. Project Directorate V. 87/06/08. 6pp, 41304:317-41304:322. 

—8706150194 Safety evaluation supporting Amends 13 & 11 to Licenses DPR-80 & 
DPR-82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/08. 2pp. 
41304:323-41304:324, 

8706160186 Responds to Generic Ltr 87-06 re verification of leaktight integrity of pres- 
sure isolation valves.License Amend Request 86-01 submitted on 86021 3.To 
date,license amend not received to add valves to Table 3,4-1. 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/06/08. Document Control Branch (Docu- 
ment Control Desk), 1p. 41318:226-41318:226. 

8706230110 Confirms 870609 telcon re 870622 enforcement conference & mgt 
meeting. Internal meeting notice end. 

KIRSCH,D.F. Region 5, Office of Director. 87/06/09. SHIFFER.J.D. Pacific Gas & 
Electric Co. Ip. 41433:231-41433:234. 

-8706230112 Notification of 870622 mgt meeting & enforcement conference w/util in 
Region V ofc to discuss licensee performance, 

* Region 5, Office of Director. 87/06/09. Region 5, Office of Director. 3pp. 
41433:232-41433:234. 
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8706170244 Final response to FOIA request. Forwards App A & B documents. App A 
documents available in PDR..App B documents pardally withheld (ref FOIA Exemptions 
6 & 7),App C documents completely withheld (ref FOIA Exemption 7). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. 
DELVECCHIO.R. San Francisco Chronicle. 5pp. 41383:005-41383:133. 

“8706170255 Forwards Mothers of Peace allegations re problems in QC 
documentation, mgt support & potential harassment of quality organization 
personnel, for consideration. Region V characterization of concerns also end. 
KIRSCH,D.F. Region 5. Office of Director. 87/01/30. NOVAK J.M. Division of Pressur- 
ized Water Reactor Licensing - A (851125-870411). Ip. 41383:010-41383:018. 

8706230228 Fourth partial response to FOIA request. Forwards documents & tapes 
listed in Apps D & E.respectively.Documents & tapes placed in PDR. Portions of App D 
documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/11. DIXON,C., 
DEVINE,!. Government Accountability Project. 9pp. 41423:213-41427:144. 

--8706230283 Summary of 831219 meeting re submittal of grievance to Pullman Power 
Products concerning termination of S Lockert, QA inspector,on 831215.List of atten- 
dees end. 

STIEGER,P.L. Pullman Power Products Corp. (formerly Pullman, Inc.). 83/12/19. Pull- 
man Power Products Corp. (formerly Pullman, Inc.). 1p. 41423:254-41423:254. 

-8706230288 Summary of 831222 meeting --e clarification of S Lockert termination & 
subsequent grievance wh c". or e na t pr-.ser-.cc & cenied by Pullman Power Products 
on 831219. Attendee list one .Fv'ir.iC:' > A.-.'vieid re aicc info end. 

ST1EGER,P.L. Pullman Power Products Corp. (formerly Pullman. Inc.). 83/12/22. Pull- 
man Power Products Corp. (formerly Pullman, Inc.). 800pp. 41423:255-41426:209. 

-8706230318 Forwards response to issues identified in Board Notification 84-014 re 
valve min wall thickness measurements originally performed in 1973 & 1974,From 
review of allegation,22 issues addressed, including issue raised in HO Hudson 840112 
Itr. 

SCHUYLER, J.O. Pacific Gas & Electric Co. 84/02/29. MART1N,J.B. Region 5, Office 
of Director. 12pp. 41426:210-41426:221. 

-8706230324 Forwards Pullman procedures to assist NRC review. 

COFFER, C.O. Pacific Gas & Electric Co. 84/03/08. CASELLA,F. Region 5, Office of 
Director. 22pp. 41426:222-41426:243. 

-8706230337 Forwards Rept PAR(DCNP)-NDE-3, “Followup of Alleged Deficiencies in 
QA Program at Diablo Canyon Nuclear Plant," per 840320 telcon. 

KRAUS,M.A. Parameter, Inc. 84/03/20. CASELLA,F. Region 5, Office of Director. Ip. 
41426:244-41426:244. 

-8706230482 “Followup of Alleged Deficiencies in QA Program at Diablo Canyon Nu- 
clostr Plsnt ** 

* Parameter, Inc. PAR(DCNP)-NDE-3. 84/02/29. 125pp. 41426:245-41427:007. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLlA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180101 Forwards Amends 14 & 13 to Licenses DPR-80 & DPR-82, respectively & 
safety evaluation. Amends revise Tech Specs to accommodate Cycle 2 & later oper- 
ation of Unit 2 & Cycle 3 & later operation of Unit 1. 

TRAMMELL.C.M. Project Directorate V. 87/06/12. SHIPPER, J.D. Pacific Gas & Elec- 
tric Co. 3pp. 41393:273-41393:301. 

“8706180110 Amends 14 & 13 to Licenses DPR-80 & DPR-82, respectively, revising 
Tech Specs to accommodate Cycle 2 & later operation of Unit 2 & Cycle 3 & later 
operation of Unit 1 . 

KNIGHTON, G.W. Project Directorate V. 87/06/12. 20pp. 41393:276-41393:295. 

-8706180117 Safety evaluation supporting Amends 14 & 13 to Licenses DPR-80 & 
DPR-82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/12. 6dd 
41393:296-41393:301. 

8706260123 Responds to NRC recent inquiries re borings near plant site. AddI borings 
underway to improve documentation of shoreline angle locations as part of long-term 
seismic program. Completion of work anticipated by summer 1 987.W/encl. 

SNIFFER, J.D. Pacific Gas & Electric Co. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41475:355-41475:358. 

8706230486 Generic Ltr 87-1 1 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

M1RAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706240287 Comments on draft NUREG-1275, “Operating Experience Feedback Rept- 
New Plants,” in response to 870408 Itr.Listed improvement initiatives re Section 5.1 
would be of highest bereft in •■educirc t-equency of reportable events. 

SHIFFER,J.D. .“5:;.':c Gas S r.:;:;;:- r. Co 87/06/19. Document Control Branch (Docu- 
ment Control Desk). 1p. 41455:040-41455:040. 

8706260156 Final response to appeal re denial of FOIA request for documents re 
plantForwards document listed in App W. Document also available in PDR. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/22. HOLMES G A 
MHB Technical Associates. 2pp. 41480:346-41480:348. 

-8706260177 Forwards amended McDermott & O’Neill petition re plant, per 
10CFR2.206.Exhibits 7-18,consisting of affdav'^s *rom 12 wtnc-sses.bc’nc: f'od w/ 
NRC to avoid compromising ongoing Ofc of nvesiiqalior-s irvesTicaTor.W/o'enc 
DEVINE,!. Government Accountability Project. 8^-/* :. '5. i-AYES.B Of‘ico ■'< nvesti- 
gations. Ip. 41480:348-41480:348. 


Q. Inspection reports, IE Bulletins & correspondence 

8706080084 Forwards Insp Repts 50-275/87-13 & 50-323/87-12 on 870315-0425 & 
notice of viotation.Concerns noted, including use of inappropriate, unprofessional word- 
ing labeled on annunciator window & improvement in mgt area. 

KIRSCH.D.F. Region 5, Office of Director. 87/05/12. SHIPPER, J.D. Pacific Gas & 
Electric Co. 3pp. 41218:256-41218:277. 


“8706080087 Notice of violation from insp on 870315-0425. 

KIRSCH,D.F. Region 5, Office of Director. 87/05/12. 2pp. 41218:259-41218:261. 

-8706080092 Insp Repts 50-275/87-13 & 50-323/87-12 on 870315-0425. Violations 
noted:failure to take corrective action for identified deficiency & violation of procedure 
for control room activities. 

PADOVAN,LM., JOHNSTON, K.E., NARBUT,P.P. Region 5, Office of Director. 87/05/ 
12. 16pp. 41218:262-41218:277. 

8706120200 Forwards Endorsement 53 to NELIA Policy NF-228 & Endorsement 23 to 
MAELU Policy MF-103. 

LOCKE.R.F. Pacific Gas & Electric Co. 87/05/15. SALT2MAN,J. NRC - No Detailed 
Affiliation Given. 3pp. 41279:281-41279:283. 

8706050240 Forwards Emergency Preparedness Insp Repts 50-275/87-15 & 50-323/ 
87-14 on 870325-26 & 0422.No violations or deficiencies noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/05/22. SHIFFER,J.D. Pacific Gas 
& Electric Co. 2pp. 41205:051-41205:056. 

-8706050244 Insp Repts 50-275/87-15 & 50-323/87-14 on 870325-26 & 0422. No vio- 
lations or deficiencies noted.Major areas inspected: emergency preparedness 
program, including followup on enforcement items & licensee audits. 

PRiNDERGAST,K., FISH,R.F. Region 5, Office of Director. 87/05/21. 4pp. 
41205:053-41205:056. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706030273 Ack receipt of 870514 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-275/87-08. 

K1RSCH,D.F. Region 5, Office of Director. 87/05/28. SH1FFER,J.D. Pacific Gas & 
Electric Co. 1p. 41157:146-41157:149. 

8706040210 Notification of 870603 meeting w/util in Bethesda,MD to discuss technical 
issues re submergence qualification of MINCO resistance temp detectors identified in 
Insp Repts 50-275/86-33 & 50-323/86-31. 

TRAMMELL,C.M. Project Directorate V. 87/05/29. KNIGHTON,G.W. Project Director- 
ate V. 4pp. 41180:216-41180:219. 

8706100275 Forwards Safeguards Insp Repts 50-275/87-19 & 50-323/87-19 on 
870504-08 & notice of violation. Insp Rept & notice of violation withheld (ref 
10CFR2.790(d) & 73.21). 

MONTGOMERY,J.L Region 5, Office of Director. 87/05/29. SH1FFER,J.D. Pacific 
Gas & Electric Co. 2pp. 41241:124-41241:125. ' 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100088 Partial response to FOIA requesLApp S documents re Diablo Canyon avail- 
able in PDR.App T documents end & also being made available in PDR.App U & V 
documents partially & completely withheld respectively (ref FOIA Exemption 5). 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/04. HOLMES, G.A. 
MHB Technical Associates. 9pp. 41244:180-41244:191. 

“8706100180 Forwards Special Insp Rept 50-275/84-07 re performance of plant oper- 
ating crews,conducted by Region V,LLL & EG&G Idaho, Inc.Performance above aver- 
age compared to similar licensed facilities. 

MARTIN, J.B. Region 5, Office of Director. 84/06/21. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 41244:199-41244:225, 

“8706100188 Advises that insp of facility complete w/exception of items listed in 
encl.Const & testing completed in ag^reement w/ commitments & regulatory 
requirements.Licensee implementation of QA program for operations acceptable. 
MARTIN.J.B. Region 5, Office of Director. 84/07/23. DENTON,H. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 41244:226-41244:227. 

“8706100258 Requests transfer of lead responsibility re licensee failure to seismically 
mount high-range noble gas effluent monitor noted during insp on 840618-22. 

BISHOP, T.W. Region 5, Office of Director. 84/10/02. E1SENHUT,D.G. Division of Li- 
censing (800428-851124). 3pp. 41244:258-41244:260. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list end. 

CUNNINGHAM, R.E, Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Umt,Wrong Train or Wrong Component Events." Sve list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170244 Final response to FOIA request. Forwards App A & B documents. App A 
documents available in PDR.App B documents partially withheld (ref FOIA Exemptions 
6 & 7).App C documents completely withheld (ref FOIA Exemption 7). 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/11. 

DELVECCHIO.R. San Francisco Chronicle. 5pp. 41383:005-41383:133. 

-8706170269 Responds to telcons & 870121 meeting w/PP Narbut re concerns over 
practices at planLEncI statement of concerns will be addressed during upcoming insp. 
KIRSCH.D.F. Region 5, Office of Director. 87/01/30. CULVER, N. Affiliation Not As- 
signed. 3pp. 41 383:01 9-41 383:021 . 

“8706170274 Rev 4 to QC Procedure DCP-2, “Silicone Room Installation." Partially 
withheld related info end. 

* Pacific Gas & Electric Co. 84/11/01. 112pp. 41383:022-41383:133. 
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8706170516 Responds to NRC 870512 Itr re violations noted in Insp Repts 50-275/87- 
13 & 50-323/87-1 2.Corrective actions: Administrative Procedure C-14S1 will be re- 
vised to require initial screening of IE info notices. 

SNIFFER, J.D. Pacific Gas & Electric Co. 87/06/11. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41385:031-41385:036. 

8706230228 Fourth partial response to FOIA request.Forwards documents & tapes 
listed in Apps D & E.respectively.Documents & tapes placed in PDR. Portions of App D 
documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. DIXON, C. 
Government Accountability Project. 9pp. 41423:213-41427:144. 

--8706230267 Partiallu withheld memo re Pullman QC inspector allegations received on 
831223.Alleger,S Lockert hired in Aug 1983 & terminated on 8312l5.Grievance filed 
w/Plumbers,Steam Fitters & Apprentices Union by alleger,per 10CFR21.50. 
PADOVAN,M. Region 1, Office of Director. 83/12/23. KIRSCH,D. Region 5. Office of 
Director. 18pp. 41423:223-41423:253. 

--8706230360 Engineering Instruction SP-52-166, “Ultrasonic Insp Procedure for 
Forgings,Bars,Plates,Bolting,Pipe,Tubing & Fittings - In Accordance W/ASME Code for 
Pumps & Valves for Nuclear Power." Related info end. 

* Dresser Industries, Inc. 72/02/17. 123pp. 41427:008-41427:144. 

8706230248 Forwards Insp Repts 50-275/87-21 & 50-323/87-21 on 870518-22 & notice 
of violation. 

WENSLAWSKI,F.A. Region 5. Office of Director. 87/06/11. SHIFFER,J.D. Pacific Gas 
& Electric Co. 2pp. 41429:184-41429:201. 

-8706230249 Notice of violation from insp on 870518-22. 

WENSLAWSKI,F.A. Region 5, Office of Director. 87/06/11. Ip. 41429:186-41429:186. 

-8706230254 Insp Repts 50-275/87-21 & 50-323/87-21 on 870518-22. Violations 
noted:failure to post access to high radiation area,per 10CFR20.203(c)(1). 

HOOKER, C.A., YUHAS,G.P. Region 5, Office of Director. 87/06/11. 15pp. 41429:187- 
41429:201. 

8706230085 Forwards summary of util mgt actions to maintain high level of performance 
at plant, per NRC Itrs & insp repts. Meetings to discuss effectiveness of actions & 
assess overall plant performance w/Region V mgt proposed. 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/06/15. Document Control Branch (Docu- 
ment Control Desk). 44pp. 41421:181-41421:224. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706230023 Monthly operating ropts for May 1987.W/870615 Itr. 
t:=L:ES.rM P.. "■■-lOnNBCR'RY.n.C. Pacific Gas & Electric Co. 87/05/31. 18pp. 
41421:279-41421:296. 

8706260292 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of May 1987." W/870620 Itr. 

THORNBERRY.R.C. Pacific Gas & Electric Co. 87/05/31. LEONARD.W. California. 
State of. 23pp. 41485:198-41485:220. 

8706170508 “Diablo Canyon Power Plant Long-Term Seismic Program Quarterly 
Progress Rept 7, June 1987." 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/09. 12pp. 41385:116-41385:127. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR.RES.AEOD & regional ofcs on events which occurred 
since 870512 meeting. Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 

8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR.RES.AEOD & regional ofcs re events which occurred since 870507 meeting.List 
of attendees & viewgraphs end. 

LANNING.W. Events Assessment Branch. 87/05/27. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41 162:242-41 162:260. 

8706040028 LER 86-01 6-02:on 861 027, discovered that retainer nut that attaches check 
valve disc to tail link loose or missing on two of four check valves.Caused by inad- 
equate mfg design. Design change implemented for Unit 1 .W/870529 Itr. 

WILSON, S.D.. SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/29. 6pp. 41171:226- 
41171:231. 

8706160087 LER 87-007-00:on 870511, reactor trip occurred.Caused by blown fuse In 
intermediate range nuclear instrument.Blown fuse replaced.W/870609 Itr. 

NELSON, T.A., SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/10. 5pp. 41336:232- 
41336:236. 

8706160699 LER 87-006-00:on 870511, main transformer bank line pilot wire differential 
relay signal tripped turbine & reactor. Causbd by relay trip during fault on electrical 
reactor near midway substation. Evaluating corrective steps. W/8706 10 Itr. 

NELSON.T.A., SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/10. 5pp. 41349:324- 
41349:328. 

8706230048 PNS-y-87-005:on 87061 7, American Protective Svc notified util that security 
personnel on strike over monetary benefits. Licensee capable to meet security staffing 
requirements through use of proprietary security personnel. 

SCHAEFER.D.W., SCHUSTER, M.D. Region 5, Office of Director. 87/06/17. Ip. 
41421:268-41421:268. 


8706260336 LER 87-008-00:on 870525,automatic initiation of containment ventilation 
isolation sys occurred.Caused by nonlicensed auxiliary operator performing source 
check on incorrect radiation monitor.Operator counseled.W/870623 Itr. 

KELLY,W.J.. SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/23. 5pp. 41481:207- 
41481:211. 


T, Hearing transcripts on non-antitrust matters 

8706010217 Summary of 870506 meeting w/util re spent fuel pool reracking at 
plant.Transcript including list of attendees & viewgraphs end. 

TRAMMELL.C.M. Project Directorate V. 87/05/12. Project Directorate V. 2pp. 
41128:059-41128:192. 

—8706010230 Transcript of 870506 meeting in Bethesda.MD re spent fuel pool 
reracking.Pp 1-1 21. Related documentation end. 

* Commissioners. 87/05/06. 132pp. 41128:061-41128:192. 

8706100093 Testimony of RB Ferguson.* Testimony on behalf of Sierra Club re licens- 
ee contentions on either proposed reracking or alternatives to proposal. Proof of Svc 
encI.Related correspondence. 

FERGUSON, R.B. Sierra Club. FERGUSON.R.B. Grueneich & Lowry. #287 3682. 87/ 
06/01. 48pp. 41229:073-41229:120. 

8706120081 Forwards marked-up transcript of 870506 meeting in Bethesda, MD re seis- 
mic analysis of proposed high-density spent fuel racks.noting corrections. 
TRAMMELL,C.M. Project Directorate V. 87/06/02. Project Directorate V. 75pp. 
41280:273-41280:347. 

8706100119 Testimony of PG&E witness panel addresing Sierra Club Contentions I & 
II.* Related correspondence.Certificate of Svc end. 

* Atomic Safety and Licensing Board Panel. #287 3683. 87/06/04. 78pp. 41227:009- 
41227:086. 

8706100146 Forwards NRC staff testimony of HG Ashar,HM Fishman, G Degrassi,WL 
Brooks & A Singn on Sierra Club Contentions l(A)3 & 4:I(B)2,8 & 9:ll(A)1-9 & ll(B)1-9 
& DP Cleary on Sierra Club Contention l(B)7,per ASLB 870128 & 0409 orders. 
VOGLER,B.H. Assistant General Counsel for Hearings. #287 3685. 87/06/04. 
COTTER, B.P., BRIGHT,G.O., HARBOUR,J. Atomic Safety and Licensing Board Panel. 
1 01 pp. 41 226:268-41 227:008. 

8706190194 Transcript of 870615 limited appearance statements in Avila Beach,CA.Pp 
1-113.Citizens Itrs & petitions opposing radwaste storage at facilities end. 

* Atomic Safety and Licensing Board Panel. 87/06/15. 250pp. 41387:087-41387:353. 

8706220151 Transcript of 870616 hearing in Avila Beach,CA re spent fuel pool expan- 
sion at facility.Pp 114-292.Related documentation end. 

* Commissioners. 87/06/16. 230pp. 41398:001-41398:227. 

8706250298 Transcript of 870617 hearing in Avila Beach, CA.Pp 293-534. Related docu- 
mentation end. 

* Atomic Safety and Licensing Board Panel. 87/06/17. 570pp. 41444:102-41445:077. 

8706230194 Transcript of 870618 hearing in Avila Beach, CA.Pp 535-634. 

* Atomic Safety and Licensing Board Panel. 87/06/18. 1l6pp. 41413:117-41413:229. 

8706300450 Forwards transcript Pages 65-68 of J McDermott limited appearance state- 
ment on 870615 re defective weld at plant approved by QC inspector for appropriate 
action.Served on 870624. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #287 3874. 87/06/22. 
HAYES,B.B. Office of Investigations. 4pp. 41495:177-41495:180. 
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F. Security, medical, emergency & fire protection plans 

8706090138 Forwards Safety Insp Repts 50-277/87-09 & 50-278/87-09 on 870314-23 

6 0410-24.No violations noted.Response to concern re operator watchstanding prac- 
tices requested. 

KANE,W.F. Region 1, Office of Director. 87/05/29. GALLAGHER,J.W. Philadelphia 
Electric Co. 2pp. 41221:002-41221:027. 

-8706090150 Insp Repts 50-277/87-09 & 50-278/87-09 on 870314-23 & 0410-24.No 
violations noted.Major areas inspected: operational safety,radiation protection,physical 
security, control room activities, maint & outstanding items. 

LINVILLE.J.C., GALLO.R.M. Region 1, Office of Director. 87/05/26. 24pp. 41221:004- 
41221:027. 

8706110441 Forwards, for review,objective re emergency response for performance of 
annual emergency preparedness exercise on 870825. Exercise defined as small scale 
since no off-site participation planned. 

COONEY,M.J. Philadelphia Electric Co. 87/06/05. LAZARUS,W.J. Region 1, Office of 
Director. 4pp. 41 260:1 48-41 260:1 51 . 

8706230240 Responds to NRC 870512 Itr re violations noted in insp Repts 50-277/87- 

07 & 50-278/87-07.Corrective actions:area posted as high radiation area & health 
physics technicians reinstructed.Response to identified weaknesses also end. 
GALLAGHER,J.W. Philadelphia Electric Co. 87/06/18. KANE.W.F. Region 1, Office of 
Director. 1 1 pp. 41 433:235-41 433:245. 

8706300939 Requests cost estimate for installation of addi circuitry emergency oper- 
ation facility & permission to use site & company property for contingency telecom- 
munications. 

MARTIN, T.T. Region 1 , Office of Director. 87/06/22. GALLAGHER,J.W. Philadelphia 
Electric Co. 4pp. 41502:357-41502:360. 


H. General correspondence 

8705290151 Advises of 870623 meeting w/Harford County Board of Health to discuss 
current status of activities at plant & Mark I containment issue referred to in recipient 
870407 Itr.NRC will be able to respond to questions re actions at plant. 

STELLO.V. Office of the Executive Director for Operations. 87/05/26. RISACHER,B.A. 
Harford County, MD. 5pp. 41115:219-41115:223. 



70 DOCKETED ITEMS 


—8706010184 Extends invitation tor member of NRC to attend County Council of Har- 
P,"'0512 Pe!=;'de'^t£: o^ county applaud NRC actions in closing 

olari 'J'G T'-RC to er..;Vj:-: uV'i: i .:s n mgt corrected. 

RIS.'Cr-i'E= E /- Harford County.MD. 87/04/07. ZECH.LW. Commissioners. Ip. 
41115:223-41115:223. 


J. Insurance & indemnity information 

8706120056 Forwards Endorsement 119 to NELIA Policy NF-140 & Endorsement 69 to 
MAELU Policy MF-67. 

BRADLEY, E.J. Philadelphia Electric Co. 87/06/01 . DINITZ,!. NRC - No Detailed Affili- 
ation Given. 3pp. 41270:338-41270:340. 


P. Operating license stage documents & correspondence 

8706080101 Forwards EGG-NTA-7283, “Conformance to Generic Ltr 83-28, Item 2.2.1, 
'Equipment Classification (All Other Safety- Related Components),’ Peach Bottom 2 & 
3.’’ informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineennc Labcrador^'. ^IN D-6001. 87/03/11. CARRINGTON, M. Office of Nu- 
clear Reacto.- Ds.-e:;;:-/ (851125-870411). 1p. 41212:217-41212:235. 

-8706030111 “Cr.r-'r.'mcrce to Gc'C;':.: ltr 33-28, Item 2.2.1, 'Equipment Classification 
(All CVi'C' Safou-Reiah::: Comro'!-..ri!-5!.' ■'’e.ach Bottom 2 & 3,’’ informal rept. 

UD>./‘ C da-K:, o' Inc.). UDY.A.C. Idaho National Engineer- 

ing Laboratory. FIN D-6001. EGG-NTA-7283. 87/03/31. NRC - No Detailed Affiliation 
Given. 19pp. 41212:218-41212:235. 

8706190338 FOIA request for documents re NRC order that facility be closed after in- 
vestigation established that control room operators had been sleeping on job &/or in- 
attentive on duty. 

LEWIS, D.B. Lewis, D.B. 87/04/09. Division of Rules & Records (Pre 870413). 2pp. 
41407:036-41407:037. 

8706240082 FOIA request for documents re dismissal of health physicist for whistle- 
blowing as reported by Associated Press on 861230. 

RUBINTON.D.S. Government Accountability Project. 87/04/15. Office of Administra- 
tion & Resources Management. Director (Post 870413). 3pp. 41450:163-41450:165. 

8706010106 Fonwards updated “Safety Evaluation/ Analysis Supporting Hydrogen Water 
Chemistry for Peach Bottom Atomic Power Station Units 2 & 3.” Review & approval of 
storage of liquid hydrogen & oxygen requested. 

GA_LAGh-r“!,J v'v. Philadelphia Electric Co. 87/05/27. BUTLER, W.R. Project Director- 
ate I-2. 2pp. 41120:232-41120:297. 

-8706010109 “Safety Evaluation/ Analysis Supporting Hydrogen Water Chemistry For 
Peach Bottom Atomic Power Station Units 2 & 3.” 

* Philadelphia Electric Co. 87/05/27. 64pp. 41 120:235-411 20:297. 

8706040154 Responds to 870408 ltr re shutdown of plant.NRC shares similar 
concerns.Design of Mark I containment & actions taken to reduce risk for containment 
failure discussed. 

BERNTHAUF.M. Commissioners. 87/05/28. HARDWICKE.J.W., PARROTT, J.S., 
HOOPER, J.R. Harford County.MD, 4pp. 41200:092-41200:097. 

-8706040160 Expresses congratulations for shutdown of plant.Significant improvement 
of plant mgt at plant urged.Shock expressed at NRC tostimony that core melt acci- 
dent probability in next 20 yrs as high as 12% to 45%. 

HARDWICKE.J.W.. PARROTT ,J.S.. HOOPER, J.R. Harford County.MD. 87/04/08. 
ZECH.L.W. Commissioners. 2pp. 41200:096-41200:097. 

8706040132 Requests fee for 861229 application requesting review of proposed corpo- 
rate reorganization of Atlantic City Electric Co. 

DIGGS, R.M. License Fee Management Branch. 87/05/29. BAUER, E.G. Philadelphia 
Electric Co. Ip. 41181:249-41181:249. 

8706100213 Forwards Amends 122 & 126 to Licenses DPR-44 & DPR-56. respectively 
& safety evaluation. Amends revise Tech Specs on standby liquid control sys to reflect 
mods made during current outage & similar mod during next refueling outage. 

CLARK, R.J. Project Directorate t-2. 87/06/02. BAUER.E.G. Philadelphia Electric Co. 
3pp. 41245:167-41245:196. 

—8706100218 Amends 122 & 126 to Licenses DPR-44 & DPR-56, respectively, revising 
Tech Specs on standby liquid control sys to reflect mods made during current outage 
& similar mods made during next refueling outage (Reload 7 for operation in Cycle 8). 
BUTLER, W.R. Project Directorate 1-2. 87/06/02. 22pp. 41245:170-41245:191. 

“8706100222 Safety evaluation supporting Amends 122 & 126 to Licenses DPR-44 & 
DPR-56,respective[y. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/06/02 5 dd 
41245:192-41245:196. 


8706120274 Forwards safety e-.-aluatior. accectinc licensee Rev 0 to offsite dose calcu- 
lation manual.per NUREG-0l3,TApp D H S-..pp 'A to App D. "Evaluation of Licensee- 
Reported Revs to Offsite Dose Calculation Manual,” also end. 

MARTIN, R.E. Project Directorate 1-2. 87/06/09. BAUER.E.G. Philadelphia Electric Co 
3pp. 41280:225-41280:240. 


-8706120283 Safety evaluation accepting licensee Rev 0 to offsite dose calculatic 
manual.per NUREG-0133. 

Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/09 1 
41280:228-41280:228. 


^ ^ SuppI A to App D, “Evaluation of Licensee-Reported Revs to 
O^ite Dose Calculation Manual," technical evaluation rept 

Industries/Franklin Research Center). TER-C5506-596 
ADD. 87/06/09. NRC • No Detailed Affiliation Given. 12pp. 41280:229-41280:240. 

8706170517 Resp^onds to NRC 870512 request for add! info re methods described in 
PECaFMS-002, “Methods for Transient Critical Power Ratios for BWR 

CWNEY.M J. Philadelphia Electric Co. 87/06/10. BUTLER.W.R. Project Directorate 1- 
2. 5pp. 41387:020-41387:024, 


8706190361 FOIA request for info re NRC order susnending '-^cility operation.Forwards 
Apps A.B & C documents.App C documents p-ir-.i.'; A'lii 1,. (ref FOIA Exemption 6) 
& App D documents completely withheld (ref --OIA "x.r.mpi'.o.'s 5,6 & 7). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. Lewis, D.B. 
6pp. 41407:038-41407:061. 

6706150058 Generic Ltr 87-10 to all power reactor licensees re implementation ol 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180185 Forwards application for amend to Licenses DPR-44 & DPR-66, requesting 
changes to Tech Specs to reflect planned installation of alternate rod injection instru- 
mentation & to incorporate surveillance & operability requirement.Fee paid. 
BRADLEY.E.J. Philadelphia Electric Co. 87/06/12. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 41390:332-41391:003. 

-8706180192 Application for amends to Licenses DPR-44 & DPR-56,changing Tech 
Specs to reflect planned installation of alternate rod injection instrumentation & to in- 
corporate surveillance & operability requirements for such instrumentation. 
GALLAGHER.J.W. Philadelphia Electric Co. 87/06/08. 31pp. 41390:333-41391:003. 

8706230354 Forwards table identifying pressure isolation valves, in response to Generic 
Ltr 87-06 re periodic verification of leak tight integrity of pressure isolation valves.Air- 
operated valves inside containment ASME Section XI tested. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/06/18. BUTLER.W.R. Project Director- 
ate 1-2. 3pp. 41428:001-41428:003. 

8706230486 Generic Ltr 87-1 1 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706240097 Partial response to FOIA request for documents. Forwards App B 
documents.App A & B documents also available in PDR. App C documents withheld 
(ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. RUBINTON.D.S. 
Government Accountability Project, 5pp. 41450:166-41450:175. 

-8706240102 Informs that OELD requested to review Ofc of Investigations Rept 1-85- 
019,dtd 860508,re alleged threats to employees to prevent disclosure of possible 
overexposure to NRC. Recipients will be informed of OELD conclusions within 1 wk. 
STELLO.V. Office of the Executive Director for Operations. 86/05/12. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (851125-870411). TAYLOR.J.M. Office 
of Inspection & Enforcement, Director (820201-870411). CUNNINGHAM.G. Office of 
the Executive Legal Director (Pre 860701). Ip. 41450:171-41450:171. 

-8706240106 Forwards, for review & comment, Ofc of Investigations Rept 1-85-019 real- 
leged threats to employee to prevent disclosure of possible overexposure to NRC. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing (851125-870411). 
86/06/23. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (851125- 
870411). 4pp. 41450:172-41450:175. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design, already re- 
viewed & approved by NRC, end. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 

8706300839 Final response to FOIA request for documents re plant. Forwards App i 
documents.App H & I documents available in PDR.App I & J documents partially & 
completely withheld (ref FOIA Exemptions 5 & 6). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/24. MORIARTY.P. 
KYW-TV3. Philadelphia. PA. 5pp. 41515:230-41515:241. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040319 Forwards Insp Repts 50-277/87-08 & 50-278/87-08 on 870223-0306.No 
violations noted.Major areas inspected: selective exams of procedures & representa- 
tive records & interviews w/personnel.W/o repts. 

JOHNSTON.W.V. Region 1. Office of Director. 87/05/29. GALLAGHER.J.W. Philadel- 
phia Electric Co. 3pp. 41177:111-41177:113. 

8706090138 Forwards Safety Insp Repts 50-277/87-09 & 50-278/87-09 on 870314-23 
& 04l0-24.No violations noted.Response to concern re operator watchstanding prac- 
tices requested. 

KANE.W.F. Region 1, Office of Director. 87/05/29. GALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 41221:002-41221:027. 

-8706090150 Insp Repts 50-277/87-09 & 50-278/87-09 on 870314-23 & 0410-24.No 
violations noted.Major areas inspected: operational safety. radiation protection, physical 
security, control room activities, maint & outstandi-q items. 

LINVILLE.J.C., GALLO.R.M. Region 1, Ofi.c-j o: L'.Vocio.'. 87/05/26. 24pp. 41221:004- 
41221:027. 

8706090089 Confirms 870615-19 for 10CFR50.49 equipment qualification 
insp, established during 860520 conference.List of documents required 1 wk prior to 
insp end. 

JOHNSTON.W.V. Region 1. Office of Director. 87/06/01. GALLAGHER.J.W. Philadel- 
phia Electric Co. 3pp. 41213:258-41213:260. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706090381 Forwards Safety Insp Repts 50-277/87-12 & 50-278/87-14 on 870420- 
24.No violations noted. 

JOHNSTON.W.V. Region 1. Office of Director. 87/06/04. GALLAGHER.J.W. Philadel- 
phia Electric Co. 2pp. 41234:208-41234:217. 
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-8706090388 Insp Repts 50-277/87-12 & 50-278/87-14 on 870420-24.No violations 
noted. Major areas inspected.containment integrated leak rate test procedure, test wit- 
nessing & preliminary evaluation of local leak rate test results. 

CHUNG, J.W.. ANDERSON, C. Region 1, Office of Director. 87/06/01. 8pp. 41234:210- 
41234:217. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York. Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant’ Problems Resulting From 
Human Error Involving Wrong Unit.Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc, 123pp. 41299:270-41300:035. 

8706190361 FOIA request for info re NRC order suspending facility operation.Forwards 
Apps A,B & C documents.App C documents partially withheld (ref FOIA Exemption 6) 

6 App D documents completely withheld (ref FOIA Exemptions 5,6 & 7). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. Lewis. D.B. 
6pp. 41407:038-41407:061. 

-8706190385 EN-87-026:on 870331, order suspending power operation & order to show 
cause issued to util due to discovery that control room staff have been sleeping during 
various shifts. Related documents end. 

BEACH, A. Office of Inspection & Enforcement, Director (820201-870411). 87/03/31. 
5pp. 41407:053-41407:061. 

8706230164 Forwards response to NRC 870512 Itr re violations noted in Insp Repts 50- 
277/87-10 & 50-277/87-09,50-278/87-10 & 50-278/87-09.Corrective 

actions:Procedure S.3.2.C.1 revised & training program for operations personnel de- 
veloped. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/06/17. KANE.W.F. Region 1. Office of 
Director. 8pp. 41431:235-41431:242. 

8706230240 Responds to NRC 870512 Itr re violations noted in Insp Repts 50-277/87- 

07 & 50-278/87-07.Corrective actions:area posted as high radiation area & health 
physics technicians reinstructed.Response to identified weaknesses also end. 
GALLAGHER,J.W. Philadelphia Electric Co. 87/06/18. KANE.W.F. Region 1. Office of 
Director. 11pp. 41433:235-41433:245. 

8706240098 Final response to FOIA request for documents re plant feedwater line 
failure.Forwards App H documents.App G & H documents available in PDR.Document 
listed in App I completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. ZWELLING.J. 
Citizens Action for Safe Environment. 5pp. 41456:213-41456:293. 

-8706240190 Forwards info re PRA-based interactive sys called Plant Risk Status Info 
Mgt Sys (PRISIM) to assist NRC inspectors in planning insp activity.Extends invitation 
to discuss PRISIM w/util personnel. W/o end. 

MORRIS.B. Division of Reactor System Safety (860720-870413). 87/01/12, 
SOMMERS.D. Virginia Power (Virginia Electric & Power Co.). Ip. 41456:255- 
41456:255. 


8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300829 Responds to 870513 Itr re specific steps taken to date during ongoing in- 
vestigation of Peach Bottom matter.lnsp Rept 50-278/85-22,850717 & 0816 Itrs on 
Enforcement Conference 50-278/85-22 & 870331 order end. 

ZECH,L.W. Commissioners. 87/06/22. GLENN, J. Senate. Governmental Affairs. 8pp. 
41515:071-41515:143. 


-8706300882 Expresses appreciation for cooperation at 870409 hearing. Assistance in 
responding to questions posed by Senator Heinz requested. 

GLENN, J. Senate, Governmental Affairs. 87/05/13. ZECH.LW. Commissioners. 2pp. 
41515:142-41515:143. 


8706300873 Forwards Safety Insp Repts 50-277/87-13 & 50-278/87-13 on 870420-24 
& 0527-28. No violations noted. 

MARTIN,T.T. Region 1. Office of Director. 87/06/23. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 41500:246-41500:255. 

-8706300891 Insp Repts 50-277/87-13 & 50-278/87-13 on 870420-24 & 0527-28.No 
violations noted. Major areas inspected:use of caution signs, training & qualification of 
technicians, control of outage work & control of radwaste. 

DRAGOUN,T., WURTZ,E., SHANBAKY,M. Region 1, Office of Director. 87/06/22. 
8pp. 41500:248-41500:255. 

8706300839 Final response to FOIA request for documents re plant. Forwards App I 
documents.App H & I documents available in PDR.App I & J documents partially & 
completely withheld (ref FOIA Exemptions 5 & 6). 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/06/24. MORIARTY.P. 
KYW-TV3, Philadelphia, PA. 5pp, 41515:230-41515:241. 

-8706300874 Partially deleted end from SECY-86-322 discussing declining perform- 
ance trends, plant SALP for Apr 1985 - Jan 1986 & enforcement conference w/util.Util 
seems responsive toward improved performance. 

* Office of the Executive Director for Operations. 86/10/29. Ip. 41515:241- 
41515:241. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706230407 Monthly operating repts for May 1987.W/870615 Itr. 

MIDDLETON,LL.. ALDEN,W.M. Philadelphia Electric Co. 87/05/31. 14pp. 41428:078- 
41428:091. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regional ofcs on events which occurred 
since 870512 meeting.Events discussed & significant elements of events end. 
LANNING,W. Events Assessment Branch. 87/05/21. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41 128:003-41 128:012. 

8706090227 NPDES noncompliance notification:on 97C-'i''3.susD-';r.dod sdids of sample 
from discharge point exceeded instantaneous mi:.j! pi.'rri'. . m r.C-j-sorj by high sus- 
pended solids in aeration tank.Wasting of sludge increased to reduce solids level. 
LEITCH.G.M. Philadelphia Electric Co. 87/05/28. Pennsylvania, Commonwealth of. 
2pp. 41222:206-41222:207. 

8706090241 NPDES noncompliarce noti^‘c.?tiCT.ncnth'v .iver.~.go total ohcsohorus of 
Discharge Point 501 exceeded norfVv average porrri: 'irn.l ZL.ncc c, sewage treat- 
ment plant not able to reduce p!'cspn.t)ri.s Ln.-ow c-irr-.it im-i.Mccs jf'tJo.vi-y 
LEITCH.G.M. Philadelphia Electric Co. 87/05/28. Pennsylvania, Commonwealth of. 
2pp. 41221:336-41221:337. 

8706110020 Special reptduring update of safe shutdown data base, conditions re unen- 
capsulated cables in fire areas identified as reportable per Confirmatory Action Ltr 86- 
07 & App R. Caused by exclusion from previous analysis.Fire watch begun. 
KOWALSKI.S.J. Philadelphia Electric Co. 87/06/04. RUSSELL.W.T. Region 1. Office 
of Director. 4pp. 41260:076-41260:079. 

8706160176 Special rept:on 870428, bus E22 deenergized to perform series of outage- 
related mods, causing motor driven fire pump to be out-of-svc for more than 7 days, in 
violation of Tech Specs. Motor driven fire pump restored to svc on 870515. 
COONEY.M.J. Philadelphia Electric Co. 87/06/05. RUSSELL.W.T. Region 1, Office of 
Director. 4pp. 41318:193-41318:196. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting. List of attendees, events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706290016 PNO-I-87-C;>7:dm 070621 .p’.'.-'! n anager found security watchman asleep at 
drywell access.Watchnran c-sco-'.oc cfis.to by sergeant of guards & employment 
terminated.Licensee investigating incident & residents reviev/mg actions. 

WILLIAMS.H., GALLO, R. Region 1, Office of Direcror. 87/06/22. ip. 41485:045- 
41485:045. 


U. Congresslonal/Executive Correspondence 


8706300829 Responds to 870513 Itr re specific stops taken tc date d'.rir;^ ongoing in- 
vestigation of Peach Bottom matter.lnsp Rept iSi '0816 Itrs on 

Enforcement Conference 50-278/85-22 & 870331 order end. 

ZECH.L.W. Commissioners. 87/06/22. GLENN.J. Senate, Governmental Affairs. 8pp. 
41515:071-41515:143. 


-8706300882 Expresses appreciation for cooperation at 870409 hearing. Assistance in 
responding to questions posed by Senator Heinz requested. 

GLENN.J. Senate, Governmental Affairs. 87/05/13. ZECH.L.W. Commissioners. 2pp. 
41515:142-41515:143. 


V. Operator Examinations 


8706100054 Forwards revised NRC Form 398, “Personal Qualifications Statement - Li- 
censee." Rev reflect changes to 10CFR55 effective 870526. Details of other changes 
& Instructions for completion also end. 

COLLINS.S.J. Region 1, Office of Director. 87/06/04. GALLAGHER, J.W. Philadelphia 
Electric Co. 17pp. 41233:327-41233:343. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8706090138 Forwards Safety Insp Repts 50-277/87-09 & 50-278/87-09 on 870314-23 
& 0410-24.No violations noted. Response to concern re operator watchstanding prac- 
tices requested. 

KANE,W.F. Region 1, Office of Director. 87/05/29. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 41221:002-41221:027. 

-8706090150 Insp Repts 50-277/87-09 & 50-278/87-09 on 870314-23 & 0410-24.No 
violations noted.Major areas inspected: operational safety,radiation protection, physical 
security, control room activities,maint & outstanding items. 

L1NVILLE,J.C. Region 1, Office of Director. 87/05/26. 24pp. 41221:004-41221:027. 

8706110274 Remits fee for 861210 request for review & approval of fire barriers to 
ensure compliance w/App R fire protection requirements. 

BRADLEY, E.J. Philadelphia Electric Co. 87/06/01. DIGGS, R.M. License Fee Manage- 
ment Branch. 1p. 41266:133-41266:134. 

—8706110279 Forwards EJ Bradley 870601 Itr remitting fee for review & approval of fire 
barriers, for processing. 

PARKS, J. License Fee Management Branch. 87/06/05. MCKNIGHT,J. Document 
Control Branch (Document Control Desk), ip. 41266:134-41266:134. 
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8706110441 Forwards, for review, objective re e-o'oc'ry response for performance of 
annual emergency preparedness exercise or -ciS'-. defined as small scale 

since no off-site participation planned. « 

COONEY.M.J. Philadelphia Electric Co. 87/06/05. LA2ARUS.W.J. Region 1. Office of 
Director. 4pp. 41260:148-41260:151. 

8706230240 Responds to NRC 870512 ttr re violations noted in Insp Repts 50-277/87- 
07 & 50-278/87-07.Corrective actions:area posted as high radiation area & health 
physics technicians reinstructed. Response to identified weaknesses also end. 
GALLAGHER, J.W. Philadelphia Electric Co. 87/06/18. KANE.W.F. Region 1, Office of 
Director. 11pp. 41433:235-41433:245. 

8706300939 Requests cost estimate for installation of addi circuitry emergency oper- 
ation facility & permission to use site & company property for contingency telecom- 
munications. 

MARTIN, T.T. =cr,=::-' " C“:r-s c‘ D-'ector. 87/06/22. GALLAGHER, J.W. Philadelphia 
Electric Co. 4pp -ifjo2 257 ji-:-:.' 2 v \ 

H. General correspondence 

8705290151 Advises of 870623 meeting w/Harford County Board of Health to discuss 
current status of activities at plant & Mark 1 containment issue referred to in recipient 
870407 Itr.NRC will be able to respond to questions re actions at plant. 

STELLO.V. Office of the Executive Director for Operations. 87/05/26. RISACHER.B.A. 
Harford County.MD. 5pp. 41 1 1 5:21 9-41 1 1 5:223. 

-8706010184 Extends invitation for member of NRC to attend County Council of Har- 
ford County 870512 meeting. Residents of county applaud NRC actions in closing 
dant.Urges NRC to ensure ink: all deficiencies in mgt corrected. 

R!SAC.HER,B..A. Harford County.MD. 87/04/07. ZECH.L.W. Commissioners. Ip. 
41115:223-41115:223. 


8706100213 Forwards Amends 122 & 126 to Licenses DPR-44 & DPR-56, respectively 
& safety evaluation. Amends revise Tech Specs on standby liquid control sys to reflect 
mods made during current outage & similar mod during next refueling outage. 

CLARK, R.J. Project Directorate 1-2. 87/06/02. BAUER, E.G. Philadelphia Electric Co. 
3pp. 41245:167-41245:196. 

-8706100218 Amends 122 & 126 to Licenses DPR-44 & DPR-56, respectively, revising 
Tech Specs on standby liquid control sys to reflect mods made during current outage 
& similar mods made during next refueling outage (Reload 7 for operation in Cycle 8). 
BUTLER, W.R. Project Directorate I-2. 87/06/02. 22pp. 41245:170-41245:191. 

-8706100222 Safety evaluation supporting Amends 122 & 126 to Licenses DPR-44 & 
DPR-56,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/02. 5pp. 
41245:192-41245:196. 


8706120274 Forwards safety evaluation accepting licensee Rev 0 to offsite dose calcu- 
lation manual, per NUREG-0133.App D & SuppI A to App D, “Evaluation of Licensee- 
Reported Revs to Offsite Dose Calculation Manual," also end. 

MARTIN, R.E. Project Directorate 1-2. 87/06/09. BAUER, E.G. Philadelphia Electric Co. 
3pp. 41280:225-41280:240. 

-8706120283 Safety evaluation accepting licensee Rev 0 to offsite dose calculation 
manuaLper NUREG-0133. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/09. Ip. 
41280:228-41280:228. 


-8706110024 App D & SuppI A to App D, “Evaluation of Licensee-Reported Revs to 
Offsite Dose Calculation Manual,” technical evaluation rept. 

* Calspan Corp. (subs. Arvin Industries/ Franklin Research Center). TER-C5506-596 
ADD. 87/06/09. NRC - No Detailed Affiliation Given. 12pp. 41280:229-41280:240. 


J. Insurance & indemnity Information 

8706120056 Forwards Endorsement 119 to NELIA Policy NF-140 & Endorsement 69 to 
MAELU Policy MF-67. 

BRADLEY,E.J. Philadelphia Electric Co. 87/06/01. D1NIT2.I. NRC - No Detailed Affili- 
ation Given. 3pp. 41270:338-41270:340. 


P. Operating license stage documents & correspondence 


8706080101 Forwards EGG-NTA-7283, “Conformance to Generic Ltr 83-28, Item 2.2.1, 
'Equipment Classification (All Other Safety- Related Components),’ Peach Bottom 2 & 
3,” informal rept. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Enoineerno ! abomto"' D-6001. 87/03/11. CARRINGTON, M. Office of Nu- 
clear Roku'-i. ;/i Di-rr.:::r =r,5‘ 125-870411). Ip. 41212:217-41212:235. 

-8706080111 “Conformance to Generic Ltr 83-28, Item 2.2.1, 'Equipment Classification 
(All Other Safety-Related Components),' Peach Bottom 2 & 3," informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA.7283. 87/03/31. NRC - No Detailed Affiliation 
Given. 19pp. 41212:218-41212:235. 

8706190338 FOIA request for documents re NRC order that facility be closed after in- 
vestigation established that control room operators had been sleeping on job &/or in- 
attentive on duty. 

LEWlS,D.B. Lewis, D.B. 87/04/09. Division of Rules & Records (Pre 870413). 2pp. 
41407:036-41407:037. 


8706240082 FOIA request for documents re dismissal of health physicist for whistle- 
blowing as reported by Associated Press on 861230. 

RU3iNT0N,D.S. Government Accountability' Project. 87/04/15. Office of Administra- 
tion & Resources Management, Director (Post 870413). 3pp. 41450:163-41450:165. 

8706010106 Forwards undated Ev£':at'on/A“.a!y3's Supporting Hydrogen Water 

Chemistry for Peach "Oitcr-i A: 2 r:.:: -ewe- .SMi'icr J-ts ? & 3." Review & approval of 
storage of liquid hydrogen & oxyaen requested. 

GALL.AGHER.J.W. Philadelphia Electric Co. 37/05/27. BUTLER, W.R. Project Director- 
ate 1-2. 2pp. 41120:232-41120:297. 


-8706010109 “Safety Evaluation/Analysis Supporting Hydrogen Water Chemistry For 
Peach Bottom Atomic Power Station Units 2 & 3.” 

* Philadelphia Electric Co. 87/05/27. 64pp. 41 120:235-41120:297. 


8706040154 Responds to 870408 ltr re shutdown of planLNRC shares similar 
c"rc-i">?,.Dc-s gn nf Mark I containment & actions taken to reduce risk for containment 
!r.- urf.- d:scu.ss-.;d 

BERNTHAUF.M. Commissioners. 87/05/28. HARDWICKE.J.W., PARROTT JS 
HOOPER, J.R. Harford County.MD. 4pp. 41200:092-41200:097. 


-8706040160 Expresses congratulations for shutdown of planLSignificant improvement 
Of plant mgt at plant urged.Shock expressed at NRC testimony that core melt acci- 
dent probability in next 20 yrs as high as 12% to 45%. 

HARDWICKE.J.W., PARROTT, J.S„ HOOPER, J.R. Harford County.MD 87/04/08 
ZECH.LW. Commissioners. 2pp. 41200:096-41200:097. 


8706030476 Advises that util will start fuel reload within next wk. consistent w/NRC 
870331 shutdown order. 

GALLAGHER.J.W. Philadeiphia Electric Co. 87/05/29. Document. Control Branch 
(Document Contre! Desk). 3pp. 41168:215-41168:217. 


87C^040132 Requests fee for 861229 application requesting review of proposed corpo- 
rate reorganization of Atlantic City Electric Co. k k h 

PWladelphia 


8706120028 Forwards ‘“Description of Plans for Recirculation & RHR Sys Replaoeme 
at Peach Bottom Unit 3,” per 860320 confirmatory order 

St'-i^°t!f,5'.-'c.'?;',f:'iilai^phia EleeWe Co. 87/05/29. BUTLER, W.R. Pro]eot Directc 
41277 (DoPtirnem Control Desk). 2p 


~*l^ch ^tfom'^tt.^" "" Recirculation & RHR Sys Piping Replacement at 

* Philadelphia Electric Co. 87/04/28. 18pp. 41272:185-41272:202. 


8706170517 Responds to NRC 870512 request for addI info re methods described in 
Topical Rept PECO-FMS-002, “Methods for Transient Critical Power Ratios for BWR 
(RETRAN-TCPPECO).’’ 

COONEY.M.J. Philadelphia Electric Co. 87/06/10. BUTLER.W.R. Project Directorate I- 
2. 5pp. 41387:020-41387:024. 

8706190361 FOIA request for info re NRC order suspending facility operation. Forwards 
Apps A,B & C documents.App C documents partially withheld (ref FOIA Exemptions) 
& App D documents completely withheld (ref FOIA Exemptions 5,6 & 7), 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. Lewis. D.B. 
6pp. 41407:038-41407:061. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180185 Forwards aop'icaticr for amend to Licenses DPR-44 & DPR-66, requesting 
changes to Tech Specs '.o rw’k-ct planned installation of alternate rod injection instru- 
mentation & to incorporate surveillance & operability requirement.Fee paid. 
BRADLEY.E.J. Philadelphia Electric Co. 87/06/12. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 41390:332-41391:003. 

-8706180192 Application for amends to Licenses DPR-44 & DPR-56, changing Tech 
Specs to reflect planned installation of alternate rod injection instrumentation & to in- 
corporate surveillance & operability requirements for such instrumentation. 
GALLAGHER, J.W. Philadelphia Electric Co. 87/06/08. 31pp. 41390:333-41391:003. 

8706230354 Forwards table identifying pressure isolation valves, in response to Generic 
Ltr 87-06 re periodic verification of Teak tight integrity of pressure isolation valves. Air- 
operated valves inside containment ASME Section XI tested. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/06/18. BUTLER.W.R. Project Director- 
ate 1-2, 3pp. 41428:001-41428:003. 

8706230486 Generic Ltr 87-1 1 to all operating licensees, CP holders & applicants lor 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co, 70pp. 41582:001-41582:070. 

8706240097 Partial response to FOIA request for documents.Forwards App B 
documents.App A & B documents also available in PDR. App C documents withheld 
(ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. RUBINTON.D.S, 
Government Accountability Project. 5pp. 41450:166-41450:175. 

“8706240102 Informs that OELD requested to review Ofc of Investigations Rept 1-85- 
019,dtd 860508, re alleged threats to employees to prevent disclosure of possible 
overexposure to NRC. Recipients will be informed of OELD conclusions within 1 wk. 
STELLO.V. Office of the Executive Director for Operations. 86/05.' '■2. '.':_N’ 

Office of Nuclear Reactor Regulation, Director (851125-870411). T.Av...Gn.J.M C'iirL 
of Inspection & Enforcement, Director (820201-870411). CUNNINGHAM, G. Office of 
the Executive Legal Director (Pre 860701). Ip. 41450:171-41450:171. 

-8706240106 Forwards, for review & comment, Ofc of Investigations Rept 1-85-019 real- 
leged threats to employee to prevent disclosure of possible overexposure to NRC. 
3=P''JERC,R..V.. Division of Boiling Water Reactor (BWR) Licensing (851125-870411). 
86/06/23. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (851125- 
870411). 4pp. 41450:172-41450:175. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design.alreacy re- 
viewed & approved by NRC, end. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 

8706300839 Final response to FOIA request for documents re plant. Forwards App I 
documents.App H & I documents available in PDR.App I & J documents partially & 
completely withheld (ref FOIA Exemptions 5 & 6). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/24. MORIARTY.P. 
KYW-TV3, Philadelphia, PA. 5pp. 41515:230-41515:241. 
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Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York. Inc. 108pp. 41142:332-41143:075. 

8706040319 Forwards Insp Repts 50-277/87-08 & 50-278/87-08 on 870223-0306. No 
violations noted. Major areas inspected: selective exams of procedures & representa- 
tive records & interviews w/personnel.W/o repts. 

JOHNSTON, W.V. Region 1. Office of Director. 87/05/29. GALLAGHER, J.W. Philadel- 
phia Electric Co. 3pp. 41177:111-41177:113. 

8706090138 Forwards Safety Insp Repts 50-277/87-09 & 50-278/87-09 on 870314-23 
& 0410-24.No violations noted. Response to concern re operator watchstanding prac- 
tices requested. 

KANE.W.F. Region 1, Office of Director. 87/05/29. GALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 41221:002-41221:027. 

-8706090150 Insp Repts 50-277/87-09 & 50-278/87-09 on 870314-23 & 0410-24.No 
violations noted.Major areas inspected: operational safety, radiation protection.physical 
security, control room activities, maint & outstanding items. 

LINVILLE.J.C., GALLO.R.M. Region 1, Office of Director. 87/05/26. 24pp. 41221:004- 
41221:027. 

8706090089 Confirms 870615-19 for 10CFR50.49 equipment qualification 
insp.established during 860520 conference. List of documents required 1 wk prior to 
insp end. 

JOHNSTON,W.V. Rccio.n 1. Office- of Director. 87/06/01. GALLAGHER.J.W. Philadel- 
phia Electric Co. 3pf; •'J ■ 2 ; 3:25.“-4 ' 2 1 2::>eo. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706090381 Forwards Safety Insp Repts 50-277/87-12 & 50-278/87-14 on 870420- 
24.No violations noted. 

JOHNSTON.W.V. Region 1, Office of Di.-ector. 87/06/04. GALLAGHER,J.W. Philadel- 
phia Electric Co. 2pp. •"'23-':.2Cri-i :2;:4.2: 7 

-8706090388 Insp Repts 50-277/87-12 & 50-278/87-14 on 870420-24.No violations 
noted.Major areas inspected:containment integrated leak rate test procedure,test wit- 
nessing & preliminary evaluation of local leak rate test results. 

CHUNG,J.W., ANDERSON,C. Region 1, Office of Director. 87/06/01. 8pp. 41234:210- 
41234:217. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. I06pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Svc list 
end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706190361 FOIA request for info re NRC order suspending facility operation.Forwards 
Apps A,B & C documents.App C documents partially withheld (ref FOIA Exemption 6) 

6 App D documents completely withheld (ref FOIA Exemptions 5,6 & 7), 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. Lewis, D.B. 
6pp. 41407:038-41407:061. 

—8706190385 EN-87-026:on .8703.31 .cjrdc.' suspending power operation & order to show 
cause issued to util due n discovc.'-y ’.ha: control room staff have been sleeping during 
various shifts. Related documents end. 

BEACH, A. Office of Inspection & Enforcement, Director (820201-870411). 87/03/31. 
5pp. 41407:053-41407:061. 

8706230164 Forwards response to NRC 870512 Itr re violations noted in Insp Repts 50- 
277/87-10 & 50-277/87-09,50-278/87-10 & 50-278/87-09.Corrective 

actions:Procedure S.3.2.C.1 revised & training program for operations personnel de- 
veloped. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/06/17. KANE.W.F. Region 1. Office of 
Director. 8pp. 41431:235-41431:242. 

8706230240 Responds to NRC 870512 Itr re violations noted in Insp Repts 50-277/87- 

07 & 50-278/87-07.Corrective actions:area posted as high radiation area & health 
physics technicians reinstructed.Response to identified weaknesses also end. 
GALLAGHER.J.W. Philadelphia Electric Co. 87/06/18. KANE.W.F. Region 1. Office of 
Director. 11pp. 41433:235-41433:245. 

8706240098 Final response to FOIA request for documents re plant feedwater line 
failure.Forwards App H documents.App G & H documents available in PDR. Document 
listed in App I completely withheld (/ef FOIA Exemption 5), 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. ZWELLING.J. 
Citizens Action for Safe Environment. 5pp. 41456:213-41456:293. 

—8706240190 Forwards info re PRA-based interactive sys called Plant Risk Status Info 
Mgt Sys (PRISIM) to assist NRC inspectors in planning insp activity.Extends invitation 
to discuss PRISIM w/util personnel.W/o end. 

MORRIS.B. Division of Reactor System Safety (860720-870413). 87/01/12. 
SOMMERS, D. Virginia Power (Virginia Electric & Power Co.). Ip, 41456:255- 
41456:255. - 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 


8706300829 Responds to 870513 Itr re specific steps taken to date during ongoing in- 
vestigation of Peach Bottom matter.lnsp Rept 50-278/85-22,850717 & 0816 Itrs on 
Enforcement Conference 50-278/85-22 & 870331 order end. 

ZECH.L.W. Commissioners. 87/06/22. GLENN, J. Senate, Governmental Affairs. 8pp. 
41515:071-41615:143. 

—8706300882 Expresses appreciation for cooperation at 870409 hearing. Assistance in 
responding to questions posed by Senator Heinz requested. 

GLENN.J. Senate, Governmental Affairs. 87/05/13. ZECH,L.W. Commissioners. 2pp. 
41515:142-41515:143. 


8706300873 Forwards Safety Insp Repts 50-277/87-13 & 50-278/87-13 on 870420-24 
& 0527-28. No violations noted. 

MARTIN,T.T. Region 1, Office of Director. 87/06/23. GALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 41500:246-41500:255. 

-8706300891 Insp Repts 50-277/87-13 & 50-278/87-13 on 870420-24 & 0527-28.No 
violations noted.Major areas inspected:use of caution signs.training & qualification of 
technicians, control of outage work & control of radwaste. 

DRAGOUN.T., WURTZ.E., SHANBAKY.M. Region 1, Office of Director. 87/06/22. 
8pp. 41500:248-41500:255. 

8706300839 Final response to FOIA request for documents re plant. Forwards App I 
documents.App H & I documents available in PDR.App I & J documents partially & 
completely withheld (ref FOIA Exemptions 5 & 6). 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/06/24. MORIARTY.P. 
KVW-TVa, Philadelphia. PA. 5pp. 41515:230-41515:241. 

-8706300866 Partially deleted Itr discussing 850621 enforcement conference re 850610 
incident in which NRC inspector observed operator w/eyes dosed while on duty.NRC 
values openness of operator & plans no enforcement action. 

MURLEY.T.E. Region 1, Office of Director. 85/07/17. Affiliation Not Assigned. 2pp. 
41515:239-41515:240. 

“8706300874 Partially deleted end from SECY-86-322 discussing declining perform- 
ance trends, plant SALP for Apr 1985 - Jan 1986 & enforcement conference w/util.Util 
seems responsive toward improved performance. 

Office of the Executive Director for Operations. 86/10/29. Ip. 41515:241- 
41515:241. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
Safety (Post 870413), 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & reiated correspondence 


8706230407 Monthly operating repts for May 1987.W/870615 Itr. 

MIDDLETON.L.L, ALDEN.W.M. Philadelphia Electric Co. 87/05/31. 14pp. 41428:078- 
41428:091. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR.RES.AEOD & regional ofes on events which occurred 
since 870612 meeting. Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 

8706090227 NPDES noncompliance notification:on 87041 3,suspended solids of sample 
from discharge point exceeded instantaneous max permit limit.Caused by high sus- 
pended solids in aeration tank.Wasting of sludge increased to reduce solids level. 
LEITCH.G.M. Philadelphia Electric Co. 87/05/28. Pennsylvania, Commonwealth of. 
2pp. 41222:206-41222:207. 

8706090241 NPDES noncompliance notificationrmonthly average total phosphorus of 
Discharge Point 501 exceeded monthly average permit limitCaused by sewage treat- 
ment plant not able to reduce phosphorus below permit llmit.Mods undenA^ay, 
LEITCH.G.M. Philadelphia Electric Co. 87/05/28. Pennsylvania, Commonwealth of. 
2pp. 41221:336-41221:337. 

8706040208 PNO-l-87-046:on 870529, security watchman found asleep by plant auxiliary 
operator & shift supervisor.Watchman escorted offsite & employment 
terminated.Licensee investigating incident & residents reviewing actions. 

UNV1LLE,J., GALLO, R. Region 1, Office of Director. 87/05/29. Ip. 41176:356- 
41176:356. 

8706110020 Special rept:during update of safe shutdown data base, conditions re unen- 
capsulated cables in fire areas Identified as reportable per Confirmatory Action Ltr 86- 
07 & App R. Caused by exclusion from previous analysIs.Fire watch begun. 
KOWALSKI.S.J. Philadelphia Electric Co. 87/06/04. RUSSELL. W.T. Region 1, Office 
of Director. 4pp. 41260:076-41260:079. 

8706160176 Special rept:on 870428, bus E22 deenergized to perform series of outage- 
related mods, causing motor driven fire pump to be out-of-svc for more than 7 days, in 
violation of Tech Specs. Motor driven fire pump restored to svc on 870515. 

COONEY, M.J. Philadelphia Electric Co. 87/06/05. RUSSELL. W.T. Region 1 , Office of 
Director. 4pp. 41318:193-41318:196. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting. List of attendees, events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706180044 LER 87-006-00:on 87051 4.primary isolation sys Group 3 outboard isolation 
occurred.Caused by procedural inadequacy & operator error.Procedure revised.W/ 
870612 Itr. 

BIRELY.W.C,, LOGUE.R.H. Philadelphia Electric Co. 87/06/12. 5pp. 41391:102- 
41391:106. 
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U. Congressional/Executive Correspondence 


P. Operating license stage documents & correspondence 


8706300829 Responds to 870513 Itr re specific steps taken to date during ongoing in- 
vestigation of Peach Bottom matter.insp Rept 50-278/85-22,850717 & 0816 Itrs on 
Enforcement Conference 50-278/85-22 & 870331 order end. 

ZECH.LW. Commissioners. 87/06/22. GLENN, J. Senate, Governmental Affairs. 8pp. 
41515:071-41515:143. 

-8706300882 Expresses appreciation for cooperation at 870409 hearing. Assistance in 
responding to questions posed by Senator Heinz requested. 

GLENN, J. Senate, Governmental Affairs. 87/05/13. ZECH.L.W. Commissioners. 2pp. 
41515:142-41515:143. 


V. Operator Examinations 


8706100054 Forwards revised NRC Form 398, "Personal Qualifications Statement - Li- 
censee.” Rev reflect changes to 10CFR55 effective 870526.Details of other changes 
& instructions for completion also end. 

COLLINS, S.J. Region 1, Office of Director. 87/06/04. GALLAGHER.J.W. Philadelphia 
Electric Co. 17pp. 41233:327-41233:343. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8706030034 Forwards Insp Repts 50-280/87-12 & 50-281/87-12 on 870504-08 & notice 
of violation. 

STOHR.J.D. Region 2. Office of Director. 87/05/26. STEWART, W.L Virginia Power 
(Virqna F.ledric & Co.). 2pp. 41147:220-41147:237. 


8706090109 Forwards EGG-NTA-7633, “Technical Evaluation Rept TMI Action - 
NUREG-0737 (ll.D.I) Relief & Safety Valve Testing, Surry Units 1 & 2." Util submittals 
reconfirm that GDC 14,15 & 30 met. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tiona' E'igi."eerinc Laboratory. FIN A-6492. 87/03/23. CARRINGTON, M. Office of Nu- 
c'ear -■’•'.acbr Roguation, Director (851125-870411). Ip. 41213:118-41213:150. 

-8706090117 “Technical Evaluation Rept TMI Action-NUREG-0737 (ll.D.I) Relief & 
Safety Valve Testmc Sum/ Units 1 & 2,” informal rept. 

YUAN.C.Y., NALEZN^^.C.'.. EG&G Idaho, Inc. (subs, of EG&G, Inc.). YUAN.C.Y. Idaho 
National Engineering Laboratory. FIN A-6492. EGG-NTA-7633. 87/03/31. NRC - No 
Detailed Affiliation Given. 32pp. 41213:119-41213:150. 

8706050297 Forwards final rept,EGG-NTA-7625, “Conformance to Item 2.1 (Part 2} Ge- 
neric Ltr 83-28, Reactor Trip Sys Vendor Interface, North Anna 1 & 2 & Surry 1 & 2," 
ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/14. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41203:141-41203:155. 

-8706050302 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, North Anna 1 & 2 & Surry 1 & 2," final informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER, F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7625. 87/04/30. NRC - No Detailed 
Affiliation Given. 13pp. 41203:142-41203:155. 

8706080129 Forwards EGG-NTA-7378, “Conformance to Generic Ltr 83-28, Item 2.2.1 • 
Equipment Classification for all Other Safety- Related Components:Surry 1 & 2," final 
informal rept.Plant conforms to generic Itr item. 

ROBERTS,E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/17. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41210:256-41210:275. 


“8706030045 Notice of violation from insp on 870504-08. 

STOHR,J.P. Region 2. Office of Director. 87/05/26. 2pp. 41147:222-41147:223. 

“8706030060 Insp Repts 50-280/87-12 & 50-281/87-12 on 870504-08. Violation 
noted:failure to provide training to various members of emergency organization per 
emergency plan. 

TABAKA, A.E., DECKER.T.R. Region 2, Office of Director. 87/05/20. 14pp. 41147:224- 
41147:237. 

8706050183 Application for amends to Licenses DPR-32 & DPR-37, revising Tech Spec 
Table 3.21-1 by increasing from 12 to 14 number of general area smoke detectors in 
auxiliary bldg. Fee paid. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk). 3pp. 41192:341-41192:347. 

“8706050186 Proposed Tech Specs, revising Table 3.21-1 by increasing from 12 to 14 
number of general area smoke detectors in auxiliary bldg. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/29. 4pp. 41192:344-41192:347. 


“8706080133 “Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Ciassification 
for all Other Safety-Related Components: Surry 1 & 2,” final informal rept. 
VANDERBEEK,R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDERBEEK,R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7378. 87/04/30. NRC - No 
Detailed Affiliation Given. 19pp. 41210:257-41210:275. 

8706260290 Forwards EGG-NTA-7612, “Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor Interface Programs for All Other Safety- Related Components, North Anna 
Units 1 & 2 & Surry Units 1 & 2,” final informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41482:241-41482:257. 

“8706260296 “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface Pro- 
grams for All Other Safety-Related Components, North Anna Units 1 & 2 & Surry 
Units 1 & 2," informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7612. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41482:242-41482:257. 


8706120071 Forwards Rev 11 to ISFSI nuclear security personnel training & qualifica- 
tion program.Rev withheld (ref 10CFR73.21). 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk). Ip. 41272:247-41272:247. 


8706230464 Confirms undorsta-dl-g that util fully implemented actions required by 
NUREG-0737, TMI ;o-n ' "Emergency Response Facility" & item 

III.A.2.2, Meteorological Data Upgrade." 

RUBENSTEIN,LS. Project Directorate 11-2. 87/06/12. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 41435:249-41435:251. 


8706010146 Forwards WCAP 1 141 5, summarizing post-irradiation mails testing & dosim- 
etry calculations obtained from Capsule V,per util reactor vessel mails surveillance 
program.Applicable Tech Spec changes will be submitted by 870831. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/22. Document 
Control Branch (Document Control Desk). 2pp. 41132:278-41133:008. 

“8706010154 "Analysis of Capsule V from VEPCO Surry Unit 1 Reactor Vessel Radi- 
ation Surveillance Program." 

YANICHKO.S.E., PERONE.V.A. Westinghouse Electric Corp. WCAP 11415. 87/02/28. 
89pp. 41132:280-41133:008. 


8706260054 Fonvards Insp Repts 50-280/87-07 & 50-281/87-07 on 870504-08.Viola- 
tion described in rept sub] of 870519 enforcement conference & under consideration 
for escalated enforcement action, 

GRACE, J.N. Region 2, Office of Director. 87/06/17. STEWART. W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41478:194-41478:225. 


8706020023 Application for amends to Licenses DPR-32 & DPR-37,changing Tech Spec 
Sections 3.7 to reformat & upgrade Table 3.7.1, “Reactor Trip Instrumentation Operat- 
ing Conditions” & 4.1 to modify surveillance requirements for reactor trip. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 87/05/22. Document 
Control Branch (Document Control Desk). 2pp. 41133:294-41133:323. 


-8706260062 insp Repts 50-280/87-07 & 50-281/87-07 on 870504-08 Violations 
noted:improper routing of App R related cables. No deviations noted. 

HUNT,M.p., WISEMAN,G.R., PILLION, P.J, Region 2. Office of Director. 87/06/11 
Mnn 41478!l96-4147fi-P94 


8706230352 Rev 13 to Emergency Plan Implementing Procedure EPIP-2 01 "Notiflca- 
tion of State & Local Govts." W/87061 9 Itr uc-euure , Notitica 

Electric & Power Co.). 87/06/19. 22pp. 

41 4 > 9 * 1 48 - 41429*1 69 


G. Adjudicatory correspondence 


“8706020046 Proposed changes to Tech Specs 3.7 & 4.1, upgrading Table 3.7-1, “Re- 
actor Trip Instrument Operating Conditions” & modifying surveillance requirements for 
reactor trip sys interlocks & reactor protection sys, respectively. 

^ Virginia Power (Virginia Electric & Power Co.). 87/05/22. 28pp. 41133:296- 
41133:323. 

8706010272 Application for amends to Licenses DPR-32 & DPR-37 supporting planned 
fuel design change from Westinghouse Low Parasitic 15x15 (LOPAR) fuel assembly to 
modified 15x15 optimized fuel assembly.Fee paid. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/26. Document 
Control Branch (Document Control Desk). 2pp. 41120:298-41120:357. 


8706100177 Director’s decision under 10CFR2.206.* No basis exists for initiatina she 
cause 10CFR2.202 & no basis exists to suspend operation 

PlfiDilcv 1 petition.Petition denied.Commission review expires 870630. 

MURLtY,T,t. Office of Nuclear Reactor Regulation, Director (Post 8704111 
3701. 87/06/05. NRC - No Detailed Affiliation ^Given. 47pp 41 225:21 1412^:258 


8706160117 Responds to 861211 mailgram & 870120 petition re NRC shutdown of 1 
by^Itir ' ^ ^ inspected & complete rept re 861209 accident issued public 

Nuclear Reactor Regulation, Director (Post 870411). 87/0i 
05. CORY.T. Citizens Action for Safe Environment. 7pp. 41314:019-41314:037. 


J. Insurance & indemnity information 


“8706010287 Proposed Tech Specs supporting planned fuel desing change frdm Wes- 
tinghouse Low Parasitic 15x15 (LOPAR) fuel assembly to modified 15x15 optimized 
fuel assembly. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/26. 58pp. 41120:300- 
41120:357. 

8706110156 Forwards SER conditionally accepting VEP-NE-2, “Statistical DNBR Eval- 
uation Methodology.” Plant-specific packages will be submitted, reviewed & approved 
before methodology actually imoiemented. 

ENGLE.l =roii;c: Di.'octorato i- 2. 8//05/28. STEWART, W.L. Virginia Power (Virginia 
Elert’i: & .^ower Co.'- 3pp ^ 260:337-4 1260:34:i. 

“8706110167 SER accepting VEP-NE-2, “Statistical DNBR Evaluation Methodology," 
w/listed conditions. 

* NRC - No Detailed Affiliation Given. 87/05/28. 6pp. 41260:340-41260:345. 


f Endorsements 84,58,41,11, to NELIA Policy NF-186 NF-240 N 
316 & Mastei" Policy 1 resoeotivoiv. 

lNGLES,J.M_.^Ma'sr & M-oLcnr.an, Inc. 87/06/08. DINITZ.l Office of Nuclear Read 
Regulation, _i’'cc:or iPc.st 8/04- !). 6pp. 41380:281-41380:287. 


8706050183 Application for amends to Licenses DPR-32 & DPR-37, revising Tech Spec 
Table 3.21*1 by increasing from 12 to 14 number of general area smoke detectors in 
auxiliary bldg.Fee paid. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk). 3pp. 41192:341-41192:347. 
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-8706050186 Proposed Tech Specs, revising Table 3.21-1 by increasing from 12 to 14 
number of general area smoke detectors in auxiliary bldg. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/29. 4pp. 41192:344-41192:347. 

8706100030 Application for amend to Licenses DPR-32 & DPR-37.revising Tech Specs 
to reflect addl reorganization of QA organization. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 87/06/03. Document 
Control Branch (Document Control Desk). 3pp. 41233:346-41233:358. 

-8706100036 Proposed Tech Specs re reorganization of QA organization. 

* Virginia Power (Virginia Electric & Power Co.). 87/06/03. 10pp. 41233:349- 
41233:358. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150203 Withdraws 861126 request for approval of disposal of very low-level radio- 
active contaminated soil at plant. Work on radiological control area proceeded to point 
where disposal of soil not necessary. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/08. Document 
Control Branch (Document Control Desk). Ip. 41298:122-41298:122. 

8706150213 Supplemental application for amends to Licenses DPR-32 & DPR- 
37, changing Tech Specs re operation w/inoperable control rod, imposing detailed set 
of evaluation & surveillance requirements.SuppI adds addl requirements, per 870409 
telcon. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/08. Document 
Control Branch (Document Control Desk). 3pp. 41291:306-41291:314. 

-8706150217 Proposed Tech Specs re operation when control rod declared inoperable 
& shutdown margin requirement of Tech Spec 3.12.A.3.C satisfied. 

* Virginia Power (Virginia Electric & Power Co.). 87/06/08. 6pp. 41291:309-41291:314. 

8706180017 Summary of 870602 Operating Reactors Events Meeting re briefing senior 
managers from NRR.RES.AEOD & regional ofcs on events that occurred since 
870526 meeting, Attendees list, meeting viewgraphs & summary of reactor scrams 
end. 

LANNING.W. Events Assessment Branch. 87/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 15pp. 41393:197-41393:21 1. 

8706170209 Partial response to FOIA request. Forwards App E documents re 861209 
pipe rupture being made available in PDR.App D documents already available in 
PDR.App F documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/11. ZWELLING.J. 
Citizens Action for Safe Environment. 6pp. 41381:309-41382:296. 

-8706170232 Administrative Procedure ADM-89.13, "Secondary Piping Insps." 

MILLER, H.L Virginia Power (Virginia Electric & Power Co.). 86/10/28. 40pp, 
41381:316-41381:356. 

-8706170386 Forwards EDO principle correspondence including question by Asselstine 
re enforcement action following pipe break. 

JENKINS, G.R. Region 2, Office of Director. 87/04/20. REYES.L.A. Region 2. Office of 
Director. 1p. 41382:296*41382:296. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170441 Forwards list of all pressure isolation valves & testing criteria for plants in 
response to Generic Ltr 87-06, “Periodic Verification of Leak Tight Integrity of Pres- 
sure Isolation Valves." 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/12. Document 
Control Branch (Document Control Desk). 7pp. 41385:347-41385:353. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19, Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706120243 Ack receipt of 870423 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-280/87-03 & 50-281/87-03 & 870324 notice of violation. 
STOHR,J.P. Region 2, Office of Director. 87/05/19. STEWART. W.L. Virginia Power 
(Virginia Electric & Power Co.). Ip. 41271:251-41271:251. 

8706150032 Forwards Insp Repts 50-280/87-09 & 50-281/87-09 on 870405-0502. Vo 
violatios or deviations noted.Attention directed to unresolved item identified in 
repLMatter will be pursued during future insp. 

BROWNLEE,V.L Region 2, Office of Director. 87/05/21. STEWART. W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 41291:172-41291:186. 

-8706150038 Insp Repts 50-280/87-09 & 50-281/87-09 on 870405-0502.No violations 
identified. Major areas inspected:licensee actions on previous enforcement 
matters, plant operations, maint & surveillance & LER review & 10CFR21 reviews. 
HOLLAND, W.E., NICHOLSON, L.E„ GLOESEN.W.B. Region 2, Office of Director. 87/ 
05/21. 13pp. 41291:174-41291:186. 

8706030034 Fonvards Insp Repts 50-280/87-12 & 50-281/87-12 on 870504-08 & notice 
of violation. 

STOHR.J.P. Region 2, Office of Director. 87/05/26. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41147:220-41147:237. 

-8706030045 Notice of violation from insp on 870504-08. 

STOHR.J.P. Region 2. Office of Director. 87/05/26. 2pp. 41147:222-41147:223. 

-8706030060 Insp Repts 60-280/87-12 & 50-281/87-12 on 870504-08. Violation 
noted:failure to provide training to various members of emergency organization per 
emergency plan, 

TABAKA, A.E., DECKER, T.R. Region 2, Office of Director. 87/05/20. 14pp. 41147:224- 
41147:237. 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160603 Ack receipt of util 870520 ltr informing NRC of steps taken to correct viola- 
tion noted in Insp Repts 50-280/87-05 & 50-281/87-05 & forwarded by NRC 870420 
Itr.Response meets requirements of 10CFR2.201. 

REYES.L.A. Region 2. Office of Director. 87/06/05. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 1p. 41340:292-41340:292. 

8706250236 Forwards Enforcement Conference Repts 50-280/87-16 & 50-281/87-16 
on 8705 19. Further info on findings will be forwarded by separate ltr. 

GRACE, J.N. Region 2, Office of Director. 87/06/09. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41472:1 19-41472:153. 

”8706250249 Enforcement Conference Repts 50-280/87-16 & 50-281/87-16 on 
87051 9.Major areas inspected:improper routing of App R related cables in Unit 2 
cable vault & tunnel.LER 87-010-00 & util viewgraphs of listed presentation end. 
CANTRELL, F.S. Region 2, Office of Director. 87/06/08. 30pp. 41472:121-41472:153. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170209 Partial response to FOIA request. Forwards App E documents re 861209 
pipe rupture being made available in PDR.App D documents already available in 
PDR.App F documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/11. ZWELLING.J. 
Citizens Action for Safe Environment. 6pp. 41381:309-41382:296. 

-8706170302 Informs Augmented Insp Team (AIT) of activities during Jan 1987 in order 
to conclude AIT insp & issuance of insp rept. Insp rept based on 861217 draft execu- 
tive summary requested by 870109.AIT will recorv-'crte riunnq wk of 870112. 
PANCIERA.V.W. Region 2, Office of Director. rio/iP/iiO .■■■-.'q-.Oii 2, Office of Director. 
9pp. 4 1 382:054-4 1 382:062. 

-8706170377 Comments of draft IE Bulletin, “Thinning of Pipe Walls in Nuclear Power 
Plants." Issuance of bulletin unecessary due to aggressive response to Surry event by 
nuclear industry. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/04/08. 
ROSENTHAL.J.E, Reactor Operations Analysis Branch, 10pp. 41382:286-41382:295. 

8706240356 Forwards updated pressurizer drawings to be used in program for inservice 
insp & testing of ASME Code sys during second 10-yr interval for facility. Removal of 
stated drawings on Page 2-11 of program & insertion of end drawings requested. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/15. Document 
Control Branch (Document Control Desk). 4pp. 41455:097-41455:100. 

8706260054 Forwards Insp Repts 50-280/87-07 & 50-281/87-07 on 870504-08.Viola- 
tion described in rept subj of 870519 enforcement conference & under consideration 
for escalated enforcement action, 

GRACE, J.N. Region 2. Office of Director. 87/06/17. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41478:194-41478:225. 

-8706260062 Insp Repts 50-280/87-07 & 50-281/87-07 on 870504-08. Violations 
noted:improper routing of App R related cables.No deviations noted. 

HUNT.M.D.. WISEMAN, G.R.. FILLION.P.J. Region 2, Office of Director. 87/06/11. 
30pp. 41478:196-41478:225. 

8706260359 Forwards Insp Repts 50-280/87-10 & 60-281/87-10 on 870504-06 & 18-19 
& notice of violation. 

STOHR.J.P. Region 2, Office of Director. 87/06/17. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41481:285-41481:292. 

-8706260362 Notice of violation from insp on 870504-06 & 18-19. 

STOHR.J.P. Region 2, Office of Director. 87/06/17. 2pp. 41481:287-41481:288. 

-8706260367 Irisp Repts 50-280/87-10 & 50-281/87-10 on 870504-06 & 18-19. Viola- 
tions noted:failure to conduct annual physical inventory of all SNM & failure to main- 
tain adequate records for control of alt SNM. 

NINH.S.Q., MCALPINE.E.J. Region 2, Office of Director. 87/06/15. 4pp. 41481:289- 
41481:292. 


8706260121 Forwards Insp Repts 50-280/87-13 & 50-281/87-13 on 870503-0606.No 
violations noted. 

BROWNLEE. V.L Region 2. Office of Director. 87/06/18. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 41479:103-41479:114. 

-8706260128 Insp Repts 50-280/87-13 & 50-281/87-13 on 870503-0606.No violations 
noted.Major areas inspected:plant operations/ maint/surveillance, followup on inspec- 
tor-identified items & LER review. 

HOLLAND, W.E., NICHOLSON.LE., CANTRELL,F.S. Region 2, Office of Director. 87/ 
06/ 1 6. 1 0pp. 41479: 1 05-4 1 479: 114. 
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8706300871 Forwards Insp Repts 50-280/87-06 & 50-281/87-06 on 870323-27 & 0406- 
10 & notice of violation. Expresses concern re implementation of QA program & re- 
quests description of action taken for improvement of program in response Itr. 

JULIAN, C.A. Region 2, Office of Director. 87/06/18. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41501:018-41501:052. 

“8706300875 Notice of violation from insp on 870323-27 & 0406-10. 

JULIAN, C.A. Region 2, Office of Director. 87/06/18. 3pp. 41501:020-41501:022. 

“8706300886 Insp Repts 50-280/87-06 & 50-281/87-06 on 870323-27 & 0406- lO.Vio- 
lations noted:maint personnel failed to follow procedures. 

RUNYAN, M.F., GIBBS.R.D., MOORE, LR. Region 2, Office of Director. 87/06/12. 
30pp. 41501:023-41501:052. 

8706240098 Final response to FOIA request for documents re plant feedwater line 
failure. Forwards App H documents. App G & H documents available in PDR.Document 
listed in App I completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. ZWELLING.J. 
Citizens Action for Safe Environment. 5pp. 41456:213-41456:293. 

“8706240190 Forwards info re PRA-based interactive sys called Plant Risk Status Info 
Mgt Sys (PRISIM) to assist NRC inspectors in planning insp activity. Extends invitation 
to discuss PRISIM w/util personnel. W/o end. 

MORRIS,B. Division of Reactor System Safety (860720-870413). 87/01/12. 
SOMMERS, D. Virginia Power (Virginia Electric & Power Co.). Ip. 41456:255- 
41456:255. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.’* Svc list end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029. “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

C',;nn:No‘'AV.'^ F: Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safe.; i-'c.s: 6 Z-'s 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706240070 Monthly operating repts for May 1987.W/870615 Itr. 

JONES, V.H., S"EVVART,W.T. Virginia Power (Virginia Electric & Power Co.). 87/05/ 
31. 21pp. 41438:196-41438:216. ^ 


S. Reportable occurrences, LERs & related correspondence 


8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR.RES.AEOD & regional ofes on events which occurred 
«fince 8'='05^ 2 meeting Event? discussed A significant elements of events end 
-Ar;N!\G'A F..v.n:f5 Ab:.^oss.-“v:ft Era-rn 87/05/21. ROSSl.C.E. Division of Oper- 
atic-a rA-..-.:': ■Vvci'.ssmer: iFcs; HT,-'.: ■). 10pp. 41128:003-41128:012. 

8706150166 PNO-ll-87-032:updates PNO-ll-87-029.Util determined that partial closure of 
isolation valve which brought about reactor scram on 870516 caused by shearinq of 
''2've stor above backseat.Metallurgist evaluating break. 

r”.-! l =S. Region 2, Office of Director. 87/05/21. Ip. 41298:114- 

41298:114. 


8706160290 RO:on 87051 6, automatic shutdown on low reactor coolant flow in one loop 
c;x:.:cr:ii'ic5;.! Da.irvjd by ■■nochanical failure of reactor coolant loop stop valve Effects 


coolant loop stojp valve.Effects 
Document 


8706250248 PNO-ll-87-037:on 870607, licensee entered 2^ h lirritrq ccnr‘:*ion for oper- 
ation when outside recirculation spray pump B failed po'odic s^rv-iJarv'-^ test due to 
A bw discharge pressure.Unit shut down. 

N C-V.' ":._LL = Region 2, Office of Director. 87/06/09, Ip, 41474:153- 
41474:153. 



8706230353 LER p-011-00:on 87051 6, low flow reactor trip occurred. Caused bv hot 
leg loop stop valve stem failure permitting disc to drop, blocking loop flow. Procedure 
roviscd rpduce stress on valve ste^' W/B'7C612 'tr. 

E.e::lric & Power Co.). 87/06/12. 4pp. 


8706240098 ^nal response to FOIA request for documents re plant feedwater line 

^ documents available in PDR.Document 
listed in App 1 completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Pest 870^13). 67/06/19 ZWELLING J 
Citizens Action for Safe Environment. 5pp. 41456:21 3-11456:293. ' 

When steam vent 

r.'. Oip.-ig dserc-agma from piping sup- 

fc-'s-Ci!”':; -V -‘‘■■v;.,! '.X' - Dcied.Nf-ws "elease end. 

^ - ' ---torate of Licensing. 32pp. 41456:21 9-41 456-250 


'"cr.:s;::;i.jes:et: wthin 30 days. 

Directorate of Licensing. 72/10/11 
r.ieclr:c & Power Co.). 2pp. 41456:251- 

RC DeYoung 721011 Itr re high temps 


“8706240250 Requests description of NRC approach to problem of corrosion & erosion 
in feedrings & J-tubes based on 870312 Nucleonics Wk article re French investigation 
into pipe wall thirr'ng. Raticnalr. for not citing util for poor GDC-1 also requested 
ASSELSTINE.J K. Cur-nisamrers. 87/04/13. STELLO.V. Office of the Executive Di- 
rector for Operations. 3pp. 41456:256-41456:258. 


V. Operator Examinations 


8706240176 Informs that revised start-up certification program reviewed & proqram 
meets intent of App F of NUREG-0094 & acceptable. Advises that revised 10CFR55 
& conforming amends published in FR on 870325 will no longer require accredited 
programs. 



Y. Dry Cask Independent Spent Fuel Storage Installations 


8706120071 Forwards Rev 11 to ISFSI nuclear security personnel training & qualifica- 
tion program.Rev withheld (ref 10CFR73.21). ^ ^ 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk). Ip. 41272:247-41272:247. 


DOCKET 50-281 SURRY POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8706030034 Forwards Insp Repts 50-280/87-12 & 50-281/87-12 on 870504-08 & notice 
of violation. 

STOHR.j p. Region 2, Office of Director. 87/05/26. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41 147:220-41 147:237. 

“8706030045 Notice of violation from insp on 870504-08. 

STOHR.J.P. Region 2, Office of Director. 87/05/26. 2pp. 41147:222-41147:223. 

“8706030060 Insp Repts 50-280/87-12 & 50-281/87-12 on 870504-08. Violation 
noted:failure to provide training to various members of emergency organization per 
emergency plan. ^ ^ n r 

TABAKA, A.E. Region 2, Office of Director. 87/05/20. 14pp. 41 147:224-41147:237. 

8706050^3 Application f9r amends to Licenses DPR-32 & DPR-37, revising Tech Spec 
Table 3.21-1 by increasing from 1 2 to 14 number of general area smoke detectors in 
auxiliary bldg. Fee paid. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk). 3pp. 41192:341-41192:347. 

“8706050186 Proposed Tech Specs, revising Table 3.21-1 by increasing from 12 to 14 
number of general area smoke detectors in auxiliary bldg. 

Virginia Power (Virginia Electric & Power Co.). 87/05/29. 4pp. 41192:344-41192:347. 

8706120071 Fowards Rev 11 to ISFSI nuclear security personnel training & qualifica- 
tion program.Rev withheld (ref 10CFR73.21). ^ ^ 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk). Ip. 41272:247-41272:247. 

8706250236 Forwards Enforcement Conference Repts 50-280/87-16 & 50-281/87-16 
findings will be forwarded by separate Itr. 

GRACE.J N. Region 2. Office of Director. 87/06/09. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41472:1 19-41472:153. ^ 

Enforcement Conference Repts 50-280/87-16 & 50-281/87-16 on 
’’Outing of App R related cables in Unit 2 
rSiTRn I c '''®wgraphs of listed presentation end. 

CANTRELL,F.S. Region 2, Office of Director. §7/06/08. 30pp, 41472:121-41472:153. 

understanding that util fully implemented actions required by 
m A “Emergency Response Facing & Item 

iii.A.2.2, Meteorological Data Upgrade. 

^7/06/12. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 41435:249-41435:251. 

8706260054 Fo^rwards insp Repts 50-280/87-07 & 50-281/87-07 on 870504-08.Viola- 
of 870519 enforcement conference & under consideration 
for escalated enforcement action. 

? Director. 87/06/17. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41478:194-41478:225. ^ 

-.8706260062 Insp Repts 50-280/87-07 & 50-281/87-07 on 870504-08. Violations 
HiS'S “bles.No deviations noted. 

M/'?i; 3bpp.'1?4™-4^4^^^^ 

429^169"'^ (Virginia Electric & Power Co.). 87/06/19. 22pp. 


G. Adjudicatory correspondence 


WWW If f .....wwvwi w uwwidiwii unuei luurnz.iiUD.' NO Dasis exlsts for Initiatinc sh 

ptenTperCAS^E 86121^1 nlS "9 j^^sis exists to suspend operation 

MURLFY expires 870630. 

3701 Director (Post 870411). 

3701. 87/06/05. NRC - No Detailed Affiliation Given. 47pp. 41225:212-41225:268. 
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P. Opera^ng license stage documents & correspondence 

8706090109 Forwards EGG-NTA-7633, ‘Technical Evaluation Rept TMI Action - 
NUREG-0737 (II.D.1) Relief & Safety Valve Testing, Surry Units 1 & 2." Util submittals 
reconfirm that GDC 14,15 & 30 met. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6492. 87/03/23. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41213:118-41213:150. 

-8706090117 “Technical Evaluation Rept TMI Action-NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing Surry Units 1 & 2," informal rept. 

YUAN.C.Y., NALEZNY,C.L. EG&G Idaho, Inc. (subs, of EG&G. Inc.). YUAN.C.Y. Idaho 
National Engineering Laboratory. FIN A-6492. EGG-NTA-7633. 87/03/31. NRC - No 
Detailed Affiliation Given. 32pp. 41213:119-41213:150. 

8706050297 Forwards final rept,EGG-NTA-7625, “Conformance to Item 2.1 (Part 2) Ge- 
neric Ltr 83-28,Reactor Trip Sys Vendor Interface, North Anna 1 & 2 & Surry 1 & 2.” 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tiora! F-oineerino laboratory. FIN D-6001. 87/04/14. CARRINGTON.M. Office of Nu- 
:: oa' Fcacior Royuialicn, Director (Post 870411). Ip. 41203:141-41203:155. 

-8706050302 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, North Anna 1 & 2 & Surry 1 & 2," final informal rept. 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER, F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7625. 87/04/30. NRC - No Detailed 
Affiliation Given. 13pp. 41203:142-41203:155. 

8706080129 Forwards EGG-NTA-7378, "Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment Classification for all Other Safety- Related Components:Surry 1 & 2," final 
informal rept.Plant conforms to generic ltr item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/17. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip, 41210:256-41210:275. 

-8706080133 “Conformance to Generic Ltr 83-28,ltem 2.2.1 - Equipment Classification 
for all Other Safety-Related Components: Surry 1 & 2,” final informal rept. 
VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7378. 87/04/30. NRC - No 
Detailed Affiliation Given. 19pp. 41210:257-41210:275. 

8706260290 Forwards EGG-NTA-7612, “Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safety- Related Components.North Anna 
Units 1 & 2 & Surry Units 1 & 2," final informal rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
ticna' Fngir:oering Laboratory. FIN D-6001. 87/05/01. CARRINGTON.M. Office of Nu- 
CiOar roacicr Regulation, Director (Post 870411). Ip. 41482:241-41482:257. 

-8706260296 “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface Pro- 
grams for All Other Safety-Related Components, North Anna Units 1 & 2 & Surry 
Units 1 & 2," informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN 0-6001. EGG-NTA-7612. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41482:242-41482:257. 

8706020023 Application for amends to Licenses DPR-32 & DPR-37,changing Tech Spec 
Sections 3.7 to reformat & upgrade Table 3.7.1, “Reactor Trip Instrumentation Operat- 
ing Conditions" & 4.1 to modify surveillance requirements for reactor trip. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/22. Document 
Control Branch (Document Control Desk). 2pp. 41133:294-41133:323. 

-8706020046 Proposed changes to Tech Specs 3,7 & 4.1, upgrading Table 3.7-1, “Re- 
actor Trip Instrument Operating Conditions" & modifying surveillance requirements for 
reactor trip sys interlocks & reactor protection sys,respectively. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/22. 28pp. 41133:296- 
41133:323. 

8706010272 Application for amends to Licenses DPR-32 & DPR-37 supporting planned 
fuel design change from Westinghouse Low Parasitic 15x15 (LOPAR) fuel assembly to 
modified 15x15 optimized fuel assembly.Fee paid. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/26. Document 
Control Branch (Document Control Desk). 2pp, 41120:298-41120:357. 

-8706010287 Proposed Tech Specs supporting planned fuel desing change from Wes- 
tinghouse Low Parasitic 15x15 (LOPAR) fuel assembly to modified 15x15 optimized 
fuel assembly, 

* Virginia Power (Virginia Electric & Power Co.). 87/05/26. 58pp. 41120:300- 
41120:357. 

8706110156 Fonwards SER conditionally accepting VEP-NE-2, “Statistical DNBR Eval- 
uation Methodology." Plant-specific packages will be submitted, reviewed & approved 
before methodology actually implemented. 

ENGLE.L. Project Directorate 11-2. 87/05/28. STEWART.W.L. Virginia Power (Virginia 
Electric & Power Co.). 3pp. 41260:337-41260:345. 

-8706110167 SER accepting VEP-NE-2, “Statistical DNBR Evaluation Methodology," 
w/listed conditions. 

* NRC - No Detailed Affiliation Given. 87/05/28. 6pp. 41260:340-41260:345. 

8706050183 Application for amends to Licenses DPR-32 & DPR-37, revising Tech Spec 
Table 3.21-1 by increasing from 12 to 14 number of general area smoke detectors in 
auxiliary bldg. Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk). 3pp. 41192:341-41192:347. 

-8706050186 Proposed Tech Specs, revising Table 3.21-1 by increasing from 12 to 14 
number of general area smoke detectors in auxiliary bldg. 

* Virginia Power (Virginia Electric & Power Co,), 87/05/29. 4pp. 41192:344-41192:347. 

8706100030 Application for amend to Licenses DPR-32 & DPR-37, revising Tech Specs 
to reflect addi reorganization of QA organization. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.), 87/06/03. Document 
Control Branch (Document Control Desk). 3pp. 41233:346-41233:358. 

-8706100036 Proposed Tech Specs re reorganization of QA organization. 

* Virginia Power (Virginia Electric & Power Co.). 87/06/03. 10pp. 41233:349- 
41233:358. 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4,0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150203 Withdraws 861126 request for approval of disposal of very low-level radio- 
active contaminated soil at plant. Work on radiological control area proceeded to point 
where disposal of soil not necessary. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/08. Document 
Control Branch (Document Control Desk). Ip. 41298:122-41298:122. 

8706150213 Supplemental application for amends to Licenses DPR-32 & DPR- 
37.changing Tech Specs re operation w/inoperable control rod, imposing detailed set 
of evaluation & surveillance requirements.SuppI adds addI requirements, per 870409 
telcon. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/08. Document 
Control Branch (Document Control Desk). 3pp. 41291:306-41291:314. 

-8706150217 Proposed Tech Specs re operation when control rod declared inoperable 
& shutdown margin requirement of Tech Spec 3.12.A.3.C satisfied. 

• Virginia Power (Virginia Electric & Power Co,). 87/06/08. 6pp. 41291:309-41291:314, 

8706180017 Summary/ of 87060.2 Onerating Reactors Events Meeting re briefing senior 
managers from NRR,.RES.AL:OD & regional ofcs on events that occurred since 
870526 meeting, Attendees list, meeting" viewgraphs & summary of reactor scrams 
end. 

LANNING.W. Events Assessment Branch. 87/06/08. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 15pp. 41393:197-41393:211. 

8706170209 Partial response to FOIA request. Forwards App E documents re 861209 
pipe rupture being made available in PDR.App D documents already available in 
PDR.App F documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. ZWELLING.J. 
Citizens Action for Safe Environment, 6pp. 41381:309-41382:296. 

-8706170232 Administrative Procedure ADM-89.13, “Secondary Piping Insps." 
MILLER.!-!.! Vi-c'ni,?. Power (Virginia Electric & Power Co.). 86/10/28. 40pp. 

4l5B::3-.6-4138r:356 

“8706170247 Special Test Procedure 2-ST-191, “Special Test to Inspect Operation of 
Mainsteam Trip Valve TV-MS-201 C." 

MI1.!.ER.'-*.L. Vkginia Power (Virginia Electric & Power Co.). 86/12/12. 33pp. 
4 !GS':357-4 1382:029. 

-8706170279 Interim Rept 1, “Main Feedwater Pump Suction Pipe Rupture Incident." 

• Virginia Power (Virginia Electric & Power Co.). 86/12/29, 24pp. 41382:030- 
41382:053. 

-8706170314 Rev 0 to “Surry Unit 2 Reactor Trip & Feedwater Pipe Failure Rept." 

• Virginia Power (Virginia Electric & Power Co.). 87/01/12. 146pp. 41382:063- 
41382:208. 

-8706170328 Forwards util rept “Surry Unit 2 Reactor Trip & Feedwater Pipe Failure," 
prcvidinc dctnled info on 861209 incident, recovery plan & corrective actions. 
STEWART, A- ... Virginia Power (Virginia Electric & Power Co.). 87/01/14. GRACE, J.N. 
Region 2, Office of Director. 2pp. 41382:209-41382:210. 

-8706170360 Ack receipt of 871227 ltr forwarding end re secondai 7 piping sys aging 
effect insp of Kansai nuclear power plants. NRC Accident Investigation Team Rept 
scheduled for early Feb.Preliminary answers to questions end. 

HAUBER,R.D. NRC - No Detailed Affiliation Given. 87/01/28. KANDA.S. Japan, Govt, 
of. 3pp. 41382:211-41382:285. 

-8706170386 Forwards EDO principle correspondence including question by Asselstine 
re enforcement action following pipe break. 

JENKINS,G.R. Region 2, Office of Director. 87/04/20. REYES, LA. Region 2, Office of 
Director. Ip. 41382:296-41382:296. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170441 FonA^ards list of all pressure isolation valves & testing criteria for plants in 
response to Generic Ltr 87-06, “Periodic Verification of Leak Tight Integrity of Pres- 
sure Isolation Valves." 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/12. Document 
Control Branch (Document Control Desk). 7pp. 41385:347-41385:353. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8706120243 Ack receipt of 870423 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-280/87-03 & 50-281/87-03 & 870324 notice of violation. 
STOHR,J.P. Region 2, Office of Director. 87/05/19. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). Ip. 41271:251-41271:251. 

8706150032 Forwards Insp Repts 50-280/87-09 & 50-281/87-09 on 870405-0502.Vo 
violatios or deviations noted.Attention directed to unresolved item identified in 
repLMatter will be pursued during future insp. 

BROWNLEE.V.L. Region 2. Office of Director. 87/05/21. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 41291:172-41291:186. 

-8706150038 Insp Repts 50-280/87-09 & 50-281/87-09 on 870405-0502.No violations 
identified.Major areas inspected:licensee actions on previous enforcement 
matters.plant operations.maint & surveillance & LER review & 10CFR21 reviews. 
HOLLAND.W.E., NICHOLSON, L.E., GLOESEN.W.B. Region 2, Office of Director. 87/ 
05/21. 13pp. 41291:174-41291:186. 
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8706030034 Forwards Insp Repts 50-280/87-12 & 50-281/87-12 on 870504-08 & notice 
of violation. 

STOHR.J.P. Region 2, Office of Director. 87/05/26. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41147:220-41147:237. 

-8706030045 Notice of violation from insp on 870504-08. 

STOHR.J.P. Region 2. Office of Director. 87/05/26. 2pp. 41147:222-41147:223. 

-8706030060 Insp Repts 50-280/87-12 & 50-281/87-12 on 870504-08. Violation 
noted:failure to provide training to various members of emergency organization per 
emergency plan. 

TABAKA, A.E.. DECKER, T.R. Region 2, Office of Director. 87/05/20. 14pp. 41147:224- 
41147:237. 


8705200749 NRC info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706160603 Ack receipt of util 870520 Itr informing NRC of steps taken to correct viola- 
tion noted in Insp Repts 50-280/87-05 & 50-281 /87-05 & forwarded by NRC 870420 
Itr.Response meets requirements of 10CFR2.201. 

REYES, LA. Region 2, Office of Director. 87/06/05. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.), ip. 41340:292-41340:292. 

8706250236 Forwards Enforcement Conference Repts 50-280/87-16 & 50-281/87-16 
on 87051 9.Further info on findings will be forwarded by separate Itr. 

GRACE, J.N. Region 2, Office of Director. 87/06/09. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41472:119-41472:153. 

-8706250249 Enforcement Conference Repts 50-280/87-16 & 50-281/87-16 on 
87051 9.Major areas inspected:improper routing of App R related cables in Unit 2 
cable vault & tunnel.LER 87-010-00 & util viewgraphs of listed presentation end. 
CANTRELL.F.S. Region 2, Office of Director. 87/06/08. 30pp. 41472:121-41472:153. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York. Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit.Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170209 Partial response to FOIA request. Forwards App E documents re 861209 
pipe rupture being made available in PDR.App D documents already available in 
P0R.App F documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. ZWELLING.J. 
Citizens Action for Safe Environment. 6pp. 41381:309-41382:296. 

-8706170302 Informs Augmented Insp Team (AIT) of activities during Jan 1987 In order 
to conclude AIT insp & issuance of Insp rept. Insp rept based on 861217 draft execu- 
tive summary requested by 870109.AIT will reconvene during wk of 870112. 

FANCIER A, V.W. Region 2, Office of Director. 86/12/29. Region 2. Office of Director 
9pp. 41382:054-41382:062. 


-8706170377 Comments of draft IE Bulletin, “Thinning of Pipe Walls in Nuclear Power 
Plants. ' Issuance of bulletin unecessary due to aggressive response to Surry event bv 
nuclear industry. ' 

Virginia Power (Virginia Electric & Power Co.). 87/04/08. 
ROSENTHAL. J.E, Reactor Operations Analysis Branch. 10pp. 41382:286-41382:295. 

8706240356 Forwards updated pressurizer drawings to be used in program for inservice 
irisp & testing of ASME Code sys during second 10-yr inten/al for facility.Removal of 
program & insertion of end drawings requested. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/06/15. Document 
Control Branch (Document Control Desk). 4pp. 41455:097-41455:100. 

87062^54 Forwards Insp Repts 50-280/87-07 & 50-281/87-07 on 870504.08.Viola- 
tion described in rept subj of 870519 enforcement conference & under consideration 
for escalated enforcement action. 

GRACE, J.N. Region 2. Office of Director. 87/06/17. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41478:194-41478:225. 

-87(»62^2 Insp Repts 50-280/87-07 & 50-281/87-07 on 870504-08. Violations 
0^ App R related cables. No deviations noted. 
30 pP^41478*191m^^^ FILLION.P.J. Region 2. Office of Director. 87/06/11, 


8706260359 Forwards Insp Repts 50-280/87-10 & 50-281/87-10 on 870504-06 & 18- 
& notice of violation. 

STOHR,J P, Region 2. Office of Director. 87/06/17, STEWART.W.L. Virginia Pow 
(Virginia Electnc & Power Co.). 2pp. 41481:285-41481 :292. ^ 


violation from insp on 870504-06 & 18-19. 

STOHR.J.P. Region 2, Office of Director. 87/06/17. 2pp, 41481:287-41481:288. 


-8706260367 Ifisp Repts 50-280/87-10 & 50-281/87-10 on 870604-06 & 18-19 Viols 
conduct annual physical inventory of all SNM & failure to mair 
Jan adequate records for control of all SNM. 

41481^^’ Region 2, Office of Director. 87/06/15. 4pp. 41481:285 


F^ards Insp Repts 50-280/87-13 & 50-281/87-13 on 870503-0606.h 
vioiaaons noted. 

BROWNLEE.y.L Region 2. Office of Director. 87/06/18. STEWART W.L Viroin 
Power (Virginia Electnc & Power Co.). 2pp. 41 479:1 03-41 479:1 1 4 . ® 


-8706260128 Insp Repts 50-280/87-13 & 50-281/87-13 on 870503-0606.No violations 
noted.Major areas inspected:plant operations/ maint/surveillance.followup on inspec- 
tor-identified items & LER review. 

HOLLAND, W.E.. NICHOLSON, L.E., CANTRELL.F.S. Region 2. Office of Director. 87/ 
06/16. 1 0pp. 41 479:1 05-41 479:1 1 4. 

8706300871 Forwards Insp Repts 50-280/87-06 & 50-281/87-06 on 870323-27 & 0406- 
10 & notice of violation, Expresses concern re implementation of QA program & re- 
quests description of action taken for improvement of program in response Itr. 
JULIAN.C.A, Region 2, Office of Director. 87/06/18. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41501:018-41601:052. 

-8706300875 Notice of violation from insp on 870323-27 & 0406-10. 

JULIAN.C.A. Region 2, Office of Director. 87/06/18. 3pp. 41501:020-41501:022. 

-8706300886 Insp Repts 50-280/87-06 & 50-281/87-06 on 870323-27 & 0406- 10. Vio- 
lations noted:maint personnel failed to follow procedures. 

RUNYAN, M.F,, GIBBS, R.D., MOORE, LR. Region 2, Office of Director. 87/06/12. 
30pp. 41501:023-41501:052. 

8706240098 Final response to FOIA request for documents re plant feedwater line 
failure.Forwards App H documents.App G & H documents available in PDR. Document 
listed in App I completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. ZWELLING.J. 
Citizens Action for Safe Environment. 5pp. 41456:213-41456:293. 

-8706240190 Forwards info re PRA-based interactive sys called Plant Risk Status Info 
Mgt Sys (PRISIM) to assist NRC inspectors in planning insp activity. Extends invitation 
to discuss PRISIM w/util personnel.W/o end. 

MORRIS, B. Division of Reactor System Safety (860720-870413). 87/01/12. 
SOMMERS, D. Virginia Power (Virginia Electric & Power Co,). Ip. 41456:255- 
41456:255. 

8706170115 NRC Info Notice 87-028. "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp, 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706240070 Monthly operating repts for May 1987.W/870615 Itr. 

JONES, V.H., STEWART, W.T. Virginia Power (Virginia Electric & Power Co.). 87/05/ 
31. 21pp. 41438:196-41438:216. 


S. Reportable occurrences, LERs & related correspondence 

8706180335 FOIA request for listed info re Dec 1986 accident at facility that killed four 
employees & injured four other employees when pipe burst. 

NOLAN, H.L Hadco & Associates, Inc. 87/04/29. MERSCHOFF.E.W. Vendor Inspec- 
tion Branch. Ip. 41392:181-41392:181. 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR.RES.AEOD & regional ofcs on events which occurred 
since 870512 meeting.Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
eyerits which occurred since 870330 meeting. List of attendees, events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706180337 Final response to FOIA request for documents re reactor trip & feedwater 
pipe failure event. Forwards App B documents.Apps A & B documents also available in 
PDR.No records found in response to Category 1 of request. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/16. NOLAN.H.L. 
Hadco & Associates, Inc. 3pp. 41392:182-41392:186. 

-8706180351 Package consisting of undated chart on matls & undated Reportable 
Event 07140 on unevaluated info re 861209 event. 

• NRC - No Detailed Affiliation Given. 87/06/16. 2pp. 41392:185-41392:186. 

8706240098 Final response to FOIA request for documents re plant feedwater line 
failure.Forwards App H documents.App G & H documents available in PDR.Document 
listed in App I completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. ZWELLING.J. 
Citizens Action for Safe Environment. 5pp. 41456:213-41456:293. 

—8706240250 Requests description of NRC approach to problem of corrosion & erosion 
in feedrings & J-tubes based on 870312 Nucleonics Wk article re French investigation 
into pipe wall thinning. Rationale for not citing util for poor GDC-1 also requested. 
ASSELSTINE,J.K. Commissioners. 87/04/13. STELLO.V. Office of the Executive Di- 
rector for Operations. 3pp. 41456:256-41456:258. 

-8706240276 Package consisting of NRR presentation to ACRS re 870115 technical 
meeting to consider generic implications of facility feedwater line failure & J Rosenthal 
"Failure of Main Feedwater Pipe 861209" outline. 

BOSNAK.R. Engineering Issues Branch. 87/02/05. 19pp. 41456:259-41456:293. 


V. Operator Examinations 

8706240176 Informs that revised start-up certification program reviewed & program 
meets Intent of App F of NUREG-0094 & acceptable. Advises that revised 10CFR55 
& conforming amends published in FR on 870325 will no lonqer require accredited 
programs. ** 

PATEL, C.P. Project Directorate II-2. 87/06/18. STEWART.W.L Virginia Power (Virgin- 
ia Electnc & Power Co.). 4pp. 41 448:357-41 448:360 
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Y. Dry Cask Independent Spent Fuel Storage Installations 

8706120071 Forwards Rev 11 to ISFSI nuclear security personnel training & qualifica- 
t'or crog'-aiT! Rev withheld (ref 10CFR73.21). 

STE'.VART.'.V.L. Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk). Ip. 41272:247-41272:247. 


DOCKET 50-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706220515 Responds to NRC 870417 Itr re violations noted in App R insp on 870302- 
oe.Corrective actions:installation of all redundant fusing circuitry under Mod 86L927 
completed & addi emergency lighting procured. 

LARSON, C.E. Northern States Power Co. 87/05/15. HARRISON, J.J. Region 3, Office 
of Director. 5pp. 41418:296-41418:300. 

8706120272 Forwards Insp Repts 50-282/87-07 & 50-306/87-07 on 870511-15 re secu- 
rity aspects of plant. No violations noted. Security program well managed & receiving 
appropriate level of util corporate & plant support. 

AXELSON,W.L. Region 3, Office of Director. 87/06/08. LARSON, C.E. Northern States 
Power Co. 2pp. 41279:212-41279:214. 

-8706120290 Partially withheld Insp Repts 50-282/87-07 & 50-306/87-07 on 870511-15 
(ref 10CFR73.21).No noncompliance noted.One open item identified re physical loca- 
tion of alarm station. Major areas inspected:mgt effectiveness & security organization. 
DROUIN.B., CREED, J.R. Region 3. Office of Director. 87/06/05, Ip. 41279:214- 
41279:214. 

8706300978 Forwards special Mid-SALP Insp Repts 50-282/87-06 & 50-306/87-06 on 
87051 1-1 5.No violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/06/12. LARSON,C.E. Northern 
States Power Co. 2pp. 41504:218-41504:235. 

-8706300985 Mid-SALP Insp Repts 50-282/87-06 & 50-306/87-06 on 87051 1-1 5.No 
violations noted.Major areas inspected: operations,radiological 

protection,security,emergency preparedness & intrumentation & controls. 

HAGUE,R.L., NEISLER,J.H„ GRANT,W.B. Region 3, Office of Director. 87/06/12. 
16pp. 41504:220-41504:235. 


P. Operating license stage documents & correspondence 

8706050048 Forwards EGG-NTA-7422, “Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment CLassification for All Other Safety- Related Components: Prairie Island 
Units 1 & 2,’’ final technical evaluation rept.Plant conforms to generic Itr. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/07. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41200:268-41200:286. 

"8704300244 “Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classification 
for All Other Safety-Related Components, Prairie Island 1 & 2," technical evaluation 
rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7422. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41200:269-41200:286. 

8706110158 Submits results of review of mod to RHR sys HX inlet temp sensor.per 
851127 request.Drawing showing termination of wire leader details & use of fiber optic 
cable acceptable. 

CRUTCHFIELD, D. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/06/01. MUSOLF,D.M. Northern States Power Co, 4pp. 41260:346- 
41260:349, 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706220113 Forwards list, in response to Generic Ltr 87-06, “Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves.” List includes all pressure isolation valves 
at plant & description of periodic tests performed. 

MUSOLF.D. Northern States Power Co, 87/06/11. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41410:286-41410:291. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

M1RAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706220515 Responds to NRC 870417 Itr re violations noted in App R insp on 870302- 
06.Corrective actions:installation of all redundant fusing circuitry under Mod 86L927 
completed & addI emergency lighting procured. 

LARSON,C.E. Northern States Power Co. 87/05/15. HARRISON, J.J. Region 3, Office 
of Director. 5pp. 41418:296-41418:300. 

8706110197 Forwards “Inservice Insp - Exam Summary 870220-0303,Forced Eddy Cur- 
rent Outage,lnsp Period 1 Second Interval,” 

MUSOLF.D. Northern States Power Co, 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 1p. 41266:159-41266:258. 

"8706110210 “Inservice Insp Exam Summary, 870220-0303, Forced Eddy Current 
Outage, Insp Period 1 ,Seconci Interval,” 

DAHLMAN.LC., KELLERHALL.R.A., RICKER.J.L. Northern States Power Co. 87/05/ 
05. 99pp. 41266:160-41266:258. 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706080123 Responds to NRC 870501 Itr re violation noted in Insp Repts 50-282/87-03 
& 50-306/87-03.Corrective actions:preheatup checklists revised to require that ventila- 
tion annunciator bypass switches returned to normal. 

LARSON,C.E. Northern States Power Co. 87/05/29. GULDEMOND.W.G. Region 3, 
Office of Director. 4pp. 41218:091-41218:093. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706120272 Forwards Insp Repts 50-282/87-07 & 50-306/87-07 on 870511-15 re secu- 
rity aspects of plant.No violations noted. Security program well managed & receiving 
appropriate level of util corporate & plant support. 

AXELSON.W.L. Region 3, Office of Director. 87/06/08. LARSON.C.E. Northern States 
Power Co. 2pp. 41279:212-41279:214. 

"8706120290 Partially withheld Insp Repts 50-282/87-07 & 50-306/87-07 on 870511-15 
(ref 10CFR73.21).No noncompliance noted.One open item identified re physical loca- 
tion of alarm station.Major areas inspected:mgt effectiveness & security organization. 
DROUIN.B., CREED.J.R. Region 3, Office of Director. 87/06/05. Ip. 41279:214- 
41279:214. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706160618 Forwards Mgt Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 
on 870526. 

HEHL.C.W. Region 3. Office of Director. 87/06/10. LARSON.C.E. Northern States 
Power Co. 2pp. 41335:027-41335:031. 

"8706160626 Mgt Meeting Repts 50-263/87-08.50-282/87-10 & 50-306/87-10 on 
870526.Areas discussed:operator licensing program implementation & methods to im- 
prove performance in operator licensing. 

BURDICK.T.M. Region 3, Office of Director. 87/06/08, 3pp. 41335:029-41335:031. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit.Wrong Train or Wrong Component Events.” Svc list 
end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706300978 Forwards special Mid-SALP Insp Repts 50-282/87-06 & 50-306/87-06 on 
87051 1-1 5.No violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/06/12. LARSON.C.E. Northern 
States Power Co. 2pp. 41504:218-41504:235. 

"8706300985 Mid-SALP Insp Repts 50-282/87-06 & 50-306/87-06 on 87051 1-15.No 
violations noted.Major areas inspected: operations.radiological 

protection, security, emergency preparedness & intrumentation & controls. 

HAGUE.R.L, NEISLER.J.H., GRANT. W.B. Region 3, Office of Director. 87/06/12. 
16pp. 41504:220-41504:235. 

8706300893 Forwards Safety Insp Repts 50-282/87-05 & 50-306/87-05 on 870419- 
0530. No violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/06/16. LARSON.C.E. Northern 
States Power Co. 2pp. 41499:051-41499:062. 

"8706300897 Insp Repts 50-282/87-05 & 50-306/87-05 on 87041 9-0530.No violations 
noted.Major areas inspected:previous insp findings.plant operational 
safety, maint.surveillances.ESF sys.refueling, facility mods.training & followup on LERs. 
DEFAYETTE.R. Region 3, Office of Director. 87/06/16. 10pp. 41499:053-41499:062. 

8706240327 Forwards Safety Insp Repts 50-282/87-08 & 50-306/87-08 on 870520.No 
violations noted. 

HEHL,C.W. Region 3, Office of Director. 87/06/18. LARSON.C.E. Northern States 
Power Co. 2pp. 41455:005-41455:011. 

"8706240330 Insp Repts 50-282/87-08 & 50-306/87-08 on 870520.No violations 
noted.Major areas inspected:licensee action to determine cause of Emergency Gener- 
ator D2 lower crankshaft thrust bearing failure & plan to monitor bearings. 

MAURA, F., WRIGHT, G. Region 3, Office of Director. 87/06/17. 5pp. 41455:007- 
41455:011. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706170123 Monthly operating repts for May 1987.W/870609 Itr. 

DUGSTAD,D., MUSOLF.D. Northern States Power Co. 87/05/31. 10pp. 41369:349- 
41369:358. 
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S. Reportable occurrences, LERs & related correspondence 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting. List of attendees, events discussed & 
significant elements of events & summary of reactor scrams S. s'cnifinant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. =DSSi.S.= l>visc". of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706170009 PNO-lll-87-081:on 870610, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY.W. Region 3, Office of Director. 87/06/11. Ip. 41371:148-41371:148. 

8706240096 LER 87-006-00:on 870520, inadvertent automatic start of auxiliary feedwater 
pump occurred while steam generator 12 being drained in preparation for plugging 
one tube.Caused by personnel error.Personnel counseled.W/870619 Itr. 
HUNSTAD,A.A.. MUSOLF.D. Northern States Power Co. 87/06/19. 3pp. 41438:302- 
41438:304. 


V. Operator Examinations 

8706110399 Fonwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region III. Presentations will incorporate Rev 4 
of NUREG- 0121, ‘‘Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 

8706160618 Forwards Mgt Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 
on 870526. 

HEHL.C.W. Region 3, Office of Director. 87/06/10. LARSON,C.E. Northern States 
Power Co. 2pp. 41335:027-41335:031. 

-8706160626 Mat Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 on 
870526.Areas dscussed:operator licensing program implementation & methods to im- 
prove performance in operator licensing. 

BURDICK,T.M. Region 3, Office of Director. 87/06/08. 3pp. 41335:029-41335:031. 


DOCKET 50-284 IDAHO STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706180231 Advises of recent reorganization of NRR & assignment of T Michaels as 
project manager for facility. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
RICE,L.H. Idaho State Univ., Pocatello, ID. 3pp. 41392:173-41392:175. 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706010305 Forwards public version of Rev 12 to radiological emergency response plan 
for Fort Calhoun Station.W/870528 release memo. 

ANDREWS,R.L Omaha Public Power District. 87/05/11. Document Control Branch 
(Document Control Desk). 3pp. 41127:094-41127:132. 

“8706010328 Public version of Rev 12 to radiological emergency response plan for Fort 
Calhoun Station. 

* Omaha Public Power District. 87/04/13. 36pp. 41127:097-41127:132. 

8705270320 Clarifies attachments to 870512 Itr. Attachment A inadvertently omitted from 
870512 Itr & encLAttachment C should be discarded.W/o end. 

ANDREWS, R.L. Omaha Public Power District. 87/05/18. Document Control Branch 
(Document Control Desk), Ip, 41085:261-41085:261. 

8706110007 Advises that review,updating & implementation of Procedure EPT-10, 
"Annual Radiation Emergency Exercise’^ scheduled for 870630. Actions underway in 
response to Deficiency 8619-01 noted in Insp Rept 50-285/86-19. 

ANDREWS.R.L. Omaha Public Power District. 87/05/27. GAGLIARDO.J.E. Region 4, 
Office of Director. 1p. 41260:093-41260:093. 

8706010416 Forwards Insp Rept 50-285/87-10 on 870401-30 & notices of violation & 
deviation.Unresolved items re training & trisodium phosphate dodecahydrate require- 
ments noted & need prompt attention. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/28. ANDREWS,R.L. Omaha 
Public Power District. 3pp. 41141:208-41141:233. 

-8706010438 Insp Rept 50-285/87-10 on 870401 -30. Violations & deviations 
noted:failure to establish containment integrity during refueling operations & failure to 
establish fire watch, per Tech Spec requirement, 

HARRELL, P.H., HUNTER, D.R. Region 4, Office of Director, 87/05/15. 20pp. 
41141:214-41141:233. 

8706160381 Confirms 870616 scheduled meeting at Region IV ofc to provide exchange 
of info & to discuss improvements made in area of security, future plans & new bldg 
consLAgenda end, 

ANDREWS.R.L. Omaha Public Power District. 87/06/01. BANGART,R. Region 4, 
Office of Director. 2pp. 41335:100-41335:101. 

8706080300 Informs of correct procedure for fonwarding emergency preparedness exer- 
cise info to Document Control Desk to avoid confusion re withholding documents from 
placement in PDR. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/03. ANDREWS,R.L. Omaha 
Public Power District. 2pp, 41217:063-41217:064. 

8706100464 Forwards Insp Rept 50-285/87-12 on 870427-0501. No violations or devi- 
ations noted. 

GAGLlARDO,J.E. Region 4, Office of Director. 87/06/03. ANDREWS.R.L Omaha 
Public Power District. 2pp. 41243:277-41243:279. 


--8706100467 Partially withheld Insp Rept 50-285/87-12 on 870427-0501 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:security plan & 
implementing procedures, security program audit 8r. organization. '•f?corc!s ,«= repts. 
CALDWELL.R.A., YANDELL.L.A. Region 4. Oi::Cv: ,.'f L:;,:;.r.:,:r ■.i;706/02. Ip, 

41243:279-41243:279. 

8706220059 Forwards public version of revised emergency plan implementing 
procedures including Rev 12 to EPIP-OSC-2-1, ‘‘Emergency Plan Activation & Notifica- 
tions" & Rev 5 tc EP'F-OSC-15-1, "Control Room...." W/870617 release memo. 
ANDREvVS.i-i Omaha Public Power District. 87/06/04. Document Control Branch 
(Document Control Desk). 3pp. 41416:045-41416:161. 

“8706220062 Public version of emergency plan implementing procedures, including Rev 
12 to EPIP-OSC-2-1. "Emergency 'Plan Activation & Notifications" & Rev 5 to EPIP- 
OSC-15-1, ‘‘Control Room Communication." 

* Omaha Public Power District. 87/06/04. 100pp. 41416:048-41416:161. 


8706240417 Ack receipt & review of changes to emergency plan submitted on 
870521. Proposed changes acceptable. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/17. ANDREWS.R.L Omaha 
Public Power District. 2pp. 41455:205-41455:206. 

8706300393 Ack receipt of util 870522 Itr informing NRC of steps taken to correct viola- 
tions noted in Insp Rept 50-285/87-06. Requests addi info re review to identify other 
requirements that should be included in site security plan. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/19. ANDREWS.R.L. Omaha 
Public Power District. 2pp. 41499:318-41499:320. 

“8706300404 Partially withheld response to violations noted in Insp Rept 50-285/87- 
06. Withheld (ref 10CFR73.21). 

ANDREWS.R.L. Omaha Public Power District. 87/05/22. GAGLIARDO.J.E. Region 4, 
Office of Director. Ip. 41499:320-41499:320. 


8706300972 Radiological emergency response plan, revising table of contents in 
onti-ef-,' W/97062? Itr. 

A.NDREV.S Omaha Public Power District. 87/06/22. 22pp. 4 1 504:236-41504:257. 


P. Operating license stage documents & correspondence 


8706080275 Forwards Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2,Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 

2, Palisades,Palo Verde 1 ,2 & 3,San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3 & WNP 

3. " 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41213:001-41213:027. 

“8706080284 Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 2,Palisades.Palo 
Verde 1,2 & 3,San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3 & WNP 3." 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6002. EGG-NTA-7463 
R01, 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706090056 Forwards EGG-NTA-7634, "Technical Evaluation Rept.TMl Action NUREG- 
0737 (I1.D.1) Reliefs Safety Valve Testing, Fort Calhoun," informal rept. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Encii'^eerinq l.aboratory. FIN A-6492. 87/03/23. CARRINGTON.M. Office of Nu- 
clear Reader Re-gilal.or'. Director (851125-870411). 1p. 41232:214-41232:242. 

“8706090068 "Technical Evaluation Rept TMI Action--NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing Fort Calhoun," informal rept. 

PACE.N.E., FINEMAN.C.P.. NALEZNY.C.L EG&G Idaho. Inc. (subs, of EG&G, Inc.). 
FIN A-6492. 87/03/31. Division of Pressurized Water Reactor Licensing - B (851125- 
870411). 28pp. 41232:215-41232:242. 

8706050220 Fonwards EGG-NTA-7425, "Conformance to Generic Ltr 83-28, Item 2.2.1-- 
Equipment Classification for all Other Safety Related Components:Fort Calhoun-1, ’’ 
final rept.Rept concludes that facility conforms to Generic Ltr 83-28. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/29. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41202:309-41202:330. 

“8706050225 "Conformance to Generic Ltr 83-28,ltem 2.2.1 --Equipment Classification 
Lr all 0:he.' Safeiv Rdalod Components:Fort Ca!houn-1,” final informal rept. 
VANDERSEEK.R. EG&G Idaho, Inc. (subs, of EG&G. Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7425. 87/04/30. NRC - No 
Detailed Affiliation Given. 21pp. 41202:310-41202:330. 

8706090200 Fonwards overhead projections used during 870406 meeting w/ Region IV 
re design basis reconstitution. 

ANDPE’A-'S.R.L. Omaha Public Power District. 87/05/21. GAGLIARDO.J.E. Region 4, 
Oftioo o‘ D'oclor. 27pp. 41223:196-41223:222. 

8706030419 Discusses 861027-30 survey of control room ventilation sys. Review of 
listed observations & confirmation that util analyses & regulatory commitments re con- 
trol room ventilation sys are still valid requested within 45 days. 

PAULSON.W.A. Project Directorate IV. 87/05/28. ANDREWS.R.L. Omaha Public 
Power District. 6pp. 41163:340-41163:359. 

“8706030435 Forwards 861027-31 site visit summary rept re Generic Issue 83 on con- 
trol room hcibitability. 

DHiSCO^L.J.W. A'gonne National Laboratory. FIN A-2328. 86/12/15. HAYES, J. 
Ofl'cc- of NuciGar lieactor Regulation, Director (851125-870411). 14pp, 41163:346- 
41163:359. 


8706160653 Expresses appreciation for opportunity to have met w/NRC on 870325.Re- 
quests , second meeting w/NRC on 870624 during util group Second 1987 quarterly 
meeting to discuss topics on end agenda, including 1 0CFR21 repts. 

FISICARO.J.J. Omaha Public Power District. 87/06/01. MARTIN.R.D. Region 4, Office 
of Director. 2pp, 41349:334-41349:335. 
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8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160700 Informs of designation of A Bournia as NRC project manager, replacing WA 
Paulson effective on 870607. 

CALVO.J.A. Project Directorate IV. 87/06/09. ANDREWS, R.L. Omaha Public Power 
District. 2pp. 41351:095-41351:096. 

8706170008 Forwards safety evaluation re bases to Tech Spec 2.4, “Containment Cool- 
ing." Proposed changes would correct bases of amount of heat that can be removed 
by three component cooling water HXs. 

BOURNIA, A. Project Directorate IV. 87/06/10. ANDREWS, R.L Omaha Public Power 
District. 3pp. 41381:243-41381:249. 

--8706170011 Safety evaluation re bases to Tech Spec 2.4, “Containment Cooling." 
Proposed changes to bases for Section 2.4 serves to editorially change error, make 
phrases & statements more accurate & reflect current terminology. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/10. 4pp. 
41381:246-41381:249. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
1 0CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706260092 Forwards response to Generic Ltr 87-06, “Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves." Tables listing valves that interface w/ 
RCS & periodic tests performed for each valve end. 

ANDREWS,R.L. Omaha Public Power District. 87/06/15. Document Control Branch 
(Document Control Desk). 13pp. 41476:213-41476:225. 

8706260096 Ack receipt & review of changes to emergency plan transmitted on 
870424.Proposed changes acceptable. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/16. ANDREWS, R.L. Omaha 
Public Power District. 2pp. 41479:160-41479:161. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MiRAGLlA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260051 Forwards marked-up Tech Spec pages,per 870609 meeting w/NRC re 
860805 application for amend to License DPR-40 concerning inadequate core cooling 
instrumentation for final approval. 

ANDREWS, R.L. Omaha Public Power District. 87/06/22. Document Control Branch 
(Document Control Desk). 3pp. 41476:001-41476:012. 

“8706260349 Proposed Tech Specs re inadequate core cooling instrumentation. ‘ 

* Omaha Public Power District. 87/06/22. 9pp. 41476:004-41476:012. 

1706260112 Forwards proprietary addi info to support auxiliary feedwater sys reliability 
review.ltems 5 & 6 of end Attachment B will be submitted when available.Application 
for withholding per 10CFR2.790 also end. 

ANDREWS, R.L. Omaha Public Power District. 87/06/22. BOURNIA, A. Project Direc- 
torate IV. 3pp. 41479:054-41479:056. 

3706260299 Forwards application for amend to License DPR-40,reflecting administrative 
clarifications re applicability of surveillance requirements.Util requests 30 days from 
date of issuance of order to implement revised specs. 

ANDREWS,R.L. Omaha Public Power District. 87/06/22. Document Control Branch 
(Document Control Desk). Ip. 41479:256-41479:266. 

“8706260302 Application for amend to License DPR-40, incorporating revised surveil- 
lance requirements. 

ANDREWS, R.L. Omaha Public Power District. 87/06/22. 2pp. 41479:257-41479:258. 

“8706260305 Proposed Tech Specs,incorporating revised surveillance requirements. 

* Omaha Public Power District. 87/06/22. 8pp. 41479:259-41479:266. 

8706300430 Update to 860321 application for amend to License DPR-40, incorporating 
discussion,justification & significant hazards considerations re deletion of requirement 
to start diesel engine. 

ANDREWS, R.L Omaha Public Power District. 87/06/22. Document Control Branch 
(Document Control Desk). 7pp. 41499:348-41500:004. 

“8706300441 Proposed Tech Specs re deletion of requirement to start diesel engine. 

* Omaha Public Power District. 87/06/22. 10pp. 41499:355-41500:004. 

8706290009 Forwards request for addl info re relief from inservice insp & testing 
program.Meeting at site w/util & EG&G requested.Response needed within 10 days of 
ltr receipt. 

BOURNIA,A. Project Directorate IV. 87/06/24. ANDREWS,R.L. Omaha Public Power 
District. 14pp, 41504:295-41504:308. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010399 Responds to violations noted in Insp Repts 50-285/87-05 & 50-285/87- 
08,per 870514 enforcement conference.Schedule of corrective actions for specific 
short-term commitments & viewgraphs end. 

ANDREWS.R.L. Omaha Public Power District. 87/05/22. GAGLIARDO,J.E. Region 4, 
Office of Director. 21 pp. 41 1 30:1 37-41 1 30:1 57. 

8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN,J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1, Office of Director. GRACE, J. Region 2, Office of Director. DAVIS, A. Region 3, 
Office of Director. 4pp. 41 1 1 9:272-41 1 1 9:275. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of OperationaL Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 


8706110007 Advises that review, updating & implementation of Procedure EPT-10, 
“Annual Radiation Emergency Exercise" scheduled for 870630.Actions underway in 
response to Deficiency 8619-01 noted in Insp Rept 50-285/86-19. 

ANDREWS.R.L Omaha Public Power District. 87/05/27. GAGLIARDO,J.E. Region 4. 
Office of Director. Ip. 41260:093-41260:093. 

8706010416 Fonwards Insp Rept 50-285/87-10 on 870401-30 & notices of violation & 
deviation.Unresolved items re training & trisodium phosphate dodecahydrate require- 
ments noted & need prompt attention. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/05/28. ANDREWS,R.L Omaha 
Public Power District. 3pp. 41141:208-41141:233. 

“8706010428 Notice of violation from insp on 870401-30. 

* Region 4, Office of Director. 87/05/28. 2pp. 41141:211-41141:212. 

“8706010431 Notice of deviation from insp on 870401-30. 

* Region 4, Office of Director. 87/05/28. Ip. 41141:213-41141:213. 

“8706010438 Insp Rept 50-285/87-10 on 870401 -30.Violations & deviations 
noted:failure to establish containment integrity during refueling operations & failure to 
establish fire watch, per Tech Spec requirement. 

HARRELLP.H., HUNTER,D.R. Region 4, Office of Director. 87/05/15. 20pp. 
41141:214-41141:233. 

8706100464 Forwards Insp Rept 50-285/87-12 on 870427-0501. No violations or devi- 
ations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. ANDREWS.R.L. Omaha 
Public Power District. 2pp. 41243:277-41243:279. 

“8706100467 Partially withheld Insp Rept 50-285/87-12 on 870427-0501 (ref 
10CFR73.21).No violations or deviations noted.Major areas inspected:security plan & 
implementing procedures, security program audit & organization, records & repts. 
CALDWELL, R.A., YANDELL.LA. Region 4, Office of Director. 87/06/02. Ip. 
41243:279-41243:279. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academid & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170398 Ack receipt of 870410 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-285/85-22 & 50-285/85-29.Responses to violations under 
review. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/11. ANDREWS.R.L. Omaha 
Public Power District. 2pp. 41369:070-41369:074. 

8706220074 Forwards Insp Rept 50-285/87-11 on 870504-08. No violations or devi- 
ations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/15. ANDREWS.R.L Omaha 
Public Power District. 2pp. 41411:067-41411:078. 

“8706220079 Insp Rept 50-285/87-11 on 870504-08, No violations or deviations 
noted.Major areas inspected:radiochemistry & water chemistry control 
programs, including organization & mgt controls.training & qualifications & measure- 
ments. 

NICHOLAS, J.B., ZIBULSKY.H., MURRAY, B. Region 4, Office of Director. 87/06/09. 
10pp. 41411:069-41411:078. 

8706300393 Ack receipt of util 870522 ltr informing NRC of steps taken to correct viola- 
tions noted in Insp Rept 50-285/87-06. Requests addl info re review to identify other 
requirements that should be included in site security plan, 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/19. ANDREWS.R.L. Omaha 
Public Power District. 2pp. 41499:318-41499:320. 

“8706300404 Partially withheld response to violations noted in Insp Rept 50-285/87- 
oe.Withheld (ref 10CFR73.21). 

ANDREWS.R.L Omaha Public Power District. 87/05/22. GAGLIARDO.J.E. Region 4, 
Office of Director. Ip. 41499:320-41499:320. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300194 Forwards Exam Rept 50-285/OL-87-03 of exams administered during wk of 
870601. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/22. ANDREWS.R.L Omaha 
Public Power District. 2pp. 41487:289-41488:026. 

“8706300206 Exam Rept 50-285/OL-87-03 of exams administered during wk of 
870601. Exam results:one reactor operator & five senior reactor operators successfully 
completed requalification retake exams. 

PELLET, J.L, COOLEY, R.A. NRC - No Detailed Affiliation Given. 87/06/22. 75pp. 
41487:291-41488:011. 

“870630021 1 Forwards comments on NRC exams administered on 870603.Tech Spec 
2.10.2 indicates that answer key should be revised to read as stated. 

ANDREWS.R.L. Omaha Public Power District. 87/06/06. MARTIN, R.D. Region 4, 
Office of Director. 15pp. 41488:012-41488:026. 
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8706300253 Ack receipt of 870527 !tr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/86-19. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/23. ANDREWS, R.L Omaha 
Public Power District. 2pp. 41497:271-41497:273. 

8706290009 Forwards request for addi info re relief from inservice insp & testing 
program.Meeting at site w/util & EG&G requested.Response needed within 10 days of 
Itr receipt. 

BOURNIA.A. Project Directorate IV. 87/06/24. ANDREWS, R.L. Omaha Public Power 
District. 14pp. 41504:295-41504:308, 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. ^ ^ , 

CUNNINGHAM,R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 
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F. Security, medical, emergency & fire protection plans 


8706090027 Forwards Insp Rept 50-286/87-10 on 870327-0511 & notice of violation. 
GALLO,R.M. Region 1. Office of Director. 87/05/29. JOSIGER,W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 41220:244- 
41220:259. 

-8706090034 Insp Rept 50-286/87-10 on 870327-051 1 .Violations noted:temp indicating 
controllers not calibr in 5 yrs.two reactor trips caused by equipment failure occurred & 
safety injection actuation occurred following one reactor trip. 

MEYER.G., JOHNSON,J.R. Region 1, Office of Director. 87/05/27. 13pp. 41220:247- 
41220:259. 


R. Periodic operating reports & related correspondence 

8706110428 Suppl to semiannual rept summarizing updated Sr-89 & Sr-90 results for 
Jan-June 1986.Results for Third Quarter 1986 submitted on 870227.Fourth Quarter re- 
sults will be forwarded when available. W/870602 Itr. 

ANDREWS, R.L Omaha Public Power District. 86/06/30. 5pp. 41264:279-41264:283. 

8706180133 .Vcrthlv ocerating root for May 1987.W/870612 Itr. 

MATTHEWS, T.P , ANDREWS, R.I.. Omaha Public Power District. 87/05/31. 11pp. 
41397:292-41397:302. 


S. Reportable occurrences, LERs & related correspondence 

8706030405 LER 87-01 1-00:on 870428, ventilation isolation actuation sys (VIAS) actu- 
ated during clutch power supply swap.Cause under investigation. Pressurizer pressure 
low signal relocked & safety injection actuation signal & VIAS reset.W/ 870528 Itr. 
FRIEDRICHSEN,J.. ANDREWS, R.L Omaha Public Power District. 87/05/28. 3pp. 
41168:261-41168:263. 

8706100475 LER 87-01 8-00:on 870504,design deficiencies of valve operator sys for 
HCV-385 & HCV-386 identified. Mod completed & valves retested. W/870605 Itr. 
PATTERSON.T.L, ANDREWS.R.L. Omaha Public Power District. 87/06/04. 4pp. 
41239:232-41239:235. 

8706100240 LER 87-01 3-00:on 870506,deficiencies in control room ventilation 
sys.includi'-g unf^tered t-ir irloakago, d'sccv-n-sri dijdpg NRC insp re control room hab- 
iiatilify arcivs.'s RvCeJ.rs made !o roouco IC£i-<ago.'A', 070505 Itr. 

RL-SSi.E.R,j'.S., ANi:REWS.R L Cnana Public Po-as' District. 87/06/05. 4pp. 
41242:138-41242:141. 

8706100269 Special rept:on 870501, util informed by Ruskin Mfg that at least two fire 
dampers installed in HVAC duct penetrations of fire barriers improperly installed & 
therefore UL rating was void.Firewatch established. Mod request issued. 

ANDREWS,R.L. Omaha Public Power District. 87/06/05. Document Control Branch 
(Document Control Desk). 2pp. 41239:174-41239:175. 

8706100271 LER 87-01 7-00:on 870506,Tech Spec 3.7(1d) re annual insp of diesel gen- 
erator violated.Caused by erroneous interpretation of Tech Specs. Amend to Tech 
Spec 3.7 revising annual insp surveillance interval submitted.W/870605 Itr. 
SHUBERT,B.W.. ANDREWS.R.L Omaha Public Power District. 87/06/05. 4pp. 

41240:068-41240:071. 

8706100398 LER 87-01 6-00:on 870504 & OS.discovered that Surveillance Test ST-FP- 
10, scheduled for 861111 not performed.Caused by inadequate responsibility 

assignmenlProcedure change incorporated into ST-FP-10,W/870605 Itr. 

CLAYTON, S.J., ANDREWS.R.L Omaha Public Power District. 87/06/05. 3pp. 

41241:016-41241:018. 

8706120106 LER 87-01 ^-CC:cn 970507, du'i.nc survc'llarco test, one of two valves failed 
to lift within setpoir:; ■■equirements or Tccn Spcc.Causod bv drift of safety valve setting 
over operating cyc.e.Vaivcs roc3libr.W/370S05 ::r. 

SHUBERT.B.W.. .ANDfiC-WS,.”.L. OmahG Pjoi.c F'cac: District. 87/06/05. 4pp. 

41278:048-41278:051. 


8706220155 Special rept:on 870324.fire barrier penetration seal 27-E-25 in fire barrier 
separating Fire Areas 20 & 27 rendered inoperable in excess of 7 days to perform 
work under Maint Order 871282.Hour!y firewatch posted. 

ANDREWS.R.L Omaha Public Power District, 87/06/15. Document Control Branch 
(Document Control Desk). 2pp. 41412:085-41412:086. 

8706230258 LER 87-01 5-00;on 870520, partial actuation of ESF occurred when closing 
of circuit breaker initiated transient on bus D causing inverter D to automatically trans- 
fer to alternate ac source.Cause unknown. Inverters tested. W/87061 9 Itr. 

CLAYTON, .S.J., ANDREWS.R.L Omaha Public Power District. 87/06/19. 4pp. 
41430:073-41430:076. 


8706301003 Special repton 87051 4,during routine QA surveillance, fire barrier penetra- 
tion sea! 81-W-5 discovered inoperable, rendering fire barrier separating Fire Areas 29 
& 43 inoperable.Penetration sea! repaired on 870617. 

^DREWS.R-L. Omaha Public Power' District. 87/06/22. Document Control Branch 
(Document Control Desk). 2pp. 41514:021-41514:022. 


V. Operator Examinations 


Forwards Exam Rept 50-285/OL-87-03 of exams administered during wk 

870601 , 

QAGLlARDO.vLE. Region 4, Office of Director. 87/06/22. ANDREWS.R.L Omaf 
Public Power District. 2pp, 41487:289-41488:026. 


Exam Rept 50-285/OL-87-03 of exams administered during wk of 
870601. Exam results:one reactor operator & five senior reactor operators successfully 
completed requalification retake exams. 

Detailed Affiliation Given. 87/06/22. 76pp. 


forwards comments on NRC exams administered on 870603.Tech Sp 
AKfrinmf/o answer key should be revised to read as stated. 

AS- Public Power District. 87/06/06. MARTIN, R.D. Region 
Office of Director. 1 5pp. 41 488:01 2-41 488:026, 


8706160130 Informs of licensee efforts re potential concerns discussed during Security 
Insp 50-286/87-12 on 870428-29.Possibility of tampering to svc water pumps during 
installation, directed to QA dept to widen oversight of project & include issue. 
JOSIGER.W.A. New York Power Authority (formerly Power Authority of the State ol 
New York). 87/06/08, MARTIN, T.T. Region 1, Office of Director. 2pp. 41305:332- 
41305:333. 


J. Insurance & indemnity information 


8706110473 Forwards Endorsements 98 & 85 to NELIA Policy NF-208 & MAELU Policy 
MF-77, respectively. 

VIETEN.M.J. Marsh & McLennan, Inc. 87/05/27. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 87041 1). 3pp. 41259:278-41259:280. 


P. Operating license stage documents & correspondence 


8706300870 Forwards “Conformance to Generic Ltr 83-28, Item 2.2.2- Vendor Interface 
Programs for All Other Safety-Related Components;lndian Point Unit 3,” final informal 
rept. Licensee conforms to generic Itr on subj item. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41515:144-41515:160. 

-8706300877 “Conformance to Generic Ltr 83-28,ltem 2.2.2-Vendor Interface Programs 
for All Other Safety-Related Components: Indian point Unit 3." final informal rept. 
UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7594. 87/04/30. NRC - No Detailed Affiliation 
Given. 15pp. 41515:145-41515:160. 

8706030330 Forwards Vols 1 & 2 to “Source Term Safety Assessment of Radionuclide 
Releases Under Severe Accident Conditions at Indian Point 3 Nuclear Power Plant," 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/27. Document Control Branch (Document Control Desk). 2pp. 
41154:001-41156:320. 

“8706030335 Vols 1 & 2 to “Source Term Safety Assessment of Radionuclide Re- 
leases Under Severe Accident Conditions at Indian Point 3 Nuclear Power Plant.” 

* Risk Management Associates. 84/07/10. 609pp. 41155:072-41156:320. 

8706100485 Forwards Amend 74 to License DPR-64 & safety evaluation. Amend re- 
vises Tech Specs,per 861010 & 870304 ltrs,by adding limiting conditions for operation 
& surveillance requirements for reactor trip breakers & bypass breakers. 

SLOSSON.M. Project Directorate 1-1. 87/05/27. BRONS.J.C. New York Power Author- 
ity (formerly Power Authority of the State of New York). 4pp. 41249:038-41249:056. 

-8706100493 Amend 74 to License DPR-64, revising Tech Specs for Tables 4.1 & 3.5 to 
add limiting conditions for operation & surveillance requirements for reactor trip break- 
ers & reactor trip bypass breakers. 

CAPRA, R.A. Project Directorate 1-1. 87/05/27. 12pp. 41249:042-41249:053. 

-8706100501 Safety evaluation supporting Amend 74 to License DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/27. 3pp. 
41249:054-41249:056. 

8706100076 Notifies NRC of facility SPDES violations.State of NY Dept of Environ Con- 
servation 870324 & 0408 notices of violation encl.Violations concern exceeding 
sewage treatment effluent limits on flow & biological oxygen demand. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/06/01. Document Control Branch (Document Control Desk). 7pp. 
41233:227-41233:233. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41 348:323-41 349:036. 

8706240114 Requests publication of end Sholly notice for facility as individual 
notice. Proposed amend changes Tech Spec 4.4A to allow reduced integrated leak 
rate test duration.per NRC approved methodology. 

SLOSSON.M.M. Project Directorate 1-1. 87/06/05. VARGA.S.A. Division of Reactor 
Projects - I/ll (Post 870411). 2pp. 41450:008-41450:015. 

-8706240116 Notice of consideration of Issuance of amend to License DPR-64 & pro- 
posed NSHC determination & opportunity for hearing. Amend revises Tech Specs to 
allow reduced integrated leak rate test duration.per NRC approved methodology. 
CAPRA,R.A. Project Directorate 1-1. 87/06/05. 6pp. 41450:010-41450:015. 

8706240172 Forwards notice of consideration of issuance of amend to License DPR-64 
& opportunity for hearing re 870621 request Amend revises Tech Specs to allow re- 
duced Integrated leak rate duration in accordance w/NRC approved methodology. 
CAPRA.R.A. Project Directorate I-1 . 87/06/05. BRONS.J.C. New York Power Authority 
(formerly Power Authority of the State of New York). 3pp. 41448:348-41448:356, 
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8706180017 Summary of 870602 Operating Reactors Events Meeting re briefing senior 
managers from NRR.RES.AEOD & regional ofcs on events that occurred since 
870526 meeting, Attendees list, meeting viewgraphs & summary of reactor scrams 
end. 

LANNING.W. Events Assessment Branch. 87/06/08. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 15pp. 41393:197-41393:211. 

8706220076 Forwards Amend 75 to License DPR-64 & safety evaluation. Amend re- 
vises T ech Spec requirement for control bank insertion limits to reflect more conserv- 
ative insertion position for Control Banks C & D. 

SLOSSON.M. Project Directorate I-1. 87/06/08. BRONS.J.C. New York Power Author- 
ity (formerly Power Authority of the State of New York). 3pp. 41418:258-41410:267. 

-8706220082 Amend 75 to License DPR-64,revising Tech Spec requirement for control 
bank insertion limits to reflect more conservative insertion position for Control Banks 
C&D. 

CAPRA, R. A. Project Directorate 1-1. 87/06/08. 4pp. 41418:261-41418:265. 

-8706220088 Safety evaluation supporting Amend 75 to License DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/08. 2pp. 
41418:266-41418:267. 

8706170465 Forwards list of pressure isolation valves tested for leak tight integrity, per 
Generic Ltr 87-06. List includes test frequency, description of periodic test performed & 
acceptance criteria. 

BRONS.J.C, New York Power Authority (formerly Power Authority of the State of New 
York), 87/06/11. Document Control Brancli (Document Control Desk), 6pp. 
41385:074-41385:079. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12, Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706190021 Notification of 870622 meeting w/util in Bethesda.MD to discuss integrated 
schedules, fuel pool mods & plant life extension amends for plants. 

ABELSON.H. Project Directorate 1-1, 87/06/15. CAPRA,R.A, Project Directorate 1-1. 
5pp. 41407:062-41407:066. 

8706240105 Requests FR publication of notice of consideration of issuance of amend 
to License DPR-64 & proposed NSHC determination & opportunity for hearing on 
870521 request to allow reduced integrated leak rate test duration. 

CAPRA,R.A. Project Directorate I-1. 87/06/15. NRC - No Detailed Affiliation Given. 
Ip. 41449:360-41449:360. 

8706240412 Forwards safety evaluation supporting util 870306 & 0512 request to elimi- 
nate arbitrary intermediate pipe breaks in replacement piping for steam generator 
blowdown sys for facility. 

SLOSSON.M.M, Project Directorate 1-2. 87/06/18. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 41438:328- 
41438:333. 

-8706240415 Safety evaluation supporting util 870306 & 0512 request to eliminate arbi- 
trary intermediate pipe breaks in replacement piping for steam generator blowdown 
sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/18. 3pp. 
41438:331-41438:333. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J, Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300314 Forwards revised Table 4.1-3 from Amend 74 to License DPR-64, “Fre- 
quencies for Equipment Tests," deleting util requested changes from 861010 ltr. 
SLOSSON.M.M. Project Directorate 1-1. 87/06/24. BRONS.J.C. New York Power Au- 
thority (formerly Power Authority of the State of New York). 3pp. 41506:085- 
41506:088. 

-8706300843 Revised Table 4.1-3, “Frequencies for Equipment Tests." 

* Office of Nuclear Reactor, Regulation, Director (Post 870411). 87/06/24. Ip. 
41506:088-41506:088. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706090027 Forwards Insp Rept 50-286/87-10 on 870327-0511 & notice of violation. 
GALLO.R.M. Region 1, Office of Director. 87/05/29. JOSIGER,W. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 41220:244- 
41220:259. 

-8706090031 Notice of violation from insp on 870327-051 1 . 

• Region 1, Office of Director. 87/05/29. Ip. 41220:246-41220:246. 

—8706090034 Insp Rept 50-286/87-10 on 870327-051 1 .Violations noted:temp indicating 
controllers not calibr in 5 yrs.two reactor trips caused by equipment failure occurred & 
safety injection actuation occurred following one reactor trip. 

MEYER.G., JOHNSON, J.R. Region 1. Office of Director. 87/05/27. 13pp. 41220:247- 
41220:259. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706150133 Forwards summary of results of eddy current insp of steam generators 
identified in 870519 Itr.Steam Generators 31,32 & 33 classified as Category C-3 (more 
than 1 % of tubes inspected are defective), 

JOSIGER,W.A, New York Power Authority (formerly Power Authority of the State of 
New York). 87/06/05. RUSSELL, W.T. Region 1, Office of Director. 3pp. 41 293:31 3- 
41293:315. 


8706160130 Informs of licensee efforts re potential concerns discussed during Security 
Insp 50-286/87-12 on 870428-29. Possibility of tampering to svc water pumps during 
installation, directed to QA dept to widen oversight of project & include issue. 
JOSIGER,W.A. New York Power Authority (formerly Power Authority of the State of 
New York). 87/06/08. MARTIN,T.T. Region 1. Office of Director. 2pp. 41305:332- 
41305:333. 


8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources," Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706220356 Monthly operating rept for May 1987.W/870601 ltr. 

KELLY,L., JOSIGER.W.A. New York Power Authority (formerly Power Authority of the 
State of New York). 87/05/31. 8pp. 41412:208-41412:215. 


S. Reportable occurrences, LERs & related correspondence 


8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR,RES,AEOD & regional ofcs re events which occurred since 870507 meeting.List 
of attendees & viewgraphs end. 

LANNING.W. Events Assessment Branch. 87/05/27. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41 162:242-41162:260. 

8706090096 LER 87-005-00:on 870430,util became aware of single failure concern for 
auxiliary feedwater sys.Unit shutdown for refueling outage.Mod will be installed prior to 
start^. W/870601 ltr. 

ANDERSON, J.J., JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 87/06/01. 3pp. 41220:358-41220:360. 

8706110392 LER 87-006-00:on 870505, determined that change in low temp overpres- 
surization protection sys setpoint curve not completely reflected in plant 
documentation.Caused by administrative error.W/870601 ltr. 

GUMBLE,F.W., JOSIGER.W.A. New York Power Authority (formerly Power Authority of 
the State of New York). 87/06/01. 4pp. 41267:176-41267:179. 

8706220203 LER 87-007-00:on 870506, during Surveillance Test 3PC-R10 re refueling 
water storage tank level calibr, transmitter Lf-920 & indicator LIC-921 found not meet- 
ing as-found test acceptance criteria.Caused by instrument drift.W/870605 ltr. 
PALUCK.M.F., JOSIGER.W.A. New York Power Authority (formerly Power Authority of 
the State of New York). 87/06/05. 3pp. 41411:096-41411:098. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting.List of attendees.events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 


V. Operator Examinations 


8706090368 Forwards NRC Form-398, "Personal Qualifications Statement- Licensee," 
for operator training applicants & re-applicants to complete.per 870526 rev to 
10CFR55.Graduates of INPO & approved simulation facility do not have to complete 
form. 

COLLINS,S.J. Region 1, Office of Director. 87/06/04. JOSIGER.W. New York Power 
Authority (formerly Power Authority of the State of New York). 17pp, 41229:256- 
41229:272. 
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F. Security, medical, emergency & fire protection plana 


8703300659 Fonvards Rev 9 to plant contingency plan, addressing overall deletion of 
alarm station sys & function & addition of CAS & SAS sys & function to plant security 
sys.Rev withheld (ref 10CFR73,21). 

TUCKER.H.B. Duke Power Co. 87/03/18. DENTON, H.R, Office of Nuclear Reactor 
Regulation, Director (851125-870411). DENTON.H.R. Document Control Branch (Doc- 
ument Control Desk). 2pp. 40276:078-40276:079. 

8706150050 Confirms 870519 telcon concerning 870601 enforcement conference re 
protection of safeguards info. 

GRACE, J.N. Region 2. Office of Director. 87/05/26. TUCKER.H.B. Duke Power Co. 
1p, 41291:265-41291:265. 
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8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20,50-369/87-17,50-370/87-17. 50-413/87-19 & 50-414/87-19 on 870511- 
1 2 Violation noted under consideration for escalated enforcement action. 
grace: J\‘ Fecc' 2. Office of Director. 87/05/29. TUCKER, H.B. Duke Power Co. 
2pp. -'1238 i.’E 1 -E. 

~8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20, 50-287/87- 
20.50-369/87-17,50-370/87-17,50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.2“') V'o'at-on noteddailure to protect safeguards info. 

TILLMAN, A. Reg on 2, Ddice Director. 87/05/29. Ip. 41238:178-41238:178. 


8706120149 Forwards Revs 87-3 & 87-2 to emergency plan implementing procedures 
manual Vols B & C, respectively, per 10CFR50.54(q). 

TUCKER, H.B. Duke Power Co. 87/06/03. Document Control Branch (Document Con- 
trol Desk). 2pp. 41279:297-41279:358. 


“8706120154 Rev 87-3 to Vol B of emergency plan implementing procedures 
manual, consisting of Procedure CP/O/B/2005/09, "Determination of Failed Fuel." 
TUCKMAN.M.J. Duke Power Co. 87/05/31. 21pp. 41279:299-41279:321. 


“8706120164 Revised Chemistry Manual 5.1, "Emergency Response," part of Rev 87-3 
to emergency plan implementing procedures manual, Vol B. 

DAVIS, J.M. Duke Power Co. 5.1. 87/04/22. 15pp. 41279:322-41279:336. 


“8706120191 Rev 87-2 to Vol C of emergency plan implementing procedures 
manual.consisting of "Number Code for Identifying Personnel/ Activities To Be Noti- 
fied.” 

TUCKMAN,M.S. Duke Power Co. 87/05/31. 22pp. 41279:337-41279:358. 


8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24,50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 

GRACE, J.N. Region 2. Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 41409:070-41409:072. 

“8706220005 Enforcement Conference Repts, including 50-269/87-24, 50-287/87- 
24,50-369/87-20 & 50-414/87-22 on 870601 to review LER re inadequate destruction 
of safeguards matls compromising security.Details withheld (ref 10CFR2.790). 
TILLMAN.A. Region 2, Office of Director. 87/06/15. ip. 41409:072-41409:072. 


8706080096 Forwards Rev 1 to EGG-NTA-7462, "Conformance to Item 4.5.2 of Generic 
Ltr 83-28:Arkansas Nuclear One-1 .Crystal River 3,Davis-Besse-1...." Davis-Besse must 
provide confirmation addressed in plant-specific review. 

ROBERTS.E.W. EGaG Idaho, Inc. (subs, of EGaG, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/12. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation. Director (851125-870411). Ip. 41211:335-41211:356. 

“8706080138 Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28: "Arkansas 
Nuclear One-1 .Crystal River 3, Davis-Besse 1, Oconee 1,2 a 3, Rancho Seco,TMl-1 & 
Washington Nuclear Plant 1," informal rept. 

FARMER, F.G. EGaG Idaho. Inc. (subs, of EGaG, Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7462 R01. 87/03/31. NRC - No De- 
tailed Affiliation Given. 21pp. 41211:336-41211:356. 

8706260404 Forwards final “Conformance to Generic Ltr 83-29, Item 2.2.2 --Vendor 
Interface Programs for All Other Safety-Related Components:Oconee 1,2 a 3," infor- 
mal rept. Licensee conforms to generic ltr on subj item. 

ROBERTS.E.W. EGaG Idaho. Inc. (subs, of EGaG, Inc ). ROBFRTS.E.vy Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRT.;cr'ON,.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:049-41483:065. 

“8706260406 Final "Conformance to Generic Ltr 83-28,ltem 2.2.2--Vendor Interface 
Programs for All Other Safety-Related Compoments: Oconee 1,2 & 3." informal rept. 
UDY,A.C. EGaG Idaho, Inc. (subs, of EGaG, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7615. 87/04/30. NRC - No Detailed Affiliation 
Given. 15pp. 41483:050-41483:065. 

8706120230 Requests FR publication of notice of issuance of Amends 159, 159 a 156 
to Licenses DPR-38,DPR-47 a DPR-55, respectively. Amends revise Tech Spec 
3.1.12.1 (a),(b) a (d) to indicate that three subcooling margin monitors now available. 
PASTIS,H.N. Project Directorate 11-3. 87/05/05. NRC - No Detailed Affiliation Given. 
2pp. 41280:271-41280:272. 

8706010371 Provides info re inoperability of Unit 2 reactor bldg normal sump level in- 
struments as required by 841008 proposed Tech Spec 3.5.6.Normal sump level moni- 
tors declared inoperable on 870504.Cause of problem undetermined. 

TUCKER, H.B. Duke Power Co. 87/05/20. Document Control Branch (Document Con- 
trol Desk). 2pp. 41123:243-41123:244. 


8706290007 Discusses util commitments to implement certain post-TMl related items in 
NUREG-0737,ltem lll.A.1.2 a SuppI 1 to NUREG-0737,per 840706 confirmatory 
order.Exceptions re emergency response facility under review,per 851202 ltr. 
PASTIS.H.N. Project Directorate 11-3. 87/06/22. TUCKER,H.B. Duke Power Co. 3pp. 
41515:228-41515:229. 


8706120020 Application for amend to Licenses DPR-38.DPR-47 a DPR-55, updating 
LOCA limited max allowable linear heat rate to reflect NUREG-0630 a Baw Owners 
Group BAW-1915P.Fee paid. 

TUCKER, H.B. Duke Power Co. 87/06/01. Document Control Branch (Document Con- 
trol Desk). 3pp. 41271:242-41271:250. 


G. Adjudicatory correspondence 

8706190090 Forwards reply to responses from NRC a BaW Owners Group. NRC re- 
sponse evidences no independent review of Baw claims. Commission urged to take 
personal jurisdiction of petition to ensure that latest commitment not frustrated. 
WEISS.E.R., POLLARD.R.D. Union of Concerned Scientists. #287 3752. 87/06/12. 
2ECH,LW., ASSELSTINE,J.K., BERNTHAL,F.M. Commissioners. 2pp. 41389:133- 
41389:205. 

“8706190105 SuppI 4 to petition for immediate action to relieve undue risk posed by 
nuclear power plants designed by BaW.UCS reply to responses from NRC a BaW 
Owners Group.* Certificate of Svc end. 

WEISS.E.R., POLLARD.R.D. Union of Concerned Scientists. 87/06/12. Commission- 
ers. 71pp. 41389:135-41389:205. 


P. Operating license stage documents & correspondence 


--8706120024 Proposed Tech Specs updating LOCA limited max allowable linear heat 
rate to reflect NUREG-0630 a BaW Owners Group BAW-1915P. 

* Duke Power Co. 87/06/01. 6pp. 41271:245-41271:250. 

8706110188 Forwards "Emergency Operating Procedures Generation Package Imple- 
mentation Audit Rept, Oconee Units 1,2 a 3,^' from Dec 1986 audit, for info. 
PASTIS.H.N. Project Directorate 11-3. 87/06/02. TUCKER.H.B. Duke Power Co. 3pp. 
41261:216-41261:278. 

“8706110200 "Emergency Operating Procedures Generation Package Implementation 
Audit Rept, Oconee Units 1,2 a 3.” 

SUTTHOFF.A., HUENEFELD.J., DEFFERDING.L. NRC - No Detailed Affiliation Given. 
87/03/31. 60pp. 41261:219-41261:278. 

8706110287 Forwards summary of 870513 meeting in Region II ofcs to discuss history 
of HX fouling.Attendee list a viewgraphs also end 

GRACE, J.N. Region 2. Office of Director. 87/06/02. TUCKER.H.B. Duke Power Co. 
18pp. 41266:114-41266:131. 


8706080311 Forwards "Technical Evaluation Rept for Radiological Effluent Release a 
Environ Operating Repts for 1985:Duke Power Co, Oconee Nuclear Station.Units 1,2 a 
3," informal rept. 

SIMPSON.F.B. EGaG Idaho, Inc. (subs, of EGaG. Inc.). SIMPSON.F.B. Idaho National 
Engineering Laboratory. FIN A-6808. 87/03/02. NICHOLS.C.R. NRC - No Detailed Af- 
filiation Given. 2pp. 41209:188-41210:015. 


8706110223 Fonwards summary of 070513 enforcement conference w/util in Region 11 
ofc re sequence of events per Unit 3 heatup w/both trains of HPI inoperable, per 
Repts 50-269/87-21,50-270/87-21 a 50-287/87-21 .Description of corrective action 
acceptable. 

GRACE, J.N. Region 2, Office of Director. 87/06/03. TUCKER.H.B. Duke Power Co. 
21pp. 41266:135-41266:155. 


-8706080318 “Technical Evaluation Rept for Radiological Effluent Release a Environ 
Operating Repts for 1985:Duke Power Co, Oconee Nuclear Station.Units 1.2 a 3," in- 
formal rept. 

YOUNG.T.E., MAGLEBY.E.H., SERRANO.W. EGaG Idaho. Inc. (subs, of EGaG. Inc.). 
FIN A-6808. EGG-PHY-7522. 87/03/31. NRC - No Detailed Affiliation Given. 186pp 
41209:190-41210:015. 


8706090039 Generic Ltr 87-09 to all LWR licensees a applicants re Sections 3.0 a 4.0 
of STS on applicability of limiting conditions for operation a surveillance 
requirements.Svc list end. 

MiRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 


8706080280 Forwards EGG-NTA-7585, “Technical Evaluation Rept for Review a Eval- 
uation of saw Owners Group Design Reassessment Program re Oconee-1,2 a 3TM1- 
1,ANO-2,Davis-Besse,Rancho Seco a Crystal River-3." 

ROBERTS.E.W. EGaG Idaho, inc. (subs, of EGaG, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6023. 87/03/04. CARRINGTON, M. Office of Nu- 
ciear Reactor Regulation, Director (851125-870411). Ip, 41209:156-41209:187. 

“8706080292 "Technical Evaluation Rept for Review a Evaluation of BaW Owners 
Group Design Reassessment Program re Oconee Units 1,2 a3,TMI-1 ,ANO-2,Davis- 
Besse, Rancho Seco a Crystal River Unit 3,” informal rept. 

BEARD, J.T. EGaG Idaho, Inc, (subs, of EGaG, Inc.). BEARD, J.T. Idaho National Enqi- 
n^nng Laboratory. FIN D-6023. EGG-NTA-7585. 87/03/31. Division of Pressurized 
Water Reactor bcensing - B (851125-870411). 31pp. 41209:157-41209:187. 

8706080051 Forwards EGG-NTA-7507. "Technical Evaluation Rept for Oconee Nuclear 
Station Units 1,2 & 3, Response to US NRC NRR Generic Ltr 83-37," interim informal 

OBENCHAfN CF® Fcar Pending equipment approval. 

'no.). OBENCHAIN.C.F. Idaho 
WmS P'N 0-6022. 87/03/05. CARRINGTON, M. Office of 

Nuclear Reactor Regulation. Director (851 125-870411). 2pp. 41211:249-41211:287. 

Nuclear Station Units 1,2 a 3 Re- 
83-37,” informal rept. 

STACHEW,J.C EGaG Idaho, Inc. (subs, of EGaG. Inc.). STACHEW.J C Idaho Nation- 


8706100263 Submits addi info re 851119 application for amends to Licenses DPR- 
38,DPR-47 a DPR-55, allowing use of TN-8/TN-8L multielement spent fuel cask in 
sport fuel pco’.Out of 44 shipments, only 4 unplanned stops noted. 

" UCKER.h.B. Duke Power Co. 87/06/05. Document Control Branch (Document Con- 
trol Desk). 1p. 41239:152-41239:152. 

8706120312 Forwards Amends 159,159 a 156 to Licenses DPR-38.DPR-47 a DPR- 
55, respectively a safety evaluation. Amends revise Tech Specs to indicate that three 
subcooling margin monitors available a reflect actual plant design. 

PASTIS.H.N. Project Directorate 11-3. 87/06/08. TUCKER.H.B. Duke Power Co. 3pp. 
41280:257-41280:270. 

“8706120315 Amends 159,159 a 156 to Licenses DPR-38,DPR-47 a .DPR-55, 
respectively, revising Tech Specs to reflect availability of three subcooling margin mon- 
itors a deleting Tech Spec 3.1.12.1(c). v 

YOUNGBLOOD.B.J. Project Directorate II-3, 87/06/08. 8pp. 41280:260-41280:267. 

“8706120319 Safety evaluation supporting Amends 159,159 a 156 to Licenses DPR- 
38.DPR-47 a DPR-56, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/08. 3pp. 
41280:268-41280:270. 

8706180120 Responds to 870427 request for addI info to complete review of util re- 
^onse to items 2.1 a 2.2 (Part 1) of Generic Ltr 83-28. 

TUCKER.H.B. Duke Power Co. 87/06/09. Document Control Branch (Document Con- 
trol Desk). 4nn 4 i 4 nf;*'aoo ^i.4Ac.o<*>c 
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8706190363 Informs of delay in responding to NRC 870422 request for addl info re 
NUREG-0737,ltem II.D.1, “Performance Testing of Relief & Safety Valves.” Response 
originally required by 870608 will be submitted by 870730. 

TUCKER, H.B. Duke Power Co. 87/06/10. Document Control Branch (Document Con- 
trol Desk). Ip. 41397:038-41397:038. 

8706170456 Fonvards listing of pressure isolation valves. 'ncluding poriociic 
tests, frequencies & acceptance criteria for Oconee, per Generic l tr v87-06.Pressuro iso- 
lation valves for Catawba & McGuire listed in respective Tech Specs. 

TUCKER, H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 4pp. 41385:062-41385:065. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MiRAGUA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180322 Notification of 870624 meeting w/util in Charlotte, NC to discuss generic ex- 
perience on preparation, implementation, review and insp of ASME Code,Section XI re 
pump & valve inservice testing programs. 

JABBOUR,K.N. Project Directorate 11-3. 87/06/12. YOUNGBLOOD, B.J. Project Direc- 
torate 11-3. 5pp. 41392:277-41392:281. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706160474 Ack receipt of 870304 & 0423 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-269/87-03,50-270/87-03 & 50-287 /87-03.Re- 
sponses meet requirements of 10CFR2.201. 

STOHR,J.P. Region 2, Office of Director. 87/05/19. TUCKER,H.B. Duke Power Co. 
Ip. 41335:061-41335:061. 

8706010059 Responds to followup items noted in Insp Repts 50-269/86-24, 50-270/86- 
24 & 50-287/86-24.Corrective actions:reactor bldg cooling unit fan motor documenta- 
tion updated to include environ qualification of Texaco Premium RB grease. 
TUCKER,H.B. Duke Power Co. 87/05/21 . Document Control Branch (Document Con- 
trol Desk). Ip, 41118:293-41118:293. 

8706020229 Forwards Insp Repts 50-269/87-13,50-270/87-13 & 50-287/87-13 on 
87031 0-0511. No violations or deviations noted. 

PEEBLES.T.A. Region 2. Office of Director. 87/05/22. TUCKER,H.B. Duke Power Co. 
2pp. 41 1 47:037-41 1 47:050. 

-8706020237 Insp Repts 50-269/87-13,50-270/87-13 & 50-287/87-13 on 870310- 
0511. No violations or deviations noted.Major areas inspected:cleaning & testing of re- 
actor bldg & DHR coolers, shutdown work in progress,operations & surveillance. 
BRYANT,J.C., WERT,LD., PEEBLES,T.A. Region 2, Office of Director. 87/05/27. 
12pp. 41147:039-41147:050. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20,50-369/87-17,50-370/87-17, 50-413/87-19 & 50-414/87-19 on 870511- 
1 2.Violation noted under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co. 
2pp. 41238:175-41238:178. 

-8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20, 50-287/87- 

20.50- 369/87-17,50-370/87-17,50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21). Violation noted:failure to protect safeguards info. 

TILLMAN,A., MCGUIRE, A. Region 2, Office of Director. 87/05/29. 1p. 41238:178- 
41238:178. 

8705290040 NRC info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/04, 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160230 Responds to NRC 870505 ltr re violations noted in Insp Repts 50-269/87- 

02.50- 270/87-02 & 50-287/87-02.Corrective actions: Valve HP-2 closed & power re- 
moved from HP-2. 

TUCKER.H.B. Duke Power Co. 87/06/04, Document Control Branch (Document Con- 
trol Desk). 4pp. 41317:175-41317:178. 

8706170196 Forwards Insp Repts 50-269/87-17,50-270/87-17 & 50-287/87-17 on 
870427-0501. No violations or deviations noted. 

HERDT,A.R. Region 2, Office of Director. 87/06/04. TUCKER,H.B. Duke Power Co. 
2pp. 41370:274-41370:282. 

-8706170211 Insp Repts 50-269/87-17,50-270/87-17 & 50-287/87-17 on 870427- 
0501. No violations noted.Major areas inspected:review of licensee corrective actions 
for recent low pressure injection & reactor bldg cooling units fouling problems. 
THOMAS,M., MATHIS,J.L., JAPE,F. Region 2, Office of Director. 87/06/03. 7pp. 
41370:276-41370:282. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp, 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events," Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 


8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24.50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 

GRACE, J.N. Region 2. Office of Director. 87/06/15. TUCKER,H.B. Duke Power Co. 
2pp. 41409:070-41409:072. 

-8706220005 Enforcement Conference Repts,including 50-269/87-24, 50-287/87- 

24,50-369/87-20 & 50-414/87-22 on 870601 to review LER re inadequate destruction 
of safeguards mails compror^isinc securitv Det.ails withheld (ref 10CFR2.790). 
TILLMAN,A., MCGUIHL-.D.R. He:: on 2. Cf^-co cf Director. 87/06/15. Ip. 41409:072- 
41409:072. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. I21pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706190184 Monthly operating repts for May 1987.W/870615 ltr. 

REAVIS,J.A., REAVIS.G., TUCKER,H.B. Duke Power Co. 87/05/31. 17pp. 41394:237- 
41394:253. 


S. Reportable occurrences, LERs & related correspondence 

8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR,RES,AEOD & regional ofcs re events which occurred since 870507 meeting. List 
of attendees & viewgraphs end. 

LANNING,W. Events Assessment Branch. 87/05/27. ROSSLC.E. Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41162:242-41162:260. 

8706050344 LER 87-007-00:on 87041 0,during startup of unit,reactor coolant temp ex- 
ceeded 250 F w/all three reactor bldg cooling units isolated.Caused by mgt deficiency 
due to inadequate instructions. Inlet valves opened.W/870527 ltr. 

NORTH.P.J., TUCKER,H.B. Duke Power Co. 87/05/27. 7pp. 41192:074-41192:080. 

8706080068 LER 87-005-00:on 870406,RCS on unit cooled to extent that Tech Spec 
limits exceeded.Caused by inadequate procedure for performing maint.LPI cooler iso- 
lated & RCS flow secured. Leaking valve manually closed.W/870602 ltr. 

HAQHLM.A., TUCKER,H.B. Duke Power Co. 87/06/02. 7pp. 41218:223-41218:229. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting.List of attendees,events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. riOSS:,(LL;. D-v.ivc-' of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 
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P. Operating license stage documents & correspondence 

8706180327 Informs of NRR reorganization. NRR now Standardization & Nonpower Re- 
actor Project Directorate under Div of Reactor Projects III.IV & V & Special Projects.T 
Michaels assigned as project manager for facility. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
POLLOCK, J.M. Reed College, Portland, OR. 3pp. 68915:125-68915:127. 


V. Operator Examinations 

8706010390 Forwards revised NRC Form 398. Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE.R.J. Region 5, Office of Director. 87/05/22. LAMB,!. Aerotest Operations, Inc. 
WILSON,W. Washington State Univ., Pullman, WA. POLLOCK,M. Reed College, Port- 
land, OR. 16pp. 41118:139-41118:154. 
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F. Security, medical, emergency & fire protection plans 


8706180069 Rev 2 to Emergency Plan Implementing Procedure 641 0-IMP-1 300.04, 
"Contact/Callout of Emergency Personnel." W/revised table of contents. 

* General Public Utilities Corp. - GPU Service Corp. 87/06/08. 14pp. 41391:062- 
41391:075. 

8706220392 Forwards Rev 23 to plant modified amended physical security plan, in re- 
sponse to NRC 870323 Itr.Proposed rev to TMI-MAPSP to modify security measures 
at TMI-2 will be submitted,per util 870415 presentation.EncI withheld. 

HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 87/06/10. Document 
Control Branch (Document Control Desk). Ip. 41411:146-41411:146. 

8706230490 Revised emergency plan implomenting nroced'.ros 'nc'.udTic Rev 2 to 6415- 
IMP-1300.06. “Addl Assistance & Notifica: or." & Rev ■..o 6 ;‘:b-:r.'.-'-‘300.16, “Con- 
taminated Injuries." Updated table of contents end. 

NELSON.M.A., BEVELACQUA.J.J., POTTS, W.E. General Public Utilities Corp. - GPU 
Service Corp. 87/06/15. 46pp. 41433:161-41433:206. 

8706240135 Rev 0 to Emergency Preparedness Administrative Procedure 6410-ADM- 
1300.03, "TMl-1 Emergency Action Level & Cross- Reference." 

* General Public Utilities Corp. - GPU Service Corp. 87/06/16. 54pp. 41455:251- 
41455:304. 
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S7062602S5 P-ev 2 !c E'r’e'-gs''cy o!an [mplementing Procedure 84 10-IMP-1 300.28, “Ac- 
bvaSicn of 'e-z^.r.za. S-ppcr. C'.: " 

* General Pubilc U’blitses Ccrp. - GPU Service Corp. 87/06/19. 11pp. 41482:169- 

41482:179. 

8706300929 Requests submmal of scenario for full-scale emergency exercise scheduled 
for wk cf 871018 to ensure rsdcn full supped of exercise.Schedule for exercise listed. 
LA2ARUS.WJ. Region 1. Crde c’ Director. 87/06/19. HUKILL.H.0. Genera! Public 
Utififes Corp. - GPU Service Coqs. 4pp. 41512:209-41512:212. 

8706300989 Requests cos* estimate for installation of add! circuitry at emergency oper- 
ations facsli^ & permission to use site & company property for contingency 
to'ecommuricaticns.cer cnsla cp.mmunttcaticris survey conducted on 850326. 

Vi.R- T -aq-- v C*';.ce of Director. 37/06/22. HUKiLUH.D. General Public Utili- 
tes Zc'z - G='v- Ee'voe Dcm. 4pp. 41504:209-41504:212. 


8706050291 Forwards response to 870313 request for addi info re Generic L tr a-j 
28, Items 2,1 & 2.2.Encl info updates util 831 108 8. 850805 submittals. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/05/29 Docijmon» 
Control Branch (Document Control Desk). 6pp. 41205:098-41205:103. " 

8706150239 Forwards corrected Page 1 of 870309 Itr re NRC denial of Tech Soer 
Change Request 148, indicating license & docket numbers. 

WILSON, R.F, General Public Utilities Corp. - GPU Service Corp. 87/06/03 Dociimpnf 
Control Branch (Document Control Desk). 2pp. 41290:252-41290:253. 

8706090039 Generic Ltr. 87-09 to all LWR licensees & applicants re Sections 3 0 & 4o 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/04 Alahama 
Power Co. 75pp. 41348:323-41349:036. ' ™ 


8706260303 Rev 1 to Emergency Plan Implementing Procedure 6415-1MP-1300.19, 
“Emergency Dcsimel'y/Security Badge Issuance.” 

• Gerera. Utilities Corp. - GPU Service Corp. 87/06/23. 7pp. 41481:212- 

41481:218. 


G. Adfadlcatory coresptmdence 

8706020141 Oder.* Alters sua sponte schedule for filing briefs in response to C Husted 
870510 brief in support of appeal from ASLB 870402 initial decision.Briefs supporting 
& cpposj.nq apceai due 87:630 & 3SC3„respective[y.Served or^ 870522. 
TOMPKINS,B-A. Atomic Safety and Licensing Appeal Panel. t^2B7 3594. 87/05/21 
Office of the General Counsel. Ip. 41123:329-41123:329. 

8706090171 Requests that ASLA8 include in briefing schedule brief period within which 
Husted & parties supporting appeal might file reply. 

^<AyP!N,y.W. Hunton & Williams. #287 3665. 87/06/01. 
Hv^NTHAL.A.S. Atomic Safety and Licensing Appeal Panel. Ip. 41206:150- 


S706090102 Re^nds to 870604 Itr to Rosenthal.Advises that upon receipt of TMI 
Alert, ir«: bnef,Husted & ar^ other party supporting appeal will be free to file motion 
seeding seave to file 'epiy bnei.Served on S7C605. 

^censing Appeal Panel. #287 3661. 87/06/04. 
MAUPfN.M,W. Hunton & Wdkams. ip. 41207:333-41207:333. 

8706190090 Forwards reply to responses from NRC & B&W Owners Group NRC re- 
s^se evidem^ no independent review of B&W claims. Commission urged to take 
pef^naj_sunsd«ct:cn cf pebt-on to ensure that latest commitment not frustrated. 

Scenlists. #287 3752. 87/06/12. ZECH.LW.. 

Hwutr. s,, M. UAR.*^.,\.W. Ccmmtsstor.ers. 2pp. 41389:133-41389:205. 


-8706190105 4 to petition for immediate action to relieve undue risk Dosed b- 

p:^.-er P -e.s;gred by 8&W.UCS reply to responses from NRC & B&V 
- *v, ers cTCui,, .•er.;:iCa;e pf Svcencl. 

Co"«>issioners. 7ipp 


P. Operatfejg Homse stage documents & correspondence 

EGG.N-A-7585, “Technica! Evaluation Rept for Review & Eval- 


8706150153 Advises that util did not agree to completing Level 1 PRA by 860630 oer 
NRC 870424 Itr.Since license conditions never issued, util 840305 & 06 proposals for 
PRA completion could not be operative.PRA should be available within 6 ment'-s 
HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 87;:)f;'cn Dc-' 
Control Branch (Document Control Desk), ip. 41298:096-41298:096. ' 

8706160289 Summary of 870521 meeting w/util in Bethesda.MD re results from recent 
tests of steam generator tubes in TMM.Util plans to request review of proposed 
change in tube plugging criteria.Attendance list & util presentation end. 

EDISON, G.E. Project Directorate 1-4. 87/06/10. STOLZ.J.F. Project Directorate 1-4 
61pp. 41319:270-41319:332. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAQLIA.FJ. Associate Director for Projects (Post 870411). 87/06/12. Atlantic Citv 
Electric Co. 48pp. 41 392:073-41 392: 1 20. ^ 




w. u«ai ivnv^ (jivjviue iir uiariricaiion w/errai) 
two outdated pages should be removed from Tech Specs. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 87/06/12. Document 
Control Branch (Document Control Desk), 1p, 41394:218-41394:218. 

8706230476 Responds to Generic Ltr 87-06 re pressure isolation valves. List of valves 
w/description of periodic tests or other measures performed to assure integrity ol 
valve as independent barrier & acceptance criteria provided. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 87/06/12. Document 
Control Branch (Document Control Desk). 4pp. 41429:039-41429:042. 

8706300963 Fowards application for amend to License DPR-50,consisting of Tech 
adS Q ^ 72, reflecting organizational changes.Fee paid. 

CLARK,p.R. General Public Utilities Corp. - GPU Service Corp. 87/06/18. Document 
Control Branch (Document Control Desk). 3pp. 41502:297-41502:306. 

-8706300%6 Application for amend to License DPR-50, consisting of Tech Spec 
Si 172,reflecting organizational changes. 

41502300 41502 303 Service Corp. 87/06/18. 4pp. 


--vr rrypQsea 




41502:306. 


cnanges. 

■ GPU Service Corp. 87/06/18. 3pp. 41502:304- 


, I., *• - ‘"h .h"*". uperaung iicensees.CR noiders 

wjDir*f?A arbitrary intermediate pipe rupture requirements. 

Projects (Post 870411). 87/06/19. Alabama 

Power Co. 70pp. 41582:001-41582:070. 




B&W C^ne. 

5|^..Rarcrio Secc & Ovsto: R,ve"r J.-i-3 " -tor^ar'e^* ■’^l-^.ANO-2.Davis- 

41209:187. '= ^ 1). 31pp. 41209:157- 

::APfiiNatos^^vrwtee'‘^u&*R£;rt^ 

Ip. 41211:535-41,211 356° Reactor Regulation, Orector (851125-870411). 

5 recording 

pmage 8R.&i6ng comSe^ ^ completion of Refueling 

HUKi'-L-HD. SeolipS^lSs^^r.SfL®'^ ‘“5:®"'^ ^'"3 '"Slaned. ^ 
Breroh Document 

DPR.60.consisting of Tech 
i6t.HevE.rsv®ng gradual i controlled phased mei^r of So 




Request 161, Rev 

w tw CH^Euriization. 

Corp. 87/05/29. 3pp. 41192:209- 


Q. Inspection reports, IE Bulletins & correspondence 

n< receipt of 870423 Itr concerning contested violation in Insp Rept 50- 
violaSi^witodrawn^^ respiratory protection gear during drills. Item considered closed & 

JOHN<h-nS ^orp. - GPU Service Corp. 87/05/21. 
JOHNSTON, W.V. Region 1, Office of Director. Ip, 41279:222-41279:223 

*’oSS^''slc list°eTO*“ 

CmSlidJerl'FrtkSn r?I Assessment (Post 870411). 87/05/27. 

oonsoHdated Edison Co. of New York, Inc. 108pp. 41 142:332-41 143:075. 

^owJd^NUREG^nTn? iS 50-289/86-17 re Implementation of commitments 

n/ol’ '^oricerning Independent verification. Licensee not in- 

HUtoM^w n presently approved commitments. 

RUSSELL Service Corp. 87/06/03. 

ui)btLL,W.T. Region 1, Office of Director. 4pp. 41305:189-41305:192. 

® BSU"e4"!s™t?encf "Operational Experience Involving Losses of 

^Sidated'aSH rv ^''®'"® Assessment (Post 870411). 87/06/04. 

Vvonsoiidated Edison Co. of New York. Inc. 105pp. 41393:001-41 393:105. 

•I’svc »s!tncL°”“ ""P''®® Threat to US Re- 

cSSl&ted°EdfeSnrI Assessment (Post 870411). 87/06/10. 

v^nsouoaiea kdison Co. of New York, Inc. 106pp. 41300:Q36-41300:143. 

*^Ure^?nde{s.”Svclls?eTOl.*^'°^^' Stiffening Rings on 48-Inch Diameter 

&ifehl*(*^f8704^’3f*a7/riR/ili *^?|®' Academic & Commercial Use 

412Sc2i“4i| 89:340; Donsolidated Edison Co. of New York, Inc. 120pp. 



DOCKETED ITEMS 87 


8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706020151 Forwards “TMl Aquatic Study Monthly Progress Rept for Apr 1987." 
RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 87/05/22. 
HICKEY.C. NRC - No Detailed Affiliation Given. Ip. 41135:103-41135:117. 

“8706020167 "TMl Aquatic Study Monthly Progress Rept for Apr 1987." 

* Radiation Management Corp. (RMC). 87/04/30. 14pp. 41135:104-41135:117. 

8706220329 Monthly operating rept for May 1987.W/870615 Itr. 

SMYTH.C.W., HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 87/05/ 
31. 6pp. 41411:042-41411:047. 

8706300146 Forwards TMl aquatic study monthly progress rept for May 1987. 
RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 87/06/18. 
HICKEY.C. NRC - No Detailed Affiliation Given. Ip. 41493:256-41493:269. 

“8706300164 "TMl Aquatic Study Monthly Progress Rept for May 1987." 

* Radiation Management Corp, (RMC). 87/05/31. 12pp, 41493:257-41493:269. 


S. Reportable occurrences, LERs & related correspondence 

8706040207 LER 87-004-00:on 870502, reactor tripped on high pressure. Caused by op- 
erator accidentally transferring flow signal instead of flux signal during test.Procedures 
changed & operator counseled.W/870528 Itr. 

RANDAZZO.J.A., HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/ 
05/28. 4pp. 41171:287-41171:290. 

8706080181 PNS-l-87-049:on 87031 9,licensee notified Region 1 of ongoing drug 
investigation.On 870601, local TV staion told by anonymous source that plant workers 
suspended as result of drug testing. Licensee ack drug investigation to reporter. 
CONTE.R., BLOUGH.A. Region 1. Office of Director. 87/06/02. Ip. 41217:226- 
41217:226. 

8706120096 LER 87-005-00:on 870506.industrial waste filter sys sample not analyzed 
prior to release.Caused by personnel error in failing to follow required procedure.per 
Tech Specs. Personnel counseled to assure compliance. W/870603 Itr. 

HASSLER.D.V., HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 87/ 
06/03. 4pp. 41278:072-41278:075, 

8706120132 PNO-l-87-049A:updates licensee drug investigation at facility.Licensee not 
releasing details to media or public due to ongoing investigation.Notification issued on 
870601 contained typo.Actual date of notification should be 870519. 

CONTE, R.. BLOUGH.A. Region 1, Office of Director. 87/06/03. Ip. 41274:141- 
41274:141. 

8706190196 PNO-l-87-055:on 87061 2, reactor shut down due to increased leakage from 
letdown cooler A.Letdown cooler will be replaced during 1 -month outage. 

CONTE.R., BLOUGH.A. Region 1, Office of Director. 87/06/15. Ip. 41394:275- 
41394:275. 

8706190211 PNO-l-87-049B:on 87061 2,NRC informed that confirmed positive drug test 
results received on 10 employees.One employee fired, one reassigned & eight 
suspended.Positive results for licensed operators or mgt personnel not received. 
CONTE.R., BLOUGH,A. Region 1, Office of Director. 87/06/15. Ip. 41396:091- 
41396:091. 


V. Operator Examinations 

8706100347 Forwards revised NRC Form 398 re licensee personal qualifications 
statementRev reflects changes to 10CFR55, effective 870526 & requires new appli- 
cants to complete each category completely. Form to be used beginning on 870526. 
COLLINS, S.J. Region 1, Office of Director. 87/06/04. HUKILL.H.D. General Public 
Utilities Corp. - GPU Service Corp. 17pp. 41243:040-41243:056. 
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F. Security, medical, emergency & fife protection plans 

8706160315 Rev 7 to Vol 6 of emergency plan. 

* Boston Edison Co. 87/04/29. 400pp. 41317:180-41318:189. 

8706010439 Forwards response to April 1987 SALP recommendations re plant 
operation, radiological controls.maint.security & safeguards, fire 

protection, surveillance, QA & emergency preparedness. 

BIRD.R.G. Boston Edison Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 7pp. 41 1 32:1 25-41 1 32:1 31 . 

8706050273 Application for amend to License DPR-35,consisting of proposed Change 
87-05, revising Tech Specs to reduce min number of operable detectors to 51% per 
zone.Fee paid. 

BIRD.R.G. Boston Edison Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 9pp. 41 1 97:001-41 1 97:032. 

“8706050275 Proposed Tech Specs.changing fire detection instrumentation for each 
fire detection zone. 

* Boston Edison Co. 87/05/22. 23pp. 41197:010-41197:032. 

8706090259 Forwards Safety Insp Rept 50-293/87-16 on 870221-0406 & notice of 
violation. I nsp also indicates that newly established fire protection group not yet fully 
effective in monitoring fire protection equipment status. 

KANE.W.F. Region 1, Office of Director. 87/05/22. BIRD.R.G. Boston Edison Co. 2pp. 
41224:346-41225:013. 


“8706090263 Notice of violation from insp on 870221-0406. 

* Region 1. Office of Director. 87/05/22. 2pp. 41224:348-41224:349. 

“8706090267 Insp Rept 50-293/87-16 on 870221 -0406.0ne violation noted: failure to 
properly implement fire protection equipment surveillance procedures. 

WIGGINS.J. Region 1. Office of Director. 87/05/22. 24pp. 41224:350-41225:013. 

8706050020 Forwards summary of NRR/util 870521 meeting re licensing issues for 
planLList of attendees also end. 

WESSMAN.R.H. Project Directorate 1-3. 87/06/01. Project Directorate 1-3. 6pp. 
41200:235-41200:240. 

8706120203 Notification of 870617 meeting w/util in Bethesda.MD to discuss fire pro- 
tection licensing matters & related Tech Spec change requests. 

WESSMAN.R. Project Directorate 1-3. 87/06/08. NERSES.V. Project Directorate 1-3. 
3pp. 41280:358-41280:360. 

8706160592 Forwards Safety Insp Rept 50-293/87-18 on 870407-051 8.No violation 
noted. 

KANE,W. Region 1, Office of Director. 87/06/10. BIRD.R.G. Boston Edison Co. 2pp. 
41340:327-41340:353. 

“8706160598 Insp Rept 50-293/87-18 on 870407-051 8,No violations noted. Major 
areas inspected:plant operations,radiation protection, physical security, plant 
events,maint,surveillance,outage activities & repts to NRC, 

WIGGINS.J. Region 1, Office of Director. 87/06/03. 25pp. 41340:329-41340:353. 

8706300682 Forwards Safety Insp Rept 50-293/87-22 on 870504-1 5.No violations 
noted.Work in progress to meet commitments prior to restart observed. 
JOHNSTON.W.V. Region 1. Office of Director. 87/06/16. BIRD.R.G. Boston Edison 
Co. 2pp. 41500:081-41500:099. 

“8706300689 Insp Rept 50-293/87-22 on 870504-1 5.No unacceptable conditions 
identified. Major areas inspected:licensee effort to comply w/10CFR50,App R.Section 
III.G.J & L requirements re fire protection features to assure safe shutdown, 
KRASOPOULOS.A., ANDERSON.C.J. Region 1. Office of Director. 87/06/11. 17pp. 
41500:083-41500:099. 

8706290002 Forwards final SALP Rept 50-293/86-99 for Nov 1985 - Jan 1987 & util 
870522 comments on 870408 SALP rept, per 870522 meeting in 
Chiltonville.MA.Improvement in past performance noted in area of emergency pre- 
paredness. 

RUSSELL. W.T. Region 1, Office of Director. 87/06/17. BIRD.R.G. Boston Edison Co. 
4pp. 41485:046-41485:049. 

“8705260120 Forwards SALP Rept 50-293/86-99 for Nov 1985 - Jan 1987. Recurring 
program weaknesses identified in functional areas. Improvements noted in emergency 
preparedness. Progress still needed In correcting long-term problems identified. 
MURLEY.T.E. Region 1, Office of Director. 8//04/08. BIRD.R. Boston Edison Co. 
2pp. 41485:050-41485:137. 

“8705260125 SALP Rept 50-293/86-99 for Nov 1985 - Jan 1987. 

• Region 1, Office of Director. 87/04/08. 79pp. 41485:059-41485:137. 


H. General correspondence 

8706010231 Responds to 870403 request re iodine releases, availability of records & 
measurement of calculation methods.NRC routinely inspects util effluent release & 
sampling programs & semiannual effluent repts. 

WESSMAN.R.H. Project Directorate 1-3. 87/05/22. PER KINS, J. Affiliation Not As- 
signed. 2pp. 41127:042-41127:043. 


J. Insurance & indemnity information 

8706150029 Forwards complaint & summons served on util re plaintiff allegation that util 
negligently failed to inform & protect plaintiff from radiation area.W/o end. 
HARWARD.J.E. American Nuclear Insurers. 87/05/22. SALTZMAN,J. NRC - No De- 
tailed Affiliation Given. Ip. 41290:220-41290:220. 


P. Operating license stage documents & correspondence 

8706090296 Forwards EGG-NTA-7508, “Technical Evaluation Rept, Pump & Valve In- 
service Testing Program.Pilgrim Nuclear Power Station," final rept.W/exceptions 
noted in rept,proposed program in accordance w/NRC requirements. 

OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6812. 87/03/27. CARRINGTON, M. Planning & 
Program Analysis Staff (851125-870411). Ip. 41230:183-41230:270. 

“8706090300 "Technical Evaluation Rept, Pump & Valve Inservice Testing 
Program.Pilgrim Nuclear Power Station," informal rept. 

RANSOM,C.B., ROCKHOLD,H.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
RANSOM,C.B. Idaho National Engineering Laboratory. FIN A-6812. EGG-NTA-7508. 
87/03/31. NRC - No Detailed Affiliation Given. 87pp. 41230:184-41230:270. 

8706030020 Application for amend to License DPR-3S,consisting of Proposed Change 
87-07,changing Table 4.2.G, "Min Test & Calibr Frequency for ATWS RPT/ARI Instru- 
mentation” & 4.2.G bases. 

BIRD.R.G. Boston Edison Co. 87/05/20. Document Control Branch (Document Con- 
trol Desk). 6pp. 41149:197-41149:204. 

“8706030023 Proposed Tech Specs.changing Table 4.2.G, "Min Test Frequency for 
ATWS RPT/ARI Instrumentation" & 4.2 bases. 

* Boston Edison Co. 87/05/20. 2pp. 41149:203-41149:204. 

8706050117 Application for amend to License DPR-35,consisting of proposed Change 
87-06, revising Table 3.2.B, Sections 4.5.E.1.a & 3.2 to reflect mods made to facility to 
address NUREG-0737, Item II.K,3.18. 

BIRD.R.G. Boston Edison Co. 87/05/20. Document Control Branch (Document Con- 
trol Desk). 5pp. 41191:334-41191:344. 

“8706050127 Proposed Tech Spec.changing Table 3.2.B, Sections 4.5.E.1.a & 3.2 to re- 
flect mods made to facility to address NUREG-0737.ltem ILK.3.18. 

* Boston Edison Co. 87/05/20. 6pp. 41191:339-41191:344. 
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-8706050136 “Bypass Timer Calculation for ADS/ECCS Mod for Pilgrim Station." 
FORTNEY.R.U., HAMON.D.A.. ROGERS.A.E. Boston Edison Co. EAS-1 54-1 286. 86/ 
12/16. 18pp. 41191:345-41191:362. 

8706020014 Responds to 870227 Itr re control room carpet.Use of vinyl baseboard in 
control room acceptable & consistent w/ provisions of Life Safety Code. 
WESSMAN.R.H. Project Directorate 1-3. 87/05/22. BIRD.R.G. Boston Edison Co. 3pp. 
41143:214-41143:216. 

8706040233 Application to amend License CP‘^-35.ccnsistT:r; of Proposed Change 87- 
03, ensuring safe operation of Reload 7 ccr:. .Tiosi.nn cunr";’ Cycle S.Supporting matl 
end. Fee paid. 

BIRD.R.G. Boston Edison Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 5pp. 41172:091-41172:158. 

-8706040236 Proposed Tech Specs consisting of Proposed Change 87-03 re safe op- 
eration of reload core design during Cycle 8. 

* Boston Edison Co. 87/05/22. 18pp. 41172:096-41172:113. 

-8706040255 Rev 0 to “GE BWR Supplemental Reload Licensing Submittal for Pilgrim 
Nuclear Power Station Reload 7." 

SHIRLEY.N.C., PLOTYCIA.G.D.. CHARNLEY.J.S. General Electric Co. 23A4800 ROO. 
86/12/23. 18pp. 41172:114-41172:131. 

-8706040272 “P'lc'im Nudcar Power Station !.CCA Analvsis 
BRANDON,R.J.,''SF 'J;.E^,- .. General Elccmc Co. N-£DD'3C737 84/09/11. 16pp. 
41172:132-41172:147. 

—8706040280 Errata & addenda to “LOCA Analysis Rept for Pilgrim Nuclear Power Sta- 
tion." 

* General Electric Co. NEDO-21696 ERR 04. 86/08/31, 8pp. 41172:148-41172:155. 

“8706040291 Errata & addenda to “LOCA Analysis Rept for Pilgrim Nuclear Power Sta- 
tion." 

* General Electric Co. NEDO-21696 ERR 05. 86/10/31. 3pp. 41172:156-41172:158. 

8706050263 Application for amend to License DPR-35, consisting of proposed Change 
87-04 revising Tech Specs to clarify requirements for undervoltage relays.Fee paid. 
BIRD.R.G. Boston Edison Co, 87/05/22. Document Control Branch (Document Con- 
trol Desk). 7pp. 41195:034-41195:044. 

-8706050265 Proposed Tech Spec Tables 3.2.B & 3.2.B.1, clarifying requirements for 
unden/oltage relays. 

* Boston Edison Co. 87/05/22. 4pp. 41195:041-41195:044. 

8706050273 Application for amend to License DPR-35, consisting of proposed Change 
87-05, revising Tech Specs to reduce min number of operable detectors to 51% per 
zone.Fee paid. 

BIRD.R.G. Boston Edison Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 9pp. 41197:001-41197:032. 


8706220041 Forwards list of pressure isolation valves per Generic Ltr 87-06 re periodic 
verification of leak tight integrity of pressure isolation valves.List includes test meth- 
ods, acceptance criteria & frequency. 

BIRD.R.G. Boston Edison Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 3pp. 41409:004-41409:006. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to ail operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260378 Forwards Amend 101 to License DPR-35 & safety evaluation. Amend re- 
vises Tech Spec 4.7.B.2.a by reducing differential pressure criteria for replacing filters 
in control room high efficiency air filtration sys from 6 to 8 inches of water. 
WESSMAN,R.H. Project Directorate 1-3. 87/06/23. BIRD,R.E. Boston Edison Co. 4pp. 
41480:289-41480:299. 


—8706260383 Amend 101 to License DPR-35, revising Tech Spec 4.7.B.2.a by reducing 
differential pressure criteria for replacing filters in control room high efficiency air filtra- 
tion sys from 8 to 6 inches of water. 

NERSES, V. Project Directorate 1-3. 87/06/23. 4pp. 41480:293-41480:296. 

-8706260386 Safety evaluation supporting Amend 101 to License DPR-35. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/23. 3pp. 
41480:297-41480:299. 


Q. Inspection reports, IE Bulletins & correspondence 


8706040178 Forwards Special Radiological Controls Insp Rept 50-293/87-17 on 
870317-20 & 0407-1 0.No violations noted. Insp reviewed circumstances, evaluation & 
corrective actions re 870316 personnel contamination event. 

MARTIN, T.T. Region 1, Office of Director. 87/05/21. BIRD,R.G. Boston Edison Co. 
2pp. 41176:272-41176:292. 

-8706040181 Insp Rept 50-293/87-17 on 870317-20 & 0407-1 0.No violations 
noted.One unresolved item re repts of occupational exposure identified.Major areas 
inspected:circumstances,evaluation & corrective actions re 87031 6 personnel contami- 
nation. 

NIMiTZ,R.L., SHANBAKY.M.M. Region 1, Office of Director. 87/05/20. 19pp. 
41176:274-41176:292. 


-8706050275 Proposed Tech Specs,changing fire detection instrumentation for each 
fire detection zone. 

* Boston Edison Co. 87/05/22. 23pp. 41197:010-41197:032. 

8706100356 Application for amend to License DPR-35,revising Tech Specs to reflect 
mods to standby liquid control sys.per l0CFR50.62(c)(4) requirements re 
ATWS.Description of proposed change end. 

BIRD,R.G. Boston Edison Co. 87/05/29. Document Control Branch (Document Con- 
trol Desk). 6pp. 41241:171-41241:187. 


8706040335 Forwards Insp Rept 50-293/87-19 during wk of 870427 & notice of 
violation. Ack receipt & review of 87041 1 & 29 Itrs informing NRC of steps taken to 
correct radiological controls.Weakness re control of radiation area keys noted. 

MARTI N,T.T. Region 1, Office of Director. 87/05/21. BIRD,R.G. Boston Edison Co. 
2pp. 41172:079-41172:090. 

-8706040340 Notice of violation from insp on 870427-0501. 

* Region 1, Office of Director. 87/05/21. Ip. 41172:081-41172:081. 


-8706100360 Proposed Tech Specs reflecting mods to standby liquid control sys.per 
10CFR50.62(c)(4) requirements re ATWS. 

* Boston Edison Co. 87/05/29. 11pp. 41241:177-41241:187. 

8706090047 Application for amend to License DPR-35,consisting of Proposed Change 
87-08, modifying Tech Specs re pressure range for HPCI & RCIC operabitity.Fee paid, 
BIRD.R.G. Boston Edison Co. 87/06/01. Document Control Branch (Document Con- 
trol Desk). 6pp. 41220:296-41220:319. 

-8706090049 Proposed Tech Specs, modifying pressure range for HPCI & RCIC oper- 
ability. 

* Boston Edison Co. 87/06/01. 5pp. 41220:302-41220:306. 

-8706090052 “Evaluation of HPCI & RCIC Operability Requirements at Low Vessel 
Pressure for Pilgrim Nuclear Power Station.” 

STOLL.C.H., KLAPPROTH.J.F., S02ZI,G.L. General Electric Co. MDE-101-0986 86/ 
09/30. 13pp. 41220:307-41220:319. 


8706110288 Application for amend to License DPR-35, consisting of Proposed Change 
87-10,revising operability requirements of control rod block actuation instrumentation 
to more closely correspond to logic design. 

BIRD.R.G. Boston Edison Co. 87/06/02. Document Control Branch (Document Con- 
trol Desk). 5pp. 41268:163-41268:174. 


■8706110301 Proposed Tech Specs,consisting of Proposed Change 87-10, revising 
Operability requirements of control rod block actuation instrumentation to more closelv 
correspond to logic design, 

* Boston Edison Co. 87/06/02. 7pp. 41268:168-41268*174 


8706240071 Notifies that claim by M Teague has been filed against util for operation of 
facility, per 10CFR140.6.LegaI documents, including summons ore' 

BIRD.R.G, Boston Edison Co. 87/06/03. M'JF1LEY.i'..E. df'-co of Nuclear Reactor 
Regulation, Director (Post 870411). I6pp. 4 1 ■143:037 ■'■■U^.9:053. 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4 0 
ot STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,FJ. Associate Director for Projects (Post 870411). 87/06/04. Alabama 

Power Co. 75oD. 4134a-.n?<i.ainilQ-n.'3ft ' rviauamei 


8706170090 Revised application for amend to License DPR-35.changing Tech Specs re 
8706^2^ & primary containment testing.Ociginal application submitted on 

Document Control Branch (Document Con- 


-8706040344 Safety Insp Rept 50-293/87-19 on 870427-0501. Violation noted:hi-hi radi- 
ation key kept in desk of watch engineer rather than in special key cabinet as re- 
quired. 

LEQUIA.D., LOESCH,R., SHANBAKY.M. Region 1, Office of Director. 87/05/20. 9pp. 
41172:082-41172:090. 

8706010439 Forwards response to April 1987 SALP recommendations re plant 
operation, radiological controls, maint, security & safeguards.fire 

nrotecticr.sur/eillanco.O.^ & emergency preparedness. 

BjRD.R 3. Bcsio'i fois.Ti Co. 87/05/22. Document Control Branch (Document Con- 
!rc .■'.oskj. 7pp. 4i ■32:\25-41 132:1 31. 

8706090259 Forwards Safety Insp Rept 50-293/87-16 on 870221-0406 & notice of 
violation.lnsp also indicates that newly established fire protection group not yet fully 
effective in monitoring fire protection equipment status. 

KANE.W.F. Region 1, Office of Director. 87/05/22. BIRD.R.G. Boston Edison Co. 2pp. 
41224:346-41225:013. 

“8706090263 Notice of violation from insp on 870221-0406, 

* Region 1, Office of Director. 87/05/22. 2pp. 41224:348-41224:349. 

—8706090267 Insp Rept 50-293/87-16 on 870221 -0406. One violation noted: failure to 
properly implement fire protection equipment surveillance procedures. 

WIGGINS,J. Region 1, Office of Director. 87/05/22. 24pp. 41224:350-41225:013. 

8706040144 Responds to nine unresolved items noted in Insp Rept 50-293/85-30,Cor- 
rective actions:Procedure 5.3.21 reviewed & identified errors corrected & Procedure 
revised to include calibr of core spray pump start time delay relays. 

BIRD.R.G. Boston Edison Co. 87/05/26. Document Control Branch (Document Con- 
trol Desk). 6pp. 41 1 76:323-41 1 76:328. 

8706090278 Forwards Meeting Rept 50-293/87-23 on 870501 to discuss Violation B re 
0^ surveillance test program procedures identified in Insp 50-293/87- 
04,Wntten response to violation required. 

JOHNSTON, W.V. Region 1, Office of Director. 87/05/26. LYDON.J. Boston Edison 
Co. 2pp. 41 222:073-41 222:077. 


V/- r;- — 7.1 w' "*^>3 major items oiscusseo: rsioiice OT 

Violation (Item B) in Insp Rept 50-293/87-04 re adequacy of licensee surveillance test 
program procedures. 

Region 1, Office of Director. 87/05/22. 3pp. 


-8706170118 Proposed Tech Specs reflecting revised sections re primary containment 
& primary containment testing. 

* Boston Edison Co. 87/06/04. 28pp. 41377:074-41377*101 


8705200749 NRC info Notice 87-023, “Loss of DHR 
Operation." Sve list end. 


During Low Reactor Coolant Level 


.’.T'T* aiiunai cveiixs nssessmeni (KOSt 8/0411 

Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 
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Forwards Safety Insp Rept 50-293/87-20 on 870427-0501. No violations 
imetable & milestones for efforts to streamline corrective action sys & 
edures needing simplification requested. 

sl.W.V. Region 1, Office of Director. 87/05/28. BIRD.R.G. Boston Edison 
220:348-41220:357. 

) Insp Rept 50-293/87-20 on 870427-0501. No noncompliance noted. Major 
ected:QA program for corrective action, QA/QC overview & mgt involve- 

1., HUNTER.J.G., EAPEN.P.K. Region 1, Office of Director. 87/05/28. 8pp. 
•41220:357. 

Confirms 870602 telcon agreement that response to notice of violation re 
50-293/87-15 will be submitted by 87061 1.0ne-wk extension will provide 
orporate add! info discussed in telcon. 

R. Boston Edison Co. 87/06/03. Document Control Branch (Document 
sk). Ip. 41259:360-41259:360. 

NRC Info Notice 87-024, "Operational Experience Involving Losses of 
nverters.” Svc list end. 

:. Division of Operational Events Assessment (Post 870411). 87/06/04. 
ed Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

Forwards response to violations noted in Insp Rept 50-293/87-04. Notice of 
►sued because util did not effectively communicate program for test control 
Dr.Violation should be withdrawn. 

Boston Edison Co. 87/06/08. Document Control Branch (Document Con- 
5pp. 41335:154-41335:158. 

NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
Svc list end. 

E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
ted Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

: FonA^ards Safety Insp Rept 50-293/87-18 on 870407-051 8. No violation 

Region 1, Office of Director. 87/06/10. BIRD.R.G. Boston Edison Co. 2pp. 
Ml 340:353. 

58 Insp Rept 50-293/87-18 on 870407-051 8. No violations noted. Major 
ispected:plant operations, radiation protection, physical security.plant 
iint.surveillance, outage activities & repts to NRC. 

,J. Region 1, Office of Director. 87/06/03. 25pp. 41340:329-41340:353. 

f Responds to violations & deficiencies noted in Insp Rept 50-293/87- 
on info discussed in 870602 telcon w/ Region I, requests that Violation A be 
i.Corrective actions:personnel reviewed QC Instruction 20.41. 
i. Boston Edison Co. 87/06/10. Document Control Branch (Document Con- 
I. 5pp. 41386:278-41386:282. 

9 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
iders." Svc list end. 

SHAM.R.E, Division of Fuel Cycle, Medical. Academic & Commercial Use 
•ost 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
7-41289:340. 

1 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
•rror Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 

.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
ated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

3 Final response to FOIA request for info re environ monitoring rept samples 
ept 50-293/78-27.App A documents already available in PDR. 

EY,D.H. Division of Rules & Records (Post 870413). 87/06/12. 

SON.J. Affiliation Not Assigned. 2pp. 41389:117-41389:118. 

(2 Forwards Safety Insp Rept 50-293/87-22 on 870504-1 5.No violations 
ork in progress to meet commitments prior to restart observed. 

'ON.W.V. Region 1, Office of Director. 87/06/16. BIRD.R.G. Boston Edison 
41500:081-41500:099. 

S89 Insp Rept 50-293/87-22 on 870504-1 5,No unacceptable conditions 
IMajor areas inspected:licensee effort to comply w/10CFR50,App R, Section 
L requirements re fire protection features to assure safe shutdown. 
^OULOS.A., ANDERSON,C.J. Region 1, Office of Director. 87/06/11. 17pp. 
83-41500:099. 

29 Responds to NRC Itr re violations noted in Insp Rept 50-293/87-1 9.Correc- 
ons;requirements of key control procedure discussed w/ staff to ensure under- 
j & required reading sys being revised. 

G. Boston Edison Co. 87/06/17. Document Control Branch (Document Con- 
k). 3pp. 41475:159-41475:161. 

02 Forwards final SALP Rept 50-293/86-99 for Nov 1985 - Jan 1987 & util 
comments on 870408 SALP rept, per 870522 meeting in 

rille.MA.Improvement in past performance noted in area of emergency pre- 

LL.W.T. Region 1, Office of Director. 87/06/17. BIRD.R.G. Boston Edison Co. 
485:046-41485:049. 

>120 Forwards SALP Rept 50-293/86-99 for Nov 1985 - Jan 1987. Recurring 
n weaknesses identified in functional areas. Improvements noted in emergency 
tdness.Progress still needed in correcting long-term problems identified. 

■Y,T.E. Region 1, Office of Director. 87/04/08. BIRD.R. Boston Edison Co. 
485:050-41485:137. 

3125 SALP Rept 60-293/86-99 for Nov 1985 - Jan 1987. 

)n 1, Office of Director. 87/04/08. 79pp. 41485:059-41485:137. 

264 Forwards Insp Rept 50-293/87-24 on 870601 -05.No violations noted. 
!TON,W.V. Region 1, Office of Director. 87/06/18. BIRD.R.G. Boston Edison 
D. 41497:285-41497:291. 

0270 Insp Rept 50-293/87-24 on 870601 -05.No violations or deviations 
k^ajor areas inspected:nonlicensed staff training. 

RA,W., EAPEN.P.K. Region 1. Office of Director. 87/06/18. 5pp. 41497:287- 


8706170115 NRC Info Notice 87-028. "Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp, 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp, 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706160192 "Number of Personnel & Man-REM by Work & Job Function, 1986." W/ 
870609 Itr. 

BIRD,R.G. Boston Edison Co. 86/12/31. 5pp. 41305:180-41305:184. 

8706170551 FOIA request for info re cows described in facility Radiological Monitoring 
Rept 10 for 1977. 

NICKERSON, J. Affiliation Not Assigned. 87/04/27. NRC - No Detailed Affiliation 
Given. Ip. 41389:116-41389:116. 

8706170012 Monthly operating rept for May 1987.W/870610 Itr. 

HAMILTON,?., BIRD.R.G. Boston Edison Co. 87/05/31. 7pp. 41380:288-41380:294. 

8706170563 Final response to FOIA request for info re environ monitoring rept samples 
& Insp Rept 50-293/78-27.App A documents already available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. 
NICKERSON.J. Affiliation Not Assigned. 2pp. 41389:117-41389:118. 


S. Reportable occurrences, LERs & related correspondence 

8706260081 Part 21 & deficiency rept re loose &/or missing bolts in hydraulic control 
unit (HCU) support frames of CRD sys. Initially reported on 870529.HCU will be re- 
stored to original design & bolts inspected. 

BIRD.R.G. Boston Edison Co. 87/05/30. RUSSELL, W.T. Region 1, Office of Director. 
3pp. 41479:021-41479:023. 

8706110313 LER 87-006-00:on 870506, structural analysis of 870313 insp of hydraulic 
control unit frames concluded that design basis operability of units could not be estab- 
lished for loading conditions.Cause undetermined.Frames restored.W/870604 Itr. 
LUNN.B.P., BIRD.R.G. Boston Edison Co. 87/06/04. 10pp. 41259:339-41259:348. 


DOCKET 50-294 MICHIGAN STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706180082 Informs of recent NRR reorganization.Designates T Michaels project man- 
ager for facility. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
WILKINSON, R.E. Michigan State Univ., East Lansing. Ml. 3pp. 41393:268-41393:270. 


S. Reportable occurrences, LERs & related correspondence 

8706170467 RO;on 870602, noted that shim & regulating rod positions for 10 watt check 
considerably higher than expected.Caused by aluminium top end fitting of control rod 
poison section fracturing.Stainless steel insert designed. 

WILKINSON, B.W. Michigan State Univ., East Lansing, Ml. 87/06/09. Document Con- 
trol Branch (Document Control Desk). 2pp, 41385:084-41385:085. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8706300012 Rev 6 to “Zion Station Emergency Plan Annex." W/revised index. 

* Commonwealth Edison Co. 87/02/28. 61pp. 41487:202-41487:262. 

8706010112 Requests addi space at emergency operations facility to demonstrate NRC 
response capabilities for June 1 987 federal field exercise.Addl space needed for tem- 
porary administrative assistance to core site team. 

SHAFER.W.D. Region 3, Office of Director. 87/05/21. REED.C. Commonwealth 
Edison Co. 2pp. 41123:290-41123:291. 

8706080315 Confirms dates of 871116-20 for special insp re compliance w/ 
lOCFRSO.App R fire protection features, per 870601 telcon. Latest revs of listed plant 
drawings & info requested by 870731 . 

HARRISON.J.J, Region 3, Office of Director. 87/06/01. REED.C. Commonwealth 
Edison Co. 3pp. 41217:167-41217:169. 

8706090412 Forwards Safety Insp Repts 50-295/87-11 & 50-304/87-14 on 870421- 
0521 & notice of violation. Insp demonstrated that action taken to correct identified 
violation & to prevent recurrence. 

HARRISON, J.J. Region 3. Office of Director. 87/06/02. REED.C. Commonwealth 
Edison Co. 2pp. 41230:001-41230:010. 

--8706090414 Notice of violation from insp on 870421-0521. 

HARRISON.J.J. Region 3, Office of Director. 87/06/02. 2pp. 41230:003-41230:003. 
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-8706090416 Insp Repts 50-295/87-11 & 50-304/87-14 on 870421-0521. Violations 
notedifaiiure to comply w/Tech Specs re aircraft fire dampers. 

HOLMES, J.. GARDNER, R. Region 3, Office of Director. 87/06/01. 7pp. 41230:004- 
41230:010. 

8706170491 Rev 2 to Emergency Plan Implementing Procedure NST-EOF-1, “Manager 
of Emergency Operations." W/table of contents. 

BLACKMAN,T.G. Commonwealth Edison Co. 87/06/30. 22pp. 41385:001-41385:022. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24, "Determining Recommended Offsite Protective Action Response Option for 
General Public." 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


J. insurance & indemnity information 

8706120069 Forwards Endorsements 91 & 44 to NELIA Policies NF-201 & NF-253 & 
Endorsements 78 & 26 to MAELU Policies MF-64 & MF-1 04, respectively. 

OSTER.J. Commonwealth Edison Co. 87/05/27. DINITZ.l. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 5pp. 41272:248-41272:252. 

8706160238 Forwards Endorsements 92 & 79 to NELIA Policy NF-201 & MAELU Policy 
MF-64,respectively. 

OSTER.J Commonwealth Edisgn Co. 87/06/09. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 870^1). 3pp. 41336:237-41336:239. 

P. Operating license stage dor^^ifments & correspondence 

8706050090 Forwards planned submittal dates per 87031 1 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK,M.S. Commonwealth Edison Co. 87/05/22. DAVIS, A.B. Region 3. Office of 
Director. 2pp. 41200:078-41200:079. 

8706050253 Forwards revised Pages 177,186 & 234M to second interval inservice test- 
ing program.Changes result of failure of ultrasonic flow instrumentation installed on fa- 
cility SVC water sys. 

LEBLOND.P.C. Commonwealth Edison Co. 87/05/29. Document Control Branch 
(Document Control Desk). 5pp. 41192:295-41192:299. 

8706100251 Application for amends to Licenses DPR-39 & DPR-48, revising Tech Specs 
to allow simultaneous charging pump operation during pump realignment & to reduce 
allowable time period for depressurization following failure of PORV.Fee paid. 
LEBLOND.P.C. Commonwealth Edison Co. 87/05/29. Document Control Branch 
(Document Control Desk). 2pp. 41242:124-41242:137. 

-8706100260 Proposed Tech Specs to allow simultaneous charging pump operation 
during pump realignment & to reduce allowable time period for depressurization fol- 
lowing failure of PORV. 

‘ Commonwealth Edison Co. 87/05/29. 12pp. 41242:126-41242:137. 

8706170431 Responds to Generic Ltr 87-06, requesting verification of method used to 
assure leak tight integrity of pressure isolation valves.EncI describes periodic tests & 
acceptance criteria for each valve. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41 582:001 -41 582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706160561 Forwards inservice insps from 861004-870226 for Interval 2, Period 
1 .Outage 2. 

PLIML,G.J. Commonwealth Edison Co. 87/05/26. DAVIS, A.B. Region 3, Office of Di- 
rector. Ip. 41340:307-41340:323. 

-8706160572 Inservice insps from 861004-870226 for Interval 2, Period 1, Outage 2. 

* Westinghouse Electric Corp. 87/05/26. 15pp. 41340:308-41340:323. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

R0SS1,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706030072 Forwards Safety Insp Rept 50-295/87-12 on 870508-12 re 870430 event in 
which all four MSIVs were opened,resulting in safety injection & RCS cooldown.Util 
will be notified by separate correspondence re enforcement actions, 

N0REL1US,C.E. Region 3, Office of Director. 87/05/27. REED,C. Commonwealth 


”8706090414 Notice of violation from insp on 870421-0521. 

HARRISON, J.J. Region 3. Office of Director. 87/06/02. 2pp. 41230:003-41230:003. 

-8706090416 Insp Repts 50-295/87-11 & 50-304/87-14 on 870421-0521. Violations 
noted:failure to comply w/Tech Specs re aircraft fire dampers. 

HOLMES, J., GARDNER, R. Region 3. Office of Director. 87/06/01. 7pp. 41230:004- 
41230:010. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses oi 
Electrical Inverters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706170086 Forwards Safety Insp Repts 50-295/87-09 & 50-304/87-11 on 870418- 
0601 .No violations noted. 

FORNEY, W.L Region 3, Office of Director. 87/06/09. REED.C. Commonwealth 
Edison Co. 2pp. 41371:21 1-41371:226. 

-8706170100 Insp Repts 50-295/87-09 & 50-304/87-11 on 870418-0601 .No violations 
noted.Major areas inspected:licensee action on previous insp findings, summary of op- 
erations & Unit 2 diesel fuel oil tank room flooding. 

HINDS,J.M. Region 3, Office of Director. 87/06/06. 14pp. 41371:213-41371:226. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10, 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11, 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706220231 Discusses Safety Insp Repts 50-295/86-16 & 50-304/86-15 on 860709-10 
& 29 forwards notice of violation.NRC review of deficiency for possible enforcement 
action complete. 

HARRISON,J.J. Region 3, Office of Director. 87/06/15. REED.C. Commonwealth 
Edison Co. 2pp. 41409:081-41409:083. 

-8706220243 Notice of violation from insp on 860709-10 & 29. Violations 

noted:Raychem heat shrinkable tubing used in 10CFR50.49 designated applications 
installed in unqualified configurations w/listed deficiencies. 

HARRISON.J.J. Region 3. Office of Director. 87/06/15. Ip. 41409:083-41409:083. 

8706230211 Forwards Safety Insp Repts 50-295/87-12 & 50-304/87-15 on 870518- 
28.No violations noted. 

HARRISON.J.J. Region 3, Office of Director. 87/06/16. REED.C. Commonwealth 
Edison Co. 2pp. 41427:319-41427:329. 

-8706230224 Safety Insp Repts 50-295/87-12 & 50-304/87-15 on 870518-28. No viola- 
tions noted.Major areas inspected:licensee action on previous insp findings, insp of 
electrical & instrumentation corrective & preventative maint activities. 

FALEVITS.Z., GARDNER, R.N. Region 3, Office of Director. 87/06/16. 9pp. 
41427:321-41427:329. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706150045 Monthly operating repts for May 1987.W/870605 ltr. 

ARGYRIS.G., PLIML,G.J. Commonwealth Edison Co. 87/05/31. 12pp. 41290:204- 
41290:215. 


S. Reportable occurrences, LERs & related correspondence 

8706040045 LER 87-009-00:on 870430, safety injection occurred due to steam line delta 
pressure.Caused by deenergization of MSIVs due to electrical equipment operator 
misinterpreting shift engineer.Changes made re communications.W/870529 ltr. 
BASNER.C., PLIMUG.J. Commonwealth Edison Co. 87/05/19. 7pp, 41171:243- 
41171:249. 

8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR,RES,AEOD & regional ofcs re events which occurred since 870507 meeting.List 
of attendees & viewgraphs end. 

LANNlNG,W. Events Assessment Branch. 87/05/27. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). I9pp. 41 162:242-41 162:260. 

8706030320 LER 87-01 1-00:on 870430, while in process of shutting down, high flux r©- 
actor trip occurred from source range Channel 1N31. Caused by noise on extension 
source range signal cable. Cable repositioned.W/870529 ltr. 

KELLERHALS,J.F., PLIML,G.J. Commonwealth Edison Co. 87/05/29. 6pp. 41169:214- 


8706100385 LER 87-01 0-00:on 870504, discovered that no filters saved from two gas 
decay tank releases in violation of Tech Spec 4.1 2. Caused by inadequate communica- 
tion between chemistry supervisors & technicians. Procedures changed.W/870603 ltr 
SCHAEVE,L., PLIMUG.J. Commonwealth Edison Co. 87/06/03. 4pp. 41248:292- 
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8706170009 PNO-lll-87-081:on 87061 0.earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY.W. Region 3, Office of Director. 87/06/11. 1p. 41371:148-41371:148. 

8706170285 LER 87-01 2-00:on 87051 5, discovered logic surveillance high steam flow 
safety injection block permissive not done. Caused by faulty test procedure requiring 
closure of MSIV & subsequent unit trip.New procedure developed.W/870612 Itr. 
HOLDEN, LE., PLIML.G.J, Commonwealth Edison Co. 87/06/12. 5pp. 41371:095- 
41371:099. 

8706220373 Confirms plans for 870619 enforcement conference w/util in Zion.lL to dis- 
cuss events re inadvertent opening of MSIVs & recent personnel errors, per 870608 
discussions. 

NORELIUS.C.E. Region 3, Office of Director. 87/06/15. REED,C. Commonwealth 
Edison Co. 1p. 41411:177-41411:177. 


V. Operator Examinations 

87061 10399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHUC.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region I II. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8706030305 Requests delay in NRC review of 860131 & 1121 requests for exemption 
from 10CFR50,App R, Paragraph lll,G.2 requirements re 20-ft separation of safe shut- 
down equipmentOptions pursued warrant rev or withdrawal of request. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41169:206-41169:207. 

8706090367 Forwards Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 on 
87041 3-1 7,No violations or deviations noted. NRC concerned w/licensee use of secu- 
rity officers as long-term compensatory measure in lieu of security plan commitments. 
ZECH,G.G. Office of Special Projects. 87/05/27. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41222:302-41222:304. 

-8706090379 Partially withheld Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 
on 870413-17 (ref 10CFR2.790 & 73.21 ).No violations identified.Major areas 
inspected;licensee improvements identified in nuclear performance plan. 

TOBIN, W.J. Region 2, Office of Director. 87/05/14. Ip. 41222:304-41222:304. 

8706100357 Ack return of safeguards & administratively confidential repts R-82-01- 
PSS,R-83-16-NPS,R-84-06-NPS & 1-83-01 -WBN, furnished by WF Willis 850906 Itr. 
ZECH,G.G. Office of Special Projects. 87/05/29. WHITE,S.A. Tennessee Valley Au- 
thority. 2pp. 41248:270-41248:271. 

8706100124 Confirms 870609 mgt meeting in Region II ofc to discuss util security 
activities, per 870601 telcon.Proposed meeting agenda & notice of meeting end. 
ZECH.G.G. Office of Special Projects. 87/06/02. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41240:073-41240:075. 

--8706110230 Notification of 870609 meeting w/util in Region II ofc to discuss util secu- 
rity activities. 

* Region 2, Office of Director. 87/06/02. Region 2, Office of Director. Ip. 41240:075- 
41240:075. 

8706110251 Advises that 870416 Rev 13 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

ZECH.G.G. Office of Special Projects. 87/06/02. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 41269:227-41269:229. 

8706240428 Rev 3 to Radiological Emergency Plan Implementing Procedure IP-10, 
“Medical Emergency Procedure.” W/870617 Itr. 

PRUITT, E., GRIDLEY.R. Tennessee Valley Authority. 87/06/17. 24pp. 41455:146- 
41455:169. 

8706240389 Trip rept of 870601-06 Site visit re unresolved safety questions 
determination.activities related to restart & meeting & plant waikdown re App R ex- 
emptions. 

STANG.J. Office of Special Projects. 87/06/18, ZWOLINSKI.J.A. Office of Special 
Projects. 3pp. 41440:155-41440:157. 

8706300945 Forwards Safeguards Insp Repts 50-259/87-23,50-260/87-23 & 50-296/ 
87-23 on 870601 -05.No violations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/23. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41514:182-41514:184. 

-8706300954 Partially withheld Physical Security Insp Repts 50-259/87-23,50-260/87- 
23 & 50-296/87-23 on 870601-05 (ref 10CFR2.790 & 73.21).No violations noted.Major 
areas inspected:security plan & implementing procedures. 

ENNIS. J.D. Region 2, Office of Director. 87/06/19. 1p. 41514:184-41514:184. 


P. Operating license stage documents & correspondence 

8706030136 Forwards Rev 4 of employee concern special program manual & writer 
guide issued on 87051 1 .Uncontrolled copies of Rev 3 of documents previously provid- 
ed on 870401 .W/o ends, 

MARTIN, M.S. Tennessee Valley Authority. 87/05/19. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41157:201-41157:202. 


8706030182 Forwards list of 117 employee concerns task group subcategory repts to 
be submitted for review. Repts address both plant specific & programmatic evaluation 
results. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/20. Document Control Branch (Doc- 
ument Control Desk). 13pp. 41161:113-41161:125. 

8706040072 Notification of time change for 870604 meeting w/util in Decatur, AL to dis- 
cuss status of restart program.Meeting will be transcribed.Meeting agenda end. 
STANG.J. Office of Special Projects. 87/05/21. ZWOLINSKI.J.A. Office of Special 
Projects. 4pp. 41 1 81 :233-41 1 81 :236. 

8706040225 Forwards listing of mgt & personnel subcategory repts & titles re employee 
concerns special program & 18 subcategory repts for mgt & personnel category w/ 
completed final reviews by Senior Review Panel & Employee Concern Task Group 
mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41177:215-41180:025. 

8706050176 Forwards listing of industrial safety subcategory repts numbers & titles ad- 
dressing concerns for employee concerns special program.Repts completed final 
review by senior review panel & employee concern task group mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41198:084-41200:059. 

8706030347 Informs of intention to utilize artificial time history generated from plant 
design response spectra as input for seismic sys analysis.FSAR will be revised to re- 
flect use of artificial time history, 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 8pp. 41169:308-41169:315. 

8706030461 Fonvards responses to JS Keppler 870422 questions re Rev 4 to Corpo- 
rate Nuclear Performance Plan.Plan will be revised to reflect changes in staff & 
progress in programmatic areas, 

WHITE.S.A. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 11pp. 41153:018-41153:028. 

8706040256 Forwards safety evaluation supporting proposed post-accident sampling 
sys.per 861219 & 870401 requests.Proposed sys meets all criteria in II.B.3 of 
NUREG-0737. 

ZWOLINSKI.J.A. Office of Special Projects. 87/05/27. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 41180:220-41180:227. 

-8706040282 Safety evaluation re post-accident sampling sys.Sys meets all 1 1 criteria 
of Item li.B.3 in NUREG-0737. 

* Office of Special Projects. 87/05/27. 6pp. 41180:222-41180:227. 

8706080069 Responds to Generic Ltr 87-05 re actions to determine if Mark I drywell 
shells have degraded by corrosion mechanism. Ultrasonic thickness measurements 
will be performed on each drywelI.Extension of due date coordinated on 870513. 
GRIDLEY.R. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41218:230-41218:234. 

8706100326 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, revising 
Tech Specs to clarify trip level setting in Table 3.2.A for standby gas treatment sys 
relative humidity heater.Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41238:321-41238:329. 

-8706100333 Proposed Tech Specs, clarifying trip level setting in Table 3.2.A for stand- 
by gas treatment sys relative humidity heater. 

* Tennessee Valley Authority. 87/05/29. 7pp. 41238:323-41238:329. 

8706100395 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, Implement- 
ing recommendations of Generic Ltr 84-15, “Proposed Staff Actions to Improve & 
Maintain Diesel Generator Reliability." Fee paid. 

DOMER.J.A. Tennessee Valley Authority, 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41248:296-41249:006, 

-8706100403 Proposed Tech Specs, implementing recommendations In Generic Ltr 84- 
15, “Proposed Staff Actions to Improve & Maintain Diesel Generator Reliability." 

* Tennessee Valley Authority. 87/05/29. 69pp. 41248:298-41249:006. 

8706110291 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, revising 
Tech Specs to clarify requirements for high radiation areas w/radiation intensity of ex- 
actly 1,000 mrem/h. Justification & hazards determination encl.Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41260:271-41260:278. 

-8706110303 Proposed Tech Specs.revising Section 6 to clarify requirements for high 
radiation areas w/radiation intensity of exactly 1,000 mrem/h. 

* Tennessee Valley Authority. 87/06/02. 6pp. 41260:273-41260:278. 

8706180029 Forwards listing of mgt & personnel & matl control subcategory repts & 
titles addressing concerns for employee concerns special program.Subcategory repts 
for mgt & personnel also end. 

MARTIN, M.S. Tennessee Valley Authority. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41391:163-41391:348, 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp, 41348:323-41349:036. 

8706180237 Application for amends to Licenses DPR-33,DPR-52 & DPR-68, revising 
Tech Specs to impose limit on reactor operation when nitrogen not being used to 
supply pneumatic control sys inside containment, per Generic Ltr 84-09.Fee paid. 
GR1DLEY,R. Tennessee Valley Authority. 87/06/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41390:284-41390:295. 

-8706180247 Proposed Tech Specs imposing limit on reactor operation when nitrogen 
not being used to supply pneumatic control sys inside containment. 

* Tennessee Valley Authority. 87/06/04. 10pp. 41390:286-41390:295. 
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8706160631 Forwards employee concerns 5pc::ial p-c^rnr! Rev 2 to Subcategory-Const 
11200, ‘‘Workplan/Work Control" & Si,bca:r:co-v-Cc- s! Final Rept 15100, "Damage/ 
Const Control.” 

MARTIN, M.S. Tennessee VaHey Authority. 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 5pp. ‘11349:336-^.1349:340. 

8706160411 Discusses review of restart criteria incorporated in Vol 2, Table 7 & Vol 
3, Table IV-1 of Nuclear Performance Plan. Criteria sufficiently conservative & accepta- 
ble. 

ZWOLINSKI.J.A. Office of Special Projects. 87/06/09. WHITE,S.A. Tennessee Valley 
Authority. 6pp. 41319:156-41319:161. 

8706160492 Responds to RM Bernero 870225 Itr re plant PRA.Util agrees that bases of 
PRA analyses suspect until verification of sys configuration complete.Util in process of 
finalizing "as-configured" drawings at plant. 

WHITE, S.A. Tennessee Valley Authority. 87/06/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41335:072-41335:073. 

8706160530 Forwards TVA Employee Concerns Special Program Repts 10700, “Instru- 
T.n.-t S. 19100, "Electrical Equipment" & listing of const subcategory repts & 

:':io3 'ev! 0 /. of repts completed by senior review panel & task group mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/06/10. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:080-41349:185. 

“8706160538 Rev 3 to "Instrument Tubing," TVA employee concerns special program 
final rept. 

SELEWSKl,M.E. Tennessee Valley Authority. 10700 R03. 87/06/05. 57pp. 41349:085- 
41349:148. 

“8706160553 Rev 3 to "Electrical Equipment," TVA employee concerns special pro- 
gram rept. 

BROWN,R.M. Tennessee Valley Authority. 19100 R03. 87/06/05. 37pp. 41349:149- 
41349:185. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230380 Forwards Nuclear Safety Review Staff (NSRS) routine review of response 
to recommendations identified in NSRS Rept R-84-19-WBN,per 870520 requestStatus 
of all NSRS repts reviewed.Commitment tracking & action item load sheet end. 
GRIDLEY.R.L. Tennessee Valley Authority. 87/06/16. Document Control Branch 
(Document Control Desk). 6pp. 41437:223-41438:104. 

“8706240028 "Assessment of Browns Ferry Regulatory Performance Improvement 
Plan." 

WHITT, K.W. Tennessee Valley Authority. R-84-20-BFN. 84/07/30. 16pp. 41437:239- 
41437:254. 

“8706240049 “Investigation of Problems Concerning Category I Supports at Browns 
Ferry Nuclear Plant." Updated data sheets reflecting any rept recommendations end. 
DEBBAGE.A.G. Tennessee Valley Authority. I-84-30-BFN. 87/12/07. 210pp. 

41437:255-41438:104. 

8706250005 Trip rept of 870603-05 site visit re restart activities. Attendee list end. 
GEARS, G.E. Office of Special Projects. 87/06/18. 2WOLINSKI,J.A. Office of Special 
Projects. 4pp. 41465:001-41465:004. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260050 Forwards response to Generic Ltr 87-06, "Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves." Program for ensuring leak-tight integrity 
of valves Tech Spec refs for valves discussed. 

GRIDLEY.R.L. Tennessee Valley Authority.-. 87/06/19. Document Control Branch 
(Document Control Desk). 5pp. !475:3rj:;. 

8706290027 Requests assistance in verification of end data re review of safety issues 
mgt sys.Util also requested to provide most recent refueling outage projections for fa- 
cilities. 

2WOLINSKl,J.A. Office of Special Projects. 87/06/22. WHITE.S.A. Tennessee Valley 
Authority. 37pp. 41504:258-41504:294. 

8706260214 Trip rept of 870616-17 site visit re better definition of scope of work for 
contractor recommendations (Item 11. D of restart issues-SECY 
pace-'. '■eviftwffri. planned & proposed insp schedules & modules for facilities. 

GE ARS.G.E. Off!c;c o’’ Special Projects. 87/06/23. ZWOLINSKI.J.A. Office of Special 
Projects. 3pp. 41480:126-41480:128. 

8706290031 Forwards Rev 3 to TVA employee concerns special program final 
rept, const subcategory, “Mechanical.” 

MARTIN, M.S. Tennessee Valley Authority. 87/06/24. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41501:053-41501:267. 

“8707010013 Rev 3 to TVA employee concerns special program final Const Rept 
17100, "Mechanical." 

BRYANT, J.B. Tennessee Valley Authority. 17100 R03. 87/06/18. 200pp. 41501:058- 
41501:267. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010330 Responds to Item lll.D.3.4 of NUREG-0737 re effects of chlorine on control 
room habitability & inspector Unresolved Item 86-40-10 on chlorine shipments by 
barge near site. Frequency of barge traffic per yr within guidelines. 

GRIDLEY,R. Tennessee Valiev Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41133:046-41133:047. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27 
Consolidated Edison Co. of New York, Inc, 108pp. 41142:332-41143:075. 


8706040137 Requests extension of time to respond to violations noted in Insp Rept:. 
50-259/86-43.50-260/86-43,50-296/86-43. 50-327/86-73,50-328/86-73,50-390/3' 

27.50-391/86-26, 50-438/86-11 & 50-439/86-11 due to addi review required. 
GRIDLEY.R.L. Tennessee Valley A.jthorib.' 87/05/27. Document Control Brarc*' 
(Document Control Desk), 2pp. 4i !7cV329-'i-: 176:330. 

8706090367 Fonvards Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-17 
870413-1 7.No violations or deviations noted.NRC concerned w/licensee use of sec. 
rity officers as long-term compensatory measure in lieu of security plan commitments 
ZECH.G.G. Office of Special Projects. 87/05/27. WHITE.S.A. Tennessee Valley A-* 
thority. 2pp. 41222:302-41222:304. 

“8706090379 Partially withheld Insp Repts 50-259/87-17,50-260/87-17 & 50-296/87-*" 
on 870413-17 (ref 10CFR2.790 & 73.21). No violations identified. Major area: 
inspected:licensee improvements identified in nuclear performance plan. 

TOBIN.W.J., THOMPSON.D.H., MCGUIRE.D.R. Region 2, Office of Director. 87/C5 
14. Ip. 41222:304-41222:304. 

8706100366 Ack receipt of 870515 ltr informing NRC of steps taken to correct violaticrp 
noted in Insp Repts 50-259/87-08, 50-260/87-08 & 50-296/87-08. 

ZECH.G.G, Office of Special Projects. ZECH.G.G. Region 2, Office of Director. 87/C5 
28. WHITE,S.A. Tennessee Valley Authority. Ip. 41241:170-41241:170. 

8706160589 Ack receipt of 870407 response to notice of violation from Insp Repts 5C- 
259/86-40,50-260/86-40 & 50-296/86-40.Response meets requirements C' 

10CFR2.201 & implementation of corrective actions will be examined during future 
insps. 

ZECH.G.G. Office of Special Projects. 87/05/29, WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41340:290-41340:290. 

8706170149 Ack receipt of 870518 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/87-09, 50-260/87-09 & 50-296/87-09. 

ZECH.G.G. Office of Special Projects. 87/05/29. WHITE.S.A. Tennessee Valley Au- 
thority. ip. 41385:235-41385:235. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses ct 
Electrical Inverters." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/1C. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Sve list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170293 Supplemental response to violations noted in Insp Repts 50-259/86-38,50- 
260/86-38 & 50-296/86-38.Corrective actions: corporate std for SNM written & 
reviewed.Procedures will be issued for implementation by 870626.Revised Page £ 
end. 

GRIDLEY,R. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41385:173-41385:175. 

8706230440 Responds to NRC 870417 ltr re deviations noted in Insp Repts 50-259/67- 
02,50-260/87-02 & 50-296/87-02.Corrective actions: administrative procedures in 
effect which do not allow use of new fuel storage vaults. 

DOMER.J.A. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41429:112-41429:117. 

8706250275 Forwards Insp Repts 50-259/87-14,50-260/87-14 & 50-296/87-14 on 
870301-0430 notice of violation. Violation involved inoperable control room emergency 
ventilation sys. 

ZECH.G.G. Office of Special Projects. ZECH.G.G. Region 2, Office of Director. 87/06/ 
15. WHITE.S.A. Tennessee Valley Authority. 3pp. 41475:211-41475:236. 

“8706250285 Notice of violation from insp on 870301-0430. 

ZECH.G.G. Region 2, Office of Director. 87/06/15. 2pp. 41475:214-41475:215. 

“8706250296 Insp Repts 50-259/87-14,50-260/87-14 & 50-296/87-14 on 870301- 
0430. Violations noted:failure to comply w/ operability requirements of Tech Spec 
3.7.E, “Control Room Emergency Ventilation Sys.” 

PAULK, G.L., PATTERSON.C.A., BROOKS.C.R. Region 2, Office of Director. 87/06/ 
09. 21pp. 41475:216-41475:236. 

8706250438 Ack receipt of 870302 suppi response informing NRC of steps taken to 
correct violations noted in Insp Repts 50-259/86-25,50-260/86-25 & 50-296/86- 
25.Util requested to address lingering concern re inadequate equipment anchorage, 
ZECH.G.G. Office of Special Projects. 87/06/16. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41474:045-41474:046. 

8706240041 Forwards Welding Tearn Insp Repts 50-259/87-19,50-260/87-19 & 50- 
296/87-19 on 870420-24.No deviations noted. Executive summary end. Inadequacies 
noted which util needs to address in Phase II rept. 

EBNETER.S.D. Office of Special Projects. 87/06/17. WHITE.S.A. Tennessee Valiev 
Authority. 5pp. 41443:344-41443:362. 

“8706240048 Insp Repts 50-259/87-19.50-260/87-19 & 50-296/87-19 on 870420-24.ln- 
adequacies noted.Major areas inspected:info contained in TVA Phase I rept.sampie of 
FSAR commitment review forms & related specs & drawings. 

GEORGIEV.G.B., MCLELLAN.T., SMITH, D. Office of Special Projects. 87/06/10 
14pp. 41443:349-41443:362. 
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8706240373 Supplemental response to NRG 850927 Itr re violations noted Insp Repts 
50-259/85-36,50-260/85-36 & 50-296/85-36. Corrective actions:valve closed & oper- 
ating & surveillance instructions reviewed. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/19. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41449:075-41449:079. 

8706170115 NRC Info Notice 87-028. “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300945 Forwards Safeguards Insp Repts 50-259/87-23,50-260/87-23 & 50-296/ 
87-23 on 870601 -05.No violations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/23. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41514:182-41514:184. 

-8706300954 Partially withheld Physical Security Insp Repts 50-259/87-23,50-260/87- 
23 & 50-296/87-23 on 870601-05 (ref 10CFR2.790 & 73.21).No violations noted.Major 
areas inspected:security plan & implementing procedures. 

ENNIS, J.D., MCGUIRE.D.R. Region 2, Office of Director. 87/06/19. Ip. 41514:184- 
41514:184. 

8706300265 Forwards results of review conducted to delineate procurement-related 
insps performed by Region ll at TVA facilities.conducted per request re response to H 
Myers 870512 Itr to H Denton. 

BELISLE.G.A. Region 2, Office of Director. 87/06/24. ZECH.G.G. Office of Special 
Projects. 2pp. 41493:351-41493:352. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York. Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706020022 "Discharge Monitoring Rept for Apr 1987." 

RIVERS, M.E. Tennessee Valley Authority. 87/04/30. 12pp. 41133:282-41133:293. 

8706170168 Monthly operating repts for May 1987.W/870610 Itr. 

CRAWFORD, J.D., LEWIS.R.L. Tennessee Valley Authority. 87/05/31. 18pp. 

41371:340-41371:357. 

8706250215 Forwards weekly schedule of TVA activities for wks of 870622 & 29. 
KELLY, J.N. Office of Special Projects. 87/06/19. ZWOLINSKI.J.A. Office of Special 
Projects. 5pp. 41462:149-41462:154. 


S. Reportable occurrences, LERs & related correspondence 

8706220295 NPDES noncompliance notification:on 870425, identified unpermitted dis- 
charge from mobile water treatment plant being operated for TVA by Memphis 
Mobile.Design changes begun for installation of permanent water treatment plan. 
RIVERS, M.E. Tennessee Valley Authority. 87/06/16. HORN,C. Alabama, State of. 
2pp. 41412:170-41412:171. 


T. Hearing transcripts on non-antitrust matters 


8706220425 Summary of 870604 meeting w/util in Decatur, AL re key technical pro- 

§ rams & status of restart issues for facility. Transcript & list of attendees end. 

TANG.J. Office of Special Projects. 87/06/12. Office of Special Projects. 3pp. 
41417:039-41417:216. 

“8706220436 Transcript of NRR 870604 meeting w/util in Decatur,AL re scope & 
progress on key technical programs & status of restart issues for facility.Related info 
encl.Pp 1-116. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/04. 174pp. 
41417:042-41417:216. 

8706220450 Summary of 870604 meeting w/TVA at Browns Ferry Training Ctr re TVA 
restart criteria.Transcription,list of attendees & handouts end. 

STANG.J.F. Office of Special Projects. 87/06/12. Office of Special Projects. 9pp. 
41417:004-41417:038. 

“8706230028 Transcript of 870604 NRR meeting in Decatur, AL.Pp 1-24. 

* Commissioners. 87/06/04. 26pp. 41417:013-41417:038. 


V. Operator Examinations 

8706050361 Notification of contract execution, Mod 12, to "Use of TVA Reactor Simula- 
tor Facilities at Chattanooga,TN for Training on Browns Ferry,Sequoyah & Bellefonte 
Simulators.” Contractor:TVA. 

MEEHAN, B. Contract Administration Branch. FIN B-8717. 87/05/29. JORDAN,E. 
Office for Analysis & Evaluation of Operational Data, Director. Ip. 41200:203- 
41200:205. 

"8706050363 Mod 12, providing incremental funds & increasing ceiling, to "Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Training on Browns 
Ferry,Sequoyah & Bellefonte Simulators." 

SAIN,L.H. Tennessee Valley Authority. FIN B-8717. 87/05/29. 2pp. 41200:204- 
41200:205. 
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P, Operating license stage documents & correspondence 

8706160648 Informs of recent reorganization of NRR.A Adams designated as project 
manager. 

BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
POULTON.B.R. North Carolina State Univ., Raleigh. NC. 3pp. 41351:330-41351:332. 
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F. Security, medical, emergency & fire protection plans 


8706150047 Rev 2 to "Procedures Generation Package." 

PILANT.J.M. Nebraska Public Power District. 86/08/22. LONG,W.O. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 148pp. 41293:317-41294:104. 

8706020208 Forwards 870513 Nuclear Power Group Notice 3-87,reminding all person- 
nel requiring unescorted access to plant that provisions of fitness for duty program will 
be effective on 87061 8. 

SCHAUFELBERGER Nebraska Public Power District. 87/05/18. MARTIN, R. Region 4, 
Office of Director. 2pp. 41135:066-41135:067. 

8706010063 Forwards "Cooper Nuclear Station Site-Specific Offsite Radiological Emer- 
gency Preparedness Alert & Notification Sys QA Verification.” Facility alert & notifica- 
tion sys meets requirements of NUREG-0654/FEMA-REP-1. 

MCLOUGHLIN,D. Federal Emergency Management Agency. 87/05/20. STELLO.V. 
Office of the Executive Director for Operations. Ip. 41121:001-41121:257. 

"8706010066 “Cooper Nuclear Station Site-Specific Offsite Radiological Emergency 
Preparedness Alert & Notification Sys QA Verification.” 

* Federal Emergency Management Agency. 87/05/20. 256pp. 41121:002-41121:257. 

8706040197 Revised emergency plan for Cooper Nuclear Station.W/870529 Itr. 
TREVORS.G.A. Nebraska Public Power District. 87/05/21. 364pp. 41172:283- 
41173:286. 


8706030293 Declines opportunity to participate in facility emergency exercise planned 
on 871007,described in author 870415 Itr. Ofc committed to participate in other exer- 
cises. 

OVERSTREET ,J.D. Federal Emergency Management Agency. 87/05/22. 
MARTIN, R.D. Region 4, Office of Director. Ip. 41153:103-41153:103. 

8706120334 Forwards proprietary Rev 18 to Vol I of Physical Security Plan, clarifying 
searching rejected by NRC under Rev 16 & deleting two exempt vehicles.Rev with- 
held (ref 10CFR73.21). 

TREVORS, G.A. Nebraska Public Power District. 87/06/01. Document Control Branch 
(Document Control Desk). Ip. 41279:184-41279:184. 

8706080262 Requests that stated note be prominently displayed on Itrs, addressed to 
NRC Document Control Desk & forwarding emergency preparedness exercise 
objectives,scenarios & other info re annual exercise, as added guard against disclo- 
sure. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/03. TREVORS,G.A. Nebraska 
Public Power District. 2pp. 41217:344-41217:345. 

8706180241 Application for amend to License DPR-46,revising Tech Specs to incorpo- 
rate listed fire protection program changes.Fee paid. 

KUNCL.L.G. Nebraska Public Power District. 87/06/10. Document Control Branch 
(Document Control Desk). 3pp. 41390:256-41390:283. 

"8706180253 Proposed Tech Specs,incorporating fire protection program changes. 

* Nebraska Public Power District. 87/06/10. 25pp. 41390:259-41390:283. 

8706170242 Summarizes 870522 meeting w/utii at Region IV ofc re expanded upgrade 
of physical security sys at facility.Util will provide NRC w/change to 10CFR50.54(p) 
plan & revised const schedule for upgraded sys.List of attendees end. 
GAGLIARDO,J.E. Region 4, Office of Director. 87/06/11. TREVORS,G.A. Nebraska 
Public Power District. 3pp. 41371:358-41371:360. 

8706190264 Forwards safeguards plan, Rev 19.Encl change does not decrease safe- 
guards effectiveness of plan.W/o end. 

TREVORS,G.A. Nebraska Public Power District. 87/06/11. Document Control Branch 
(Document Control Desk). Ip. 41394:217-41394:217. 

8706240341 Responds to NRC 870522 Itr re violations noted in Insp Rept 50-298/87- 
OS.Corrective actions'.proposed amend to physical security plan submitted in 870416 
ltr,per 10CFR73.55 & position created to overview plant security & licensing. 
TREVORS, G.A Nebraska Public Power District. 87/06/17. Document Control Branch 
(Document Control Desk). 3pp. 41455:002-41455:004. 


1. Financial information 


8706050212 "Nebraska Public Power District,1986 Annual Rept.” 

SCHAUFELBERGER, TREVORS.G.A. Nebraska Public Power District. 86/12/31. 
39pp. 41 192:216-41 192:256. 


J. Insurance & indemnity information 


8706010429 Forwards Endorsement 58 to MAELU Policy MF-70 & Endorsement 74 to 
NELIA Policy NF-200. 

TREVORS,G.A. Nebraska Public Power District. 87/05/26. Document Control Branch 
(Document Control Desk). 3pp. 41131:116-41131:118. 

8706020221 Forwards Endorsement 57 to MAELU Policy MF-70 & Endorsement 73 to 
NELIA Policy NF-200. 

TREVORS.G.A. Nebraska Public Power District. 87/05/26. Document Control Branch 
(Document Control Desk). 3pp. 41146:082-41146:084. 


P. Operating license stage documents & correspondence 


8706230119 Informs that SPDS declared operable on 860731, meeting 850829 confirma- 
tory order requirement.Sys reliability demonstrated by results of 1 ,000 h run test. 
PILANT.J.M. Nebraska Public Power District. 86/08/01. LONQ.W.O. BWR Project Di- 
rectorate 2. 1p. 41429:170-41429:171. 
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8706080186 Forwards “Conformance to Generic Ltr 83-28.ltem 2.2.2 • Vendor Interface 
Proqrams For All Ssfot-' Components, Cooper,” final rept. 

ROBERTS, E.W. L'CiG ^nc ;sjbs. of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 

tional Engineering Laboratory. FIN D-6001. 87/03/26. Office of Nuclear Reactor Reg- 
ulation. Director (851125-870411). 1p. 41210:334-41210:350. 

“8706080191 “Conformance To Generic Ltr 83-28, Item 2.2.2 - Vendor Interface Pro- 
grams For All Other Safety-Related Components, Cooper," informal rept. 

LfDY A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7562. 87/03/31. NRC - No Detailed Affiliation 
Given. tSpp. 41210:335-41210:350. 

8706030027 Ack receipt of 870327 ltr transmitting current description of QA 
program.Rev 3,to App D of USAR. 

GAGL!ARDO,J.E. Region 4, Office of Director. 87/05/28. TREVORS, G.A. Nebraska 
Public Power District Ip. 41147:286-41147:286. 

8706030374 Advises that root cause of valve disc position problem determined to be 
inherent poor design of position indication.Util will pursue long-term corrective actions 
during 1968 refueling outage. 

■TREVORS, G..A. Nebraska Public Power District 87/05/29. Document Control Branch 
(Document Control Desk). 2pp. 41170:057-41170:058. 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses c 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706110172 Advises of assessment of degree of voluntary participation in fitness fc 
duty program by NRC inspectors assigned to. or regularly visit plant.per 87051 
Itr.lnitially.five suitable escorts should be provided on continuing basis. 

MARTIN.R.D. Region 4. Office of Director. 87/06/04. SCHAUFELBERGER Nebrask 
Public Power District. 2pp. 41266:267-41266:268. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/1C 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diamete 
UF6 Cylinders." Svc list end, 

CUNNINGHAM. R.E. Division of Fuel Cycle, Medical, Academic & Commercial Us 
Safety (Post 3704.13). 87/06/11. Consolidated Edison Co. of New York, Inc. 120p|: 
41289:217-41289:340. 


8706160303 Advises that NRC will be notified by telephone of spent nuclear fuel ship- 
ment schedule changes.ln order to verify info being transmitted to appropriate 
person.person will be asked to repeat alphanumeric code at top of page. 

PILANT.J.M. Nebraska Public Power District. 87/05/29. HILLMAN.C.R. NRC - No De- 
tailed Affiliation Given, ip. 41320:353-41320:353. 

8706050288 Forwards presentation slides & attendance list from Commissioner FM 
Bernthat & assistant JF Meyer 870519 visit to facility for meetmc & olant tour. 
LCNG.W.O. Project Directorate IV. i:.'/0C' '3l CAL.'O.J P-ocoi Dreciorate IV. 
15pp. 41203:156-41203:200. 

8706100017 Forwards supplemental safety evaluation resulting from review of 870202 
suppi to DCRDR summary repLSuppI 3 to DCRDR summary rept expected 60 days 
following completion of next refueling outage. 

LCNG.W.O. Project Directorate IV. 87/06/02. TREVORS, G.A. Nebraska Public Power 
District. 2pp. 41248:022-41248:038. 

“8706100021 Supplemental safety evaluation re DCRDR.Listed activities must be fin- 
ished in order to satisfy DCRDR requirements in Suppi 1 to NUREG-0737. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/21. 15pp. 
41248:024-41248:038. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160247 Forwards Table 1, “Cooper Nuclear Station Pressure Isolation Valves,” per 
reouest *cr addi rfo re Generic Ltr 87-06. 

'iPEVCFS.G.A. Nebraska Public Power District. 87/06/08. Document Control Branch 
.'JccLner.-. Ccnu?- Desk). 3pp. 41317:151-41317:153. 

8706180241 Application for amend to License DPR-46, revising Tech Specs to incorpo- 
rate listed fire protection program chances. caid 

KUNCL,LG. Nebraska Public Power D-s-.ri::. r>7,'36.';G. Document Control Branch 
(Document Control Desk). 3pp. 41390:256-41390:283. 

"S70613C253 Prccosod Tc:r. So-:::cs.incorporating fire protection program changes. 

■ Ncb'as:ka Pudre Power Dsir.c:. 87/06/10. 25pp. 41390:259-41390:283. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re Implementation of 
10CFR73.57 requirements for FBI criminal history checks. Svc list end. 

M!RAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic Citv 
Electric Co. 48pp. 41392:073-41392:120. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting Fror 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc Hi 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230332 Responds to potential enforcement/unresolved items noted in Insp Rep 
50-298/86-28.Corrective actions:util will further analyze functional aspects of Bostra 
7E cable & revise Equipment Qualification Data Package 6 as necessary. 

TREVORS, G.A. Nebraska Public Power District. 87/06/17. Document Control Branc 
(Document Control Desk). 11pp. 41433:278-41433:288. 

8706240341 Responds to NRC 870522 ltr re violations noted in Insp Rept 50-298/87 
OS.Corrective actions:proposed amend to physical security plan submitted in 87041 
Itr.per 10CFR73,55 & position created to overview plant security & licensing. 
TREVORS, G.A Nebraska Public Power District. 87/06/17. Document Control Branc 
(Document Control Desk). 3pp. 41455:002-41455:004. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list enc 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/25 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradis 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Us 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109 dc 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706220352 Forwards "Semiannual Cperating Rept - Radiological Effluents, Jul-De 
1983" & “Semiannual Operating Rept - Radiological Effluents.Jul-Dec 1984." 
PILANT.J.M. Nebraska Public Power District. 84/04/30. COLLINS.J.T Region 4 
Office of Director. 2pp. 41418:301-41420:087. 


--8706220355 "Semiannual Operating Rept - Radiological Effluents, Jul-Dec 1983 " 

* Nebraska Public Power District. 83/12/31. 200pp. 41418:303-41419:193. 

--8706220363 “Semiannual Operating Rept - Radiological Effluents.Jul-Dec 1 984 " 

• Nebraska Public Power District. 84/12/31. 200pp. 41419:194-41420:087. 


8706190372 Advis^ that 870327 App D.Rev 3 to facility USAR, including clarifications 
provided by 870608 Itr.acceptable. 

GAGL1ARDO.J.E. Region 4. Office of Director. 87/06/15. TREVORS, G.A. Nebraska 
Public Power District. Ip. 41399:144-41399:144. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
arbitrary intermediate pipe rupture requirements. 

assurance that facility neutron monitoring sys 
Si3iTproj^d®^®NRCenT design, alrea<|r ,1 

™DANI,A.C. Assistant Director for Sys- 


“Cooper Nuclear Station Semiannual Operating Rept. Radioactivi 

Effluents. Jan-June 1985." W/850815 ltr. 

PILANT.J.M. Nebraska Public Power District. 85/06/30. MARTIN.R D Region 4 
Office of Director. 207pp. 41 1 19:337-41 120:183. 

“hooper Nuclear Station Semiannual Operating Rept. Radioactivi 

Effluents, Jul-Dec 1985." W/86021 2 ltr. «->auiuciciivi 

Plt^NT.J^. Nebraska Public Power District. 85/12/31. MARTIN.R.D. Region ^ 
Office of Director. 259pp. 41 1 21 :263-41 1 22:1 61 . a 

8706010167 "Cooper Nuclear Station Semiannual Operating Rept Radioactivi 

Effluents,Jan-June 1986." W/860822 ltr. ^ ^ naoioactivi 

PIl^NT.J.M. Nebraska Public Power District. 86/06/30. MARTIN R D Region .«l 

Office of Director. 217pp. 41122:162-41123:018. gon -q 


Q. InspecMon reports, IE Bulletins & correspondence 

®"^ofcement guidance to regions for issues re control room habit- 
ability/controi room emergency ventilation sys deficiencies Summary of olants re- 
viewed & documents describing findings end. ^'^'•‘-les.oummary ot plants re- 

Enforcement {Post 870413). 87/05/26 RUSSELI w Reninn 

l““ LOW Reactor Coolant Level 

ROSSS.C.E. DMsion of Operational Events Assessment (Post 8704111 A7/nf;/i>7 
Consolidated Edison Co. of New York. Inc. 108pp. 41^3^1143:075 

870501.31.NC violations noted. 

Office of Director. 87/06/03 n a 

Public Power District. 2pp. 41 225:1 14-41 225:1 24 ' 

9pp. 41225:11^412255ll4^‘^'’ Region 4, Office of Director. 87/06/03. 


ofUDiovo/o ivioriiniy operaiing repi 
THOMPSON, J.E., HORN.G.R. Omaha 


ivici./ liau/ .¥¥/ Of WUWtJ III, 


41390:117-41390:121. 


Public Power District. 87/05/31. 5pp 


S. Reportable occurrences, LERs & related correspondence 

p9;On®705 18, reactor scrammed due to reactor conductivity exceedim 
wnnivf ^ conddhser.Repairs underway ' 

HORN.G.R. Nebraska Public Power District. 87/05/19. MARTIN.R D Reaion 4 Offir. 
of Director. 1p. 41129:349-41129:349. negion 4. unio 

8706010004 Summarizes 8705p Operating Reactors Events Meeting 87-15 to brie 
senior managers from NRR, RES, AEOD I regional ofes on events which occu??S 
meeting.Events discussed & significant elements of events encl°^ 

LANN NG.W Events Assessment Branch. 87/05/21. ROSSI.C.E. Division of Ooei 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012 

8706220337 LER 87-01 1-00:on 87051 7, while conducting monthly turbine valvi 
testing.unplanned actuation of reactor protection sys & Containment lS?on Va 
‘^y personnel erroV.Procedure revised w/8^ 

041 ■’ District sr/Se/lTspp 4141 1 



DOCKETED ITEMS 95 


8706230316 LER 87-01 3-00:on 87051 8, bus 4160V 1G inadvertently deenergized due to 
loss of voltage during transfer of power from startup to normal source.Cause 
■.jnknc//r Irvostication conducted. N'c furtherinvestigation planned.W/870615 Itr. 
HEEvES.D .... HOh'N.G.R Nebraska Public Power District. 87/06/15. 3pp. 41432:268- 
41432:270. 

8706230457 LER 87-01 2-00:on 87051 7, during testing of MSIV primary containment iso- 
lation sys.Group 1 isolation occurred.Caused by removal of incorrect fuse. Individual 
counseled on importance of following procedures.W/870615 Itr. 

REEVES, D.L.. HORN.G.R. Nebraska Public Power District. 87/06/15. 4pp. 41434:016- 
41434:019. 

8706230479 LER 87-01 4-00:on 870518.during plant startup after unscheduled 
shutdown, high reactor water conductivity led to manual scram.Caused by main con- 
denser tube leakage.Tube leak checking & plugging of faulty tubes completed. W/ 
870615 Itr. 

REEVES,D.L., HORN,G.R. Nebraska Public Power District. 87/06/15. 4pp. 41427:351- 
41427:354. 

8706240357 LER 87-016-00:on 870526, unplanned automatic startup of both diesel gen- 
erators occurred due to momentary undervoltage condition. Possibly caused by light- 
ning strike on 69kV emergency transformer.Generators restored.W/870618 Itr. 
REEVES,D.L., HORN,G.R. Nebraska Public Power District. 87/06/18. 3pp. 41455:094- 
41455:096. 

8706260131 LER 87-01 5-00:on 870521, unplanned Group 1 isolation & reactor scram 
occurred due to overtravel of reactor mode switch when operated.Caused by person- 
nel error.Mode returned to refuel position & Group 1 isolation reset.W/870618 Itr. 
REEVES, D.L, HORN.G.R. Nebraska Public Power District. 87/06/18. 4pp. 41475:351- 
41475:354. 


V. Operator Examinations 


8706190096 Informs of scheduling of operator licensing exams. Written exams will be 
held on 870922 & operating exams on 870923-24. Listed ref matls requested by 
870810. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/15. TREVORS.G.A. Nebraska 
Public Power District. 7pp. 41397:039-41397:045. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8706170501 Confirms 870518 & 26 notification to resident inspectors of unacceptable 
instrument air venting capability containment test.per 10CFR50,App R.Mods to install 
instrument air header valve vent connection & bypass piping completed. 

FAY.C.W. Wisconsin Electric Power Co. 87/06/09. Document Control Branch (Docu- 
ment Control Desk), 2pp. 41385:133-41385:134. 

8706240084 Forwards FEMA 870421 Itr transmitting final exercise evaluations on offsite 
emergency preparedness exercise on 860909.No deficiencies noted.Seven areas re- 
quire corrective actions.Response to corrective actions should be addressed. 
SHAFER.W.D. Region 3. Office of Director. 87/06/17. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 41438:138-41438:195. 

8706260110 Forwards proprietary "Conduit Fire Protection Research Program.” final 
rept.for review.Result summary & guidance included to aid in implementing regulations 
re internal sealing of conduits by providing technical basis for design. 

FAY.C.W. Wisconsin Electric Power Co. 87/06/19. CRAIG.J.W. Plant Systems 
Branch. Ip. 41479:057-41479:057. 


J. Insurance & indemnity information 

8706120179 Forwards Endorsements 71 & 87 to MAELU Policy MF-53 & NELIA Policy 
NF-1 78,respectively. 

DUNDAS.W.J. Wisconsin Electric Power Co. 87/05/22. NRC - No Detailed Affiliation 
Given. 3pp. 41279:168-41279:170. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706250214 Forwards errata to Spring 1987 FSAR update for Point Beach Plant.Units 1 
& 2.Errata represents changes made since submittal. Description of changes end. 
FAY.C.W. Wisconsin Electric Power Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 17pp. 41457:303-41458:250. 

--8706250218 Errata to Spring 1987 FSAR update for Point Beach Nuclear Plant.Units 1 

& 2 . 

* Wisconsin Electric Power Co. 87/06/01. 300pp. 41457:320-41458:250. 


P. Operating license stage documents & correspondence 

8706260306 Fonwards EGG-NTA-7642, “Conformance to Item 2,1 (Part 2) of Generic 
Ltr 83-28, Reactor Trip Sys Vendor lnterface:Point Beach Units 1 & 2 & San 
Onofre.Unit 1," final informal rept 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/05/06. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41482:275-41482:291. 

“8706260324 "Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface.Point Beach Units 1 & 2 & San Onofre Unit 1 ,” informal rept. 
FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER,F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7642. 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41482:276-41482:291. 

8706050081 Forwards Amends 108 & 111 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation. Amends modify Tech Specs to remove certain limitations on repair 
of leaking fuel rods when repairs justified by cycle-specific reload analysis, 
WAGNER,D.H. Project Directorate III-3. 87/05/27. FAY.C.W. Wisconsin Electric Power 
Co. 3pp. 41200:351-41200:362. 


“8706050106 Amends 108 & 111 to Licenses DPR-24 & DPR-27, respectively, modifying 
Tech Specs to remove certain limitations on repair of leaking fuel rods when repairs 
justified by cycle- specific reload analysis. 

DIIANNI.D.C. Project Directorate III-3. 87/05/27. 6pp. 41200:354-41200:359. 

“8706050112 Safety evaluation supporting Amends 108 & 111 to Licenses DPR-24 & 
DPR-27, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/27. 3pp. 
41200:360-41200:362. 

8706120177 Advises that anomalies found in Boraflex neutron absorbing matl used in 
spent fuel pools at Point Beach & Quad Cities plants. Request for addi info re planned 
use of Boraflex in proposed modified racks at facilities end. 

TRAMMELL.C.M. Project Directorate V. 87/06/02. SHIFFER,J.D. Pacific Gas & Elec- 
tric Co. 6pp. 41305:056-41305:155. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3,0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706120269 Advises that util currently evaluating replacement of 480- volt load shed- 
ding undervoltage relays & requests that NRC not consider rev of Tech Spec Table 
15.3.5-1, per 870108 Tech Spec Change Request 1 14. 

FAY.C.W. Wisconsin Electric Power Co. 87/06/08. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41279:137-41279:138. 

8706150023 Requests addI info re spent fuel pool absorbing matl used in spent fuel 
pools of plants since boraflex has been approved for use as neutron poison for criti- 
cality control. 

MCDONALD.D.G. Project Directorate 11-2. 87/06/09. WOODY, C.O. Florida Power & 
Light Co. 3pp. 41304:227-41304:229. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end, 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706220261 Responds to HR Denton 870313 Generic Ltr 87-06 re leak tight integrity of 
RCS pressure isolation valves.Check valves listed on Table 15.3.16-1 maintained & 
tested per end Tech Specs. 

FAY.C.W. Wisconsin Electric Power Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 8pp. 41409:090-41409:097. 

8706230178 Board Notification 87-01 1:notifies of anomalies in boraflex neutron absorb- 
ing matI.EncI repts conclude that no significant safety concern currently exists.NRC 
will address info in repts in testimony al hearng scfieuuloa c:t 87C3I5. 
RUBENSTEIN.L.S. Project Directorate I -2. 3 '.To.' 15. LA/0,R. A:omic Safety and Li- 
censing Board Panel. 4pp. 41432:012-41432:140. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300546 Forwards request for addi info on 860903 application for amend to Li- 
censes NPF-37 & NPF-66 re use of Boraflex in reracking of spent fuel pool. 
OLSHAN,L.N. Project Directorate 111-2. 87/06/22. FARRAR.D.L. Commonwealth 
Edison Co. 4pp. 41490:005-41490:008. 


Q. Inspection reports, IE Bulletins & correspondence 


8706160181 Forwards Safety Insp Repts 50-266/86-20 & 50-301/86-20 on 861001- 
1130.No violations noted. 

GULDEMOND.W.G. Region 3. Office of Director. 86/12/22. FAY.C.W. Wisconsin 
Electric Power Co. 2pp. 41318:197-41318:209. 

“8706160190 Insp Repts 50-266/86-20 & 50-301/86-20 on 861001-1 130.No violations 
noted.Major areas inspected:operational safety, maint,surveillance, refueling & spent 
fuel pool activities, IE bulletin & LER followup & action on previous findings. 
DEFAYETTE.R. Region 3. Office of Director. 86/12/22. 11pp. 41318:199-41318:209. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Trainwr Wrong Component Events.” Sve list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706230208 Forwards Safety Insp Repts 50-266/87-11 & 50-301/87-10 on 870428- 
0519-Violations noted.Util will be notified under separate cover re enforcement action 
based on insp findings. 

SHAFER.W.D. Region 3, Office of Director. 87/06/16. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 41427:221-41427:238. 
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-8706230213 Insp Repts 50-266/87-11 & 50-301/87-10 on 870428-0519, Violations 
noted:failure to properly train employees using radioactive source & failure to clearly 
label contents of radioactive matl in container. 

PAUL.R.A., MILLER.D.E., GREGER.LR. Region 3. Office of Director. 87/06/15. 16pp. 
41427:223-41427:238. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp, 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706010015 NPDES noncompliance notification:on 870428 & 29, daily max total residual 
chlorine (TRC) limitation exceeded.Caused by sodium bisulfate pump failure during 
chlorination. Personnel counseled re correct TRC limitation. 

FAY.C.W. Wisconsin Electric Power Co. 87/05/22. Wisconsin. State of. 3pp. 
41119:066-41119:068. 

8706170049 Confirms plans for 870618 meeting in Glen Ellyn.lL w/ C Paperiello to dis- 
cuss NRC findings concerning skin exposure to contractor technician & extremity ex- 
posure to staff technician. 

NORELIUS.C.E. Region 3, Office of Director. 87/06/11. FAY.C.W. Wisconsin Electric 
Power Co. 1p. 41377:043-41377:043. 

8706260119 PNO-i!l-87-084:on 87061 9, approx 235 gallons of reactor cooling water dis- 
charged into Lake Michigan.Caused by inadequate opening of valve in letdown 
sys.Circumstance of release under review. 

DEFAYETTE.R., GULDEMOND.W. Region 3. Office of Director. 87/06/19. 1p. 
41479;102-41479;102. 

8706300232 PNO-lll-87-084A:on 87061 8, approx 235 gallons of Unit 1 water discharged 
into Lake Michigan th'-ough Unit 2 svc water discharge.Caused by presence of en- 
trained noble oases. Calc.jlaticrs ve.'!! by resident inspectors. 

DEFAYETTE.R., .-lAGLfr.R.... Region 3, Office of Director. 87/06/24. 1p. 41494:122- 
41494:122. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Rccicr lILPresentat'c-'S will incorporate Rev 4 
of NUREG- 0121, "Operator Licensing S:c3." /-genes end. 

CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 4 1 290:31 6-41 290:31 8. 

8706160429 Certifies that reactor operator & senior reactor operator initial & continuing 
training programs use sys approach to training.per 10CFR55.4, "Definitions" & ac- 
credited by INPO. 

FAY.C.W. Wisconsin Electric Power Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 1p. 41335:352-41335:352. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8706040245 Defines "temporary workers” to assist in implementation of screening pro- 
gram to allow unescorted access to facility. Temporary workers include contractor per- 
sonnel & co-op & summer students, 

WILGUS.W.S. Florida Power Corp, (subs, of Florida Progress Corp.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41176:359-41176:360, 

8706100224 Revised emergency plan implementing procedures, including Rev 16 to EM- 
102, "Activation, Operation & Staffing of Technical Support Ctr...,” Rev 38 to EM-206 
"Emergency Plan Roster...,’’ & Rev 6 to EM-305. "Post-Accident Sampling ” 
41239l’l5'^4r24o1?60^'^^'^ Rorida Progress Corp.). 87/06/01. 106pp. 

8706190320 Forwards Insp Rept 50-302/87-14 on 870427-0501 & notice of 
violation.Notrce of violation & insp rept details withheld (ref 10CFR2.790 & 73 21) 
gTOHR.J.P. Region 2. Office of Director. 87/06/12. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Ckrrp.). 2pp. 41396:011-41396:013. 

Insp Rept 50-302/87-14 on 870427-0501 (ref 
10CFR2.790 & 73.21 ).Vio!ations noted:faj|ure to escort visitor. 

41396'Om^3Wof?^*^^’^ Region 2, Office of Director. 87/06/03. Ip. 

87(^230505 A^ses that 870520 Rev 4-13 to physical security plan consistent w/provl- 
sions of 10CFR50.54(p) & acceptable. 

STOHR,J P. R^ion 2 Office of Director. 87/06/16. WILGUS.W.S. Florida Power 
Corp. (subs, of Flonda Progress Corp.). 3pp. 41433:1 19-41433:121. 

87(^300622 Forwards Insp Rept 50-302/87-15 on 870602-05.No violations or devi- 
auons noted.Rept documents oral commitment made by licensee representative & dis- 
cussed m exit interview. 

O' 87/06/23. WILGUS,W.S. Florida Power 

Corp. (subs, of Fionda Progress Corp.). 2pp. 41513:083-41513:098. 

50-302/67-15 on 870602-05.No violations or deviations 
nSexerds^ inspected:evaIuation of annual radiological emergency prepared- 


415^3S?4^^13^98 2, Office of Director. 87/06/23. 14j 


G. Adjudicatory correspondence 

8706190090 Forwards reply to responses from NRC & Q&W Owners Group. NRC re* 
sponse evidences no independent review of B&W claims. Commission urged to take 
personal jurisdiction of petition to ensure that latest commitment not frustrated, 
WEISS, E.R. Union of Concerned Scientists. ^287 3752. 87/06/12. ZECKLW., 
ROBERTS,T.M., CARR.K.M. Commissioners. 2pp. 41389:133-41389:205. 

“8706190105 SuppI 4 to petition for immediate action to relieve undue risk posed by 
nuclear power plants designed by B&W.UCS reply to responses from NRC & B&W 
Owners Group.* Ccrv’icaio o: S.-c end. 

WEISS.E.R. Union of Concerned Scientists. 87/06/12. Commissioners. 71pp. 
41389:135-41389:205. 


L Financial information 

8706160028 Forwards 1987 internal cash flow projection for plant, prepared in accord- 
ance w/Reg Guide 9.4.Projection submitted prior to 870620 company indemnity 
agreement anniversary date. 

GREENE.G.E. Florida Power Corp. (subs, of Florida Progress Corp.). 87/06/05. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
41306:001-41306:002. 


P. Operating license stage documents & correspondence 

8706080280 Forwards EGG-NTA-7585, "Technical Evaluation Rept for Review & Eval- 
uation of B&W Owners Group Design Reassessment Program re Oconee-1,2 & 3, TMI- 
1,ANO-2,Davis-Besse,Rancho Seco & Crystal River-3.” 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). 87/03/04. CARRINGTON, M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). Ip. 41209:156- 
41209:187. 

“8706080292 "Technical Evaluation Rept for Review & Evaluation of B&W Owners 
Group Design Reassessment Program re Oconee Units 1.2 &3.TMI-1,ANO-2.Davis* 
Besse.Rancho Secc & Crystal River Unit 3,” informal rept. 

B.=ARD,j.T. EG&G Idaho, Inc. (subs, of EG&G, Inc.). EGG-NTA-7585. 87/03/31. Divi- 
sion of Pressurized Water Reactor Licensing - B (851125-870411). 31pp. 41209:157- 
41209:187. 

8706080096 Forwards Rev 1 to EGG-NTA-7462, “Conformance to Item 4.5.2 of Generic 
Ltr 83-28:Arkansas Nuclear One-1 .Crystal River 3,Davis-Besse-1....'’ Davis-Besse must 
provide confirmation addressed in plant-specific review. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. 87/03/12, 
CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41211:335-41211:356. 

“8706080138 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28: ’’Arkansas 
Nuclear One-1 .Crystal River 3, Davis-Besse 1, Oconee 1,2 & 3, Rancho Seco.TMM & 
Washington Nuclear Plant 1," informal rept, 

FARMER.F.G. EG&G Idaho, Inc, (subs, of EG&G. Inc.). FIN D-6001. EGG-NTA-7462 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 21pp. 4121 1:336-41211:356. 

8706080149 Forwards EGG-NTA-7315, “Conformance to Generic Ltr 83-28, Item 2.2.1 
-- Equipment Classification for all Other Safety- Related Components:Crystal River 3," 
final informal rept. Plant conforms to generic ltr item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Ir,:.). RG3ERTS.E.A/'. Ylanc 'Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/17. Cl'ce o‘ .' j.- 

clear Reactor Regulation, Director (Post 870411). ip. 41210:298-41210:316. 

“8706080153 "Comformance to Generic Ltr 83-28, Item 2.2.1 -- Equipment Classification 
for all Othc- Saf-nh-.Rclatod Components: Crystal River-3,” final informal rept. 
UDY,A.C. 1:G&G ienho. he. (subs, of EG&G, Inc.). UDY.A.C. Idaho Natio.na! Engineer- 
ing Laboratory. FiN D-6001. EGG-NTA-7315. 87/04/30. NRC - No Detaileo Aflilialicn 
Given. 19pp. 41210:299-41210:316. 

8706010205 Forwards safety evaluation granting util 860324 & 870114 requests for 
relief from certain requirements of ASME Section XI & for use of ANSI N45.2.6-1973 
re sys leakage test. 

RUBENSTEIN.LS. Project Directorate 11-2. 87/05/26. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 41128:049-41 128:058. 

“8706010209 Safety evaluation granting util 860324 & 870114 requests for relief from 
certain requirements of ASME Code Section XI & to use ANSI N45.2.6-1978 in lieu of 
ASME Code requirement of ANSI N45.2.6-1 973. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/05/26. 8pp. 
41128:051-41128:058. 

8706020020 Notification of 870609 meeting w/util & Gilbert Assoc in Bethesda.MD re 
control room habitability at plant.Agenda end, 

SILVER, H. Project Directorate 11-2. 87/05/27. RUBENSTEIN.L.S. Project Directorate 
11-2. 4pp. 41143:217-41143:220. 

8706120188 Fofwards Amend 100 to License DPR-72 & safety evaluation. Amend cor- 
rects two errors in ESP section of Tech Specs. 

SILVER, H. Project Directorate 11-2. 87/05/28. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 41280:206-41280:216. 

“8706120190 Amend 100 to License DPR-72, correcting two errors in ESF section of 
Tech Specs. 

RUBENSTEIN.LS. Project Directorate 11-2. 87/05/28. 7pp. 41280:208-41280:214. 

“8706120192 Safety evaluation supporting Amend 100 to License DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/28. 2pp. 
41280:215-41280:216. 

8706050167 Forwards “SER:Pump & Valve Inservice Testing Program, Crystal River Nu- 
clear Power Station.Unit 3, for Remainder of First 10-Yr Interval.” Leak testing of cur- 
rent Tech Spec list of PI Vs may continue until further notice. 

RUBENSTEIN.LS. Project Directorate 11-2. 87/05/29. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 4pp. 41200:118-41200:169. 

“8706050174 ‘‘SER:Pump & Valve Inservice Testing Program, Crystal River Nuclear 
Power Station.Unit 3, for Remainder of First 10-Yr Interval.” 

* NRC - No Detailed Affiliation Given. 87/05/29. 48pp. 41200:122-41200:169. 



DOCKETED ITEMS 97 


8706090339 Requests delay until 870710 to respond to Generic Ltr 87-06 due to NRC 
clarification of definition of pressure isolation valves. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 87/06/02. Docu- 
ment Control Branch (Document Control Desk). Ip. 41223:112-41223:112. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160296 Forwards 870428 ltr to Seismic Qualification Util Group granting extension 
of reporting provisions of Generic Ltr 87-02 to 871 201, to all participating licensees. Util 
also covered by that extension. 

SILVER.H. Project Directorate 11-2. 87/06/05. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 41320:348-41320:350. 

8706250244 Advises that verbal notification of release of amends to NRC licenses in 
State of FL not necessary.Written notification of proposed amends soliciting com- 
ments & written rept of release adequate. 

JERRETT.L.E. Florida. State of. 87/06/05. Document Control Branch (Document Con- 
trol Desk). 3pp. 41474:145-41474:146. 

8706160372 Documents supplemental info re Relief Request 140 concerning reactor 
vessel support skirt weld exam.Visual exam of weld root would be equivalent to exam 
of weld crown & satisfies requirement to perform visual exam of reactor vessel weld. 
SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/06/08. Doc- 
ument Control Branch (Document Control Desk). 3pp. 41305:156-41305:158. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170497 Forwards revised Page 23 to 840821 rept re compliance of each variable 
w/Rev 3 to Reg Guide 1.97.Page 23 re borated storage tank level revised.reflecting 
mounting of recorder on nonseismic section of control panel.Compliance unchanged. 
SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/06/12. Doc- 
ument Control Branch (Document Control Desk). 4pp. 41384:357-41384:360. 

8706220218 Notifies of permanent reassignment of SF Harmon from position for which 
util certified need for licensed operator or senior operator to position not requiring 
continued maint of license.effective 870316. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 87/06/16. Docu- 
ment Control Branch (Document Control Desk). Ip. 41409:080-41409:080. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250424 Forwards request for addi info in order to complete review of Tech Spec 
Change Request 152 re Cycle 7 reload.Response requested within 30 days of ltr date. 
SILVER,H. Project Directorate 11-2. 87/06/19. WILGUS,W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 3pp. 41462:190-41462:192. 


Q. inspection reports, IE Bulletins & correspondence 

8706030331 Ack receipt of 870424 response to Insp Rept 50-302/87-09. 10CFR2.201 
requirements met.Review & evaluation of flagged values should be performed prior to 
personnel entry into radiation control areas. 

STOHR.J.P. Region 2, Office of Director. 87/05/15. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 41147:150-41147:150. 

8706020018 Forwards Insp Rept 50-302/87-13 on 870427-0501. No violations or devi- 
ations noted. 

JULIAN, C.A. Region 2. Office of Director. 87/05/22. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.), 2pp. 41146:136-41146:167. 

—8706020025 Insp Rept 50-302/87-13 on 870427-0501. No violations or deviations 
noted. Major areas inspected:review of corrective actions for previous findings in areas 
of training & maint. 

STADLER.S.D., SHYMLOCK.M.B. Region 2. Office of Director. 87/05/20. 30pp. 
41146:138-41146:167. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04, 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160655 Forwards Insp Rept 50-302/87-12 on 870410-0511 & notice of violation. 
REYES, LA. Region 2, Office of Director. 87/06/05. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp, 41335:036-41335:058. 

-8706160658 Notice of violation from insp on 870410-0511. 

REYES.LA. Region 2, Office of Director. 87/06/05. 2pp. 41335:038-41335:039, 

—8706160673 Insp Rept 50-302/87-12 on 870410-051 1. Violations noted:maint per- 
formed on control complex Air Compressor AHP-1C exceeded work instructions pro- 
vided in Part II of work request w/o prior evaluation of nuclear planning coordinator. 
STETKA,T.F., TEDROW,J.E., WILSON.B.A. Region 2, Office of Director. 87/06/03. 
19pp. 41335:040-41335:058. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10, 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11, Consolidated Edison Co, of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170437 Responds to violations noted in Insp Rept 50-302/87-10. Corrective 
actions:Operating Daily Surveillance Log SP-300 revised to include channel check for 
listed fluxes,reactor coolant outlet temp & BWST level & RB pressure. 

SIMPSON,E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 87/06/11. Doc- 
ument Control Branch (Document Control Desk). 3pp. 41385:357-41385:359. 

8706190320 Forwards Insp Rept 50-302/87-14 on 870427-0501 & notice of 
violation.Notice of violation & insp rept details withheld (ref 10CFR2.790 & 73.21). 
STOHR.J.P. Region 2, Office of Director. 87/06/12. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 41396:011-41396:013, 

-8706190324 Partially withheld Insp Rept 50-302/87-14 on 870427-0501 (ref 
10CFR2.790 & 73,21 ).Violations noted:failure to escort visitor. 

MASNYK,O.M., MCGUIRE,D.R. Region 2, Office of Director. 87/06/03. Ip. 
41396:013-41396:013. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300904 Forwards Requalification Exam Rept 50-302/OL-87-03 of exam adminis- 
tered on 870519-21. 

JULIAN,C.A. Region 2, Office of Director. 87/06/22. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 41541:152-41541:156. 

-8706300911 Exam Rept 50-302/OL-87-03 of exam administered on 870518-21. Exam 
results;three of four reactor operators passed & all six senior operators passed oral & 
written exams. 

DEAN,W.M. Region 2, Office of Director. 87/06/12. 3pp. 41541:154-41541:156. 

8706300622 Forwards Insp Rept 50-302/87-15 on 870602-05.No violations or devi- 
ations noted. Rept documents oral commitment made by licensee representative & dis- 
cussed in exit interview. 

COLLINS, D.M. Region 2, Office of Director. 87/06/23. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 41513:083-41513:098, 

—8706300638 Insp Rept 50-302/87-15 on 870602-05.No violations or deviations 
noted.Major areas inspected:evaluation of annual radiological emergency prepared- 
ness exercise. 

CUNNNINGHAM,A.L. DECKER, T.R. Region 2, Office of Director. 87/06/23. 14pp. 
41513:085-41513:098. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706180153 Monthly operating rept for May 1987.W/870610 ltr. 

GRAHAM,D., SIMPSON, E.C., HOLTON, J.O. Florida Power Corp. (subs, of Florida 
Progress Corp.). 87/05/31. 5pp. 41390:327-41390:331. 


S. Reportable occurrences, LERs & related correspondence 

8706040172 Forwards Rev 1 to LER 77-104 re four RCS flow instruments exceeding 
calibr tolerances.Util revising commitment to agree w/Tech Specs to calibr transmit- 
ters every 1 8 months. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41 172:159-41 172:162. 

—8706040185 LER 77-1 04/01 t-1:on 770902,four RCS flow instruments discovered out 
of calibr.Caused by calibr drift of differential pressure transmitters.Transmitters re- 
placed. Instruments will be calibr every 18 months. 

* Florida Power Corp. (subs, of Florida Progress Corp.). 87/05/29. 2pp. 41172:161- 
41172:162. 

8706090074 LER 87-005-01 :on 870129,deficiency noted in Surveillance Procedure SP- 
358A for engineered safeguards logic actuation circuit of reactor bldg spray pump 
A.Caused by reevaluation of scope of functional test & application.W/870601 ltr. 
MOFFATT,L.W., WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 
87/06/01. 7pp. 41219:009-41219:015. 

8706160157 Special Rept 87-01 :on 87051 9, auxiliary bldg & fuel handling area exhaust 
duct mid-range noble gas monitor inoperable for seven or more days.Caused by alarm 
circuit repair altering calibr of monitor,rendering instrume.-'t inoocrablo. 

SIMPSON, E.C. Florida Power Corp, (subs, of Flcnca ^^rcqross 87/06/09. Doc- 

ument Control Branch (Document Control Desk). 3pp. -1 KrOb.ifVj--'; l3::::-:e3. 


V. Operator Examinations 

8706080056 Advises that 851119 & 860124 requests for application fee for 850315 
changes to licensed operator requalification training program voided.Corporation will 
be billed for ail review costs incurred for review of program through 860621. 

DIGGS, R.M. License Fee Management Branch. 87/06/03. WILGUS.W.S. Florida 
Power Corp. (subs, of Florida Progress Corp.), Ip. 41212:067-41212:067. 

8706300904 Forwards Requalification Exam Rept 50-302/OL-87-03 of exam adminis- 
tered on 870519-21. 

JULIAN.C.A. Region 2. Office of Director. 87/06/22. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 41541:152-41541:156. 

-8706300911 Exam Rept 60-302/OL-87-03 of exam administered on 870518-21. Exam 
results:three of four reactor operators passed & all six senior operators passed oral & 
written exams. 

DEAN.W.M. Region 2, Office of Director. 87/06/12. 3pp. 41541:154-41541:156. 
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DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8706300012 Rev 6 to “Zion Stat':;'' Plan Annex." W/revised index. 

• Commonwealth Edison Co. S' op 41487:202-41487:262. 

8706010112 Requests addi space at emergency operations facility to demonstrate NRC 
response capabilities for June 1987 federal field exercise.AddI space needed for tem- 
OG'ary i:-::r ' is:-<:::-. ;: to core site team. 

SrAr'-F.'.V.D Rccio" 2, Ct-ce of Director. 87/05/21. REED.C. Commonwealth 
Edison Co. 2pp. 41123:290-41123:291. 

8706080315 Confirms dates of 871116-20 for special insp re compliance w/ 
10CFR50,App R fire protection features, per 870601 telcon. Latest revs of listed plant 
drawings & info requested by 870731 . 

HARRISON, J.J. Region 3, Office of Director. 87/06/01. REED.C. Commonwealth 
Edison Co. 3pp. 41217:167-41217:169. 

8706090412 Forwards Safety Insp Repts 50-295/87-11 & 50-304/87-14 on 870421- 
0521 & notice of violation. Insp demonstrated that action taken to correct identified 
violation & to prevent recurrence. 

HARRISON, J.J. Repicr 3. 0«ico cJ Director. 87/06/02. REED.C. Commonwealth 
Edison Co. 2pp. :230:.1',';. 

-8706090416 Insp Repts 50-295/87-11 a 50-304/87-14 on 870421-0521. Violations 
noted:faiture to comply w/Tech Specs re aircraft fire dampers. 

HOLMES. J. Region 3, Office of Director. 87/06/01. 7pp. 41230:004-41230:010. 

8706170491 Rev 2 to Ememenoy Plan Implementing Procedure NST-EOF-1, “Manager 
of Emergency C[;e’y..;)ns.'‘ -V. b-cle r/ contents. 

BLACKMAN, T.G. Commonwealth Edison Co. 87/06/30. 22pp. 41385:001-41385:022. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-2'^-, “Determ'-ni^n Recommended Offsite Protective Action Response Option for 
jcnc-na! F.jt.ic.' 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


P. Operating license stage documents & correspondence 


8706180512 FOIA request for reactor vessel surveillance capsule repts for Turkey Point 
4.2ion 2 a DC Cook 1. 

BORSUM.R.B. Babcock a Wilcox Co. 87/05/15. Division of Rules a Reoords (Post 
870413). Ip. 41397:046-41397:046. 


8706050090 Forwards planned submittal dates per 870311 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt a other matls at stations. 
TURBAK.M.S. Commonwealth Edison Co. 87/05/22. DAVIS, A.B. Region 3, Office of 
Director. 2pp. 41200:078-41200:079. 


8706050253 Forwards revised Pages 177,186 & 234M to second interval inservice test- 
nq p'ocran.C^'ar.nos re.su't c‘ failure of ultrasonic flow instrumentation installed on fa- 
cil::v SVC water sys. 

-EBLCMDP.C. :':;:-.r,'jr.wc<-:th Edison Co. 87/05/29. Document Control Branch 
.;Doc.;:re-”.t Contro DosK). 5pp. 41192:295-41192:299. 

8706100251 Application for amends to Licenses DPR-39 a DPR-48, revising Tech Specs 
to allow simultaneous cha'-circ cump operation dj'hc p-jmp realignment a to reduce 
allowable time period for tlr-C'sss-'ii'at'O*’ -ailj.-c of PORV.Fee paid. 

LEBLOND,P.C. Commor.woa reiser Co. c/.”:);),'!-} Document Control Branch 
(Document Control Desk). 2pp. 41242:124-41242:137. 


-8706100260 Proposed Tech Specs to allow simultaneous charging pump operation 
during pump realignment a to reduce allowable time period for depressurization fol- 
lowing failure of PORV. 

* Commonwealth Edison Co. 87/05/29. 12pp. 41242:126-41242:137. 


8706170431 Responds to Generic Ltr 87-06, requesting verification of method used to 
assure leak tight integrity of pressure iso:at!on valves. End describes periodic tests a 
acceptance criteria for each valve. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 


'■sactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal *^!stc"/ c.'^ecks.Svc list end 
MIRAGLIA.F.J. Associate Director icr Fro.c-cTs ;F:'si 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41 392:073-41 392:1 20. ^ 


8706230486 Generic Ltr 87-1 1 to all 
CPs re relaxation in arbitrary htc-mr 
MIRAGLIA.F.J. -'.psocate Dirv:,c!or i 
Power Co. 70pp. 


operating licensees, CP holders a applicants for 

d:£te oipo reauiremonti. 

or -resets £..706/19. Alabama 

' J. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Lev 
uperation. sve list end. 

ROSSl.C.E. Envision of Operational Events Assessment (Post 870411). 87/05/2 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

®7^^16.20 for special insp re compliance v 
10CFR50,App R fire protection features, per 870601 telcon. Latest revs of listed ola 
drawings a info requested by 870731 . ^ ^ 

^® 9 ion 3, Office of Director. 87/06/01. REED.C. Commonweal 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 87 0411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706170086 Forwards Safety Insp Repts 50-295/87-09 a 50-304/87-11 on 870418- 
0601 .No violations noted. 

FORNEY, W.L Region 3, Office of Director. 87/06/09. REED.C. Commonwealth 
Edison Co. 2pp. 41371:21 1-41371:226. 

-8706170100 Insp Repts 50-295/87-09 a 50-304/87-11 on 87041 8-0601. No violations 
noted.Major areas inspected:licensee action on previous insp findings, summary of op- 
erations a Unit 2 diesel fuel oil tank room flooding. 

HINDS, J.M. Region 3, Office of Director. 87/06/06. 14pp. 41371:213-41371:226. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 87 0411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic a Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Sve list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706220231 Discusses Safety Insp Repts 50-295/86-16 & 50-304/86-15 on 860709-10 
a 29 forwards notice of violation.NRC review of deficiency for possible enforcement 
action complete. 

HARRISON, J.J. Region 3, Office of Director. 87/06/15. REED.C. Commonwealth 
Edison Co. 2pp. 41409:081-41409:083. 

-8706220243 Notice of violation from insp on 860709-10 a 29. Violations 
noted:Raychem heat shrinkable tubing used in 10CFR50.49 designated applications 
installed in unqualified configurations w/ listed deficiencies. 

HARRISON, J.J. Region 3, Office of Director. 87/06/15. 1p. 41409:083-41409:083. 

8706230211 Forwards Safety Insp Repts 50-295/87-12 a 50-304/87-15 on 870518- 
28. No violations noted. 

HARRISON, J.J. Region 3, Office of Director. 87/06/16. REED,C. Commonwealth 
Edison Co. 2pp. 41427:319-41427:329. 

-8706230224 Safety Insp Repts 50-295/87-12 & 50-304/87-15 on 870518-28. No viola- 
tions noted.Major areas inspected:licensee action on previous insp findings, insp of 
electrical a instrumentation corrective a preventative maint activities. 

FALEVITS.Z., GARDNER, R.N, Region 3, Office of Director. 87/06/16. 9pp. 
41427:321-41427:329. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Sve list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic a Commercial Use 
Safety (Post B'^C'113). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
4*5&?;071-*'.1582 179. 


R. Periodic operating reports & related correspondence 

8706150045 Monthly operating repts for May 1987.W/870605 ltr, 

ARGYRIS.G., PL1ML,G.J. (Jommonwealth Edison Co. 87/05/31. 12pp. 41290:204- 
41290:215. 


S. Reportable occurrences, LERs & related correspondence 

8706010143 PNC-lll-87-073:on 870521, personnel discovered water leaking through 
doors on diesel fuel oil storage tank rooms into turbine bldg. Caused by removal of 
wrong check valve bonnet Water pumped to waste water treatment sys for process- 
ing. 

FORNEY, W.. GREENMAN.E. Region 3. Office of Director. 87/05/22. Ip. 41119:334- 
41119:334. 

8706170009 PNO-Ill”87-O81:on 870610, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY, W. Region 3, Office of Director. 87/06/11. Ip. 41371:148-41371:148. 

8706220373 Confirms plans for 87()619 enforcement conference w/util in Zion.lL to dis- 
cuss events re inadvertent opening of MSlVs & recent personnel errors, per 870608 
discussions. 

NORELIUS,C.E. Region 3, Office of Director. 87/06/15. REED.C. Commonwealth 
Edison Co. 1p. 41411:177-41411:177. 


V. Operator Examinations 

Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

Director. 87/06/03. Indiana & Michigan Electric Co. 

3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
exam process within Region Ill.Presentations will incorporate Rev 4 
Operator Licensing Examiner Stds." Agenda end. 
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DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency St fire protection plans 

8705180414 Forwards App C to plant industrial security manual, describing temporary 
security measures employed during const associated w/expansion of existing security 
bldg.App withheld (ref 10CFR73.21). 

HINTZ.D.C. Wisconsin Public Service Corp. 87/05/12. Document Control Branch 
(Document Control Desk). Ip. 40958:077-40958:077. 

8706110447 Requests approval to relocate emergency operations facility, per SuppI 1 to 
NUREG-0737.Section 8.4.1. b (Table 1).Fee paid. 

HINTZ.D.C. Wisconsin Public Service Corp. 87/06/03. Document Control Branch 
(Document Control Desk). 23pp. 41262:340-41262:362. 

8706160602 Forwards Safety Insp Rept 50-305/87-13 on 870427-0501 & 28. No viola- 
tions noted. 

HARRISON, J.J. Region 3, Office of Director. 87/06/10. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 41335:001-41335:026. 

--8706160611 Insp Rept 50-305/87-13 on 870427-0501 & 0528.No violations 
noted.Major areas inspected:licensee implementation of & compliance to requirements 
of 10CFR60,App R. 

HODOR.R., PARKINSON, K., ULIE.J. Region 3, Office of Director. 87/06/10. 24pp. 
41335:003-41335:026. 

8706220365 Rev B to Radiological Emergency Response Plan Implementing Procedure 
EP-TSC-9C, "CORE Computer Program.” W/87061 1 Itr. 

HINTZ.D.C. Wisconsin Public Service Corp. 87/06/11. 6pp. 41411:138-41411:143. 


J. Insurance & indemnity information 

8706030478 Forwards Endorsement 78 to NELIA Policy NF-204 & Endorsement 62 to 
MAELU Policy MF-71. 

HINTZ.D.C. Wisconsin Public Service Corp. 87/05/27. Document Control Branch 
(Document Control Desk). 3pp. 41169:040-41169:042. 


P. Operating license stage documents & correspondence 

8706090014 Forwards EGG-NTA-7377, "Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment Classification for all Other Safety- Related Components:Kewaunee,” final 
informal reptPlant conforms to generic Itr on item. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/26. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41232:168-41232:186. 

-8706090021 "Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classification 
for all Other Safety-Related Components: Kewaunee," final informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7377 ERR. 87/03/31. NRC - No Detailed Affili- 
ation Given. 18pp. 41232:169-41232:186. 

8706260356 Forwards final EGG-NTA-7595, "Conformance to Generic Ltr 83-28, Item 
2.2.2 - Vendor Interface Programs for All Other Safety-Related 

Components: Kewaunee,” informal repLPIant conforms to generic Itr on item. 
ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41482:345-41482:361. 

-8706260365 Final "Conformance to Generic Ltr.ltem 2.2.2 - Vendor Interface Pro- 
grams for All Other Safety-Related Components: Kewaunee,” informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7595. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41482:346-41482:361. 

8706030343 Requests relief from eight valves in inservice testing program w/design 
prohibiting valve & switch operation. Relief Request IST-RR-18 deleted & replaced w/ 
subj request. Rev E to “Pump & Valves Inservice Testing Plan” end. 

HINTZ,D.C. Wisconsin Public Service Corp. 87/05/29. Document Control Branch 
(Document Control Desk). 4pp. 41169:254-41169:307. 

-8706030379 Rev E to “Pump & Valves Inservice Testing Plan,” 

• Wisconsin Public Service Corp. 87/04/06. 50pp. 41169:258-41169:307. 

8706220404 "Kewaunee Nuclear Power Plant Cycle 13 Startup Rept.” W/ 870615 Itr. 
COEN,E.D., HOZNIAK.S., HINTZ.D.C. Wisconsin Public Service Corp. 87/05/31. 
42pp. 41411:273-41411:315. 

8706090166 Advises that revised drawings, consisting of Rev X to A-205, Rev AD to M- 
205, Rev AN to M-208 & Rev LMH to M-209,will be sent to Region lll.in response to 
JG Keppier 800320 request. 

HINTZ,D.C. Wisconsin Public Service Corp. 87/06/01. Document Control Branch 
(Document Control Desk). 1p. 41222:249-41222:249. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F,J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110023 Forwards table listing valves meeting revised definition of pressure isolation 
valve, per Generic Ltr 87-06 requesLTable includes periodic leakage, operational tests 
& frequency of testing. 

HINTz,D.C. Wisconsin Public Service Corp. 87/06/05. Document Control Branch 
(Document Control Desk). 5pp. 41 260:066-41 260:070. 

8706190038 Forwards safety evaluation accepting 14 util submittals dtd from 791019- 
850329 re design for instrumentation to detect Inadequate core cooling.Condudes 
that proposed design satisfies requirements of NUREG-0737,ltem ILF.2. 

QUAY.T.R. Project Directorate III-3. 87/06/10. HINTZ,D.C. Wisconsin Public Service 
Corp. 2pp. 41407:071-41407:075. 


-8706190050 Safety evaluation accepting util submittals re implementation of inad- 
equate core cooling instrumentation sys.Concludes that proposed design satisfies re- 
quirements of NUREG-0737,ltem II.F.2. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/10. 3pp. 
41407:073-41407:075. 

8706170094 Forwards Rev 6 to "Operational QA Program Description.” Short explana- 
tion of each change encl.Rev satisfies 10CFR50,App B criteria. 

HINT2,D.C. Wisconsin Public Service Corp. 87/06/11. Document Control Branch 
(Document Control Desk). 26pp. 41368:266-41368:323. 

—8706170099 Rev 6 to “Operational QA Program Description." 

* Wisconsin Public Service Corp. 87/06/11. 32pp. 41368:292-41368:323. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260168 Forwards Rev 1 nonproprietary WCAP-11410 & proprietary WCAP-11411, 
“Technical Bases for Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for Kewaunee.” 

HINT2,D.C. Wisconsin Public Service Corp. 87/06/22. Document Control Branch 
(Document Control Desk). 2pp. 41477:190-41477:262. 

“8706260175 Requests Rev 1 to WCAP-11411, "Technical Bases for Eliminating Large 
Primary Loop Rupture as Structural Design Basis for Kewaunee" be withheld (ref 
10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/05/06. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 41477:192-41477:198. 

-8706260181 Nonproprietary Rev 1 to “Technical Bases for Eliminating Large Pipe 
Rupture as Structural Design Basis for Kewaunee." 

ROARTY.D.H., NELSON.S.R., LEE,Y.S. Westinghouse Electric Corp. WCAP-11410 
R01. 87/04/30. 54pp. 41477:199-41477:262. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1, Office of Director. MARTIN,R. Region 4, Office of Director. MARTIN.J. Region 5, 
Office of Director. 4pp. 411 19:272-41 1 19:275. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706110095 Forwards response to NRC 870422 Itr re violations noted in Environ Quali- 
fication (EQ) Insp Rept 50-305/87-06.Corrective actions: Form EQ-3 revised to specifi- 
cally identify lubrication of 0-rings. 

HINTZ,D.C. Wisconsin Public Service Corp. 87/06/03. Document Control Branch 
(Document Control Desk). 8pp. 41267:127-41267:134. 

8705290040 NRC Info Notice 87-024, “Operationai Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706230329 Forwards Safety Insp Rept 50-305/87-12 on 870416-0531. No violations 
noted. 

GULDEMOND,W.G. Region 3, Office of Director. 87/06/05. HINTZ.D.C. Wisconsin 
Public Service Corp. 4pp. 41432:178-41432:188. 

-8706230347 Insp Rept 50-305/87-12 on 87041 6-0531. No significant issues 
identified. Findings from prior insps closed.Major areas inspected:previous insp 
findings.operational safety.maint, surveillance, LERs & generic Itrs. 

DEFAYETTE.R. Region 3, Office of Director. 87/06/05. 7pp. 41432:182-41432:188. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10, 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706160602 Forwards Safety Insp Rept 50-305/87-13 on 870427-0501 & 28. No viola- 
tions noted. 

HARRISON, J.J. Region 3, Office of Director. 87/06/10. HINTZ.D.C. Wisconsin Public 
Service Corp. 2pp. 41335:001-41335:026. 

-8706160611 Insp Rept 50-305/87-13 on 870427-0501 & 0528,No violations 
noted.Major areas inspected:licensee implementation of & compliance to requirements 
of lOCFRSO.App R. 

HODOR.R., PARKINSON.K., ULIE.J. Region 3. Office of Director. 87/06/10. 24pp. 
41335:003-41335:026. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end, 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-026, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 
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87061701 IS NRC Info Notice 67-028, "Air Sys Problems at US LWRs," Svo list end, 
ROSSi,C.E. Division of Operational Events Assessment {Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706160615 Monthly operating rept for May 1987.W/870609 Itr. 

RUITER.G.H., HINT2,O.C. Wisconsin Public Service Corp. 87/05/31. 5pp. 41340:296- 
41340:300. 


V. Operator Examinations 

8706090028 Forwards Rev C to 0-LRQ-TP, "Licensed Operator Requalification Training 
Program." Program recently recieved accreditation from INPO.Sections 6.1.1, 6.3.2 & 
6.3.3 include exemptions decreasing frequency in conducting program. 

HINTZ.D.C. Wisconsin Public Service Corp. 87/04/28. Office of Nuclear Reactor Reg- 
ulation, Director (Post 870411). 3pp. 41219:149-41219:172. 

“8706090044 Rev C to Training Program 0-LRQ-TP, “Licensed Operator Requalifica- 
tion Training P'-co'^am ’’ 

* Wisconsin Sew.-cc Corp. 87/04/22. 20pp. 41219:152-41219:172. 

8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 3 96, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation of 
operator licensing exam process within Region ill. Presentations will incorporate Rev 4 
of NUP-'=o- 01.'. 1, "Operator Licensing Examiner Stds.” Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8706220515 Responds to NRC 870417 Itr re violations noted in App R insp on 870302- 
Oe.Corrective actions:installation of all redundant fusing circuitry under Mod 86L927 
completed & addi emergency lighting procured. 

LARSON.C.E. Northern States Power Co. 87/05/15. HARRISON,J.J. Region 3. Office 
of Director. 5pp. 41418:296-41418:300. 

8706120272 Forwards Insp Repts 50-282/87-07 & 50-306/87-07 on 870511-15 re secu- 
rity aspects of plant.No violations noted. Security program well managed & receiving 
appropriate level of util corporate & plant support. 

AXELSON.W.L. Region 3, Office of Director. 87/06/08. LARSON.C.E. Northern States 
Power Co. 2pp. 41279:212-41279:214. 

“8706120290 Pa'Iiall,' Ir-.sp Fopts r)r,-2=.=/=7 37 & 50-306/87-07 on 870511-15 

(ref 10CFR73.21 ).\2 rcnccnd'ancc :'rte:'i.Cre con.n item identified re physical loca- 
tion of alarm s!;.;iO''. Ma.D: ■r''as ■.'■srjcc t.'c ef'ec.lveness & security organization. 
DROUIN.B. Reg.'on 3, O-'icn c: D 'sctc-. hi'.:6/3.5 Ip. 41279:214-41279:214. 

8706300978 Forwards special Mid-SALP Insp Repts 50-282/87-06 & 50-306/87-06 on 
87051 1-15.No violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/06/12. LARSON.C.E. Northern 
States Power Co. 2pp. 41504:218-41504:235. 

“8706300985 Mid-SALP Insp Repts 50-282/87-06 & 50-306/87-06 on 87051 1-15.No 
violations noted. Major areas inspected: operations, radiological 

protection, security, emergency preparedness & intrumentation & controls. 

HAGUE, R.L, JANUSKA.A.G., SMITH.M.J. Region 3, Office of Director. 87/06/12 
16pp. 41504:220-41504:235. 


P. Operating license stage documents & correspondence 

8706050048 Forwards EGG-NTA-7422, "Conformance to Generic Ltr 83-28, Item 2 21- 
Equipment Classification for All Other Safety- Related Components:Prairie Island 
Units 1 & 2," final technical evaluation rept Plant conforms to generic Itr. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/07. CARRINGTON, M. Ofe of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41200:268-41200:286. 

“8704300244 "Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classification 
for All Other Safety-Related Components, Prairie Island 1 & 2,” technical evaluation 


8706220113 Forwards list, in response to Generic Ltr 87-06, "Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves." List includes ail pressure isolation valves 
at plant & description of periodic tests performed. 

MUSOLF.D. Northern States Power Co. 87/06/11. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41410:286-41410:291. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-1 1 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706220515 Responds to NRC 870417 Itr re violations noted in App R insp on 870302- 
OB.Corrective actionsrinstallation of all redundant fusing circuitry under Mod 86L927 
completed & addI emergency lighting procured. 

LARSON.C.E. Northern States Power Co. 87/05/15. HARRISON.J.J. Region 3, Office 
of Director. 5pp. 41418:296-41418:300. 

8706110197 Forwards “Inservice Insp - Exam Summary 870220-0303, Forced Eddy Cur- 
rent Outage, Insp Period 1 Second Interval.” 

MUSOLF.D. Northern States Power Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 41266:159-41266:258. 

—8706110210 "Inservice Insp Exam Summary, 870220-0303,Forced Eddy Current 
Outage.lnsp Period 1, Second Interval.” 

DAHLMAN.LC., KELLERHALL.R.A., RICKER, J.L Northern States Power Co. 87/05/ 
05. 99pp. 41266:160-41266:258. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706080123 Responds to NRC 870501 Itr re violation noted in Insp Repts 50-282/87-03 
& 50-306/87-03.Corrective actions:preheatup checklists revised to require that ventila- 
tion annunciator bypass switches returned to normal. 

LARSON.C.E. Northern States Power Co. 87/05/29. GULDEMOND.W.G. Region 3, 
Office of Director. 4pp. 41218:091-41218:093. 

8705290040 NRC info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706120272 Forwards Insp Repts 50-282/87-07 & 50-306/87-07 on 870511-15 re secu- 
rity aspects of plant. No violations noted. Security program well managed & receiving 
appropriate level of util corporate & plant support. 

AXELSON.W.L. Region 3. Office of Director. 87/06/08. LARSON.C.E. Northern States 
Power Co. 2pp. 41279:212-41279:214. 

“8706120290 Partially withheld Insp Repts 50-282/87-07 & 50-306/87-07 on 870511-15 
(ref 10CFR73.21).No noncompliance noted.One open item idortifiod m physical 'ora- 
tion of alarm station.Major areas inspected:mgt effectiveness & socuri'v c-ooniza::' 
DROUIN.B., CREED.J.R. Region 3, Office of Director. 37.Gr)/05. 'p. 4i27S;.:-.‘.. 
41279:214. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706160618 Forwards Mgt Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 
on 870526. 

HEHL,C.W. Region 3. Office of Director. 87/06/10. LARSON.C.E. Northern States 
Power Co. 2pp. 41335:027-41335:031. 

“8706160626 Mgt Meeting Repts 50-263/87-08.50-282/87-10 & 50-306/87-10 on 
870526.Areas discussed;operator licensing program implementation & methods to im- 
prove performance in operator licensing. 

BURDICK, T.M. Region 3. Office of Director. 87/06/08. 3pp. 41335:029-41335:031. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York. Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong UnIt.Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706300978 Forwards special Mid-SALP Insp Repts 50-282/87-06 & 60-306/87-06 on 
87051 1-15.No violations noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/06/12. LARSON.C.E. Northern 
States Power Co. 2pp. 41504:218-41504:235. 

“8706300985 Mid-SALP insp Repts 50-282/87-06 & 50-306/87-06 on 87051 1-15.No 
violations noted.Major areas inspected: operations.radiological 

protection.security, emergency preparedness & intrumentation & controls. 

HAGUE, R.L, NEISLER.J.H., GRANT, W.B. Region 3, Office of Director. 87/06/12. 
1 6pp. 41 504:220-41 504:235. 

8706300893 Forwards Safety Insp Repts 50-282/87-05 & 50-306/87-05 on 870419- 
0630.No violations noted. 

GULDEMOND.W.G. Region 3. Office of Director. 87/06/16. LARSON.C.E. Northern 
States Power Co. 2pp. 41499:051-41499:062. 
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-8706300897 Insp Repts 50-282/87-05 & 50-306/87-05 on 87041 9-0530.No violations 
noted.Major areas inspected.previous insp findings, plant operational 
safety, maint, surveillances, ESF sys, refueling, facility-' rrods,trainii?o & followup on LERs. 
DEFAYETTE,R. Region 3, Office of Director. 87/06/16. tCpp "41499:053-41499:062. 

8706240327 Forwards Safety Insp Repts 50-282/87-08 & 5O-3O6/87-08 on 870520.No 
violations noted. 

HEHL,C.W. Region 3, Office of Director. 87/06/18. LARSON, C.E. Northern States 
Power Co. 2pp. 41455:005-41455:011. 

-8706240330 Insp Repts 50-282/87-08 & 50-306/87-08 on 870520.No violations 
noted.Major areas inspected:licensee action to determine cause of Emergency Gener- 
ator D2 lower crankshaft thrust bearing failure & plan to monitor bearings. 

MAURA.F., WRIGHT,G. Region 3. Office of Director. 87/06/17. 5pp. 41455:007- 
41455:011. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706170123 Monthly operating repts for May 1987.W/870609 Itr, 

DUGSTAD,D., MUSOLF,D. Northern States Power Co. 87/05/31. 10pp. 41369:349- 
41369:358. 


S. Reportable occurrences, LERs & related correspondence 

8706170009 PNO-lll-87-081:on 87061 0,earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville,IL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY,W. Region 3, Office of Director. 87/06/11. Ip. 41371:148-41371:148. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee. Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL.C.W. Region 3. Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation of 
operator licensing exam process within Region lll.Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS,N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 

8706160618 Forwards Mgt Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 
on 870526. 

HEHUC.W. Region 3, Office of Director. 87/06/10. LARSON,C.E. Northern States 
Power Co. 2pp. 41335:027-41335:031. 

“8706160626 Mgt Meeting Repts 50-263/87-08,50-282/87-10 & 50-306/87-10 on 
870526.Areas discussed:operator licensing program implementation & methods to im- 
prove performance in operator licensing. 

BURDICK,T.M. Region 3, Office of Director. 87/06/08. 3pp. 41335:029-41335:031. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8706030286 Revised emergency plan implementing procedures, including Rev 11 to 
2.50.2, “Alert," Rev 12 to 2.50.3, "Site Area Emergency" & Rev 13 to 2.50.4 “Gener- 
al Emergency.” 

* Maine Yankee Atomic Power Co. 87/05/26. 122pp. 41153:239-41153:360. 

8706100125 Forwards oversize Figure 2.50.0-1, “Emergency Condition Classification 
Table," dtd May 1987,replacing existing Figure 2.50.0-1 from Procedure 2.50.0. 

* Maine Yankee Atomic Power Co. 87/06/01. Document Control Branch (Document 
Control Desk). 2pp. 41241:280-41241:281. 

8706220375 Rev 10 to Emergency Plan Implementing Procedure 2.50.10, “Evaluation of 
Radiological Data." 

* Maine Yankee Atomic Power Co. 87/06/09. 52pp. 41412:218-41412:269. 

8706190346 Rev 0 to “Emergency Response Exercise & Evaluation Plan." 

* Maine Yankee Atomic Power Co. 87/06/30. 200pp. 41395:039-41395:291. 


P. Operating license stage documents & correspondence 

8706080275 Forwards Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28,Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2,Fort Calhoun,Main Yankee, Millstone 

2, Palisades,Palo Verde 1,2 & 3,San Onofre 2 & 3,St Lucie 1 & 2.Waterford 3 & WNP 

3. ” 

ROBERTS,E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41213:001-41213:027. 

“8706080284 Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2,Fort Calhoun, Main Yankee,Millstone 2, Palisades, Palo 
Verde 1,2 & 3, San Onofre 2 & 3,St Lucie 1 & 2. Waterford 3 & WNP 3,” 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 


8706050358 Forwards “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor 
Trip Sys Vendor lnterface:Maine Yankee, St Lucie 1 &-2 & Waterford 3," final 
rept.Plants conform to generic ltr. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/26. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411), Ip. 41203:050-41203:065. 

“8706050362 "Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, Maine Yankee, St Lucie 1 & 2 & Waterford 3," informal rept. 
FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7592 ERR. 87/03/31. NRC - No De- 
tailed Affiliation Given. 16pp. 41203:051-41203:065. 

8706050032 Forwards EGG-NTA-7436, “Conformance to Generic Ltr 83-28, Item 2.2.1, 
'Equipment Classification for All Other Safety- Related Components,’ Main Yankee," 
technical evaluation rept.Plan conforms to generic Itr requirements. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/14. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 1p. 41200:246-41200:267. 

“8704280672 “Conformance to Generic Ltr 83-28, Item 2.2.1, 'Equipment Classification 
for .A!! Cfhe' S^:fo^■-Pn',?.tcd Components,’ Main Yankee,” technical evaluation rept. 
VANDERBEFK.R. TG&G --aho, Inc. (subs, of EG&G. Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7436. 87/04/30. NRC - No 
Detailed Affiliation Given. 18pp. 41200:247-41200:267. 

8706080193 Forwards EGG-NTA-7645, “Conformance to Generic Ltr 83-28, Item 2.1 
(Part 1) Equipment Classification, Maine Yankee," final informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/21. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation. Director (Post 87041 1). Ip. 41210:018-41210:029. 

“8706080195 “Conformance to Generic Ltr 83-28, Item 2.1 (Part 1) Equipment 
Classification. Maine Yankee," final informal rept. 

HAROLDSEN.R.O. EG&G Idaho, Inc. (subs, of EG&G. Inc.). HAROLDSEN.R.O. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7645. 87/03/31. NRC - No 
Detailed Affiliation Given. 11pp. 41210:019-41210:029. 

8706010182 Forwards SER supporting util 831110 & 850618 responses to Generic Ltr 
83-28,ltem 2.1 (Part 2) re establishment of interface w/either NSSS or vendors of 
each component of reactor trip sys. Contractor evaluation rept also end. 

SEARS, P. Project Directorate 1-3. 87/05/21. RANDAZZA.J.B. Maine Yankee Atomic 
Power Co. 2pp. 41 126:203-41 126:219. 

—8703310229 "Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface Maine Yankee.St Lucie Units 1 & 2 & Waterford 3.’’ 

FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7592. 87/03/31. NRC - No Detailed 
Affiliation Given. 12pp. 41126:205-41126:216. 

“8706010194 Safety evaluation supporting util responses to Generic Ltr 83-28,ltem 2.1 
(Part 2) re established interface w/NSSS or vendors of each component of reactor 
trip sys. 

* NRC - No Detailed Affiliation Given. 87/05/21. 3pp. 41126:217-41126:219. 

8706030348 Requests review & approval of revised steam cooling modeling approach & 
implementation for application to LOCA analysis. New model will be used for generat- 
ing LOCA limits to support operation. Supportive info encl.Fee paid. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 87/05/21. NERSES, V. Project Di- 
rectorate 1-3. 6pp. 41169:316-41169:347. 

“8706030356 “Rev to Yankee Atomic Electric Co Steam Cooling Model for Reflood 
Rates Less Than 1 Inch/Second.’’ 

JENSEN, R.T. Intermountain Technologies, Inc. 87/04/30. 26pp. 41169:322- 
41169:347. 

8706010406 Discusses adequacy of Suroweic line to carry plant emergency loads, based 
on Jul 1986 incident. Evaluation shows that voltage on in-plant buses within accepta- 
ble limits at all times.Detailed analysis expected by early Jul. 

WHimER,G.D. Maine Yankee Atomic Power Co. 87/05/27. NERSES, V. Project Di- 
rectorate 1-3. 2pp. 41118:081-41118:082. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411), 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150216 Forwards SER supporting util 831110 response to Generic Ltr 83-28, Item 
2.2, Part 1 re program for classifying safety- related activities.SER based on conclu- 
sions contained in end contractor rept EGG-NTA-7436. 

SEARS.P.M. Project Directorate 1-3. 87/06/04. RANDAZZA.J.B. Maine Yankee Atomic 
Power Co. 2pp. 41304:325-41304:350. 

“8706150240 SER supporting util 831110 response to Generic Ltr 83-28, Item 2,2 (Part 
1) re requirement for program description to ensure all components of safety-related 
sys identified as safety-related on informational mails. 

* NRC - No Detailed Affiliation Given. 87/06/04, 6pp. 41304:345-41304:350. 

8706170239 Forwards quantitative info requested by NRC to confirm trends noted in 
Cycle 10 break spectrum analysis results. Parameters used in selection criteria for 
data used to determine appropriate break spectra matrix listed. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 87/06/08. Document Control 
Branch (Document Control Desk). 6pp. 41369:333-41369:338. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 070411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230074 Advises that util will respond to Generic Ltr 87-06 by 870630 due to ex- 
tended refueling outage. 

WHITTIER.G.D, Maine Yankee Atomic Power Co. 87/06/12. Document Control 
Branch (Document Control Desk). Ip. 41421:231-41421:231. 
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8706220152 Forwards Amend 98 to License DPR-36 & safety evaluation. Amend modi- 
fies Tech Specs to reflect revised LOCA limits using revised delta P injection penalty 
factor during reflood phase of LOCA a limitina axial power shapes. 

SEARS, P.M. Project Directorate I-3. e?./06/ ;5. RANDA2ZA.J.B. Maine Yankee Atomic 
Power Co. 4pp. 41416:194-41416:209. 

--87062201 San Amend 98 to License DPR-23,rricdif'.'iny Tech Specs to reflect revised 
LOCA limits using revised delta P in.ectlon penalty factor during reflood phase of 
LOCA & limiting axial power shapes. 

NERSES. V. Project Directorate 1-3. 87/06/15. 8pp. 41416:198-41416:205. 

—8706220162 Safety evaluation supporting Amend 98 to License DPR-36. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/15. 4pp. 
41416:206-41416:209. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300162 Application for amend to License DPR-36, consisting of Proposed Change 
"^cch Specs Page 5.8-1 re process control program.Fee paid. 

F. Maine Yankee Atomic Power Co. 87/06/23. Document Control 
Branch (Document Control Desk). 3pp. 41496:031-41496:034. 

—8706300175 Revised Tech Spec Page 5.8-2 re process control program. 

* Maine Yankee Atomic Power Co. 87/06/23. Ip. 41496:034-41496:034. 


Q. Inspection reports, IE Bulletins & correspondence 

8706040266 Forwards Safety Insp Rept 50-309/87-06 on 870420-23.No violations 
noted. 

MARTIN, T.T. Region 1. Office of Director. 87/05/21. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 41171:350-41171:358. 

-8706040273 Insp Rept 50-309/87-06 on 870420-23.No violations noted. Major areas 
inspected:nonradiological chemistry program, including analytical procedure evalua- 
tions & measurement control. 

ZIBULSKY.H.. PASCIAK.W.J. Region 1, Office of Director. 87/05/21. 7pp. 41171:352- 
41171:358. 

8706050035 Forwards Safety Insp Rept 50-309/87-09 on 870427-30 & 0501. No viola- 
tions noted. 

MARTIN,T.T. Region 1, Office of Director. 87/05/26. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 41192:288-41192:294. 

-8706050051 Safety Insp Rept 50-309/87-09 on 870427-0501 .No violations 
noted.Major areas inspected:radiation protection activities associated w/iiquid & gase- 
ous effluents, includinq training, procedures, semiannual repts.audits & mgt controls. 
MYERS.L.. PASCIAK.'vV. Region 1. Office of Director. 87/05/26. 5pp. 41192:290- 
41192:294. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27, 
Consolidated Edison Co. of New York, Inc. 108pp, 41142:332-41143:075. 

8706110464 Notification of 870608 enforcement conference w/util in King of Prussia.PA 
to discuss r.sidio'oqica' controls. 

"F.IFP _L: f'..-.:: :;-'i '. Office of Director, 87/06/02. Region 1, Office of Director. 2pp. 
■^12:9 :i38-4!2:;9 250. 

8706120239 Forwards Radiological Controls Insp Rept 50-309/87-08 on 870427-30.Vio- 
lations re high radiation area posting & access control, radiation protection procedures 
& instructions to workers will be discussed in 870608 enforcement conference. 
MA°T'\.T.^. 1. Office of Director. 87/06/02. RANDAZZA.J.B. Maine Yankee 

A-omic Pc C:). ?r.\) 41279:231-41279:254. 

-8706120247 Radiological Controls Insp Rept 50-309/87-08 on 870427-30. Violations 
noted:failure to post high radiation area, adhere to procedures, control access to high 
radiation area & instruct workers. 

NIMITZ.R.L, SHANBAKY.M.M. Region 1. Office of Director. 87/06/02. 21pp. 
41279:233-41279:254. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706120254 Notification of 870611 enforcement conference w/util in King of Prussia.PA 
to discuss radidonical controls. 

TR!?F-,i..E. Rcriof \ CuLcs cf Director, 87/06/04. Region 1, Office of Director. 2pp. 
41279:224-41279:225. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list end, 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

0706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events.” Sve list 
end. 

ROSSl.C.E, Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706240214 Responds to notice of violation from Insp Rept 50-309/87-07. Corrective 
actions:workers, supervisors & radiological control technicians instructed on impor- 
tance of keeping radiological barricades in place at all times. 

WHITTIER.G.D. Maine Yankee Atomic Power Co. 87/06/12. RUSSELL, W.T. Region 1, 
Cffice of Director. 3pp. 41438:228-41438:230. 


8706220198 Confirms dates of 870720-24 for Equipment Qualification Insp 50-309/87- 
16.lnsp will include review of implementation of 10CFR50.49 equipment qualification 
program & physical insp of equipment from master list.List of refs end. 

JOHNSTON, W.V. Region 1, Office of Director. 87/06/15. RANDAZZA.J.B. Maine 
Yankee Atomic Power Co. 3pp. 41412:087-41412:089. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Sve list end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors.” Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR,RES,AEOD & regional ofes re events which occurred since 870507 meetir^g.List 
of attendees & viewgraphs end. 

LANNING.W. Events Assessment Branch. 87/05/27. ROSSl.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41162:242-41162:260. 

8706100461 LER 87-001 -00:on 870504,two component cooling trains became intercon- 
nected while instrument air sys depressurized.Caused by design review mod to diesel 
cooling sys.Alternate diesel cooling supply valve mechanically closed.W/870603 ltr. 
MCGRATH.R.S. Maine Yankee Atomic Power Co. 87/06/03. 3pp. 41241:220- 
41241:222. 

8706160202 LER 87-002-00:on 870429,fire watch not posted for 9 days 4 1/2 h after 
installing hose to drain outside storage tank to spray bldg sump blocked fire 
door.Caused by personnel error.Personnel counseled.W/870608 ltr. 

TAYLOR.J.M., WHITTIER.G.D. Maine Yankee Atomic Power Co. 87/06/08. 3pp. 
41318:222-41318:224. 

8706220042 LER 87-003-00:on 87051 3, several environmentally qualified thermocouples 
& resistance temp detectors found w/lead wire splice sleeves which may not be prop- 
erly sealed.New sleeves installed in qualified configuration.W/870612 ltr. 
MCALLISTER, S.A.. WHITTIER.G.D. Maine Yankee Atomic Power Co. 87/06/12. 3pp. 
41405:358-41405:360. 

8706260343 LER 87-004-00:on 870521 .three drain valves identified to be w/o proper 
administrative control required for containment integrity valves.Plant controlled draw- 
ings & procedure for controlling containment integrity revised.W/ 870623 ltr. 
MCGRATH.R.S.. WHITTIER.G.D. Maine Yankee Atomic Power Co. 87/06/23. 3pp. 
41479:214-41479:216. 


8706300273 PNO-l-87-058:on 870623, plant shutdown due to higher vibrations of tur- 
bine/generator radial.Licensee estimates shutdown will be min of 3 days. 
FREUDENBERGER, TRIPP, L Region 1, Office of Director. 87/06/24. Ip. 41498:079- 
41498:079. 


V. Operator Examinations 

8706100018 Forwards revised NRC Form 398, “Personal Qualification Statement - Li- 
cense.” Rev reflects changes to 10CFR55 effective 870526.Details of other changes 
& instructions for completion also end. 

COLLINS.S.J. Region 1, Office of Director. 87/06/04. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 18pp. 41238:190-41238:206. 
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F. Security, medical, emergency & fire protection plans 


8706220287 Rev 0 to Hope Creek & Salem artificial island emergency plan. 
KLOSEK.R.R. Public Service Electric & Gas Co. of New Jersey. 87/06/15. 200pp. 
41409:281-41410:178. 


8706260197 Third partial response to FCIA request for documents re nuclear employee 
data sys.Forwards documents listed in App D.Documents also available in PDR. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/23. BAUMAN, L 
Government Accountability Project. 2pp. 41480:352-41480:357. 

-8706260215 Forwards Region I 860213 referral for Rev 10 to plant security 
plan.Generic review & appropriate guidance of rev requested since nuclear employee 
data sys addressed.W/o end. 

KASUN.D.J. Reactor & Transportation Licensing Branch. 86/03/26. YARDUMIAN.J. 
Assistant Director for Requirements & Technology. Ip. 41480:356-41480:356. 

8706260032 "Emergency Plan Implementing Procedures." 

* Public Service Electric & Gas Co. of New Jersey. 87/07/01. 195pp. 41 477:006- 
41477:189. 

8706260042 Rev 0 to emergency plan implementing procedures, including EPIP 1005, 
“Emergency Preparedness Deficiency/Rev Tracking” & EPIP 1006, “Emergency 
Equipment Inventory Radiation Protection.” 

KLOSEK.R.R. Public Service Electric & Gas Co. of New Jersey. 87/07/01. 100pp. 
41477:277-41478:142. 


H. General correspondence 


8706010098 Fonvards revised sve list for util.Svc list updated to incorporate recent 
changes in mgt organization. 

PRESTON.B.A. Public Service Electric & Gas Co. of New Jersey. 87/05/22. Docu- 
ment Control Branch (Document Control Desk). 3pp. 41119:175-41119:177. 
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K. Utility Final Safety Analysis Report (FSAR) & amends 

8706110226 Forwards Rev 6 to updated FSAR for Salem Units 1 & 2.Vols 1- S.Docu- 
ment reformatted to facilitate conversion to magnetic media & installation in util IBM 
main frame computer sys in word & phrase searchable data base. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/03. Document 
Control Branch (Document Control Desk). 7pp. 41321:001-41332:212. 

-8706110239 Rev 6 to updated FSAR for Salem Units 1 & 2,Vol 1 - 6. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 4,163pp. 41321:010- 
41332:212. 

-8706110247 Rev 6 to Chapter 1 for Salem updated FSAR, “Introduction & General 
Description of Plant." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 31pp. 41321:011- 
41321:060. 

“8706110253 Rev 6 to Chapter 2 to Salem updated FSAR “Site Characteristcs." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 183pp. 41321:061- 
41321:243. 

-8706110256 Rev 6 to App 2.3A, “Joint Frequency Distributions of Wind Speed & Di- 
rection by Lapse Rate Data Temp Stability Classes: June 1969 to Nov 1971." to Salem 
updated FSAR. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 67pp. 41321:244- 
41322:048. 

-8706110259 Rev 6 to Chapter 3 for Salem updated FSAR, “Design of 
Structures, Components,Equipment & Sys." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 240pp. 41322:049- 
41322:288. 

-8706110261 Rev 6 to App 3.6A, “Description of Backdraft Damper," to Salem updated 
FSAR. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 2pp. 41322:289- 
41323:187. 

-8706110298 Rev 6 to App 3.9A, “Bolted Connections for Linear Compponent Sup- 
port," to Salem updated FSAR. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 20pp. 41323:188- 
41323:240. 

“8706110302 Rev 6 to App 3A, “PSE&G Positons on USNRC Reg Guides," to Salem 
updated FSAR. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 60pp. 41323:241- 
41323:301. 

-8706110308 Rev 6 to Chapter 4 for Salem updated FSAR, “Reactor." 

* Public Servide Electric & Gas Co. of New Jersey. 87/06/03. 404pp. 41323:302- 
41324:345. 

-8706110310 Rev 6 to Chapter 5 for Salem updated FSAR, “RCS & Connected Sys." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 315pp. 41324:346- 
41325:300. 

-8706110317 Rev 6 to Chapter 6 for Salem updated FSAR, “ESF." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 342pp. 41325:301- 
41326:282. 

”8706110326 Rev 6 to Chapter 7 for Salem updated FSAR, “Instrumentation & Con- 
trols." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 294pp. 41326:283- 
41327:216. 

-8706110329 Rev 6 to Chapter 8 for Salem updated FSAR, “Electric Power." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 54pp. 41327:217- 
41327:279. 

-8706110336 Rev 6 to Chapter 9 for Salem updated FSAR, “Auxiliary Sys." 

*■ Public Service Electric & Gas Co. of New Jersey. 87/06/03. 476pp. 41327:280- 
41329:035. 

-8706110342 Rev 6 to Chapter 10 for Salem updated FSAR, "Steam & Power Conver- 
sion Sys.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 220pp. 41329:036- 
41329:255. 

-8706110352 Rev 6 to Chapter 11 for Salem updated FSAR, “Radwaste Mgt," 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 185pp. 41329:256- 
41330:080. 

-8706110362 Rev 6 to Chapter 12 for Salem updated FSAR, “Radiation Protection." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 40pp. 41330:081- 
41330:120. 

“8706110369 Rev 6 to Chapter 13 for Salem updated FSAR, “Conduct of Operations." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 44pp. 41330:121- 
41330:163. 

“8706110376 Rev 6 to Chapter 14 for Salem updated FSAR, "Initial Tests & Oper- 
ation.” 

‘ Public Service Electric & Gas Co. of New Jersey. 87/06/03. 59pp. 41330:164- 
41330:228. 

-8706110391 Rev 6 to Chapter 15 for Salem updated FSAR, “Accident Analysis.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 231pp. 41330:229- 
41331:099. 

-8706110394 Rev 6 to App 15.3A, “Generic Small Break Analysis,” to Salem updated 
FSAR. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 23pp. 41331:100- 
41332:063. 

“8706110396 Rev 6 to Chapter 16 for Salem updated FSAR, “Tech Specs.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. Ip. 41332:064- 
41332:064. 

-8706110402 Rev 6 to Chapter 17 for Salem updated FSAR, “QA.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 50pp. 41332:065- 
41332:114. 


-8706110404 Rev 6 to App A for Salem updated FSAR, “TMI Lessons Learned." 

* Public Service Electric & Gas Co. of New Jersey. 87/06/03. 98pp. 41332:115- 
41332:212. 


P., Operating license stage documents & correspondence 

8706050017 Partiai response to FOIA request. Forwards App D documents. App C & D 
documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEL.M.S. 
Bishop, Cook, Purcell & Reynolds. 4pp. 41203:222-41204:242. 

—8304190234 Forwards response to 830330 questions re reactor trip breaker maint. 
DIRCKS.W.J. Office of the Executive Director for Operations. 83/04/12. GILINSKY,V. 
Commissioners. 7pp. 41204:092-41204:102. 

-8304190241 Requests addl info re reactor trip breaker maint. 

GILINSKY.V. Commissioners. 83/03/30. DIRCKS,W.J. Office of the Executive Director 
for Operations. 2pp. 41204:090-41204:091. 

—8402290065 Forwards summary of facilities status over past yr,per request. 
EISENHUT,D.G. Division of Licensing (800428-851124). 84/02/22. REHM.T. Regional 
Operations & Generic Requirements (Pre 870413). 4pp. 41204:139-41204:142. 

“8606120927 Approves 851017 proposed Tech Spec changes responsive to Item 4.3 of 
Generic Ltr 83-28 except for changes proposed for reactor trip breakers, automatic trip 
logic & mode separation.SER & SALP input end. 

ROSSI,C.E. Assistant Director for Technical Support (PWR-A). 86/06/06. FISCHER,D. 
PWR Project Directorate 3. 14pp. 41204:158-41204:160. 

—8608110079 “Conformance to Generic Ltr 83-28,ltem 2.1 (Part 1) Equipment Classifi- 
cation (Reactor Trip Sys Components) Robinson 2, Salem 1 & 2, San Onofre 1 & Sea- 
brook 1 & 2." 

HAROLDSEN,R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA- 
7236. 86/05/31. NRC - No Detailed Affiliation Given. 12pp. 41204:179-41204:190. 

—8608130358 Forwards SER & SALP input on util response to Generic Ltr 83-28,ltem 
2.1 (Part 1) re equipment classification. Response acceptable. Part 2 re vendor inter- 
face unresolved. EG&G “Conformance to Generic Ltr 83-28..." also end. 

ROSA.F. Electrical, Instrumentation & Control Systems Branch (PWR-A). 86/08/06. 
FISHER,D. PWR Project Directorate 3. 2pp. 41204:172-41204:173. 

-8701020275 Forwards SER & SALP input accepting util responses to Generic Ltr 83- 
28,ltem 2.1 (Part 2), re vendor interface for reactor trip sys components.SER concurs 
w/findings of end contractor rept. 

ROSA,F. Electrical, Instrumentation & Control Systems Branch (PWR-A). 86/12/24. 
FISCHER.D. PWR Project Directorate 5. 2pp. 41204:191-41204:192. 

-8701090682 Forwards SSER supporting util 851017 & 861218 submittals re proposed 
Tech Spec changes in response to Item 4.3 of Generic Ltr 83-28.Proposed changes 
consistent w/Generic Ltr 85-09 & acceptable.SALP input also end. 

ROSA,F. Electrical, Instrumentation & Control Systems Branch (PWR-A). 87/01/08. 
FISCHER,D. PWR Project Directorate 3. Ip. 41204:239-41204:239. 

-8706050089 Safety evaluation supporting util 851017 proposed Tech Spec changes re 
reactor trip sys instrumentation & surveillance in response to Generic Ltr 83-28, Item 
4.3,under guidance of Generic Ltr 85-09. 

* NRC - No Detailed Affiliation Given. 86/06/06. 11pp. 41204:161-41204:171. 

“8706050099 Safety evaluation supporting util response to Generic Ltr 83-28, Item 2.1 
(Part 1), “Equipment Classification (Reactor Trip Sys Components)." SALP input also 
end. 

* NRC - No Detailed Affiliation Given. 86/08/06. 5pp. 41204:174-41204:178. 

-8706050131 Safety evaluation supporting util response to Generic Ltr 83-28, Item 2.1 
(Part 2), “Vendor Interface Programs - Reactor Trip Sys Components." SALP input 
end. 

* NRC - No Detailed Affiliation Given. 86/12/24. 4pp. 41204:193-41204:238. 

-8706050147 SSER supporting util 851017 & 861218 submittals re proposed Tech 
Spec changes in reactor trip sys instrumentation & surveillance in response to Item 
4.3 of Generic Ltr 83-28, under guidance of Generic Ltr 85-09.SALP input end. 

* NRC - No Detailed Affiliation Given. 87/01/08. 3pp. 41204:240-41204:242. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160118 Forwards list of human engineering discrepancies & scheduled completion 
dates & implementation schedule for DCRDR mods, per 870521 agreement w/NRC. 
MCNE1LL,C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/04. Document 
Control Branch (Document Control Desk). 8pp. 41305:292-41305:302. 

8706170082 Responds to Generic Ltr 87-06 re periodic verification of leak tight integrity 
of pressure isolation valves. Valves & leak rate testing requirements included in Tech 
Specs & inservice testing program. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/09. Document 
Control Branch (Document Control Desk). 2pp. 41371:208-41371:209. 

8706170076 Forwards SSER re NUREG-0737,ltem II. K.3.31, plant-specific calculations to 
show compliance w/10CFR50.46.Review of WCAP-11145 completed & accepted as 
licensing basis for small break LOCA analysis. 

BUTLER,W.R. Project Directorate 1-2. 87/06/11. MCNEILL,C.A. Public Service Electric 
& Gas Co. of New Jersey. 4pp. 41382:310-41382:313. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 
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8706260030 Forwards rept re installation of trip-a-unit protection sys to increase electri- 
cal output during extended outage of Keeney 500 kV circuit.Power sys stabilizers 
would enhance damping of oos‘-ccr‘'''cc-nr,v 

MILTENBERGER.S. Public S:.'\'Co " or.'.r'.c & 3r:r-‘ Co cf New Jersey. 87/06/19. Doc- 
ument Control Branch (Document Control Desk). 4pp. 41476:104-41476:212. 

“8706260047 “Installation of Trip-A-Unit Protection Scheme SuppI Info Salem & Hope 
Creek Generating Stations." 

• Public Sen^ice” Electric & Gas Co. of New Jersey. 87/06/19. 200pp. 41476:108- 
41476:212. 

8706260387 Forwards Amends 80 & 54 to Licenses DPR-70 & DPR-54, respectively & 
safety evaluation. Amends revise Tech Specs to delete specified max fuel rod weight 
limit. 

FISCHER.D.C. Project Directorate 1-2. 87/06/19. MCNEILL.C.A. Public Service Elec- 
tric & Gas Co. of New Jersey. 3pp. 41483:030-41483:045. 

“8706260394 Amends 80 & 54 to Licenses DPR-70 & DPR-75, respectively, revising 
Tech Specs to delete specified max fuel rod weight limit. 

BUTLER ,W.R. Project Directorate 1-2. 87/06/19. 10pp. 41483:033-41483:042. 

“8706260398 Safety evaluation supporting Amends 80 & 54 to Licenses DPR-70 & 
DPR-75, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/06/19. 3pp. 
41483:043-41483:045. 


Q. inspection reports, IE Bulletins & correspondence 

8705200749 NRC info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706080173 Responds to NRC 870429 Itr re violations noted in Insp Rept 50-311/87- 
1 1 .Corrective actions:fuel handling svcs workers counseled & mgt notified.load test 
sign placed near crane controls & test procedure revised. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 87/05/29. Doc- 
ument Control Branch (Document Control Desk). 3pp. 41218:125-41218:127. 

8706090174 Forwards Safety Insp Repts 50-272/87-12 & 50-311/87-15 on 870421- 
0518.Ack receipt of util 870430 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-31 1/87-03.Corrective actions acceptable. 

GALLO.R.M. Region 1, Office of DirecfO' n7,:6''02. ‘/.CNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. j. 53 ..-.- 223:039. 


”8706090176 Insp Repts 50-272/87-12 & 50-311/87-15 on 870421-0518. Violations 
noted:failure to perform diesel surveillance test. 

NORRHOLM.LJ. Region 1, Office of Director. 87/05/29. 12pp. 41223:028-41223:039. 

8705290040 NRC info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706170469 Responds to NRC 870511 Itr re violations noted in Insp Repts 50-272/87- 
11 & 50-31 1/87-14.Corrective actions: required preventive maint activities for listed 
components completed & program for stored equipment reviewed. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 87/06/10. Doc- 
ument Control Branch (Document Control Desk). 3pp. 4-! 385: 148-4 1385: 150. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders. Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York Inc 120 dd 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Hunnan Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706300990 Forwards Safety Insp Repts 50-272/87-13 & 50-311/87-16 on 870518- 
2?.No violahcps noted. 

JC-iNS’OtiAVV. iv^S'On 1, Office of Director. 87/06/17. MCNEILL, C.A. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 41512:113-41512:121. 

50.272/87-13 & 50-311/87-16 on 870518-22.No violations 
J'^®P®<^ted:nuclear engineering, including in-plant reactor 
engineering,QA/QC interfaces, involvement & overview. 

4lTl2°1’£4i?i2^12f" 1, Office of Director. 87/06/16. 7pp. 

Problems at US LWRs," Svc list end. 
Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

at Urge Irradia- 

&ieh!'n?Qd*B 70 iit°B™ Aradamic & Commercial Use 

41M2:07l2llSfl'79 Consolidated Edison Co. of New York, Inc. 109pp. 


R. Periodic operating reports 4 releted correspondence 

Environ Operating Rept (Nonradlologioal)." W/870611 Itr. 
414^207UU33*24 ® l^ovr Jersey. 86/12/31. 18| 

'■op* 'or May 1987.W/870ei5 Hr 

Bediio 4 Gas Co. of N, 


S. Reportable occurrences, LERs & related correspondence 


8706050017 Partial response to FOIA request.Forwards App D documents. App C & D 
documents also available in PDR. 

GRtMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEL, M.S 
Bishop, Cook, Purcell & Reynolds. 4pp. 41203:222-41203:226. 

”8303100360 Notification of 830303-1- meotings .v 'Y.'esti'^qhouse.GF B&W & C-E in 
Bethesda.MD to discuss generic impiiiial or-s or sciw/n b'lTa-'.er failur-:;- 

SILVER, H. Salem Generic Implications Task Force. 83/03/04. MATTSON.R.J. Salem 
Generic Implications Task Force. 3pp. 41203:285-41203:287. 

-8303220494 Forwards list of documents re 830225 event, in response to 830310 
memo concerning congressional subcommittee request. 

MIRAGLIA.F.J. Assistant Director for Safety Assessment. 83/03/11. LAINAS.G.C. As- 
sistant Director for Operating Reactors. 4pp. 41204:040-41204:065. 

8706090371 LER 87-006-00:on 870506, individual established to act as fire watch for 
continuous monitoring of EK & DC areas provided inadequate fire watch.Caused by 
personnel error. Administrative controls for work reviewed.W/870605 Itr. 

POLLACK, M.J., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/06/ 
05. 5pp. 41222:269-41222:273. 

8706150188 LER 87-007-00:on 87051 1, unsealed penetration between 84 ft elevation 
switchgear room & 100 ft elevation relay room discovered. All fire barrier penetration 
seals will be reviewed & fire watch will be maintained.W/870608 Itr. 

POLLACK, M.J., ZUPKO.J.M. Public Service Electric & Gas Co. of New Jersey. 87/06/ 
08. 5pp. 41290:169-41290:173. 

8706240334 LER 87-008-00:on 87051 9,discovered that Tech Spec Surveillance 4.5.2, b 
partially completed for previous month. Caused by personnel error.Surveil lance com- 
pleted & indivic-ai response le counseled. W . ;■!/",?(; Itr. 

POLLACK, V.J., ZUPKO.J.M. Pubi.e Serv-c:; T oz\' & Gas Co. of New Jersey. 87/06/ 
12. 5pp. 41449:064-41449:068. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
dun.'’g scheduled testing. Caused by open electrical connection on one crimp lug.Since 
1978 ir.su-.ated uqs used on all equipment. 

DOUGI-Ei".Tv„'.G Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 


V. Operator Examinations 


8706090427 Forwards NRC Form 398 re personal qualifications statement for 
licensee,reflecting changes to 10CFR55, effective 870526. Revised form requires new 
applicants to complete each category cor^oietely f^orm to be used beginning 870526. 
C(DLLINS,S.J. Region 1, Office of Direc;cr !'i ■’ MCNEILL.C.A. Public Service 

Electric & Gas Co. of New Jersey. 17pp. 41224:223-41224:239. 
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F. Security, medical, emergency & fire protection plans 


8706050289 Talking paper provided to util at M Andognini 870520 meeting re maint 
program, operational readiness, engineering adequacy,mgt sys adequacy.radiation pro- 
tection & emergency preparedness. 

* NRC - No Detailed Affiliation Given. 87/05/20. 2pp. 41 194:354-41194:355. 

8706090413 Ack receipt of 870508 Itr informing NRC of steps taken to correct violations 
noted in insp rept.Classification of Violation A deemed appropriate. 
MONTGOMERY,J.L Region 5, Office of Director. 87/05/28. ANDOGNINI.G.C. Sacra- 
mento Municipal Utility District. Ip. 41229:125-41229:125. 

8706260257 Rev B to Emergency Plan Procedure AP.501 , "Recognition & Classification 
of Enr:orconc-:iS." W o"C5:~ I'.r. 

* 3a.ramer.lc Muriooai j::i:ly Disinct 87/06/03. 131pp. 41483:291-41484:059. 

8706230317 Notifies that safeguards regulatory effectiveness reviews scheduled forwks 
of 870713 & 17.Prime purpose of review program to evaluate util safeguards program 
& to determine if NRC regulahcns c'cvido 'ntended protection. 

MARTIN.J.B. Region 5, Cll-.ce r: Di'-jc:o' 87/06/15. ANDOGNINI.G.C. Sacramento 
Municipal Utility District. 2pp. 41430:035-41430:036. 

8706240206 Advises that info provided in RJ Rodriguez 840131 Itr still valid w/excep- 
tion of AP.47, “Emergency Operating Procedures (EOP) Writers Guide." AP.2.24, 
“EOP Writers Guide" end. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/16. MIRAGLIA,F.J. 
NRC - No Detailed Affiliation Given. 2pp. 41438:244-41438:257. 

“8706240381 Procedure AP.2.24, ‘'Fmemenev Operating Procedures Writers Guide." 

* Sacramento Municipal Utility Disir.ci. I2pp. 41438:246-41438:257. 

8706250370 Forwards environ assessment & finding of no significant impact, In response 
to util requests for exemptions from 1 0CFR50,App R requirements. 

KALMAN, G. Project Directorate V. 87/06/17. ANDOGNINI.G.C. Sacramento Municipal 
Utility District. 2pp. 41467:229-41467:234. 

“8706250382 Environ assessment & finding of no S'cnifvCier.l impact supcortlng requests 
for exemptions from 10CFR50,App R requirements 'o f-o prctoct oi' program. 
KNIGHTON.G.W. Project Directorate V. 87/06/17. ■■’.pp. 


G. Adjudicatory correspondence 


8706190090 Forwards reply to responses from NRC & B&W Owners Group. NRC re- 
sponse evidences no independent review of B&W claims. Commission urged to take 
jurisdiction of petition to ensure that latest commitment not frustrated. 
WEISS, E.R. Union of Concerned Scientists. #287 3752. 87/06/12. ZECH.LW. Com- 
missioners. 2pp. 41389:133-41389:205. 
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“8706190105 SuppI 4 to petition for immediate action to relieve undue risk posed by 
nuclear power plants designed by B&W.UCS reply to responses from NRC & B&W 
Owners Group.* Certificate of Svc end. 

WEISS, E.R. Union of Concerned Scientists. 87/06/12. Commissioners. 71pp. 
41389:135-41389:205. 


P. Operating license stage documents & correspondence 

8706080280 Forwards EGG-NTA-7585, “Technical Evaluation Rept for Review & Eval- 
uation of B&W Owners Group Design Reassessment Program re Oconee-1 ,2 & 3,TMI- 
1.ANO-2,Davis-Besse, Rancho Seco & Crystal River-3.” 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). 87/03/04. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). Ip. 41209:156- 
41209:187. 

“8706080292 “Technical Evaluation Rept for Review & Evaluation of B&W Owners 
Group Design Reassessment Program re Oconee Units 1,2 &3,TMI-1,ANO-2,Davis- 
Besse.Rancno Seco & Crystal River Unit 3,” informal rept. 

BEARD, J.T. EG&G Idaho. Inc. (subs, of EG&G. Inc.). EGG-NTA-7585. 87/03/31. Divi- 
sion of Pressurized Water Reactor Licensing - B (851125-870411). 31pp. 41209:157- 
41209:187. 

8706080096 Forwards Rev 1 to EGG-NTA-7462, "Conformance to Item 4.5.2 of Generic 
Ltr 83-28:Arkansas Nuclear One-1 .Crystal River 3,Davis-Besse-1...." Davis-Besse must 
provide confirmation addressed in plant-specific review. 

ROBERTS E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6001. 87/03/12. 
CV\RRINGTON.rv!. Office of Nuclear Reactor Regulation, Director (851125-870411). 
ip. ^-121 !:3::5-4 12 11:356. 

—8706080138 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28: "Arkansas 
Nuclear One-1 .Crystal River 3, Davis-Besse 1, Oconee 1,2 & 3,Rancho Seco.TMI-1 & 
Washington Nuclear Plant 1 ,“ informal rept. 

FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN D-6001. EGG-NTA-7462 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 21pp. 41211:336-41211:356. 

8706080164 Forwards Rev 2 to EGG-EA-6940, “Conformance to Reg Guide 

1.97, Rancho Seco,’’ technical evaluation rept.Rev 2 adds clarification requested by 
NRC to Section 3.3.29.Util conformed in deviating from all variables 1n Reg Guide 

1.97. 

ROBERTS.EW. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6483. 87/03/18. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41212:003-41212:030. 

“8706080207 Rev 2 to "Conformance to Reg Guide 1.97,Rancho Seco," informal rept. 
UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UD'r',A.C. Idaho National Engineer- 
ing Laboratory. FIN A-6483. EGG-EA-6940 R02. 87/03/31. NRC - No Detailed Affili- 
ation Given. 27pp. 41212:004-41212:030. 

8706080021 Forwards design verification & validation audit of upgraded 
SPDS, addressing conformance to Reg Guide 1,97.Audit incomplete since upgraded 
SPDS not installed. Deficiencies identified in Section 4.Post-implementation audit re- 
quired. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6483. 87/03/25. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 16pp. 41212:031-41212:055. 

“8706080031 Forwards J Frawley rept on software verification issues covered as part of 
870209-12 audit at B&W in Lynchburg, VA. 

HECHT.H. Sohar, Inc. 87/02/24. BELTRACCHI.L. NRC - No Detailed Affiliation Given. 
9pp. 41212:047-41212:055. 

8706050133 Forwards EGG-NTA-7321, “Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment Classification for All Other Safety- Related Components:Rancho Seco Unit 

1, " final technical evaluation rept.Plant conforms w/generic ltr. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/14. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41200:098-41200:117. 

“8706050149 "Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classification 
for All Other Safety-Related Components: Rancho Seco Unit 1," informal technical 
evaluation rept. 

VANDERBEEK.R. EG&G Idaho. Inc. (subs, of EG&G. Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7321. 87/04/30. NRC - No 
Detailed Affiliation Given. 19pp. 41200:099-41200:117. 

8706010166 Informs that on 870427,secretary of District board of directors received 
approx 50,000 signatures supporting shut down of facility.Recommendation will be 
made to board that initiative be combined w/general election. 

LATHAM, W.K, Sacramento Municipal Utility District. 87/05/01. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 41132:274-41132:277. 

8706260148 Forwards EGG-NTA.7700, “TMI Action - NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing, Rancho Seco,’’ technical evaluation informal rept.Evaluation con- 
cludes util provided acceptable submittals & responses to requests for addi info. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. 87/05/08. Office of Nuclear Reactor Regulation, Direc- 
tor (Post 870411). Ip. 41481:001-41481:030. 

“8706260153 “TMI Action - NUREG-0737 (11.D.1) Relief & Safety Valve Testing 
Rancho Seco, Unit 1," informal technical evaluation rept. 

FINEMAN.C.P., NALEZNY.C.L EG&G Idaho, Inc. (subs, of EG&G. Inc.). 
FINEMAN.C.P. Idaho National Engineering Laboratory. FIN A-6492. EGG-NTA-7700. 
87/05/31. NRC - No Detailed Affiliation Given. 30pp. 41481:002-41481:030. 

8706030221 Forwards T Murley 870428 ltr to N Smith granting extension to Seismic 
Qualification Util Group (SQUP) participants for responding to 870219 Generic Ltr 87- 

02, Records indicate that facility is member of SQUP.W/o end. 

KALMAN, G. Division of Reactor Projects - 111, IV, V & Special Projects (Post 870411), 
87/05/14. ANDOGNINI.C. Sacramento Municipal Utility District. 2pp. 41161:242- 
41161:244. 

8706260140 Forwards final EGG-NTA-7644, “Conformance to Generic Ltr 83-28, Item 
2.2,2 - Vendor Interface Programs for All Other Safety-Related Components:Rancho 
Seco," informal rept.Plant conforms to generic ltr on subj item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/29. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:103-41483:1 19. 


“8706260144 Final “Conformance to Generic Ltr 83-28,ltem 2.2.2 - Vendor Interface 
Programs for All Other Safety-Related Components: Rancho Seco,” informal rept. 
UDY.A.C, EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7644. 87/05/31. NRC - No Detailed Affiliation 
Given. 16pp. 41483:104-41483:119. 

8706100061 Forwards request for addI info re util 831104,841119 & 850523 responses 
to Generic Ltr 83-28,ltem 2.2 (Part 2), “Vendor Interface (Program for all Safety-Relat- 
ed Components).” 

KNIGHTON.G.W. Project Directorate V. 87/06/01. ANDOGNINI.G.C. Sacramento Mu- 
nicipal Utility District, 3pp. 41248:050-41248:052. 

8706100454 Forwards design basis rept for new monitors.per G Kalman & C Hinson re- 
quest for addi info re proposed Amend 1 56. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/02. MIRAGLIA.F.J. As- 
sociate Director for Projects (Post 870411). 49pp. 41243:223-41243:271. 

8706110070 Advises that meteorological sys upgrade per JE Ward 870401 ltr expected 
to be complete by Feb 1988.Engineering on sys improvements to begin in Feb 
1988.Dates based on restart of plant during Third Quarter 1987. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/02. MIRAGLIA.F.J. As- 
sociate Director for Projects (Post 870411). Ip, 41256:177-41256:177. 

8706180116 Forwards biweekly update of working copy status rept of PASS mods dtd 
870525.Work request initiated to repair leak on output of Filter F-496 (ER 131281) & 
mgt safety review committee review completed on 870526. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/02. MARTIN, J.B. 

Region 5, Office of Director. 7pp. 41405:313-41405:319. 

8706180048 Requests verification of util understanding re min staff augmentation time 
periods per NUREG-0654 Table B-I.Utii emergency plan requires number of personel 
for 60-minute augmentation equals total ref NUREG-0654, Table B-1. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/03. MARTIN.J.B. 

Region 5, Office of Director. MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Di- 
rector (Post 870411). Ip. 41391:101-41391:101. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110384 Forwards Rev 0 to “Engineering Action Plan." Plan is part of continuing 
efforts to upgrade performance of all depts supporting facility operation.Activities cur- 
rently in progress or to be implemented described. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/04. CRUTCHFIELD.D. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41269:032- 
41269:194. 

—8706120131 Rev 0 to RSMP 301, “Configuration Mgt Process (CMP)." 

* Sacramento Municipal Utility District. 87/03/13. 16pp. 41269:082-41269:097. 

“8706120140 Rev 0 to "Design Calculation Review Program Plan." 

* Bechtel Corp. 87/03/17. 20pp. 41269:098-41269:117. 

“8706120145 Rev 2 to QCI-12. "Plant Performance & Mgt Improvement Program.” W/ 
revised procedure index. 

■* Sacramento Municipal Utility District. 87/03/03. 35pp. 41269:118-41269:152. 

“8706120157 Rev 2 to NEP 4121, "Sys Design Bases.” 

* Sacramento Municipal Utility District. 87/06/04. 25pp. 41269:153-41269:194. 

8706240269 Advises that review of B&W designed nuclear power plants will not satis- 
factorily address safety issues associated w/ B&W design.Supports efforts to create 
independent safety review board. 

ASSELSTINE,J.K. Commissioners. 87/06/05. BUMPERS.D., PRYOR.D. Senate, Small 
Business. 3pp. 41454:093-41454:096. 

8706160026 Notification of 870611 meeting w/util in Bethesda.MD to discuss adequacy 
of facility Tech Specs. 

KALMAN.G. Project Directorate V. 87/06/08. KNIGHTON,G.W. Project Directorate V. 
3pp. 41320:223-41320:225. 

8706160220 Establishes protocol for util licensing representative F Stetson of NUS 
interface w/NRC.per 870415 ltr. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/08. 

ANDOGNINI.J.C, Sacramento Municipal Utility District. 6pp. 41334:158-41334:163. 

8706170345 Opposes Reg Guides 1 .97,Category 1 & 1.75 requirements re temp instru- 
ment loop separation concerning pressure level instrumentation.Basis for position 
stated.Existing design adequate to provide indication of pressurizer level. 
ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/08. MIRAGLIA.F.J. As- 
sociate Director for Projects (Post 87041 1). 2pp. 41370:197-41370:198. 

8706180299 Ack receipt of 870501 ltr re Rev 1 to facility quality manual containing 
changes to QA program described in App 12B of updated SAR. Based on current 
schedule, 60 more days needed to complete review & evaluation of rev. 

KIRSCH.D.F. Region 5, Office of Director. 87/06/10. ANDOGNINI.C. Sacramento Mu- 
nicipal Utility District. 1p. 41390:195-41390:195. 

8706230395 Submits interim comments, for inclusion in NRC response to util, on SMUD 
restart scope list, per 870519 telcon.Licensee prioritization of action on listed problem 
statements generally reasonable.AddI comments will be provided. 

KIRSCH.D. Region 5, Office of Director, 87/06/11. HOLAHAN.G. Assistant Director 
for Region III & Region V Reactors. 2pp. 41434:053-41434:054. ' 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706240236 Requests extension to period for response to Generic Ltr 87-06 re periodic 
verification of leak tight integrity of pressure isolation valves until 87071 0.due to cur- 
rent outage. 

ANDOGNINI.G.C, Sacramento Municipal Utility District. 87/06/12. MIRAGLIA.F.J, As- 
sociate Director for Projects (Post 870411). Ip. 41449:011-41449:011. 
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8706230313 Partial response to FOIA request for documents.Forwards App B 
dc:-.;~crts.'''':'Lid''’o sign in sheet for 860925 meeting on engineering expertise on 
shi- -'."O P- ;.!:;cfjments available in PDR. 

GRIM^LEY.D.H. Division of Rules & Records (Post 870413), 87/06/18. 

STENGER.b.F. Bishop. Cook, Purcell & Reynolds. 3pp. 41435:339-41436:022. 


8706110215 Ack receipt of 870518 Itr informing NRC of steps to taken to correct devi- 
ations noted in Insp Rept 50-312/87-11. Clarification that calibr data for instruments 
used recorded when surveillances performed requested. 

CHAFFEE, A.E. Region 5, Office of Director. 87/06/03. ANDOGNINI.G.C. Sacramento 
Municipal Utility District. 1p. 41268:192-41268:196. 


-8610280229 Submits results of survey on engineering expertise on shift. Findings of 
survey include that plants utilize shift technical advisors that are on-call & that differ- 
ences from Commission policy statement handled on case-specific basis. 
MIRAGLIAF.J. Division of Pressurized Water Reactor Licensing - B (851125-870411). 
86/10/16. RUSSELL,W.T. Division of Human Factors Technology (851125-870411). 
3pp. 41436:023-41436:025. 


8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J, Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


8706260007 Summary of meeting w/util & NUS on 87061 1 in Bethesda.MD re adequa- 
cy of Tech Sp€cs.List of attendees, viewgraphs & candidate Tech Specs for consider- 
at’c- durrc fmalization of program end. 

:'.-:TC\ G. Project Directorate V. 87/06/22. Project Directorate V. 25pp. 
41506:089-41506:114. 


Q. Inspection reports, IE Bulletins & correspondence 


-8706110236 Forwards response to NRC 870420 Itr re deviation noted v. Insp Red 50- 
312/87-1 1. Corrective actions:surveillance procedure rewrite effort proceer::''c & r' 
procedures revised. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/18. MARTIN, J.B. 
Region 5, Office of Director. 4pp. 41268:193-41268:196. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses o! 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706120138 Identifies scope of wire & cable related activities NRC wilt focus on during 
site visit during wk of 87061 S.Purpose of visit is to gather info re root cause of cabla 
installation problems & util corrective action program. 

KALMAN G. Project Directorate V. 87/06/08. ANDOGNINI.G.C. Sacramento Municipal 
Utility District. 7pp. 41280:151-41280:157. 

8706230101 Ack receipt of 870527 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-312/87-14. 

CHAFFEE, A.E. Region 5, Office of Director. 87/06/08. ANDOGNINI,G.C. Sacramento 
Municipal Utility District. Ip. 41429:061-41429:066. 


8706080100 Forwards Insp Rept 50-312/87-12 on 87041 3-1 7.No violations noted. 
PATE,R.J. Region 5, Office of Director. 87/05/08. ANDOGNINI.C. Sacramento Munici- 
pal Utility District. 2pp. 41218:298-41218:304. 

-8706080108 Insp Rept 50-312/87-12 on 87041 3-1 7.No violations or deviations 
noted. Major areas inspected:licensee action on inspector identified items, Part 21 & 
1 E"S.lnsr p'ocedu'’-?? 30702.02T00, 92702 & 36100 covered during insp. 

V. AGNFR.W. RIC-.ARC3.S. :-'egion 5, Office of Director. 87/05/04. 5pp. 41218:300- 
41218:304. 


8706010092 Advises that util will submit entire plant performance & mgt improvement 
program action list on 87051 8, per telcon w/JB Martin & listing of ASRTP insp items 
!!;C*'cdu’cd fcr resc'ut'on before res^ad on 87051 5, per J Callan request. 

AN'^OGNiNI G.b Sac'a!T” r ,'..-5 Muncioal UtiliJy District. 87/05/11. MARTIN,J.B. 

on 5 C'hctj DTccior B Document Control Branch (Document Con- 

tromesk). 2pp. 41119:189-41119:190. 


8706050234 Forwards Insp Rept 50-312/87-09 on 870228-041 7.No violations noted. 
ou,/\cfcf: c Pegio-^ 5, Office of Director. 87/05/19. ANDOGNINI,G.C. Sacramento 
Municipal Ul.'.:;-' !' s'.' c. 2pp. 41195:018-41 195:033. 


“8706050242 Insp Rept 50-312/87-09 on 870228-041 7.No violations or deviations 
noted. Major areas inspected:operational safety verification, maint,survelllance,ESF sys 
walkdown,facitity mcds ‘ostprccrn- p-ocuromcrt warehousing & b'j"eti'^s. 

D’ANGELO, A.J., M^'ERS.C.,.. ''FRFZ.G 
14pp. 41195:020-41195:033. 


Rcpicn 5. Cffce of L'.'eolor. 87/05/14. 


8706030225 Ack receipt of 870507 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-31 2/87-06.Requests that util provide further clarification on 
NRC requests re measures taken to correct weaknesses in QA program. 
CHAFFEE,A.E. Region 5, Office of Director. 87/05/26. ANDOGNINI.C. Sacramento 
Municipal Utility Disirici. 2pp. 41157:170-41157:186. 


-8706030234 Responds to NRC 870407 ltr re violations noted in Insp Rept 50-312/87- 
Oe.Corrective actions:QA Procedure QAP-1 7 re nonconforming mat! control revised & 
Nonconformance Rept S-6140 reopened & processed,per Rev 5 to QAP-1 7. 
ANDOGNlNI,G.C. Sacramento Municipal Utility District. 87/05/07. MARTIN,J.B. 
Region 5, Office of Director, 15pp. 41157:172-41157:186. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 


-8706230106 Forwards response to NRC 870429 Itr re violations noted in Insp Rept 50- 
312/87-1 4.Corrective actions:plant personnel trained in OAP-17 & nonconforming re- 
actor coolant pump capscrews replaced. 

ANDOGNINI.G.C. Commonwealth Edison Co. 87/05/27. MARTIN, J.B. Region 5, 
Office of Director. 5pp. 41429:062-41429:066. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706230393 Informs of status of ongoing effort to resolve NRC open items.EncI repi 
includes list of items completed since last rept & summary status of all priority A.B & 
C items.Rept incorocratos findings from insp rept dtd 870531. 

ANDOGNINI.G.C. Sacrarnorto Mur'icpa! Utility District. 87/06/10. MILLER, L Region 
5, Office of Director. 4pp. 41433:003-41433:006. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant PrcblO'Tm__Resu'tir'g Fm"" 
Human Error Involving Wrong Unit.Vi/rong Train or Wrong Conrspcnont Lvcni'-:' Si/c ■■ 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706240108 Forwards Engineering Rept ERPT-E0214, “Electrical Termination Insp & 
Upgrade Program Resulting From 851226 Integrated Control Sys Power Failure." 
ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/17. MIRAGLIA.F.J, 
NRC - No Detailed Affiliation Given. 2pp. 41449:184-41449:248. 

-8706240112 "Electrical Termination Insp & Upgrade Program Resulting From 851226 
Integrated Control Sys Power Failure,” engineering rept. 

* Sacramento Municipal Utility District. ERPT-E0214. 87/06/08. 64pp. 41449:186- 
41449:248. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22, 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 


8706030254 Ack receipt of 870518 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-312/87-03. 

CHAFFEE.A.E. Region 5, Cffice of Director. 87/05/28. ANDCGNINl.G.C. Sacramento 
Municipal Utility District. Ip. 41157:154-41157:159. 

“8706030268 Responds to NRC 870416 ltr re violations noted in Insp Rept 50-312/87- 
03.Corrective actions;Nonconformance Rept S-6335 generated to revise Drawing 
20529-1 0‘‘-EA, Rev 22 (DCN 3B). Nuclear Engineering Procedure Manual 5207.3 will 
be revised. 

ANDOGNIfJ! 3.C. Sacramento Municipal Utility District. 87/05/18. MARTIN.J.B. 
Rog on 5. Clfico ;;; Director. 5pp. 41157:155-41157:159. 

8706090413 Ack receipt of 870508 Itr informing NRC of steps taken to correct violations 
noted in insp reptClassification of Violation A deemed appropriate. 

MCNTGCMERY,J.L. Region 5. Office of Director. 87/05/28. ANDOGNINI.G.C. Sacra- 
mento Municipal Utility District. Ip. 41229:125-41229:125. 

8706180066 Forwards Insp Rept 50-312/87-16 on 870504-08 & notice of violation. 
MARTIN.J.B. Region 5, Office of Director. 87/05/29. ANDOGNINI.G.C. Sacramento 
Municipal Utility District. 2pp. 41397:303-41397:328. 

“8706180075 Notice of violation from insp on 870504-08. 

MARTiN,J.B. Region 5, Office of Director. 87/05/29. 2pp. 41397:305-41397:306. 

“8706180080 Insp Rept 50-312/87-16 on S70504-08.Violations noted: inadequate in- 
service testing procedures for valve full stroke testing. 

ANG.W.P., MILLER, L. Region 5. Office of Director. 87/05/27. 22pp. 41397:307- 
41397:328. 

8706090401 receipt of 870424 ltr informing NRC of steps taken to correct Violation 
£r-?2-3?.NRD cr/'-sic-;:":- ltr to be revised response.Confirmation of intent requested. 
K:RSC-i,C.=. Rogscn .5 Office of Director. 87/06/03. ANDOGNINI.G.C. Sacramento 
V-.-!'.c:oal L'J :tv D.s'.'.:;! 1p. 41224:247-41224:247. 


8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list encl. , , , 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp, 
41582:071-41582:179. 


R, Periodic operating reports & related correspondence 

8706010222 Monthly operating rept for Apr 1987.W/870515 Itr. 

COLOMBO, R.W. Sacramento Municipal Utility District. 87/04/30. MARTIN.J.B. Region 
5, Office of Director. 11pp. 41123:265-41123:275. 

8706170373 "Discharger Self Monitoring Rept for Apr 1987.” W/870514 Itr. 
ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/04/30. MARTIN.J.B 
Region 5, Office of Director. 7pp. 41369:058-41369:064. 

8706180183 Fonwards “Action Plan for Restart,” monthly rept for Apr 1987.AS ol 
870430,2,497 employees & contractors implementing program action items to improve 
safety, reliable operation & increased productivity. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/28. MIRAGLiA£J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 1p. 41390:08-!' 
41390:091. 

“8706180187 “Action Plan for Restart," monthly rept for Apr 1987. 

* Sacramento Municipal Utility District. 87/04/30. 7pp. 41390:085-41390:091. 

8706230328 Forwards “Action Plan Monthly Progress Rept,” for Apr 1987. As of 
870430,2,497 employees & contractors implementing program action items whidi 
cover wide spectrum of mod.maint, training & procedures development. 
ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/28. MARTIN.J.B. 
Region 5, Office of Director, ip. 41433:270-41433:277. 
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8706240234 Monthly operating rept for May 1987.W/870615 Itr. 

COLOMBO, R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/31. 
MARTIN, J.B. Region 5, Office of Director. 17pp. 41455:220-41455:236. 

8706260031 Forwards 870608 biweekly update of working copy status rept of post-acci- 
dental sampling sys mods, for info. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/16. MARTIN. J.B. 
Region 5. Office of Director. 7pp. 41475:297-41475:303. 


S. Reportable occurrences, LERs & related correspondence 

8706010103 Special Rept 87-06.providing updated list of nonfunctional fire barriers not 
restored to functional status within 7 days.Proper fire watch established. 
ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/18. MARTIN. J.B. 
Region 5. Office of Director. 24pp. 41119:148-41119:171. 

8706010365 LER 87-01 7-01 :on 870209 & 0320,discrepancies in local leak rate test 
(LLRT) discovered.Caused by personnel error.Tech Specs, updated SAR, integrated 
leak rate tests & LLRT will be revised to reflect addi test requirements.W/870522 Itr. 
COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/22. 
8pp. 41133:012-41133:019. 

8706010221 LER 87-024-01 :on 870225, engineer found that design basis calculations 
governing cable tray weight based on misapplication of ref document. Caused by per- 
sonnel error. Cable trays checked & updated SAR revised.W/870526 Itr. 
COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/26. 
5pp. 41119:213-41119:217. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706170445 Special Rept 87-09:on 87041 5, during shutdown conditions, fire protection 
sub-sys declared inoperable.Caused by fire Zone 110 detections showing trouble light 
on alarm panel H4FCP8. Work Request 130195 written to repair detection sys. 
ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/05/29. MARTIN.J.B. 
Region 5. Office of Director. 3pp. 41385:050-41385:052. 

8706100274 Forwards addI info on overfill of once-through steam generator & main 
steam line which occurred during 851226 transient.NDE tests & ultrasonic & magnetic 
particle performed on piping & indicate no damage due to overfill. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/02. MIRAGLIA.F.J. As- 
sociate Director for Projects (Post 870411). 2pp. 41239:172-41239:173. 

8706100282 Forwards addi info re effects of 851226 overcooling event, per S Miner & 
M Rubin 870310 telcon requests.Info suppis 861216 restart rept.Emergency operating 
procedures & listing of SPDS parameters & displays also end. 

ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/02. MIRAGLIA.F.J. As- 
sociate Director for Projects (Post 870411). 19pp. 41241:307-41242:122. 

-8706100285 Rev 1 to Emergency Operating Procedure E.01, “Immediate Actions.” 

* Sacramento Municipal Utility District. 87/02/18. 3pp. 41241:327-41241:328. 

-8706100289 Rev 3 to Emergency Operating Procedure E.02. "Vital Sys Status Verifi- 
cation.” 

* Sacramento Municipal Utility District. 87/02/18. 23pp. 41241:329-41241:352. 

-8706100294 Rev 1 to Emergency Operating Procedure E.03, “Loss of Subcooling.” 

* Sacramento Municipal Utility District. 87/02/18. 17pp. 41241:353-41242:009. 

-8706100300 Rev 5 to Emergency Operating Procedure E.04, “Loss of Heat Transfer.” 

* Sacramento Municipal Utility District. 87/02/18. 15pp. 41242:010-41242:024. 

“8706100304 Rev 7 to Emergency Operating Procedure E.05, "Excessive Heat Trans- 
fer." 

* Sacramento Municipal Utility District. 87/02/18. 34pp. 41242:025-41242:058. 

-8706100308 Rev 5 to Emergency Operating Procedure E.06, “SGTR." 

* Sacramento Municipal Utility District. 87/02/18. 34pp. 41242:059-41242:092. 

-8706100311 Rev 4 to Emergency Operating Procedure E.07, "Inadequate Core Cool- 
ing" 

* Sacramento Municipal Utility District 87/02/18. 29pp. 41242:093-41242:122. 

8706120055 LER 86-021 -02:on 860924, failure to implement inservice testing of safety- 
related valves occurred.Caused by procedural error.Plant sys engineers documented 
problems originally reported in procedures.W/870608 Itr. 

ANDOGNINI.G.C. Sacramento Municipal Utility District 87/06/08. 10pp. 41272:115- 


8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting. List of attendees, events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706160037 LER 87-025-00:on 87051 0.during cold shutdown, three thermal relief valves 
on DHR sys found outside accepted criterion for pressure relief.Cause under 
review.Valves will be repaired. W/870609 Itr. 

COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/09, 
6pp. 41305:271-41305:276. 

8706160434 LER 87-031 -00:on 87051 2,discovered that hydrogen purge sys inoperable 
during power operations.Caused by failure to perform visual insp of sys.per Tech Spec 
4.4.3.1.Tech Spec submitted to install new hydrogen sys.W/870609 Itr. 
COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/09. 
5pp. 41335:228-41335:232. 

8706160676 LER 87-028-00:on 870514, diesel generator B automatically started.Caused 
by overvoltage sensed by emergency power supply sys from switchyard.Rev 2 to Pro- 
posed Tech Spec Amend 147 submitted to enhance controls. W/870609 Itr, 
COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/09. 
6pp. 41334:355-41334:360. 


8706170418 LER 85-012-02:on 850616, during zero power physics testing, reactor bldg 
integrity occurred.Caused by unlocked outer hatch door & personnel error.Outer hatch 
door secured.Five corrective actions listed in Rev 1 updated.W/870612 Itr. 
COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/12. 
6pp. 41386:302-41386:307. 

8706190166 LER 87-029-00:on 87051 6, surveillance testing of unsupervised circuits 
used to transmit signal to control room inadequate. Continuous fire watch posted at 
local fire panels to monitor fire alarm sys annuciation.W/870615 Itr. 

COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/15 
13pp. 41396:106-41396:118. 

8706230460 PNS-V-87-004:on 87061 6, Sacramento Narcotics Task Force arrested six 
persons involved in possession.sale & use of cocaine as result of tri-county wide drug 
investigation.Two individuals employed by util.Investigation continuing. 

SCHAEFER, D.W., SCHUSTER, M.D. Region 5, Office of Director. 87/06/17. Ip 
41429:043-41429:043. 

8706260100 PNO-V-87-046:on 870521 .licensee determined that another control cable 
improperly installed in tray for instrumentation cable. Licensee currently evaluating 
need for performing 100% insp of rerouted cables in 1976-1986. 

MILLER.L., D’ANGELO, A. Region 5, Office of Director. 87/06/19. Ip. 41479:162- 
41479:162. 

8706300994 LER 87-032-00:on 870526 & 0614,PORV isolation valve stroke 
tested.rendering low temp overpressure protection inoperable, contrary to Tech Spec 
3.2.2.1 .Caused by deficient procedure. Procedure will be revised.W/870625 Itr. 
COLOMBO.R.W., ANDOGNINI.G.C. Sacramento Municipal Utility District. 87/06/25. 
5pp. 41504:213-41504:217. 
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F. Security, medical, emergency & fire protection plans 


8706170364 Rev 2 to Emergency Plan Implementing Procedure 1905.003, “Radiological 
Protection Requirements For Post-Accident Sampling of Reactor Coolant.” 

* Arkansas Power & Light Co. 87/04/01. 8pp. 41370:143-41370:150. 

8706100457 Rev 9 to Emergency Plan Implementing Procedure 1904.02, “Offsite Dose 
Projections - Pocket Computer Method.” 

* Arkansas Power & Light Co. 87/04/17, 39pp. 41248:202-41248:240. 

8706040030 Revised emergency plan implementing procedures.consisting of Rev 8 to 
1903.51, “Turnover of Responsibilities” & Rev 2 to 1903.52, “Command & Control." 
LEVINE.M. Arkansas Power & Light Co. 87/05/21. 7pp. 41171:232-41171:238. 

8706110137 Rev 14 to Emergency Plan Implementing Procedure 1903.030, “Evacu- 
ation.” 

* Arkansas Power & Light Co. 87/05/29. 22pp. 41267:046-41267:067. 

8706090370 Requests that stated note be prominently placed on Itrs, addressed to NRC 
Document Control Desk & forwarding emergency preparedness exercise 
objectives.scenarios & related info, as added protection against disclosure. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 41222:317-41222:318. 

8706150106 Forwards Insp Repts 50-313/87-19 & 50-368/87-19 on 870518-22.No 
violations.deviations or deficiencies noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/09. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 41291:280-41291:285. 

-8706150113 Insp Repts 50-313/87-19 & 50-368/87-19 on 870518-22.No 

violations.deviations or deficiencies noted. Major areas inspected:licensee audit.shift 
staffing & augumentation, changes to emergency preparedness program & notifica- 
tions. 

TERC.N.M., FISHER,W.L. Region 4, Office of Director. 87/06/03. 4pp. 41291:282- 
41291:285. 


8706240244 Rev 1 to Emergency Plan Implementing Procedure 1905.031, “Airborne I- 
131 Determination Using RM-14/HP-210." 

* Arkansas Power & Light Co. 87/06/18. 2pp. 41449:009-41449:010, 

8706290029 Ack receipt of 870515 Itr in response to NRC 870415 Itr re concerns raised 
per Insps 50-313/87-10 & 50-368/87-10. NRC will review implementation of corrective 
actions during future insp. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/23. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41487:029-41487:032. 

—8706300112 Responds to NRC 870415 Itr re deficiencies noted in Emergency Pre- 
paredness Insps 50-313/87-10 & 50-368/87-10. Corrective actions:Procedure 1903.51 
revised to clarify definition of formal turnover of emergency direction. 

ENOS,J.T. Arkansas Power & Light Co. 87/05/15. GAGLIARDO.J.E. Region 4, Office 
of Director. 2pp. 41487:031-41487:032. 


G. Adjudicatory correspondence 


8706190090 Forwards reply to responses from NRC & B&W Owners Group. NRC re- 
sponse evidences no independent review of P&W claims. Commission urged to take 
personal jurisdiction of petition to ensure that ia:c;st .:o.'”ir!'i:r.ont net frus:'a'fc-::. 

WEISS, E.R. Union of Concerned Scientists. «287 37^.2. ‘i".06'!2. Z=C-i.-'.V. Com- 
missioners. 2pp. 41389:133-41389:205. 

-8706190105 SuppI 4 to petition for immediate action to relieve undue risk posed by 
nuclear power plants designed by B&W.UCS reply to responses from NRC & B&W 
Owners Group.* Certificate of Sve end. 

WEISS, E.R. Union of Concerned Scientists. 87/06/12, Commissioners. 71pp. 
41389:135-41389:205. 
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J. insurance & indemnity information 


Q. inspection reports, IE Bulletins & correspondence 


8706090050 Forwards Endorsement 22 to NELIA Policy NS-381. Endorsement renews 
coverage for liabilities arising from transportation of nuclear matl in 1 987. 

ENOSJ.T. Arkansas Power & Light Co. 87/05/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 41219:286-41219:288. 

8706180155 Forwards original certificate of insurance from ANI (Policy 
5178.TA5217,X8786 & XTA5168) as evidence of primary property damage insurance 
coverage for policy yr 870401-880401. 

ENOS.J.T. Arkansas Power & Light Co. 87/06/01. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41390:325-41390:326. 


P. Operating license stage documents & correspondence 


8706010173 Forwards Insp Repts 50-313/87-13 & 50-368/87-13 on 870401-30 & nolice 
of violation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/26. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41 130:038-41 130:065. 

—8706010176 Notice of violation from insp on 870401-30. 

• Region 4. Office of Director, 87/05/26. 2pp. 41130:040-41 130:041. 

-8706010181 Insp Repts 50-313/87-13 & 50-368/87-13 on 870401-30. Violations 
noted:temporary mod installed w/o performing engineering & unreviewed safety ques- 
tion evaluations & failure to maintain seismic support in design configuration. 
JOHNSON, W.D.. HARBUCK.C.C.. HUNTER.D.R. Region 4. Office of Director. 87/05/ 
26. 14pp. 41130:042-41130:055. 


8706080096 Forwards Rev 1 to EGG-NTA-7462, "Conformance to Item 4.5.2 of Generic 
Ltr 83-28:Arkansas Nuclear One-1 .Crystal River 3,Davis-Besse-1....’’ Davis-Besse must 
provide confirmation addressed in plant-specific review. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.), FIN D-6001. 87/03/12. 
CARRINGTON, M. Office of Nuclear Reactor Regulation. Director (851125-870411). 
1p. 41211:335-41211:356. 

“8706080138 Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28: "Arkansas 
Nuclear One-1, Crystal River 3.Davis-Besse 1. Oconee 1.2 & 3, Rancho Seco.TMI-1 & 
Washington Nuclear Plant 1 informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6001. EGG-NTA-7462 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 21pp. 41211:336-41211:356. 

8706050107 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USl A-46, equipment seismic adequacy verification require- 
ments. Schedule for plant-specific implementation due by 871201. 

MURLEY.T.E. Office of Nuclear Reactc- Requ'at'on. Director (Post 870411). 87/04/ 
28. SMITH.N.P. Seismic Qualification L-.ilj'y Grcjp :p. 41200:172-41200:172. 

8706080065 Advises that NRR concurs w/proposed categorization of violation re facility 
setpoint error for pressurizer code safety valve at approx 500 psi present for part of 
1985 & most of 1986, as Severity Level HI & mitigation of penalty, 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/02. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 3pp. 41211:296-41211:298. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3,0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706180258 Provides addl info re handling of spent fuel shipping cask for purpose of 
transporting six test fuel pins as part of util participation in DOE high burnup 
program.One time exemption to Tech Specs necessary for shipment of pins. 

ENOS.J.T. Arkansas Power & Light Co. 87/06/08. CALVO.J. Project Directorate IV 
2pp. 41390:249-41390:250. 


8706170050 Trip rept of 870407-09 site visit re part of review of seismic design & torna- 
do protection of condensate storage tank.Requests addl info on listed issues before 
assessment of tank design completed. 

DICK.G.F. Project Directorate IV. 37/06/11. CAMPBELL, T.G. Arkansas Power & Light 
Co. 5pp. 41 382:302-41 382:306. ^ 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI crr^-al h’stor/ checks.Svc list end. 

MIRAGLIA.F.J. Associate Director tor ■J'ccc:s (Pcs: !i). 87/06/12. Atlantic City 

Electric Co. 48pp. 41392:073-41392:120. ^ 

8706170276 Forwards response to NRC 870108 request for addl info re NUREG- 
0737, Item II.D.I, “Performance Testing of Relief & Safety Valves.” Repts on verifica- 
^^I^TAR.GENSAP, BASEPLATE II & STARDYNE computer programs also end 
ENOS J.T. Arkansas Power & Light Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 17pp. 41377:104-41380:275. 


“8706170330 Rev 0 to "PISTAR Computer Program Verification Document Program 
Version 3.3.1. . 

DWAN.N., AXLINE.J.W., SHYE.K.Y. NUTECH Engineers. Inc. PSD-05-051 RO 85/01/ 
14. 7pp. 41377:205-41377:211. 


—8706170338 Rev 0 to "PISTAR Program Verification Rept." 
ARTERB'JRN.J.R., FETRCK.-‘S,R.F.. MATTISON.S.J. NUT 
CO I RO. T/ZOI/Sl. -”3";: ■■■ ; 1: 77: : 2-41380-099 


NUTECH Engineers, Inc. TR-76- 


-8706170349 Rev 1 to “GENSAP Program Verification Document Program Version 
?"oa PSD-05-049 R01. 84/ 


“8706170357 Rev 0 to "GENSAP Program Verification " 

* NUTECH Engineers, Inc. 82/10/23. 84pp. 41380:104-41380:187. 

“8706170361 SuppI A to Rev 0 to “GENSAP Verification.” BASEPLATE li verification 
rept end. 

‘ NUTECH Engineers, Inc. 82/11/24. 75pp. 41380:188-41380:260. 
”15cl!C°ybe%'W'‘^^ Program Verification - STARDYNE -3 DEC01/82A H Level 
m?5S380V26TT,3fa-2m' NUTECH Engineers. Inc. 83/11/ 


Notification of 87061 9 mgt meeting w/licensee in Arlington, TX to discus: 
inoperable pressunzer code safety valve at facility. ^ 

4W9iT9-4i479^130 8^-^06/l6. Region 4. Office of Director. 2pp 


8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL. W. Region 
1 . Office of Director. 4pp. 41 1 19:272-41 1 1 9:275. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706050085 Forwards order imposing civil monetary penalty in amount of $50,000 lor 
violation noted in NRC 861112 Itr.Util 861212 response failed to provide sufficient 
basis for mitigation of proposed civil penalty. 

TAYLOR, J.M. Deputy Executive Director for Regional Operations (Post 870413), 87/ 
06/01. CAMPBELUT.G. Arkansas Power & Light Co. 2pp. 41192:260-41192:269. 

“8706050092 Order imposing civil monetary penalty in amount of $50,000 for violation 
noted in insp on 860106-31 .Evaluations & conclusions end, 

TAYLOR.J.M. Deputy Executive Director for Regional Operations (Post 870413). 87/ 
06/01. Arkansas Power & Light Co. 8pp. 41192:262-41192:269. 

8706050134 EN-86-083A:on 861106,Commission notified of intent of Ofc of Enforce- 
ment to issue notice of violation & proposed imposition of civil penalty in amount ol 
$50,000.Based on util 861212 Itr.order imposing penalty issued on 870601. 
WONG.H., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/01. Ip, 
41192:160-41192:160. 

8706090250 Forwards Insp Repts 50-313/87-06 & 50-368/87-06 on 870322-27 & no- 
tices of violation & deviation. 

GAGLIARDO.J.E, Region 4, Office of Director. 87/06/01. CAMPBELL, G, Arkansas 
Power & Light Co. 2pp. 41229:126-41229:140. 

-8706090293 Notice of violation from insp on 870322-27. 

* Region 4, Office of Director. 87/06/01. 2pp. 41229:128-41229:129. 

—8706090298 Notice of deviation from insp on 870322-27. 

* Region 4, Office of Director. 87/06/01. 1p. 41229:130-41229:130. 

-8706090320 Insp Repts 50-313/87-06 & 50-368/87-06 on 870322-27. Violations 
noted:failure to follow Tech Specs re monitoring of radioactive effluents & to perform 
airborne radioactive measurements. Deviation noted:failure to comply w/FSAR. 
CHANEY, H., MURRAY, B. Region 4, Office of Director. 87/05/19. 10pp. 41229:131- 
41229:140. 

8706100377 Ack receipt of 870521 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/87-08 & 50-368/87-08. Response to Violation B respon- 
sive to concern raised.Extension for response to Violation A granted. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 41241:107-41241:110. 

“8706100393 Responds to Violation B noted in Insp Repts 50-313/87-08 & 50-368/87- 
OS.Corrective actions:programmatic approach to resolution of inconsistencies in indi- 
cated status of valves underway.Addl time required for response to Violation A. 
ENOS,J.T. Arkansas Power & Light Co. 87/05/21. GAGLIARDO.J.E. Region 4, Office 
of Director. 3pp. 41241:108-41241:110. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706150106 Forwards Insp Repts 50-313/87-19 & 50-368/87-19 on 870518-22.No 
violations.deviations or deficiencies noted. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/09. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41291:280-41291:285. 

“8706150113 Insp Repts 50-313/87-19 & 50-368/87-19 on 870518-22.No 

violations.deviations or deficiencies noted. Major areas inspected:licensee audit, shift 
staffing & augumentatlon, changes to emergency preparedness program & notifica- 
tions. 

TERC.N.M., FISHER, W.L Region 4, Office of Director. 87/06/03. 4pp. 41291 : 282 - 
41291:285. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Rs- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York. Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list encl. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


Generic Ltr 87-11 to all operating iicensees.CP holders & applicants 
intermediate pipe rupture requirements. 


8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Wrong Unit, Wrong Train or Wrong Component Events." Svc list 

RO^I.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 
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8706160077 EN-87-044A:on 870611 .notice of violation and proposed imposition of civil 
penalty to be issued to util based on violations involving inoperative pressurizer code 
safety valve.Hold placed on proposed action due to new info. 

WONG.H., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/11. Ip. 
41318:265-41318:265. 

8706160550 Forwards Insp Repts 50-313/87-17 & 50-368/87-17 on 87051 0-26.No vio- 
lations or deviations noted. Preparations for & repairs to Unit 2 pressurizer shell & re- 
placement of selected pressurizer heaters examined during insp. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/11. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 41336:209-41336:222. 

»-8706160562 Insp Repts 50-313/87-17 & 50-368/87-17 on 87051 0-26.No violations or 
deviation noted.Major areas inspected: observations of welders & NDE personnel 
qualifying to specific procedures. 

HUNNICUTT.D.M.. KERCH, H.W.. WESTERMAN.T.F. Region 4, Office of Director. 87/ 
06/09. 12pp. 41336:211-41336:222. 

8706220057 Forwards Insp Repts 50-313/87-15 & 50-368/87-15 on 870501-31 & notice 
of violation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/15. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41405:330-41405:338. 

-8706220238 Notice of violation from insp on 870501-31. 

* Region 4, Office of Director. 87/06/15. Ip. 41405:332-41405:332. 

-8706220246 Insp Repts 50-313/87-15 & 50-368/87-15 on 870501-31. Violations 
noted:failure to maintain seismic support in desicn configu-'afion. 

JOHNSON.W.D.. HARBUCK.C.C., HUNTER.D.R. Rea-ch Ollicc of Director. 87/06/ 
1 2. 6pp. 41 405:333-41 405:338. 

8706260114 Ack receipt of 870420 Itr providing addi info re violations noted in Insp 
Repts 50-313/85-26 & 50-368/85-27, per NRC 861117 request.Supplemental info 
ac;opi;.ib!e.Vio!;.!!ions boir.cj withdrawn & records corrected to reflect action. 

G/ G. lARCC J.E Rrgiori 4, Office of Director. 87/06/15. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41479:126-41479:128. 

8706240098 Final response to FOIA request for documents re plant feedwater line 
failure.Forwards App H documents.App G & H documents available in PDR. Document 
listed in App 1 completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. ZWELLING.J. 
Citizens Action for Safe Environment. 5pp. 41456:213-41456:293. 

-8706240190 Forwards info re PRA-based interactive sys called Plant Risk Status Info 
Mgt Sys (PRISIM) to assist NRC inspectors in planning insp activity. Extends invitation 
to discuss PRISIM w/util personnel.W/o end. 

MORRIS, B. Division of Reactor System Safety (860720-870413). 87/01/12. 
SOMMERS.D. Virginia Power (Virginia Electric & Power Co.). Ip. 41456:255- 
41456:255. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706260323 Forwards Requalification Exam Rept 50-31 3/OL-87-02 of exams adminis- 
tered on 870409-1 0.Overall requalification program rated satisfactory although weak- 
nesses noted & some aspects of requalification considered marginal. 

GAGLIARDO.J.E. Region 4. Off‘ce of D-ector. 87/06/23. CAMPBELL.G. Arkansas 
Power & Light Co. 2f:|j. 4 '‘'■J-a: ■4!;../'. 

-8706260327 Requalification Exam Rept 50-31 3/OL-87-02 on 870409-10. Exam 
results:audit examiner concurred w/results of facility licensee evaluation on all exams 
administered to reactor & senior reactor operators. 

MCCRORY.S.L., COOLEY, R.A. Region 4, Office of Director. 87/06/22. 6pp. 
41482:151-41482:159. 

8706290029 Ack receipt of 870515 Itr in response to NRC 870415 itr re concerns raised 
per Insps 50-313/87-10 & 50-368/87-10. NRC will review implementation of corrective 
actions during future insp. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/23. CAMPBELL.G, Arkansas 
Power & Light Co. 2pp. 41487:029-41487:032. 

“8706300112 Responds to NRC 870415 Itr re deficiencies noted in Emergency Pre- 
paredness Insps 50-313/87-10 & 50-368/87-10. Corrective actions: Procedure 1903.51 
revised to clarify definition of formal turnover of emergency direction. 

ENOS.J.T. Arkansas Power & Light Co. 87/05/15. GAGLIARDO.J.E. Region 4. Office 
of Director. 2pp. 41487:031-41487:032. 

8706300964 EN-87-044B:on 870625,notice of violation & proposed imposition of civil 
penalty in amount of $25,000 will be issued to licensee. Action based on inoperability 
of pressurizer code safety valve. 

WONG.H., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/25. 1p. 
41502:296-41502:296. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706300217 "1986 Annual Environ Radiological Monitoring Rept for Arkansas Nuclear 
One Units 1 & 2.” W/870615 Itr. 

ENOS,J.P. Arkansas Power & Light Co. 86/12/31. 86pp. 41494:291-41495:015. 

8706090156 Informs that revised 1985 semiannual radioactive effluent release rept will 
not be submitted until 870705,due to manpower demands of recent outage. 

ENOS.J.T. Arkansas Power & Light Co. 87/05/18. GAGLIARDO.J.E. Region 4, Office 
of Director. Ip. 41212:360-41212:360. 

8706090297 Informs that annual radiological environ rept will not be submitted until 
870615 due to internal schedule conflicts, 

ENOS.J.T. Arkansas Power & Light Co, 87/05/18. Region 4, Office of Director, Ip. 
41223:001-41223:001. 


8706300943 Monthly ope-'ating rept for May 1987.W/870615 Itr. 

GOBELL.J.N., ENOS.J.T . Arkansas Power & Light Co. 87/05/31. 6pp. 41514:185- 
41514:190. 


S. Reportable occurrences, LERs & related correspondence 

8706230371 LER 87-002-00:on 87051 6, problems encountered w/main turbine electro- 
hydraulic control during electncai storm. Caused by defective analog comparator 
card.On 87051 7,turbine tripped upon insertion of new card. Plant stabiiized.W/870615 
Itr. 

ROGERS.P.C., LEVINE.J.M. Arkansas Power & Light Co. 87/06/16. 5pp. 41433:340- 
41433:344. 


V. Operator Examinations 

8706260323 Forwards Requalification Exam Rept 50-31 3/OL-87-02 of exams adminis- 
tered on 870409-1 0.Overall requalification program rated satisfactory although weak- 
nesses noted & some aspects of requalification considered marginal. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/06/23. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41482:149-41482:159. 

-8706260327 Requalification Exam Rept 50-31 3/OL-87-02 on 870409-10. Exam 
results:audit examiner concurred w/results of facility licensee evaluation on all exams 
administered to reactor & senior reactor operators. 

MCCRORY.S.L, COOLEY.R.A. Region 4. Office of Director. 87/06/22. 6pp. 
41482:151-41482:159. 
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F. Security, medical, emergency & fire protection plans 

8706110248 FOIA request for all documents concerning facility noncompliance w/NRC 
fire protection rule issued in Nov 1 980. 

BAUMAN. L Government Accountability Project. 86/09/30. Office of Administration 
(Pre 870413). 2pp. 41279:101-41279:102. 

8706040337 Forwards exemption from l0CFR50,App R.Section IIIJ requirements & 
SER. Exemption allows security diesel generator lighting alternative to 8 h battery pow- 
ered lighting sys in outdoor yard area. 

WIGGINTON.D.L Project Directorate III-3. 87/05/26. DOLAN.J, Indiana & Michigan 
Electric Co. 3pp. 41181:091-41181:099. 

-8706040342 Exemption from 10CFR50,App R.Section Ill.J requirements, authorizing 
security diesel generator lighting alternative to 8 h battery powered lighting sys in out- 
door yard area. 

HOLAHAN.G.M. Division of Reactor Projects - III. IV, V & Special Projects (Post 
870411). 87/05/26. Indiana & Michigan Electric Co. 4pp. 41181:094-41181:097. 

-8706040352 Safety eval'.iativC' r.vipnc-^rr exemption from App R.Section Ill.J require- 
ments re need for 8 h r::-.!:-:'* !;■ (.i.tdoor yard area . 

* Office of Nuclear Rnn.r.'- -!v:r:„. m (Post 870411). 87/05/26. 2pp. 

41181:098-41181:099. 

8706110257 Final response to FOIA request for documents.App A available in PDR.App 
B documents withheld (ref FOIA Exemption 7). Records also submitted to another fed- 
eral agency for review. No further action will be taken on FOIA appeal 86-A-217. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/05. BAUMAN.L. 
Government Accountability Project. 5pp. 41687:179-41687:185. 

8706110335 Forwards partially withheld Safeguards Insp Repts 50-315/87-12 & 50-316/ 
87-12 on 870518-21. No violations noted. 

AXELSON.W.L. Region 3. Office of Director. 87/06/05. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN.J. E. Indiana & Michigan Electric Co. 2pp. 41268:102- 
41268:104. 

-8706110356 Partially withheld Insp Repts 50-315/87-12 & 50-316/87-12 on 870518-21 
(ref 10CFR73.21).No violations noted.Major areas inspected:security plan & imple- 
menting procedures, mgt effectivr.rcrs 8 .. pr:-r;.:'i*v rmgram audit. 

MADEDA.T.J., KNICELEY.J.R., L:'.,.,I.H 3, Office of Director. 87/06/05. 

Ip. 41268:104-41268:104. 

8706250011 Rev 1 to PMP 2081.EPP.210, "Unit Vent Sampling." W/revised index. 

* Indiana & Michigan Electric Co. 87/06/15. 11pp. 41474:154-41474:164. 

8706260262 Forwards corrected statement of licensee action from Safeguards Insp 
Repts 50-315/87-12 & 50-316/87-12 on 870518- 21. Correction administrative in 
nature & does not alter adequacy of measures to prevent recurrence.EncI withheld. 
SMITH.W.G. Indiana & Vic'-'cnn E'cctric Co. 87/06/19. Document Control Branch 
(Document Control Desk) . i p. ’■'i ! -• ' ■ ^*4. 


P. Operating license stage documents & correspondence 

8706080032 Forwards “Conformance to Generic Ltr 83-28, Items 2.1 (Part 1) Equipment 
Classification.Cook Units 1 & 2," final rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/19. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41211:159-41211:170. 

-8706080242 “Conformance to Generic Ltr 83-28,ltem 2.1 (Part 1) Equipment 
Classi^icafcn.Ccok Units 1 & 2,” informal rept. 

-.AHCI DSC-N.R.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). HAROLDSON.R.O. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7609 ERR. 87/03/31. NRC - 
No Detailed Affiliation Given. 11pp. 41211:160-41211:170. 

8706090030 Forwards EGG-NTA-7614, “Conformance to Item 2.1 (Part 2) of Generic 
Ltr 83-28, Reactor Trip Sys Vendor lnterface:Cook-1 & -2,Haddam Neck," final informal 
rept.FacTit'os conforr" to generic Itr. 

R03ERTsS.E.W EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/27. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41232:153-41232:167, 
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-8706090035 "Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, Cook-1 & -2.Haddam Neck," final informal rept. 

FARMER, F.G. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FARMER,F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7614 ERR. 87/03/31. NRC - No De- 
tailed Affiliation Given. 14pp. 41232:154-41232:167. 

8706080110 Forwards EGG-NTA-7329, "Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment Classification for all Other Safety- Related Components:Cook 1 & 2." final 
informal rept. 

ROBERTS E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/17. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41208:124-41208:124. 

-8706080115 “Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classification 
for all Other Safety-Related Components:Cook 1 & 2," final informal rept. 
VANDERBEEK.R. EG&G Idaho. Inc. (subs, of EG&G, Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7329. 87/04/30. NRC - No 
Detailed Affiliation Given. 18pp. 41208:125-41208:142. 

8706180512 FOIA request for reactor vessel surveillance capsule repts for Turkey Point 
4.Zion2&DC Cookl. 

BORSUM.R.B. Babcock & Wilcox Co. 87/05/15. Division of Rules & Records (Post 
870413). Ip. 41397:046-41397:046. 

8706010013 Forwards Amend 109 to License DPR-58 & safety evaluation. Amend re- 
vises Tech Specs to reflect increase in peak pellet exposure for Advanced Nuclear 
Fuel Corp fuel. 

WIGGINTON.D.L. Project Directorate 111-3. 87/05/19. DOLAN.J.. DOLAN, J. Indiana & 
Michigan Electric Co. 3pp. 41125:340-41125:351. 

-8706010019 Amend 109 to License DPR-58.revising Tech Specs to reflect increase in 
peak pellet exposure for Advanced Nuclear Fuel Corp fuel. 

WIGGINTON.D.L Project Directorate III-3. 87/05/19. 6pp. 41125:343-41125:348. 

-8706010021 Safety evaluation supporting Amend 109 to License DPR-58. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/19. 3pp. 
41125:349-41125:351. 

8706030365 Application for amends to Licenses DPR-58 & DPR-74,changing Tech 
Specs to modify ESF & storage pool ventilation sys for update to ventilation testing 
stds & clarification of sys operation.Analysis of changes encl.Fee paid. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/05/28. Document Control Branch 
(Document Control Desk). MURLEY.T.E. NRC - No Detailed Affiliation Given. 22pp. 
41169:084-41169:137. 

-8706030371 Proposed Tech Specs, modifying ESF ventilation & storage pool ventila- 
tion sys. 

* Indiana & Michigan Electric Co. 87/05/28. 31pp. 41169:106-41169:137. 

8706150123 Forwards Amends 110 & 93 to Licenses DPR-58 & DPR-74, respectively & 
safety evaluation. Amends revise Tech Specs to allow ice condenser lower inlet door 
surveillance requirements to also be done in Modes 3 & 4. 

WIGGINTON.D.L. Project Directorate III-3. 87/05/29. DOLAN.J. Indiana & Michigan 
Electric Co. DOLAN.J. American Electric Power Service Corp. 2pp. 41304:258- 
41304:269. 


-8706190265 Safety evaluation supporting util 831229,861230 & 870313 submittals re 
program plan for DCRDR pe-- 870224-26 audit. DCRDR activities meet requirements of 
SuppI 1 to MJf'L'G 0'37 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/10, 3pp. 
41407:327-41407:329. 

-8705280136 "Evaluation of Indiar'.-: & Mic.*"- gar. Electric Co DCRDR of DC Cook Nucle- 
ar Plant Units 1 & 2." technical C;va!...a:iO!-. 'ep'.. 

* Science Applications Iritornatcjnal C:Drp (lorrr.erly Science Applications, Inc.). NRC- 
03-82-096. SAlC-87/3027. 87/05/20. NRC - No Detailed Affiliation Given. 15pp. 
41407:330-41407:344. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 
MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706240358 Forwards safety evaluation re util 8701 29 revised large break LOCA analy- 
sis for facility.Limiting peaking factors used in calculations & specified by K( 2 ) curve in 
Tech Specs acceptable when fueled w/Exxon fuel. 

WIGGINTON.D.L. Project Directorate III-3. 87/06/12. DOLAN.J. Indiana & Michigan 
Electric Co. DOLAN.J. American Electric Power Service Corp. 2pp. 41440:171- 
41440:174. 

-8706240363 Safety evaluation re util 870129 revised large break LOCA analysis for 
facility.Limiting peaking factors used in calculations & specified in K( 2 ) curve in Tech 
Specs acceptable when fueled w/Exxon fuel. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/06/12. 2pp. 
41440:173-41440:174. 

8706220288 Responds to end DL Wigginton 870313 & 0424 requests for addi info re 
Item 2.2 of Generic Ltr 83-28 concerning control of vendor-supplied sves for mainl 
work on safety- related equipment & exchange of technical info w/ suppliers. 
ALEXICH.M.P. Indiana & Michigan Electric Co. 87/06/16. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). MURLEY.T.E. Document Control 
Branch (Document Control Desk). 3pp. 41409:098-41409:104. 

8706230486 Generic Ltr 87-1 1 to all coe'-ating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary niorr-iedalc ppo rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706301010 Application for amends to Licenses DPR-58 & DPR-74, modifying Tech 
Spec 3/4,8. 1 re diesel generator surveillance requirements to suppI mods, per Generic 
Ltr 84-1 5, to maintain & improve generator reliability. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/06/25. MURLEY.T.E. Document 
Control Branch (Document Control Desk). 6pp. 41514:004-41514:020. 

-8706301011 Proposed Tech Specs re diesel generator surveillance 
requirements, supplementing mods per Generic Ltr 84-15 to maintain & improve reli- 
ability. 

* Indiana & Michigan Electric Co. 87/06/25. 11pp. 41514:010-41514:020. 


Q. inspection reports, iE Builetins & correspondence 


-8706150151 Amends 110 & 93 to Licenses DPR-58 & DPR-74.respectively, revising 
Tech Specs to allow ice condenser lower inlet door surveillance requirements to also 
be done in Modes 3 & 4. 

DIIANNl.D.C. Project Directorate III-3. 87/05/29. 7pp. 41304:260-41304:266. 

-8706150169 Safety evaluation supporting Amends 110 & 93 to Licenses DPR-58 & 
DPR-74, respectively. 

* Cffice of Nuclear Reactor Regulation, Director (Post 870411). 87/05/29. 3pp. 
41304:267-41304:269. 

8706120241 Concurs in util 870515 withdrawal of application for amends to Licenses 
DPR-58 & DPR-74, changing Tech Specs by adding provision to allow two-plant oper- 
ation w/three of four essential sve water pumps operational.FR notice end. 
WIGGINTON.D.L Project Directorate 111-3. 87/06/02. DOLAN.J. Indiana & Michigan 
Electric Co. DOLAN.J. American Electric Power Service Corp. 2pp. 41280:219- 
41280:222. 

-8706120150 Notice of withdrawal of application for amends to Licenses DPR-58 & 
DPR-74, adding provision to allow two-plant operation w/three out of four essential sve 
water pumps operational. 

WIGGINTON.D.L Project Directorate III-3. 87/06/02. 2pp. 41280:221-41280:222. 


8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1, Office of Director. 4pp. 41119:272-41119:275. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation,” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706050080 Responds to 870202 & 870410 Itrs re info covering second 10-yr interval 
long-term inservice insp plan for Class 1,2 & 3 sys & components for plant.Revised 
pages to second interval insen/ice insp plan encl.W/seven oversize drawings. 
ALEXICH.M.P. Indiana & Michigan Electric Co. 87/06/01. MURLEY.T.E. Document 
Control Branch (Document Control Desk). 132pp. 41176:110-41176:241. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 


8706110257 Final response to FOIA request for documents.App A available in PDR.App 
B documents withheld (ref FOIA Exemption 7). Records also submitted to another fed- 
eral agency for review. No further action will be taken on FOIA appeal 86-A-217. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/05. BAUMAN, L 
Government Accountability Project. 5pp. 41687:179-41687:185. 


8706170607 Forwards Amends 111 & 94 to Licenses DPR-58 & DPR-74. respectively & 
safety evaluation Amends revise Tech Specs re boron concentrations for refueling & 
in refueling water storage tanks & accumulators. 

WIGGINTON.D.L Project Directorate III-3. 87/06/10. DOLAN.J. Indiana & Michigan 
Electric Co. DOLAN.J. American Electric Power Service Corp. 2pd. 41383*287- 


-8706170608 Amends 111 & 94 to Licenses DPR-58 & DPR-74,respect{vely, revising 
Tech Specs re boron concentrations for refueling & in refueling water storage tanks & 
accumulators. 

W!GGINTON,D.L Project Directorate III-3. 87/06/10. 22pp. 41383:289-41383:310. 


8706110335 Forwards partially withheld Safeguards Insp Repts 50-315/87-12 & 50-316/ 
87-12 on 87051 8-21. No violations noted. 

AXELSDN.W.L Region 3, Office of Director. 87/06/05. DOLAN.J.E. American Electric 
Power Service Corp, DOLAN.J.E. Indiana & Michigan Electric Co. 2pp. 41268:102- 
41268:104. 

-8706110356 Partially withheld Insp Repts 50-315/87-12 & 50-316/87-12 on 870518-21 
(ref 10CFR73.21),No violations noted.Major areas inspected:security plan & imple- 
menting procedures.mgt effectiveness & securiiy program audit. 

MADEDA,T.J., KNICELEY.J.R,. CREED.J.R. Region 3, Office of Director. 87/06/05. 
Ip. 41268:104-41268:104. 


-8706170611 Safety evaluation supporting Amends 111 & 94 to Licenses DPR-58 & 
DPR-74, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/06/10. 6pp 


8706100470 NRC Info Notice 87-027, "Iranian Official implies Vague Threat to US Re- 
sources.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706190254 Forwards safety evaluation accepting util 831229 & 861230 Itrs & info si 
mitted per request during 870224-26 audit re DCRDR.DCRDR activities meet requi 
NUREG-0737.Contractor technical evaluation rept also end. 
WIGGINTON.D.L. Project Directorate III-3. 87/06/10. DOLAN.J. Indiana & Michiq 
Electric Co. 2pp. 41 407:325-41 407:344. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 
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8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230308 Responds to NRC 870520 Itr re violations noted in Insp Repts 50-315/87- 
09 & 50-31 6/87-09.Corrective actionsroperations memo issued on 870415 requiring 
control of evolutions such as cooldown/depressurization by operator assigned to task. 
ALEXICH,M.P. Indiana & Michigan Electric Co. 87/06/19. Document Control Branch 
(Document Control Desk). 5pp. 41432:190-41432:194. 

8706260262 Forwards corrected statement of licensee action from Safeguards Insp 
Repts 50-315/87-12 & 50-316/87-12 on 870518- 21 .Correction administrative in 
nature & does not alter adequacy of measures to prevent recurrence.EncI withheld. 
SMITH,W.G. Indiana & Michigan Electric Co. 87/06/19. Document Control Branch 
(Document Control Desk). Ip. 41479:194-41479:194. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706030036 RO:on 870526, fire suppression water sys not operable per Tech Spec 
3.7.9.1.b.Caused by planned isolation of east leg of fire protection ring header for new 
const.Const will be completed by 870630. 

SMITH,W.G, Indiana & Michigan Electric Co. 87/05/26. DA\/IS,A.B. Document Control 
Branch (Document Control Desk). 2pp. 41147:359-41147:360. 

8706180056 LER 83-079/01 X-1:on 830824, control room smoke detectors declared in- 
operable w/respect to Tech Spec 3.3.3.7.Caused by misinterpretation of 
requirements.Smoke detection sys tested & returned to svc on 840104.W/870608 Itr. 
PARIS,J.M., SMITH,W.G. Indiana & Michigan Electric Co. 87/06/08. 4pp. 41397:352- 
41397:355. 

8706170009 PNO-lll-87-081:on 870610, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY,W. Region 3. Office of Director. 87/06/11. Ip. 41371:148-41371:148. 

8706230120 Special rept:on 870610, seismic instrumentation indicated event alarm & 
began recording data.Probably caused by slightly hyper-sensitive trigger in reactor 
pit.Monitor remains inoperable until plant shutdown. 

SMITH,W.G. Indiana & Michigan Electric Co. 87/06/16. DAVIS, A.B. Document Control 
Branch (Document Control Desk). 3pp. 41432:265-41432:267. 

8706240019 RO:on 840707, part of Unit 1 inside fire protection ring header removed 
from svc for repair of valves in fire sys. Isolation removed non-Tech Spec fire hose 
standpipe from svc.Verbal rept made & sys repaired within 24 h. 

SMITH, W.G. Indiana & Michigan Electric Co. 87/06/17. DAVIS, A.B. Document Control 
Branch (Document Control Desk). 2pp. 41438:223-41438:224. 

8706230281 LER 87-007-00:on 870520,8-hour turbine room sump samples not analyzed 
due to removal of compositor for routine calibr. Caused by personnel error.Compositor 
restored to operation & instrumentation personnel counseled.W/87061 9 Itr. 
BEILMAN,T.P.. SMITH,W.G. Indiana & Michigan Electric Co. 87/06/19. 4pp. 
41430:064-41430:067. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR56 effective on 870526.W/O ends, 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana &. Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation of 
operator licensing exam process within Region Ill.Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds." Agenda end. 
CHRlSSOTIMOS,N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 
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F. Security, medical, emergency & fire protection plans 

8706110248 FOIA request for all documents concerning facility noncompliance w/NRC 
fire protection rule issued in Nov 1 980, 

BAUMAN,L. Government Accountability Project. 86/09/30. Office of Administration 
(Pre 870413). 2pp. 41279:101-41279:102. 

8706040337 Forwards exemption from 10CFR50,App R, Section III.J requirements & 
SER.Exemption allows security diesel generator lighting alternative to 8 h battery pow- 
ered lighting sys in outdoor yard area, 

WIGGINTON.D.L. Project Directorate III-3. 87/05/26. DOLAN, J. Indiana & Michigan 
Electric Co. 3pp. 41181:091-41181:099. 

-8706040342 Exemption from 10CFR50,App R,Section III.J requirements, authorizing 
security diesel generator lighting alternative to 8 h battery powered lighting sys in out- 
door yard area. 

HOLAHAN.G.M. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/05/26. Indiana & Michigan Electric Co. 4pp. 41181:094-41181:097. 

“8706040352 Safety evaluation supporting exemption from App R, Section III.J require- 
ments re need for 8 h battery powered lighting in outdoor yard area . 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/26. 2pp. 
41181:098-41181:099. 


8706110257 Final response to FOIA request for documents.App A available in PDR.App 
B documents withheld (ref FOIA Exemption 7). Records also submitted to another fed- 
eral agency for review. No further action will be taken on FOIA appeal 86-A-217. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/05. BAUMAN, L. 
Government Accountability Project. 5pp. 41687:179-41687:185. 

8706110335 Fonwards partially withheld Safeguards Insp Repts 50-315/87-12 & 50-316/ 
87-12 on 87051 8-21. No violations noted. 

AXELSON,W.L. Region 3. Office of Director. 87/06/05. DOLAN,J.E. American Electric 
Power Service Corp. 2pp. 41268:102-41268:104. 

“8706110356 Partially withheld Insp Repts 50-315/87-12 & 50-316/87-12 on 870518-21 
(ref l0CFR73.21).No violations noted. Major areas inspected:security plan & imple- 
menting procedures,mgt effectiveness & security program audit. 

MADEDA,T.J. Region 3, Office of Director. 87/06/05. Ip. 41268:104-41268:104. 

8706250011 Rev 1 to PMP 2081.EPP.210, “Unit Vent Sampling." W/revised index. 

• Indiana & Michigan Electric Co. 87/06/15. 11pp. 41474:154-41474:164. 

8706260262 Forwards corrected statement of licensee action from Safeguards Insp 
Repts 50-315/87-12 & 50-316/87-12 on 870518- 21 .Correction administrative in 
nature & does not alter adequacy of measures to prevent recurrence.EncI withheld. 
SMITH.W.G. Indiana & Michigan Electric Co. 87/06/19. Document Control Branch 
(Document Control Desk). Ip. 41479:194-41479:194. 


P. Operating license stage documents & correspondence 

8706080032 Forwards “Conformance to Generic Ltr 83-28, Items 2.1 (Part 1) Equipment 
Classification,Cook Units 1 & 2," final rept. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/19. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 1p. 41211:159-41211:170. 

“8706080242 “Conformance to Generic Ltr 83-28, Item 2.1 (Part 1) Equipment 
Classification, Cook Units 1 & 2,” informal rept. 

HAROLDSON.R.O. EG&G Idaho, Inc. (subs, of EG&G, Inc.). HAROLDSON,R.O. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7609 ERR. 87/03/31. NRC - 
No Detailed Affiliation Given. 11pp. 41211:160-41211:170. 

8706090030 Forwards EGG'NTA-7614, “Conformance to Item 2.1 (Part 2) of Generic 
Ltr 83-28,Reactor Trip Sys Vendor lnterface:Cook-1 & -2,Haddam Neck," final informal 
rept, Facilities conform to generic Itr. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/27. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41232:153-41232:167. 

“8706090035 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor lnterface,Cook-1 & -2,Haddam Neck," final informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7614 ERR. 87/03/31. NRC - No De- 
tailed Affiliation Given. 14pp. 41232:154-41232:167. 

8706080110 Forwards EGG-NTA-7329, "Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment Classification for all Other Safety- Related Components:Cook 1 & 2," final 
informal rept. 

ROBERTS E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/17. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411), Ip. 41208:124-41208:124. 

“8706080115 “Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classification 
for all Other Safety-Related Components:Cook 1 & 2." final informal rept. 
VANDERBEEK,R. EG&G Idaho, Inc. (subs, of EG&G. Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7329.' 87/04/30. NRC - No 
Detailed Affiliation Given. 18pp. 41208:125-41208:142. 

8706010398 Notifies that next refueling outage scheduled to begin on approx 
880501 .Dates in end util 851015 & 860516 Itrs re compliance w/Reg Guide 1.97 & IE 
Bulletin 85-003, should be revised accordingly for refueling outage work. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/05/28. MURLEY.T.E.. DAVIS.A.B. 
Document Control Branch (Document Control Desk). 3pp. 41118:083-41118:138. 

8706030365 Application for amends to Licenses DPR-58 & DPR-74, changing Tech 
Specs to modify ESF & storage pool ventilation sys for update to ventilation testing 
stds & clarification of sys operation. Analysis of changes end. Fee paid. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 87/05/28, Document Control Branch 
(Document Control Desk). MURLEY.T.E. NRC - No Detailed Affiliation Given. 22pp. 
41169:084-41169:137. 

“8706030371 Proposed Tech Specs, modifying ESF ventilation & storage pool ventila- 
tion sys. 

• Indiana & Michigan Electric Co. 87/05/28. 31pp. 41169:106-41169:137. 

8706030196 Forwards proprietary XN-NF-87-31(P), “Steamline Break Analysis for DC 
Cook Unit 2," addressing assymetric thermal hydraulic & neutronic core characteris- 
tics resulting from event.Rept withheld (ref 10CFR2.790). 

WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co.. Inc.). 87/05/ 
29. Document Control Branch (Document Control Desk). 5pp. 41152:102-41152:106. 

8706150123 Forwards Amends 110 & 93 to Licenses DPR-58 & DPR-74, respectively & 
safety evaluation.Amends revise Tech Specs to allow ice condenser lower inlet door 
surveillance requirements to also be done in Modes 3 & 4. 

WIGGINTON.D.L. Project Directorate III-3, 87/05/29. DCLAN.J. Indiana & Michigan 
Electric Co. DOLAN, J. American Electric Power Service Corp. 2pp. 41304:258- 
41304:269. 

“8706150151 Amends 110 & 93 to Licenses DPR-58 & DPR-74, respectively, revising 
Tech Specs to allow ice condenser lower inlet door surveillance requirements to also 
be done in Modes 3 & 4. 

DIIANNI.D.C. Project Directorate III-3. 87/05/29, 7pp. 41304:260-41304:266. 

“8706150169 Safety evaluation supporting Amends 110 & 93 to Licenses DPR-58 & 
DPR-74,respectivefy. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/29. 3dd 
41304:267-41304:269. 
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8706050146 Notifies of changes scope & schedule of Tasks 1 & 2 of environ qualifica- 
tion test program re safety injection of pump motor.Task 1 scheduled to begin in June 
1987.Radiation testing of entire safety currc motor planned. 

ALEXICH.M.P. Indiana & Michigan Elec-;; Cc. B'.’ Oc-:' Document Control Branch 
(Document Control Desk). 11pp. 41191:241-41191:260. 

8706120241 Concurs in util 870515 withdrawal of application for amends to Licenses 
DPR-58 & DPR-74, changing Tech Specs by adding provision to allow two-plant oper- 
ation w/three of four essential svc water pumps operational. FR notice end. 
WIGGINTON.D-L. Project Directorate III-3. 87/06/02. DOLAN, J. Indiana & Michigan 
Electric Co. DOLAN, J. American Electric Power Service Corp. 2pp. 41280:219- 
41280:222. 

-8706120150 Notice of withdrawal of application for amends to Licenses DPR-58 & 
DPR.74, adding provision to allow two-plant operation w/three out of four essential svc 
water pumps operational. 

WIGGINTON.D.L Project Directorate 111-3. 87/06/02. 2pp. 41280:221-41280:222. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 S 4.0 
cf STS c." £Cp-!-c 2 b''it’-' of limiting conditions for operation & surveillance 
r(-::_ '-im-jnts S;." :iS! er'cl. 

M =A,F..,. Associaio Director for Projects (Post 870411). 87/06/04, Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706170607 Forwards Amends 111 & 94 to Licenses DPR-58 & DPR-74, respectively & 
safety evaluation. Amends revise Tech Specs re boron concentrations for refueling & 
ir' -.vstor storage tanks & accumulators. 

'.VGGIN rCN,D._.. Project Directorate III-3. 87/06/10. DOLAN, J. Indiana & Michigan 
Electric Co. DOLAN, J. American Electric Power Service Corp. 2pp. 41383:287- 
41383:316. 

-8706170608 Amends 111 & 94 to Licenses DPR-58 & DPR-74,respectively, revising 
Tech Specs re boron concentrations for refueling & in refueling water storage tanks & 
accumulators. 

WIGGINTON.D.L. Project Directorate III-3. 87/06/10. 22pp. 41383:289-41383:310. 

“8706170611 Safety evaluation supporting Amends 111 & 94 to Licenses DPR-58 & 
DPR-74, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/10. 6pp. 
41383:311-41383:316. 

8706190254 Forwards safetx' ■5vn*'jat'on cccocting util 831229 & 861230 Itrs & info sub- 
mitted per request durinc Pi: audit 'a ZCRDR.DCRDR activities meet require- 

ments of Supp1 1 tc N'.jr-EG-C737.C.ortrac:o.' technical evaluation rept also end. 
WIGGINTON.D.L. Project Directorate 111-3. 87/06/10. DOLAN, J. Indiana & Michigan 
Electric Co. 2pp. 41407:325-41407:344. 

-8706190265 evaluation supporting util 831229,861230 & 870313 submittals re 

program plan ic CCRCi' co.' 870224-26 audit. DCRDR activities meet requirements of 
Supp1 1 to \LRCG-0737. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/10. 3pp. 
41407:327-41407:329. 

“8705280136 "Evaluation of Indiana & Michigan Electric Co DCRDR of DC Cook Nucle- 
ar Plant Units 1 & 2," technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications. Inc,), NRC- 
03-82-096. SAIC-87/3027. 87/05/20. NRC - No Detailed Affiliation Given. 15pp. 
41407:330-41407:344. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J, Associate Director for Projects (Post 870411). 87/06/12, Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230090 Forwards Advanced Nuclear Fuels Corp XN-NF-87-31(P), “Steam Line 
Break Analysis for DC Cook Unit 2." Tech Spec changes necessary as result of rept 
being evaluated.Fee paid.W/o end. 

ALEXICH.M.P, Indiana & Michigan Electric Co. 87/06/15. MURLEY,T.E. Document 
Control Branch (Document Control Desk). 3pp. 41421:176-41421:178. 

8706220288 Responds to end DL Wigginton 870313 & 0424 requests for add! info re 
Item 2.2 of Generic Ltr 33-28 concerning control of vendor-supplied svcs for maint 
work on safety- related equipment & oxr.narce of technical info w/suppliers. 
ALEXICH.M.P. Indiana & M-chca- E.cc'd: Co. 87/06/16. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director 87C411), MURLEY.T.E. Document Control 
Branch (Document Control Desk). 3pp. 41409:098-41409:104. 

8706230486 Generic Ltr 87-11 to ail operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70dd. 41582:001-41582:070. 


8706010398 Notifies that next refueling outage scheduled to begin on approx 
880501 .Dates in end util 851015 & 860516 Itrs re compliance w/Reg Guide 1.97 & IE 
Bulletin 85-003,should be -ovisod acco'dinnly for refueling outage work. 
ALEXICH.M.P. Indiana & m c.h.can E:oc:riC Co. 87/05/28. MUP'-rY.'’E. DAV S.-\Ej 
Document Control Branch (Cccumcni Ccr^ifc Desk). 3pp. 41118 T.-13-'. 1 ! 18 '26. 

8706050080 Responds to 870202 & 870410 Itrs re info covering second 10-yr interval 
long-term inservice insp plan for Class 1 ,2 & 3 sys & components for plant. Revised 
pages to second interval inservice insp plan encl.W/seven oversize drawings. 
ALEXICH.M.P. Indiana & Michigan Electric Co. 87/06/01. MURLEY.T.E. Document 
Control Branch (Document Control Desk). 132pp. 41176:110-41176:241. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04, 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110257 Final response to FOIA request for documents.App A available in PDR.App 
B documents withheld (ref FOIA Exemption 7). Records also submitted to another fed- 
eral agency for review. No further action will be taken on FOIA appeal 86-A-21 7, 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/05. BAUMAN.L 
Government Accountability Project. 5pp. 41687:179-41687:185. 

8706110335 Forwards partially withheld Safeguards Insp Repts 50-315/87-12 & 50-316/ 
87-12 on 87051 8-21. No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 87/06/05. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 2pp. 41268:102- 
41268:104. 

-8706110356 Partially withheld Insp Repts 50-315/87-12 & 50-316/87-12 on 870518-21 
(ref 10CFR73.21).No violations noted.Major areas inspected:security plan & imple- 
menting D-'ccedures.mgt effectiveness & security program audit. 

\iADEOA,^J. KNICELEY.J.R., CREED,J.R. Region 3, Office of Director. 87/06/05. 
Ip. 41268:104-41268:104. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230308 Responds to NRC 870520 ltr re violations noted in Insp Repts 50-315/87- 
09 & 50-31 6/87-09.Corrective actions:operations memo issued on 870415 requiring 
control of evolutions such as cooldown/depressurization by operator assigned to task. 
ALEXICH,M.P. Indiana & Michigan Electric Co. 87/06/19. Document Control Branch 
(Document Control Desk). 5pp. 41432:190-41432:194. 

8706260262 Forwards corrected statement of licensee action from Safeguards Insp 
Repts 50-315/87-12 & 50-316/87-12 on 870518- 21.Correction administrative in 
nature & does not alter adequacy of measures to prevent recurrence.EncI withheld. 
SMITH, W.G. Indiana & Michigan Electric Co. 87/06/19. Document Control Branch 
(Document Control Desk). Ip. 41479:194-41479:194. 

8706170116 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706020163 Forwards “Steam Generator Tube Integrity - Apr 1987: Assessment of Next 
Operating Interval Lcncth," providing evaluation of Mar 1987 facility steam generator 
tube leak ovoni Fee pa:.'J. 

ALEXICH.M.R. Indiana & Michigan Electric Co. 87/05/22. MURLEY.T.E. Document 
Control Branch (Document Control Desk). 4pp. 41146:168-41146:226. 

“8706020169 "Steam Generator Tube Integrity - Apr 1987;Assessment of Next Operat- 
ing Interval Length.” Related info end, including description' of steam genemto'' 
manway cover closure repairs for Mar-Apr 1987 & Westinghouse nuclear sa'c-M. rtiec- 
list. 

* American Electric Power Service Corp. 87/05/18. 56pp. 41146:172-41146:226. 

8706030036 RO:on 870526, fire suppression water sys not operable per Tech Spec 
3.7.9. l.b.Caused by planned isolation of east leg of fire protection ring header for new 
constConst will be completed by 870630. 

SMITH, W.G. Indiana & Michigan Electric Co. 87/05/26. DAVIS, A.B. Document Control 
Branch (Document Control Desk). 2pp. 41147:359-41147:360. 

8706170502 LER 83-077/01 X-1:on 830824, control room smoke detectors declared 
inoperable.Caused by difference in interpretation of what required to meet require- 
ments of License DPR-74. Tech Spec action statement initiated.W/870608 ltr, 
^A=?:S,.;.M, SM-UI.//.G. Indiana & Michigan Electric Co. 87/06/08. 4pp. 41385:128- 
41385:131. 

8706180158 Advises that LER 85-020-00 re inoperable fire damper, determined not re- 
portable & being withdrawn.Concludes that all specified compensatory actions per 
Tech Specs completed & events did not constitute unreviewed safety issues. 
SMITH,W.G. Indiana & Michigan Electric Co. 87/06/09. Document Control Branch 
(Document Control Desk). 2pp. 41405:306-41405:307. 
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8706170009 PNO-Ill*87-O81:on 870610, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lLUnusual events declared by six power stations but no 
dama-o observed. Ground motion felt at five other plants. 

FORNiiiYAV Rcc.c'i 3. Of-'ce of Director. 87/06/11. Ip. 41371:148-41371:148. 

8706230120 Special rept:on 870610, seismic instrumentation indicated event alarm & 
began recording data.Probably caused by slightly hyper-sensitive trigger in reactor 
pit.Monitor remains inoperable until plant shutdown. 

SMITH, W.G. Indiana & Michigan Electric Co. 87/06/16. DAVIS,A.B. Document Control 
Branch (Document Control Desk). 3pp. 41432:265-41432:267. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee. Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o encis. 

HEHUC.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation of 
operator licensing exam process within Region III. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS,N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 


DOCKET 50-317 CALVERT CUFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706120006 Forwards Insp Repts 50-317/87-10 & 50-318/87-11 on 87041 4-051 8.No 
violations noted.Continued attention to problems w/use of commercial quality replace- 
ment parts in Class 1 ,2 & 3 sys encouraged. 

WEN2INGER,E.C. Region 1, Office of Director. 87/06/01. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 41270:312-41270:325. 

-8706120012 Insp Repts 50-317/87-10 & 50-318/87-11 on 870414-0518.No violations 
noted.Major areas inspected:facility activities, routine insps, operational 

events, maint,surveillance,physical security & licensed operator requalification training. 
TRIPP,LE. Region 1, Office of Director. 87/05/29. 12pp. 41270:314-41270:325. 

8706100233 Rev 12,Change 6 to Emergency Response Plan Implementing Procedure 
ERPIP B.1, “Equipment Checklist Index." 

* Baltimore Gas & Electric Co. 87/06/02. 36pp. 41238:021-41238:057. 

8706110198 Forwards name of NRC employee requiring unescorted access to protect- 
ed area & control room.Individual shall take refresher training in utils GOT 1 site-spe- 
cific security course on 87061 6.Encl effective from 87061 6-30.W/O end. 

CAPRA,R.A. Project Directorate 1-1. 87/06/08. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 2pp. 41260:360-41260:361. 

8706220385 Rev 5 to Emergency Response Plan Implementation Procedure ERPIP 
4.1.22.1, “Plant Parameters."^’ 

* Baltimore Gas & Electric Co. 87/06/15. 23pp. 41412:172-41412:195. 

8706250068 Advises that 870512 temporary change request to physical security plan 
consistent w/provisions of 10CFR50.54(p) & acceptable.Understands that upon com- 
pletion of work, temporary change will be rescinded. 

MARTIN.T.T. Region 1, Office of Director. 87/06/18. COSS.H.D. Baltimore Gas & 
Electric Co. 3pp. 41474:184-41474:186. 

8706300946 Requests cost estimate for installation of addi circuitry at emergency oper- 
ation facility & permission to use site & company property for contingency telecom- 
munications. 

MARTIN.T.T. Region 1, Office of Director. 87/06/22. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 4pp. 41502:335-41502:338. 


H. General correspondence 

8706040022 Forwards address correction to distribution list for facility. 

BOWMAN, M.E. Baltimore Gas & Electric Co. 87/05/22. MCNEIL.S.A. Project Director- 
ate 1-1. 2pp. 41171:211-41171:212. 

8706260281 Requests reinstatement of author name on distribution list for ail NRC cor- 
respondence addressed to BG&E re plant.Author address listed. 

BRINKMAN.C.R. Combustion Engineering, Inc. 87/06/17. MCNEIL.S.A. Project Direc- 
torate 1-1. Ip. 41479:244-41479:244. 


J. Insurance & indemnity Information 

8706120311 Forwards Endorsements 53 & 67 to MAELU Policy MF-76 & NELIA Policy 
NF-21 6, respectively. 

GAMMIE.G.B. Baltimore Gas & Electric Co. 87/06/03. DINITZ.I. NRC - No Detailed 
Affiliation Given. 3pp. 41274:149-41274:151. 


P. Operating license stage documents & correspondence 

8706080275 Forwards Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28,Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 

2, Palisades,Palo Verde 1,2 & 3, San Onofre 2 & 3,St Lucie 1 & 2,Waterford 3 & WNP 

3. " 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/12. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41213:001-41213:027. 

-8706080284 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2,Fort Calhoun, Main Yankee, Millstone 2, Palisades, Palo 
Verde 1,2 & 3, San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3 & WNP 3.” 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER, F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG.NTA-7463 R01. 87/03/31. NRC - No De- 
tailed Affiliation Given. 24pp. 41213:002-41213:027. 


8706030092 A RETRAN MODEL OF THE CALVERT CLlFFS-1 PRESSURIZED WATER 
REACTOR FOR ASSESSING THE SAFETY IMPLICATIONS OF CONTROL SYS- 
TEMS. 

RENIER.J.A., SMITH, O.L Oak Ridge National Laboratory. FIN B-0467-. NUREG/CR- 
4758. 87/03/31. Office of Nuclear Regulatory Research, Director (Post 860720). 
116pp. 41161:126-41161:241. 

8706260258 Forwards EGG-NTA-7427, “Conformance to Generic Ltr 83-28, Item 2.2.1, 
’Equipment Classification for All Other Safety- Related Components,’ Calvert Cliffs 
Units 1 & 2," final technical evaluation rept. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/19. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). ip. 41480:137-41480:155. 

-8706260260 "Conformance to Generic Ltr 83-28, Item 2.2.1, ’Equipment Classification 
for All Other Safety-Related Components,' Calvert Cliffs Units 1 & 2," informal techni- 
cal evaluation rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7427. 87/05/31. NRC - No Detailed Affiliation 
Given. 18pp. 41480:138-41480:155. 

8706050019 Informs that deadline for submission of info requested in Generic Ltr 87-06 
extended to 870711, per util 870522 request.Present & anticipated workload to comply 
w/generic ltr request cited as reasons for extension. 

MCNEILL,S.A. Project Directorate 1-1. 87/05/28. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 2pp. 41200:233-41200:234. 

8706080072 Requests extension of time for submitting DCRDR supplemental summary 
rept from June 1987 to June 1988.Addl yr of work will result in quality product of en- 
during value to design activities. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 87/05/29. Document Control Branch 
(Document Control Desk). 2pp. 41218:246-41218:247. 

8706100219 Forwards request for addI info re util 831105,840229 & 850607 responses 
to Generic Ltr 83-28, “Required Actions Based on Generic Implications of Salem 
ATWS Events,” Item 2.2.2.Request modifies 870324 request for addi info. 
MCNEIUS.A. Project Directorate 1-1. 87/06/01. T1ERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 4pp. 41245:199-41245:202. 

8706100302 Advises that briefing on licensing & operational status of plants assigned to 
Project Directorate 1-1 scheduled for 870604. 

CAPRA,R.A. Project Directorate 1-1. 87/06/02. MURLEY.T., SNIE2EK.J.. MIRAGLIA.F. 
NRC - No Detailed Affiliation Given. Ip. 41246:107-41246:107. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160038 Forwards addi info requested during 870428 telcon w/NRC re RETRAN 
topical rept & util response to NRC 861120 request for addi info. Differences between 
Mods 2 & 3 to RETRAN-02 code discussed.RETRAN-02 Mod/03 not approved by 
NRC. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/06/09. Document Control Branch 
(Document Control Desk). 47pp. 41306:005-41306:051. 

8706180289 Requests exemption from annual reporting requirements in 
10CFR50.54(a)(3) & 10CFR50.71 (e)(4) for 2 months beginning 870702 & ending 
870902. Personnel responsible for repts needed for environ qualification program.Fee 
paid. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 87/06/11. Document Control Branch 
(Document Control Desk). 2pp. 41390:198-41390:199. 

8706190025 Forwards addi info verifying compliance W/10CFR50.62 re reduction of risk 
from ATWS events, supplementing 860627 ltr & 870401 discussion. Rev to summary of 
870401 meetinq end. 

TIERNAN.J.A. ‘Baltimore Gas & Electric Co. 87/06/11. Document Control Branch 
(Document Control Desk). 25pp. 41396:138-41396:162. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706240346 Discusses Item 5 re control circuitry & 18 concerning feedwater line 
break, in response to NRC 870430 request for addi info on TMI Action Item 
I1.D.1. Response to other items will be submitted by 880101 due to complexity of anal- 
yses. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 87/06/16. Document Control Branch 
(Document Control Desk). 2pp. 41449:069-41449:070. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010188 Provides enforcement guidance to regions for Issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL.W. Region 
1, Office of Director. 4pp. 41119:272-41119:275, 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706120006 Forwards Insp Repts 50-317/87-10 & 50-318/87-11 on 870414-0518.No 
violations noted.Continued attention to problems w/use of commercial quality replace- 
ment parts in Class 1 ,2 & 3 sys encouraged. 

WENZINGER.E.C. Region 1, Office of Director. 87/06/01, TIERNAN.J.A, Baltimore 
Gas & Electric Co. 2pp. 41270:312-41270:325. 
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-8706120012 Insp Repts 50-317/87-10 & 50-318/87-11 on 870414-0518.No violations 
noted. Major areas inspecteddacility activities, routine insps, operational 

events, maint. surveillance, physical security & licensed cco'ator 'ecur-'i^icatb-^ t'^aining. 
TRIPP.LE. Region 1. Office of Director. 87/05/29. 12 fp ’27:.3' p. ’O 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110331 Forwards Exam Repts 50-317/87-05OL & 50-318/87-05OL of exam admin- 
istered during wk of 870420. 

WENZINGER.E.C. Region 1, Office of Director. 87/06/08. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 41267:305-41267:355. 

-8706110347 Exam Repts 50-317/87-05OL & 50-31 8/87-05OL of exam administered 
during wk of 870*420-24.Exam results:both reactor operator candidates passed retake 
exams. 

COE.D.H., KELLER.R.M.. COLLINS, S.J, Region 1. Office of Director. 87/06/04. 41pp. 
41267:307-41267:348. 


-8706110357 Forwards comments & answer key corrections re 870421 operator license 
exam.Documentation to support suggested answer key correction end. 

* Baltimore Gas & Electric Co. 87/04/22. KELLER,R.M. Region 1, Office of Director. 
7pp. 41267:349-41267:355. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706240418 Forwards Safety Insp Repts 50-317/87-12 & 50-318/87-13 on 870427- 
0501 & notice of violation.Notice of violation re acceptance criteria for certain safety- 
related analog instruments not properly established not being issued. 

JOHNSTON, W.V. Region 1. Office of Director. 87/06/16. TEIRNAN.J.A. Baltimore 
Gas & Electric Co. 4pp. 41455:171-41455:186. 

—8706240422 Notice of violation from insp on 870427-0501 . 

JOHNSTON,W.V. Region 1. Office of Director. 87/06/16. Ip. 41455:175-41455:175. 

-8706240426 Insp Repts 50-317/87-12 & 50-318/87-13 on 870427-0501. Violations 
noted.-danger tagged valve removed from auxiliary feedwater chemical addition piping 
during mod work being accomplished under Maint Order 205-234-874A. 

PETRONE.C.. WALLACE,E.D.. BLUMBERG.N. Region 1. Office of Director. 87/06/16. 
11pp. 41455:176-41455:186. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E, Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706240220 Monthly operating repts for May 1987.W/870612 Itr. 

BEHNKE.C., LEMONS.J.R. Baltimore Gas & Electric Co. 87/05/31. 11pp. 41438:287- 
41438:297. 


S. Reportable occurrences, LERs & related correspondence 


8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting.List of attendees, events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANN1NG,W. Events Assessment Branch. 87/06/08. ROSSLC.E. Division of Oper- 
ational Events Assessment (Post 870411), 12pp. 41392:262-41392:273. 

8706170368 LER 87-007-01 :on 870401, plant shut down to inspect all connections on 
1 0CFR50.49 equipment to verify installed configurations against environ qualification 
files & resolve or repair discrepancies identified. W/87061 2 Itr. 

LARRAGOITE.LS., LEMONS, J.R. Baltimore Gas & Electric Co. 87/06/12. 4dp 
41370:134-41370:137. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1 978, insulated lugs used on all equipment. 

DOUGHERTY.J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 

8706240431 LER 87-01 0-00:on 870427, potential pressurizer spray valve bonnet weld 
deficiency discovered.Caused by improperly performed mod. Welds repaired by adding 
1 /4-inch thickness to existing welds w/3-to-1 taper into base matl. W/87061 9 Itr. 
SULLIVAN, B.J., LEMONS, J.R. Baltimore Gas & Electric Co. 87/06/19. 3 dd 
41449:111-41449:113. 


V. Operator Examinations 

8706120006 Forwards Insp Repts 50-317/87-10 & 50-318/87-11 on 87041 4-051 8.No 
violations noted.Continued attention to problems w/use of commercial quality replace- 
ment parts in Class 1 ,2 & 3 sys encouraged. 

WENZINGER.E.C. Region 1, Office of Director. 87/06/01. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 41270:312-41270:325. 

--8706120012 Insp Repts 50-317/87-10 & 50-318/87-11 on 87041 4-051 8.No violations 
noted.Major areas inspected:facility activities. routine insps, operational 

everts. maint, sur\'eir.arco.t)hv3ical security & licensed operator requalification training, 
TRPPX.'d. .".eq:cn Olhcc of D.rector. 87/05/29. 12pp. 41270:314-41270:325. 

8706100205 Forwards revised NRC Form 398, “Personal Qualifications Statement - Li- 
censee.” Rev reflects changes to 10CFR55 effective 870526.Requests all applica- 
tions be submitted on revised form beginning 870526. 

CQLLINS.S.J. Region 1, Qffice of Director. 87/06/04. TIERNAN,J.A. Baltimore Gas & 
Electric Co. 18pp. 41238:082-41238:098. 

8706110331 Forwards Exam Repts 50-31 7/87-05OL & 50-31 8/87-05OL of exam admin- 
istered during wk of 870420. 

WENZINGER,E.C. Region 1, Qffice of Director. 87/06/08. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 41267:305-41267:355. 

-8706110347 Exam Repts 50-31 7/87-05QL & 50-318/87-05OL of exam administered 
during wk of 870420-24.Exam results:both reactor operator candidates passed retake 
exams. 

COE.D.H., KELLER.R.M., CQLLINS.S.J. Region 1. Office of Director. 87/06/04. 41pp. 
41267:307-41267:348. 


“8706110357 Forwards comments & answer key corrections re 870421 operator license 
exam.Documentation to support suggested answer key correction end. 

* Baltimore Gas & Electric Co. 87/04/22. KELLER.R.M. Region 1, Office of Director, 
7pp. 41267:349-41267:355. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8706120006 Forwards Insp Repts 50-317/87-10 & 50-318/87-11 on 87041 4-051 8.No 
violations noted.Continued attention to problems w/use of commercial quality replace- 
ment parts in Class 1 ,2 & 3 sys encouraged. 

WENZINGER.E.C. Region 1. Office of Director. 87/06/01. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 41270:312-41270:325. 

-8706120012 Insp Repts 50-317/87-10 & 60-318/87-11 on 87041 4-05 18.No violations 
noted.Major areas inspected:facility activities, routine insps, operational 
events, maint.surveillance.physical security & licensed operator requalification training. 
TRIPP.LE. Region 1, Qffice of Director. 87/05/29. 12pp. 41270:314-41270:325. 

8706100233 Rev 12, Change 6 to Emergency Response Plan Implementing Procedure 
ERPIP B.1, “Equipment Checklist Index." 

• Baltimore Gas & Electric Co. 87/06/02. 36pp. 41238:021-41238:057. 

8706110198 Forwards name of NRC employee requiring unescorted access to protect- 
ed area & control room. individual shall take refresher training in utils GOT 1 site-spe- 
cific security course on 87061 6.Encl effective from 87061 6-30. W/o end. 

CAPRA, R.A. Project Directorate 1-1. 87/06/08. TIERNAN.J.A. Baltimore Gas & Elec- 
tric Co. 2pp. 41260:360-41260:361. 

8706220385 Rev 5 to Emergency Response Plan Implementation Procedure ERPIP 
4.1.22.1, “Plant Parameters." 

* Baltimore Gas & Electric Co. 87/06/15. 23pp. 41412:172-41412:195. 

8706250068 Advises that 870512 temporary change request to physical security plan 
consistent w/provisions of 10CFR50.54(p) & acceptable. Understands that upon com- 
pletion of work, temporary change will be rescinded. 

MARTIN, T.T. Region 1. Cffice of Director. 87/06/18. COSS.H.D. Baltimore Gas & 
Electric Co. 3pp. 41474:184-41474:186. 

8706300946 Requests cost estimate for installation of addi circuitry at onergo'^cy coe''- 
ation facility & permission to use site & company property for corLngor.cy te:cc:'r- 
munications. 

MARTIN.T.T. Region 1, Office of Director. 87/06/22. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 4pp. 41502:335-41502:338. 


H. General correspondence 


8706040022 Forwards address correction to distribution list for facility. 

BCWMAN,M,E. Baltimore Gas & Electric Co. 87/05/22. MCNEIL, S.A. Project Director- 
ate 1-1. 2pp. 41171:211-41171:212. 

8706260281 Requests reinstatement of author name on distribution list for all NRC cor- 
respondence addressed to BG&E re plantAuthor address listed. 

BRINKMAN, C.R. Combustion Engineering, Inc. 87/06/17. MCNEIL, S.A. Project Direc- 
torate 1-1. 1p. 41479:244-41479:244. 


J. insurance & indemnity information 


8706120311 Forwards Endorsements 53 & 67 to MAELU Policy MF-76 & NELIA Policy 
NF-21 6, respectively. 

GAMMIE.G.B. Baltimore Gas & Electric Co. 87/06/03. DINITZ.I. NRC - No Detailed 
Affiliation Given. 3pp. 41274:149-41274:151. 


P. Operating license stage documents & correspondence 
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8706080275 Forwards Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2, Fort Calhoun. Main Yankee, Millstone 

2, Palisades, Palo Verde 1,2 & 3, San Onofre 2 & 3,St Lucie 1 & 2.Waterford 3 & WNP 

3. " 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41213:001-41213:027. 

~8706080284 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee.Millstone 2, Palisades, Palo 
Verde 1,2 & 3,San Onofre 2 & 3,St Lucie 1 & 2,Waterford 3 & WNP 3." 

FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706260258 Forwards EGG-NTA-7427, “Conformance to Generic Ltr 83-28, Item 2.2.1, 
'Equipment Classification for All Other Safety- Related Components,’ Calvert Cliffs 
Units 1 & 2,” final technical evaluation rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/19. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41480:137-41480:155. 

-8706260260 “Conformance to Generic Ltr 83-28, Item 2.2.1, ’Equipment Classification 
for All Other Safety-Related Components,’ Calvert Cliffs Units 1 & 2.’’ informal techni- 
cal evaluation rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7427. 87/05/31. NRC - No Detailed Affiliation 
Given. 18pp. 41480:138-41480:155. 

8706030378 Forwards corrected pages re two input values to reload design rept that 
were incorrectly reported in 870206 application for amend to License DPR-69. 
MIHALCIK.J.A. Baltimore Gas & Electric Co. 87/05/26. MCNEIL.S.A. NRC - No De- 
tailed Affiliation Given. 4pp. 41152:148-41152:151. 

8706050019 Informs that deadline for submission of info requested in Generic Ltr 87-06 
extended to 870711, per util 870522 request.Present & anticipated workload to comply 
w/generic ltr request cited as reasons for extension. 

MCNEILL, S.A. Project Directorate 1-1. 87/05/28. TIERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 2pp. 41200:233-41200:234. 

8706050011 Informs that interim approval of ASME Code relief from hydrostatic test re- 
quirements for auxiliary feedwater sys granted,per util 870529 request. Relief contin- 
gent on visual exam of sys outside containment at least once per wk. 

CAPRA, R.A. Project Directorate 1-1. 87/05/29. TIERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 3pp. 41200:212-41200:214. 

8706080072 Requests extension of time for submitting DCRDR supplemental summary 
rept from June 1987 to June 1988.Addl yr of work will result in quality product of en- 
during value to design activities. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 87/05/29. Document Control Branch 
(Document Control Desk). 2pp. 41218:246-41218:247. 

8706100219 Forwards request for addi info re util 831105,840229 & 850607 responses 
to Generic Ltr 83-28, "Required Actions Based on Generic Implications of Salem 
ATWS Events," Item 2.2.2.Request modifies 870324 request for addI info. 

MCNEIL,S.A. Project Directorate 1-1. 87/06/01. T1ERNAN,J.A. Baltimore Gas & Elec- 
tric Co. 4pp. 41245:199-41245:202. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160038 Forwards addi info requested during 870428 telcon w/NRC re RETRAN 
topical rept & util response to NRC 861120 request for addi info. Differences between 
Mods 2 & 3 to RETRAN-02 code discussed. RETRAN-02 Mod/03 not approved by 
NRC. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/06/09. Document Control Branch 
(Document Control Desk). 47pp. 41306:005-41306:051. 

8706180289 Requests exemption from annual reporting requirements in 
10CFR50.54(a)(3) & 10CFR50,71 (e)(4) for 2 months beginning 870702 & ending 
870902.Personnel responsible for repts needed for environ qualification program. Fee 
paid. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/06/11. Document Control Branch 
(Document Control Desk). 2pp. 41390:198-41390:199. 

8706190025 Forwards addi info verifying compliance W/10CFR50.62 re reduction of risk 
from ATWS events,supplementing 860627 ltr & 870401 discussion. Rev to summary of 
870401 meeting end. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/06/11. Document Control Branch 
(Document Control Desk). 25pp. 41396:138-41396:162. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706240346 Discusses Item 5 re control circuitry & 18 concerning feedwater line 
break,in response to NRC 870430 request for addi info on TMI Action Item 
I I.D.1. Response to other items will be submitted by 880101 due to complexity of anal- 
yses. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 87/06/16. Document Control Branch 
(Document Control Desk). 2pp. 41449:069-41449:070. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MtRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41682:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1, Office of Director. 4pp. 41119:272-41 119:275. 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706080094 Requests relief from inservice insp requirements of ASME Code Section 
Xl.Performance of hydrostatic pressure test on portion of auxiliary feedwater sys within 
first insp interval impractical. Fee paid. 

LIPPOLD,W.J. Baltimore Gas & Electric Co. 87/05/29. Document Control Branch 
(Document Control Desk). 4pp. 41218:281-41218:284. 

8706120006 Forwards Insp Repts 50-317/87-10 & 50-318/87-11 on 870414-051 8.No 
violations noted.Continued attention to problems w/use of commercial quality replace- 
ment parts in Class 1 ,2 & 3 sys encouraged. 

WENZINGER,E.C. Region 1, Office of Director. 87/06/01. TIERNAN,J.A. Baltimore 
Gas & Electric Co. 2pp. 41270:312-41270:325. 

-8706120012 Insp Repts 50-317/87-10 & 50-318/87-11 on 87041 4-051 8.No violations 
noted.Major areas inspected:facility activities, routine insps,operational 
events,maint,surveillance,physical security & licensed operator requalification training. 
TRIPP,L.E. Region 1, Office of Director. 87/05/29. 12pp. 41270:314-41270:325. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110331 Forwards Exam Repts 50-317/87-05OL & 50-31 8/87-05OL of exam admin- 
istered during wk of 870420. 

WEN2INGER,E.C. Region 1, Office of Director. 87/06/08. TIERNAN,J.A. Baltimore 
Gas & Electric Co. 2pp. 41267:305-41267:355. 

-8706110347 Exam Repts 50-31 7/87-05OL & 50-318/87-05OL of exam administered 
during wk of 870420-24. Exam results:both reactor operator candidates passed retake 
exams. 

COE,D.H. Region 1. Office of Director. 87/06/04. 41pp. 41267:307-41267:348. 

—8706110357 Forwards comments & answer key corrections re 870421 operator license 
exam.Documentation to support suggested answer key correction end. 

* Baltimore Gas & Electric Co. 87/04/22. KELLER, R.M. Region 1, Office of Director. 
7pp. 41267:349-41267:355. 

8706150136 Forwards Insp Rept 50-318/87-10 on 870406-10.No violations noted. 
JOHNSTON, W.V. Region 1. Office of Director. 87/06/09. TtERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 41298:087-41298:093. 

—8706150140 Insp Rept 50-318/87-10 on 870406-10.No violations noted. Major areas 
inspected:inservice insp (ISI) program & steam g^enerator Integrity, including review of 
IS! procedures,data records & observation of NDE activities. 

LODEWYK,A.J., STROSNIDER,J.R. Region 1, Office of Director. 87/06/03. 5pp. 
41298:089-41298:093. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230054 Forwards Insp Rept 50-318/87-15 on 87051 1-15.No violations noted. 
JOHNSTON,W.V. Region 1, Office of Director, 87/06/15. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp. 41421:248-41421:255. 

—8706230079 Insp Rept 50-318/87-15 on 87051 1-15.No violations noted. Major areas 
inspected:inservice insp data & QA coverage of inservice insp activities & licensee 
repair activities associated w/socket weld near Valve 2-RV-439. 

MCBREARTY,R.A., STROSNIDER,J.R. Region 1, Office of Director. 87/06/09. 6pp. 
41421:250-41421:255. 

8706240418 Forwards Safety Insp Repts 50-317/87-12 & 50-318/87-13 on 870427- 
0501 & notice of violation.Notice of violation re acceptance criteria for certain safety- 
related analog instruments not properly established not being issued. 

JOHNSTON.W.V. Region 1, Office of Director. 87/06/16. TEIRNAN,J.A, Baltimore 
Gas & Electric Co. 4pp. 41465:171-41455:186. 

-8706240422 Notice of violation from insp on 870427-0501. 

JOHNSTON.W.V. Region 1, Office of Director. 87/06/16. Ip. 41455:175-41455:175. 

-8706240426 Insp Repts 50-317/87-12 & 50-318/87-13 on 870427-0501. Violations 
noted:danger tagged valve removed from auxiliary feedwater chemical addition piping 
during mod work being accomplished under Maint Order 205-234-874A. 

PETRONE.C,, WALLACE.E.D., BLUMBERG.N. Region 1, Office of Director. 87/06/16. 
11pp. 41455:176-41455:186. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 87/06/22, 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 



116 DOCKETED ITEMS 


R. Periodic operating reports & related correspondence 


8706240220 Vonthlv cc,:'.r;!^ng repts for May 1987.W/870612 Itr. 

BEHNKE.C Baltimore Gas & Electric Co. 87/05/31. 11pp. 41438:287- 

41438:297. 


S. Reportable occurrences, LERs & related correspondence 

8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR.RES.AEOD & regional ofcs re events which occurred since 870507 meeting.List 
of attendees & viewgraphs end. 

LANNING.W. Events Assessment Branch. 87/05/27. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41162:242-41162:260. 

8706110368 Advises that supplemental LER 87-002 re failure of ler:d''ac c -c:;it in feed- 
water regulating valve control sys will be submitted on 870922 ir:stc.ad o: 670622 due 
to time required to investigate & determine root cause. 

LEMONS, J.R. Baltimore Gas & Electric Co. 87/06/03. Document Control Branch 
(Document Control Desk). 1p. 41267:188-41267:188. 

8706110185 LER 87-004-00;on 870507.1eak discovered in 0.5 inch diameter inlet piping 
1: r-:"-'- '.sis cor .iL-cled to determine cause.Cracked pipe spool replaced & 

coc.-'-f; loop 2: ■'O'L.rned to svc.W/870605 Itr. 

, Lt.'GNS.J Baltimore Gas & Electric Co. 87/06/05. 4pp. 
41266:263-41266:266. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
*1 978, insulated lugs used on all equipment. 

DOUGHERTY,J.G. Vitro Frcinee.nnq Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 414:; l:243-~'-':L 


V. Operator Examinations 

8706120006 Forwards Insp Repts 50-317/87-10 & 50-318/87-11 on 87041 4-051 8.No 
vic'at'c"? noted Certinued attention to problems w/use of commercial quality replace- 
•r.oiT in Class ‘ ,2 &. 3 sys encouraged. 

WENZINGER.E.C. Rccion 1, Offee o* nire:tor. 87/06/01. TIERNAN.J.A. Baltimore 
Gas & Electric Co. 2pp <■ 1 27:;'3 1 2-1 1 2 /O 325 

-8706120012 Insp Repts 50-317/87-10 & 50-318/87-11 on 87041 4-051 8.No violations 
noted.Major areas inspected:facility activities, routine insps, operational 
events, maint,surveillance,physical security & licensed operator requalification training. 
TRIPP,L.E. Region 1, Office of Director. 87/05/29. 12pp. 41270:314-41270:325. 

8706100205 Forwards revised NRC Form 398, “Personal Qualifications Statement - Li- 
censee." Rev reflects chances tc 10C‘=^P55 elective 870526.Requests all applica- 
tions be submitted on rcv.sec fc'm tccinf'..-:: ;?7C;“i6. 

COLLINS.S.J. 1 C”'ic;o ci Croc-.or. S;--':'3/:)4. TIERNAN.J.A. Baltimore Gas & 

Electric Co. 18pp. *1 ■:23ii:0=!2-<: 

8706110331 Forwards Exam Repts 50-31 7/87-05OL & 50-31 8/87-05OL of exam admin- 
istered '.vk of 870420. 

'w“N2‘ NGLT’:,!,-; C Region 1. Office of Director. 87/06/08. T1ERNAN,J.A. Baltimore 
a Co. 2pp. 41267:305-41267:355. 

-8706110347 Exam Repts 50-31 7/87-05OL & 50-318/87-05OL of exam administered 
during wk of 870420-24.Exam results:both reactor operator candidates passed retake 
exams. 

COE.D.H., KELLER, R.M., COLLINS.S.J. Region 1, Office of Director. 87/06/04. 41 pp 
41267:307-41267:348. 

-8706110357 Forwards comments & answer key corrections re 870421 operator license 
evsm.Dccumentation to f;;:cnc'* .suoccsted answer key correction end. 

■ Ba-timc'-j Gar. & Electric Co. ij?<'0^-.'22. KELLER, R.M. Region 1. Office of Director. 
7pp. 41267:349-41267:355. 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


8706300989 Requests cost estimate for installation of addi circuitry at emergency opt>r- 
ations facility & permission to use site & company property for contingency 
teloco.'~im:.in;cr;tionf?.pe'' ensite communicati on 850326. 
VAR'''l\.i'.'. Req'on Office of Director, r, ■ -Zv ■■...KL: :■ i ) General Public Utiit- 
sie.s Co'r> - GPO'Se-'.-.c..; Corp. 4pp. 41504:209-41504:212. 

8706260303 Rev 1 to Emergency Plan Implementing Procedure 6415-IMP-1300,19. 
“Emergency Dosimetry/Security Badge Issuance.’’ 

* General Public Utilities Corp. - GPU Service Corp. 87/06/23. 7pp. 41481:21^ 
41481:218. 


G. Adjudicatory correspondence 

8706020115 Notice of deposition of AB Beach.* Instructs AB Beach to testify re knowl- 
edge of allegations made by R Parks re util, facility,Bechtel employees & NRC investi- 
gation of allegations.W/Certificate of Svc.Related correspondence. 

HICKEY, J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY, J.P. Shaw, 
Pittman. Potts & Trowbridge. #287 3599. 87/05/26. 3pp. 41124:225-41124:227. 

8706020117 Forwards complete copy of document previously identified by NRC S 
sought in 870204 motion to compel (Item 3, Page 48). NRC unable to find document 
identified in licensee 870406 memorandum re discovery motions.Related correspond- 
ence. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #28 7 3 598. 87/05/26 
HICKEY, J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY, J.P. Shaw, 
Pittman, Potts & Trowbridge. 14pp. 41124:21 1-41 124:224. 

8706030199 Forwards Kanga desk calendars for 1982 & 1983.Legible copies of Arnold 
desk calendars could not be made but available at author ofc for insp in next 30 
days.Minutes of TWG 830328 meeting encl.per Interrogatory 1 1.Svc list enct. 

HICKEY, J.P. General Public Utilities Corp. - GPU Service Corp, HICKEY.J.P. Shaw, 
Pittman. Potts & Trowbridge. #287 3629. 87/05/28. JOHNSON, G.E. Assistant Gener- 
al Counsel for Hearings. 77pp. 41140:030-41 140:106. 

8706030191 Notice of deposition of RD Parks.* Parks requested to appear at ofcs of 
Thelen.Marrin, Johnson & Bridges in Newport Beach. CA to testify re allegations & ac- 
tivities concerning plant. Certificate of Sve end. Related correspondence. 

HICKEY.J.P. General Public Utilities Corp. - GPU Service Corp, HICKEY.J.P, Shaw, 
Pittman, Potts & Trowbridge. #287 3627. 87/05/29. 3pp. 41138:329-41138:331. 

8706090142 Confirms 870528 conversation re agreement to postpone Beach 
deposition, previously noticed for 870601, to enable further consideration of stipulated 
testimony which may obviate need for Beach to appear.W/Svc list.Related corre- 
spondence. 

HICKEY.J.P. Shaw, Pittman. Potts & Trowbridge. #287 3642. 87/05/29. 

JOHNSON.G.E. Assistant General Counsel for Hearings. 2pp. 41206:145-41206:146. 

8706030296 Request for clarification & mod.* In appearances section of Board recom- 
mended decision, “applicants" should be changed to "numerous employees" & listed 
individuals be added following Moeller name.Certificate of Sve end. 

VOIGT, H.H. General Public Utilities Corp. - GPU Service Corp. VOIGT, H.H. LeBoeuf. 
Lamb, Leiby & MacRae. #287 3626. 87/06/01. 4pp. 41140:107-41140:110. 

8706090083 Forwards notice of deposition of RD Parks, inadvertently omitted from 
Friday transmittal. Related correspondence. 

HICKEY.J.P. Shaw. Pittman. Potts & Trowbridge. #287 3641. 87/06/01. 

JOHNSON.G.E. Assistant General Counsel for Hearings. 1p. 41205:121-41205:128. 

—8706090095 Notice of deposition of RD Parks.* Notice of deposition for RD Parks to 
appear in Newport Beach, CA on 870622 to give testimony by deposition upon oral 
exam re investigations of allcqr.ticnsS.'.V.'Cr''*.ificato of Svc.Related correspondence. 
HICKEY, J.P. General Pub:ic Ulnnics Corp ■ GPU Service Corp. HICKEY.J.P. Shaw. 
Pittman, Potts & Trowbridge. 87/06/01. 7pp. 41205:122-41205:128, 

8706090085 Forwards subpoena issued by Judge Smith of NRC re enforcement pro- 
ceeding at GPU request.Enforcement proceeding involves civil penalty imposed by 
NRC on basis of findings following 830323 investigation. Related correspondence. 
HICKEY.J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY.J.P. Shaw, 
Pittman, Potts & Trowbridge. #287 3638. 87/06/01. FEINBERG.D. Affiliation Not As- 
signed. 6pp. 41205:115-41205:120. 


F. Security, medical, emergency & fire protection plans 


8706100070 Revised emergency plan implementing procedures, including Rev 2 to 6420- 
■MF-13:o.C4 “Cortact/Callout of Emergency Personnel" & Rev 1 to 6420-IMP- 
Uj.l:.:?-';, ■-'iciva'.io.n of Recovery Technical Support Ctr.” 

* General Public Utilities Corp. - GPU Service Corp. 87/06/02. 26 pd 41233-201- 


8706150181 Rev 1 to TMI-2 Emergency Preparedness Administrative Procedure 6420- 
ADM-1 300.02, “Emergency Eouipment Readiness.” 

BROWN.N.D., BEVELAQUA..,..J.. TlJR\r.;.R.C.y.’ Gc.'-eral Public Utilities Corp. - GPU 
Service Corp. 87/06/05. 40pp. 4 ' ! 87:ri ‘ -l-.i ' g :': 2 " 5 . 

8706220392 Forwards Rev 23 to plant modified amended physical security plan in re- 
sponse to NRC 870323 Itr.Proposed rev to TMl-MAPSP to modify security measures 
at TMI-2 will be submitted, per util 870415 presentation.EncI withheld. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 87/06/10, Document 
Control Branch (Document Control Desk). Ip. 41411:146-41411:146. 

1 & 2 to Emergency Plan Implementing Procedures 6415-IMP- 
1300 16, Contaminated Injuries" & 641 5-IMP-1 300.06, “AddI Assistance & Notifica- 
tion, respectively. Revised table of contents end. . 

WHITEHEAD.J.L., EHERTS.R.F., BROWN.N.D. General Public Utilities Corp - GPU 
Service Corp. 87/06/15. 46pp. 41428:032-41428:077. ^ 


6706090088 Forwards subpoena for deposition of D Feinbcrg & subpoena duces tecum 
for DOL documents re proceodi.ng per 870529 lelcon.Doposiiion to be conducted on 
870618 in Harrisburg, PA.vV/.svc correspondence. 

HICKEY, J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY.J.P. Shaw, 
Pittman, Potts & Trowbridge. #287 3640. 87/06/01. NEWMAN.F. Labor, Dept. of. 
3pp. 41205:104-41205:114. 

—8706090103 Subpoena directing D Feinberg to appear on 870618 for deposition re 
allegations.Related correspondence. 

SMITH, I.W. Atomic Safety and Licensing Board Panel. 87/05/29. Affiliation Not As- 
signed. 8pp. 41205:107-41205:114. 

8706090122 Forwards subpoena duces tecum for documents re complaint filed w/Wage 
& Hour piv by RD Parks on 830323 & 860813 order outlining issues in enforcement 
proceeding.Util wishes to depose Feinberg on 87061 S.Related correspondence. 
HICKEY.J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY.J.P. Shaw. 
Pittman, Potts & Trowbridge. #287 3639. 87/06/01. Labor, Dept. of. 2pp. 41205:129- 
41205:138. 

“8706090130 Subpoena duces tecum directing US Dept of Labor to produce, for insp & 
copying by GPU, all documents in possession, custody or control re RD Parks by 
870609,Related correspondence. 

SMITH.I.W. Atomic Safety and Licensing Board Panel. 87/05/29, General Public Utili- 
ties Corp. - GPU Service Corp. 8pp. 41205:131-41205:138. 


emergency plan implementing procedures, including Rev 2 to 6415- 
lMP-1 300.06. Addi Assistance & Notification” & Rev 1 to 641 5-IMP-1 300.16, “Con- 
taminated Injuries." Updated table of contents end. 

NELSOKM.A., BEVELACQUA.J.J., POTTS, W.E. General Public Utilities Corp - GPU 
Service Corp. 67/06/15. 46pp. 41433:161-41433:206. ^ 


8706090112 GPU Nuclear response to NRC Staff request for production of documents. 
Request 1 overly broad, burdensome & of limited relevance. Request 2 vague. Related 
correspondence. 

HICKEY.J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY.J.P. Shaw, 
Pittman, Potts & Trowbridge. #287 3668. 87/06/02. Office of the General Counsel. 
397pp. 41206:162-41207:198. 
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8706090118 Forwards RD Parks notice of deposition. Deposition period of 870622-24 
occFrmrd Cedi^icpte of Svc end. Related correspondence. 

'i ■ i.sistant General Counsel for Hearings. #287 3653. 87/06/02. 
PARKS, R.D. Affiliation Not A-ssigned. 8pp. 4 120 7:299 ■■■* 1207:30(5. 

8706160110 Forwards subpoena for deposition of RA Meeks to appear in 
Washington, DC on 87061 B.Certificate of Svc end. Related correspondence. 

LEWIS, D.R. General Public Utilities Corp. - GPU Service Corp. LEWIS, D.R. Shaw, Pitt- 
man, Potts & Trowbridge. #287 3714. 87/06/05. MEEKS, R.A. EG&G. Inc. 2pp. 
41296:138-41296:147, 

8706160045 Forwards nine stipulations of fact which NRC would have sought to estab- 
lish through testimony of AB Beach. Related correspondence. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #287 3729. 87/06/08. 
HICKEY, J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY, J.P. Shaw, 
Pittman, Potts & Trowbridge. 4pp. 41297:244-41297:247. 

8706160068 GPU Nuclear partial response to NRC Staff first request for admissions.* 
Util reserves right to object if NRC introduces irrelevant admissions into evidence.Util 
comment resolution sheets & Certificate of Svc end. Related correspondence. 

LEWIS, D.R. General Public Utilities Corp. - GPU Service Corp. LEWIS,D.R. Shaw, Pitt- 
man, Potts & Trowbridge. #287 3731. 87/06/08. Atomic Safety and Licensing Board 
Panel. 49pp. 41297:180-41297:228. 

8706190066 Affirmation.* PR Clark sworn statement indicating that GPU subscribes to 
reasons stated in response for denying or not being able to admit or deny particular 
requests.W/ Certificate of Svc.Related correspondence. 

CLARK,P.R. General Public Utilities Corp. - GPU Service Corp. #287 3763. 87/06/10. 
2pp. 41388:048-41388:049. 

8706250045 Request for review w/parties of administrative judges recommended deci- 
sion of 870521.* Forwards Aamodts motion requesting Commission consideration of 
most important record evidence. 

AAMODT,M.M. Aamodts. #287 3788. 87/06/10. Commissioners. Ip. 41448:123- 
41448:135. 

-8706250070 Motion for reconsideration of recommended decision, 870521.* Requests 
Board correction of highly prejudicial statements in Footnote 40 on Page 250 that 
could be inurious to Aamodt reputation.Svc list end. 

AAMODT,M.M. Aamodts. 87/06/10. Atomic Safety and Licensing Board Panel. 12pp. 
41448:124-41448:135. 

8706160173 Motion to quash subpoena.* Motion for order quashing subpoena for depo- 
sition of D Feinberg who investigated R Parks whistleblower complaint.Grounds for 
motion outlined in end memorandum & suopcrtr.g affidavits. 

NEWMAN, F.F. Labor, Dept. of. #287 3'TiO. 8".'b6 ' '. Atomic Safety and Licensing 
Board Panel. Ip. 41294:105-41294:132. 

“8706160212 Memorandum of points & authorities in support of motion to quash sub- 
poena.* Supports Dept of Labor (DOL) 870601 motion to quash licensee 870601 sub- 
poena served on DOL & D Feinberg.Affidavits & Certificate of Svc end. 

NEWMAN, F.F. Labor, Dept. of. 87/06/09. Atomic Safety and Licensing Board Panel. 
27pp. 41294:106-41294:132. 

8706190088 Requests that NRC identify, by name, all individuals to whom request for Ad- 
mission Number 102 refers & identify basis for making such allegation. Related corre- 
spondence. 

LEW1S,D.R. Shaw, Pittman, Potts & Trcwbridgn -^287 3761. 87/06/11. BERRY, G.A. 
Assistant General Counsel for Hearings ilpp. 4 ;33i}. 143-/'. KjefLMS. 

8706190093 Forwards list providing first names of 13 individuals whose full names in- 
complete in ASLBP records,per 870609 telcon. Related correspondence. 
NASS1KAS,J.N. General Public Utilities Corp. - GPU Service Corp. NASSIKAS,J.N. 
Shaw, Pittman, Potts & Trowbridge. #287 3750. 87/06/11. DAVIS, B. Atomic Safety 
and Licensing Board Panel. Ip. 41389:206-41389:206. 

8706250067 Ack receipt of end DR Lewis 870610 Itr forwarding payment in connection 
w/recipient forthcoming deposition on 870616 in Washington, DC.Related correspond- 
ence. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #287 3795. 87/06/11. 
MEEKS,R.A. EG&G, Inc. Ip. 41448:043-41448:044. 

-8706250075 Forwards payment to Meeks which represents allowable witness travel & 
subsidence fees.Related correspondence. 

LEWIS,D.R. Shaw, Pittman, Potts & Trowbridge. 87/06/10. JOHNSON, G.E. Assistant 
General Counsel for Hearings, Ip. 41448:044-41448:044. 

8706250083 NRC Staff motion to compel production of documents,* Util arguments of 
vagueness,corporate-wide search burden & atty client privileges specious,w/o founda- 
tion & should be rejected. 

BARTH, C.A. Assistant General Counsel for Hearings. #287 3794. 87/06/12. Atomic 
Safety and Licensing Board Panel. 6pp. 41448:073-41448:088. 

“8706250101 General Public Util response to NRC Staff request for production of docu- 
ments.* Individuals named in document request & mgt personnel contacted & un- 
aware of other documents responsive to request. W/Certificate of Svc. 

HICKEY, J.P. General Public Utilities Corp. - GPU Service Corp. HICKEY.J.P. Shaw, 
Pittman, Potts & Trowbridge. 87/06/02. Atomic Safety and Licensing Board Panel. 
6pp. 41448:079-41448:084. 

-8706250108 NRC Staff request for production of documents.* As used in request,term 
“document” has same definition as that set forth in util first request for production of 
documents, filed on 860923.W/Certificate of Svc. 

BERRY, G.A. Assistant General Counsel for Hearings. 87/04/28. Atomic Safety and 
Licensing Board Panel. 4pp. 41448:085-41448:088. 

8706250099 GPU response to “motion to quash subpoena.”* Dept of Labor 870601 
motion to quash subpoena served on D Feinberg should be denied.W/Certificate of 
Svc. 

HICKEY.J.P. General Public Utilities Corp. - GPU Service Corp. #287 3805. 87/06/15. 
Atomic Safety and Licensing Board Panel. 14pp, 41447:339-41447:352. 

8706250258 (Motion for reconsideration, 870610).* Corrections to Pages 3 & 4 listed. 
AAMODT,M.M. Aamodts. #287 3817. 87/06/17. Atomic Safety and Licensing Board 
Panel. 1p. 41448:217-41448:217. 


8706250130 Memorandum on Staff 870612 motion to compel production of docu- 
ments.* Advises that staff will renew motion to compel re Bechtel Directive 2-1, if addi 
info still needed after deposition of Hoffmann. Motion suspended. Served on 870622. 
SMITH, I.W. Atomic Safety and Licensing Board Panel. #287 3831. 87/06/19. 2pp. 
41447:253-41447:254. 

8706250144 Response of numerous employees to Aamodt request to file comments on 
recommended decision.* Numerous employees do not agree w/Aamodt that recom- 
mended decision is greatly in error.Certificate of Svc end. 

VOIGT, H.H. General Public Utilities Corp. - GPU Service Corp. VOIGT, H.H. LeBoeuf, 
Lamb, Leiby & MacRae. #287 3818. 87/06/19. Commissioners. 5pp. 41448:038- 
41448:042. 

8706300449 Inquiry into TMl Unit 2 leak rate data falsification.* Notice of reconstitution 
of ASLB appointing SJ Wolfe in place of JL Kcl'ey St.'-Vvici or. FTOGPj 
COTTER, B.P. Atomic Safety and Licensing Snnrc rp?/- .ibR*: 87/06/22. 2pp. 

41495:187-41495:188. 

8706300487 Memorandum & order ruling on Dept of Labor motion to quash subpoena.* 
Order & appeal overruling motion to quash subpoena to D Feinberg.Served on 
870623. 

SMITH,I.W. Commissioners. #287 3879. 87/06/22. Labor, Dept. of. 11pp. 41495:338- 
41495:348. 

8706300537 Responds to 870610 motion requesting that ASLB reconsider 870521 deci- 
sion re leak rate falsification at plant. Comments re decision should be sent to NRC 
staff.Served on 870623. 

MALSCH.M.G. Deputy General Counsel for Licensing & Regulation. #287 3867. 87/ 
06/22. AAMODT, M.M. Committee on Health Aspects & Management of Nuclear 
Power. Ip. 41495:349-41495:349. 

8706300486 Response of JG Herbein to Aamodt request for review & motion for recon- 
sideration.* Opportunity for comment should come after NRC has made recommenda- 
tions to Commission.Certificate of Svc end. 

HERBEIN,J.G. General Public Utilities Corp. - GPU Service Corp. HERBEIN, J.G. 
Isham, Lincoln & Beale. #287 3893. 87/06/23. Commissioners. 5pp. 41495:328- 
41495:332. 

8706300528 Order (re corrections or mods to recommended decision).* Order correct- 
ing or modifying ASLB 870521 recommended decision re inquiry into plant leak rate 
data falsification. Served on 870624. 

WOLFE, S.J., BRlGHT,G.O., CARPENTER, J.H, Atomic Safety and Licensing Board 
Panel. #287 3866. 87/06/23. 4pp. 41495:322-41495:325. 


P. Operating license stage documents & correspondence 


8706010048 Informs that util performed annual review of reactor bldg sump recirculation 
sys description, per NRC 820204 request. Rev not required. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/05/21. Doc- 
ument Control Branch (Document Control Desk). Ip. 41118:329-41 118:329. 

8706010124 Forwards results of analysis of dose rate underneath TMI-2 reactor 
vessel.Analysis concludes that dose rate profiles measured in Mar 1986 w/miniature 
ion chambers can be correlated to calculations re cesium contamination. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/05/21. Doc- 
ument Control Branch (Document Control Desk). 4pp. 41120:184-41120:221. 

-8706010133 “Analysis of Dose Rate Under TMI-2 Reactor Vessel.” 

SNIDOW.N.L, KING.S.Q., NITTl.D.A. Babcock & Wilcox Co. 51-1167938-00. 87/04/ 
13. 35pp. 41120:188-41120:221. 

8706010447 Forwards Rev 0 to “Defueling Water Cleanup Sys Fuel Transfer Canal/ 
Spent Fuel Pool Cross-Connect to Reactor Vessel Cleanup Sys,” safety analysis in 
support of proposed mod to defueling water cleanup sys.Fee paid. 

STANDERFER.F.R. General Public Uliliiies Corp. - GPU Service Corp. 87/05/21. Doc- 
ument Control Branch (Document Control Desk). Ip. 41130:173-41130:180. 

—8706010449 Rev 0 to “Defueling Water Cleanup Sys Fuel Transfer Canal/ Spent Fuel 
Pool Cross-Connect to Reactor Vessel Cleanup Sys." 

SMITH, M.D., SHEPPARD.R.E., BUCHANAN, D.R. General Public Utilities Corp. - GPU 
Service Corp. 87/05/21. 7pp. 41130:174-41130:180. 

8706030387 Forwards Rev 4 to 4350-3153-85-1, "Load Handling Inside Containment & 
Over Fuel Pool A SER," for review & approval. Load drop in stated area unlikely.Rev 
doie'.es l it hcinh: resKcticrs for coromJ cDnt.t:'''mc''t.Fee paid. 

STANCE-T-FF.r.H. Gonernl =>ub' c Lh'-t os Ccrp. - GPU Service Corp. 87/05/22. Doc- 
ument Control Branch (Document Control Desk). Ip. 41169:179-41169:199. 

“8706030394 Rev 4 to “Load Handling Inside Containment & Over Fuel Pool A,SER.“ 
SHEPPARD.R.E.. TURNER. POTTS, W. General Public Utilities Corp. - GPU Service 
Corp. 4350-3153-85-1 R04. 87/05/21. 20pp. 41169:180-41169:199. 

8706030364 Forwards Rev 5 to 4350-3256-85-1, "SER for Canister Handling & Prepara- 
tion for Shipment,” for review & approval. Util requests rev be reviewed concurrently 
w/Rev 4 to SER. Fee paid. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Sen/ice Corp. 87/05/26. Doc- 
ument Control Branch (Document Control Desk). 2pp. 41152:152-41152:158. 

-8706030368 Rev 5 to “SER for Canister Handling & Preparation for Shipment.” 

* General Public Utilities Corp. - GPU Service Corp. 4350-3256-85-1 R05. 87/05/18. 
5pp. 41152:154-41152:158. 

8706040128 Approves proposed Rev 15 to TMl-2 organization pl$n, combining all activi- 
ties re defueling operations under one organization & transfering some responsibilities 
to defueling engineering section. 

TRAVERS, W.D. TMI-2 Cleanup Project Directorate. 87/05/28. STANDERFER.F.R. 
General Public Utilities Corp. - GPU Service Corp. 2pp. 41 181:244-41181:245. 

8706100059 Forwards evaluation of list of federally protected species known to inhabit 
or frequent Commonwealth of PA, per NRC 870506 recjuest.Evaluation concludes no 
species would be adversely impacted by alternative disposal methods. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/06/03. Doc- 
ument Control Branch (Document Control Desk). 4pp. 41232:356-41232:359. 
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8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLJA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160385 Forwards “TMI-2 Canister Filter Element Evaluation (Revised Filter 
Media),” demonstrating safety aspects of canisters containing new fitter media bound- 
ed by previous structure & criticality safety analyses. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/06/10, Doc- 
ument Control Branch (Document Control Desk). 2pp. 41336:162-41336:181. 

-8706160390 ‘‘TMI-2 Canister Filter Element Evaluation (Revised Filter Media).” 
ROSS.H.D.. MCGUINN.E.J., CHILDRESS.P.C. Babcock & Wilcox Co. 77-1168130-00. 
87/06/03. 18pp. 41336:164-41336:181. 

8706180305 Approves 870521 proposed sys cross connect of defueling water cleanup 
sys & safety evaluation.Operation of sys contingent upon approval of applicable pro- 
cedures per Tech Spec 6.8.2. 

TRAVERS.W.D. TMI-2 Cleanup Project Directorate. 87/06/11. STANDERFER.F.R. 
General Public Utilities Corp. - GPU Service Corp. 2pp. 41392:246-41392:247. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FB! criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706220027 Informs of intent to utilize return flowpath described in 870429 technical 
evaluation rept in support of proposed mod to fuel transfer/ spent fuel pool cleanup 
sys portion of defueling water cleanup sys. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/06/12. Doc- 
ument Control Branch (Document Control Desk), ip. 41409:038-41409:038. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.RJ. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260350 Forwards Rev 16 to organization plan.incorporating util reorganization ef- 
fective 870601 .Reorganization has no direct impact on clean-up operations at 
p!ant.Description of each div w/revised functional responsibilities provided.Fee paid. 
STANDERFER.F.R. General Public Utilities Corp, - GPU Service Corp. 87/06/19. Doc- 
ument Control Branch (Document Control Desk). 3pp. 41481:304-41481:310. 

-8706260352 Rev 16 to organization plan. 

* General Public Utilities Corp. - GPU Service Corp. 87/06/19. 4pp. 41481:307- 
41481:310. 

8706260310 Forwards response to TMI Cleanup Project Directorate 870508 Comments 
2.3 & 4 re util 870311 submittal of environ evaluation for facility post-defueiing moni- 
tored storage. Response to Comment 1 will be submitted separately. 
STANDERreR.F.R. General Public Utilities Corp. ■ GPU Service Corp. 87/06/23. Doc- 
ument Control Branch (Document Control Desk). 5pp. 41479:267-41479:271. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706110395 Fonwards Safety Insp Rept 50-320/87-03 on 870401 -0508.No violations 
noted.Receipt of 870507 ltr in response to Insp Rept 50-320/87-02 ack. 

TR AVERS, W.D. TMI-2 Cleanup Project Directorate. 87/06/01. STANDERFER.F.R. 
General Public Utilities Corp. - GPU Sen/ice Corp. 2pp. 41267:160-41267:172. 

“8706110407 Safety Insp Rept 50-320/87-03 on 870401 -0508.No violations 
noted.Major areas inspectedioperations.defueling operations, conduct of operations 
within reactor bldg.surveillance testing & shipments of radioactive matls. 

MOSLAK.T., BELL,J., COLLINS, D. TMI-2 Cleanup Project Directorate. 87/05/27. 
1 1pp. 41267:162-41267:172. 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
4‘'l 7" 239 !i340. 


87(^050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involvtng Wrong Unit, Wrong Train or Wrong Component Events." Svc list 


ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11 
Consolidated Edison Co. of New York, Inc. 123pp. 41 299:270-41 300:03^ 


Problems at US LWRs.” Svc list end. 
ROSS .G.E. Division of Operational Events Assessment (Post 870411), 87/06/22 
Consolidated Edison Co. of New York, Inc, 121pp. 41437:099-41437:222. 


**^tws^Svc lisfend^^ Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 

^^rlical. Academic & Commercial Use 
4?58lc)7?5l 582^79 ^osolidated Edison Co. of New York. Inc. 109pp. 


R. Periodic operating reports & related correspondence 

8706050236 "Effluent & Offsite Dose Rept for Jan-Mar 1987." W/870529 ltr. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 87/03/31. 
10pp. 41205:023-41205:032. 

8706020151 Forwards “TMI Aquatic Study Monthly Progress Rept for Apr 1987." 
RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 87/05/22. 
HICKEY, C. NRC - No Detailed Affiliation Given. 1p. 41135:103-41135:117. 

“8706020167 “TMI Aquatic Study Monthly Progress Rept for Apr 1987.” 

* Radiation Management Corp. (RMC). 87/04/30. 14pp. 41135:104-41135:117. 

8706100346 Submits TMI-2 Cleanup Project Directorate weekly status rept for 870523- 
31 .Defueling, environ monitoring, decontamination activities, NRC evaluations & public 
meetings discussed. 

TRAVERS.W.D. TMI-2 Cleanup Project Directorate. 87/06/01. CRUTCHFIELD.D. Divi- 
sion of Reactor Projects - III, IV, V & Special Projects (Post 870411). SCHROEDER.F. 
Assistant Director for Region IV Reactors & Special Projects. 3pp. 41246:153- 
41246:155. 

8706120137 Submits NRC TMI-2 cleanup project directorate weekly status rept for 
870601 -07.Next meeting of Advisory Panel for Decontamination of TMI-2 will be held 
on 870610. 

TRAVERS.W.D. TMI-2 Cleanup Project Directorate. 87/06/08. CRUTCHFIELD, D. Divi- 
sion of Reactor Projects - III, IV, V & Special Projects (Post 37041 1 ). SCHROEDER.F. 
Assistant Director for Region IV Reactors & Special Projects. 3pp. 41280:148- 
41280:150. 

8706180488 Submits TMl-2 Cleanup Project Directorate weekly status rept for wk ol 
870608-14. 

TRAVERS, W.D. TMI-2 Cleanup Project Directorate. 87/06/15. CRUTCHFIELD.D. Divi- 
sion of Reactor Projects - III.IV.V & Special Projects (Post 870411). 3pp. 41393:187- 
41393:189- 

8706300146 Forwards TMI aquatic study monthly progress rept for May 1987. 
RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 87/06/18. 
HICKEY, C. NRC - No Detailed Affiliation Given. 1p. 41493:256-41493:269. 

“8706300164 “TMI Aquatic Study Monthly Progress Rept for May 1987." 

* Radiation Management Corp. (RMC). 87/05/31. 12pp. 41493:257-41493:269. 

8706260145 Submits TMl-2 Cleanup Project Directorate weekly status rept for 870615- 
21 . 

TRAVERS. W.D. TMI-2 Cleanup Project Directorate. 87/06/22. CRUTCHFIELD.D. Divi- 
sion of Reactor Projects - III, IV, V & Special Projects (Post 870411). SCHROEDER.F, 
Assistant Director for Region IV Reactors & Special Projects. 3pp. 41480:349- 
41480:351. 


S. Reportable occurrences, LERs & related correspondence 

8706190211 PNO-l-87-049B:on 87061 2, NRC informed that confirmed positive drug test 
results received on 10 employees.One employee fired, one reassigned & eight 
suspended. Positive results for licensed operators or mgt personnel not received. 
CONTE, R., BLOUGH.A. Region 1, Office of Director. 87/06/15. Ip, 4 1 396:091- 
41396:091. 


T. Hearing transcripts on non-antitrust matters 

8706190095 Forwards affirmation for util partial response to NRC staff first request for 
admissions.Certificate of deponent & transcript corrections for J Barton 870407 depo- 
sition end. Related correspondence, 

LEWIS, D.R. Shaw, Pittman, Potts & Trowbridge. #287 3762. 87/06/11. 

JOHNSON.G.E. Office of the General Counsel. 5pp. 41388:133-41388:137. 


V. Operator Examinations 

8706100090 Forwards revised NRC Form 398 re licensee personal qualifications 
statementRev reflects changes to 10CR65 effective 870526 & requires new appli- 
cants to complete each category completely. Form to be used beginning 870526. 
COLLINS.S.J. Region 1. Office of Director, 87/06/04. STANDERfe.F. General 
Public Utilities Corp. - GPU Service Corp. 17pp. 41233:264-41233:270. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706120194 Ack receipt of 870413 ltr forwarding revised physical security, safeguards 
contigency & guard training & qualification plans. Revs should have been sent to Doc- 
ument Control Desk per stated rule change & 10CFR50,4(4). 

REYES, LA. Region 2. Office of Director. 87/04/17. O'REILLY, J.P. Georgia Power Co. 
2pp. 41 274:1 42-41 274:143. 

8706110354 Ack receipt of Gucwa 870413 ltr re revs to physical security.safeguards 
contingency & guard training & qualification (T&Q) plans.lmplementation schedule not 
acceptable for inclusion w/revised T&Q plans. 

STOHR,J.P. Region 2, Office of Director. 87/05/28. O’REILLY, J.P. Georgia Power Co. 
3pp. 41 260: 1 54-41 260: 1 56. 

8706100009 Ack receipt of 870518 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321 /86-06 & 50-366/86-06. 

GRACE,J.N. Region 2, Office of Director. 87/06/02. O’REILLY, J.P. Georgia Power Co. 
Ip. 41238:218-41238:220. 

“8706100010 Forwards response to NRC 860528 ltr re violations noted in Insp Repis 
50-321/86-06 & 50-366/86-06.Response withheld (ref 10CFR2.790(d) & 73.21), 
GUCWA, LT. Georgia Power Co. 87/05/18. NRC - No Detailed Affiliation Given. 2pp. 
41238:219-41238:220. 
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8706160468 Informs that next annual emergency exercise at facility scheduled for 
871208.Exercise will provide State of GA & counties opportunity to exercise ingestion 
pathway portion of program. 

GUCWA.lt. Georgia Power Co. 87/06/09. Document Control Branch (Document 
Control Desk). 2pp. 41335:074-41335:075. 

8706220266 Revised emergency plan implementing instructions. including Rev 0 to EPIl- 
01, “Corporate Emergency Organization,” Rev 0 to EPi!-02, ' Nc!:‘ication of Corporate 
Emergency Organization" & Rev 0 to EPII-03.W/87061 1 Itr, 

GUCWA.LT. Georgia Power Co. 87/06/11. 115pp. 41410:179-41410:271. 

8706300599 Forwards Insp Repts 50-321/87-09 & 50-366/87-09 on 870425-0526.No 
violation or deviation identified, 

BROWNLEE, V.L Region 2, Office of Director. 87/06/18. O’REILLY, J.P. Georgia 
Power Co. 2pp. 41513:109-41513:118. 

-8706300625 Insp Repts 50-321/87-09 & 50/366-87-09 on 870425-0526. No violations 
noted. Major areas inspected:licensee action on previous enforcement 

matters, operational safety verification, maint observation & physical security. 
HOLMES-RAY.P.. MENNING.J., GARNER,L. Region 2. Office of Director. 87/06/17, 
8pp. 41513:111-41513:118. 

8706300079 Forwards amend to physical security plan. Amend withheld (ref 10CFR2.790 
& 73.21). 

GUCWA.L.T. Georgia Power Co. 87/06/22. Document Control Branch (Document 
Control Desk). 2pp. 41487:116-41487:117. 


P. Operating license stage documents & correspondence 

8706050237 Forwards EGG-NTA-7591 . “Conformance to Item 2.1 (Part 2) of Generic 
Ltr 83-28 Reactor Trip Sys Vendor Interface, Hatch- 1 & 2,Millstone-1,'’ final rept.Plants 
conform to item. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/17. CARRINGTON, M, Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41201:045-41201:059. 

-8706050250 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, Hatch-1 & 2, Millstone-1," final rept. 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER,F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7591. 87/04/30. NRC - No Detailed 
Affiliation (aiven. 14pp. 41201:046-41201:059. 

8706260294 Forwards final EGG-NTA-7589, “Conformance to Generic Ltr 83-28, Item 
2.2,2-Vendor Interface Programs for All Other Safety-Related Components:Hatch Unit 
1 & Unit 2." Plant conforms to Generic Ltr 83-28,ltem 2.2.2. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 1p. 41482:258-41482:274. 

-8706260314 Final “Conformance to Generic Ltr 83-28,ltem 2.2.2"Vendor Interface 
Programs for All Other Safety-Related Components,” informal rept. 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&(j, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7589. 87/05/31. NRC - No Detailed Affiliation 
Given. 16pp. 41482:259-41482:274. 

8706030434 Forwards Amend 1 37 to License DPR-57 & safety evaluation. Amend modi- 
fies Tech Specs to permit hydrostatic & leak testing w/noncritical reactor core. 
CROCKER.LP. Project Directorate tl-3. 87/05/26. O’REILLY.J.P. Georgia Power Co. 
2pp. 41164:261-41164:277. 

“8706030440 Amend 137 to License DPR-57, modifying Tech Specs to permit hydrostat- 
ic & leak testing w/noncritical reactor core. 

YOUNGBLOOD.B.J. Project Directorate II-3. 87/05/26. 9pp. 41164:263-41164:271. 

“8706030441 Safety evaluation supporting Amend 137 to License DPR-57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/26, 6pp. 
41164:272-41164:277. 

8706050272 Forwards Amend 138 to License DPR-57 & safety evaluation. Amend re- 
duces limits on standby liquid control sys (SLCS) to reflect use of sodium pentaborate 
& reduces min acceptable SLCS pump flow rate from 43 to 41.2 gpm. 

CROCKER,LP. Project Directorate 11-3. 87/05/28. 0’REILLY,J.P. Georgia Power Co. 
Ip. 41200:185-41200:198. 

“8706050279 Amend 138 to License DPR-57,reducing limits on standby liquid control 
sys (SLCS) to reflect use of sodium pentaborate & reducing min acceptable SLCS 
pump flow rate from 43 to 41 .2 gpm. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/05/28. 9pp. 41200:186-41200:194. 

“8706050284 Safety evaluation supporting Amend 138 to License DPR-57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/28. 4pp. 
41200:195-41200:198. 

8706100321 Forwards Amends 139 & 76 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends change Tech Specs re scram speed limit, definition of 
design power, lead test fuel assemblies & min critical power ratio limit 
CROCKER.LP. Project Directorate 11-3. 87/06/01. O’REILLY.J.P. Georgia Power Co. 
3pp. 41246:108-41246:135. 

“8706100342 Amends 139 & 76 to Licenses DPR-67 & NPF-5. respectively, changing 
Tech Specs re scram speed limit, definition of design power, lead test fuel assemblies 
& min critical power ratio limit. 

YOUNGBLOOD, B.J. Project Directorate II-3. 87/06/01. 21pp. 41246:11 1-41246:131. 

“8706100352 Safety evaluation supporting Amends 139 & 76 to Licenses DPR-57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/01. 4pp. 
41246:132-41246:135. 

8706100361 Forwards environ assessment & finding of no significant impact re 870304 
application to amend License DPR-57 by revising Tech Specs to delete certain valves 
from Table 3.7-4. 

CROCKER.LP. Project Directorate 11-3. 87/06/01. O’REILLY.J.P. Georgia Power Co. 
2pp. 41245:081-41245:086. 


—8706100373 Environ assessment & finding of no significant impact re licensee 870304 
application for amend to "^ech Srecs.rieletir'g certain valves from Table 3.7-4 that lists 
containment isolation valves s-.ib to leak rate ;esinq.pe: 10CFR50. 
YOUNGBLOOD.B.J. P'ojcct Di.'cbtor.at-.i i'-3 37/C5.-29. 4pp. 41245:083-41245:086. 

8706100429 Fonvards response to Generic Ltr 87-06, “Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves (PIVs).’’ Info includes list of PIVs, periodic 
test or other measures performed to assure integrity of PIVs. 

GUCWA,L.T. Georgia Power Co. 87/06/03. Document Control Branch (Document 
Control Desk). 20pp. 41241:200-41241:219. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706120144 Summary of 870522 meeting w/util re status of licensing actions for 
facilities.List of attendees & licensee slides end. 

CROCKER, L.P., MILLER, M.A. Project Directorate 11-3. 87/06/05. Project Directorate II- 
3. 15pp. 41280:176-41280:190. 

8706120209 Forwards Amend 140 to License DPR-57,safety evaluation, notice of issu- 
ance of amend & environ assessment. Amend modifies Tech Spec Table 3.7-4 to 
delete certain valves & change pressure at which MSIVs required to be tested. 
CROCKER,L.P. Project Directorate II-3. 87/06/05. O’REILLY, J.P. Georgia Power Co. 
2pp. 41187:261-41187:281. 

“8706120212 Amend 140 to License DPR-57, modifying Tech Spec Table 3.7-4 to 
delete certain valves listed as containment isolation valves requiring leak tests & 
changing pressure at which MSIVs required to be tested. 

YOUNGBLOOD,B.J. Project Directorate 11-3, 87/06/05. 9pp. 41187:264-41187:272. 

“8706120213 Safety evaluation supporting Amend 140 to License DPR-57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/05. 3pp, 
41187:273-41187:275. 

“8706120217 Notice of issuance of Amend 140 to License DPR-57. Amend modifies 
Tech Specs to delete certain valves listed in Table 3.7-4 as containment isolation 
valves requiring leak tests & changing pressure at which MSIVs required to be tested. 
CROCKER, L.P. Project Directorate 11-3. 87/06/05. 2pp. 41187:276-41187:277. 

“8706120223 Environ assessment & finding of no significant impact re amend to Li- 
cense DPR-57, revising Tech Specs to delete some valves from Table 3.7-4 that lists 
containment isolation valves subj to leak rate testing per 10CFR50,App J. 
YOUNGBLOOD.B.J. Project Directorate 11-3. 87/06/05. 4pp. 41187:278-41187:281. 

8706160328 Forwards updated listing of correspondence w/NRC to which written re- 
sponse expected.Util prepared to discuss mods to end outstanding submittals 
list. Licensing actions completed during past month listed. 

GUCWA,L.T. Georgia Power Co. 87/06/05. Document Control Branch (Document 
Control Desk). 5pp. 41336:197-41336:201. 

8706160551 Forwards revised Page 3.6-9 to Amend 137 of License DPR-57, replacing 
footnote inadvertently omitted. 

CROCKER.LP. Project Directorate 11-3. 87/06/09. O’REILLY.J.P. Georgia Power Co. 
2pp. 41345:022-41345:024. 

“8706160555 Revised Page 3.6-9 to Amend 137 of License DPR-57, replacing footnote 
inadvertently omitted. 

* NRC - No Detailed Affiliation Given. 87/06/09. Ip. 41345:024-41345:024. 

8706170584 Forwards Amends 141 & 77 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends modify Tech Specs to permit operation w/only one recircu- 
lation loop in operation & to implement jet pump recommendations of NUREG/CR- 
3052. 

CROCKER.L.P. Project Directorate 11-3. 87/06/10. O’REILLY, J.P. Georgia Power Co. 
5pp. 41383:193-41383:286. 

“8706170591 Amends 141 & 77 to Licenses DPR-57 & NPF-5,respectively modifying 
Tech Specs to permit only one recirculation loop in operation & to implement jet pump 
suveillance recommendations of NUREG/CR-3052. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/06/10. 82pp. 41383:198-41383:279. 

“8706170593 Safety evaluation supporting Amends 141 & 77 to Licenses DPR-57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/10. 7pp. 
41383:280-41383:286. 

8706180355 Requests that LP Crocker be granted unescorted access to facility upon 
successful completion of general employee training program scheduled for wk of 
87061 5.LP Crocker assigned as project manager for facility. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/06/10. 0’REILLY,J.P. Georgia Power 
Co. 3pp. 41393:239-41393:241. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J, Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706220132 Notification of 870630 meeting w/util in Bethesda.MD to discuss possible 
participation of facilities as lead BWR in Seismic Margin Analysis Program. 
CROCKER.LP. Project Directorate 11-3. 87/06/12. YOUNGBLOOD.B.J. Project Direc- 
torate II-3. 3pp. 41418:131-41418:133. 

8706230486 Generic Ltr 87-1 1 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design, already re- 
viewed & approved by NRC, end. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 
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Q. Inspection reports, IE Bulletins & correspondence 

8706030015 Ack receipt of 870223 response to request for addl info re violations noted 
in Insp Repts 50-321/86-28 & 50-366/86-28. Basis for denial of request that violations 
be classified as Severity Level V discussed in end. 

GRACE, J.N. Region 2, Office of Director. 87/05/19. O'REILLY, J.P. Georgia Power Co. 
3pp. 41 147:265-41 147:267. 

8706150103 Ack receipt of 870413 Itr :rfor~=.-c of steos taken to correct violations 
noted in Insp Repts 50-321/87-02 Nl-C concurs w/util basis for 

denial of violation.Violation deleted from records. 

RE^'ES.'.. A Reckon 2 Office of Director. 87/05/21. O’REILLY.J.P. Georgia Power Co. 

1p. 

8706020103 Ack receipt of 870121 Itr iHo'rrirc \'PC of F*cps taken to correct violations 
noted in Insp Repts 50-321/86-36 53-35;).'.55-3ii v’o.'.apcr. should remain as pre- 

sented in notice of vioiation.Assessment of licensee response end. 

REYES, L.A. Region 2, Office of Director. 87/05/22. O’REILLY.J.P. Georgia Power Co. 
4pp. 41146:132-41146:135. 

8706020166 Forwards Insp Repts 50-321/87-08 & 50-366/87-08 on 870328-0424. No 
violations or deviations noted. Unresolved item identified in insp repts. 

BROWNLEE, V.L. Region 2. Office of Director. 87/05/22. O’REILLY.J.P. Georgia 
Power Co. 2pp. 41 147:01 1-41 147:020. 

“8706020173 Insp Repts 50-321/87-08 & 50-366/87-08 on 870328-0424.No violations 
noted.Major areas inspected:licensee action on previous enforcement 
mr^tr-'s-coeratic-a! ssfot:/ verlfication.maint & surveillance obsen/ations & ROs. 
HC..MES FA7,P . NEJ-E-^G.M., MENNING.J.E. Region 2. Office of Director. 87/05/ 
22. 8pp. 41147:013-41147:020. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.’’ Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706080128 Provides addl response to violations noted in Insp Repts 50-321/86-34 & 
50-366/86-34 on 861 026-31. Util contends that only scaffolding matls removed from 
radiation area w/o adequate frisking. Reduction of severity level requested. 

GUCWA,L.T. Georgia Power Co. 87/05/28. Document Control Branch (Document 
Control Desk). 5pp. 41218:086-41218:090. 

8706090254 Provides written justification for limited inservice insp scope expansion & 
documents discussions provided to NRC during 870520 telcon. Increased sample size 
for 'neervice insp adeouate to como'ete insp plan for outage. 

GLD'.VA.: 7 Georg a ''cwcir Co 8 ■"'Or '29. Document Control Brandi (Document 
Ccnlrc! Desk) 1 P:"/.:. *, 22 ' ■.S."-'-'’. ■- 22 1 335. 

8706170254 Ack receipt of 870309 Itr \nforpirc N.RC of steps taken to correct violations 
noted in insp Repts 50-321/86-39 & oC -266 "SC-:! 9 & request that violation be re- 
duced to Severity Level V. Violation stands as issued. Evaluation end. 

GIBSON, A.F. Region 2, Office of Director. 87/05/29. O’REILLY.J.P. Georgia Power 
Co. 4pp. 41385:185-41385:188. 

8706100009 Ack receipt of 370518 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/86-06 & 50-366/36-06. 

GRACE, J.N. Region 2, Office of Director. 87/06/02. O'REILLY, J.P. Georgia Power Co 
1p. 41238:218-41238:220. 

“8706100010 Forwards response to NRC 860528 Itr re violations noted in Insp Repts 
50-321/86-06 & 50-366/ 86-06. Response withheld (ref 10CFR2.790(d) & 73.21) 
GUCWA.LT. Georgia Power Co. 87/05/18. NRC - No Detailed Affiliation Given 2dd 
41238:219-41238:220. 


8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.’’ Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706250146 Fonvards Exam Rept 50-321 /OL-87-01 of exam administered during 
870420-23. 

JULIAN.C.A. Region 2. Office of Director. 87/06/22. O’REILLY.J.P. Georgia Power 
Co. Ip. 41473:321-41474:025. 

“8706250150 Exam Rept 50-321 /OL-87-01 on 870420-23.Exam results:eight senior re- 
actor operators passed written & operating exams. Exam questions, answer key a uti! 
comments end. 

BROCKMAN.K.E., MUNRO.J.F. Region 2, Office of Director. 87/06/19. 63pp 
41473:322-41474:025. 

8706260376 Forwards SER re util 861114 request for relief from Section XI of ASME 
Boiler & Pressure Vessel Code for demineralized water, core spray & other buried 
ASVE Class 3 oiomg svs. Relief granted due to impracticality of testing. 

YOUNGF.: CCD.B.J. Projec: D^ectorate 11-3. 87/06/22. 0’REILLY,J.P. Georgia Power 
Co 3p?. i ■iS3 029 

“8706260381 Safety evaluation re request for relief from inservice insp requirements, 
* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/22. 3pp. 
41483:027-41483:029. 

8706260317 Responds to NRC 870504 Itr re violations noted in Insp Repts 50-321/86- 
30 & 50-366/86-30.Corrective actions:Special Purpose Procedure 52SP-100386-!E-1- 
2S revised & testing satisfactorily performed on 861009.Personnel counseled. 
GUCWA.L.T. Georgia Power Co. 87/06/23. Document Control Branch (Document 
Control Desk). 10pp. 41482:138-41482:147. 

8706300383 Forwards Insp Repts 50-321/87-11 & 50-366/87-11 on 870601-15 & notice 
of violation, 

COLLINS, D.M. Region 2, Office of Director. 87/06/24. O’REILLY.J.P. Georgia Power 
Co. 2pp. 41499:321-41499:335. 

“8706300400 Notice of violation from insp on 870601-15. 

COLLINS, D.M. Region 2, Office of Director. 87/06/24. 2pp. 41499:323-41499:324. 

“8706300410 Insp Repts 50-321/87-11 & 50-366/87-11 on 870601-15. Violations 
noted:failure to calculate lower limits of detection for plant effluents according to Tech 
Spec 4.16.1-1. 

ADAMOVIT2,S.S., HARRIS.J.D., KAHLE.J.B. Region 2, Office of Director. 87/06/23, 
11pp. 41499:325-41499:335. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706160461 Monthly operating repts for May 1987.W/870609 Itr. 

RICHARDSON.J.H.. GUCWA.LT. Georgia Power Co. 87/05/31. 13pp. 41335:260- 
41335:272. 


S. Reportable occurrences, LERs & related correspondence 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 87/06/04 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706050209 NRC Info Notice 87-026. "Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders. Svc list end. 


CUNNINGHAM R.E Division of Fuel Cycle, Medical, Academic & Commercial Use 
Consolidated Edison Co. of New York, Inc. 120pp. 

^1 239:21 7-^1 289:340, 


8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resultim 
Hurnan Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” I 


1 From 
)vc list 


ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/1 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 


8706020220 LER 87-009-00:on 870427,primary contaiment penetrations failed local leak 
rate tests.Caused by normal equipment use & wear.Corrective actions performed for 
each failed valve will be included in rev to LER.W/870527 Itr. 

BAKER, R.D., GUCWA.LT. Georgia Power Co. 87/05/27. 13pp. 41147:061-41147:073. 


V. Operator Examinations 


8706250146 Forwards Exam Rept 50-321 /OL-87-01 of exam administered during 
870420-23. 

JULIAN.C.A. Region 2, Office of Director. 87/06/22. O’REILLY.J.P. Georgia Power 
Co. 1p. '!l-''.73-321-'S-*.':7^.:C25. 

“8706250150 Exam Rept 50-321 /OL-87-01 on 870420-23. Exam results:eight senior re- 
actor operators passed written & operating exams. Exam questions, answer key & util 
comments end. 

BROCKMAN.K.E., MUNRO.J.F. Region 2, Office of Director. 87/06/19. 63pp. 
41473:322-41474:025. 
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F. Security, medical, emergency & fire protection plans 


8704020221 Responds to 870310 joint Itr requesting disqualification of author & NRC 
proceeding. Author has no authority to disqualify himself 
or NRC from performing public duties. 

Executive Director for Operations. 87/03/23. BLASS, G.J. 
Suffolk County. NY. 4pp. 40343:172-40343:192. 

“8704020634 Requests that recipient be disqualified from participating as party in Shor- 
^ appear before special session of county legislature, per recipient 
870220 Itr in response to county executive 8701 1 6 Itr. 

BLASS.G.J., LOGRANDE,M.A. Suffolk County, NY. 87/03/10, STELLO.V. Office of 
the Executive Director for Operations. 6pp. 40343:176-40343:192. 

8706170392 Submits brief rept of outlines for status of arrangements for medical svcs in 
radiological emergency response plan,per IE Info Notice 86-098. 
LEONARD, J.D. Long Island Lighting Co. 87/06/11. Document ControFBranch (Docu- 
ment Control Desk). 2pp. 41370:124-41370:125 
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8706240064 Advises that 870129 submittal of Rev 7 to emergency preparedness plan 
consistent w/provisions of 10CFR50.54(q). Info requested re compensating measures 
established for providing instructions to public. 

BUTLER, WR Rmiect Directorate 1-2. 87/06/18. LEONARD, J.D. Long Island Lighting 
Co. 3pp. -1 ' '■I;.- 33G :4.;0 M.'lfi 

8706230497 Evaluates fire protection afforded by vertical cable tray fire barrier to estab- 
lish acceptable insp criterion. Acceptable measures taken & circuits adequately pro- 
tected from possible effects of potential oil fire. 

LEONARD, J.D. Long Island Lighting Co. 87/06/19. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41433:154-41433:155. 


G. Adjudicatory correspondence 

8610220126 Informs that 861014 motion requesting documents from Commission does 
not relate to any issues being considered in ongoing adjudication. Request referred to 
staff for .siporvocristc r!v':tior. Son.'od on 861020. 

CHILK,S..J ' Ciiice of I'v:- Socro!irv of the Commission. #486 1185. 86/10/20. 
PALOMINO,F.G. New York, State of. Ip. 38324:327-38324:327. 

8706250380 Requests cancellation of NRC 870512-13 meetings w/licensee to discuss 
aspects of util request for 25% OL.lf meeting not canceled, transcript or tape of meet- 
ings requested. 

BROWN.H.B. Suffolk County, NY. BROWN,H.B. New York. State of. BROWN.H.B. 
Southampton, NY. #287 3426. 87/05/11. STELLO.V. Office of the Executive Director 
for Operations. Ip. 41462:360-41462:360. 

8706020059 Forwards errata sheet for LILCO 870414 request for authorization to in- 
crease power to 25% & motion for expedited Commission consideration.W/exception 
of typos, corrections already supplied to NRC Staff & intervenors. 

REVELEY.W.T. Long Island Lighting Co. REVELEY.W.T. Hunton & Williams. #287 
3552. 87/05/20. CHILK.S.J. Office of the Secretary of the Commission. 8pp. 
41125:080-41125:087. 

8706020088 Provides status rept on progress of OL-5 proceeding & availability of Suf- 
folS< County v/itnosses for hearing on adequacy of util reception ctrs. 
fJCf/URRAV,C M. Suffolk County. NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 
#287 3549. 87/05/20. MARGULIES.M.B., KLINE.J.R., SHON.F.J. Atomic Safety and 
Licensing Board Panel. 4pp. 41129:090-41129:093. 

8706020172 NRC Staff response to util motion to substitute KLD TR-210A for KLD TR- 
201.* Refinements to original analysis & addl data in KLD TR-201A useful to ASLB in 
compiling complete record.Motion should be granted.Certificate of Svc end. 
BACUMANN.R.G. Assistant General Counsel for Hearings. #287 3610. 87/05/21. 
Atomic Safety and Licensing Board Panel. 3pp. 41129:025-41129:027. 

8706020105 Advises that util 870512 request that NRC distribute util reply to intervenor 
opposition to expedited consideration of 25% power request should be rejected due 
to being unauthorized pleading not permitted by NRC regulations. 

BROWN.H.H. Kirkpatrick & Lockhart. #287 3574. 87/05/22, CHILK.S.J. Office of the 
Secretary of the Commission. 2pp. 41 129:253-41 129:254. 

8706020113 LILCO reply to intervenors responses to motion to limit cross examination.* 
Suffolk County & State of NY should not be permitted to rely on mischaracterization of 
OL-5 Board treatment of util motion. Certificate of Svc end. 

LEUGERS.M.J. Long Island Lighting Co. LEUGERS,M.J. Hunton & Williams. #287 

3564. 87/05/22. Atomic Safety and Licensing Board Panel. 10pp. 41129:060- 
41129:069. 

8706020120 Summarizes 870414 telcon between Congressman GJ Hochbrueckner & 
author re procedural aspects of how LILCO request for 25% license would be 
handled. Request received on date of telcon & not yet reviewed.Served on 870522. 
ZECH.L.W. Commissioners. #287 3593. 87/05/22. CHILK,S.J. Office of the Secretary 
of the Commission. 2pp. 41124:203-41124:204. 

8706020129 Motion for leave to file reply.* Responses to Suffolk County & State of NY 
answers to applicant motion to limit cross examination required to address incorrect 
representations re Frye Board 870513 ruling.Certificate of Svc end. 

LEUGERS.M.J. Long Island Lighting Co. LEUGERS.M.J. Hunton & Williams. #287 

3565. 87/05/22. Atomic Safety and Licensing Board Panel. 3pp. 41129:057- 
41129:059. 

8706020152 Motion for leave to file reply on “realism."* End reply to Suffolk County & 
State of NY 870511 response to applicant 870320 second renewed motion for sum- 
mary disposition of "legal authority" issues (Contentions EP 1-10) warranted. 
CHRISTMAN.J.N. Long Island Lighting Co. CHRISTMAN, J.N. Hunton & Williams. 
#287 3566. 87/05/22. Atomic Safety and Licensing Board Panel. 3pp. 41129:032- 
41129:056. 

“8706020158 LILCO reply to intervenors answer to motion for summary disposition of 
“legal authority" issues & motion for referral to Commission.* Applicant motion for 
summary disposition should be granted.Certificate of Svc end. 

CHRISTMAN.J.N. Long Island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 87/ 
05/22. Atomic Safety and Licensing Board Panel. 22pp, 41129:035-41 129:056. 

8706020193 NRC Staff motion for leave to file rebuttal testimony.* T Urbanik rebuttal 
testimony concerns comprehensive assignment & routing sys computer 
model.Technical analyses disclosed prior to filing should be ground for rebuttal. 
BACHMANN.R.G. Assistant General Counsel for Hearings. #287 3611. 87/05/22. 
Atomic Safety and Licensing Board Panel. 2pp. 41128:341-41128:348. 

-8706020213 Rebuttal testimony of T Urbanik on behalf of NRC Staff on capacity anal- 
ysis in vicinity of reception ctrs.* Validity of comprehensive assignment & routing sys 
computer model as traffic operational tool discussed.W/Certificate of Svc. 

URBANIK,T. NRC - No Detailed Affiliation Given. URBANIK.T. Texas A&M Univ., Col- 
lege Station, TX. 87/05/22. 6pp. 41128:343-41128:348. 

8706020056 Response of Suffolk County & State of NY to LILCO motion to modify testi- 
mony.* LILCO profferred modified testimony should be admitted subj to exclusion of 
final sentence. W/Certificate of Svc. 

ROSS.R.R. Suffolk County, NY. ROSS.R.R. Kirkpatrick & Lockhart. ZAHNLEUTER.R.J. 
New York, State of, #287 3540. 87/05/26. Atomic Safety and Licensing Board Panel. 
7pp. 41124:017-41124:023. 


8706020070 Suffolk County & State of NY opposition to LILCO motion for leave to sub- 
stitute KLD TR-201A for KLD TR-201.* Motion should be denied as attempt to seek 
unilateral advantage. Certificate of Svc end. 

MCMURRAY.C.M. Suffolk County, NY. MCMURRAY.C.M. Kirkpatrick & Lockhart. 
ZAHNLEUTER.R.J. New York, State of. #287 3541. 87/05/26. Atomic Safety and Li- 
censing Board Panel. 15pp. 41125:062-41125:076. 

8706020112 Order extending time until 870610 for Commission to act to review ALAB- 
855. Served on 870526. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3575. 87/05/26. Com- 
missioners. Ip. 41129:252-41129:252. 

8706020137 Ack receipt of LILCO 870518 "Motion to Modify Testimony" of CA Daverio 
et al.NRC takes no position re Daverio testimony & will not file response to LILCO 
motion. 

BACHMANN.R.G. Assistant General Counsel for Hearings. #287 3614. 87/05/26. 
MARGULIES.M.B., SHON.F.J., KLINE.J.R. Atomic Safety and Licensing Board Panel. 
Ip. 41123:330-41123:330. 

8706020052 Notifies that staff will present SA Schwartz & BH Weiss re issue whether 
plant 860213 exercise was “full participation" exercise.Schwartz & Weiss prefiled tes- 
timony will be served on 870605.Cross-exam on 87061 1 requested. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #287 3544. 87/05/27. 
FRYE.J.H., SHON.F.J., PARIS, O.H. Atomic Safety and Licensing Board Panel. Ip. 
41129:289-41129:289. 

8706020074 LILCO motion for leave to file rebuttal testimony.* Requests that Board 
grant leave to file rebuttal testimony of EB Lieberman on suitability of reception 
ctrs.Rebuttal testimony of EB Lieberman end. 

MILLER.S.W. Long Island Lighting Co. MILLER.S.W. Hunton & Williams. #287 3538. 
87/05/27. Atomic Safety and Licensing Board Panel. 5pp. 41129:097-41129:148. 

“8706020087 Rebuttal testimony of EB Lieberman on suitability of reception ctrs.* Cer- 
tificate of Svc end. 

LIEBERMAN,E.B. KLD Associates, Inc. 87/05/27. 47pp. 41129:102-41129:148. 

8706030283 Renewed Suffolk County motion for leave to file rebuttal testimony.* 
Renews request for leave to file limited rebuttal testimony of witnesses GC Minor & 
SC Sholly due to witnesses inability to previously address Hulman testimony. 
CASE.D.T. Suffolk County. NY. CASE,D.T. Kirkpatrick & Lockhart. #287 3632. 87/05/ 
27. Atomic Safety and Licensing Board Panel. 4pp. 41138:001-41138:029. 

“8706030302 Rebuttal testimony of GC Minor & SC Sholly on behalf of Suffolk County 
re LILCO reception ctrs (addressing testimony of LG Hulman).* Certificate of Svc end. 
MINOR.G.C., SHOLLY, S.C. Suffolk County, NY. 87/05/27. 25pp. 41138:005- 
41138:029. 

8706020063 Requests advice as to whether staff believes that further opportunity to ex- 
amine Perrow necessary in order to avoid prejudice to staff position.Response re- 
quested by 870604. Served on 870529. 

FRYE,J.H. Atomic Safety and Licensing Board Panel. #287 3535. 87/05/28. 
JOHNSON,G. Assistant General Counsel for Hearings. PIRFO,0. Hearing Branch 3. 
Ip. 41129:212-41129:212. 

8706030258 Motion to set firm schedule.* Requests that Suffolk County invitation to 
delay setting hearing schedule be denied. Board should set firm hearing schedule so 
that witnesses can arrange to attend hearings.Certificate of Svc end. 

CHRISTMAN,J.N. Long Island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 
#287 3631. 87/05/29. Atomic Safety and Licensing Board Panel. 13pp. 41138:030- 
41138:042. 

8706090148 Ack receipt of util 870522 motion for leave to file reply to intervenor re- 
sponses to 870505 motion to limit cross-examination by State of NY & Suffolk 
County.Response to 870522 motion will not be filed. 

BACHMANN.R.G. Assistant General Counsel for Hearings. #287 3650. 87/05/29. 
MARGULIES.M.B., KLINE.J.R., SHON.F.J, Atomic Safety and Licensing Board Panel. 
1p. 41206:147-41206:147. 

8706030207 Suffolk County.State of NY & town of Southhampton opposition to util 
motion for leave to file reply on realism.* Response opposing util 870522 motion for 
leave to file reply on realism.Certificate of Svc end. 

LETSCHE.K.J. Suffolk County, NY. LETSCHE.K.J. Kirkpatrick & Lockhart. 
PALOMINO, F.G. New York, State of. #287 3628. 87/06/01. Atomic Safety and Li- 
censing Board Panel. 12pp, 41 138:332-41 138:343. 

8706090111 Responds to 870303 Itr re LILCO license application to operate plant at 
various power levels.reasons for opposing plant operation & contested issues that 
remain to be resolved.Served on 870602. 

DENTON.H.R. Office of Governmental & Public Affairs (Post 870413). #287 3647. 87/ 
06/01. MILIONE.R. Citizens Action Group for Environmental Protection. 2pp. 
41207:327-41207:328. 

8706090125 FEMA guidance memos.* Forwards current guidance memos of potential 
applicability to proceeding. Certificate of Svc end.Related correspondence. 

GUMMING, W.R. Federal Emergency Management Agency. #287 3649. 87/06/02. 
126pp. 41207:345-41208:110. 

8706090194 Informs that further exam of C Perrow waived.Recall of witness unneces- 
sary. 

PIRFO.O.R. Assistant General Counsel for Hearings. #287 3654. 87/06/02. 
FRYE.J.H., PARIS, O.H. , SHON.F.J. Atomic Safety and Licensing Board Panel. Ip. 
41206:144-41206:144. 

8706100092 NRC Staff response to LILCO motion for leave to file rebuttal testimony.* 
Staff concurs that util has shown good cause for filing.particularly in regard to State of 
NY traffic analysis. 

BACHMANN.R.G. Assistant General Counsel for Hearing^ #287 3670. 87/06/04. 
Atomic Safety and Licensing Board Panel. 1p. 41226:240-41226:244. 

“8706100103 NRC Staff response to renewed Suffolk County motion for leave to file 
rebuttal testimony.* Staff does not object to filing, per NRC 870423 response confining 
testimony to scope of direct testimony filed by Staff witness LG Hulman. 
BACHMANN.R.G. Assistant General Counsel for Hearings. 87/06/04. Atomic Safety 
and Licensing Board Panel. Ip. 41226:241-41226:241. 
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-8706100113 NRC Staff response to renewed State of NY motion for leave to file re- 
buttal testimony. * Staff does not oppose filing, since state testimony relevant to traffic 
issue before licensing board. Certificate of Svc end. 

BACHMANN.R.G. Assistant General Counsel for Hearings. 87/06/04. Atomic Safety 
and Licensing Board Panel. 3pp. 41226:242-41226:244. 

8706100094 Advises that FEMA wilt be cross examined for approx 11/2 days.Util does 
not object to appearance of NRC staff witnesses on 86061 1 to accomodate witness 
schedules. 

MCCLESKEY.K.E. Long Island Lighting Co. MCCLESKEY.K.E. Hunton & Williams. 
nQl 3679. 87/06/04. FRYE.J.H.. PARIS.O.H.. SHON.F.J. Atomic Safety and Licens- 
ing Board Panel. Ip. 41228:312-41228:312. 

8706100197 LtLCO answer to renewed Suffolk County motion for leave to file rebuttal 
testimony of 870527 & motion to strike portions of Minor/Sholly rebuttal testimony.* 
Motion w/ stated passages deleted supported.Certificate of Svc end. 

CHRISTMAN, J.N. Long Island Lighting Co. CHRISTMAN, J.N. Hunton & Williams. 
#287 3695. 87/06/04. Atomic Safety and Licensing Board Panel. 5pp. 41226:189- 
41226:193. 

8706300461 NRC Staff response to LILCO motion for leave to file rebuttal testimony.* 
Licensing Board should grant LILCO motion & allow filing of rebuttal testimony of Lie- 
berman. 

BACHMANNpR.G. Assistant General Counsel for Hearings. #287 3843. 87/06/04. 
Atomic Safety and Licensing Board Panel. Ip. 41495:189-41495:193. 

-8706300504 NRC Staff response to renewed Suffolk County motion for leave to file 
rebuttal testimony.* Staff does not object to limited rebuttal testimony of GC Minor & 
SC Sholly since confined to direct testimony filed by LG Hulman. 

BACHMANN.R.G. Assistant General Counsel for Hearings. 87/06/04. Atomic Safety 
and Licensing Board Panel. Ip. 41495:190-41495:193. 

8706100145 LILCO answer to NRC Staff motion for leave to file rebuttal testimony.* Util 
supports NRC 870522 motion to file rebuttal testimony by T Urbanik.W/Certificate of 
Svc. 

CHRISTMAN.J.N. Long Island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 
#287 3692. 87/06/05. Atomic Safety and Licensing Board Panel. 3pp. 41225:349- 
41225:351. 

8706100151 State of NY & Suffolk County response to LILCO motion for leave to file 
rebuttal testimony & motion to strike portions of rebuttal testimony.* Portions of LILCO 
870527 testimony re KLD TR-201A should be stricken.Certificate of Svc end. 
ZAHNLEUTER.R.J. New York, State of. MCMURRAY.C.M. Suffolk County. NY. 
MCMURRAY.C.M. Kirkpatrick & Lockhart. #287 3693. 87/06/05. Atomic Safety and 
Licensing Board Panel. 9pp. 41226:245-41226:253. 

8706100173 State of NY & Suffolk County response to NRC Staff motion for leave to 
file rebuttal testimony.* Supports NRC 870522 motion to file T Urbanik rebuttal 
testimony.Certificate of Svc end. 

ZAHNLEUTER.R.J. New York, State of. MCMURRAY.C.M. Suffolk County. NY. 
MCMURRAY.C.M. Kirkpatrick & Lockhart. #287 3694. 87/06/05. Atomic Safety and 
Licensing Board Panel. 2pp. 41225:344-41225:348. 

8706160073 LILCO answer to renewed State of NY motion for leave to file rebuttal testi- 
mony dtd 870527.* Util supports State of NY renewed motion to file rebuttal testimony 
by witnesses Hartgen & Millspaugh.W/Certificate of Svc. 

CHRISTMAN.J.N. Long island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 
#287 3703. 87/06/05. Atomic Safety and Licensing Board Panel. 3pp. 41297:171- 
41297:173. 

8706160091 NRC Staff response to LILCO motion for leave to reply on "realism."* 
Motion supporting util 870522 motion for leave to file reply on “realism." Certificate of 
Svc end. 

JOHNSON.G.E. Assistant General Counsel for Hearings. #287 3727. 87/06/08. 
Atomic Safety and Licensing Board Panel. 6pp. 41296:182-41296:187. 

8706160096 LILCO reply to Suffolk County motion to file rebuttal testimony on Conten- 
tions EX 15/16.* Requests ASLB deny Suffolk County motion to file rebuttal 
testimony.Certificate of Svc end. 

ZEUGIN.L.B. Long Island Lighting Co. ZEUGIN,L.B. Hunton & Williams. #287 3723. 
87/06/08. Atomic Safety and Licensing Board Panel. 11pp. 41296:171-41296:181. 

8706160133 Suffolk County, State of NY & town of Southampton opposition to ASLB 
consideration of LILCO calculations re change in total population dose as result of 
mobilization delays during 860213 exercise.Certificate of Svc end. 

MILLER, M.S. Suffolk County, NY. MILLER,M.S. Kirkpatrick & Lockhart. 
PALOMINO, F.Q. New York, State of. #287 3725. 87/06/08. Atomic Safety and Li- 
censing Board Panel. 10pp. 41295:276-41295:285. 

8706160047 Order (permitting rebuttal testimony by T Urbanik).* Grants NRC 870522 
unopposed motion for leave to file T Urbanik rebuttal testimony.Served on 870610. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3707. 87/06/09. 
Office of the General Counsel. 1p. 41297:243-41297:243. 

8706160072 Memorandum & order (ruling on LILCO motion to modify testimony}.* 
LILCO 870518 motion to modify testimony of CA Daverio granted. Intervener request 
that last sentence of testimony be excluded denied.Served on 870610. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3708. 87/06/09. 
Long Island Lighting Co. 4pp. 41297:174-41297:177. 

8706160085 Memorandum & order (ruling on LILCO motion to strike testimony of S 
Cole et al).* LILCO 870418 motion to strike S Cole panel denied, w/exception of spec- 
ulative testimony contained in Request M.Served on 870610. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel, #287 3709. 87/06/09. 
Long Island Lighting Co. 12pp. 41296:190-41296:201. 

8706160048 Order (setting date for commencement of hearing}.* Commencement of 
OL-3 hearing set for 870630.lnterim starting date of hearing on 870615 
vacated.Parties should confer & present ASLB w/hearing schedule by 870624.Served 
on 870611. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3719. 87/06/10, 
Office of the General Counsel. 2pp. 41297:241-41297:242. 

8706160055 Memorandum & order (ruling on LILCO motion to strike testimony of John- 
son & Saegert}* Served on 870611. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3717. 87/06/10. 
4pp. 41297:235-41297:238. 


8706160099 NRC Staff response to State of NY & Suffolk County motion to strike por- 
tions of LILCO rebuttal testimony.* Motion opposing State of NY & Suffolk County 
870605 motion to strike LILCO 870516 request of leave for substitution. 
BACHMANN.R.G. Assistant General Counsel for Hearings. #287 3728. 87/06/10. 
Atomic Safety and Licensing Board Panel. 2pp. 41296:158-41296:163. 

-8706160107 NRC Staff response to LILCO motion to strike Minor/Sholly rebuttal testi- 
mony.* Motion opposing LILCO 870604 motion to strike portions of Minor/Sholly re- 
buttal testimony re wind shifts.Certificate of Svc end. 

BACHMANN.R.G. Assistant General Counsel for Hearings. 87/06/10. Atomic Safety 
and Licensing Board Panel. 4pp. 41296:160-41296:163. 

8706160063 Order (permitting rebuttal testimony by Hartgen & Millspaugh)* Served on 
870611. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3720. 87/06/11. 
ip. 41297:229-41297:229. 

8706190070 Memorandum & order.* Advises that motion to reopen granted as to WALK 
radio & as to agreements w/ARC & shelter owners motion denied.Served on 870612. 
CHILK.S.J. Office of the Secretary of the Commission. #287 3768. 87/06/11. 11pp. 
41388:050-41388:060. 

8706190076 Memorandum & Order CLI-87-04.* LILCO 870414 request for 25% license 
denied until parties can agree on Long Island power needs.Served on 870612. 
CHILK,S.J. Office of the Secretary of the Commission. #287 3769. 87/06/11. Long 
Island Lighting Co. 3pp. 41388:062-41388:064. 

8706190081 LILCO motion to substitute witnesses & request for expedited treatment.* 
Util moves to replace witness CA Daverio w/ DM Crocker & DP Dreikorn & add wit- 
ness Watts as replacement sponsor for Daverio.Resumes & Certificate of Svc end. 
CHRISTMAN, J.N. Long Island Lighting Co. CHRISTMAN.J.N. Hunton & Williams. 
#287 3742. 87/06/11. Atomic Safety and Licensing Board Panel. 13pp. 41388:067- 
41388:079. 

8706190056 Response of Suffolk County to LILCO motion to strike portions of rebuttal 
testimony of GC Minor & SC Sholly.* Testimony focuses on unrealistic assumptions & 
misleading results.W/Certificate of Svc. 

CASE.D.f! Suffolk County. NY. CASE.D.T. Kirkpatrick & Lockhart, #287 3741. 87/06/ 
12. Atomic Safety and Licensing Board Panel. 9pp. 41388:031-41388:039. 

8706190083 LILCO response to State of NY & Suffolk County motion to strike portions 
of rebuttal testimony.* Interveners 870605 motion to strike 870627 rebuttal testimony 
of EB Lieberman should be denied.W/Certificate of Svc, 

MILLER, S.W. Long Island Lighting Co. MILLER, S.W. Hunton & Williams. #287 3774. 
87/06/12. Atomic Safety and Licensing Board Panel. 7pp. 41388:082-41388:088. 

8706190085 Memorandum & order (ruling on LILCO motion to strike testimony of Rad- 
ford et al).* Motion denied due to listed reasons.Served on 870616. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3754. 87/06/12. 
Long Island Lighting Co. 3pp. 41388:089-41388:091. 

8706190118 Memorandum & order (ruling on LILCO motion to substitute written testimo- 
ny).* Util may suppi prefiled testimony by addition of KLD TR-201A rept & intervenors 
will submit to ASLB by 870617 proposed discovery schedule.Served on 870616. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3753. 87/06/12. 
Long Island Lighting Co. 4pp. 41388:331-41388:334. 

8706190035 Statement memorializing telephone hearing of 87061 5.* Parties agreed & 
NASLP ordered that deposing of witnesses shall be completed before start of hearing 
re facility emergency plannlng.Served on 870616. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3740. 87/06/15. 
2pp. 41387:354-41387:355. 

8706250085 Responds to 870611 request for documents re contemplated NRC staff 
testimony of Schwartz & Weiss, given exam of same witness in 870114 
deposition.Related correspondence. 

PIRFO.O.R. Assistant General Counsel for Hearings. #287 3796. 87/06/15. 

LANPHER.LC. Kirkpatrick & Lockhart. 2pp. 41448:036-41448:037. 

8706250096 Forwards response to 870612 Itr re L Lanpher informal request for docu- 
ments to NRC Staff.Related correspondence. 

PIRFO.O.R. Assistant General Counsel for Hearings. #287 3797. 87/06/15. 

IRWIN, D.P. Hunton & Williams. Ip. 41448:001-41448:001. 

8706190039 Svc of ex parte communication.* Forwards four ex parte communications 
which may not have been served on Board & parties.Documents identified through 
Ofc of Secretary search, per congressional requestServed on 87061 7. 

JULIAN. E.L Docketing & Services Branch. #287 3739. 87/06/16. Office of the Gen- 
eral Counsel. 28pp. 41387:356-41388:023. 

8706250076 Memorandum & order (ruling on LILCO motion for leave to file rebuttal tes- 
timony & intervenors motion to strike portions of rebuttal testimony).* LILCO 870527 
motion granted.Suffolk County & State of NY 870605 motion denied.Served on 
870618. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3811. 87/06/16. 
Long Island Lighting Co. 3pp. 41448:168-41448:170. 

8706250203 Notifies NRC that util will revise 870414 request, declined in NRC 870611 
Decision CLI-87-04, to undertake expedited review needed by util to operate plant at 
25% power for resubmittal .Certificate of Svc end. 

IRWIN, D.P. Long Island Lighting Co. IRWIN.D.P. Hunton & Williams. #287 3809. 87/ 
06/16. ZECH.LW., ROBERTS.T.M.. ASSELSTINE.J.K. Commissioners. 4pp. 
41444:098-41444:101. 

8706250069 Memorandum & order (ruling on LILCO motion to strike testimony of Papile 
et al).* LILCO 870418 motion to strike State of NY 870413 prefiled testimony 
denied, w/exception of testimony on recordkeeping.Served on 87061 8. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3810. 87/06/17. 
Long Island Lighting Co. 5pp. 41448:163-41448:167. 

8706250143 State of NY & Suffolk County proposed schedule re KLD TR-201A.* State 
of NY & Suffolk County submit proposed schedule for discovery & filing of addi testi- 
mony. Certificate of Svc encI.Related correspondence. 

ZAHNLEUTER,R.J. New York. State of. MCMURRAY.C.M. Suffolk County, NY. 
MCMURRAY.C.M. Kirkpatrick & Lockhart. #287 3833. 87/06/17. 6pp. 41448:184- 
41448:189. 
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8706250119 LILCO answer to interveners proposed discovery schedule on KLD TR- 
201 A & request for ruling on scope of deposition.* Certificate of Sve end. Related cor- 
respondence. 

CHRISTMAN, J.N. Long Island Lighting Co. CHRISTMAN, J.N. Hunton & Williams. 
#287 3832. 87/06/18. Atomic Safety and Licensing Board Panel. 6pp. 41447:275- 
41447:280. 

8706250122 Forwards OA Nunziata 870531 Itr & P Toy 870615 Itr for sve to 
parties.Served on 870619. 

KERR,K. Atomic Safety and Licensing Board Panel. #287 3820. 87/06/18. Docketing 
& Services Branch, ip. 41447:152-41447:156. 

-8706250142 Comments on operation of facility. If approved, NRC rationale should be 
given fullest publicity & severe penalties should be levied against those interfering w/ 
orderly plant operation. 

NUNZIATA,O.A. Affiliation Not Assigned. 87/05/31. Atomic Safety and Licensing 
Board Panel. Ip. 41447:t53-41447:153. 

-8706250151 Fonwards 870619 copy of resolution adopted by Town of Hempstead re 
util representation of Bellmore facility as reception center in Rev 8 of plant emergency 
plan. 

TOY,P. Hempstead, NY. 87/06/15. MARGULIES.M.B. Atomic Safety and Licensing 
Board Panel. 3pp. 41447:154-41447:156. 

8706300464 Informs that staff has no objection to proposed discovery set forth in State 
of NY & Suffolk County proposed schedule re KLD TR-201A.Staff objects to State of 
NY proposed date of 870722 for filing testimony.Related correspondence. 
BACHMANN.R.G. Assistant General Counsel for Hearings. #287 3869. 87/06/19. 
MARGULIES.M.B., SHON.F.J., KLINE.J.R. Atomic Safety and Licensing Board Panel, 
ip. 41488:089-41488:089. 

8706250358 Forwards package of 250 documents re external influences on Commission 
adjudicatory process in Shoreham proceeding. 

* Correspondence & Records Branch. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). Ip. 41459:066-41462:071. 

“8501160546 Decries licensee refusal to provide info to public re status of fuel 
loading.lmmediate NRC order directing util to provide regular.full & accurate disclosure 
of fuel loading & low power testing requested. 

KESSEL.R.M. New York, State of. 84/12/19. PALLADINO.N. Commissioners. 2pp. 
41461:108-41461:117. 

-8502190034 Supports resolution, "Sense of Legislature Resolution Requesting That 
NRC Permit Suffolk County to Present Oral Arguments Opposing Util Request for Low 
Power License for Shoreham Nuclear Power Plant." Resolution end. 

D’ANDRE.M.M. Suffolk County. NY. 84/12/20. Office of Public Affairs. 2pp. 
41461:106-41461:107. 

-8706040107 Responds to RJ Mrazek 870416 Itr re util request to operate facility at 
25% power.Commission will not make decision on merits of request until all parties 
have opportunity to have views considered. 

ZECH.L.W. Commissioners. 87/05/15. MRAZEK.R.J. House of Rep. Ip. 41459:094- 
41459:095. 

-8706040121 Comments on util 870414 request to raise approved level of facility to 
25% power.lssuance of license for greater than 5% power would be irresponsible due 
to unresolved issue of noncooperation by State of NY & Suffolk County. 

MRAZEK.R.J. House of Rep., Appropriations. 87/04/16. ZECH.L. Commissioners. Ip. 
41459:095-41459:095. 

-8706250386 Responds to 870508 request for testimony at 870514 hearing on external 
influence on NRC adjudicatory procedures in Shoreham proceeding.Index of pertinent 
documents end. 

ZECH.LW. Commissioners. 87/06/10. BREAUX.J.B., SIMPSON.A.K. Senate. Environ- 
ment & Public Works. 20pp. 41459:067-41459:086. 

-8706250391 Requests appearance before Senate Subcommittee on Nuclear Regula- 
tion on 870514 to provide testimony re ex parte communications in Shoreham pro- 
ceeding. 

BREAUX.J., SIMPSON.A.K. Senate, Environment & Public Works. 87/05/08. 
ZECH.LW. Commissioners. Ip. 41459:087-41459:087. 

-8706250393 Responds to 870512 request for info re ex parte rule violations in Shore- 
ham proceeding.No info identified. 

CUTCHIN.J.M. Commissioners. 87/06/08. PARLER.W.C. Office of the General Coun- 
sel. Ip. 41459:088-41459:090. 

-8706250401 Responds to 870512 request for info/documents re ex parte rule 
violations.Neither Chairman nor any member of Chairman staff had improper ex parte 
communications in OL proceeding. 

JONES, B.W. Commissioners. 87/05/15. PARLER.W.C. Office of the General Counsel. 
Ip. 41459:091-41459:091. 

-8706250406 Responds to 870508 request re Shoreham ex parte contacts. Continued 
attempts by Congress to influence Commission decision not only violate ex parte rule 
but Pillsbury doctrine as well. 

SOHINKI.S. Commissioners. 87/05/15. PARLER.W. Office of the General Counsel. 
Ip. 41459:092-41459:092. 

-8706250412 Advises that Panel Ofc has no documents or info re ex parte rule 
vioIations.AII Panel documents already filed in PDR. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. 87/05/15. PARLER.W.C. 
Office of the General Counsel, ip. 41459:093-41459:093. 

-8706250426 Responds to 870515 memo re violations of ex parte rule in Shoreham 
proceeding.AII Itrs received from public placed in PDR. 

ASSELSTINE.J.K. Commissioners. 87/05/13. PARLER.W.C. Office of the General 
Counsel. Ip. 41459:096-41459:096. 

“8706250437 Requests recipients search files in response to Congress 870508 Itr re ex 
parte rule violations in Shoreham proceeding.Response due by 870518. 

PARLER.W.C. Office of the General Counsel. 87/05/12. ROSENTHAL, A.S. Atomic 
Safety and Licensing Appeal Panel. COTTER, B.P. Atomic Safety and Licensing Board 
Panel. JONES.B.W NRC - No Detailed Affiliation Given. Ip. 41459:097-41459:098, 

-8706250443 Responds to request for documents/info re violations of ex parte rule in 
Shoreham proceeding.No documents exist in response. 

ROSENTHAL, A.S. Atomic Safety and Licensing Appeal Panel. 87/05/12. 
PARLER.W.C. Office of the General Counsel. Ip. 41459:099-41459:100. 


-8706250461 Forwards IJ Singer 870224 Itr to parties in proceeding. Served on 
870309. 

KERR.K. Atomic Safety and Licensing Board Panel. 87/03/06. Docketing & Services 
Branch. Ip. 41459:110-41459:110. 

-8706250468 Advises that Nassau County Board of Cooperative Educational Sves has 
not entered into any agreement w/ LILCO to have Salisbury campus used for reloca- 
tion facility in event of radiological emergency. 

SINGER, I.J. Affiliation Not Assigned. 87/02/24. MARGULIES.M.B. Atomic Safety and 
Licensing Board Panel. Ip. 41459:111-41459:268. 

-8706250473 Requests response to Senator Moynihan end 861204 Itr re Executive 
Branch contacts w/Commission on Shoreham.Response due by 861210. 

BLUME.M. Office of the General Counsel. 86/12/05. ZECH, ROBERTS. ASSELSTINE 
Commissioners. Ip. 41459:269-41459:270. 

-8706250475 Requests sve of end Itrs to parties in proceeding.Served on 861205. 
KERR.K. Atomic Safety and Licensing Board Panel. 86/12/04. Docketing & Sen/ices 
Branch. Ip. 41459:271-41459:282. 

-8706250484 Responds to 861126 Itr to Judge Margulies.As per Canons of Judicial 
Ethics.judge cannot comment on pending or impending proceeding. 

PRESTEMON.D.L. Atomic Safety and Licensing Board Panel. 86/12/03. BARBASH.M. 
Citizens to Replace LILCO. Ip. 41459:283-41459:283. 

-8706250485 Requests opinion of "fairness” of Shoreham proceeding. 

BARBASH.M. Citizens to Replace LILCO. 86/11/26. MARGULIES.M.B. Atomic Safety 
and Licensing Board Panel. Ip. 41459:284-41460:074. 

“8706250492 Requests sve of attached correspondence to parties.Served on 861009. 
KERR.K. Atonic Safety a.'^d Licensing Board Panel. 86/10/07. CLEMENTS, W.L. 
Docketing & Sorvsees Branch ip. 41460:075-41460:082. 

“8706250498 Supports licensing of facility due to close NRC scrutiny of const & oper- 
ation. 

WANDERER, P. Affiliation Not Assigned. 86/09/22. Atomic Safety and Licensing 
Board Panel. 1p. 41460:083-41460:083. 

-8706250502 Expresses resentment that LILCO represented Port Jefferson Station 
Teachers Assoc as participants in radiological emergency without association consent. 
CARR.R. Port Jefferson Station Teachers Association, Inc. 86/09/22. 
MARGULIES.M.B., KLEIN.J.R., SHON.F.J. Atomic Safety and Licensing Board Panel. 
Ip. 41460:084-41460:084. 

-8706250526 Expresses gratitude for recipient being last bastion of honesty in proceed- 
ing. 

KLAUS.B.J. Affiliation Not Assigned. 86/08/20. ASSELSTINE.J.K. Commissioners. 
6pp. 41460:123-41460:128. 

“8706250536 Responds to 860826 Itr to Board.Submittal is highly inappropriate & unac- 
ceptable & cannot be condoned.lssue already remedied by Intervener 860829 submit- 
tal. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. 86/09/02. IRWIN.D.P. 
Hunton & Williams. Ip. 41460:129-41460:228. 

-8706250594 Responds to 860604 Itr to NRC requesting that FEMA conduct public 
meeting re FEMA assessment of 861213 emergency planning exercise.Commission 
addressed similar response in 860606 Memorandum & Order. 

MALSCH.M.G. Office of the General Counsel. 86/06/16. D’AMATO.A. Senate. Ip. 
41460:229-41460:238. 

-8706250601 Expresses concern re FEMA refusal to hold public post- exercise meeting 
to receive input re evacuation plan required prior to full-scale operation of plant. 
D’AMATO.A.M. Senate. 86/06/04. PALLADINO.N. Commissioners. 9pp. 41460:239- 
41460:357. 

-8706250606 Notifies that agreement between Valley Stream Union Free School Dis- 
trict Thirteen.American Red Cross & util re use of congregate care ctrs in event of 
nuclear plant emergency nonexistent.Sen/ed on 850603. 

LEE,T.J. Valley Stream Union Free School District, Valley Stream, NY. 85/05/23. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. Ip. 41461:037- 
41461:037. 

-8706250607 Notifies that Roslyn Board of Education agreement w/util re use of con- 

§ regate care ctrs in event of plant emergency nonexistent.Served on 850603. 

EGAUJ. Roslyn Public Schools, Roslyn, NY. 85/05/20. MARGULIES.M.B. Atomic 
Safety and Licensing Board Panel. Ip. 41461:038-41461:038. 

-8706250608 Ack receipt of 841226 Itr requesting opportunity to orally present argu- 
ments to Commission re plant low-power testing. 

PLAINE.H.H. Office of the General Counsel. 85/02/12. ROMAINE.N.E.. 
ROMAINE.R.E. Affiliation Not Assigned. Ip. 41461:093-41461:093. 

-8706250609 Notifies that Island Park School District agreement w/Red Cross & util re 
relocation in event of radiological emergency nonexistent.Served on 850603. 
MARR.G.W. Island Park Schools. Island Park, NY. 85/05/17. MARGULIES.M.B. 
Atomic Safety and Licensing Board Panel. Ip. 41461:039-41461:044. 

-8706250610 Requests opportunity for attorneys for Suffolk County to orally present ar- 
guments re low power license for plant. 

ROMAINE.N.E,, ROMAINE,R.E. Affiliation Not Assigned. 84/12/26. Commissioners. 
Ip. 41461:094-41461:105. 

-8706250611 Notifies that United Methodist Church of Hempstead, NY agreement w/ 
Red Cross & util re use of congregate care ctrs in connection w/util evacuation plan 
nonexistentServed on 850603. 

CZAR.G. United Methodist Church of Hempstead, NY. 85/05/15. MARGULIES.M.B. 
Atomic Safety and Licensing Board Panel. 1p. 41461:045-41461:045. 

-8706260612 Notifies that Westbury Union Free School District agreement w/ American 
Red Cross or util re sve as relocation ctr in event of plant emergency 
nonexistentServed on 850603. 

FRANCO. J.M. Westbury Union Free School District, Westbury, NY. 85/05/13. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. Ip. 41461:048- 
41461:048. 
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~8706250613 Requests opportunity to present oral arguments against issuance ot low 
power license for plant.Served on 841213. 

LABUA.R.L Suffolk County. NY. 84/12/07. Commissioners. Ip. 41461:118-41461:281. 

-8706250614 Protests that willingness to participate w/ American Red Cross in event of 
natural emergency extended by Red Cross to include any emergency occurring from 
plant atcmic cenerators.Served on 850603. 

VAN r^rSS.A.J. 'ai:-?;- Stream Union Free School District, Valley Stream, NY. 85/05/ 
10. MARGULIES.M.b! Atomic Safety and Licensing Board Panel. Ip. 41461:046- 
41461:046. 

-8706250615 Forwards EJ Markey 840504 Itr to Honorable NJ Palladino requesting 
documents re plant emergency planning.Author unsure of whether Commission has 
specifically addressed end Itr.Requests response by 840622. 

FiTZGERALD.J.A. Office of the General Counsel. 84/06/14. PALLADINO, GILINSKY. 
ROBERTS Commissioners. Ip. 41461:282-41462:071. 

-8706250616 Notifies that Freeport Public Schools not consulted by util re emergency 
evacuation plan & unaware of inclusion in plan until after publication.Served on 
850603. 

BIERWIRTH.J.E. Freeport Public Schools. Freeport, NY. 85/05/09. MARGULIES.M.B. 
Atomic Safety and Licensing Board Panel. Ip. 41461:047-41461:047. 

“8706250617 Informs that no legal agreement exists between Nassau County & util re 
use of plant.Served on 850603.W/service list & Certificate of Svc. 

SUOZZI.V.A. Glen Cove, NY. 85/04/08. Atomic Safety and Licensing Board Panel. 
5pp. 41461:050-41461:092. 

-8706250618 Notifies that permission to include school in evacuation plan, consistent 
w/plan evacuation schedule, granted to no one.Served on 850603. 

BYAS,U. Roosevelt Union Free School District, Roosevelt, NY. 85/05/08. 
MARGULIES.M. Atomic Safety and Licensing Board Panel. 2pp. 41461:049- 
41461:049. 

8706300460 Memorandum & order (ruling on LILCO motion to strike testimony of DT 
Hartgen & RC Millspaugh).* Util contends that testimony seeks to litigate road net- 
work from 10 to 40 miles from plant.Motion denied.Sen/ed on 870623. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel.. #287 3870. 87/06/22. 
Long Island Lighting Co. 10pp. 41488:090-41488:099. 

8706300477 Memorandum & order (ruling on renewed Suffolk County motion for leave 
to file rebuttal testimony).* County 870417 motion to file rebuttal testimony on GC 
Minor & SC Sholly granted. Util motion to strike testimony denied.Served on 870623. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3871. 87/06/22. 
Suffolk County, NY. 3pp. 41495:163-41495:165. 

8706300451 Statement memorializing telcon of 870622.* Telcon held to set limits on 
deposing EB Lieberman & for scheduling rebutta' testimony re KLD TR- 
0201A.Lieberman will be depose;,! on 8'^3322.Foo(.f.al testimony due by 
87071 S.Served on 870624. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #287 3872. 87/06/23, 
2pp. 41488:101-41488:102. 

8706300452 Informs that time provided for Commission to review ALAB-855 
expired.Commission declined review. Decision became final agency action on 
87061 0.Served on 870623. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3868. 87/06/23. Atomic 
Safety and Licensing Appeal Panel. Ip. 41488:100-41488:100. 


H. General correspondence 

8706250358 Forwards package of 250 documents re external influences on Commission 
adjudicatory process in Shcreham p'-oceeding. 

* Corresponderce S. Hoccils Brancn 87 C6'P?. Document Control Branch (Docu- 
ment Control Desk). Ip. 41459:066-41459:093. 

-8508080764 Requests suspension of low power testing at facility until investigation of 
accident causing hot shutdown of plant & review of training of personnel & condition 
of equipment complete. 

KESSEUR.M. New York, State of. 85/07/15. PALLADINO.N. Commissioners. Ip. 
41461:001-41461:001. 

-8508080766 Requests immediate halt of low power testing at facility until investigation 
of 850710 accident in which valve sys in primary containment bldg improperly left 
open releasing gas into atmosphere complete. 

KESSEUR.M. New York. State of. 85/07/11. PALLADINO.N. Commissioners. Ip. 
41461:002-41461:036. 


J. Insurance & Indemnity information 

8706110305 Forwards Endorsements 25 & 16 to NELIA Policy NF-269 & MAELU Policy 
MF-1 1 5,respectively, 

O’CONNOR, D.J. Marsh & McLennan. Inc. 87/06/02. DINITZ.I. Office of Nuclear Re- 
actor Regulation, Director (Post 870411), 3pp. 41268:240-41268:242. 


8706010023 Summary of 870512 & 13 meetings w/util re parameters used in util acci- 
dent analysis & various safety improvements such as mod to standby liquid control 
sys & corium ring. List of attendees & util viewgraphs end. 

LO,R. Project Directorate 1-2. 87/05/26. Project Directorate 1-2. 26pp. 41125:352- 
41126:017. 

8706050015 Requests brief rept on status of a-'rangements for medical svcs in offsite 
plant be submitted to FEMA within 7 days, per Vc-mo 'v-iS- ■ It Info Notice 86-98, "Off- 
site Medical Svcs," distributed to nuclear reactor facilities on 861202,encl. 

LO,R. Project Directorate 1-2. 87/06/01. LEONARD, J.D. Long Island Lighting Co. 4pp. 
41200:215-41200:232. 

8706080132 Partial response to FOIA request for info re OL for Seabrook & 
Shoreham.Forv/ards App A documents.App A & B documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/02. GRABER.L. 
LN Technologies Corp. (formerly NUS Corp.). 3pp. 41210:031-41210:178. 

“8411050092 Forwards Region I input to Palladino 841018 memo re ASLB recommen- 
dation to NRC on dismissal of contention related to financial qualifications.W/o end. 
STAROSTECKI.R. Division of Project & Resident Programs. 84/10/19. 
EISENHUT.D.G. Division of Licensing (800428-851124). Ip. 41210:178-41210:173. 

-8706080199 Provides bases for recommendation that low power OL for plant be 
issued & forwards “Shoreham Nuclear Power Station Initial OL Readiness Assess- 
ment." 

MURLEY.T.E. Region 1, Office of Director. 84/12/06. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 3pp. 41210:126-41210:128. 

“8706080200 "Shoreham Nuclear Power Station Initial OL Readiness Assessment" 

* Region 1, Office of Director. 84/12/31. 49pp. 41210:129-41210:177. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110052 Recommends that NRC reject State of NY & Suffolk County proposal for 
having independent auditor supersede NRC staff review of util program for qualifica- 
tion & training of operations personnel. 

LEONARD,J.D. Long Island Lighting Co. 87/06/05. Document Control Branch (Docu- 
ment Control Desk). Ip. 41259:313-41259:313. 

8706150174 Forwards compilation of communication w/util from 860101 in response to 
Question 15 of Congressman Markey list of questions & followup on Subcommittee on 
Energy & Power 870421 hearing on H.R.1315. 

BUTLER,W.R. Project Directorate 1-2. 87/06/05. PUNCHES, J.L Policy Development & 
Technical Support Branch (Post 870411). 3pp. 41304:311-41304:313. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706240166 "Considerations re Certain Aspects of Severe Accident Mitigation Afforded 
by Operation of Shoreham at Reduced Power," final Itr rept. 

HODGE.S.A., HARRINGTON, R.M.. MALINAUSKAS.A. Oak Ridge National Laboratory. 
FIN A-9478. 87/06/12. BAJWA.S.S. NRC - No Detailed Affiliation Given. 45pp. 
41454:112-41454:156. 

8706250399 Forwards "Considerations re Certain Aspects of Severe Accident Mitigation 
Afforded by Operation of Shoreham at Reduced Power,” final Itr rept. Calculations ad- 
dress loss of injection, ATWS & large break LOCA accident sequences. 
MALINAUSKAS.A. Oak Ridge National Laboratory. FIN A-9465. 87/06/12. 
BAJWA.S.S. Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 
41463:014-41463:058. 

-8706250423 “Considerations re Certain Aspects of Severe Accident Mitigation Afford- 
ed by Operation of Shoreham at Reduced Power," final ltr rept. 

HODGE.S.A., HARRINGTON.R.M. Oak Ridge National Laboratory. FIN A-9465. 87/ 
06/12. Office of Nuclear Reactor Regulation, Director (Post 870411). 44pp. 
41463:015-41463:058. 

8706240268 Informs that 870421 changes to QA manual, reflecting organization 
changes.acceptable. 

JOHNSTON.W.V. Region 1, Office of Director. 87/06/16. LEONARD.J.D. Long Island 
Lighting Co. 4pp. 41455:101-41455:104. 

8706230422 Advises that change of power supply for alternate rod insertion sys trip 
logic to uninterruptible source installed, per 870526 committment. 

LK)NARD.J.D. Long Island Lighting Co. 87/06/19. Document Control Branch (Docu- 
ment Control Desk). Ip. 41434:084-41434:084. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.RJ. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706240253 Staff requirements memo re Commission 87061 1 affirmation/ discussion & 
vote in Washington, DC re SECY-87-7A concerning Commission order addressing in- 
tervenor motion to reopen facility emergency plan. 

CH1LK.S.J. Office of the Secretary of the Commission. 87/06/22. PARLER.W.C. 
Office of the General Counsel. 4pp. 41454:105-41454:108. 

8706250358 Forwards package of 250 documents re external influences on Commission 
adjudicatory process in Shoreham proceeding. 

* Correspondence & Records Branch. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). Ip. 41459:066-41459:093. 

-8508080761 Responds to 850711 & 15 requests for suspension of low power testing 
program at facility & review of training of personnel & condition of equipment to deter- 
mine if plant safe to test at low power.Plant safely operated by util. 

MURLEY.T.E. Region 1. Office of Director. 85/07/30. KESSEL.R.M. New York, State 
of. 6pp. 41460:358-41461:036. 
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8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants. List of plants w/simi!ar design. already re- 
viewed & approved by NRC.encl. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 

8706300003 Forwards QC div 1986 staffing rept re Suffolk County Contention 13(d) set- 
tlcrrc-'t -icrccrc-n* 'Jh' rblinahons sc^'omcrf .iqreement fulfilled. 

!r'S\A=:5,.. sl.ir.-: ..igf'.'.r-.q Co 8.' 0(5/22. Document Control Branch (Docu- 
ment Control Desk). 6;:,-; L:.;3 C-iB 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, ‘‘Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41 143:075. 

8706080132 Partial response to FOIA request for info re OL for Seabrook & 
Shoreham. Forwards App A documents.App A & B documents available in PDR. 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/02. GRABER.L. 
LN Technologies Corp. (formerly NUS Corp.). 3pp. 41210:031-41210:177. 

”8706080192 Forwards list of open items remaining from Region I insps at plant which 
should be considered for license conditions. No open items remain to preclude issu- 
ance of low power license.AII const deficiencies resolved. 

STAROSTECki.F Rcn'on 1, Office of Director. 84/12/04. EISENHUT.D.G. Division of 
Licensing ’:y.; 3pp. 41210:123-41210:125. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 37/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170392 Submits brief rept of outlines for status of arrangements for medical sves in 
'cca' rad’c'ccicnl emergency response plan, per IE Info Notice 86-098. 
-";0\A"C,..‘.D. Lc"'j slar.r! Lightin.- Co. 8‘"C6/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. -i-.rTvr 12 '/i, 

8706170548 Responds to NRC 870505 Itr re violations noted in Insp Rept 50-322/87- 
OS.Corrective actions:procedure revised to improve technical review of facility mods by 
inclusion of technical review check sheet. 

LEONARD, J.D. Long Island Lighting Co. 87/06/12. RUSSELL,W. Region 1. Office of 
Director. 3pp. 41386:204-41386:20(5. 

8706230497 Evaluates fire protection afforded by vertical cable tray fire barrier to estab- 
lish acceptable insp criterion. Acceptable measures taken & circuits adequately pro- 
tected from possible effects of potential oil fire. 

LEONARD,J.D. Long Island Linhtrg Co (T’-TO/IO. Document Control Branch (Docu- 
ment Control Desk). 2pp. ‘3.'- i :;4./. '.'■..'i.'-: 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706010045 LER 87-009-00:on 870427, determined that 870403 full reactor trip report- 
able due to not being part of preplanned sequence.Caused by hydraulic oscillation of 
line after maint.Mod of procedure will be expedited.W/870522 Itr. 

GRUNSEICH,R.W., STEIGER,W.E. Long Island Lighting Co. 87/05/22. 5pp. 

41118:330-41118:334. 

8706010127 LER 87-01 1-00:on 870427, loss of power to reactor protection sys A power 
occurred duo tc apu'''c!:s trippmc of Bus A assembly breaker.Cause of breaker trip 
verified to t)c spur :us. /. M27 Itr. 

GRUNSE1CH,R.W., STE1GER,W.E. Long Island Lighting Co. 87/05/22. 4pp. 

41119:133-41119:136. 

8706010186 LER 87-0l0-00:on 870210, RHR pump D failed to trip during surveillance 
test.Caused by loose connecting pin due to pin weld faii-re.-'. ■ sim-ia- breakers 
inspected.lnsp procedure & trip crank replacement procedure written.W/870522 Itr. 
GRUNSEICH.R.W., STEIGER,W.E. Long Island Lighting Co. 87/05/22. 6pp. 

41130:006-41130:011. 

8706050340 Forwards LERs 87-012 & 87-013. 

STEIGER,W.E. Long Island Lighting Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41192:081-41192:090. 

--8706050348 LER 87-01 2-00:on 870504,while technicians performing surveillance 
test, reactor bldg closed loop cooling water unplanned automatic sys-split 
occurred.Caused by technician hitting level switch, Permanent ladders installed. 
GRUNSEICH.R.W. Long Island Lighting Co. 87/05/29. 4pp. 41192:083-41192:086. 


--8706050350 LER 87-01 3-00:on 870505, while operators expediting reactor pressure 
vessel heat up in preparation for RCPB leak test, shutdown cooling isolation occurred 
on reactor pressure spike. Caused by personnel error.Individual retrained. 
GRUNSEICH.R.W. Long Island Lighting Co. 87/05/29. 4pp. 41192:087-41192:090. 

8706100292 Forwards LER 87-014 & Rev 1 to LER 86-029. 

STEIGER.W.E. Long Island ! ‘q‘'tirvT C.o 8? '06/05. Document Control Branch (Docu- 
ment Control Desk), ip. 4 i2r5.-.3:)3‘-'. ■ I’;,).''?.:.; : 1. 

”8706110166 LER 87-014-00:on 870507,unplanned automatic actuation of ESF 
occurred.Caused by personnel error, Engraved label plates being installed on potential 
transformer fuse drawers in normal & emergency switchgear rooms. 

GRUNSEICH.R.W. Long Island Lighting Co. 87/05/07. 4pp. 41262:304-41262:307. 

“8706110178 LER 86-029-01 :on 860718,19 & 21, ESF actuations occurred due to spuri- 
ous tripping of alternate feed EPA breakers.Cause unknown.Corrective actions will be 
implemented when positive cause identified. 

GRUNSEICH.R.W. Long Island Lighting Co. 87/06/05. 4pp. 41262:308-41262:311. 

87136170473 LER 87-01 5-00:on 87051 5, unplanned initiation of control room air condi- 
tioning B train occurred due to low reactor bldg differential pressure.Caused by failed 
interlock switch. Switch indicating door position repaired. W/87061 2 Itr. 
GRUNSEICH.R.W., STEIGER.W.E. Long Island Lighting Co. 87/06/12. 4pp. 

41387:014-41387:017. 

8706290022 LER 87-01 6-00:on 870521, unsealed 8-inch diameter hole through exterior 
west wall of control bldg brought to attention watch arc'r'eer Caused by misac- 
counting for all holes allowed. Hole repaired & h rspec::':.'! v\ ■ :;7C;(: 'L- 
GRUNSEICH.R.W., STEIGER.W.E. Long Island Lighting Co. 87/06/19. 5pp. 

41485:001-41485:005. 

8706300127 LER 87-01 7-00:on 870526, RWCU isolated on high differential flow 
signaI.Root cause undetermined.Station operating procedures revised to preclude re- 
currence of initiating condition Research of event c,:)ri:r.,:in-q ‘,V.'?73C25 Itr. 
GRUNSEICH.R.W., S" E'C:- R,.V.[.. LOng Islar: ..luiilin:; Cc f'i7/06/25. 5pp. 

41494:138-41494:142. 


T. Hearing transcripts on non-antitrust matters 


8706190136 Deposition of HG Fish.* Transcript of 870122 deposition in 
Washington.DC.Pp 1-64. Related correspondence. 

FISH.H.G. Suffolk County. FISH.H.G. Kirkpatrick & Lockhart. #287 3784. 87/01/ 
22. 117pp. l.'iFf: COO-/; ‘58>:)-::9(). 

8706090071 Deposition of RC Millspaugh.CE Kilduff.DT Hartgen & WJ Acquario.* Tran- 
script of RC Millspaugh.CE Kilduff, DT Hartgen & WJ Acquario depositions in 
Alha^v.NY 'e cnorgency planning. Related correspondence. 

M:L>.SPAJGh,=.C . KILDUFF.C.E. New York. State of. MILLSPAUGH.R.C. Long 
Island Lighting Co. #287 3637. 87/03/03. 140pp. 41204:243-41205:022. 

8706020114 Forwards 870514 testimony presented on behalf of Suffolk County at 
Senate Subcommittee on Nuclear Regulation re external influences on NRC adjudica- 
tory procedures in facility proceeding. 

BLASS.G.J. Suffolk County. NY. #287 3583. 87/05/19. ZECH.L.W., CARR.K.M., 
ASSELSTINE.J.K. Commissioners. 6pp. 41124:228-41124:233. 

8705280217 Transcript of 870526 hearing in Hauppauge.NY re emergency prepared- 
ness exercise.Pp 7,251-7.415. 

• Atomic Safety and Licensing Board Panel. #287 3625. 87/05/26. 166pp. 
41054:001-41054:167. 

8706020074 LILCO motion for leave to file rebuttal testimony.* Requests that Board 
grant leave to file rebuttal testimony of EB Lieberman on suitability of reception 
ctrs.Rebuttal testimony of EB Lieberman end. 

MILLER, S.W. Long Island Lighting Co. MILLER, S.W. Hunton & Williams. #287 3538. 
87/05/27. Atomic Safety and Licensing Board Panel. 5pp. 41129:097-41129:148. 

”8706020087 Rebuttal testimony of EB Lieberman on suitability of reception ctrs.* Cer- 
tificate of Svc end. 

LIEBERMAN.E.B. KLD Associates, Inc. 87/05/27. 47pp. 41129:102-41129:148. 

8706030193 Renewed State of NY motion for leave to file rebuttal testimony.* Renews 
for leave to file limited rebuttal testimony,to be sponsored by state witnesses DT Hart- 
gen & RC Millspaugh.Proposed testimony encl.W/Certificate of Svc. 
ZAHNLEUTER,R.J. New York. State of. #287 3619. 87/05/27. Atomic Safety and Li- 
censing Board Panel, 46pp. 41141:147-41141:205. 

8706030283 Renewed Suffolk County motion for leave to file rebuttal testimony,* 
Renews request for leave to file limited rebuttal testimony of witnesses GC Minor & 
SC Sholly due to witnesses inability to previously address Hulman testimony. 
CASE.D.T. Suffolk County, NY. CASE.D.T. Kirkpatrick & Lockhart. #287 3632. 87/05/ 
27. Atomic Safety and Licensing Board Panel. 4pp. 41138:001-41138:029. 

”8706030302 Rebuttal testimony of GC Minor & SC Sholly on behalf of Suffolk County 
re LILCO reception ctrs (addressing testimony of LG Hulman).* Certificate of Svc end. 
MINOR.G.a, SHOLLY.S.C. Suffolk County, NY. 87/05/27. 25pp. 41138:005- 
41138:029. 

8706090114 Suffolk County motion for leave to file rebuttal testimony.* Motion for Suf- 
folk County to present end GE Simon rebuttal testimony on Contentions EX 15/16. 
LANPHER,L.C. Suffolk County, NY. LANPHER,LC. Kirkpatrick & Lockhart. #287 
3659. 87/06/01. Atomic Safety and Licensing Board Panel. 6pp. 41207:308- 
41207:321. 

”8706090123 Rebuttal testimony of GA Simon on Contentions EX 15/16 on behalf of 
Suffolk County.* Rebuttal testimony of GA Simon on J Hockert testimony re Conten- 
tions EX \ I'C'.Ceriif cal-:.' of Svc end. 

SIMON, G.A. Suffolk County, NY. 87/06/01. 8pp. 41207:314-41207:321. 

8706100137 Direct testimony of S Schwartz & BH Weiss of NRC Staff on Contentions 
EX 15 & EX 16.* W/Certificate of Svc.Related correspondence. 

SCHWARTZ, S. State, Local & Indian Tribe Programs. WEISS, B.H. Incident Response 
Branch. #287 3691. 87/06/05. Atomic Safety and Licensing Board Panel. 10pp. 
41225:352-41225:360. 
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6706160124 D^ect testimony o! S Schwartz S BH WeiK of NRC Staff on Contentions 
— Y ’t c fi. cry * '*^pHaf’cst0 cl ppi^apH corrGSpondGOCB- 

Local & n 0 .ar T-.=e Programs. WEISS, B.H. Incident Response 
87mm5. ICpp. ..^'2'i5-2£5-ril295-.295. 

8706150092 Transcript of 870609 hearing in Hauppauge.NY_Pp 7,416.^^^ 41271-236 

- Atc^c Safer/ arid Licensing Board Panel. 87/06/09. 236pp. 41271.001-41271.236. 

8736160203 Transcnpt of 670610 hearing in P 

• A:or:c Safety and Licensing Board Panel. 87/06/10. 140pp. 4iZ9b.ujd 4i4yo.d:/A. 

8736160205 Transcnpt of 870611 heantw in HPPPPjiPPftN^^fP 
" Atcrt'.c Safety and Ucensing Board Panel. 87/06/11. 232pp. 4.2y4..jo-4i4a^.ju/. 

8706170271 Transcript of 870612 hearing in Hauppauge.NY.Po c ^-3 -'-.'i 

' Atcrrsc Safety and Licensing Board Panel. 87/06/12. 18Spp .. 3 - 


S7D61 70263 Transcript of 870615 telephone conference in Washington.DC. Pp 17,382- 
* Atcrrtic Safety and Licensing Board Panel. 87/06/15. 14pp. 41340:001-41340:014. 
8706220142 Transcript o* 3’^CS'6 hearing =n Hauppauge.NY re emergency prepared- 

87/06/16. 246pp. 41398:228-41399:114. 


8706230206 Transcript of 870617 h 
• Atcm?c Safety and Licensing B' 


.■noacco.NY.Pp 8,553-8,750. 

200pp. 41412:277-41413:116. 


870S230217 T.''anscript of 870618 
• Atomic Safety and Ucensifig E: 


Ha:iCC3c=£.M^ Po 8,751-8.946. 

tit. r:7..:-6;''3. ‘9Sc::. 41415:028-41415:225. 


8706240126 Transcript of 870622 telcon in Washington.DC re facility. Pp 17,394-17,402. 
* Atomic Safety and Licensing Board Panel. 87/06/22. 11pp. 41430:077-41430:087. 


8706250358 Forwards package of 250 documents re external influences on Commission 
ad.udicatorv crocess in Shoreham proceeding. 

■ Ccrrespcncerce & Records Branch. 87/06/22. Document Control Branch (Docu- 
ment Control Deskj. Ip. 41459:066-41462:071. 


-8706250507 Limited appearance statement in proceeding.Compares Shoreham w/ 

Cherncty!. 

LEW'IS.M. Lewis, M. 86/09/26. 3pp. 41460:085-41460:122. 


U. Cor^gressional/Executive Correspondence 

8706010220 Requests chronology of all direct communications between NRC & licens- 
ee after 86 ‘c- 'esccnse to end Question 15, per Congressman Markey request 

re 87C421 ".ea''-.g.C'; lCs 370602 

PUNCHES c^' Ceveccmen: & Technical Support Branch (Post 870411). 87/ 

05/27. =ER‘.==C..=" \LRAr=..A.F.. STAROSTECKI.R. NRC - No Detailed Affiliation 
Given. 5 pc a* ■ :5--;=3.ui -28:137. 


V. Operator Examinations 


{5755110030 Poniards prooosed change to licensed operator requalification program 
.■5':-.ecr -se c’ c.ant 3;.m:jia:cr i.n Second Half 1987 requalification program 
re /cc'-.-tS &. £7-' .Fes pad. 

LEC^^ARC j C. L:ng 'sland Lighting Co. 87/06/05. Document Control Branch (Docu- 
mem Ccrc'c.- Desk;. 3pp. 41 263;C24-41 269:026. 


•8706100201 Forwards documents re status of offsite emergency preparedness.except 
for ASLB 820831 initial decision authorizing full power operation. Util onsite emergency 
preparedness acceptable. 

REHM.T. Office of the Executive Director for Operations. 84/07/31. DROGGITIS,S.C. 
Commissioners. 3pp. 41244:228-41244:252. 


Q. Adjudicatory correspondence 


8706020080 Memorandum & order (order requiring filing of douments on diskettes suila- 
bie for electronic storage & retrieval).* Served on 870526. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #287 3580. 87/05/22. Office 
of the General Counsel. 9pp. 41125:021-41125:029. 

8706090076 Notifies of new address,effective 870601. Proof of Sve end. 

LOWRY.E.F. Grueneich & Lowry. #287 3643. 87/05/28. 3pp. 41207:342-41207:344. 

8706100109 Proposed findings of fact & conclusions of law.* Replacement of current 
spent fuel storage racks w/new,high density storage racks discussed. Proof of Sve 
end. 

LOWRY.E.F. Sierra Club- LOWRY.E.F. Grueneich & Lowry. #287 3680. 87/06/03. 
10pp. 41228:280-41228:289. 

8706100168 Confirms 870602 telcon informing ASLB of staff intention to offer listed 
documents as staff exhibits in upcoming hearing on spent fuel pool. 

CHANDLER, LJ. Assistant General Counsel for Hearings. #287 3684. 87/06/03. 
COTTER, B.P., BRIGHT, G.O., HARBOUR.J. Atomic Safety and Licensing Board Pane!. 
2pp. 41225:296-41225:297. 

8706100128 Proposed findings of fact & conclusions of law submitted by 
PG&E.* Director of NRR authorized to make immediately effective.Amends 8 & 6 to 
Licenses DPR-80 & DPR-82. respectively.Certificate of Sve end. 

NORTON.B. Pacific Gas & Electric Co. #287 3681. 87/06/04. 32pp. 41226:003- 
41226:034. 

8706100161 Forwards NRC Staff disk in ASCII form.containinq Staff testimony & draft 
proposed findings of fact & conclusions of lav;,p.:;.' ASLB 8 73522 memorandum & 
order. Requests database compiled by ASLB be provided on end blank disks. 
CHANDLER, L.J. Assistant General Counsel for Hearings. #287 3686, 87/06/05. 
COTTER, P.B., BRIGHT.G.O., HARBOUR.J. Atomic Safety and Licensing Board Panel. 
Ip. 41225:290-41225:290. 

8706160083 Forwards list of exhibits intended to be offered by Sierra Club in upcoming 
hearing in proceeding re spent fuel pool. List received too late for inclusion in 870604 
Itr to ASLB. 

CHANDLER, L.J. Assistant General Counsel for Hearings. #287 3722. 87/06/05, 
COTTER.B.P., HARBOUR.J., BRIGHT.G.O. Atomic Safety and Licensing Board Panel. 
3pp. 41296:211-41296:213. 


H. General correspondence 


8706230177 Responds to 870424 Itr forwarding R Cowan Itr re problems encountered 
w/former employer, Bechtel & contractor of util. NRC regulations prohibit licensee from 
discriminating against employee for engaging in protected activities. 

STELLO.V. Office of the Executive Director for Operations. 87/06/15. PANETTA.LE. 
House of Rep. 7pp. 41436:188-41436:215. 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 
F. Sffcwnty, medical, emergency 8 fire protection plans 


-8706230198 Forwards R Cowan Itr re problems encountered in attempting to be re- 
hired by former employer, Bechtel.at plant.Info on NRC jurisdiction over rehiring poli- 
cies requested. Related info end. 

PANETTA.LE. House of Rep. 87/04/24. BRADBURNE.J.C. Congressional Affairs. 
17pp. 41436:199-41436:215. 


879SC9C292 Fer^fards pub'lc^verslcn of updated Vo! Hi to std operating procedures of 
bar. Ccfspo Cc-rry/lCiLes Nuclear Power Plant Emergency Response Plan," in- 
q 'trrergercy Sves Director." W/870604 release memo. 

i-.w. .=ac:r.c Gas & Electnc Cc. 37/05/':£. Document Control Branch (Docu- 
"■.er: ..rnre: Des.<,;. 7?p. 4-: 23 1:1 75-41 232:1 16. 


-B?060%337 vcrs.-or, of updated Vci !l! to std operating procedures.to "San Luis 
..c-:p-: N-dear Fewer Plant Emerge.ncy Response Plan." includina Pro- 


cedure lil.Ol, "Emeroercy Sves Director.’ 
* San Luis Obb-pc C-.. 29^ 


Emerge, -scy Response Plan," including Pro- 
2=4pp. 41231:183-41232:116. 


STWWaWFcwarfe _Em^gef^ Preparedness Insp Repts 50-275/87-15 & 50-323y 
^ C*i32.j^c vioiauers or deficiencies noted. 


.'.ENS-LAAEK F.i. 

8 Esecirsr. Hn ’?nr, 


z vioiauers or deficiencies noted. 

Pe-o or S Crfice Dirsctcr. 37.-'05/22. SHIFFER.J.D. Pacific Gas 
205'056, 


'87-15 & 50-323/87-14 on 870325-26 & 0422. No vio- 
.Major areas inspected: emergency preparedness 
nfCTcement riems & licensee audits, 
office of Di.-ectcr. 87/05/21. 4pp. 41205:053- 


0-275/87-19 & 50-323/87-19 
notice of violation withheld I 


Office of Director. 87/05/29 SNIFFER JD Peril 

Gas & Electric Co. 41241:124-41241:125. onirrcn.j.u. Kacil 


® 'iO'^n'ents re Diablo Canyon ai 
available in PDR.App U j 



SECY.84-70 re considerat 
Planning.!, am removed fr, 

Office of the Sec 


P. Operating license stage documents & correspondence 


8706260127 Appeals denial of FOIA request for documents from chron & reading files 
of H Schierling from Sept 1981 to present re plant. 

HOLMES, G.A. MHB Technical Associates. 86/12/11. STELLO.V. Office of the Execu- 
tive Director for Operations. 2pp. 41480:343-41480:345. 

8706170234 FOIA request for listed documents re mgt of facility QA & QC personnel. 
DELVECCHIO.R. San Francisco Chronicle. 87/02/25. Region 5, Office of Director. 1p. 
41383:004-41383:004. 

8706090275 Forwards EGG-NTA-7629, “Technical Evaluation Rept,Pump & Valve In- 
service Testing Program, Diablo Canyon Power Plant, Unit 2," final rept. Proposed pro- 
gram in accordance w/NRC requirements, w/exceptions noted in rept. 
OBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6812. 87/03/24. CARRINGTON.M. Planning & 
Program Analysis Staff (851125-870411). Ip. 41230:288-41230:353. 

“8706090279 “Technical Evaluation Rept, Pump & Valve Inservice Testing 
Program, Diablo Canyon Power Plant, Unit 2,” informal rept. 

BONNEY.R.F., ROCKHO^D,l-i.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
BONNEY.R.F. Idaho National Engineering Laboratory. FIN A-6812. EGG-NTA-7629. 
87/03/31. NRC - No Detailed Affiliation Given. 65pp. 41230:289-41230:353. 

8706260337 Forwards final EGG-NTA-7641, “Conformance to Item 2.1 (Part 2) of Ge- 
neric Ltr 83-28, Reactor Trip Sys Vendor Interface: Diablo Canyon 1 & 2 & Millstone 3," 
informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS. E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/06. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41482:325-41482:339. 

-8706260345 Final “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip 
Sys Vendor Interface: Diablo Canyon 1 & 2, Millstone 3,” informal rept. 

FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory, FIN D-6001. EGG-NTA-7641. 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41482:326-41482:339. 
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8706080009 Notification of 870518 priority meeting w/PWR project managers in 
Bethesda.MD to discuss lessons learned from loss of RHR event during mid-loop op- 

TIHadANI.A.C. Division of Engineering & Systems Tochnoloqv (Post 870411). 87/05/ 
14 bOGER.B.A. Assistant Director for Region I Readers lA NAS.G.C. Assistant Di- 
rector for Region II Reactors. HOLAHAN.G.M. Ass.srorl Direcior !or Region III & 
Region V Reactors. 2pp. 41211:360-41211:361. 

8706010079 Forwards notice of consideration of issuance of amend & proposed NSHC 
determination & opportunity for hearing re util 870317 application & 870506 suppi per- 
mittinq submittal of plant-specific steam generator tube rupture analysis. 
TRAMMELL, C.M. Project Directorate V. 87/05/20. SNIFFER, J.D. Pacific Gas & Elec- 
tric Co. 3pp. 41126:025-41126:033. 

—8706010091 Notice of consideration of issuance of amend to License DPR-82 & pro- 
posed NSHC determination & opportunity for hearing.Amend changes License Condi- 
tion 2 C.(9) re submittal of plant-specific steam generator tube rupture analysis. 
TRAMMELL, C.M. Project Directorate V. 87/05/07. 6pp. 41126:028-41126:033. 

8706010284 Discusses actions & recommendations re Comm Ed 870505 rept concern- 
ing problem w/Boroflex matl used for neutron absorption in Quad Cities pool in as 
much as same matl used in some of proposed Diablo Canyon high density racks. 
TRAMMELUC.M. Project Directorate V. 87/05/22. KNIGHTON, G.W. Project Director- 
ate V. 3pp. 41127:091-41127:093. 

8706040325 Forwards info re loss of RHR while in mid-loop operation on 870410.lnfo 
provides guidance for any operating procedure rewriting which may be in progress & 
for incorporation into operator training program. 

KALMAN,G. Project Directorate V. 87/05/22. ANDOGNINI,G.C. Sacramento Municipal 
Utility District. 6pp. 41181:078-41181:089. 

8706020207 Notification of 870609-11 meetings w/util & BNL in San Francisco,CA to 
audit calculations & analyses of soil structure studies as part of long-term seismic pro- 
gram. Proposed agenda end. 

TRAMMELUC.M. Project Directorate V. 87/05/26. KNIGHTON, G.W. Project Director- 
ate V. 7pp. 41143:344-41143:350. 

8706040029 Notification of 870602 & 03 meetings w/util, USGS & Crouch, Bachman & 
Assoc in Santa Barbara, CA to review offshore geophysical data re Central California 
coast that may have bearing on long-term seismic program. 

TRAMMELUC.M. Project Directorate V. 87/05/26. KNIGHTON, G.W. Project Director- 
ate V. 6pp. 41202:224-41202:229. 

8706040363 Forwards “Reload Safety Evaluation Diablo Canyon Power Plant Unit 2 
Cycle 2," in response to NRC request for addi info re License Amend Request 87-05 
to License DPR-82. Revised Tech Spec Figure 2.1 -1b, correcting drawing error,also 
end. 

SHIPPER, J.D. Pacific Gas & Electric Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 41180:092-41180:134. 

—8706040366 “Reload Safety Evaluation, Diablo Canyon Power Plant Unit 2 Cycle 2.’’ 
DZENIS,E.A. Pacific Gas & Electric Co. 87/02/28. 41pp. 41180:093-41180:133. 

—87 06040367 Proposed Tech Spec,revising Figure 2.1 -1b, “Reactor Core Safety Limit 
(Unit 2),” to correct drawing error. 

* Pacific Gas & Electric Co. 87/05/26. ip. 41180:134-41180:134. 

8706030248 Requests that util provide listed responses based on assessment of 
870404 allegation by former employee that reemployment w/Bechtel denied due to 
safety concerns raised while performing duties when previously employed by Bechtel. 
MARTIN, J.B. Region 5, Office of Director. 87/05/27. SHIFFER,J.D. Pacific Gas & 
Electric Co. 2pp. 41157:160-41157:161. 

8706100420 Responds to FOIA request for documents re EG Case 771201 memo to TJ 
McTiernan & attached chronology of fault assessments.App F documents withheld 
(ref FOIA Exemption 5). App E documents available in PDR.App G documents not 
found. 

GRIMSLEY,D, Division of Rules & Records (Post 870413). 87/05/27. HOUGH,P. Sci- 
ence Applications International Corp. (formerly Science Applications, Inc.). 5pp. 
41245:015-41245:040. 

8706040305 Fonwards add! info re application for State of NV site user permit for 
Beatty,NV low level waste disposal site, including clarification re util radwaste process- 
ing, indemnification agreement & procedures. W/o procedures. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/28. MARSHALL, S. Nevada. State of. 
9pp. 41172:176-41172:184. 

—87 06090317 Rev 4 to Radiological Control Procedure RCP RW-1, 

“Collection, Packaging,Storage & Accountability of Radwaste.” 

* Pacific Gas & Electric Co. 87/05/28. 27pp. 41238:230-41238:256. 

—87 06100040 Rev 4 to Radiological Control Procedure RCP RW-4, “Solid Radwaste 
Shipment.’’ 

* Pacific Gas & Electric Co. 87/05/28. 24pp. 41238:257-41238:280. 

—87 06100043 Rev 1 to Radiological Control Procedure RCP RW-5, “Receiving, Loading, 
& Releasing of Transport Vehicle for Radwaste Shipment.” 

* Pacific Gas & Electric Co. 87/05/28. 12pp. 41238:281-41238:292. 

—8706100046 Rev 2 to Radiological Control Procedure RCP RW-7, "Burial Site Disposal 
Criteria & Classification of Radwaste.” 

* Pacific Gas & Electric Co. 87/05/28. 11pp. 41238:293-41238:303. 

8706040026 Agrees to perform certain deterministic evaluations of particular key param- 
eters using info developed in long-term seismic program,per NRC 870303 
request.Method for deterministic evaluation end. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41171:217-41171:220. 

8706080061 Partial response to FOIA requests for documents re 840820 director’s deci- 
sion & interim director’s decision under 10CFR2,206,Forwards App J 

documents.Documents also available in PDR. 

GBIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/08. DEVINE Gov- 
ernment Accountability Project. 3pp. 41208:199-41209:139. 

—8103231085 Advises that info submitted by util on 810302 re housekeeping & proce- 
dures at facility to address potential for sump debris is acceptable.Safety evaluation 
end. 

CHECK, P.s. Assistant Director for Plant Systems. 81/03/11. TEDESCO,R.L. Assistant 
Director for Licensing. 5pp. 41 208:330-41208:330. 


“8201270740 Fonvards W Jensen testimony in response to Contentions 10 & 12 re 
classification of pressurizer heaters as components important to safety & primary sys 
relief & block valves, respectively. Prof qualifications end. 

SHERON.B.W. Reactor Systems Branch. 82/01/06. JONES, B. Office of the Executive 
Legal Director (Pre 86370;;- ' ‘'cp 41208:341-41209:023. 

“8404300085 Forwards clarification of design basis of RHR interlocks & interlock design 
for Westinghouse reactors.Staff response to Allegation 37 in Diablo Canyon SSER 21 
misleading due to lack of understanding of design basis. 

DUNN1NG,T. Instrumentation & Control Systems Branch. 84/04/17. MATTSON,R. Di- 
vision of Systems Integration (811005-851124). 15pp. 41209:070-41209:084. 

“8501280100 Forwards Reactor Sys Branch SSER 29 input re Allegations 39 & 45 con- 
cerning installation of RHR low flow alarm & rev to Operating Procedure B-2.11 to 
require power be available to RHR hot leg suction isolation valves.SALP input end. 
HOUSTON,R.W. Assistant Director for Reactor Safety. 85/01 /22. NOVAK,T.M. Assist- 
ant Director for Licensing. 7pp. 41209:128-41209:139. 

“8706080075 Spec 8848, “Final Pair+ir.q at Ciab'c Canycn Ur-ts " & 2.” 

* Pacific Gas & Electric Co. 72/ Jl 26 8.4;:p -1 1 208.2 V--';' 208:3;;?. 

“8706080086 Advises of completion of Reactor Sys Branch review of info presented in 
P Crane 780126 Itr & 771 122 meeting. Applicant has adequate sys for bringing plant to 
cold shutdown in event of SSE. 

ROSS.D.F. Assistant Director for Reactor Safety. 78/03/08. VASSALLO.D.B. Assist- 
ant Director for Light Water Reactors. 27pp. 41208:303-41208:329. 

“8706080122 Safely evaluation re 800910 request that applicant address concerns re 
potential for debris in containment to inhibit plant ECCS performance. Related docu- 
ments end. 

* Reactor Systems Branch. 81/03/11. 10pp. 41208:331-41208:340. 

“8706080167 Forwards B Garde FOIA request for documents re SER concerning plant 
operation. List of relevant documents requested. 

BRADY,R.C. Management Analysis Branch. 84/01/12. KNIGHTON, G. Licensing 
Branch 3. 43pp. 41209:024-41209:068. 

8706090341 Board Notification 87-01 0:notifies of new geologic info re Diablo Canyon 
Nuclear Power PlantCapable fault identified on San Luis Bay,10 km from planLBased 
on conservatism of Hosgri analysis,low activity of fault not safety concern. 
CRUTCHFIELD,D. Division of Reactor Projects - 111, IV, V & Special Projects (Post 
870411). 87/05/29. 2ECH, ASSELSTINE, BERNTHAL Commissioners. 6pp. 
41220:029-41220:034. 


8706100022 Informs NRC of current status of facility DCRDR program & intent to 
submit DCRDR supplemental summary rept by Mar 1988. Util deferring submittal of 
rept to allow DCRDR review team to complete end described activities. 

SHIFFER,J.D. Pacific Gas & Electric Co. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 7pp. 41238:183-41238:189. 

8706120177 Advises that anomalies found in Boraflex neutron absorbing matl used in 
spent fuel pools at Point Beach & Quad Cities plants. Request for add! info re planned 
use of Boraflex in proposed modified racks at facilities end. 

TRAMMELUC.M. Project Directorate V. 87/06/02. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 6pp. 41305:056-41305:155. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100003 Forwards info on simplified dynamic model for containment structure con- 
sisting of two data packages.Data Package 1 contains computer runs for modal analy- 
ses of fixed-base containment structure. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/04. Document Control Branch (Docu- 
ment Control Desk). 200pp. 41233:001-41233:200. 

8706100088 Partial response to FOIA requeslApp S documents re Diablo Canyon avail- 
able in PDR.App T docurronts erd & also te'nn made .available in PDR.App U & V 
documents partially & ccrnple'o:’, wit-il-c a 'esocc-.vd / (■■£■■■ rOIA Exemption 5). 
GRIMSLEY.D.H. Divisi:)". c R.;:es & Records (Pjsi 8704 i:ii. 87/06/04. HOLMES, G.A. 
MHB Technical Associates. 9pp. 41244:180-41245:008. 

“8402210386 Forwards response to Congressman Markey 831101 Itr re differences be- 
tween 830719 & 0919 board notifications concerning Diablo Canyon Case Study 
(Case C).W/o end. 

PARTLOW.J.G. Division of QA, Safeguards & Insp Programs (830103-850212). 84/ 
02/07. EISENHUT.D.G. Division of Licensing (800428-851124). 1p. 41244:192- 
41244:192. 

-8410100307 Responds to concerns expressed in T Devine 840904 ltr re NRC mishan- 
dling of allegations & anonymity of allegers. Policy of protecting anonymity & conduct 
of meetings w/allegers restated.No change in procedures warranted. 

MARTIN.J.B. Region 5. Office of Director. 84/09/20. DIRCKS.W.J. Office of the Exec- 
utive Director for Operations. 3pp. 41244:255-41244:257. 

“8410230513 Submits status of reviews & outstanding issues re near-term licensing 
activities, per H Denton 840924 memo. 

GRACE.J.N. Division of QA, Safeguards & Insp Programs (830103-850212). 84/10/ 
15. EISENHUT.D.G. Division of Licensing (800428-851124). 2pp. 41244:264- 
41244:265. 

“8504050159 Informs that fuel load projected for wk of 850422 rather than end of Mar 
as indicated in 850318 memo. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/03/28. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 41244:340-41244:340. 

“8504080562 Forwards draft ack Itr to T Devine re supplemental 2.206 petition filed on 
behalf of McDermott & O’Neill concerning alleged problems at facilities. 

BURNS, S.G. Regional Operations & Enforcement Division. 85/03/22. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851 125). 2pp. 41244:338- 
41244:339. 
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-8504250426 Requests review & written evaluation of Allegations 1277 & 1438 re NRC 
conduct during allegation reviews, for inclusion in future SSER.GAP 850314 second 
suppi to 840731 2.206 oetiticr discussed 

DENTON.H.R. Odi:e R-i-acicr Regulation. Director (pre-851125). 85/04/15. 

CONNELLY.S. Office of Inspector & Auditor. 2pp. 41244:342-41244:343. 

-8504300636 Forwards SSER input in response to H Schierling request re NUREG- 
0737.'ter"s l.'l A '* 2 & "I A. 2. 2. rc upgrade of enorge-^cy support facilities & meteoro- 
logical data, rescec'.ivc-iy. ;cr;'s :L'.mol=t€d saiisfacicr.v. 

MAlTrrE'AS iD.E: Emerqv.nc- -’reca.'etr.-ioss 5ranct' 35/04/22. KNIGHTON, G.W. Li- 
censi.'!:; Era.' .:h 2 Cpp. ^ ■2-;4.3-l5-'‘. ■2 '.-1:35' . 

-8505090516 Forwards SSER 28 which includes computerized allegation tracking sys 
phntout.W/o end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/04/22. PALLADINO 
Commissioners. Ip. 41244:352-41244:352. 

-8505090526 Forwards briefing package, including slides, proposed license, evaluation of 
Unit 1 operating experience to date & Region V 841205 & 850415 operational readi- 
ness repts.re 850423 Commission consideration of low power license.W/o end. 
DIRCKS.W.J. Office of the Executive Director for Operations. 85/04/18. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 41244:344-41244:344. 

-8706100112 Discusses 840202 .me-^o re a"egations. Allegations brought to attention of 
Ebersole due to relevance to plannee s :-.:; via : Reg o- '/"awa'e of substance of allega- 
tions since Dec. 

MYERS.H. House of Rep., Interior & Insular Affairs. 84/02/02. HAYES. B. Office of In- 
vestigations. 2pp. 41244:190-41244:191. 

“8706100153 Advises that 13 of 23 transcripts of 840403-0503 interviews w/11 wit- 
nesses available to Board in camera upon request. Board notification recommended. 
HAYES, B.B. Office of Investigations. 84/06/01. EISENHUT.D.G. Division of Licensing 
(800428-851124). Ip. 41244:196-41244:196. 

“8706100157 Requests preparation of SSER re full power authorization, containing dis- 
cussion of resolution of Yin concerns about allegations, pior to Commission meeting. 
CHILK.S.J. Office of the Secretary of the Commission. 84/07/02. DIRCKS.W.J. Office 
of the Executive Director for Operations. Ip. 41244:197-41244:197. 

-8706100164 Informs of allegations assigned for NRR for close out responsibility, based 
on Allegation Panel Review Board 840712 meeting. 

BISHOP, T.W. Region 5, Office of Director. 84/07/16. EISENHUT.D.G. Division of Li- 
censing (800428-851124). 1p. 41244:198-41244:198. 

“8706100291 Forwards response to Parks 840901 Itr re allegations. Concerns will be 
investigated by Ofc of Inspector & Auditor as part of agency-wide audit of NRC allega- 
tion mat practices. 

ZECH.LW. Commissioners. 84/10/11. CHILK.S.J. Office of the Secretary of the Com- 
mission. Ip. 41244:263-41244:263. 

-8706100355 Summarizes 841101 telcon w/T Devine re verification of entry of Z Elwar 
concerns about FLUD computer code calculation for high energy line breaks into NRC 
alleaation tracking sys. 

SHOLLENBERGER Region 5, Office of Director. 84/11/05. Region 5, Office of Direc- 
tor, Ip. 41244:267-41244:268. 

-8706100387 Forwards “Summary Rept for Regional Evaluation of Diablo Canyon Unit 
2.” Previous schedule for operations not achievable.Updated evaluation of licensee 
work on outstanding items w*!l be dc'^e bv Jan 1 985 if warranted. 

MARTIN, J.B. Region 5, Office o! D.rr.:;:or. 84/12/05. DENTC.N.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. >r?-r.4.2:’'.4i2<i'*-:2'2. 

-8706100394 “Summary Rept for Regional Evaluation of Diablo Canyon Unit 2.” 

* Region 5, Office of Director. 84/11/30. 48pp. 41244:273-41244:319. 

-8706100419 Transfers resolution responsibility of Allegations 1505 & 1506 re storage 
& potential for sabotage of chlorine tanks to NRR. 

KIRSCH.D.P. Redon 5. Office of Director. 85/01/28. EISENHUT.D.G. Division of Li- 
cersing iCCj42t;-3r"1 1p. 41244:320-41244:320. 

“8706100452 Forwards current list of NRR allegation numbers & corresponding util ref 
numbers. 

LEY.M.C, Licensing Branch 3. 85/02/25. MEEKS, R.A. Region 5, Office of Director. 
5pp. 41244:323-41244:332. 

—8706100489 Provides addi info & forwards draft of SSER 28 re status of 
allegatlons.SSERs 29 & 30 provided by Board Notification 85-035 & 85-037 on 
850314 & 0412,respectively.SSER 31 will be forwarded as soon as possible. 
DIRCKS.W.J. Office of the Executive Director for Operations. 85/04/19. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 41244:345-41244:345. 

—8706100503 Discusses proposed changes to Tech Specs.No substantive comments 
offered.Deflnition of gross radioactivity should remain in Table 4.7-1. 

KIRSCH.D.F. Region 5, Office of Director. 85/04/26. THOMPSON.H.L Division of Li- 
censing (800428-851124). Ip. 41244:353-41244:353. 

—8706100505 Summarizes 840830 hearing in San Luis Obispo, CA re licensing of planti 
Yin participation in review for facility questioned. NRC criticized by San Luis Obispo 
Mothers for Peace. 

KAMMERER.C. Office of Congressional Affairs. 84/09/05. PALLADINO, ROBERTS. 
ASSELSTINE Commissioners. 3pp. 41244:358-41244:360. 

-8706100508 Partially withheld memo forwarding proposed response to Udall invitation 
to attend subcommittee 840830 hearing in San Luis Obispo re licensing of 
plantComments requested by 840816. 

KAMMERER.C. Office of Congressional Affairs. 84/08/15. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. Ip. 41245:001-41245:001, 

—8706110346 Updates list of allegation numbers & corresponding util ref numbers at- 
tached to 850224 note to RA Meeks. 

LEY.M.C. Licensing Branch 3. 85/03/19. MEEKS, R.A. Region 5. Office of Director. 1p. 
41244:336-41244:336. 

8706100404 Partial response to FOIA request for documents re plant allegations & JL 
Crews^a TW Bishop affidavits. Forwards App K documents.Oocuments also available 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. DEVINE Gov- 
ernment Accountability Project. 2pp. 41246:174-41246:196. 


8706300213 Discusses impressions from 870603 meeting re seismic reflection data in 
offshore Santa Maria basin. Offshore investigations have not touched critical elements 
needed for interpretation.Preliminary results should not be disclosed. 

BACHMAN.S. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 87/06/04. REIDER.L NRC - 
No Detailed Affiliation Given. CLUFF.L. Pacific Gas & Electric Co. 3pp. 41490:296- 
41490:298. 

8706150179 Forwards Amends 13 & 11 to Licenses DPR-SO & DPR-82, respectively & 
safety evaluation.Amends permit replacement of fuel rods in fuel assemblies w/filler 
rods or vacancies, on limited basis, per 870210 application. 

TRAMMELL, C.M. Project Directorate V. 87/06/08. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 3pp. 41304:314-41304:324. 

“8706150190 Amends 11 & 13 to Licenses DPR-80 & DPR-82, respectively, allowing 
proposed changes re replacement of fuel rods in fuel assemblies w/filler rods or va- 
cancies on limited basis & proposed Tech Spec 5.3.1. 

KNIGHTON.G.W. Project Directorate V. 87/06/08. 6pp. 41304:317-41304:322. 

-8706150194 Safety evaluation supporting Amends 13 & 11 to Licenses DPR-80 & 
DPR-82,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/08. 2pp. 
41304:323-41304:324. 

8706160186 Responds to Generic Ltr 87-06 re verification of leaktight integrity of p'-es- 
sure isolation valves. License Amend Request 86-01 submitted on 8602 'J.To 
date, license amend not received to add valves to Table 3.4-1. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/08. Document Control Branch (Docu- 
ment Control Desk). Ip. 41318:226-41318:226. 

8706230110 Confirms 870609 telcon re 870622 enforcement conference & mgt 
meeting. Internal meeting notice end. 

KIRSCH.D.F. Region 5, Office of Director. 87/06/09. SHIFFER.J.D. Pacific Gas & 
Electric Co. Ip. 41433:231-41433:234. 

-8706230112 Notification of 870622 mgt meeting & enforcement conference w/util in 
Region V ofc to discuss licensee performance. 

* Region 5, Office of Director. 87/06/09. Region 5, Office of Director. 3pp. 
41433:232-41433:234. 

8706170244 Final response to FOIA request.Forwards App A & B documents. App A 
documents available in PDR.App B documents partially withheld (ref FOIA Exemptions 
6 & 7),App C documents completely withheld (ref FOIA Exemption 7), 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. 
DELVECCHIO.R. San Francisco Chronicle. 5pp. 41383:005-41383:133. 

-8706170255 Forwards Mothers of Peace allegations re problems in QC 
documentation, mgt support & potential harassment of quality organization 
personnel, for consideration.Region V characterization of concerns also end. 
KIRSCH.D.F. Region 5, Office of Director. 87/01/30. NOVAK, T.M. Division of Pressur- 
ized Water Reactor Licensing - A (851125-870411). Ip. 41383:010-41383:018. 

8706230228 Fourth partial response to FOIA request.Forwards documents & tapes 
listed in Apps D & E.respectively.Documents & tapes placed in PDR.Portions of App D 
documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. DtXON.C. 
Government Accountability Project. 9pp. 41423:213-41427:144. 

“8706230283 Summary of 831219 meeting re submittal of grievance to Pullman Power 
Products concerning termination of S Lockert, QA inspector, on 83 121 5. List of atten- 
dees end. 

STIEGER.P.L. Pullman Power Products Corp. (formerly Pullman, Inc.). 83/12/19. Pull- 
man Power Products Corp. (formerly Pullman, Inc.). Ip. 41423:254-41423:254. 

-8706230288 Summary of 831222 moafing re c'arification of S Lockert termination & 
subsequent grievance which originally pr--jsc.T.eo & denied by Pullman Power Products 
on 831219. Attendee list end Parlially w:;rvv!ir! related info end. 

STIEGER.P.L. Pullman Power '=rc;-:.jc:s Corp. (formerly Pullman, Inc.). 83/12/22. Pull- 
man Power Products Corp. (formerly Pullman, Inc,). 800pp. 41423:255-41426:209. 

—8706230318 Forwards response to issues identified in Board Notification 84-014 re 
valve min wall thickness measurements originally performed in 1973 & 1974.From 
review of allegation, 22 issues addressed, including issue raised in HO Hudson 840112 
Itr. 

SCHUYLER, J.O. Pacific Gas & Electric Co. 84/02/29. MARTIN.J.B. Region 5. Office 
of Director. 12pp. 41426:210-41426:221. 

—8706230324 Forwards Pullman procedures to assist NRC review. 

COFFER.C.O. Pacific Gas & Electric Co. 84/03/08. CASELLA.F. Region 5, Office of 
Director. 22pp. 41426:222-41426:243. 

-8706230337 Forwards Rept PAR(DCNP)-NDE-3, “Followup of Alleged Deficiencies in 
QA Program at Diablo Canyon Nuclear Plant,’’ per 840320 telcon. 

KRAUS,M.A. Parameter, Inc. 84/03/20. CASELLA,F. Region 5, Office of Director. Ip. 
41426:244-41426:244. 

—8706230482 “Followup of Alleged Deficiencies in QA Program at Diablo Canyon Nu- 
clear Plant.’’ 

* Parameter, inc. PAR(DCNP)-NDE-3. 84/02/29, 125pp. 41426:245-41427:007. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180101 Forwards Amends 14 & 13 to Licenses DPR-80 & DPR-82, respectively & 
safety evaluation.Amends revise Tech Specs to accommodate Cycle 2 & later oper- 
ation of Unit 2 & Cycle 3 & later operation of Unit 1. 

TRAMMELL.aM. Project Directorate V. 87/06/12. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 3pp. 41393:273-41393:301. 

-8706180110 Amends 14 & 13 to Licenses DPR-80 & DPR-82, respectively, revising 
Tech Specs to accommodate Cycle 2 & later operation of Unit 2 & Cycle 3 & later 
operation of Unit 1, 

KNIGHTON.G.W. Project Directorate V. 87/06/12. 20pp. 41393:276-41393:295. 
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-8706180117 Safety evaluation supporting Amends 14 & 13 to Licenses DPR*80 & 
DPR-82, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 87/06/12. 6pp. 
41 393:296-41 393:301. 

8706180197 Forwards Amend 12 to License DPR-82 & safety evaluation. Amend con- 
sists of change to License Condition 2.C.(9) in response to 870317 application, as sup- 
plemented 870506. 

TRAMMELL.C.M. Project Directorate V. 87/06/12. SHIFFER.J.D. Pacific Gas & Elec- 
tric Co. 4pp. 41393:302-41393:310. 

-8706180210 Amend 12 to License DPR-82, changing License Condition 2.C.(9) re 
steam generator tube rupture analysis (SSER 31, Section 4.25). 

KNIGHTON,G.W. Project Directorate V. 87/06/12. 2pp. 41393:306-41393:307. 

“8706180219 Safety evaluation supcc*^i''p Amend 12 to License DPR-82. 

* NRC - No Detailed Affiliation Gjv-.^'-; 87. 06 i 2. 3pp. 41393:308-41393:310. 

8706260123 Responds to NRC recent inquiries re borings near plant site. AddI borings 
underway to improve documentation of shoreline angle locations as part of long-term 
seismic program. Completion of work anticipated by summer 1987.W/encl. 
SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41475:355-41475:358. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706240287 Comments on draft NUREG-1275, “Operating Experience Feedback Rept - 
New Plants.” in response to 870408 ltr. Listed improvement initiatives re Section 5.1 
would be of highest benefit in reducing frequency of reportable events. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/19. Document Control Branch (Docu- 
ment Control Desk). Ip. 41455:040-41455:040. 

8706260156 Final response to appeal re denial of FOIA request for documents re 
plant. Forwards document listed in App W. Document also available in PDR. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/22. HOLMES.G.A. 
MHB Technical Associates. 2pp. 41480:346-41480:348. 

“8706260177 Forwards amended McDermott & O'Neill petition re plant, per 
10CFR2.206.Exhibits 7-1 8, consisting of affidavits from 12 witnesses, being filed w/ 
NRC to avoid compromising ongoing Ofc of Investigations investigation.W/o end. 
DEVINE, T. Government Accountability Project. 84/11/15. HAYEs.B. Office of Investi- 
gations. Ip. 41480:348-41480:348. 


Q. Inspection reports, IE Bulletins & correspondence 

8706080084 Forwards Insp Repts 50-275/87-13 & 50-323/87-12 on 870315-0425 & 
notice of violation.Concerns noted.including use of inappropriate.unprofessional word- 
ing labeled on annunciator window & improvement in mgt area. 

KIRSCH.D.F. Region 5, Office of Director. 87/05/12. SHIFFER.J.D. Pacific Gas & 
Electric Co. 3pp. 41218:256-41218:277. 

-8706080087 Notice of violation from insp on 870315-0425. 

KIRSCH.D.F. Region 5, Office of Director. 87/05/12. 2pp. 41218:259-41218:261. 

“8706080092 Insp Repts 50-275/87-13 & 50-323/87-12 on 870315-0425. Violations 
noted:failure to take corrective action for identified deficiency & violation of procedure 
for control room activities. 

PADOVAN.LM., JOHNSTON.K.E.. NARBUT.P.P. Region 5. Office of Director. 87/05/ 
12. 16pp. 41218:262-41218:277. 

8706120200 Forwards Endorsement 53 to NELIA Policy NF-228 & Endorsement 23 to 
MAELU Policy MF-103. 

LOCKE, R.F. Pacific Gas & Electric Co. 87/05/15. SALT2MAN.J. NRC - No Detailed 
Affiliation Given. 3pp. 41279:281-41279:283. 

8706050240 Forwards Emergency Preparedness Insp Repts 50-275/87-15 & 50-323/ 
87-14 on 870325-26 & 0422.No violations or deficiencies noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/05/22. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 41205:051-41205:056. 

“8706050244 Insp Repts 50-275/87-15 & 50-323/87-14 on 870325-26 & 0422. No vio- 
lations or deficiencies noted.Major areas inspected: emergency preparedness 
program, including followup on enforcement items & licensee audits. 
PRENDERGAST.K., FISH, R.F. Region 5, Office of Director. 87/05/21. 4pp. 
41205:053-41205:056. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040210 Notification of 870603 meeting w/util in Bethesda,MD to discuss technical 
issues re suhme.mence qualification of MINCO resistance temp detectors identified in 
Insp Repts r>:-.?75/?i6-rj3 & 50-323/86-31. 

TRAMMELL,C.M. Project Directorate V. 87/05/29. KNIGHTON, G.W, Project Director- 
ate V. 4pp. 41180:216-41180:219. 

8706100275 Forwards Safeguards Insp Repts 50-275/87-19 & 50-323/87-19 on 
870504-08 & notice of violation.lnsp Rept & notice of violation withheld (ref 
10CFR2.790(d) & 73.21). 

MONTGOMERY, J.L Region 5. Office of Director. 87/05/29. SHIFFER,J.D. Pacific 
Gas & Electric Co. 2pp. 41241:124-41241:125. 

8706100091 Grants concurrence for unit to return to mid-loop operations for current 
outage.lnsps have verified that util has acceptably completed actions for mid-loop 
operations, per NRC 870506 confirmation of actions noted in 870504 ltr. 

MARTIN, J.B. Region 5, Office of Director. 87/05/30. SH1FFER,J.D. Pacific Gas & 
Electric Co. Ip. 41233:271-41233:271. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 


8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170244 Final response to FOIA request. Forwards App A & B documents. App A 
documents available In PDR. App B documents partially withheld (ref FOIA Exemptions 
6 & 7).App C documents completely withheld (ref FOIA Exemption 7). 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/11. 
DELVECCHIO,R. San Francisco Chronicle. 5pp. 41383:005-41383:133. 


--8706170269 Responds to telcons & 870121 meeting w/PP Narbut re concerns over 
practices at plant.EncI statement of concerns will be addressed during upcoming insp. 
KIRSCH.D.F. Region 5, Office of Director. 87/01/30. CULVER,N. Affiliation Not As- 
signed. 3pp. 41383:019-41383:021. 


—8706170274 Rev 4 to QC Procedure DCP-2, "Silicone Room Installation." Partially 
withheld related info end. 

* Pacific Gas & Electric Co. 84/11/01. 112pp. 41383:022-41383:133. 

8706170516 Responds to NRC 870512 ltr re violations noted in Insp Repts 50-275/87- 
13 & 50-323/87-1 2.Corrective actions: Administrative Procedure C-14S1 will be re- 
vised to require initial screening of IE info notices. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/11. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41385:031-41385:036. 

8706230228 Fourth partial response to FOIA request. Forwards documents & tapes 
listed in Apps D & E,respectively.Documents & tapes placed in PDR. Portions of App D 
documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. DIXON.C. 
Government Accountability Project. 9pp. 41423:213-41427:144. 


•8706230267 Partiallu withheld memo re Pullman QC inspector allegations received on 
831223.Alleger,S Lockert hired in Aug 1983 & terminated on 83121 5.Grievance filed 
w/Plumbers,Steam Fitters & Apprentices Union by alleger.per 10CFR21.50. 
PADOVAN.M. Region 1, Office of Director. 83/12/23. KIRSCH.D. Region 5, Office of 
Director. 18pp. 41423:223-41423:253. 


—8706230360 Engineerinq Instruction SP-52-166, “Ultrasonic Insp Procedure for 
Forgings, Bars, Plates, Bolting, Pipe, Tubing & Fittings - In Accordance W/ASfvIE Code for 
Pumps & Valves for Nuclear Power.” Related info encl. 

* Dresser Industries, Inc. 72/02/17. 123pp, 41427:008-41427:144. 


8706230248 Forwards Insp Repts 50-275/87-21 & 50-323/87-21 on 870518-22 & notice 
of violation. 

WENSLAWSK1,F.A. Region 5, Office of Director. 87/06/11. SHIFFER.J.D. Pacific Gas 
& Electric Co. 2pp. 41429:184-41429:201. 


-8706230249 Notice of violation from insp on 870518-22. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/06/11. Ip. 41429:186-41429:186. 

-8706230254 Insp Repts 50-275/87-21 & 50-323/87-21 on 870518-22. Violations 
noted:failure to post access to high radiation area.per 10CFR20,203(c)(1). 

HOOKER, C.A., YUHAS.G.P. Region 5, Office of Director. 87/06/11. 15pp. 41429:187- 
41429:201. 


8706230085 Forwards summary of util mgt actions to maintain high level of performance 
at plant, per NRC Itrs & insp repts. Meetings to discuss effectiveness of actions & 
assess overall plant performance w/Region V mgt proposed. 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/15. Document Control Branch (Docu- 
ment Control Desk). 44pp. 41421:181-41421:224. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list encl. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list encl. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York. Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706230023 Monthly operating repts for May 1987.W/870615 ltr. 

BEDESEM.P., THORNBERRY.R.C. Pacific Gas & Electric Co. 87/05/31. 18pp. 
41421:279-41421:296. 


8706260292 "Rept on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of May 1987.” W/870620 ltr. 

THORNBERRY.R.C. Pacific Gas & Electric Co. 87/05/31, LEONARD, W. California, 
State of. 23pp. 41485:198-41485:220. 


8706170508 "Diablo Canyon Power Plant Long-Term Seismic Program Quarterly 
Progress Rept 7, June 1987.” 

SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/09. 12pp. 41385:116-41385:127. 



130 DOCKETED ITEMS 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes STCSIO Operating Reactors Events Meeting 87-15 to brief 
senior ma’^agers from NRR,R=5,A£OD i regional ofcs on events which occurred 
since =7:5 1 2 meeting.Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSl.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 


8706220151 Transcript of 870616 hearing in Avila Beach CA 
Sion at facility.Pp 1 14-292.Related documentation end ' 

' Commissioners. 87/06/16. 230pp. 41398:001-41398-227 


re spent fuel 


pool expan- 


8706250298 Transcript of 870617 hearing in Avila Beach.CA.Pp 293-534 Related dno,, 
mentation end. ’ 

* Atomic Safety and Licensing Board Panel. 87/06/17. 570pp. 4 1444: 102-4 1445-077 


8706C30456 Sj.mmar/ of Operating Reactors Events Meeting 87-14 on 870512 w/ 
fjRR.P.ES.AEOO -Sl regional ofcs re events which occurred since 870507 meeting.List 
of attendees & cr:' 

UNNING.W. ..r'Ts -i.ss:;ss-n-:;:-; Branch. B7J05/27. ROSSl.C.E, Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41162:242-41162:260. 

8706100433 LER 85-028-00:on 870504, technicians discovered that only one 0-ring seal 
installed.Cover last closed on 850330.0n 850725, unit initially entered Mod 3 w/pres- 
sure transmitter PT-536 inoperable.Caused by personnel error.W/a70602 Itr. 

WILSON, S.D.. SHiFFER.J.D. Pacific Gas & Electric Co. 87/06/02. 5pp. 41239:205- 
41239:209. 

8706160039 PNO-V-87-041:on 870602, engineer in containment noted weepage from 
RHR sys line while RHR in svc. Cause of effect undetermined. Licensee preparing work 
orders to isolate, examine & repair weld. 

MENDONCA.M., NARBUT.P. Region 5, Office of Director. 87/06/03. Ip. 41305:270- 
41305:270. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 ! ist of attor'dees.events discussed & 

significant elements of events & i-.j-t:"-;:.'-,. c: ''::ac:r:-'- sionificant events end. 

LANNING.W. Events Assessment Branch. 87/06/08. ROS3:.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 


8706230194 Transcript of 870618 hearing in Avila Beach CA Pp 535-634 
* Atomic Safety and Licensing Board Panel. 87/06/18’. 116pp. 41413:117.41413.229 


^ ui j ivnjuermou iimiieo appearance qiato 

Sn°Se® ecfin ?706“ 


DOCKET 50-324 BRUNSWICK STEAW ELECTRIC PLANT, UNIT 2 


F. Security, medical, emergeticy & fire protection plans 


ruiwcj.ui DiunswicK iNuciear power r-iym exercise, 01 861210-11 oarik) 
participation joint exercise.Fiye areas requiring corrective action & several a easrec 
ommended for improvement identified.No deficiencies identified. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/22 CONGEt F 1 niwi 
4m7?085 4“^ ^ Emergency >repLedness (Post 870411); 


8706180085 LER 87-008-00:on 87051 5, automatic initiation of containment ventilation 
isolation sys occurred.Caused by spurious noise signals.Time delay circuitry being in- 
stalled in radiation monitors. W/87061 2 !tr. 

KELLY.W.J.. SHIFFER.J.D. Pacific Gas & Electric Co. 87/06/12. 5pp. 41391:049- 

OQ1 -nKr} 


8706190177 LER 87-007-00;on 870514,4 h nonemergency rept required by 10CFR50.72 
issued late following inadvertent start of diesel generator.Caused by technician 
error.Techr-ician ccurseled. W/87061 5 Itr. 

SISK.D.P. 3HFFER.J.D. Pacific Gas & Electric Co. 87/06/15. 6pp. 41394:231- 


r-uwci ridn I exercise, on 861210-11 

Federal Emergency Management Agency. 87/02/26. 54pp. 41 1471086-41 147:139 

Carolina Power & Light Co. 87/06/02. 2pp. 41390:254-41390:255. 

8706100323 /\ck recei^pt of util 870526 Itr informing NRC of steps taken to correct viola 
tions noted in i-sp Roots 50-324/87 1C A 50-325/87-10 

‘j^'-EY.E.E. Carolina Poms 


8706^0370 LER 87-009-00:on 87051 S.automatic initiation of containment ventilation 
isolation sys occurred due to electr^cn' rcr-g duri- mconre:!::-. cf -adiation monitor 
cable. Caused by personnel error & ;vcc-::r,.-'.z snc. Y7's7C>"’r 'ir 

^ -P Spp. 41432;169- 


50-324/87.10 & 50. 


8706230048 PNS-y-87-005:on 87061 7,American Protective Svc notified util that securit 
personnel on strike over monetary benefits. Licensee capable to meet security staffim 
requir^rnents through use cf proprietary security personnel. 

4U^2ll68S?42V-2lf^^^"^^’^” Director. 87/06/17. Ip 

LER 87-01 0-OO^n 870222.missed surveillance on intermediate ranqe nu 
occurred.Caused by personnel error in that preventive maint & tes 
wii onij '2S?!?S ^Pf*aJfCi Scheduler sys put into place. W/87061 9 Itr. 
4145fM9 & Electric Co. 87/06/19. 5pp. 41455:305- 


8706260288 LER 87-012-00.cn 
svc, continuous fire watch for cab! 
in violation of Tech So-:-c 7 2 = 
NELSON.T.A., SHiF--::-T„ C 'nrv. 
41482:112. 


870524 w/Cardox _ lire protection sys out of 
room '=(1 stehon to work on another job 

Cci« s Cc 5pp. 41482:108- 








wick Steam Electric Plant. ' 

* Carolina Power & Light Co. 87/06/10. 10pp. 41410:296-41410:305. 

W/I70615 Itr' A, "Emergency Response 

C.;rS^7f7p^p. 4r48^^^ '"P- GRACE.J.N. Region 2, 

'PPP® PlPPPP-ent in emergency operalion 
exercises or actual emergencies. ^ 

U?Mtofpp4”l?2°1l'v4°15“:n2°"“'°^ Power & 


K. Utility Final Safety Analysis Report (FSAR) & amends 


T. Hearing transcripts on non-antitrust matters 

8706010217 Summary of 870506 meeting w/util re spent fuel pool rerackino at 
rP^'P'P3"®^^?'®«®"'^P®oaviewgraph '^ ° 

I?i28«f9^'28;lS°''‘' Project Directorate V. 2pp. 

"SS Bathesda,MD re spent fuel pool 

* Commissioners. 87/05/06. 132pp. 41128:061-41128:192. 

:.'5 cT.'-S? Crueneich & Lowry. #287 3682. 87/ 

41280:273-41280:347; Project Directorate V. 75pp. 

n.- RelVt^ Sierra Club Contentions I & 

Board Panel. #287 3683. 87/06/04. 78pp. 41227:009- 


2.W/870601 Itr " oi«am cieciric Plant, Units 1 & 

CUTLER, A.B. Carolina Power & Light Co. 87/06/01. 643pp. 41292:001-41293:283. 

P. Operating license stage documents & correspondence 

^5Q'NTA-7613, “Conformance to Item 2.1 (Part 2) of Generic 
confS?®S°'^ lnterface.Arnold. Brunswick-1 & 2." finil rept.pSs 

•'^c- (subs, of EG&G, Inc.L .nORERTS .E W Idaho Na- 
c-ej; 

rfntraPrfpr 

8706260183 Forwards final EGG.NTA.7195, “Conformance to Generic l tr item 

SleMeluS?' 

Clear Reactor Regulation, Director (Post 870411). ip. 41483:140-41483:161. 
VAryufcRBEEK.R. EG&G Idaho, Inc. (subs, of EG&G Inc 1 VANDFRRFptr b w.hn 

SlSar"GUr27p74t^4'8"3^ 

*™on ’“Invir^SSssml^i & DPR.62, safety evalua- 

|p.SunrerncTgS^^ 

SMS."^t27iSo.4?S UTLEY, E.E:"carolina Po»sr * 



^6ikllRB!lt"^Ts;stem“ “•■■’■SV-0i09'i'rders“ 

C»TTER,B.P., BRIQHT,G.a, HWS^R fM7c 4fo"t?®- 57^06/04, 

101pp. 41226:268-41227:008. ^ Licensing Board Panel. 

*7tSCTp^S7prS“rlE^^^^^ -'Vila Beach, CAPp 
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-8706010298 Amends 109 & 136 to Licenses DPR-71 & DPR-62.respectively, changing 
Tech Spec Surveillance Requirement 4.8.2.3.1(b) to define acceptable loading of Div 
Battery Bus B to allow operation w/new standby uninterruptible power supply sys. 
ADENSAM.E.G. Project Directorate H-1. 87/05/27. 8pp. 41128:202-41128:209. 

-8706010303 Safety evaluation supporting Amends 109 & 136 to Licenses DPR-71 & 
DPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/27. 2pp. 
41128:210-41128:211. 

-8706010320 Environ assessment & finding of no significant impact supporting issu- 
ance of amends to Licenses DPR-71 & DPR-62 re Tech Spec change for Div Battery 
Bus B. 

ADENSAM.EG. Project Directorate 11-1. 87/05/22. 5pp. 41128:212-41128:216. 

8706260191 Forwards final EGG-NTA-7552, “Conformance to Generic Ltr 83-28, Item 
2,2.2 - Vendor Interface Programs for All Other Safety-Related Components:Brunswick 
1 & 2,’’ informal rept. Plant does not conform to generic ltr on subj item. 
ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS. E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/27. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). ip. 41483:162-41483:179. 

-8706260203 Final “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface 
Programs for All Other Safety-Related Components: Brunswick 1 & 2,’’ informal rept 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7552. 87/05/31. NRC - No Detailed Affiliation 
Given. 16pp. 41483:163-41483:179. 

8706030427 Forwards corrected Page 2 to safety evaluation issued w/ 870527 Amends 
109 & 136 to Licenses DPR-62 & DPR-71, respectively.FR citation for environ assess- 
ment publication inadvertently omitted. 

ADENSAM.E-G. Project Directorate H-l. 87/05/28. UTLEY.E.E. Carolina Power & 
Light Co. 3pp. 41162:261-41162:268. 

-8706030431 Corrected Page 2 to safety evaluation supporting Amends 109 & 136 to 
Licenses DPR-62 & DPR-71 ,respectively, incorporating FR citation for environ assess- 
ment publication. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/27. Ip. 
41162:264-41162:268. 

8706050007 Forwards safety evaluation re util 861231 justification of criteria used to 
select fire seals, per NRC 861015 request. Acceptance criteria represents acceptable 
alternative to criteria in Branch Technical Position ASB 9.5-1. 

SYLVESTER, E.D. Project Directorate 11-1. 87/06/29. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 41200:206-41200:211. 

-8706050009 Safety evaluation re util 861231 evaluation of fire barrier penetration 
seals. Plant acceptance criteria suitable deviation from Branch Technical Position ASB 
9.5-1. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/29. 4pp. 
41200:208-41200:211. 

8706100354 Responds to 870415 request for exemption from requirements of 
10CFR73.57(b)(1) & (7) for certain employees at facilities.Listed actions will resolve 
matter so that exemptions will not be necessary. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411), 87/06/02. UTLEY.E.E. 
Carolina Power & Light Co. 5pp, 41279:096-41279:100. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MJRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706180266 Forwards listing of pressure isolation valves, description of periodic 
testing, leakage acceptance criteria, operational limits & testing frequency, in response 
to Generic Ltr 87-06, “Periodic Verification of Leak Tight Integrity...." 

CUTTER, A.B. Carolina Power & Light Co. 87/06/11. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41390:238-41390:242. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180220 Application for amends to Licenses DPR-71 & DPR-62,revising Tech Specs 
5.3. 1., 5.6.1, 1. & 5.6.1. 2. to facilitate handling & storage of improved higher enrichment 
fuel assemblies for use in upcoming operating cycles.Fee paid. 

CUTTER, A.B. Carolina Power & Light Co, 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 11pp. 41390:300-41390:320. 

-8706180232 Proposed Tech Specs 5.3.1., 6.6.1. 1 & 5.6.1. 2, restricting fuel design to 
those approved by NRC to limit K-infinity of new fuel assemblies & to limit K-infinity 
rather than enrichment of fuel assemblies. 

* Carolina Power & Light Co. 87/06/12. 10pp. 41390:311-41390:320. 

8706230453 Forwards info re testing of alternate rod injection & recirculation pump trip 
(RPT) sys.missing figures from 870414 submittal & RPT setpoints, per 870604 
requesLNeed for timely review of issue emphasized. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/06/18. Document Control Branch 
(Document Control Desk). 22pp. 41434:020-41434:041. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41 582:001-41 582:070. 

8706250400 Advises of change in official work hours for all NRC headquarter 
employees, effective 870621. 

ADENSAM.E.G. Project Directorate 11-1. 87/06/22. UTLEY.E.E. Carolina Power & 
Light Co. 4pp. 41 467:21 1 -41 467:21 4. 

8706250532 Responds to request for assurance that facility neutron monitorino sys 
design similar to design of other plants.List of plants w/similar design, already re- 
viewed & approved by NRC, end. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI,A.C. Assistant Director for Sys- 
tems. 3pp. 41636:356-41536:358. 


8706260351 Forwards Page B 2.14 inadvertently omitted from “Review of Rosemount 
Analog Trip Unit Justification for Test Interval Frequency Change." 

ZIMMERMAN, S.R. Carolina Power & Light Co, 87/06/22, Document Control Branch 
(Document Control Desk). 3pp. 41482:135-41482:137. 

8706290025 Application for amends to Licenses DPR-71 & DPR-62,revising Tech Spec 
Section 3 . 11 . 2.3 to allow incineration of radwaste oil & Table 4.11,2-1 to require grab 
sample analysis of each batch per lOCFRSO.App I.Fee paid. 

CUTTER.A.B. Carolina Power & Light Co. 87/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41485:179-41485:197. 

—8706290032 Proposed Tech Specs,revising Section 3.11.2.3 to allow incineration of 
radwaste oil & Table 4.11-2-1 to require grab sample analysis of each batch prior to 
incineration per 10CFR50,App 1. 

* Carolina Power & Light Co. 87/06/23. 16pp. 41485:182-41485:197. 

8706300291 Forwards Rev 1 of facility CRDR final summary rept,providing proposed 
dispositions for human engineering discrepancies still under review at time of CRDR 
final summary rept submission. 

CUTTER.A.B. Carolina Power & Light Co. 87/06/23. Document Control Branch (Docu- 
ment Control Desk). 120pp. 41498:224-41498:320. 

8706300656 Application for amends to Licenses DPR-71 & DPR-62, deleting Tech Spec 
5.6.3 ref to storage capacity of spent fuel pool & allowing specified max number of 
fuel assemblies to be stored.Fee paid. 

CUTTER.A.B. Carolina Power & Light Co. 87/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41514:265-41514:273. 

—8706300865 Proposed changes to Tech Spec 5.6.3, deleting ref to storage capacity of 
spent fuel pool & allowing specified max number of fuel assemblies to be stored. 

* Carolina Power & Light Co. 87/06/23. 6pp. 41514:268-41514:273. 

8706300949 Application for amends to Licenses DPR-62 & DPR-71, revising Tech Spec 
5.2.2(b) to reflect correct 220 F max internal torus temp.Fee paid. 

CUTTER.A.B. Carolina Power & Light Co. 87/06/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41502:313-41502:320. 

—8706300953 Proposed Tech.Specs re internal torus design temp, reflecting correct max 
temp. 

* Carolina Power & Light Co. 87/06/24. 6pp. 41502:315-41502:320. 


Q. Inspection reports. IE Bulletins & correspondence 


8706120251 Ack receipt of 870429 response to 870330 notice of violation re Insp Repts 
50-325/87-03 & 50-324/87-03.Response meets requirements of 

10CFR2.201. Implementation of corrective actions will be examined during future insps. 
VERRELLI.D.M. Region 2, Office of Director. 87/05/20. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 41274:144-41274:144. 

8706030359 Revises 870424 supplemental response to Violation 3 noted in Insp Repts 
50-325/87-02 & 50-324/87-02 re increased mgt/ supervisory attention. Mechanics re- 
assigned to less sensitive plant work areas. 

DIETZ.C.R. Carolina Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 8pp. 41169:062-41 169:069. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706100217 Forwards Insp Repts 50-324/87-11 & 50-325/87-11 on 870404-0504 & 
notice of violation. Unresolved item re late 4 h repts upgraded to violation. 

REYES,L.A. Region 2, Office of Director. 87/06/01. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 41241:126-41241:143. 

—8706100223 Notice of violation from insp on 870404-0504. 

REYES, LA. Region 2. Office of Director. 87/06/01. ip. 41241:128-41241:128. 

-8706100228 Insp Repts 50-324/87-11 & 50-325/87-11 on 870404-0504. Violations 
noted:failure to make timely 4 h rept. 

RULAND,W.H., GARNER, LW., MELLEN.LS. Region 2. Office of Director, 87/06/01. 
15pp. 41241:129-41241:143. 

8706100323 Ack receipt of util 870526 ltr informing NRC of steps taken to correct viola- 
tions noted in Insp Repts 50-324/87-10 & 50-325/87-10. 

STOHR,J.P. Region 2. Office of Director. 87/06/03. UTLEY,E.E. Carolina Power & 
Light Co. 1p. 41241:198-41241:199. 

—8706100334 Forwards response to violations noted in Insp Repts 50-324/87-1 0 & 50- 
325/87-1 0.Response withheld (ref 10CFR73.21). 

DIETZ.C.R. Carolina Power & Light Co, 87/05/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 41241:199-41241:199. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110005 Forwards addi info re 861110 requests for relief from first & second 10-yr 
inservice insp intervals-Advises that util unable to respond fully to requests re second 
10-yr interval due to magnitude of info requested, 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/06/04. Document Control Branch 
(Document Control Desk). 15pp. 41260:094-41260:108. 

8706170005 Ack receipt of 870402,24 & 0526 Itrs informing NRC of steps taken to cor- 
rect violations noted in Insp Repts 50-324/87-02 & 50-325/87-02. 

VERRELLI,D.M. Region 2, Office of Director. 87/06/05. UTLEY,E.E. Carolina Power & 
Light Co. Ip. 41377:054-41377:054. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 
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6706250243 Forwards Insp Repts 50-325/67-14 & 50-324/87-14 on 870S11-15.No vio- 

lations or deviations noted. 

HERDT.A.R. Region 2, Office of Director. 87/06/10. UTLEY, E.E. Carolina Power & 
Light Co, 2pp. 41474:224-41474:237. 

-8706250261 Insp Repts 50-325/87-14 & 50-324/87-14 on 870511-16.No violations or 
deviations noted. Insp conducted per Temporary Instruction 2500/12 re insp of actions 
taken by licensees & applicants of Mark I & H containments. 

COLEY.J.L, BLAKE.J.J. Region 2. Office of Director. 87/06/09. 12pp. 41474:226- 
41474:237. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:21 7-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially S'cr'l^ica'-t Prcblo.ms Resulting From 
Human Error Involving Wrong Unit. Wrong Train or ■Wr.nng Conpon-:-'.! Evi-r-s." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121 pp. 41437:099-41437:222. 

8706300328 Forwards Insp Repts 50-325/87-13 & 50-324/87-13 on 870505-31 & notice 
of violation. 

REYES. LA. Region 2, Office of Director. 87/06/24. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 41489:331-41489:344. 

—8706300338 Notice of violation from insp on 870506-31. 

‘ Region 2. Office of Director. 87/06/24. Ip. 41489:333-41489:333. 

-8706300350 Safety Insp Repts 50-325/87-13 & 50-324/87-13 on 870505-31. Viola- 
tions noted:failure to follow integrated leak rate procedure.Fuses for high drywell pres- 
sure instrument not removed. 

RULAND.W.H., GARNER, L.W., FREDRICKSON.P. Region 2. Office of Director. 87/ 
06/23. 11pp. 41489:334-41489:344. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York. Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706090397 LER 87-007-00:on 870504,RCIC sys turbine steam supply inboard primary 
. containment isolation valve (PCIV) & pump suppression pool suction supply inboard 
PCIV auto closed on Group 5 isolation.Caused by instrument drift. W/870603 Itr. 
PASTVA.M.J.. DIETZ.C.R. Carolina Power & Light Co. 87/06/03. 4pp. 41230:011- 
41230:014, 
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F. Security, medical, emergency & fire protection plans 

8706020185 Forwards "Brunswick Nuclear Power Plant Exercise,” of 861210-11 partial 
participation joint exercise.Five areas requiring corrective action & several areas rec- 
ommended for improvement identified. No deficiencies identified. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/22, CONGELF.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41147:085-41147:139, 

-8706020201 "Brunswick Nuclear Power Plant Exercise," on 861210-11. 

* Federal Emergency Management Agency. 87/02/26. 54pp. 41147:086-41147:139. 

8706180243 Corrected Page 28 to Rev 20 to Emergency Plan Implementing Procedure 
PEP-02.1, Figure 2.1-1, "Logic Flow Diagram for PEP-02.1.’’ 

* Carolina Power & Light Co. 87/06/02. 2pp. 41390:254-41390:255. 

8706100323 Ack receipt of util 870526 Itr informing NRC of steps taken to correct viola- 
tions noted in Insp Repts 50-324/87-10 & 50-325/87-10. 

STOHR.J.P. Region 2, Office of Director. 87/06/03. UTLEY, E.E. Carolina Power & 
Light Co. Ip. 41241:198-41241:199. 

-8706100334 Forwards response to violations noted in Insp Repts 50-324/87-10 & 50- 
326/87-1 0.Response withheld (ref 10CFR73.21). 

DIETZ.C.R. Carolina Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 1p. 41241:199-41241:199. 


P. Operating license stage documents & correspondence 


8706050326 Forwards EGG-NTA-7613, "Conformance to item 2.1 (Part 2) of Generic 
Ltr 83-28, Reactor Trip Sys Vendor Interface, Arnold, Brunswick-1 & 2," final rept.Planis 
conform to item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc ) nOFrRTS.E W i::l-:ho Na- 
tional Engineering Laboratory, FIN D-6001. 87/04/17. of Nu- 

clear Reactor Regulation, Director (Post 870411). Ip. 41203:126-41203:140. 

-8706050331 "Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, Arnold, Brunswick-1 & 2," informal rept. 

FARMER, F.G. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001, EGG-NTA-7613. 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41203:127-41203:140. 

8706260183 Forwards final EGG-NTA-7195. "Conformance to Generic Ltr, Item 2.2.1 - 
Equipment Classification for All Other Safety- Related Components, Brunswick 1 & 2" 
informal rept, Plant conforms to generic Itr on item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:140-41483:161. 

-8706260196 Final “Conformance to Generic Ltr 83-28,ltem 2.2.1 - Equipment Classifi- 
cation for All Other Safety-Related Components, Brunswick 1 & 2,” informal rept. 
VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDER3EEK P Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7195. fiV N'-.C ■ No 
Detailed Affiliation Given. 21pp. 41483:141-41483:161, 

8706010282 Forwards Amends 109 & 136 to Licenses DPR-71 & DPR-62,safety evalua- 
tion & environ assessment & finding of no significant impacLAmends change Tech 
Spec Surveillance Requirement 4.8.2.3.1(b) re loading of Div Battery Bus B. 
SYLVESTER, E.D. Project Directorate 11-1. 87/05/27. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 41128:200-41128:216. 

-8706010298 Amends 109 & 136 to Licenses DPR-71 & DPR-62,respectively. changing 
Tech Spec Surveillance Requirement 4.8.2.3.1(b) to define acceptable loading of Div 
Battery Bus B to allow operation w/new standby uninterruptible power supply sys. 
ADENSAM.E.G. Project Directorate 11-1. 87/05/27. 8pp. 41128:202-41128:209. 

-8706010303 Safety evaluation supporting Amends 109 & 136 to Licenses DPR-71 & 
DPR-62,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/27. 2pp. 
41128:210-41128:211. 


-8706010320 Environ assessment & finding of no significant impact supporting issu- 
ance of amends to Licenses DPR-71 & DPR-62 re Tech Spec change for Div Battery 
Bus B. 

ADENSAM.E.G. Project Directorate II-1. 87/05/22. 5pp. 41128:212-41128:216. 


8706260191 Forwards final EGG-NTA*7552, "Conformance to Generic Ltr 83-28, Item 
2.2.2 - Vendor Interface Programs for All Other Safety-Related ComponentsrBrunswick 
1 & 2," informal rept. Plant does not conform to generic ltr on subj item. 
ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.1 PORERTS.E W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/27. CAi'R .\G ■ON.M. O'f';:-:: of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:162-41483:179. 

“8706260203 Final "Conformance to Generic Ltr 83-28,ltem 2.2.2 - Vendor Interface 
Programs for All Other Safety-Related Components: Brunswick 1 & 2," informal rept. 
UDY,A.C. EG&G Idaho. Inc. (subs, of EG&G. Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7552. 87/05/31. NRC - No Detailed Affiliation 
Given. 16pp. 41483:163-41483:179. 

8706030427 Forwards corrected Page 2 to safety evaluation issued w/ 870527 Amends 
109 & 136 to Licenses DPR-62 & DPR-71, respectively. FR citation for environ assess- 
ment publication inadvertently omitted. „ . 

ADENSAM.E.G. Project Directorate I1-1. 87/05/28. UTLEY, E.E. Carolina Power & 
Light Co. 3pp. 41162:261-41162:268. 

-8706030431 Corrected Page 2 to safety evaluation supporting Amends 109 & 136 to 
Licenses DPR-62 & DPR-71, respectively, incorporating FR citation for environ assess- 
ment publication. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/27. 1p. 
41162:264-41162:268. 

8706030464 Forwards Rev 0 to “Supplemental Reload Licensing Submittal for Bruns- 
wick Steam Electric Plant Unit 1, Reload 5 (W/o Recirculation Pump Trip),’’ No unre- 
vlewed safety questions exist & no addi Tech Spec changes required. 
ZIMMERMAN.S.R. Carolina Power & Light Co. 87/05/28. Document Control Branch 
(Document Control Desk). Ip. 41 168:21 8-411 68:248. 


-8706030492 Rev 0 to "Supplemental Reload Licensing Submittal for Brunswick Steam 
Electric Plant Unit 1, Reload 5 (W/o Recirculation Pump Trip).’’ 

LAMBERT, P.A.. ELLIOTT.P.E., CHARNLEY.J.S. General Electric Co. 23A5ai4 ROO. 
87/05/31. 31pp. 41168:219-41168:248. 


8706050007 Forwards safety evaluation re util 861231 justification of criteria used to 
select fire seals, per NRC 861015 request. Acceptance criteria represents acceptable 
alternative to criteria in Branch Technical Position ASB 9.5-1. 

SYLVESTER, E.D. Project Directorate 11-1. 87/05/29. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 41200:206-41200:211. 

-8706050009 Safety evaluation re util 861231 evaluation of fire barrier penetration 
seals.Plant acceptance criteria suitable deviation from Branch Tectviical Position Abe 
9 5-1 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/29. 4pp. 
41200:208-41200:211. 


8706100354 Responds to 870415 request for exemption from requirements of 
10CFR73.57(b)(1) & (7) for certain employees at facilities. Listed actions will resolve 
matter so that exemptions will not be necessary. , r-v c c 

VARGA,S.A. Division of Reactor Projects - l/ll (Post 870411). 87/06/02. UTLEY,E.E. 
Carolina Power & Light Co. 5pp, 41279:096-41279:100. 
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8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

mIR-'G' 'A - J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Powc' So. 7-5pp 41348:323-41349:036. 

8706180266 Forwards listing of pressure isolation valves, description of periodic 
testing, leakage acceptance criteria, operational limits & testing frequency,in response 
to Generic Ltr 87-06, “Periodic Verification of Leak Tight Integrity...." 

CUTTER,A.B. Carolina Power & Light Co. 87/06/11. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41390:238-41390:242. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180220 Application for amends to Licenses DPR-71 & DPR-62, revising Tech Specs 
5.3. 1,. 5.6.1. 1. & 5,6.1. 2. to facilitate handling & storage of improved higher enrichment 
fuel assemblies for use in upcoming operating cycles.Fee paid. 

CUTTER, A.B. Carolina Power & Light Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 11pp. 41390:300-41390:320. 

-8706180232 Proposed Tech Specs 5.3.1., 5.6.1. 1 & 5.6.1.2,restricting fuel design to 
those approved by NRC to limit K-infinity of new fuel assemblies & to limit K-infinity 
rather than enrichment of fuel assemblies. 

* Carolina Power & Light Co. 87/06/12. 10pp. 41390:311-41390:320. 

8706230453 Forwards info re testing of alternate rod injection & recirculation pump trip 
(RPT) sys, missing figures from 870414 submittal & RPT setpoints, per 870604 
request.Need for timely review of issue emphasized. 

Z1MMERMAN,S.R. Carolina Power & Light Co. 87/06/18. Document Control Branch 
(Document Control Desk). 22pp. 41434:020-41434:041. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250400 Advises of change in official work hours for all NRC headquarter 
employees, effective 870621. 

ADENSAM.E.G. Project Directorate 11-1. 87/06/22. UTLEY, E.E. Carolina Power & 
Light Co. 4pp. 41467:211-41467:214. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design.already re- 
viewed & approved by NRC,encl. 

ARTIGAS,R. General Electric Co. 87/06/22. THADANI,A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 

8706260351 Forwards Page B 2.14 inadvertently omitted from "Review of Rosemount 
Analog Trip Unit Justification for Test Interval Frequency Change." 

ZIMMERMAN,S.R. Carolina Power & Light Co. 87/06/22. Document Control Branch 
(Document Control Desk). 3pp. 41482:135-41482:137. 

8706290025 Application for amends to Licenses DPR-71 & DPR-62,revising Tech Spec 
Section 3.11.2.3 to allow incineration of radwaste oil & Table 4.1 1.2-1 to require grab 
sample analysis of each batch per 10CFR50,App I.Fee paid. 

CUTTER, A.B. Carolina Power & Light Co. 87/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41485:179-41485:197. 

-8706290032 Proposed Tech Specs, revising Section 3.11.2.3 to allow incineration of 
radwaste oil & Table 4.11-2-1 to require grab sample analysis of each batch prior to 
incineration per 10CFR50,App I. 

* Carolina Power & Light Co. 87/06/23. 16pp. 41485:182-41485:197. 

8706300291 Forwards Rev 1 of facility CRDR final summary rept.providing proposed 
dispositions for human engineering discrepancies still under review at time of CRDR 
final summary rept submission. 

CUTTER, A.B. Carolina Power & Light Co. 87/06/23. Document Control Branch (Docu- 
ment Control Desk). 120pp. 41498:224-41498:320. 

8706300856 Application for amends to Licenses DPR-71 & DPR-62, deleting Tech Spec 
5.6.3 ref to storage capacity of spent fuel pool & allowing specified max number of 
fuel assemblies to be stored.Fee paid. 

CUTTER, A.B. Carolina Power & Light Co. 87/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41514:265-41514:273. 

-8706300865 Proposed changes to Tech Spec 5.6.3,deleting ref to storage capacity of 
spent fuel pool & allowing specified max number of fuel assemblies to be stored. 

* Carolina Power & Light Co, 87/06/23. 6pp. 41514:268-41514:273. 

8706300949 Application for amends to Licenses DPR-62 & DPR-71, revising Tech Spec 
5,2.2(b) to reflect correct 220 F max internal torus temp.Fee paid. 

CUTTER.A.B. Carolina Power & Light Co. 87/06/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41502:313-41502:320, 

-8706300953 Proposed Tech Specs re internal torus design temp,reflecting correct max 
temp. 

* Carolina Power & Light Co. 87/06/24. 6pp, 41502:315-41502:320. 


Q. Inspection reports, IE Bulletins tk correspondence 

8706120251 Ack receipt of 870429 response to 870330 notice of violation re Insp Repts 
50-325/87-03 & 50-324/87-03.Response meets requirements of 

10CFR2, 201. Implementation of corrective actions will be examined during future insps. 
VERRELLLD.M. Region 2, Office of Director. 87/05/20. UTLEY,E.E. Carolina Power & 
Light Co. Ip. 41274:144-41274:144. 

8706030359 Revises 870424 supplemental response to Violation 3 noted in Insp Repts 
50-325/87-02 & 50-324/87-02 re increased mgt/ supervisory attention. Mechanics re- 
assigned to less sensitive plant work areas. 

DIETZ, C.R. Carolina Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 8pp. 41169:062-41169:069. 


8705200749 NRC Info Notice 87-023, ‘‘Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706100217 Forwards Insp Repts 50-324/87-11 & 50-325/87-11 on 870404-0504 & 
notice of violation.Unresolved item re late 4 h repts upgraded to violation, 

REYES, LA. Region 2, Office of Director. 87/06/01. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 41241:126-41241:143. 

-8706100228 Insp Repts 50-324/87-11 & 50-325/87-11 on 870404-0504. Violations 
noted:failure to make timely 4 h rept. 

RULAND.W.H., GARNER, LW.. MELLEN.L.S. Region 2, Office of Director. 87/06/01. 
15pp. 41241:129-41241:143. 

8706100323 Ack receipt of util 870526 ltr informing NRC of steps taken to correct viola- 
tions noted in Insp Repts 50-324/87-10 & 50-325/87-10. 

STOHR.J.P. Region 2, Office of Director. 87/06/03. UTLEY, E.E. Carolina Power & 
Light Co. 1 p. 41 241 ;1 98-41 241 :1 99. 

-8706100334 Forwards response to violations noted in Insp Repts 50-324/87-10 & 50- 
325/87-1 0.Response withheld (ref 10CFR73.21). 

DIETZ, C.R. Carolina Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk), ip. 41241:199-41241:199. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100319 Advises that IGSCC improvements.insps & repairs performed during 
Reload 5 outage meet guidelines in Generic Ltr 84-11 & acceptable, per util 870519 & 
22 submittals.Unit can be returned to operation for at least one addi fuel cycle. 
ANDENSAM.E.G. Project Directorate 11-1. 87/06/04. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 41248:065-41248:066. 

8706110005 Forwards addI info re 861110 requests for relief from first & second 10-yr 
inservice insp intervals.Advises that util unable to respond fully to requests re second 
10-yr interval due to magnitude of info requested. 

ZIMMERMAN.S.R. Carolina Power & Light Co. 87/06/04. Document Control Branch 
(Document Control Desk). 15pp. 41260:094-41260:108. 

8706170005 Ack receipt of 870402,24 & 0526 Itrs NRC of steps taken to cor- 
rect violations noted in Insp Repts 50-324/87-02 'i FV-CP 

VERRELLLD.M. Region 2, Office of Director. 87/06/05. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 41377:054-41377:054. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706250243 Forwards Insp Repts 50-325/87-14 & 50-324/87-14 on 87051 1-15.No vio- 
lations or dcv:at;o''S noted 

HERDT.A.R. Roc o:' 2 CMico .c: Director. 87/06/10. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. •D'''7*; 4 M yX' 

-8706250261 Insp Repts 50-325/87-14 & 50-324/87-14 on 87051 1-1 5.No violations or 
deviations noted. Insp conducted per Temporary Instruction 2500/12 re insp of actions 
taken by licensees & applicants of Mark I & II containments. 

COLEY.J.L, BLAKE, JJ. Region 2. Office of Director. 87/06/09. 12pp. 41474:226- 
41474:237. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706060211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit.Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300328 Forwards Insp Repts 50-325/87-13 & 50-324/87-13 on 870505-31 & notice 
of violation. 

REYES, L.A. Region 2, Office of Director. 87/06/24. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 41489:331-41489:344. 

“8706300338 Notice of violation from insp on 870505-31. 

* Region 2, Office of Director. 87/06/24. Ip. 41489:333-41489:333. 

“8706300350 Safety insp Repts 50-325/87-13 & 50-324/87-13 on 870505-31. Viola- 
tions noted:failure to follow integrated leak rate procedure.Fuses for high dryweil pres- 
sure instrument not removed. 

RULAND.W.H., GARNER, L.W.. FREDRICKSON.P. Region 2, Office of Director. 87/ 
06/23. 11pp. 41489:334-41489:344. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medicai, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 
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8706010137 LER 87-008-01 :on 8703 10, circumferential indication of 3 ft 7 inches in 
“t'* '??"'■ --i- wall depth discovered on recirculation piping.Caused by 

ir:.-: -'liques applied to indication. W/870526 Itr. 

Carolina Power & Light Co. 87/05/26. 2pp. 41132:132- 

41132:133. 

8706080046 LER 87-01 0-00:on 870430, reactor protection sys tripped. Caused by spuri- 
ous electronic noise spike resulting from attempts to withdraw control rod.Plant mod 
“"■nvint-'-r r'cct'c-'.: -o;ro problem will be installed.W/870529 Itr. 

:: E.'.:.C.:= Carolina Power & Light Co. 87/05/29. 4pp. 41218:211- 

41218:214. 

8706120066 LER 87-01 3-00:on 870504 & 06, automatic isolations of Units 1 & 2 
common control room HVAC sys & common control bide emerger'cy fi'tra^ion sys 
occurred. Caused by leak in chlorine supply underground ! n.i.Li-'-:,- rop acerj 
Itr. 

PASTVA.M.J.. DIET2,C.R. Carolina Power & Light Co. 87/06/03. 4pp. 41272:099- 
41272:102. 

8706170300 LER 87-01 5-00;on 87051 5, primary containment Group I isolation & reactor 
protection sys trip signal occurred. Caused by deficient test procedure. Isolation & trip 
signal reset &. procedure revised.W/87061 1 Itr. 

PASTVA.M.J., DIETZ, C.R. Carolina Power & Light Co. 87/06/11. 4pp. 41385:169- 
41385:172, 

8706230181 LER 87-016-00:on 870522.determined that functional testing of control rod 
block function of reactor power intermediate range monitors not performed from 
870510-1 7.Caused by personnel error.Procedures revised.W/87061 8 Itr. 

PASTVA.M.J., DIETZ.C.R. Carolina Power a Light Co. 87/06/18. 6pp. 41432:354- 
41432:360. 

8706300205 LER 87-01 8-00:on 870502, discovered that loop isolation valve would not 
fully close against sys operating pressure.Caused by undersized Belleville washer 
spring pack valve operator. Washer spring pack replaced.W/870622 Itr. 

PASTVA.M.J., DIETZ.C.R. Carolina Power a Light Co. 87/06/22. 5pp. 41497:177- 
41497:181. 
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P. Operating license stage documents & correspondence 

8706180286 Informs of recent reorganization of NRR. Branch now Standardization & 
Non-Power Reactor Project Directorate. T Michaels is project manager for facility. 
BERKOW.H.N. Standardization a Non-Power Reactor Project Directorate. 87/06/11. 
MILLER.G. California, Univ. of, Irvine. CA. 3pp. 41392:274-41392:276. 
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F. Security, medical, emergency & fire protection plans 

8706050132 Rev 28 to radiological emergency plan,W/870528 Itr. 

MARKS, B.K., GRIDLEY.R.L. Tennessee Valley Authority. 87/05/11. 176pp. 
41193:001-41193:176, 

8706100162 Forwards FEMA rept for 861119 radioloo'C?.! erremency exercise FEMA did 
not identify any deficiencies.Four areas requiring c'cr-Lc: /■: ng failure of 

state moniterno teams to take open window measurements stated. 

ZECM.G.G. Office of Special Projects. 87/05/28. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41241:047-41241:088. 

8706120076 Advises that based on review of 870512 Rev 16 to plant physical security/ 
contingency o'?,n found consistent w/10CFR50.54(p) & acceptable. 

ZECH.G.G. :):■■ o' S;.: Projects. 87/05/28. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41272:239-41272:240. 

8706100357 Ack return of safeguards & administratively confidential repts R-82-01- 
PSS.R-83-16-NPS.R-84-06-NPS & 1-83-01 -WBN, furnished by WF Willis 850906 itr. 
ZECH.G.G. Office of Special Projects. 87/05/29. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41248:270-41248:271. 

8706100124 Confirms 870609 mgt meeting in Region If ofc to discuss util security 
aclivi'. cs.r-::' " ' telcon. Proposed msetinc agenda & notice of meeting end. 

.''EC'-.C: C Ci cc of Special Projects. 87/05/02. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41240:073-41240:075. 

-8706110230 Notification of 870609 meeting w/util in Region II ofc to discuss util secu- 
rity activities. 

* Region 2, Office of Director. 87/06/02. Region 2, Office of Director. Ip. 41240:075- 
41 240:075. 


8706220315 Revised radiological emergency plan ‘-inlc'^c.'ii'n;;; procedures, including 
Rev 11 to IP-2, “Notification of Unusual Event," P:,:v i.'i ic “Alert” & Rev 13 to 
IP-4, “Site Area Emergency." W/870615 Itr. 

WALKER, J.R.. YOUNGBLOOD, T.H., GRIDLEY.R.L. Tennessee Valley Authority. 87/ 
06/15. 27pp. 41409:105-41409:130. 

8706300930 Ack receipt of objectives for radiological emergency plan exercise sched- 
uled for 870805.Submittal appears to fulfill requirements for annual onsite exercise. 
ZECH.G.G. Office of Special Projects. 87/06/23. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41514:207-41514:207. 
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8706120125 EVALUATION OF SEVERE ACCIDENT RISKS AND THE POTENTIAL FOR 
RISK REDUCTION:SEQUOYAH POWER STATION.UNIT 1. Draft For Comment. 
BENJAMIN, A.S., KUNSMAN.D.M., LEWIS, S.R. Sandia National Laboratories. FIN A- 
1322. NUREG/CR-4551 V2 DRF. 87/02/28. Division of Reactor System Safety 
(860720-870413). 516pp. 41283:076-41284:231. 

8706180123 Forwards scope & schedule for design baseline & verification program- 
Phase II (post-restart). Implementation for Phase II scope differs in some cases from 
Phase l.List of new commitments also end. 

GRIDLEY.R. Tennessee Valley Authority 37/05/12. Document Control Branch (Docu- 
ment Control Desk). 9pp. ■';:3';?/ o-'‘.3-'.':'!97;55 ■. 

8706010464 Forwards listing of rept numbers.related employee concerns & previous 
submittal dates.EncI 2 provides comparison between employee concern task group 
writers guide recommended rept format & transmitted repts. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/18. Document Control Branch (Doc- 
ument Control Desk). 9pp. 41141:234-41141:273. 

-8706010475 “Storage & Handling re Matl Control," TVA employee concerns special 
program element rept. 

RUSSELL.J.R., HUTZLER.C.W. Tennessee Valley Authority. MC-40400-SQN R04. 87/ 
05/13. 17pp. 41141:257-41141:273. 

8706030136 Fonrt/ards Rev 4 of employee concern special program manual & writer 
guide issued on 870511. Uncontrolled copies of Rev 3 of documents previously provid- 
ed on 870401 .W/o ends. 

MARTIN, M.S. Tennessee Valley Authority 87/05/19. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41 ' 57:20 1 --11 t:i/:202. 

8706030182 Forwards list of 117 employee concerns task group subcategory repts to 
be submitted for review. Repts address both plant specific & programmatic evaluation 
results. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/20. Document Control Branch (Doc- 
ument Control Desk). 13pp. 41161:113-41161:125. 

8706010446 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-1 1, changing note b of Table 4.11-2 re radioactive gaseous waste 
monitoring sampling & analysis program.Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41131:106-41131:115. 

-8706010452 Proposed Tech Specs, changing Section 3/4 11.2, “Gaseous 

Effluents, Dose Rate,” to provide more accurate indication of activity inside contain- 
ment. 

* Tennessee Valley Authority. 87/05/22. 8pp. 41131:108-41131:115. 

8706010456 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-20, modifying identified functions of reactor protection sys & ESFAS 
instrumentation. Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41131:069-41131:103. 

-8706010458 Proposed Tech Specs, changing functions of reactor protection sys & 
ESFAS instrumentation. Description & justification for changes & NSHC determination 
end. 

* Tennessee Valley Authority. 87/05/22. 33pp. 41131:071-41131:103. 

8706020249 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-18,modifying trip setpoint for reactor coolant pump undervoltage re- 
actor trip protection channel.Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41134:063-41134:064. 

-8706020254 Proposed Tech Specs,modifying trip setpoint for reactor coolant pump un- 
dervoltage reactor trip protection channel. Related documentation end. 

* Tennessee Valley Authority. 87/05/22. 41pp. 41134:065-41134:105. 

8706030144 Suppis 870203 response to GG Zech 861218 Itr re engineering change 
notice closeout effort & FSAR discrepancy described in SQ-CAR-86-04-21,per F 
McCoy & M Branch requests during 870410 meeting.AddI info & list of commitments 
end. 

DOMER,J.A. Tennessee Valley Authority. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 15pp. 41147:153-41147:167. 

8706030421 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-24, revising expression of specific activity level in RCS from activity 
per unit mass to activity per unit vol.Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41169:023-41169:038. 

-8706030428 Proposed Tech Specs changing expression of specific activity level in 
RCS from activity per unit mass to activity per unit vol, 

* Tennessee Valley Authority. 87/05/22. 14pp. 41169:025-41169:038. 

8706040225 Fonwards listing of mgt & personnel subcategory repts & titles re employee 
concerns special program & 18 subcategory repts for mgt & personnel category w/ 
completed final reviews by Senior Review Panel & Employee Concern Task Group 
mgt. 

MARTIN, M.S, Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41177:215-41179:352. 
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8706050176 Forwards listing of industrial safety subcategory repts numbers & titles ad- 
dressing concerns for employee concerns special program. Repts completed final 
review by senior review panel & employee concern task group mgt. 

MARTIN, M.S. Tennessee Document Control Branch (Doc- 

ument Control Desk). 5pp. t.'-ii 

8706020011 Forwards bn::'-;.-':. nfo concerning Rev 1 to Vol 2 to Section 15.5 

of "SON Nuclear u-co i' " re platform & miscellaneous steel thermal 

growth, per 870422 tetcon w/NRC. W/six oversize drawings. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 135pp. 41135:287-41136:061. 

8706020142 Forwards restart test program summary in response to NRC request for 
addi details on restart test program defined in Vol 2, Rev 1 of util performance 
plan. Listing of all addi testing will be submitted for review by 870701. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 14pp. 41134:137-41134:150. 

8706050108 Forwards c* rn.ot numbers.related employee concerns & previous 

submittal dates for final element repts for three elements addressing 

QA & matl control also end. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/26. Document Control Branch (Doc- 
ument Control Desk). 7pp. 41189:280-41190:113. 

—8706050115 Rev 3 to TVA Employee Concerns Special Program Sequoyah Final Ele- 
ment Rept MC-40705-SQN, “Quality Receiving Unit." 

HUT2LER.C.W. Tennessee Valley Authority. MC-40705-SQN R03. 87/05/18. 17pp. 
41189:287-41189:303. 

-8706050125 Rev 7 to TVA Employee Concerns Special Program Element Rept 80101- 
SQN. “QA °rc':;r?m Adequacy." 

:';Q.7ArvS;:N.//-i. "ennessee Valley Authority. 80101-SQN R07. 87/05/18. 18pp. 
41189:304-41189:321. 

-8706050135 Rev 1 to TVA Sequoyah Generic Concern Task Force Employee Concern 
IN-86-01 1-003, "Supplier Subcontractors." 

ENGELHARDT.J.E., LAGERGREN.W.R. Tennessee Valley Authority. IN-86-011-003 
R01. 86/05/16. 4pp. 41189:322-41190:054. 

“8610230116 Discusses procurement & QA insp on 860915-19 & 0929-1003 to review 
util corrective action to Nuclear Safety Review Staff Repts R-84-17-NPS.I-83-13-NPS 
& R-85-07-NPS.Possible degradation of qualified equipment noted.Related info end. 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (820201-870411). 86/10/ 
21. WHITE,S.A. Tennessee Valley Authority. 5pp. 41190:055-41190:059. 

-8706050145 Rev 5 to TVA Employee Concerns Special Program Element Rept 80504- 
SQN, "QA Records." 

BARLOW,D.G.. DEANGELIS.J.J. Tennessee Valley Authority. 80504-SQN R05. 87/ 
05/18. 33pp. 41190:060-41 190:113. 

8706030461 Forwards responses to JS Keppler 870422 questions re Rev 4 to Corpo- 
rate Nuclear Performance Plan. Plan will be revised to reflect changes in staff & 
progress in programmatic areas. 

WHITE, S.A. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 11pp. 41153:018-41153:028. 

8706100365 Confirms 870526 telcon re 870601 mgt meeting in Region II to discuss 
control room barrier issues at plant.Meeting agenda on::' 

ZECH.G.G. Office of Special Projects. {J '‘.05'2.8. ■A'll'"FSA Tennessee Valley Au- 
thority. 2pp. 41239:236-41239:237. 

8706050293 Documents 870421 telcon between JJ Holonich & EC Marinos re compli- 
ance w/Safety Guide 9, “Selection of Diesel-Generator Set Capacity for Standby 
Power Supplies." Reg Guide 1.9,Rev 1 recovery interval requirements will be imple- 
mented, 

GRIDLEY,R, Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41198:044-41198:045. 

8706100444 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-19 deleting action statement for ice bed temp monitoring sys.Fee 
paid. 

DOMER.J.A. Tennessee V,-3!ley .Authority 8T/05/29. Document Control Branch (Docu- 
ment Control Desk), 2pp. : : l Gfi-': ■ ?■'. : : • 9 

“8706100448 Proposed Tech Specs consisting of Tech Spec Change 87-19, deleting 
action statement for ice bed temp monitoring sys. 

* Tennessee Valley Authority. 87/05/29. 8pp. 41241:190-41241:197. 

8706110079 Application for amend to License DPR-77, consisting of Tech Spec Change 
87-06,deleting Table 4.4-5, "Reactor Vessel Matl Surveillance Program - Withdrawal 
Schedule." Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41259:294-41259:302. 

“8706110102 Proposed Tech Specs, consisting of Tech Spec Change 87-06, deleting 
Table 4.4-5, "Reactor Vessel Matl Surveillance Program - Withdrawal Schedule." 

* Tennessee Valley Authority. 87/05/29. 7pp. 41259:296-41259:302. 

8706050229 Forwards safety evaluation re 820913 Itr informing of plans to permanently 
remove status monitoring sys due to reliability problems.Administrative procedures for 
sys status monitoring acceptable. 

ZWOLINSKI.J.A. Office of Special Projects. 87/06/01. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 41201:038-41201:044. 

“8706050233 Safety evaluation re interim operation w/o bypassed & inoperable status 
panel. 

* Office of Special Projects. 87/06/01. 4pp. 41201:041-41201:044. 

8706110017 Notification of 870601 meeting w/TVA in Bethesda.MD to discuss TVA em- 
ployee concerns program for plant. 

ROTELLA.T.S. Office of Special Projects. 87/06/01. ZWOLINSKI.J.A. Office of Spe- 
cial Projects, 3pp. 41279:111-41279:113. 

8706120266 Forwards response to 870127 note to H Denton re Criterion 3 of restart 
criteria. 

KEPPLER, J.G. Office of Special Projects. 87/06/01. MYERS, H. House of Rep., Interi- 
or & Insular Affairs. 5pp. 41280:250-41280:254. 


8706100381 Application for amends to Licenses DPR-77 & DPR-79, changing Tech 
Specs to add surveillance requirements for containment isolation logic for containment 
vacuum relief valves.Fee paid. 

DOMER,J.A. Tennessee V-":v -7":r,/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. ■: .■ i.-- 

“8706100390 Proposed Tech Specs, adding surveillance requirements for containment 
isolation logic for containment vacuum relief valves. 

* Tennessee Valley Authority, 87/06/02. 7pp. 41239:212-41239:218. 

8706100414 Requests approval to use Rhodamine WT dye in field study in Chickamau- 
ga Reservoir in vicinity of underwater dam (TRM 483.76) on 87061 5-16.Test time will 
be verbally confirmed at least 3 days prior to actual dye injection, 

RIVERS.M.E. Tennessee Valley Authority. 87/06/02. GUINYARD.D.J. Environmental 
Protection Agency. 3pp. 41240:091-41240:093, 

8706120159 Recommends early meeting to discuss verification of safety-related sys 
prior to plant restart & activities associated w/missing util civil engineering calcula- 
tions. 

KEPPLER.J.G. Office of Special Projects. 87/06/02. WHITE, S.A. Tennessee Valley 
Authority. 5pp. 41280:193-41280:197, 

8706180029 Forwards listing of mgt & personnel & matl ccn*rr< subcntccc-.-- r^jpts & 
titles addressing concerns for employee concerns special .n repts 

for mgt & personnel also end. 

MARTIN, M.S. Tennessee Valley Authority. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41391:163-41391:348. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end, 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110370 Advises that warehouse dedication, development of mini-specs & prepara- 
tion of dedication packages for post-restart scope of plant replacement items 
project, expected to be completed by Sept 1 988. 

GRIDLEY.R. L. Tennessee Val'r'/ 87 '76/04. Document Control Branch 

(Document Control Desk). 2pp. ■'*. ■ .-j6 ‘ ■ -■ >' • f- ■ 

8706160507 Withdraws two requested changes in 870518 application for amends to Li- 
censes DPR-77 & DPR-79, consisting of Tech Spec Change 87-34 re Section 6, "Ad- 
ministrative Controls." End marked-up Tech Specs clarify changes.W/o end. 
GRIDLEY.R. Tennessee Valiev A;,;tl*r,'=*v H 7. '?.(■■/ 0^,. Document Control Branch (Docu- 
ment Control Desk). 2pp. 4i /i2.(:;;:,) •: ■ 

8706160631 '=or.va''ds er'.o'cveo conce"'s rrerr.'^'r- Rev 2 to SubcatencA'-Censt 

11200, V.O'•^p:^r•\\o-l■: Dc""::!" & Final Rept I"-;;:;. 

Const Control." 

MARTIN, M.S. Tennessee Vnl'cv 3" '06/05. Document Control Branch (Doc- 

ument Control Desk). 5pp. ■: 'r- L.'-rsL;'. I 

8706170016 Forwards Sequoyah element Rev 2 to 213.2(B) "Electrical 

Procedures" & Rev 2 to 223.3(B) "InstruT -.in; Si.::pr’" Design" per employee con- 
cerns special program. 

MARTIN.M.S. Tennessee Va"ev A-.itho-'ly B‘^/06/05. Document Control Branch (Doc- 
ument Control Desk). 9pp. •OB!;- '..Of. '3 >.;.■• .■1(7: 

“8706170057 Rev 2 to Sequoyah Element Rept 213.2(B), "Electrical Procedures," TVA 
employee concerns srcvcir.' p'oc'."-" 

ANDERSON, S.E., '■ a-“(K'NSC\.,: , -G.-BBSI'- Tennessee Valley Authority, 213.2(B) 
R02. 87/05/07. 24pp. 41369:099-41369:122. 

“8706170078 Rev 2 to Sequoyah Element Rept 223.3(B), "Instrument Support Design," 
TVA employee concerns special proaram. 

GIBBS.R.R., JORDAN, LW., RUSSELL, J.R. Tennessee Valley Authority. 223, 3(B) R02. 
87/05/14. 23pp. 41369:123-41369:145. 

“8706170089 Rev 2 to Sequoyah Element Rept 240.0(B), "Cable Ampacity," TVA em- 
ployee concerns special program. 

LYKE,C.C., MCNUTT, G.R., RUSSELL.J.R. Tennessee Valley Authority. 240.0(B) R02. 
87/04/14. 25pp. 41369:146-41369:170. 

“8706170097 Rev 2 to Sequoyah Element Rept 241.1(B), "Cable Termination & 
Splices." TVA employee concerns special program. 

DRANE.S.R., REEVES.R.R., RUSSELL.J.R. Tennessee Valley Authority. 241.1(B) R02. 
87/04/06. 19pp. 41369:171-41369:189, 

“8706170105 Rev 5 to Sequoyah Element Rept 80000-SQN, "General Mgt & Policy," 
TVA er"olovee ccr:ce'"'s special n-cemm. 

rjPAY,"^ D.. G 3ES T.f-; . R„.,.SS:-,.i L J. Tennessee Valley Authority. 80000-SQN R05, 
e7/05.'2^ ’Fp;:. 4 FC: 

“8706170113 Rev 6 to Sequoyah Element Rept 80201 -SON, “Insp Criteria,” TVA em- 
ployee concerns special program. 

HOBBS,R., SACCO, R.A., GIBBS, R. Tennessee Valley Authority. 80201 -SON R06. 87/ 
05/27. 19pp. 41369:209-41369:300. 

8706150021 Advises that review of 870408 audit concludes that util employee concerns 
program accomplishing objectives & files on concerns orderly & contain info to sup- 
port concern repts. Implementation of recommendations will be effective. 

KEPPLER.J.G. Office of Special Projects. 87/06/08. ZIGROSSI.N.A. Tennessee 
Valley Authority. 2pp. 4 1345: 148-4 1345- 149. 

8706160411 Discusses review of restart criteria incorporated in Vol 2, Table 7 & Vol 
3,Table IV-1 of Nuclear Performance Plan. Criteria sufficiently conservative & accepta- 
ble. 

ZWOLINSKI.J.A. Office of Special Projects. 87/06/09. WHITE, S.A. Tennessee Valley 
Authority. 6pp. 41319:156-41319:161. 

8706160547 Trip Rept of 870520-22 visit to regional ofc & site to discuss ofc proce- 
dures for processing of util allegations & status of essential elements of restart pro- 
gram. 

KELLY, J.L Office of Special Projects. 87/06/09. DONEHEW.J.N. Office of Special 
Projects. 3pp. 41351:083-41351:085. 
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8706160617 Forwards 870428 Itr to Seismic Qualification Util Group clarifying 60-day re- 
porting provision of Generic Ltr 87-02. Current schedule for util response is 871201. 
ZWOLINSKI,J.A. Office of Special Projects. 87/06/03. WHITE, S.A. Tennessee Valley 
Authority. 2pp. 41351:310-41351:316. 

8706160530 Forwards TVA Employee Concerns Special Program Repts 10700, “Instru- 
ment Tubing" & 19100, “Electrical Equipment” & listing of const subcategory repts & 
titles.Final review of repts completed by senior review panel & task group mgt 
MARTIN, M.S. Tennessee Valley Authority. 87/06/10. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:080-41349:185. 

-8706160538 Rev 3 to “Instrument Tubing," TVA employee concerns special program 
final rept. 

SELEWSK1,M.E., GIBBS.R.R., BROWN.W.R. Tennessee Valley Authority. 10700 R03. 
87/06/05. 57pp. 41349:085-41349:148. 

-8706160553 Rev 3 to “Electrical Equipment,” TVA employee concerns special pro- 
gram rept. 

BROWN.R.M., GlBBS,R.R., BROWN.W.R. Tennessee Valley Authority. 19100 R03. 
87/06/05. 37pp. 41349:149-41343:185. 

8706170514 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-35,adding requirements for two flow control valves to Table 3.4-1, 
"RCS Pressure Isolation Valve." Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41385:099-41385:107. 

“8706170518 Proposed Tech Specs.adding requirements for two flow control valves to 
Table 3.4-1, “RCS Pressure Isolation Valves." 

* Tennessee Valley Authority. 87/06/10. 7pp. 41385:101-41385:107. 

8706170583 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-28,moving requirements from Section 3/4.3.3.1 , “Radiation Monitor- 
ing..." to Section 3/4.3.3.7, "Accident Monitoring Instrumentation." Fee paid. 
DOMER,J.A. Tennessee Valley Authority. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41386:308-41386:326. 

“8706170585 Proposed Tech Spec Change 87-28,moving requirements from Sections/ 
4.3.3. 1, “Radiation Monitoring Instrumentation” to Section 3/4.3.3.7, “Accident Moni- 
toring instrumentation." 

* Tennessee Valley Authority. 87/06/10. 17pp. 41386:310-41386:326. 

8706250212 Confirms 870601 mgt meeting to discuss control room barrier issues at 
facilities, per 870526 telcon.Proposed meeting agenda end. 

ZECH.G.G. Office of Special Projects. 87/06/11. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41474:143-41474:144. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170522 Notification of 870619 meeting w/util in Bethesda,MD to discuss descrip- 
tion & methodology for generating nonretrievable civil engineering calculations. 
DONOHEW.J.N. Office of Special Projects. 87/06/12. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 4pp. 41389:120-41389:123. 

8706180055 Forwards weekly schedule of TVA activities for wks of 870615 & 22. 
KELLY,J.L. Office of Special Projects. 87/06/12. 2W0L1NSK1,J.A. Office of Special 
Projects. 5pp. 41393:249-41393:253. 

8706220328 Forwards rev to Sequoyah electrical calculations final status rept,per 
request.Rcv expands scope of submittal to include all essential min set electrical cal- 
culai ors required for Soaucyah Unit 2 restart. 

GRiDl rY,R. Tennessee VaiSoy AuihC'ity. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 19pp. 41411:048-41411:066. 

8706230306 Forwards supplemental info re 870515 application for amend to Licenses 
DPR-77 & DPR-79,incorporating Tech Spec Change 87-29, per 870612 telcon w/T 
Rotella.Matl inadvertently omitted from application. AddI justification also end. 
GRIDLEY.R. Tennessee Valley Authority. 87/06/16. Document Control Branch (Docu- 
ment Control Desk). 8pp. 41430:042-41430:049. 

8706230380 Forwards Nuclear Safety Review Staff (NSRS) routine review of response 
to recomm.ondat.cns icemifieo in NSS^S Reot R-84-*.9-W5N.oc:' requesLStatus 

of al NSRS reels ro\..ewoc.Commi:'n:jni tracing & action item, icac sheet end. 
GR.CLEY.H.L. Tonness-ee Vj-i.ev AumiOniy. 87/06." 5. Docurcr: Control Branch 
{Documeri Cor.tmji Desk',. f>pp. •i ’■'•-37-223-i; 1'-3fi:10-;. 

8706230149 Forwards Nonconformance Rept SQN NEB 8408 & Rev 1 to engineering 
evaluation, per 870514 telcon w/S Kim for addi info re Tech Spec Change 80 concern- 
ing rev to auxiliary bldg gas treatment sys & emergency gas treatment sys. 

DOMER,J.A. Tennessee Valley Authority. 87/06/17. Document Control Branch (Docu- 
ment Control Desk). 10pp. 41427:192-41427:201. 

8706240159 Advises that NRC staff & contractor Science Applications Inti Corp will con- 
duct DCRDR in-progress audit at plant. Audit scheduled to commence on 870622 & 
end on 870626. Tentative agenda end. 

ZWOLlNSKI,J.A. Office of Special Projects. 87/06/18. WH1TE,S.A. Tennessee Valley 
Authority. 7pp. 41450:001-41450:007. 

8706240191 Ack receipt of 870612 ltr re concerns on addi review requirements for 
facilities.Ltr forwarded to EDO & other Commissioners.Keppler will keep util informed 
of pace of review- 

ZECH.LW. Commissioners. 87/06/18. DEAN,C.H., WATERS, J.B. Tennessee Valley 
Authority. Ip. 41454:097-41454:099. 

“8706240195 Discusses concerns re NRC 870608 decision to require addi design verifi- 
cation for fadlity.Action could result in delay of restart schedule w/o improvement in 
plant safety. 

DEAN.C.H., WATERS, J.B. Tennessee Valley Authority. 87/06/12. ZECH.L. Commis- 
sioners. 2pp. 41454:098-41454:099. 

87(^300942 Application for amends to Licenses DPR-77 & DPR-79. consisting of Tech 
Spec Change 87-13,revising Tech Spec Section 3/4.9.7, "Crane Travel-Spent Fuel Pit 
Area," to increase max load trartsported over fuel assemblies.Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41504:171-41504:181. 


“8706300951 Proposed Tech Spec Change 87-1 3, revising Tech Spec Section 3/4.9.7, 
“Crane Travel-Spent Fuel Pit Area," to increase max load transported over fuel as- 
semblies in storage pool from 2,000 to 2,100 Ibs.NSHC determination end. 

* Tennessee Valley Authority. 87/06/18. 9pp. 41504:173-41504:181. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260050 Fonvards response to Generic Ltr 87-06, “Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves.” Program for ensuring leak-tight integrity 
of valves Tech Spec refs for valves discussed. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/06/19. Document Control Branch 
(Document Control Desk). 5pp. 41475:346-41475:350. 

8706300428 Summary of 870601 meeting in Bethesda,MD to discuss special employee 
concern program.Attendee list & handouts end. 

CONCHEW,.lN. O^ice of Special Projects. 87/06/19. Office of Special Projects. 
5^pp. ■"> " 45. 

“8706300435 Rev 1 to Employee Concerns Special Program Sequoyah Element Rept 
232.3(B), “Piping & Valve Design Improper Piping Insulation Matl." 

* Tennessee Valley Authority. 86/12/04. 20pp. 41490:125-41490:145. 

8706300920 Application for amends to Licenses DPR-77 & DPR-7B. c'T-ach 

Spec Change 87-25.'-ev:sY.f: Limitrq Conditions for Operation 9 n. 'J.I'j'} to 
delete refs "c ■■'oncxisicnt snotion ‘roVr. Aci:on Statement C.Fee paid. 

GRISLEY.R. '"o'lncsseo Va.iey Aufhonvy 8//06/19. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41504:186-41504:198. 

“8706300924 Proposed Tech Spec Change 87-25, revising 1 ini*:nc Ccriitions for Oper- 
ation 3.3.3.9 & 3.3.3.10 to delete refs to nonexistent Seotori f; '. ifJ.ij from Action 
Statement C. Description of change & NSHC determination end. Fee paid. 

* Tennessee Valley Authority. 87/06/19. 11pp. 41504:188-41504:198. 

8706300115 Forwards list of rept numbers,related employee concerns & previous sub- 
mittal dates for employee concerns task group repts & three revised final element 
repts addressing QA & const elements. 

MARTIN,M.S. Tennessee Valley Authority. 87 -'06/22. Document Control Branch (Doc- 
ument Control Desk). 8pp. ''.'49/*. 1';3-^1-t9''.:266 

“8706300130 Rev 7 to Sequoyah Nuclear Plant final element rept, “Cable." TVA em- 
ployee concerns special p'cqraTi Rdatori ir'fo end. 

BROWN.R.M., SE:.EWSK:,M.E , G'SBS.R R Tennessee Valley Authority. C010900- 
SQN R07. 87/06/18. 42pp. 41494:151-41494:192. 

”8706300141 Rev 5 to element rept, "QA Independence & Authority,” TVA employee 
concerns special program.Related info end. 

DEANGELIS.J.J.. GIBBS,R.R., BROWN.W.R. Tennessee Valley Authority. 80102-SQN 
R05. 87/06/17. 20pp. 41494:193-41494:212. 

“8706300149 Rev 6 to element rept, “QA Records," TVA employee concerns special 
program.Related info end. 

BARLOW.D.G., DEANGELIS.J.J., GIBBS.R.R. Tennessee Valley Authority. 80504-SQN 
R06. 87/06/17. 54pp. 41494:213-41494:266. 

8706290031 Forwards Rev 3 to TVA employee concerns special program final 
rept, const subcategory, “Mechanical.” 

MARTIN.M.S. Tennessee Valley Authority. 87/06/24. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41501:053-41501:267. 

“8707010013 Rev 3 to TVA employee concerns special program final Const Rept 
17100, “Mechanical." 

BRYANT, J.B., GIBBS.R.R., BRQWN.W.R. Tennessee Valley Authority. 17100 R03. 
87/06/18. 200pp. 41501:058-41501:267. 


Q. Inspection reports, IE Bulletins & correspondence 

8706120255 Forwards Insp Repts 50-327/87-21 & 50-328/87-21 on 870323-25 & 0401- 
03. No violations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41274:098-41274:120. 

“8706120258 Insp Repts 50-327/87-21 & 50-328/87-21 on 870323-25 & 0401-03,No 
violations or deviations noted.Major areas inspected:licensee action on previous en- 
forcement matters & followup items. 

CRQWLEY.B.R., BLAKE.JJ. Region 2, Qffice of Director. 87/05/01. 21pp. 41274:100- 
41274:120. 

8706050108 Forwards listing of rept numbers, related employee concerns & previous 
submittal dates for review. Revised final element repts for three elements addressing 
QA & matl control also end. 

MARTIN.M.S. Tennessee Valley Authority. 87/05/26. Document Control Branch (Doc- 
ument Control Desk). 7pp. 41189:280-41190:113. 

“8610230116 Discusses procurement & QA insp on 860915-19 S, OO.i’G-ICOB to 'oview 
util corrective action to Nuclear Safety Review Staff Repts R-'J'-'^-NPS.'-OS-'TN-V 
& R-85-07-NPS.Possible degradation of qualified equipment noted.Related info end. 
TAYLQR.J.M. Office of Inspection & Enforcement, Director (820201-870411), 86/10/ 
21. WH1TE,S.A. Tennessee Valley Authority. 5pp. 41190:055-41190:069. 

8705200749 NRC info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040137 Requests extension of time to respond to violations noted in Insp Repts 
50-259/86-43,50-260/86-43,50-296/86-43, 50-327/86-73,50-328/86-73,50-390/86- 

27,50-391 /86-26, 50-438/86-1 1 & 50-439/86-1 1 due to addi review required. 
GRIDLEY.R.L Tennessee Valley Authority. 87/05/27. Document Control Branch 
(Document Control Desk). 2pp. 41176:329-41176:330. 
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8706040152 Advises that due date for response to NRC 870424 Itr re violations noted 
in Safety Sys Outage Mod Insp Repts 50-327/86-68 & 50-328/86-68 extended to 
870623, per 870520 telcon w/GG Zech. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41176:321-41176:322. 

8706050116 Corrects commitments cited in Insp Repts 50-327/87-16 & 50-328/87-16 
re schedule for Q-List completion.Schedule due 3 months after startup of both units. 
GRIDLEY.R. Tennessee Valley Authority. 87/05/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41200:076-41200:077. 

8706150063 Forwards Insp Repts 50-327/87-15 & 50-328/87-15 on 870302-06 & notice 
of violation.NRC recommended that until nuclear manager review group perform fol- 
lowup audit of sorroctivo actions nho- to restart of either unit. 

ZECH.G.G. Of'ico of Special Frciocts. 87/05/29. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41291:204-41291:239. 

“8706150068 Notice of violation from insp on 870302-06. 

ZECH.G.G. Office of Special Projects. 87/05/29. 2pp. 41291:206-41291:207. 

“8706150072 Insp Repts 50-327/87-15 & 50-328/87-15 on 870302-06.0ne violation 
noted:Procedure M&AI-7 re mod of cables not followed & work request for replace- 
ment of fi.'G coating inadequate. 

W.A'SON.L.J.. JULIAN, C.A. Region 2. Office of Director. 87/05/15. 32pp. 41291:208- 
41291:239. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110002 Notification of 870616 meeting w/util in Bethesda.MD to discuss guidelines 
for independent design verification insp at plant. 

ROTELLA.T.S. Office of Special Projects. 87/06/04. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 3pp. 41260:296-41260:298. 

8706110141 Forwards Insp Repts 50-327/87-28 & 50-328/87-28 on 870504-06 & notice 
of violation. 

ZECH,G.G. Office of Special Projects. 87/06/04. WHITE,S.A. Tennessee Valley Au- 
thority. 2pp. 41267:038-41267:045. 

“8706110145 Notice of violation from insp on 870504-06. 

ZECH.G.G. Office of Special Projects. 87/06/04. Ip. 41267:040-41267:040. 

--87061 10152 Insp Repts 50-327/87-28 & 50-328/87-28 on 870504-06. Violations 
notedihanger design loads exceeded snubber capacity. 

LEHANAN,J.J., JAPE,F. Region 2, Office of Director. 87/05/21. Spp. 41267:041- 
41267:045. 

8706170153 Forwards Insp Repts 50-327/87-24 & 50-328/87-24 on 870406-0605 & 
notice of violation.Areas of concern include failure to properly notify NRC of 870429 
reactor coolant spill event. 

ZECH.G.G. Office of Special Projects. 87/06/04. WHITE, S.A. Tennessee Valley Au- 
thority. Spp. 41385:236-41385:259. 

“8706170159 Notice of violation from insp on 870406-0505. 

ZECH.G.G. Office of Special Projects. 87/06/04. 2pp. 41385:239-41385:240. 

“8706170171 Insp Repts 50-327/87-24 & 50-328/87-24 on 870406-0505. Violations 
notedifailure to properly notify NRC of 870429 RCS spill event.Unresolved item 
notediadequacy of primary & critical drawing lists. 

JENISON.K.M., HARMON, P.E., LOVELESS, D.P. Region 2, Office of Director. 87/06/ 
04. 19pp. 41385:241-41385:259. 

8706170433 Forwards Insp Repts 50-327/87-14 & 50-328/87-14 on 870302-1 S.Results 
of insp concludes that design baseline & verification program conducted within scope 
of prog^ram areas inspected to date. 

EBNETER.S.D. Office of Special Projects. 87/06/04. WHITE.S.A. Tennessee Valley 
Authority. 4pp. 41385:290-41385:335. 

“8706170454 Insp Repts 50-327/87-14 & 50-328/87-14 on 870302-13.No violations 
noted.Major areas observed:assess adequacy of utils design baseline & verification 
program to support restart of facility. 

ARCHITEL.R.E., IMBRO.E.V. Division of Reactor Inspection & Safeguards (Post 
870411). 87/04/30. 42pp. 41386:294-41385:335. 

8706120141 Notification of rescheduled 870608 meeting w/util in Bethesda.MD to dis- 
cuss guidelines for independent design verification insp. 

DONOHEW.J.N. Office of Special Projects. 87/06/05. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 3pp. 41280:170-41280:172. 

8706220369 Discusses Safe^ Insp Repts 50-327/85-01 & 50-328/85-01 on 850114-18 
& forwards notice of violation. Notice issued w/o civil penalty due to lack of clarity re 
fire protection requirements & significant time lapse since insp. 

KEPPLER.J.G. Office of Special Projects. 87/06/08. WHITE.S.A. Tennessee Valley 
Authority. 6pp. 41416:302-41416:311. 

“8706220383 Notice of violation from insp on 8501 14-1 8. Violations noted: fire protec- 
tion features not provided for certain redundant trains of equipment &/or cabling nec- 
essary to achieve & maintain hot shutdown. 

KEPPLER,J.G. Office of Special Projects. 87/06/08. 4pp. 41416:308-41416:311. 

8706260133 Forwards Insp Repts 50-327/87-33 & 50-328/87-33 on 870518- 20.No vio- 
lations or deviations noted. Util should reassess condition of all carbon steel compo- 
nents during cleanup activities associated w/ startup. 

ZECH.G.G. Region 2, Office of Director. 87/06/08. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41479:132-41479:142. 

“8706260138 Insp Repts 50-327/87-33 & 50-328/87-33 on 87051 8-20.No violations 
noted.Major areas inspected:plant layup, plant chemistry & IE Notices 86-106 & 86- 
108. 

ROSS,W.J., KAHLE.J.B. Region 2. Office of Director. 87/06/01. 9pp. 41479:134- 
41479:142. 

8706190284 Forwards Insp Repts 50-327/87-32 & 50-328/87-32 on 87051 8-22.No vio- 
lations or deviations identified. 

ZECH.G.G. Office of Special Projects. 87/06/09. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41396:075-41396:077. 


“8706190289 Partially withheld Insp Repts 50-327/87-32 & 50-328/87-32 on 870518-22 
(ref 10CFR2.790 & 73.21). No violations of regulatory requirements identified.Major 
areas inspected: records & repts, testing & maint & access controls. 

GIBSON.G.F.. MCGUIRE.D.R. Region 2, Office of Director. 87/06/03. Ip. 41396:077- 
41396:077. 


8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706190122 Forwards Special Testing Insp Repts 50-327/87-18 & 50-328/87-18 on 
870316-27 & 0413-17 & notice of violation. Inadequacies in test procedures & instruc- 
tions & lack of organizational discipline in staff noted. 

EBNETER.S.D. Office of Special Projects. 87/06/10. WHITE.S.A. Tennessee Valley 
Authority. 4pp. 41407:125-41407:147. 

“8706190126 Notice of violation from insp on 870316-27 & 0413-17. 

EBNETER.S.D. Office of Special Projects. 87/06/10. 2pp. 41407:129-41407:130. 

“8706190131 Special Testing Insp Repts 50-327/87-18 & 50-328/87-18 on 870316-27 
& 04 13- 17. Violations noted:failure to ensure test procedures & instruction contained 
necessary requirements & performed per requirements. 

KONKLIN.J.E., HOOKS.K.R., LLOYD.R.L. Office of Special Projects. 87/05/12. 17pp. 
41407:131-41407:147. 


8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit. Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706260035 Forwards Insp Repts 50-327/87-29 & 50-328/87-29 on 870511- 13.No vio- 
lations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/11. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41475:304-41475:311. 

“8706260043 Insp Repts 50-327/87-29 & 50-328/87-29 on 87051 1-1 3.No violations or 
deviations noted.Major areas inspected:util response to Element Rept 313.06, “Ques- 
tionable Concrete Grout Repair. 

HARRIS, J.R., CONLON.T. Region 2, Office of Director. 87/06/11. 6pp. 41475:306- 
41475:311. 

8706170407 Forwards supplemental response to NRC 870428 Itr re violations noted in 
Insp Repts 50-327/86-28 & 50-328/86-28. Corrective actions:future commitments will 
be closely reviewed to ensure desired results. 

DOMER,J.A. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41384:337-41384:339. 

8706220259 Summarizes 870608 meeting w/util, NUS Corp.S&W.Bechtel Western 
Power Corp & other attendees listed on end in Bethesda.MD re implementation of 
IDVP insp for plant. Transcript also end. 

ROTELLA.T.S. Office of Special Projects. 87/06/12. Office of Special Projects. Spp. 
41418:052-41418:109. 


“8706220281 Transcript of 870608 meeting w/util in Bethesda.MD re IDVP insp for 
plant.Pp 1 - 42 . Related documentation end. 

* Commissioners. 87/06/08. 53pp. 41418:057-41418:109. 

8706230049 Responds to NRC 870417 Itr re violations noted in Insp Repts 50-327/87- 
02 & 50-328/87-02.Corrective actions:procedure revised to eliminate step sequence 
that caused Phase B isolation. 

DOMER,J.A. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 12pp. 41421:256-41421:267. 

8706230192 Advises that End 3 to 870422 response to Insp Repts 50-327/86-55 & 50- 
328/86-55 re design baseline & verification program should be revised as 
listed. Activities need add! time for completion. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/16. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41427:219-41427:220. 

8706240117 Forwards Insp Repts 50-327/87-22 & 50-328/87-22 on 870406-1 0.No defi- 
ciencies re implementation of program to meet 10CFR50.49 requirements noted.EncI 
notice of violation issued for items in Insp Repts 50-327/86-01 & 50-328/86-01. 
EBNETER.S.D. Office of Special Projects. 87/06/17. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 41450:016-41450:036. 

“8706240121 Notice of violation from insp on 860106-17,0210-14 & 0623-27.Violations 
noted include failure to adequately establish qualification of power & control 
cables. Response to notice not required.based on corrective actions taken. 
EBNETER.S.D. Office of Special Projects. 87/06/17. 2pp. 41450:019-41450:020. 

“8706240125 Insp Rept 50-327/87-22 & 50-328/87-22 on 870406-1 0.No deficiencies 
noted.Major areas inspected:implementation of program per requirements of 
10CFR60.49 for establishing & maintaining qualification of electric equipment. 
HUBBARD.G.T., PIERSON, R.C. Office of Special Projects. 87/05/19. 16pp. 
41450:021-41450:036. 

8706250307 Advises that NRC will perform independent special team insp of employee 
concerns in matls control category during 870622-26. Facility staff will be kept in- 
formed of progress & findings.Outline of insp plan end. 

ZWOLINSKI.J.A. Office of Special Projects. 87/06/18. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 41462:157-41462:159. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 
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8706300368 Ack receipt of 870528 response re inferred licensee commitments in Insp 
Repts 50-327/S7-16 & 50-328/87-16. Requests that util provide current status of Q- 
‘.st crc,cr=rri de. elccmcnt Si implementation by 870715 to support insp. 

ZECh.GG. Gificc- o: Sp-:.C'=! ?^c;c-=t= 87/06/23. WHITE.S.A. Tennessee Valley Au- 
thority, Ip. 4^5 -■..30.'.-'. 

8706300618 Forwards Insp Repts 50-327/87-12 & 50-328/87-12 on 87021 6-04 17.No 
violations or deviations noted. Insp encompassed review & evaluation of 38 Sequoyah 
*'cr.:rt mcts issued to NRG. 

ZL:'';-::'; G r.: of Special Projects. 87/06/23. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41513:099-41513:105. 

“8706300633 Insp Repts 50-327/87-12 & 50-328/87-12 on 87021 6-041 7.No violations 
or deviations noted. Major areas inspected: employee concerns element repts in oper- 
atic_ns catecory 

■-OrF.TNEF./A K. Region 2, Office of Director. MCCOY, F.R. Office of Special Projects. 
87/06/16. 5pp. 41513:101-41513:105. 

8706300265 Forwards results of review conducted to delineate procurement-related 
insps performed by Region 11 at TVA facilities, conducted per request re response to H 
Myers 870512 !tr to H Denton. 

BELISLE.G.A. Region 2. Office of Director. 87/06/24. ZECH.G.G. Office of Special 
Projects. 2pp. 41493:351-41493:352. 

8706300403 Notification of 870708 meeting w/util in Chattanooga.TN re independent 
design insp. 

DONOHEW.J.N. Office of Special Projects. 87/06/24. EBNETER.S. Office of Special 
Projects. 3pp. 41491:317-41491:319. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York. Inc. 109po 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8705290292 Forwards schedule for TVA activities for wks of 870526 & 0601 Schedule 
will be updated & issued each Friday to reflect activities for forthcoming two-week 
period. 

KELLY.J.L Office of Special Projects. 87/05/22. ZWOLINSKI.J.A. Office of Special 
Projects. 4pp. 41 1 1 5:21 5-41 11 5:21 8. ^ 

8706050137 Forwards weekly schedule of TVA activities for wks of 870601 & 08 
KELLY.J.L. Office of Special Projects. 87/05/29. ZWOLINSKI.J.A. Office of Special 
Projects. 4pp. 41200:173-41200:176. 

8706150074 Forwards weekly schedule of TVA activities for wks of 870608 & 15 Sched- 
peri^ updated & issued every Friday to reflect activities for forthcoming 2-week 

i|cts'' W°4r304!l!r4?304:?t^^ Office of Special 


T. Hearing transcripts on non-antitrust matters 

"'TVA in Chattanooga,TN re review of Hp.. 

4ri25:lli'4ir25°33r Proiecis. 4pp. 

" CPaltanooga,TN.Pp ,. 


285 S.jppc.'t 
Z'r'co O' Spcr nI 


212pp. 41125:128-41125:339. 


8706050295 Forwards transcript of 870521 meeting w/util.S&W Shaw Pittman Tnbn, 

^'^rpe^ci^, 

“8706050301 Transcript of 870521 meeting w/util in Chattanooga TN re status of 
sential elements of plant restart program P.n i -30^ V‘c‘.-c“--'i'<- enH ^ ° 

* Commissioners. 87/05/21. 478pp. 4i:.'',;-- 'j.-i-ir.; fiV"''''’ 

8706220259 Sumrnarizes 870608 meeting w/util, NUS Corp,S&W Bechtel Wactam 

SethesdaMD r7imptementS'S 

IDVP insp for plant. Transcript also end "iijjiciMBruauon oi 

Proi«t3.5pp, 

■~“pT42^Slfr?4^ " ee.heada,MD re IDVP insp for 

• Commissioners. 5jp:j, ■11418:057-41418:109. 

of 870604 meeting w/TVA at Browns Ferry Training CIr re m 
restan c-fe-a T-anscr c ■cn.'.'s! of attendees & handouts end. ® ™ 

O I A.'il.-j - .Jlf ?'.,■> '>1 -! Drrtlo.r'.+ t- 0-7 /r-i4- / a rl 
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. ■ y -r - - ■■■ •>■ auenuees & nanaouts end. 

Office of Special Projects. 35pp. 


“8706230028 Transcript of 870604 NRP meeting i- Doo^t r AL Pn 1 oa 

* Commissioners. 87/06/04. 26pp. 4 *. '■-I ‘i ^ 


8706050361 Notification of contract execution.Mod 12, to “Use of TVA Reactor ^imtb 

on Browns Fer^.Seg^oy^h^f 

MEEHAN, B Contract Administration Branch. FIN B-8717 87/05/29 imn&MP 
?iS:2K. ^ Operational Data, Director Ip 4S3: 


weekly schedule of TVA activities for wks of 870622 & 29 
Pr^eots 5pp°?1%2'l!g!,u^^^^^ ZWOLINSKI.J.A. Office ofSpeoial 

S. Reportable occurrences, LERs & related correspondence 

^^74 ®^'^24-00:on 87042^iocai stroke time for flow control valve 2-FCV- 

l6?4 ® '•'^.'^S-Caused by procedumi inadeguacv.Procedure Sl- 

eX7i‘-Ti!j Id/.cat.on Venncation 'cvis::-:.:.'/. l- 

4l1 20^226'’ ‘Srinessee Valley Authority. 87/05/26. 4pp. 41120:223- 


■ incremental funds & increasing ceiling.to “Use of TVA 

F:^'‘i;qu!;'Sr8'°^e,le?o^ntfst,hufi,or^^^''^™^ 

FIN B-8717. 87/05/29. 2pp. 41200.-204. 
reactor operators.who failed ■equalif'-ptir-r 

m«n,! r ■“ from ;3t:i:.o..'.r .nl OAlffT..;-,; 

GRrotFV^f _a-.lr:ross,.n .n requalitication training. 

Branch (Document Comral beskl ''2pV.''4i335l(64-'^^^^^^ Document Conlrol 


generators.Caus®d by procedural n -rq-jq;, -'n'.;' .. ^3 . 

4l1 Juki's" Tennessee Valley Authority. 87/05/26. 4pp. 41192:212- 

!f1'So6?." Tennessee Valley Authority. 67/05/27. 3pp. 41169:059- 

SpSL lick® “"'’S ''®"'.®®®®'T’‘>«es not 

"I’d "lIolfEsT y®®^T*“ «Q0iremen:s.t^/8 ®052®8 It,'" 

fllsalSM;' Tennessee Valley Auihority. 87/05/27. 4pp. 41168:265- 

error.Continuous fire watch estahikhsH Trainin^ Tech Spec.Caused by personnel 

. ~«ss*s!;ss.'s;' ssr.&";s,i;r.*s;:: 

ISm5S®®fef^:^;T"'7® -onfr-T/'c-; :o%ilc: 

41267:185.’ vailey Authority. 87/06/05. 4pp. 41267:182- 

?' SPf ®l Proieds met w/ 

41305:339. ^Wce of Special Projects. 87/06/09. ip. 41305:339- 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plans 

plan.W/870528 Hr. 

44193:001-41191^76 ■ ' Aulhoriiy. 87/05/11. 176pp. 

FEMA rept for 861119 radiological e^'e.mency oxo'dsG.F'=V-' --Jid 
not identify any deficiencies. Four areas requiring correc’.ivo ac'. ors inri;j-rv> ■■■ r.’ 

window measurements stated. 

ltori!3:lpp.?!'S®1:S47®.5r2'4®l:0^®'^ Tennessee valley Au- 

8706120076 Advises that based on review of 870512 Rev 16 to olant Dhv<;irfli ^tpruriiu; 
zS'^ found consistent w/ 1 0CFR5O.54(p) & acceptable. ^ 
Sy;‘lpp.?f^r®a:?kfe:2S‘®®‘®- Tennessee Valley Au- 

^ administratively confidential repts 9-82-01- 

2F('H r r '7 'A * ’‘S^'OI-WBN, furnished by WF Willis 850906 Itr, 

ftoriS; 2pp.?TS8:270-5t24®&^ '"FfITE.S.A. Tennessee Valley Ac 

*^acSfL?B7rifini "1®®''''? in Region II ofc to discuss util security 

ZEOH G G agenda & notice of meeting end. 

thlnS:%°p.?f^4®0:?A-5t24i:0^ Tennesse'e Valley Au- 

”®9‘°" " °'® *® discuss util secu- 
4'IS40WS’ Director. 87/06/02. Region 2, Office of Director. Ip. 41240075. 

^^Brnornf^m. appreciation for providing objectives for Sequoyah radiological 

?e3r^6nts 'fn? ®.f '“®® ?®freduled lor 870805.Submittal appears to fulM 

annual onsite exercise. 

of wwtis A "TpnnLPc®«^^ '=‘®9ion 2. Office of Director. 87/06/ 

U4. wtiiifc.b.A. Tennessee Valley Authority, ip. 41241:154-41241:154. 
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8706220369 Discusses Safety Insp Repts 50-327/85-01 & 50-328/85-01 on 850114-18 
& forwards notice of violation. Notice issued w/o civil penalty due to lack of clarity re 
fire protection requirements & significant time lapse since insp. 

KEPPLER.J.G. Office of Special Projects. 87/06/08. WHITE. S. A. Tennessee Valley 
Authority. 6pp. 41416:302-41416:311. 

-8706220383 Notice of violation from insp on 8501 14-1 8. Violations noted: fire protec- 
tion features not provided for certain redundant trains of equipment &/or cabling nec- 
essary to achieve & maintain hot shutdown. 

KEPPLER.J.G. Office of Special Projects. 87/06/08. 4pp. 41416:308-41416:311. 

8706190284 Forwards Insp Repts 50-327/87-32 & 50-328/87-32 on 870518-22.No vio- 
lations or deviations identified. 

ZECH.G.G. Office of Special Projects. 87/06/09. WHITE, S. A. Tennessee Valley Au- 
thority. 2pp. 41396:075-41396:077. 

-8706190289 Partially withheld Insp Repts 50-327/87-32 & 50-328/87-32 on 870518-22 
(ref 10CFR2.790 & 73.21 ).No violations of regulatory requirements identified.Major 
areas inspected: records & repts, testing & maint & access controls. 

GIBSON.G.F. Region 2, Office of Director. 87/06/03. Ip. 41396:077-41396:077. 

8706220315 Revised radiological emergency plan implementing procedures, including 
Rev 11 to lP-2, “Notification of Unusual Event,” Rev 13 to IP-3, “Alert" & Rev 13 to 
lP-4, “Site Area Emergency." W/870615 Itr. 

WALKER.J.R., YOUNGBLOOD.T.H., GRIDLEY.R.L. Tennessee Valley Authority. 87/ 
06/15. 27pp. 41409:105-41409:130. 

8706300930 Ack receipt of objectives for radiological emergency plan exercise sched- 
uled for 870805.Submittal appears to fulfill requirements for annual onsite exercise. 
ZECH.G.G. Office of Special Projects. 87/06/23. WHITE.S.A. Tennessee Valley Au- 
thority. 1p. 41514:207-41514:207. 


P. Operating license stage documents & correspondence 

8706180123 Forwards scope & schedule for design baseline & verification program- 
phase II (post-restart). Implementation for Phase II scope differs in some cases from 
Phase I.List of new commitments also end. 

GRIDLEY.R, Tennessee Valley Authority. 87/05/12. Document Control Branch (Docu- 
ment Control Desk). 9pp. 41397:343-41397:351. 

8706010464 Forwards listing of rept numbers.related employee concerns & previous 
submittal dates.EncI 2 provides comparison between employee concern task group 
writers guide recommended rept format & transmitted repts. 

MARTIN.M.S. Tennessee Valley Authority. 87/05/18. Document Control Branch (Doc- 
ument Control Desk). 9pp. 41141:234-41141:273. 

“8706010475 “Storage & Handling re Matl Control." TVA employee concerns special 
program element rept. 

RUSSELL.J.R., HUTZLER.C.W. Tennessee Valley Authority. MC-40400-SQN R04. 87/ 
05/13. 17pp. 41 141:257-41 141:273. 

8706030136 Forwards Rev 4 of employee concern special program manual & writer 
guide issued on 87051 1, Uncontrolled copies of Rev 3 of documents previously provid- 
ed on 870401. W/o ends. 

MARTIN.M.S. Tennessee Valloy Aulho.'ity. 87/05/19. Document Control Branch (Doc- 
ument Control Desk). 2pp. 1 1 hy:20 1 - 1 1 1 57:202. 

8706030182 Forwards list of 117 employee concerns task group subcategory repts to 
be submitted for review.Repts address both plant specific & programmatic evaluation 
results. 

MARTIN.M.S, Tennessee Valley Authority. 87/05/20. Document Control Branch (Doc- 
ument Control Desk). 13pp. 41161:113-41161:125. 

8706010446 Application for amends to Licenses DPR-77 & DPR-79. consisting of Tech 
Spec Change 87-11, changing note b of Table 4.11-2 re radioactive gaseous waste 
monitoring sampling & analysis program.Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41131:106-41131:115. 

“8706010452 Proposed Tech Specs, changing Section 3/4 11.2, "Gaseous 

Effluents.Dose Rate," to provide more accurate indication of activity inside contain- 
ment. . 

* Tennessee Valley Authority. 87/05/22. 8pp. 41131:108-41131:115, 

8706010456 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change a7-20,modifying identified functions of reactor protection sys & ESFAS 
instrumentation. Fee paid. 

DOMER.J.A. Tennessee Valley Authority, 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41131:069-41131:103. 

“8706010458 Proposed Tech Specs, changing functions of reactor protection sys & 
ESFAS instrumentation.Description & justification for changes & NSHC determination 
end. 

* Tennessee Valley Authority. 87/05/22. 33pp. 41131:071-41131:103. 

8706020249 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-1 8, modifying trip setpoint for reactor coolant pump undervoltage re- 
actor trip protection channel. Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41134:063-41134:064. 

-8706020254 Proposed Tech Specs, modifying trip setpoint for reactor coolant pump un- 
dervoltage reactor trip protection channel. Related documentation end. 

* Tennessee Valley Authority. 87/05/22. 41pp. 41134:065-41134:105. 

8706030144 Suppis 870203 response to GG Zech 861218 Itr re engineering change 
notice closeout effort & FSAR discrepancy described in SQ-CAR-86-04-21,per F 
McCoy & M Branch requests during 870410 meeting.AddI info & list of commitments 
end. 

DOMER.J.A. Tennessee Valley Authority. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 15pp. 41147:153-41147:167. 

8706030421 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-24, revising expression of specific activity level in RCS from activity 
per unit mass to activity per unit vol.Fee paid. 

DOMER,J.A. Tennessee Valley Authority. 87/05/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41169:023-41169:038. 


--8706030428 Proposed Tech Specs changing expression of specific activity level in 
RCS from activity per unit mass to activity per unit vol. 

• Tennessee Valley Authority. 87/05/22. 14pp. 41169:025-41169:038. 

8706040225 Forwards listing of mgt & personnel subcategory repts & titles re employee 
concerns special program & 18 s-'.ibcatccr-v "Cvts for mgt & personnel category w/ 
completed final reviews by Senior Rovicv. Pa:;:-: & Employee Concern Task Group 
mgt. 

MARTIN.M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41177:215-41179:352. 

8706050176 Forwards listing of industrial safety subcategory repts numbers & titles ad- 
dressing concerns for employee concerns special program. Repts completed final 
review by senior review panel & employee concern task group mgt. 

MARTIN.M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41198:084-41200:059. 

8706020011 Fon/vards addi background info concerning Rev 1 to Vol 2 to Section 15.5 
of “SON Nuclear Performance Plan" re platform & miscellaneous steel thermal 
growth.per 870422 telcon w/NRC. W/six oversize drawings. 

GRIDLEY.R, Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 135pp. 41135:287-41136:061. 

8706020142 Forwards restart test program summary in response to NRC request for 
addI details on restart test program defined in Vol 2, Rev 1 of util performance 
plan.Listing of all addi testing will be submitted for review by 870701. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 14pp. 41 134:137-41 134:150. 

8706050108 Forwards listing of rept numbers.related employee concerns & previous 
submittal dates for review.Revised final element repts for three elements addressing 
QA & matl control also end. 

MARTIN.M.S. Tennessee Valley Authority. 87/05/26. Document Control Branch (Doc- 
ument Control Desk). 7pp. 41 189:280-41 190:1 13. 

“8706050115 Rev 3 to TVA Employee Concerns Special Program Sequoyah Final Ele- 
ment Rept MC-40705-SQN, “Quality Receiving Unit.” 

HUTZLER.C.W. Tennessee Valley Authority. MC-40705-SQN R03. 87/05/18. 17pp. 
41189:287-41189:303. 


“8706050125 Rev 7 to TVA Employee Concerns Special Program Element Rept 80101- 
SQN, “QA Program Adequacy," 

BEZANSON.W.E. Tennessee Valley Authority. 80101-SQN R07. 87/05/18. 18pp. 
41189:304-41189:321. 


“8706050135 Rev 1 to TVA Sequoyah Generic Concern Task Force Employee Concern 
IN-86-01 1-003, “Supplier Subcontractors.” 

ENGELHARDT.J.E., LAGERGREN.W.R. 'Tennessee Valley Authority. lN-86-01 1-003 
R01. 86/05/16. 4pp. 41189:322-41190:054. 

“8706050145 Rev 5 to TVA Employee Concerns Special Program Element Rept 80504- 
SQN, “QA Records.” 

BARLOW.D.G., DEANGELIS.J.J. Tennessee Valley Authority. 80504-SQN R05. 87/ 
05/18. 33pp. 41190:060-41190:113. 

8706030461 Forwards responses to JS Keppler 870422 questions re Rev 4 to Corpo- 
rate Nuclear Performance Plan.Plan will be revised to reflect changes in staff & 
progress in programmatic areas. 

WHITE.S.A. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 1 1 pp. 41 1 53:01 8-41 1 53:028. 

8706100365 Confirms 870526 telcon re 870601 mgt meeting in Region II to discuss 
control room barrier issues at plant.Meeting agenda end. 

ZECH.G.G. Office of Special Projects. 87/05/28. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41239:236-41239:237. 

8706050293 Documents 870421 telcon between JJ Holonich & EC Marinos re compli- 
ance w/Safety Guide 9, “Selection of Diesel-Generator Set Capacity for Standby 
Power Supplies." Reg Guide l.9,Rev 1 recovery interval requirements will be imple- 
mented. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41198:044-41 198:045. 

8706100444 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-19 deleting action statement for ice bed temp monitoring sys.Fee 
paid. 

DOMER.J.A. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41 241:1 88-41 241:1 97. 

“8706100448 Proposed Tech Specs consisting of Tech Spec Change 87-19, deleting 
action statement for ice bed temp monitoring sys. 

* Tennessee Valley Authority. 87/05/29. 8pp. 41241:190-41241:197, 

8706050229 Forwards safety evaluation re 820913 Itr informing of plans to permanently 
remove status monitoring sys due to reliability problems.Administrative procedures for 
sys status monitoring acceptable. 

ZWOLINSKI,J.A. Office of Special Projects. 87/06/01. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 41201:038-41201:044. 

“8706050233 Safety evaluation re interim operation w/6 bypassed & inoperable status 
panel. 

* Office of Special Projects. 87/06/01. 4pp. 41201:041-41201:044. 

8706110017 Notification of 870601 meeting w/TVA in Bethesda)MD to discuss TVA em- 
ployee concerns program for plant. 

ROTELLA,T.S. Office of Special Projects. 87/06/01. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 3pp. 41279:1 1 1-41279:1 13. 

8706120266 Forwards response to 870127 note to H Denton re Criterion 3 of restart 
criteria. 

KEPPLER.J.G. Office of Special Projects. 87/06/01. MYERS, H. House of Rep,, Interi- 
or & Insular Affairs. 5pp. 41280:250-41280:254. 
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8706100381 Application for amends to Licenses DPR-77 & DPR-79.changing Tech 
Specs to add sun/eillance requirements for containment isolation logic for containment 
vacuum relief valves.Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41239:210-41239:218. 

-8706100390 Proposed Tech Specs, adding surveillance requirements for containment 
isolation logic for containment vacuum relief valves. 

* Tennessee Valley Authority. 87/06/02. 7pp. 41239:212-41239:218. 

8706100414 Requests approval to use Rhodamine WT dye in field study in Chickamau- 
ga Reservoir in vicinity of underwater dam (TRM 483.76) on 87061 5-1 6.Test time will 
be verbally confirmed at least 3 days prior to actLial dye Tjcction 
RIVERS, M.E. Tennessee Valley Authority. S7,‘C6'02. GLiNYA.= D,D.J Environmental 
Protection Agency. 3pp. 41240:091-41240:093. 

8706120159 Recommends early meeting to discuss verification of safety-related sys 
prior to plant restart & activities associated w/missing util civil engineering calcula- 
tions. 

KEPPLER.J.G. Office of Special Projects. 87/06/02. WHITE, S.A. Tennessee Valley 
Authority. 5pp. 41280:193-41280:197. 

8706180029 Forwards listing of mgt & personnel & matl control subcategory repts & 
titles .address'ng concems for employee concerns special program.Subcategory repts 
lor A (jer<c-r el a so end. 

V/‘ i' S Tonnossee Valley Authority. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41391:163-41391:348. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
c" S'^S c- of limiting conditions for operation & surveillance 

roq.! S s: {;r ci. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110370 Advises that warehouse dedication, development of mini-specs & prepara- 
tion of dedication packages for post-restart scope of plant replacement items 
project,expected to be completed by Sept 1 988. 

GRIDLEY.R.L. Tennessee V::"ey Authz'T/. 67 .'06 '04. Document Control Branch 
(Document Control Desk). 2pi:. ?67.*86-'1?67:-(l7. 

8706160507 Withdraws two requested changes in 870518 application for amends to Li- 
censes DPR-77 & DPR-79, consisting of Tech Spec Change 87-34 re Section 6, “Ad- 
ministrative Controls." End marked-up Tech Specs clarify changes. W/o end. 
GRIDLEY.R. Tennessee Va*l: / A.jt'^cr'tv. 87/06/04. Document Control Branch (Docu- 
ment Control Desk). 2pp. '712:006. 

8706160631 ‘^or//a"is crrolcvco concerns special program Rev 2 to Subcategory-Const 
11200, ‘ i'.ri Ccrv.'o " & Subcategory-Const Final Rept 15100, ^‘Damage/ 
Const Control." 

MARTIN, M.S. Tennessee Val'ey A-.j^^’orid/ 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 5pp. ' ,"i--9 236-'. IjrO: 1 iC). 

8706170016 Forwards Sequoyah eleren* -cots.inc'udrc Rev 2 to 213.2(B) “Electrical 
Procedures" & Rev 2 to 223.3(B) " ns:'.!"''-..-! Support Design" per employee con- 
cerns special program. 

MARTIN, M.S. Tennessee Valley Authority. 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 9pp. 41369:090-41369:300. 

“8706170057 Rev 2 to Sequoyah Element Rept 213.2(B), “Electrical Procedures," TVA 
cmc’cvee """.r'rr.s snoc'e! r.r.oqr?m. 

A\.'T-'R.SC\,S .... r'''-K.'\SCN G1BBS,R.R. Tennessee Valley Authority. 213.2(B) 
R02. 87/05/07. 24pp. 41369:099-41369:122. 


-8706170078 Rev 2 to Sequoyah Element Rept 223.3(B), “Instrument Support Design," 
TVA cr-dcv'^c cc'c-om.s spcn'al nrcgra-rs. 

GIBBS. . .C-=rAN.L '.V FLSSEf L.J F. Tennessee Valley Authority. 223.3(B) R02. 
87/05/14. 23pp. 41369:123-41369:145. 


“8706170089 Rev 2 to Sequoyah Element Rept 240.0(B), “Cable Ampacity," TVA em- 
ployee concerns special program. 

LYKE.C.C., MCNUTT, G.R.. RUSSELL,J.R. Tennessee Valley Authority. 240.0(B) R02. 
87/04/14. 25pp. 41369:146-41369:170. 


“8706170097 Rev 2 to Sequoyah Element Rept 241.1(B), “Cable Termination & 
Splices," TVA employee concerns special program. 

DRANE,S.R., REEVES, R.R., RUSSELL, J.R. Tennessee Valley Authority. 241.1(B) R02 
87/04/06. 19pp. 41369:171-41369:189. v/ • 


“8706170105 Rev 5 to Sequoyah Element Rept 80000-SQN, "General Mgt & Policy" 
TVA employee concerns special program. 

GRAY,T.C., GIBBS, R.R., RUSSELL.J.R. Tennessee Valley Authority. 80000-SQN R05 
87/05/27. 19pp. 41369:190-41369:208. 


“8706170113 Rev 6 to Sequoyah Element Rept 80201-SQN, “Insp Criteria" TVA em- 
ployee concerns special program. 

HOBBS.R., SACCO,R.A., GIBBS, R. Tennessee Valley Authority. 80201-SQN R06 87/ 
05/27. 19pp. 41369:209-41369:300. 


8706160530 Forwards TVA Employee Concerns Special Program Repts 10700, "Instru- 
ment ■^uh-nc” & ■'9100. “Electrical Equipment" & listing of const subcategory repts & 
titles.F-nu .'=ve-.v o' -nets completed by senior review panel & task grcuo rd. 
MARTIN, M.S. Tennessee Va'Iny Authcrify. 87/06/10. Document Cont.\';: B-v-:-! 
ument Control Desk). 5pp. ■<; : 349 06C-': ' 349. ' 85. 

“8706160538 Rev 3 to “Instrument Tubing,” TVA employee concerns special program 
final rept. 

SELEWSKi.M.E., GIBBS,R.R., BROWN, W.R. Tennessee Valley Authority. 10700 R03. 
87/06/05. 57pp. 41349:085-41349:148. 

“8706160553 Rev 3 to “Electrical Equipment," TVA employee concerns special pro- 
gram rept. 

BROWN. R.M., GIBBS, R.R., BROWN, W.R. Tennessee Valley Authority. 19100 R03. 
87 ''06/ Of) 3;'pp. 41349:149-41349:185. 

8706170514 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-35, adding requirements for two flow control valves to Table 3.4-1, 
“RCS Pressure Isolation Valve." Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41385:099-41385:107. 

“8706170518 Proposed Tech Specs, adding requirements for two flow control valves to 
Table 3.4-1, “RCS Pressure Isolation Valves." 

* Tennessee Valley Authority. 87/06/10. 7pp. 41385:101-41385:107. 

8706170583 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-28.moving requirements from Section 3/4.3.3.1. "Radiation Monitor- 
ing..." to Section 3/4.3.3.7, “Accident Monitoring Instrumentation." Fee paid. 
DOMER.J.A. Tennessee Valley Authority. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41386:308-41386:326. 

“8706170585 Proposed Tech Spec Change 87-28, moving requirements from Sections/ 
4.3.3. 1, “Radiation Monitoring Instrumentation" to Section 3/4.3.3.7, “Accident Moni- 
toring Instrumentation." 

* Tennessee Valley Authority. 87/06/10. 17pp. 41386:310-41386:326. 

8706250212 Confirms 870601 mgt meeting to discuss control room barrier issues at 
facilities.per 870526 telcon.Proposed meeting agenda end. 

ZECH.G.G. Office of Special Projects. 87/06/11. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41474:143-41474:144. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170522 Notification of 870619 meeting w/util in Bethesda.MD to discuss descrip- 
tion & methodology for generating nonretrievable civil engineering calculations. 
DONOHEW,J.N. Office of Special Projects. 87/06/12. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 4pp. 41389:120-41389:123. 

8706180055 Forwards weekly schedule of TVA activities for wks of 870615 & 22. 
KELLY, J.L. Office of Special Projects. 87/06/12. ZWOLINSKI.J.A. Office of Special 
Projects. 5pp. 41393:249-41393:253. 

8706220328 Forwards rev to Sequoyah electrical calculations final status rept, per 
request.Rev expands scope of submittal to include all essential min set electrical cal- 
culations required for Sequoyah Unit 2 restart. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 19pp. 41411:048-41411:066. 

8706230306 Forwards supplemental info re 870515 application for amend to Licenses 
DPR-77 & DPR-79,incorporating Tech Spec Change 87-29, per 870612 telcon w/T 
Rotella.Matl inadvertently omitted from application.AddI justification also end. 
GRIDLEY.R. Tennessee Valley Authority. 87/06/16. Document Control Branch (Docu- 
ment Control Desk). 8pp. 41430:042-41430:049. 

8706230380 Forwards Nuclear Safety Review Staff (NSRS) routine review of response 
to recommendations identified in NSRS Rept R-84-19-WBN,per 870520 requeslStatos 
of a" NSRS '■GO'.s 'cviowo:.i Corri.m!lTO'’i tracking & action item load sheet end. 
GFOLE'''.=5 ... 'eivossoc 'v-'a .'ov Aui'iority. 87/06/16. Document Control Branch 
|■-L■'curren: Co>'!-c Doskj 6pp. ^.l‘::-;7:223-41 438:1 04. 

8706230149 Forwards Nonconformance Rept SQN NEB 8408 & Rev 1 to engineshn: 
evaluation.per 870514 telcon w/S Kim for addi info re Tech Spec Change 60 concern- 
ing rev to auxiliary bldg gas treatment sys & emergency gas treatment sys. 
DOMER,J.A. Tennessee Valley Authority. 87/06/17. Document Control Branch (Docu- 
ment Control Desk). 10pp. 41427:192-41427:201. 

8706240159 Advises that NRC staff & contractor Science Applications Inti Corp will con- 
duct DCRDR in-progress audit at plant. Audit scheduled to commence on 870622 & 
end on 870626. Tentative agenda end. 

ZWOLINSKI,J.A. Office of Special Projects. 87/06/18. WHITE.S.A. Tennessee Valley 
Authority. 7pp. 41450:001-41450:007. 

8706240191 Ack receipt of 870612 ltr re concerns on addI review requirements to 
facilities.Ltr forwarded to EDO & other Commissioners.Keppler will keep util informed 
of pace of review. 

ZECH.LW. Commissioners. 87/06/18. DEAN.C.H., WATERS.J.B. Tennessee Valley 
Authority. Ip. 41454:097-41454:099. 

“8706240195 Discusses concerns re NRC 870608 decision to require addi design verifi- 
cation for facility.Action could result in delay of restart schedule w/o improvement in 
plant safety. 

DEAN.C.H., WATERS.J.B. Tennessee Valley Authority. 87/06/12. ZECH.L Commis- 
sioners. 2pp. 41454:098-41454:099. 

8706300942 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-1 3, revising Tech Spec Section 3/4.9.7, “Crane Travel-Spent Fuel Pit 
Area," to increase max load transported over fuel assemblies. Fee paid. 

DOMER.J.A. Tennessee Valley Authority. 87/06/18, Document Control Branch (Docu- 
ment Control Desk). 2pp. 41504:171-41504:181. 
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--8706300951 Proposed Tech Spec Change 87-1 3, revising Tech Spec Section 3/4.9.7, 
“Crane Travel-Spent Fuel Pit Area,” to increase max load transported over fuel as- 
semblies in storage pool from 2,000 to 2,100 Ibs.NSHC determination end. 

* Tennessee Valley Authority. 87/06/18. 9pp. 41504:173-41504:181. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260050 Forwards response to Generic Ltr 87-06, “Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves.” Program for ensuring leak-tight integrity 
of valves Tech Spec refs for valves discussed. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/06/19. Document Control Branch 
(Document Control Desk). 5pp. 41475:346-41475:350. 

8706300428 Summary of 870601 meeting in Bethesda,MD to discuss special employee 
ronce-n program. Attendee list & handouts end. 

C i\ C 'A .J.N C-Lce r.f Special Projects. 87/06/19. Office of Special Projects. 
54pp. 41490:078-41490:145. 

“8706300435 Rev 1 to Employee Concerns Special Program Sequoyah Element Rept 
232.3(B), "Piping & Valve Design Improper Piping Insulation Matl." 

* Tennessee Valley Authority. 86/12/04. 20pp. 41490:125-41490:145. 

8706300920 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech 
Spec Change 87-25,revising Limiting Conditions for Operation 3.3.3.9 & 3.3.3.10 to 
delete refs to nonexistent section from Action Statement C.Fee paid. 

GR!SLEY,R. Tennessee Valley Authority. 87/06/19. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41504:186-41504:198. 

“8706300924 Proposed Tech Spec Change 87-25,revising Limiting Conditions for Oper- 
ation 3.3. 3. 9 & 3.3.3.10 to delete refs to nonexistent Section 6.9.1.13.b from Action 
Statement C. Description of change & NSHC determination encl.Fee paid. 

* Tennessee Valley Authority. 87/06/19. 11pp. 41504:188-41504:198. 

8706300115 Forwards list of rept numbers, related employee concerns & previous sub- 
mittal dates for employee concerns task group repts & three revised final element 
repts addressing OA & const elements. 

MARTIN, M.S. Tennessee Valley Authority. 87/06/22. Document Control Branch (Doc- 
ument Control Desk). 8pp. 41494:143-41494:266. 

“8706300130 Rev 7 to Sequoyah Nuclear Plant final element rept, “Cable,” TVA em- 
ployee concerns special program. Related info end. 

BROWN,R.M., SELEWSKI.M.E., GIBBS, R.R. Tennessee Valley Authority. C010900- 
SCN R07. 87/06/18. 42pp. 41494:151-41494:192. 

“8706300141 Rev 5 to element rept, “QA Independence & Authority,” TVA employee 
concerns special program.Related info end. 

DEANGELIS.J.J., GIBBS,R.R., BRCWN,W.R. Tennessee Valley Authority. 80102-SQN 
R05. 87/06/17. 20pp. 41494:193-41494:212. 

“8706300149 Rev 6 to element rept, “OA Records,” TVA employee concerns special 
program.Related info end. 

BARLOW, D.G., DEANGELIS.J.J., GIBBS.R.R. Tennessee Valley Authority. 80504-SaN 
R06. 87/06/17. 54pp. 41494:213-41494:266. 

8706290031 Forwards Rev 3 to TVA employee concerns special program final 
rept, const subcategory, “Mechanical." 

MARTIN,M.S. Tennessee Valley Authority. 97 / 05 / 24 . Document Control Branch (Doc- 
ument Control Desk). 5pp. ■'■•iS.yuOuu-- 

“8707010013 Rev 3 to TVA employee concerns special program final Const Rept 
17100, “Mechanical.” 

BRYANT.J.B., GIBBS.R.R.. BROWN.W.R. Tennessee Valley Authority. 17100 R03. 
87/06/18. 200pp. 41501:058-41501:267. 


Q. Inspection reports, IE Bulletins & correspondence 

8706120255 Forwards Insp Repts 50-327/87-21 & 50-328/87-21 on 870323-25 & 0401- 
03. No violations or deviations noted. 

2ECH,G.G. Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41 274:098-41 274: 1 20. 

“8706120258 Insp Repts 50-327/87-21 & 50-328/87-21 on 870323-25 & 0401-03.No 
violations or deviations noted. Major areas inspected:licensee action on previous en- 
forcement matters & followup items. 

CROWLEY.B.R., BLAKE, J.J. Region 2, Office of Director. 87/05/01. 21pp. 41274:100- 
41274:120. 

8706050108 Forwards listing of rept numbers.related employee concerns & previous 
submittal dates for review.Revised final element repts for three elements addressing 
QA & matl control also end. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/26. Document Control Branch (Doc- 
ument Control Desk). 7pp. 4 1 189:280-41190:054. 

“8610230116 Discusses procurement & QA insp on 860915-19 & 0929-1003 to review 
util corrective action to Nuclear Safety Review Staff Repts R-84-17-NPS, 1-83-1 3-NPS 
& R-85-07-NPS.Possible degradation of qualified equipment noted.Related info end. 
TAYLOR,J.M. Office of Inspection & Enforcement, Director (820201-870411). 86/10/ 
21. WHITE.S.A. Tennessee Valley Authority. 5pp. 41190:055-41190:059. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040137 Requests extension of time to respond to violations noted in Insp Repts 
50-259/86-43,50-260/86-43,50-296/86-43, 50-327/86-73,50-328/86-73.50-390/86- 

27,50-391 /86-26, 50-438/86-1 1 & 50-439/86-1 1 due to addi review required. 
GRIDLEY.R.L Tennessee Valley Authority. 87/05/27. Document Control Branch 
(Document Control Desk). 2pp. 41176:329-41176:330. 

8706040152 Advises that due date for response to NRC 870424 ltr re violations noted 
in Safety Sys Outage Mod Insp Repts 50-327/86-68 & 50-328/86-68 extended to 
870623, per 870520 telcon w/GG 2ech. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41176:321-41176:322. 


8706050116 Corrects commitments cited in Insp Repts 50-327/87-16 & 50-328/87-16 
re schedule for Q-List completion. Schedule due 3 months after startup of both units. 
GRIDLEY.R. Tennessee Valley Authority. 87/05/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41200:076-41200:077. 

8706150063 Forwards Insp Repts 50-327/87-15 & 50-328/87-15 on 870302-06 & notice 
of violation.NRC recommended that until nuclear manager review group perform fol- 
lowup audit of corrective actions prior to restart of either unit. 

ZECH.G.G. Office of Special Projects. 87/05/29. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41291:204-41291:239. 

—8706150068 Notice of violation from insp on 870302-06. 

ZECH.G.G. Office of Special Projects. 87/05/29. 2pp. 41291:206-41291:207. 

-8706150072 Insp Repts 50-327/87-15 & 50-328/87-15 on 870302-06.0ne violation 
notecl:Procedure M&AI-7 re mod of cables not followed & work request for replace- 
ment of fire coating inadequate. 

WATSON.LJ.. JULIAN.C.A. Region 2. Office of Director. 87/05/15. 32pp. 41291:208- 
41291:239. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110002 Notification of 870616 meeting w/util in Bethesda.MD to discuss guidelines 
^or indeoender.f design verification insp at plant. 

nCTEi I a\, .S. OdicG of Special Projects. 87/06/04. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 3pp. 41260:296-41260:298. 

8706110141 Forwards Insp Repts 50-327/87-28 & 50-328/87-28 on 870504-06 & notice 
of violation. 

ZECH,G.G. Office of Special Projects. 87/06/04. WHITE,S.A. Tennessee Valley Au- 
thority. 2pp. 41267:038-41267:045. 

“8706110145 Notice of violation from insp on 870504-06. 

ZECH,G.G. Office of Special Projects. 87/06/04. Ip. 41267:040-41267:040. 

“8706110152 Insp Repts 50-327/87-28 & 50-328/87-28 on 870504-06. Violations 
noted:hanger design loads exceeded snubber capacity. 

LEHANAN,J.J., JAPE,F. Region 2, Office of Director. 87/05/21. 5pp. 41267:041- 
41267:045. 

8706170153 Forwards Insp Repts 50-327/87-24 & 50-328/87-24 on 870406-0505 & 
notice of violation.Areas of concern include failure to properly notify NRC of 870429 
reactor coolant spill event. 

ZECH,G.G. Office of Special Projects. 87/06/04. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 41385:236-41385:259. 

“8706170159 Notice of violation from insp on 870406-0505. 

ZECH.G.G. Office of Special Projects. 87/06/04. 2pp. 41385:239-41385:240. 

“8706170171 Insp Repts 50-327/87-24 & 50-328/87-24 on 870406-0505. Violations 
noted:faiiure to properly notify NRC of 870429 RCS spill event.Unresolved item 
noted:adequacy of primary & critical drawing lists. 

JENISON,K-M., HARMON.P.E.. LOVELESS.D.P. Region 2. Office of Director. 87/06/ 
04. 19pp. 41385:241-41385:259. 

8706170433 Forwards Insp Repts 50-327/87-14 & 50-328/87-14 on 870302-1 S.Results 
of insp concludes that design baseline & verification program conducted within scope 
of program areas inspected to date. 

EBNETER,S.D. Office of Special Projects. 87/06/04. WHITE.S.A. Tennessee Valley 
Authority. 4pp. 41385:290-41385:335. 

“8706170454 Insp Repts 50-327/87-14 & 50-328/87-14 on 870302-13.No violations 
noted.Major areas observed:assess adequacy of utils design baseline & verification 
program to suppo.d .'■es+art 0 ^ facility. 

ARCHITEUR F.. MBRD.E.'v. Division of Reactor Inspection & Safeguards (Post 
87041 1 ). 87/04/30. 42pp. 41 385:294-41 385:335. 

8706120141 Notification of rescheduled 870608 meeting w/util in Bethesda.MD to dis- 
cuss guidelines for independent design verification insp. 

DONOHEV/.J.N. Office of Special Projects. 87/06/05. ZWOLINSKI.J.A. Office of Spe- 
cial Projects. 3pp. 41280:170-41280:172. 

8706220369 Discusses Safety Insp Repts 50-327/85-01 & 50-328/85-01 on 850114-18 
& forwards notice of violation.Notice issued w/o civil penalty due to lack of clarity re 
fire protection roq-ji'aments fir,nificar:t tirne lapse since insp. 

KEPPLER.J.G. CviCv ci Spcci.ai rTc-ocir.. 87/06/08. WHITE.S.A. Tennessee Valley 
Authority. 6pp. 1 ' 6:3 02-1 '. 1 6:3 I . 

“8706220383 Notice of violation from insp on 8501 14-1 8. Violations noted: fire protec- 
tion features not provided for certain redundant trains of equipment &/or cabling nec- 
essary to achieve & maintain hot shutdown. 

KEPPLER.J.G. Office of Special Projects. 87/06/08. 4pp. 41416:308-41416:311. 

8706260133 Forwards Insp Repts 50-327/87-33 & 50-328/87-33 on 870518- 20.No vio- 
lations or deviations noted.Util should reassess condition of all carbon steel compo- 
nents during cleanup activities associated w/str-.-tup 

ZECH.G.G. Region 2, Office of Director. £/’ ”)G/08. •= Tennessee Valley Au- 

thority. 2pp. 41479:132-41479:142. 

“8706260138 Insp Repts 50-327/87-33 & 50-328/87-33 on 87051 8-20.No violations 
noted.Major areas inspected:plant layup, plant chemistry & IE Notices 86-106 & 86- 
108 . 

ROSS,W.J., KAHLE.J.B. Region 2. Office of Director. 87/06/01. 9pp. 41479:134- 
41479:142. 

8706190284 Forwards Insp Repts 50-327/87-32 & 50-328/87-32 on 87051 8-22.No vio- 
lations or deviations identified. 

ZECH.G.G. Office of Special Projects. 87/06/09. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41396:075-41396:077. 
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—8706190289 Partially withheld Insp Repts 50-327/87-32 & 50-328/87-32 on 870518-22 
(ref 10CFR2.790 & 73.21 ).No violations of regulatory requirements identified.Major 

areas inspo^led. records & 'r-pts.tostirig & rrain*. » eocess controls. 

CBiliSCN G = , MCGUIRr..G.R Rr.c :r, 2, Oiiicc of Cirec-cr. B7.'C5/G3. Ip. 41396:077- 
41396:077. 


8706300618 Forwards Insp Repts 50-327/87-12 & 50-328/87-12 on 87021 6-041 7.No 
violations or deviations noted. Insp encompassed review & evaluation of 38 Sequoyah 
final element repts issued to NRC. 

ZECH.G.G. Office of Special Projects. 87/06/23. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41513:099-41513:105. 


8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 


iiai ^31 iw. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706190122 Forwards Special Testing Insp Repts 50-327/87-18 & 50-328/87-18 on 
870316-27 & 0413-17 & notice of violation. Inadequacies in test procedures & instruc- 
tions & lack of organizational discipline in staff noted. 

EBNETER.S.D. Office of Special Projects. 87/06/10. WHITE,S.A. Tennessee Valley 
Authority. 4pp. 41407:125-41407:147. 


-8706190126 Notice of violation from insp on 870316-27 & 0413-17. 
EBNETER,S.D. Office of Special Projects. 87/06/10. 2pp. 41407:129-41407:130. 


-8706190131 Special Testing Insp Repts 50-327/87-18 & 50-328/87-18 on 870316-27 
& 0413-17.Vio!ations noted:failure to ensure test procedures & instruction contained 
necessary requirements & performed per requirements. 

KONKLlN,J.E., HOOKS,K.R., LLOYD, R.L Office of Special Projects. 87/05/12. 17pp. 
41407:131-41407:147. 


8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706260035 Forwards Insp Repts 50-327/87-29 & 50-328/87-29 on 870511- 13.No vio- 
lations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/11. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41475:304-41475:311. 

-8706260043 Insp Repts 50-327/87-29 & 50-328/87-29 on 87051 1-13.No violations or 
deviations noted.Major areas inspected:util response to Element Rept 313.06, "Ques- 
tionable Concrete Grout Repair. 

HARRIS, J.R., CONLON.T. Region 2, Office of Director. 87/06/11. 6pp. 41475:306- 
41475:311. 


8706170407 Forwards supplemental response to NRC 870428 Itr re violations noted in 
Insp Repts 50-327/86*28 & 50-328/86-28. Corrective actions:future commitments will 
be closely reviewed to ensure desired results. 

DOMER.J.A. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment (Control Desk). 3pp. 41384:337-41384:339. 

8706220259 Summarizes 870608 meeting w/util.NUS Corp.S&W.Bechtel Western 
Power Corp & other attendees listed on end in Bethesda.MD re implementation of 
IDVP insp for plant. Transcript also end. 

ROTELLA.T.S. Office of Special Projects. 87/06/12. Office of Special Projects. 5pp. 
41418:052-41418:109. 


-8706300633 Insp Repts 50-327/87-12 & 50-328/87-12 on 87021 6-041 7.No violations 
or deviations noted.Major areas inspected: employee concerns element repts in oper- 
ations category. 

POERTNER,W.K, Region 2, Office of Director. MCCOY, F.R, Office of Special Projects 
87/06/16. 5pp. 41513:101-41513:105. 

8706300265 Forwards results of review conducted to delineate procurement-related 
insps performed by Region II at TVA facilities,conducted per request re response to H 
Myers 870512 Itr to H Denton. 

BELISLE.G.A. Region 2. Office of Director. 87/06/24. ZECH,G.G. Office of Special 
Projects. 2pp. 41493:351-41493:352. 

8706300403 Notification of 870708 meeting w/util in Chattanooga.TN re independent 
design insp. 

DONOHEW.J.N. Office of Special Projects. 87/06/24. EBNETER.S. Office of Special 
Projects. 3pp. 41491:317-41491:319. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706150074 Forwards weekly schedule of TVA activities for wks of 870608 & 15.Sched- 
ule will be updated & issued every Friday to reflect activities for forthcoming 2-week 
period. 

KELLY, J.L Office of Special Projects. 87/06/05. ZWOLINSKI.J.A. Office of Special 
Projects. 5pp. 41304:149-41304:153. 

8706250215 Forwards weekly schedule of TVA activities for wks of 870622 & 29. 
KELLY, J.N. Office of Special Projects. 87/06/19. ZWOLINSKI,J.A. Office of Special 
Projects. 5pp. 41462:149-41462:154. 


S. Reportable occurrences, LERs & related correspondence 

8706050057 LER 84-01 5-02:on 840905, reactor trip following turbine generator trip 
ocurred.Caused by electrohydraulic control sys tubing leak.ElectrohydrauTic control sys 
repaired. Pressure switch control function eliminated.W/870529 Itr. 

LONG,T.L.. NOBLES,L.M. Tennessee Valley Authority. 87/05/26. 5pp. 41192:323- 
41192:327. 

8706160008 PNO-OSP-87-005:on 870608, JG Keppler & Ofc of Special Projects met w/ 
SA White & TVA representatives re contents & implementation of independent design 
verification for plant.NRC & contractor will perform integrated design insp. 
ROTELLA.T., DONOHEW,J. Office of Special Projects. 87/06/09, Ip. 41305:339- 
41305:339. 


-8706220281 Transcript of 870608 meeting w/util in Bethesda.MD re IDVP insp for 
plantPp 1-42.Related documentation end. 

* Commissioners. 87/06/08. 53pp. 41418:057-41418:109. 

8706230049 Responds to NRC 870417 Itr re violations noted in Insp Repts 50-327/87- 
02 & 50-328/87-02.Corrective actions:procedure revised to eliminate step sequence 
that caused Phase B isolation. 

DOMER,J.A. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 12pp. 41421:256-41421:267. 

8706230192 Advises that End 3 to 870422 response to Insp Repts 50-327/86-55 & 50- 
328/86-55 re design baseline & verification program should be revised as 
llsted.Activities need addi time for completion. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/16. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41427:219-41427:220. 


8706230037 LER 87-006-00:on 87051 8,discovered error in core cycle exposure & height 
dependent power factor.Caused by personnel error in utilization of vendor supplied 
data.QA qualification of INCORE will validate program. W/8706 15 Itr. 

PHIFER.T.K., NOBLES.LM. Tennessee Valley Authority. 87/06/12. 4pp. 41421:272- 
41421:275. 


T. Hearing transcripts on non-antitrust matters 


8706010011 Summary of 870420 meeting w/TVA in Chattanooga.TN re review of Rev 4 
to Vol 1 of TVA nuclear performance plan & status of Vol II of plan.Agenda, transcript 
of meeting, list of attendees & viewgraphs end. 

DONOHEW.J.N. Office of Special Projects. 87/05/18. Office of Special Projects. 4pp, 
41125:124-41125:339. 


8706240117 Forwards Insp Repts 50-327/87-22 & 50-328/87-22 on 870406-1 0.No defi- 
ciencies re implementation of program to meet 10CFR50.49 requirements noted.EncI 
notice of violation issued for items in Insp Repts 50-327/86-01 & 50-328/86-01 
EBNETER,S.D. Office of Special Projects. 87/06/17. WHITE.S.A. Tennessee Valiev 
Authority. 3pp. 41 450:01 6-41 450:036. 


-8706240121 Notice of violation from insp on 860106-17,0210-14 & 0623-27. Violations 
noted include failure to adequately establish qualification of power & control 
cables.Response to notice not required, based on corrective actions taken. 
EBNETER,S.D. Office of Special Projects. 87/06/17. 2pp. 41450:019-41450:020. 


-8706240125 Insp Rept 50-327/^-22 & 50-328/87-22 on 870406-1 0.No deficiencies 
noted.Major areas inspected:implementation of program per requirements of 
10GFR50.49 for establishing & maintaining qualification of electric equipment. 
414^0^2?41450036*^^^*^’^ ^ Special Projects. 87/05/19. I6pp. 


8706250307 Advises that NRC will perform independent special team insp of employee 
concerns in matls control category during 870622-26.Facillty staff will be kept in- 
formed of progress & findings.Outline of insp plan end. 

^OUNSKI,J.A. Office of Special Projects. 87/06/18. WHITE.S.A. Tennessee Valley 
Authonty. 3pp. 41 462:1 57-41 462:1 59, ^ 

87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSl.C.E. Diyjsion of Operational Events Assessment (Post 870411). 87/06/22 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

''® licensee commitments in Insp 

Repts 50-327/87-16 & 50-328/87-16. Requests that util provide current status of Q- 
* implementation by 870715 to support insp 


-8706010017 Transcript of 870420 NRC-TVA meeting in Chattanooga, TN.Pp 1- 
286.Supporting documentation end. 

* Office of Spedal Projects. 87/04/20. 212pp. 41125:128-41125:339. 

8706050295 Forwards transcript of 870521 meeting w/util,S&W,Shaw Pittman, Teledyne 
& other listed attendees in Chattanooga.TN re status of restart program for 
planLTransmittal forms addressed to H Meyers, J Cooper, M Lloyd & A Gore also end. 
ROTELLA.T.S. Office of Special Projects. 87/06/01. Office of Special Projects. 10pp. 
41201:088-41202:215. 

“8706050301 Transcript of 870521 meeting w/util in Chattanooga.TN re status of es- 
sential elements of plant restart program. Pp 1-301. Viewgraphs end. 

* Commissioners. 87/05/21. 478pp. 41201:098-41202:215. 

8706220259 Summarizes 870608 meeting w/util.NUS Corp, S&W, Bechtel Western 
Power Corp & other attendees listed on end in Bethesda.MD re implementation of 
IDVP insp for plant Transcript also end. 

ROTELLA,T.S. Office of Special Projects. 87/06/12. Office of Special Projects. 5pp. 
41418:052-41418:109. 

-8706220281 Transcript of 870608 meeting w/util in Bethesda.MD re IDVP insp for 
plant.Pp 1-42.Related documentation end. 

* Commissioners. 87/06/08. 53pp. 41418:057-41418:109. 

8706220450 Summary of 870604 meeting w/TVA at Browns Ferry Training Ctr re TVA 
restart criteria.Transcription.list of attendees & handouts end. 

STANG.J.F. Office of Special Projects. 87/06/12. Office of Special Projects. 35pp 
41417:004-41417:038. k j kh 

-8706230028 Transcript of 870604 NRR meeting in Decatur, AL.Pp 1-24. 

* Commissioners. 87/06/04. 26pp. 41417:013-41417:038. 
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V. Operator Examinations 

8706050361 Notification of contract execution, Mod 12, to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga,TN for Training on Browns Ferry, Sequoyah & Bellefonte 
Simulators." ContractonTVA. 

MEEHAN,B. Contract Administration Branch. FIN B-8717. 87/05/29. JORDAN,E. 
Office for Analysis & Evaluation of Operational Data, Director. Ip. 41200:203- 
41200:205. 

—8706050363 Mod 12,providing incremental funds & increasing ceiling,to “Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Training on Browns 
Ferry,Sequoyah & Bellefonte Simulators." 

SAIN.LH. Tennessee Valley Authority. FIN B-8717. 87/05/29. 2pp. 41200:204- 
41200:205. 

8706160416 Advises that three reactor operators, who failed requalification written exam 
on 861215,received training in listed areas from 870223-0305,per util 870223 commit- 
ments. Operators weaknesses addressed in requalification training. 

GRIDLEY.R.L Tennessee Valley Authority. 87/06/04. GRACE, J.N. Document Control 
Branch (Document Control Desk). 2pp. 41335:164-41335:165. 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250253 Final response to FOIA request for documents re allegations concerning 
plantForwards App G & H documents.Documents also available in PDR.App H docu- 
ments partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. GARDE.B.P. 
Government Accountability Project. 4pp. 41467:237-41467:262. 

“8706250277 Requests investigation of GAP allegations received on 820629 re const 
deficiencies. Investigation must be conducted before licensee can obtain affidavits & 
possibly prejudice investigation, 

KEPPLER.J.G, Region 3. Office of Director. 82/08/04. FITZGERALD.J.A. Office of In- 
vestigations. 2pp. 41467:243-41467:244. 

-8706250309 Forwards allegation synopsis & allegation category re welding allegations 
at power station, per recipient discussion w/RE Hall. 

TAYLOR, J.H., HALL,R.E, Brookhaven National Laboratory. 84/08/23. HARRISON,J. 
Region 3, Office of Director. 8pp. 41467:246-41467:253. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc, 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end, 

ROSSI,C.E, Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706250253 Final response to FOIA request for documents re allegations concerning 
plantForwards App G & H documents.Documents also available in PDR.App H docu- 
ments partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. GARDE.B.P. 
Government Accountability Project 4pp. 41467:237-41467:262. 

—8706250290 Forwards Inquiry Rept 03-83-001 for review & necessary 
actions.Dlscriminatory employment termination still under investigation by Ofc of 
Investigations.lnsp of allegers technical concerns contracted to BNL-W/o end. 
WEIL.C.H. Region 3, Office of Director. 84/05/18. NORELIUS.C.E. Region 3. Office of 
Director. Ip. 41467:245-41467:245. 

—8706250325 Advises that due to suspension of const at facility, insp work on listed alle- 
gations will be deferred until project restarted.Two allegations open & still being ac- 
tively pursued. 

WARNICK.R.F. Region 3, Office of Director. 84/09/28. WEIL,C.H. Region 3, Office of 
Director. 2pp. 41467:254-41467:255. 


--8706250432 Submits evaluation of BNL rept on plant allegations. Allegation did not 
identify any specific wrongdoing on part of any named NRC employee.lnsp effort 
would be encumbered if entrance interview modified. 

WEIUC.H. Region 3, Office of Director. 85/03/14. NORELIUS.C.E. Region 3, Office of 
Director. 3pp. 41467:256-41467:259. 

“8706250455 Partially deleted ltr forwarding NRC 850322 ltr to util & insp rept docu- 
menting insp of Jul 1982 concerns re plant.W/o ends. 

WEIL.C.H. Region 3, Office of Director. 85/03/27. KENT.E.E. Affiliation Not Assigned. 
Ip. 41467:260-41467:260. 

—8706260165 Comments on BNL 840823 ltr re proposed review of concerns expressed 
by EE Kent.NRC may expand on insp previously performed at plant but should not 
duplicate work already performed by Region V & NRR. 

FOSTER.J. NRC - No Detailed Affiliation Given. 84/08/28. HARRISON.J. NRC - No 
Detailed Affiliation Given. 2pp. 41467:261-41467:262. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222, 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1978,insulated lugs used on all equipment. 

DOUGHERTY, J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J, Associate Director for Projects (Post 870411), 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGUA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250253 Final response to FOIA request for documents re allegations concerning 
plant.Forwards App G & H documents.Documents also available in PDR.App H docu- 
ments partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. GARDE.B.P. 
Government Accountability Project 4pp. 41467:237-41467:262. 

“8706250277 Requests investigation of GAP allegations received on 820629 re const 
deficiencies. Investigation must be conducted before licensee can obtain affidavits & 
possibly prejudice investigation. 

KEPPLER.J.G. Region 3. Office of Director. 82/08/04. FITZGERALD.J.A. Office of In- 
vestigations. 2pp. 41467:243-41467:244. 

“8706250309 Forwards allegation synopsis & allegation category re welding allegations 
at power station, per recipient discussion w/RE Hall. 

TAYLOR.J.H., HALL.R.E. Brookhaven National Laboratory. 84/08/23. HARRISON.J. 
Region 3, Office of Director. 8pp. 41467:246-41467:253. 


Q. inspection reports, iE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143, 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 
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8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unlt.Wrong Train or Wrong Component Events," Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 


-8706050331 "Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor TripSyt 
Vendor Interface, Arnold, Brunswick-1 & 2,” informal rept. 

FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER, F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7613. 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41203:127-41203:140. 


8706250253 Final response to FOIA request for documents re allegations concerning 
plant.Forwards App G & H documents.Documents also available in PDR.App H docu- 
ments partially withheld (ref FOIA Exemption 6). 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/06/19. GARDE, B.P. 
Government Accountability Project. 4pp. 41467:237-41467:262. 


-8706250290 Forwards Inquiry Rept Q3-83-001 for review & necessary 
actions.Discriminatory employment termination still under investigation by Ofc of 
Investigations.lnsp of allegers technical concerns contracted to BNLW/o end. 
WEIUC.H. Region 3, Office of Director. 84/05/18. NORELlUS,C.E. Region 3, Office of 
Director. Ip. 41467:245-41467:245. 

-8706250325 Advises that due to suspension of const at facility, insp work on listed alle- 
gations will be deferred until project restarted.Two allegations open & still being ac- 
tively pursued. 

WARNlCK,R.F. Region 3, Office of Director. 84/09/28. WEIUC.H. Region 3. Office of 
Director. 2pp. 41467:254-41467:255. 

-8706250432 Submits evaluation of BNL rept on plant allegations. Allegation did not 
identify any specific wrongdoing on part of any named NRC employee.lnsp effort 
would be encumbered if entrance interview modified. 

WEIUC.H. Region 3, Office of Director. 85/03/14. NORELIUS.C.E. Region 3. Office of 
Director. 3pp. 41467:256-41467:259. 

-8706250455 Partially deleted ltr forwarding NRC 850322 ltr to util & insp rept docu- 
menting insp of Jul 1982 concerns re plant. W/o ends. 

WEIL,C.H. Region 3, Office of Director. 85/03/27. KENT.E.E. Affiliation Not Assigned, 
ip. 41467:260-41467:260. 


8706260267 Forwards final EGG-NTA-7549, “Conformance to Generic Ltr 83-28,ll6tn 
2.2.2 - Vendor Interface Programs for All Safety- Related Components, Duane Arnold^ 
informal rept.Plant conforms to generic ltr on item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON, M. Office ofNn' 
clear Reactor Regulation, Director (Post 870411), Ip. 41482:205-41482:221. 

-8706260272 Final “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor interface 
Programs for All Other Safety-Related Components, Duane Arnold," informal rept 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer 
ing Laboratory. FIN D-6001. EGG-NTA-7549. 87/05/31. NRC - No Detailed Affiliation 
Given. 16pp. 41482:206-41482:221. ^ 

8706020233 Forwards Amend 143 to License DPR-49 & safety evaluation. Amend re- 
vises Tech Spec definitions & makes changes to surveillance intervals to conform to 
change of operating cycle from 1 2 to 18 months, 

CAPPUCCI,A.J. Project Directorate III-1. 87/05/21. LIU,L. Iowa Electric Light & Power 
Co. 4pp. 41 1 43:250-41 1 43:338. ^ 

-8706020239 Amend 143 to License DPR-49, revising Tech Spec definitions & makinn 
changes to surveillance intervals to conform to change of operating cycle from 12 to 
18 months. 

VIRGIL10,M.J. Project Directorate III-1. 87/05/21. 75pp. 41143:254-41143:330. 

-8706020243 Safety evaluation supporting Amend 1 43 to License DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/21. 800 
41143:331-41143:338. 


-8706260165 Comments on BNL 840823 ltr re proposed review of concerns expressed 
by EE Kent. NRC may expand on insp previously performed at plant but should not 
duplicate work already performed bv Renic" V A NRR. 

FOSTER.J. NRC - No Detailed Affilai.or G .c-., 84/08/28. HARRISON, J. NRC - No 
Detailed Affiliation Given. 2pp. 41467:261-41467:262. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, L£Rs & related correspondence 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air A starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled fcstirg.Causci by c:on electrical connection on one crimp lug. Since 
1978,insulated Ljqs used on a'.l oc.-icrien*.. 

DOUGHERTY,J.o V-:'d --.nd.-.c-cr:'.: Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 4V-3i:2-'‘-3-^.liC:' .2-‘l;';. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 

8706170462 Forwards add! info & justification, supplementing util 870401 response to 
insp Rept 50-331 /86-20,per WD Shafer 870414 requestUtil will provide backup power 
source to listed technical support ctr equipment. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 87/06/10. DAVIS.A.B. Region 3. 
Office of Director. 3pp. 41373:070-41373:072. 

8706250170 Discusses end 870522 ltr from FEMA re exercise evaluations of offsite 
emergency preparedness exercise conducted on 861118 & 870122 remedial 
exercise.Expects subj of offsite preparedness for area around plant to be addressed. 
SHAFER, W.D. Region 3, Office of Director. 87/06/16. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 41474:328-41475:008. 

-8706100116 Forwards FEMA rept on plant 861118 exercise & 870122 remedial exer- 
cise for transmittal to licensee.Listed deficiencies corrected.Amends to state & local 
plans to include Cedar Rapids, lA beyond 10-mile EPZ noted. 

MATTHEWS, D.B. Emergency Preparedness Branch, 87/06/04. H1ND,J.A. Region 3, 
Office of Director. 2pp. 41474:330-41475:008. 


J. Insurance & indemnity information 

8706110381 Forwards Endorsements 78 & 64 to NELIA Policy NF-214 & MAELU Policy 
MF-72, respectively. 

SAMUELS, J. Marsh & McLennan, Inc. 87/05/15. DlNITZ.l. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 3pp. 41267:252-41267:254. 


P. Operating license stage documents & correspondence 

8706050326 Forwards EGG-NTA-7613, "Conformance to Item 2.1 (Part 2) of Generic 
Ltr 83-28, Reactor Trip Sys Vendor lnterface,Arnold, Brunswick-1 & 2," final reptPlants 
conform to item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/17. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). ip. 41203:126-41203:140. 


8706050123 Forwarri.s 'O’.'ised paces to OA program describing recent organizational 
changes, per 10C''rtl:l:)-'i(.-H3) neither affect organizational separation exist- 

ing for QA dept nor c minisf. cfioctivonoss of QA program. 

r50T,L.D. Iowa Electric Light & Power Co. 87/05/27. Document Control Branch 
(Document Control Desk). 42pp. 41192:009-41192:050. 

8706160533 Discusses licensee ATWS rule (10CFR50.62) compliance rept re design of 
alternate rod insertion (ARI) sys.Concludes that plant design of ARl sys complies w/ 
NEDE-31096-P.Rev to seal-in feature value in ARI logic changed from 30 to 45 s. 
MCGAUGHY.R.W. lowa Electric Light & Power Co. 87/06/01. MURLEY.T. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 41335:062-41335:063. 

8706090294 Confirms 870605 enforcement conference to discuss surveillance logic 
testing at facility. 

CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/03. LIU.L lowa Electric Light 
& Power Co. Ip. 41221:318-41221:318. 

8706100481 Notification of 870612 meeting w/util to discuss potential water hammer in 
ECCS discharge piping. 

CAPPUCCl.A.' Project Directorate III-1. 87/06/03. MURLEY.T., SNIE2EK,J., 
MIRAGLIA.F. NRC - No Detailed Affiliation Given. 3pp. 41245:100-41245:102. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4,0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706180042 Responds to Generic Ltr 87-06 requiring list of all pressure isolation valves 
w/description of periodic testing requirements & operational limits for each 
vdve. Applicable valves lisfi'id.Tostinq requirements described. 

MCGAUGHY.R.W Liwa Electric Light & Power Co. 87/06/11. MURLEY.T.E. Office of 
Nuclear Reactor Fogulation, Diroctcr (Post 870411). 3pp. 41391:107-41391:109. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementalion of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260078 Confirms 870612 telcon re enforcement conference scheduled for 870629 
in Region III ofc to discuss equipment qualification issues & problems re vendor 
source insps & surveillance logic testing, 

NORELIUS.C.E. Region 3, Office of Director. 87/06/19. MCGAUGHY.R.W. lowa 
trie Light & Power Co. Ip. 41479:159-41479:159. 

8706250532 Responds to request for assurance that facility neutron monitorinS 
design similar to design of other plants.List of plants w/simtlar design.alreadV 
viewed & approved by NRC, end. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sy®' 
terns. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010047 Forwards Safety Insp Rept 50-331/87-10 on 870406-07 & 0514- 15.No vio- 
lations noted. ff 

HARRISON.J.J. Region 3, Office of Director. 87/05/26. LIU.L lowa Electric LiQ^^ 
Power Co. 2pp. 4111 9:070-41 1 1 9:077. 

-8706010054 Safety Insp Rept 50-331/87-10 on 870406-07 & 0514-15.No vioiatio'^finq 
deviations noted.Major areas inspected:snubber surveillance & functional “ 
program, training & util action on previously identified findings. cno 

GAVULA,J.A.. DANIELSON, D.H. Region 3, Office of Director. 87/05/26- 
41119:072-41119:077. 
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8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706030466 Forwards Safety Insp Rept 50-331/87-08 on 870324-051 S.No noncompli- 
ance noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/05/28. LIU,L Iowa Electric Light 
& Power Co. 2pp. 41169:001-41169:009. 

-8706030471 Insp Rept 50-331/87-08 on 870324-051 S.No violations noted. Major 
areas inspected:licensee action on previous insp findings,operational 
safety, rr.gint.LFRs.generic Itrs & training & qualification effectiveness. 

..fi.CK v', -.N. Region 3. Office of Director. 87/05/28. 7pp. 41169:003-41169:009. 

8706160163 Documents results of visual insp of core spray spargers conducted during 
refueling outage, per IE Bulletin 80-13.lnsp & videotape results demonstrate no visual 
indication of sparger sys cracking or structural failure. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 87/05/28. DAVIS.A.B. Region 3, 
Office of Director. 2pp. 41318:215-41318:216. 

8706090399 Ack receipt of 870526 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-331 /87-12.NRC understands that revised procedures will have 
engineering/ spec input & 10CFR21 requirements will be reviewed. 

HARRISON.J.J. Region 3, Office of Director. 87/06/03. L1U,L. Iowa Electric Light & 
Power Co. 1p. 41229:319-41229:335. 

-8706090409 Responds to violations noted in Insp Rept 50-331/87-12. Corrective 
actions:Janda Electric Motor Svc removed from approved vendor list, independent con- 
sulting firm retained to review vendor evaluation program & QA reorganized. 
MCGAUGHY.R.W. Iowa Electric Light & Power Co. 87/05/26. DAVIS.A.B. Region 3. 
Office of Director. 6pp. 41229:320-41229:335. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706170462 Forwards addi info & justification, supplementing util 870401 response to 
Insp Rept 50-331 /86-20,per WD Shafer 870414 request.Util will provide backup power 
source to listed technical support ctr equipment. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 87/06/10. DAVIS.A.B. Region 3, 
Office of Director. 3pp. 41373:070-41373:072. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170272 Forwards description of actions currently being taken as result of 870605 
enforcement conference re augmented logic circuitry testing. Results will be submitted 
at conclusion of testing.Surveillance test procedures will be revised. 

MCGAUGHY,R.W. Iowa Electric Light & Power Co. 87/06/11. DAVIS, A.B. Region 3. 
Office of Director. 7pp. 41377:058-41377:064. 

8706230421 Responds to NRC request for supplemental info re util 870511 Itr concern- 
ing inservice insps conducted during Cycle 8/9 refueling outage. Ultrasonic exam of 
EPRI IGSCC piping welds performed by Lambert, MacGill & Thomas, Inc. 
MCGAUGHY.R.W. Iowa Electric Light & Power Co. 87/06/11. MURLEY,T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 4pp. 41432:212-41432:215. 

8706260091 Responds to violations noted in Insp Rept 50-331/87-09. Corrective 
actions:three motors removed from EQ list following analysis,six requalified for radi- 
ation only & Amoco grease replaced. 

MCGAUGHY,R.W. Iowa Electric Light & Power Co. 87/06/17. DAVIS.A.B. Region 3. 
Office of Director. 7pp. 41478:187-41478:193. 

8706240295 Forwards Safety Insp Rept 50-331/87-07 on 87031 6-0809.No violations 
noted. 

HARRISON.J.J. Region 3, Office of Director. 87/06/18. LIU.L Iowa Electric Light & 
Power Co. 2pp. 41449:012-41449:029. 

-870624030$ Insp Rept 50-331/87-07 on 87031 6-0809.No violations or or deviations 
noted.Major areas inspected:inservice insp activities & listed generic Itrs & IE info no- 
tices & bulletins. 

SCHAPKER.J.F.. DANIELSON, D.H. Region 3, Office of Director. 87/06/18. 16pp. 
41449:014-41449:029. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co, of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706230414 Monthly operating rept for May 1 987.W/87061 5 Itr. 

AXLINE.J.S., HANNEN.R.L Iowa Electric Light & Power Co. 87/05/31. 8pp. 
41429:121-41429:128. 


8706160568 Forwards “Environ Radiation Monitoring Program at Duane Arnold Energy 
Ctr.Cedar Rapids, I A," for Jan-Dec 1986, per Cooperative Agreement NRC-30-83- 
648.Rept submitted late due to util date change for info submittal & personnel rea- 
sons. 

ELKMANN.P.J. Iowa, Univ. of, Iowa City, lA. NRC-30-83-648. 87/06/03. 

SCHUMACHER.M. NRC - No Detailed Affiliation Given. Ip. 41340:204-41340:269. 

-8706160581 “Environ Radiation Monitoring Program at Duane Arnold Energy Ctr.Cedar 
Rapids,! A," for Jan-Dec 1986. 

ELKMANN.P.J.. SCHWABBUER.I.A. Iowa, Univ. of, Iowa City, lA. NRC-30-86-648. 87/ 
06/02. 65pp. 41340:205-41340:269. 


S. Reportable occurrences, LERs & related correspondence 


8706030417 LER 87-01 2-0 1:on 79091 7, river water supply pump 1P-117A declared inop- 
erable due to failure of pump motor.Caused by Westinghouse design/fabrication 
clofect a rough svc environ. Bronze impellers replaced.W/870528 Itr. 

ROTHERT.W.C.. MINECK.D.L Iowa Electric Light & Power Co. 87/05/ 
28. 3pp. 41153:095-41153:097. 

8706110138 LER 87-015-00;on 87051 9, standby gas treatment sys unintentionally initiat- 
ed due to radiation monitor downscale signal.Caused by personnel error.Breaker reen- 
ergized & all automatic actions verified. W/870603 Itr. 

CREW.V.J., MINECK.D.L Iowa Electric Light & Power Co. 87/06/03. 3pp. 41257:176- 
41257:178. 

8706100480 Supplemental Part 21 rept re welds of alternate shutdown 
panels.Necessary corrective action implemented & qualified welding procedures for 
AWS D1.3-81.AWS D9.1-84 & AWS D1.1-86 in place. 

LYNCH, P.E. Frank Electric. 87/06/04. TAYLOR.J. NRC - No Detailed Affiliation Given. 
1p. 41242:297-41242:300. 

8706150125 LER 87-01 3-00:on 870508 & 09,w/all fuel removed from vessel, full reactor 
protection sys trips received.Caused by inadequate pre-work review of current sys 
status & faulty relay. Personnel counseled & relay replaced. W/870605 Itr. 

BLAIR.D.P., MINECK.D.L Iowa Electric Light & Power Co. 87/06/05. 4pp. 41298:083- 
41298:086. 

8706150096 LER 87-005-01 :on 87031 4. inboard & outboard feedwater check valves 
leaked excessively & on 870314 & 18, leakage through certain MSIVs reported due to 
various causes.Valves restored to acceptable condition & leak test submitted.W/ 
870608 Itr. 

REINHOLDT.J., MINECK.D.L. Iowa Electric Light & Power Co. 87/06/08. 7pp. 
41291:121-41291:127. 

8706180046 LER 87-014-00:on 870514, Group 11,111 & IV isolations & standby gas treat- 
ment initiation occurred.Caused by inadequate premaint review.Piping & instrument 
diagram will be revised.Personnei counselecl.W/870616 Itr. 

THOMAS, B.N., HANNEN.R.L Iowa Electric Light & Power Co. 87/06/16. 5pp. 
41391:096-41391:100. 

8706240402 LER 87-01 6-00:on 870521 .determined that scram discharge vols (SDV) 
may not have adequate seismic support.Caused by personnel error during const of 
SDV.Design change has been completed to correct SDV support deficiencies. W/ 
870619 Itr. 

THORSTEINSON.J., HANNEN.R.L Iowa Electric Light & Power Co. 87/06/19. 4pp. 
41455:045-41455:049. 

8706240123 LER 87-01 7-00;on 870522, emergency diesel generator (EDG) B & emer- 
gency svc water pump B autostarted during planned maint. Caused by personnel error 
due to improper tagout of EDG. l.abe's placed on dc cont'ol power.W/870622 Itr. 
THOMAS, B.N., HANNEN.R.L. iowa Elerjlr-C 1 & .-'c.ver Co. 87/06/22. 4pp. 

41449:254-41449:257. 


8706290019 LER 87-008-01 :on 870325, remote shutdown panel installed in Jul 1985 
contained welds not adequately qualified.Reported on 870325 as potential 10CFR21 
issue.Caused by personnel error.Panels involved modified or rewelded.W/870622 Itr. 
CREW.V., HANNEN.R.L Iowa Electric Light & Power Co. 87/06/22. 6pp. 41484:352- 
41484:357. 

8706300604 LER 87-01 9-00:on 87061 7, reactor protection sys (RPS) actuation occurred 
due to main steam line high radiation signals generated during augmented surveil- 
lance testing. Caused by procedural error.RPS trip reset.W/870623 Itr, 
THORSTEINSON.J., HANNEN.R.L. Iowa Electric Light & Power Co. 87/06/23. 3pp. 
41513:106-41513:108. 

8706300366 LER 86-01 0-01 :on 860408.HPCI declared inoperable due to failure to meet 
required discharge pressure & flow requirements.Caused by mismatch of turbine 
speed vs flow demand.Turbine governor circuitry recalibr.W/870626 Itr. 

PROBST.J.R.. THOMAS.B.N., HANNEN.R.L Iowa Electric Light & Power Co. 87/06/ 
26. 5pp. 41500:012-41500:016. 


V. Operator Examinations 


87061 10399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends, 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region 111. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 
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F. Security, medical, emergency & fire protection plans 

8706300185 Emergency plan/Vol 1 update list. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
06/03. 2pp. 41494:136-41494:137. 

8706160578 Ack receipt of 870406 Itr informing NRG of steps taken to correct violations 
noted in Insp Rept 50-333/87-02. 

MARTI N.T.T. Region 1, Office of Director. 87/06/09. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 41340:270- 
41340:271. 

8706110050 Rev 7 to Section 8, “Maintaining Emergency Preparedness,’' of emergency 
plan for JA Fitzpatrick Nuclear Power Plant. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
06/03. 5pp. 41259:233-41259:237. 


P. Operating license stage documents & correspondence 

8706010168 Forwards safety evaluation for deletion of secondary containment cooler 
temp parameter from facility SPDS safety analysis. Parameter duplicates functions of 
secondary area temp parameter. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/05/22. Document Control Branch (Document Control Desk). 6pp. 
41123:142-41123:147. 

8706090387 Fonvards Cycle 8 startup test rept, per Reg Guide 10.1 & Tech Spec 
6.9.A.I. 

CONVERSE.R.J. New York Power Authority (formerly Power .Authority of the State of 
New York). 87/05/29. Document Control Branch (Document Control Desk). 6pp. 
41230:015-41230:020. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160499 Forwards application for amend to License DPR-59,changing Tech Specs 
to add assistant shift supervisor w/senior reactor operator license to plant 
organization, per NUREG- 0737.ltem I.A.1.3 & Commission policy statementFee paid. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/06/04. Document Control Branch (Document Control Desk). 2pp. 
41349:048-41349:064. 

“8706160508 Application for amend to License DPR-59,changing Tech Specs to add 
assistant shift supervisor w/senior reactor operator license to plant organization,per 
NUREG-0737,ltem I.A.1.3 & Commission policy statement. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
, York). 87/06/03. Ip. 41349:050-41349:050. 

“8706160515 Proposed Tech Spec changes adding assistant shift supervisor w/senior 
reactor operator license to plant organization. 

* New York Power Authority (formerly Power Authority of the State of New York). 87/ 
06/03. 14pp. 41349:051-41349:064. 

8706170116 Informs of licensee rev to commitment to upgrade reactor vessel water 
level instrumentation per Rev 2 to Reg Guide 1.97.Mod schedule unchanged. Detailed 
justification for changes to implementation of upgrade end. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/06/09. Document Control Branch (Document Control Desk). 8pp. 

41371:248-41371:255. 

8706180251 Forwards list of pressure isolation valves in plant & description of periodic 
leakage tests performed on valves in response to Generic Ltr 87-06, “Periodic Verifi- 
cation of Leak Tight Integrity of Pressure Isolation Valves." 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/06/11. Document Control Branch (Document Control Desk). 3pp. 

41390:251-41390:253. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic Citv 
Electric Co. 48pp. 41 392:073-41 392:1 20. 

8706190021 Notification of 870622 meeting w/util in Bethesda.MD to discuss integrated 
schedules.fuel pool mods & plant life extension amends for plants. 

ABELSON.H. Project Directorate 1-1. 87/06/15. CAPRA.R.A. Project Directorate 1-1 
5pp. 41407:062-41407:066. 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 87041 1). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706110268 Forwards Safety Insp Rept 50-333/87-15 on 870413-17 & notice of viola- 
tion. 

JOHNSTON,W.V. Region 1. Office of Director. 87/06/02. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 41268*175- 
41268:184. 

“8706110270 Notice of violation from insp on 870413-17. 

• Region 1, Office of Director. 87/06/02. Ip. 41268:177-41268:177. 

“8706110273 Insp Rept 50-333/87-15 on 87041 3-1 7.Violations noted:failure to lollow 
maint procedure. 

PETRONE,C.. BLUMBERG,N. Region 1, Office of Director. 87/05/28. 7pp. 41268:178- 
41268:184. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100206 Forwards Insp Rept 50-333/87-17 on 87051 1-1 5.No violations noted. 
JOHNSTON,W.V. Region 1, Office of Director. 87/06/04. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 41240:359- 
41241:006. 

“8706100212 Insp Rept 50-333/87-17 on 87051 1-15.No violations or deviations 
noted. Major areas inspected:nonlicensed staff training & licensee action on previous 
NRC findings. 

OLIVEIRA, W., EAPEN.P.K. Region 1, Office of Director. 87/05/29. 6pp. 41241:001- 
41241:006. 

8706160201 Forwards Insp Rept 50-333/87-10 on 87031 4-0505.No violations 
noted. Paragraph 4 of rept indicates need for mgt reemphasis of importance of accu- 
rate evaluation and review of reporting events. 

GALLO,R.M. Region 1, Office of Director. 87/06/09. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 41305:166- 
41305:179. 

“8706160207 Insp Rept 50-333/87-10 on 87031 4-0505. No violations noted. Major 
areas inspected:LER review.operational safety verification.sun/eillance & maint 
observations,startup activities & periodic & special repts. 

MEYER.G.W., JOHNSON,J.R. Region 1, Office of Director. 87/06/01. 12pp. 
41305:168-41305:179. 


8706160578 Ack receipt of 870406 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-333/87-02. 

M.ARTIN,T.T. Region 1. Office of Director. 87/06/09. CONVERSE,R.J. New York 
Po*.vcf* Auiliori-:y ;‘or.mor:> Power Authority of the State of New York). 2pp. 41340:270- 
41340:271 

8706160606 Responds to NRC 860606 Itr re violations noted in Insp Rept 50-333/86- 
OS.Corrective actions:improved algorithm developed for calculating doses from dosim- 
eter readings & extremity dosimetry practices reevaluated. 

CONVERSE.R.J. New York Power Authority (formerly Power Authority of the State of 
New York). 87/06/09. Document Control Branch (Document Control Desk). 3pp. 
41340:293-41340:295. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706190125 Forwards Requalification Program Rept 50-333/87-1 60L of exams adminis- 
tered on 870506-08.Program marginal. Response indicating planned corrective actions 
& implementation schedule requested within 30 days of Itr date. 

COLLINS.S.J. Region 1, Office of Director. 87/06/10. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 41394:296- 
41395:016. 

“8706190140 Requalification Exam Rept 50-333/87-16 of exams administered on 
870506-08. Program determined to be marginal based on 60% passing rate for 
evaluation.Written & operating exams administered. 

LANGE, D.J., KELLER, R.M., COLLINS.S.J. Region 1, Office of Director. 87/06/10. 
79pp. 41394:298-41395:016. 


8706230486 Generic Ltr 87-1 1 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design, already re- 
viewed & approved by NRC, end. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41 536:356-41 536:358. 


Q. Inspection reports, IE Bulletins & correspondence 


8706080221 Forwards “Second 10-Yr Interval Inservice Insp Program Plan JA Fitzpa- 
trick Nuclear Power Plant,” technical evaluation rept. 

OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6022. 87/03/19. CARRINGTON.M. Planning 
& Program Analysis Staff (851 125-87041 1). Ip. 41212:285-41212*339 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commerdal Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706180260 Responds to NRC 870512 Itr re violations noted in Insp Rept 50-333/87-11 
on 870330-0403.Corrective actions:validation of vendor technical manuals used for 
maint will be completed by Dec 1988,Form DCAR 87-160 issued. & QA staff coun- 
seled. 

CONVERSE.R.J. New York Power Authority (formerly Power Authority of the State of 
New York). 87/06/11. Document Control Branch (Document Control Desk). 6pp, 
41390:243-41390:248. 


“8706080228 ‘‘Second lO-Yr Interval Inservice Insp Program Plan:New York Power 
Authonty.JA Fitzpatnck Nuclear Power Plant,” technical evaluation reoL 
BRpWN.B.W. MUDL1N.J.D. EG&G Idaho. Inc. (subs of EG&G? E BROWN BW 
Idaho National Engineenng Laboratory. FIN D-6022. EGG-SD-7412. 87/03/31 NRC - 
No Detailed Affiliation Given. 53pp. 41212:286-41212:339. 


8706250239 Ack receipt of 870520 response to violations noted in Insp Rept 50-333/ 
87-06. 

MARTIN.T.T. Region 1, Office of Director. 87/06/12. CONVERSE.R.J, New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 41474:129- 
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8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end, 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706150061 Monthly operating rept for May 1987.W/870609 Itr. 

COOK.J., CONVERSE, R.J. New York Power Authority (formerly Power Authority of the 
State of New York). 87/05/31. 13pp. 41290:190-41290:200. 


V. Operator Examinations 

8706090410 Forwards revised NRC Form 398, “Personal Qualifications Statement - Li- 
censee’’ for all applicants for licenses to complete, per 870526 rev to 
1 0CFR55.Graduates from INPO & approved simulation facility need not complete 
form. 

COLLlNS,S.J. Region 1, Office of Director. 87/06/04. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 17pp. 
41222:345-41222:361. 

8706190125 Forwards Requalification Program Rept 50-333/87- 160L of exams adminis- 
tered on 870506-08.Program marginal.Response indicating planned corrective actions 
& implementation schedule requested within 30 days of Itr date. 

COLLINS,S.J. Region 1, Office of Director. 87/06/10. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 41394:296- 
41395:016. 

-8706190140 Requalification Exam Rept 50-333/87-16 of exams administered on 
870506-08.Program determined to be marginal based on 60% passing rate for 
evaluation.Written & operating exams administered. 

LANGE,D.J., KELLER,R.M., COLLINS, S.J. Region 1. Office of Director. 87/06/10. 
79pp. 41394:298-41395:016. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8706060223 Forwards Safety Insp Rept 50-334/87-06 on 870316-0417 & notice of vio- 
lation. 

WENZINGER.E.C. Region 1. Office of Director. 87/05/28. SIEBER.J.D. Duquesne 
Light Co. 2pp. 41205:033-41205:047. 

-8706050224 Notice of violation from insp on 870316-0417. 

* Region 1, Office of Director. 87/05/28. Ip. 41205:035-41205:035. 

-8706050228 Insp Rept 50-334/87-06 on 87031 6-041 7.Violations noted: failure to per- 
form adequate post-maint test & properly prepare & execute equipment clearance. 
TRIPP,L.E. Region 1, Office of Director. 87/05/08. 12pp. 41205:036-41205:047. 

8706090160 Forwards interim finding on offsite radiological emergency planning & pre- 
paredness for plant, site-specific to Commonwealth of PA & State of WV.PIan 
acceptable.Unresolved issue in Commonwealth of PA plan re exposure limits noted. 
KRIMM,R.W. Federal Emergency Management Agency. 87/05/29. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 141pp. 
41220:037-41220:177. 


8706190225 Informs that State of OH & local plans & preparedness for plant adequate 
to protect health & safety of public, per 44CFR350.Public alert & notification sys veri- 
fied as adequate on 851227. 

MCLOUGHUN,D. Federal Emergency Management Agency. 87/06/05. STELLO.V, 
Office of the Executive Director for Operations. Ip. 41406:321-41406:321. 

8706240318 Submits info in response to FEMA Guidance Memo MS-1. Util working w/ 
PEMA & dept of health to identify primary & support hosps that will meet criteria for 
general public. Meeting held on 86061 2 to resolve situation. 

CAREY, J.J. Duquesne Light Co. 87/06/11. TAM,P.S. Project Directorate 1-4. 4pp. 
41455:014-41455:017. 

8706240110 Forwards FEMA exercise rept (State of OH portion) for 861 119 offsite radi- 
ological emergency preparedness plan for site & 870522 transmittal Itr from FEMA to 
NRC. 

BELLAMY.R.R. Region 1, Office of Director. 87/06/16, CAREY.J.J. Duquesne Light 
Co. 2pp. 41456:129-41456:201. 

-8706040288 Forwards FEMA Region V rept on 861119 facility exercise.FEMA con- 
cludes that offsite preparedness in Ohio portion of facility EPZ adequate to protect 
public health & safety. 

MATTHEWS,D.B. Emergency Preparedness Branch. 87/05/29. MARTIN, T.T, Region 
1, Office of Director. 2pp. 41456:131-41456:201. 

8706240353 Forwards FEMA exercise rept (State of PA portion) for 861119 offsite 
emergency preparedness plan exercise & 870508 transmittal Itr.Deficiency involving 
PEMA nonparticipation in support role for local govts remains. 

BELLAMY.R.R. Region 1, Office of Director. 87/06/16, CAREY.J.J. Duquesne Light 
Co. 2pp. 41456:001-41456:124. 

“8706040311 Advises that one deficiency identified in end rept re facility 861119 exer- 
cise corrected during remedial exercise on 870325,Second deficiency re lack of sup- 
port by PEMA to participating local govts addressed at 870429 exercise. 
MATTHEWS.D.B. Emergency Preparedness Branch. 87/06/01. MARTIN, T.T. Region 
1, Office of Director. Ip. 41456:003-41456:124. 


L Financial information 


8706120042 Forwards Cleveland Electric Illuminating Co, Ohio Edison Co, Toledo Edison 
Co & Duquesne Light Co 1986 annual financial repts per 10CFR50.71(b). 

CAREY,J.J. Duquesne Light Co. 87/06/04. Document Control Branch (Document 
Control Desk), ip. 41274:310-41275:102. 

-8706120101 "Duquesne Light Co Annual Rept 1986.’’ 

ARTHUR, J.M. Duquesne Light Co. 86/12/31. 52pp. 41275:049-41275:102. 


P. Operating license stage documents & correspondence 


8706080047 Forwards draft SER re isolation devices used in SPDS at facility. Isolation 
devices acceptable for isolating Class 1 E circuits from SPDS. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6483. 87/03/13. CARRINGTON,M. Office of Nu- 
dear Reactor Regulation, Director (851125-870411). Ip. 41212:056-41212:059. 

-8706080058 Draft SER addressing qualification & documentation of isolators as ac- 
ceptable interface devices between Class IE instrumentation & non-Class IE 
SPDS,per NUREG-0737,Suppl 1. Devices acceptable. 

* EG&G Idaho, Inc. (subs, of EG&G, Inc.). 87/03/13. 3pp. 41212:057-41212:059. 

8706040032 Forwards Amend 109 to License DPR-66 & safety evaluation. Amend 
changes Tech Specs to provide operability requirements,limiting conditions of oper- 
ation & surveillance requirements on habitability sys for combined control room. 
TAM.P.S. Project Directorate 1-4. 87/05/20. SIEBER.J.D. Duquesne Light Co. 2pp. 
41181:195-41181:223. 

-8706040037 Amend 109 to License DPR-66,changing Tech Specs for Unit 1 to provide 
operability requirements, limiting conditions of operation & sun/eillance requirements on 
habitability sys for combined Units 1 & 2 control room. 

BOGER.B.A. Assistant Director for Region I Reactors. 87/05/20. 13pp. 41181:197- 
41181:209. 


“8706040040 Safety evaluation supporting Amend 109 to License DPR-66. 

• Division of Reactor Projects - I/ll (Post 870411). 87/05/20. 14pp. 41181:210- 
41181:223. 


8706040140 Requests payment of fee for 870407 application for approval of proposed 
change to FSAR QA program description. 

DIGGS.R.M, License Fee Management Branch. 87/05/29. CAREY.J.J. Duquesne 
Light Co. Ip. 41181:250-41181:250. 

8706040202 Repeats 870319 request for payment of fees for 820303 & 830705 applica- 
tions requesting relief from ASME Code requirements for first 10-yr interval.Fees re- 
guested within 1 5 days of Itr receipt. 

DIGGS.R.M. License Fee Management Branch. 87/05/29. BASKIN.K.P. Southern 
California Edison Co. 2pp. 41180:214-41180:215. 

8706100440 Forwards revised relief requests from ASME Section XI insp requirements 
for Class 1 pump & valve internals, per NRC 870226 telcon.Relief Request 2 re B-M-1 
volumetric exams of Class 1 body welds withdrawn. 

SIEBER.J.D. Duquesne Light Co. 87/06/01. Document Control Branch (Document 
Control Desk). 6pp. 41248:247-41248:252. 

8706120007 Forwards application for amend to License DPR-66,consisting of Tech 
Spec Change Request 140, permitting revised pump & support designs.Related 
info.including Proprietary WCAP-11317 end. Rept withheld (ref 10CFR2.790).Fee paid. 
SIEBER.J.D. Duquesne Light Co. 87/06/01. Document Control Branch (Document 
Control Desk). 2pp. 41275:155-41275:267. 

“8706120011 Application for amend to License DPR-66, revising Tech Specs to permit 
design of reactor coolant pump & steam generator supports. 

SIEBER.J.D. Duquesne Light Co. 87/06/01. 8pp, 41275:157-41275:164. 

“8706120013 “Evaluation of RCS for Elimination of Primary Component Support Snub- 
bers." 

* Duquesne Light Co. 87/05/31. 23pp. 41275:165-41275:187. 

“8706120014 “RCS Leakage Detection Assessment for Elimination of RCS Main Loop 
Pipe Break Protective Devices.” 

* Duquesne Light Co. 87/05/31. 9pp. 41275:188-41275:196. 

“8706120016 Application for withholding of proprietary WCAP-11317, "Technical Justifi- 
cation for Eliminating Large Primary Loop Pipe Rupture as Structural Design Basis for 
Beaver Valley Unit 1," per 10CFR2.790. Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/04/08. MURLEY.T, Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 7pp. 41275:197-41275:203. 

“8706120030 “Technical Justification for Eliminating Large Primary Loop Pipe Rupture 
as Structural Design Basis for Beaver Valley Unit 1.” 

W1TT.F.J., PALUSAMY.S.S.. MUTYALA.B.R. Westinghouse Electric Corp. WCAP- 
11318. 87/03/31. 67pp. 41275:204-41275:267. 

8706090395 Fonwards revised application for amend to License DPR-66, consisting of 
Rev 1 to Change Request 109, adding statements to Tech Specs 3.4.2 & 3.4,3 re insp 
of safety valves for potential damage following water discharge from pressurizer. 
SIEBER.J.D. Duquesne Light Co. 87/06/02. Document Control Branch (Document 
Control Desk), Ip. 41221:101-41221:108. 

“8706090400 Application for amend to License DPR-66, changing Tech Specs 3.4.2 & 
3.4.3 to require valve insp for potential damage following liquid water discharge from 
water solid pressurizer. 

SIEBER.J.D. Duquesne Light Co. 87/06/02. 2pp. 41221:102-41221:103. 

“8706090406 Proposed Tech Specs 3.4.2 & 3.4.3, adding action statement to require 
valve insp for potential damage following liquid water discharge from water solid pres- 
surizer. 

* Duquesne Light Co. 87/06/02. 5pp. 41221:104-41221:108. 
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8706090039 Generic Ur 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
c‘ SI'S cn acpiicability of limiting conditions for operation & surveillance 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41 348:323-41 349:036. 

8706090365 Forwards revised NRC Form-398, “Personal Qualifications Statement - Li- 
censee." New applicants required to list educ, training & experience received to date 
of appiication.lNPO accredited craduates cf simulation facilities exempted. 

COLLINS, S.; P-cicn ' of Director. 87/06/05. SIEBER.J.D. Duquesne Light 

Co. 17pp. 2 


8706220039 Application for amend to License DPR-66,incorporating control room radi- 
ation monitors installed per DCP-71 1 to satisfy BV-2 accident analysis criteria for con- 
trol room isolation on high radiation signal. 

SIEBER.J.D. Duquesne Light Co. 87/06/09. Document Control Branch (Document 
Control Desk). 3pp. 41405:339-41405:351. 

-8706220043 °.'cccscd Tech Specs, incorporating control room radiation monitors in- 
stalled c;:' 7- ■ -.0 satisfy BV-2 accident analysis criteria for control room isolation 

on high radatior. signal. 

* D'jqijesne Lig.n; Co. 57,-Cn.-C3. 10pp. 41405:342-41405:351. 

8706230410 Responds to Generic Ltr 87-06, “Periodic Verification of Leak Tight Integri- 
ty of Pressure Isolation Valves.” Summary of valves performing first or second isola- 
tion function or containment isolation valves performing RC^PB function end. 
SIEBER.J.D. Duquesne Light Co. 87/06/10. Document Control Branch (Document 
Control Desk). 7pp. 41433:033-41433:039. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic Citv 
Electric Co. 48pp. 41392:073-41392:120. 

8706220343 Forwards application fee for 870609 License Amend Request 135, per 
luOrnl i 0. 

SOVICK.G.S. Duquesne Light Co. 87/06/12. Document Control Branch (Document 
Control Desk), 1p. 41411:033-41411:033. 


8706230358 Informs that WCAP-11317, “Technical Justification for Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Basis for Beaver Valley Unit 1 " su- 
persedes WCAP- 10743. Actions for USl A-2 considered complete. 

SIEBERJ.D Duquesne Light Co. 87/06/12. Document Control Branch (Document 
Control Desk). 2pp. 41432:248-41432:249. 


8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & 
CPs re relaxation in arbitrary intermediate cicc rupt.’rr. rc-qu'rcmonis. 
MIRAGL!A,F.J. Associate Director for Pr:'cc:s i'*c3‘ 8/04' ‘j c 

Power Co. 70pp. 41582:001-41582:070. 


applicants for 
T'l;;. Alabama 


-8706090400 Application for amend to License DPR-66, changing Tech Specs 3.4.; 
3.4.3 to require valve insp for potential damage following liquid water discharge fi 
water solid pressurizer. 

SIEBER.J.D. Duquesne Light Co. 87/06/02. 2pp. 41221:102-41221:103. 

—8706090406 Proposed Tech Specs 3.4.2 & 3. 4. 3, adding action statement to reqi 
valve insp for potential damage following liquid water discharge from water solid pi 
surizer. 

* Duquesne Light Co. 87/06/02. 5pp. 41221:104-41221:108. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 87041 1). 87/06/ 
Consolidated Edison Co. of New York, Inc. 105pp, 41393:001-41393:105. 

8706160272 Ack receipt of 870514 ltr re instrumented insp testing hold time 
facility.Reaffirrns that 10-minute hold time would be acceptable for lines listed in 
TAM.P.S. Project Directorate 1-4. 87/06/09. SIEBER.J.D. Duquesne Light Co. 
41334:315-41334:315. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US ( 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/ 
Consolidated Edison Co. of New York. Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diame 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial L 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120i 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-02:7). ‘ ^'j:i,>r ti.'!li,.' Signif'c.art '^rcblorrs Resulting Fn 
Human Error Involving Wrong or Coriu/v:.;-.! Events." Svc 

end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 87/06/' 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706301000 Forwards Safety Insp Rept 50-334/87-09 on 87051 9-22.No violatio 
noted. 

MARTIN, T.T. Region 1. Office of Director. 87/06/19. SIEBER.J.D. Duquesne Liqht C 
2pp. 41500:035-41500:041. 

-8706301005 Insp Rept 50-334/87-09 on 87051 9-22.No violations noted. Major are 
inspected:nonradiological chemistry program, including analytical procedure evalt, 
tions & measurement control. 

ZIBULSKY.H., PASCIAK.W.J. Region 1, Office of Director. 87/06/18. 5pp. 41500:05 


8706300023 Notification of 870702 Significant Meeting 87-087 w/util in King of 
enforcement conference to discuss inoperable control room 

Office of Director. 87/06/23. Region 1, Office of Director. 2pp. 


8706300569 Forwards Amend 110 to License DPR-66 & safety evaluation Amend 

resZsibfes ofSw orgSfcn a * 

Duquesne Light Co. 2pp. 


-8706300575 Amend 110 to License 3=^= 
clean, retyped pages for index.to reflect -.{r.v 
tfon & to eliminate blank paces. 

STC:.2,J F. Protect Directorate 1-4. 87/06/23. 


;:r‘.ar cfp” icch Specs to provide 
■t.-rs & 'Cspcns.oi.'-ic:s of new organiza- 

49pp. 41490:012-41490:061. 


”®70®|.®0577 Safety evaluation supportirtg Amend 1 10 to License DPR-66 
414^:062it14to?0^^^ ?^egdation. Director (851125-870411). 87/06/23. 9pp 


®706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list en 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/2 
consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 


op nctpi yu-oo//o/-iu un oruDuo- 1 /'.violation noiGd.msp re 
documents failure of organization to properly design & test control room chlorine d 
tection sys. Enforcement conference scheduled for 870702. 

2pl)^4uf8-2T4?41498-^^^^^ Director. 87/06/23. SIEBER.J.D. Duquesne Light C 


-8706300316 Insp Rept 50-334/87-10 on 870605-1 7. Violations noted:failure to comp 
w/i ech Spec 3.3.7 which requires three independent channels of chlorine detectii 
sys to be operable in Modes 1-4. 

TRIPP.LE. Region 1, Office of Director. 87/06/19. 6pp. 41498:216-41498:221, 


Uf iNnw« mio INOllCe o/-U2y, 


ncvciii ocaitJiy-nwiaiwu mciuenis at Large 




tors." Svc list enci. 

Cycle, Medical, Academic & Commercial Ui 
87/06/06. consolidated Edison Co. of New York, Inc. 109p 

- . ■ 1 --i' ■J&2; I /9. 


Q. inspection reports, IE Bulletins & correspondence 

8706020097 Forwards SALP Repts 50-334/85-98 & 50-^12/86-99 for 851001.87n'1i*i A 
tSLJSf M I98j,respecth,ely,0vera!l uerioraianct leJSs 
nficcci ° dis^s performance scheduled for 870605 

™ 2pp 87/05/20. CAREY.J.J. Duquesne Light 

-8706020101 SALP Rept 50-334/85-98 for 851001-870315 

Region 1, Office of Director. 87/05/20. 56pp. 41133:326-41134:021. 

50*412/86-99 for Apr 1986 - Feb 1987 
Region 1, Office of Director. 87/05/20. 41pp. 41134:022-41134:062. 

irsfencf “ Coolant Level 

® '""P '’"P' 50-334/87.06 on 870316-0417 a notice of vio- 

4?2oI1m/ 20M^^^^ SIEBERJ.D. Duquesne 

-8706050224 Nctice of violalion from i.nso on 870316-0^17 

. 1. v.:r.ce or L.rscic.’. 57/05/28. Ip. 41205:035-41205:035. 

noted, failure to per- 

TRIPP.LE. Regg-n 

"• safety valveftorSSa^ Tech Specs 3.4.2 a 3.4.3 re fnsp 

E8ER,J.D. DuquSltaht ™ 87^59 from pressurizer. 

introt Desk). Ip. 4 1221: 1 G 1-4^21-1 08 Control Branch (Document 




monthly discha'-gr- monitoring rept for Apr 1987.W/ 870528 Itrs. 
DRUoA.R.J. Duquesne Ligr.t Cc. 57, ■'C-': /;!;;■ VARGAS Office of Nuolpar Roarti 
Regulation, Director (Post 87041 1). 21pp. 41 176:293-411 76:31 3. 

S. Reportable occurrences, LERs & related correspondence 

^^vSaton ra^?adon°mn'n-t,f received on auxiliary bldg train 

& }nexDeriP^nri??hom?3 D^ RM-VS-102B.Caused by inadequate sampling procedure 
nmrK P f revised. W/870527 ltr. 

uruga.R.J.. UCEY.W.S. Duquesne Light Co. 87/05/27. 5pp. 41153:010-41153:011 

^^Tra?n°B venSon^mnniwr'^ 870501, high & hi-hi alarms received on auxiliary bid 
Xer Durae personnel error.All chemists instructed to verii 

paths & isolation of samp e oaths itr 

DRUGA.R.J.. LACEY.W.S. Duquesne tight Dc 6pp. 41192:139-41192:14/ 

^^S5^^?nc?pabie*of^Jaw?nn^ifl^ control room chlorine detectio 

cLtSice of sample flow from intake air duct.Caused by inadequate ac 
DfSjGA R^TArPY w'I" requirements upgraded.W/870601 ltr. 

uMUbA.H.j.. LACEY.W.S. Duquesne Light Co. 87/06/01. 6pp. 41241;101-41241:10« 

fr°m penetration E 

oeno:4in?:V^rr, & E-ll5.Caused by leakage past electrict 

K=}\S-i[ ■ ■: n displacement due to age.W/87061 1 Itr. 

4r3kl5l-41385:154V’''''‘^"''"'^' General Electric Co. 87/06/11. 4p(: 

^^ly^bldg^femoved from fo^r°mor6''thpn^^n^H history accelerometer in primary auxilia 
rXent lldgXoved for reclnbr^^^^^^^ acceloremeter in contain 

DRUGA.fi:T Duquesne^^^^^ scheduled for 870629. 

Confrol Desk). 3pp 41 421 176 4142 ^ 1 ^ 278 '^^ Document Control Branch (Documen 
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DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8704300439 Rev 15 to Emergency Plan Implementing Procedure 3100022E. ‘‘Classifica- 
tion of Emergencies.” W/870428 Itr. 

HARRIS, K.N., WOODY, C.O. Florida Power & Light Co. 87/04/28. 28pp. 40754:317- 


8706010200 Forwards revised physical security o'ar Chrrccs do not decrease safe- 
guards effectiveness of plan.Plan withheld (ref 2^: 

WOODY, C.O. Florida Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 41123:264-41123:264. 

8706050071 Forwards response to violations noted in Insp Repts 50-335/87-08 & 50- 
389/87-07.Correctiye actions:action plan for submittal of all changes to radiological 
emergency plan & implementing procedures developed. 

WOODY,C.O. Florida Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41200:081-41200:082. 

8706100118 Forwards Insp Repts 50-335/87-10 & 50-389/87-09 on 870405-0502 & 
notice of violation. 

REYES, LA. Region 2, Office of Director. 87/06/01. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41241:089-41241:100. 


-8706100141 Insp Repts 50-335/87-10 & 50-389/87-09 on 870405-0502. Violations 
noted:Tech Spec radiation monitors inoperable & Administative Procedure 0010124 
'ipp'^i^finted & as result alteration/jumper not properly documented & controlled. 
CRLENJAKR.V., BIBB,H.B., WILSON, B. Region 2, Office of Director. 87/05/29. 8pp 
41241:093-41241:100. 


-8703310229 ‘‘Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface Maine Yankee, St Lucie Units 1 & 2 & Waterford 3." 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER,F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7592. 87/03/31. NRC - No Detailed 
Affiliation Given. 12pp. 41126:205-41126:216. 

8706010366 Notification of 870604 meeting w/util in Bethesda.MD to discuss technical 
bases for util proposed Tech Spec changes re raisinc stv'cm q!':''orr:*o'' tube plug limit. 
TOURlGNY,E.G. Project Directorate 11-2. 87/05/26. "iUJjrNS'LiN ...S. Project Direc- 
torate 11-2. 3pp. 41142:124-41142:126. 

8706010385 Forwards addl info re Items 2.1 & 2.2 of Generic Ltr 83-28 concerning 
Salem ATWS event, per 870210 request. 

WOODY, C.O. Florida Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41130:132-41130:134. 

8706030372 Forwards response to request for addl info re use of Topical Rept XN-NF- 
86-132, ‘St Lucie Unit 1 LOCA-ECCS Analyses W/15% Steam Generator Tube Plug- 
ging.” Approved ECCS evaluation model used. 

WOODY.C.O. Florida Power & Light Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41153:098-41153:102. 

8706120094 Forwards environ assessment re 860218,1114 & 870415 applications for 
amend to License DPR-67, changing expiration date to 160301. Notice of issuance of 
environ assessment & finding of no significant impact end. 

TOURIGNY.E.G. Project Directorate 11-2. 87/05/29. WOODY,C.O. Florida Power & 
Light Co. 2pp. 41280:087-41280:102. 

-8706120109 Environ assessment supporting proposed amend to License DPR- 
67,changing expiration date to 160301. 

• Project Directorate 1-2. 87/05/29. 10pp. 41280:089-41280*098 


8706080131 Requests limited & temporary exemption from requirements of 10CFR73.57 
to allow certain employees unescorted access to nuclear facilities until results of FBI 
check of criminal history records secured. 

WOODY.C.O. Florida Power & Light Co. 87/06/02. MURLEY.T. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 14pp. 41218:072-41218:085. 

8706230086 Revised emergency plan implementing procedures, consisting of Rev 33 to 
3100023E, “Onsite Emorgoncy Organization & Roster” & Rev 10 to 3100025E, “Fire 
Emergencies.” /.'■'870618 Ur. 

WOODY.C.O. Florida Power & Light Co. 87/06/18. 22pp. 41427:153-41427:174. 

8706300931 Ack receipt of objectives for radiological emergency preparedness exercise 
scheduled for 870826.Objectives fulfill requirements for annual onsite 
exercise.Exercise scenario requested. 

COLLINS, D.M. Region 2. Office of Director. 87/06/22. WOODY.C.O. Florida Power & 
Light Co. 1 p. 41 504:1 85-41 504:1 85. 

8706300288 Ack receipt of 879526 Itr transmitting 870325 rev to physical security 
by NRC plant equipment from vital equipment list currently under review 

CLIN^W.E. Region 2, Office of Director. 87/06/24. WOODY.C.O. Florida Power & 
Light Co. 3pp. 41493:335-41493:337. 


-8706120113 Notice of issuance of environ assessment & finding of no significant 
impact re proposed amend to License DPR-67, changing expiration date to 160301. 
RUBENSTEIN.LS. Project Directorate 11-2. 87/05/29. 4pp. 41280:099-41280:102. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706220125 Forwards Amend 81 to License DPR-67 & safety evaluation. Amend 
changes RCS pressure/temp limit figures to be effective up to 10 EFPYs & Tech 
Specs re overpressure protection sys. 

TOURIGNY.E.G. Project Directorate 11-2. 87/06/05. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41418:200-41418:249. 

—8706220139 Amend 81 to License DPR-67, changing RCS pressure/temp limit figures 
to be effective up to 10 EFPYs of operation & Tech Specs re overpressure protection 
sys. 

RUBENSTEIN,L.S. Project Directorate 11-2. 87/06/05. 41pp. 41418:202-41418:243. 

-8706220146 Safety evaluation supporting Amend 81 to License DPR-67. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/05. 6dd. 
41418:244-41418:249. v ^ hh 


P. Operating license stage documents & correspondence 

8706080275 Forwards Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2,Calvert Cliffs 1 & 2, Fort Calhoun.Main Yankee.Milistone 
|.Palisades,Palo Verde 1,2 & 3, San Onofre 2 & 3, St Lucie 1 & 2.Waterford 3 & WNP 

^*3&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
GARRINGTON.M. Office of Nuclear Reactor Regulation, Director (851125-870411) 
Ip. 41213:001-41213:027. 

-8706080284 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee.Milistone 2, Palisades, Palo 
Verde 1,2 & 3,San Onofre 2 & 3.St Lucie 1 & 2,Waterford 3 & WNP 3." 

FARMER, F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706050358 Forwards "Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor 
Trip Sys Vendor lnterface:Maine Yankee, St Lucie 1 &-2 & Waterford 3," final 
reptPlants conform to generic Itr. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/26. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation. Director (851125-870411). Ip. 41203:050-41203:065. 

-8706050362 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, Maine Yankee, St Lucie 1 & 2 & Waterford 3,” informal rept. 
FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FARMER, F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7592 ERR. 87/03/31. NRC - No De- 
tailed Affiliation Given. 15pp. 41203:051-41203:065. 

8706050068 Forwards Amend 80 to License DPR-67 & safety evaluation. Amend de- 
letes Tech Spec 3/4.4.11 re core support barrel excessive movement.per 861218 
request.No excessive motion detected during 9-yr monitoring period. 

TOURIGNY.E.G. Project Directorate 11-2. 87/05/20. WOODY.C.O Florida Power & 
Light Co. 2pp. 41201:001-41201:017. 

—8706050074 Amend 80 to License DPR-67, deleting Tech Spec 3/4.4.11 re core sup- 
port barrel excessive movement. 

RUBENSTEIN.LS. Project Directorate 11-2. 87/05/20. 12pp. 41201:003-41201:014. 

""8/06050076 Safety evaluation supporting Amend 80 to License DPR-67. 

Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/20. 3dp 
41201:015-41201:017. 

8706010182 Forwards SER supporting util 831110 & 850618 responses to Generic Ltr 
83-28, Item 2.1 (Part 2) re establishment of interface w/either NSSS or vendors of 
each component of reactor trip sys.Contractor evaluation rept also end. 

SEARS.P. Project Directorate 1-3. 87/05/21. RANDAZ2A.J.B. Maine Yankee Atomic 
Power Co. 2pp. 41126:203-41126:219. 


8706250244 Advises that verbal notification of release of amends to NRC licenses in 
State of PL not necessary.Wrltten notification of proposed amends soliciting com- 
ments & written rept of release adequate. 

JERRETT.L.E. Florida, State of. 87/06/05. Document Control Branch (Document Con- 
trol Desk). 3pp. 41474:145-41474:146. 

8706150180 Forwards list of all pressure isolation valves (PIV) & exceptions to test fre- 
quencies & leakage limits of PlVs.per criteria of Generic Ltr 87-06. “Periodic Verifica- 
tion of Leak Tight Integrity of PIVs.” 

WOODY.C.O. Florida Power & Light Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41298:108-41298:111. 

8706150241 Forwards “Reactor Containment Bldg Integrated Leakage Rate Test,” final 
rept.per App J to 10CFR50. 

WOODY.C.O. Florida Power & Light Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 1p. 41289:342-41290:082. 

-8706150244 “Reactor Containment Bldg Integrated Leakage Rate Test," final rept 
DILLON, P.B. Ebasco Services, Inc. (subs, of Enserch Corp.). 87/03/21. Ip. 
41289:341-41289:341. 

8706160214 Forwards Rev 10 to "Topical QA Rept” Revs minor & primarily show orga- 
nizational changes, Marked-up copy end. 

WOODY.C.O. Florida Power & Light Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 32pp. 41318:294-41319:102. 

-8706160251 Rev 10 to "Topical QA Rept” 

TALLON.R.E. Florida Power & Light Co. TQAR 1-76A. 87/06/10. 100pp. 41318:326- 
41319:102. 

8706160421 Requests addl info re TMl Item I1.D.1 of NUREG-0737, “Performance Test- 
ing of Relief & Safety Valves,” including torque setting (value & ft-pounds) used for 
plant Limitorque block valve operators.lnfo requested within 60 days. 

TOURIGNY.EG. Project Directorate 11-2. 87/06/10. WOODY.C.O. Florida Power & 
Light Co. 9pp. 41348:285-41348:293. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

M1RAGL1A.FJ. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41 392:073-41 392:1 20. 

8706170592 Application for amend to License DPR-67, permitting replacement of spent 
fuel pool racks & increasing available storavge to ■‘.'7TV: snent Liel assemblies. 
WOODY,C.O. Florida Power & Light Co. 37 Control Branch (Docu- 

ment Control Desk). 3pp. 41384:109-41384:271. 

-8706170596 Proposed Tech Specs,permittmg replacement of spent fuel racks to in- 
crease capacity to 1 ,706 spent fuel assemblies. 

Florida Power & Light Co. 87/06/12. 100pp. 41384:112-41384:271. 
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8706230431 Forwards addi justification to support util deviation from Reg Guide 1,97 re 
steam generator wide-range level instrumentation.lnstrumentation beyond that already 
provided not considered necessary for safe plant operation. 

WOODY.C.O. Florida Power & Light Co. 87/06/17. Document Control Branch (Docu- 
ment Control Desk). 11pp. 41428:351-41428:361. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


R. Periodic operating reports & related correspondence 


8706300996 “Performance Rept,1986.’' W/870515 ltr. 

DICKEY, J.W.. WOODY,C.O. Florida Power & Light Co. 86/12/31. GRACE. J.N. Region 
2, Office of Director. 27pp. 41514:139-41514:164. 

8706220032 Monthly operating rept for May 1987.W/870615 ltr. 

GRANT, N.W., WOODY.C.O. Florida Power & Light Co. 87/05/31. 18pp. 41409.020- 
41409:037. 


Q. Inspection reports, IE Bulletins & correspondence 

8706050068 Forwards Amend 80 to License DPR-67 & safety evaluation. Amend de- 
letes Tech Spec 3/4.4.11 re core support barrel excessive movement.per 861218 
request.No excessive motion detected during 9-yr monitoring period. 

TOURIGNY.E.G. Project Directorate 11-2. 87/05/20. WOODY, C.O. Florida Power & 
Light Co. 2pp. 41201:001-41201:017. 

-8706050076 Safety evaluation supporting Amend 80 to License DPR-67. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/20. 3pp. 
41201:015-41201:017. 

8706050071 Forwards response to violations noted in Insp Repts 50-335/87-08 & 50- 
389/87-07. Corrective actions:action plan for submittal of all changes to radiological 
emergency plan & implementing procedures developed. 

WOODY.C.O. Florida Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41200:081-41200:082. 

8705200749 NRC info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.’’ Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706100118 Forwards Insp Repts 50-335/87-10 & 50-389/87-09 on 870405-0502 & 
notice of violation. 

REYES.LA, Region 2. Office of Director. 87/06/01. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41241:089-41241:100. 


S. Reportable occurrences, LERs & related correspondence 


8706170415 Advises that util will be reporting missed surveillances in monthly operating 
repts rather than in LERs.per changes to 10CFR50.72 & 50.73 & NUREG-1022. 
WOODY.C.O. Florida Power & Light Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 41386:171-41386:171. 

8706300862 LER 87-011 -00:on 870521, turbine generator lockout relay trip occurred re- 
sulting in automatic turbine trip.Caused by increase in exciter field current due to failed 
transducer. Faulty wires repaired & transducer replaced.W/870622 ltr. 

MENDOZA.V.N.. WOODY.C.O. Florida Power & Light Co. 87/06/20. 5pp. 41513:076- 
41513:080. 


V. Operator Examinations 


8706250472 Forwards Exam Rept 50-335/OL-87-01 of exams administered on 870420- 
22 . 

JULIAN.C.A. Region 2. Office of Director. 87/06/22. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41458:252-41459:065. 

-8706250481 Exam Rept 50-335/OL-87-01 on 870420-22.Exam results:six reactor op- 
erators & two senior reactor operators passed oral & written exams.Master exams 

LAWYER.L.L, MUNRO.J.F. Region 2. Office of Director. 87/06/17. 160pp. 
41458:254-41459:065. 


Notice of violation from insp on 870405-0502. DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 

REYES.LA. Region 2. Office of Director. 87/06/01 . 2pp. 41241 :091 -41 241 ;092. 


-8706100141 Insp Repts 50-335/87-10 & 50-389/87-09 on 870405-0502. Violations 
noted:Tech Spec radiation monitors inoperable & Administative Procedure 0010124 
not implemented & as result alteration/jumper not properly documented & controlled. 
CRLENJAK.R.V., BIBB.H.B., WILSON.B. Region 2. Office of Director. 87/05/29. 8pp. 
41241:093-41241:100. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp, 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


F. Security, medical, emergency & fire protection plans 


8706010155 Revised emergency plan implementing procedures.induding Rev 8 to EPIP 
4112, "Incident Communications” & Rev 6 to EPIP 4503, “Hazardous Waste.Toxic 
Substances & Oil Spill Incidents." W/870522 ltr. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. 87/05/22. 116pp. 41123:019-41123:134. 

8706090043 Revised corporate organization for nuclear incidents procedure 
manuaUnduding Rev 41 to table of contents, Rev 13 to CONI-1.01, “Preparation Issu- 
ance & Control...” & Rev 8 to CONI-9.01, “Notification of ...." W/870629 ltr. 
MROCZKA,E.J. Northeast Utilities. MROCZKA.E.J. Northeast Nuclear Energy Co. 
(subs, of Northeast Utilities). MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 
87/05/29. 35pp. 41220:260-41220:295. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706250073 Ack receipt of 870526 response to violations noted in Insp Repts 50-335/ 
87-08 & 50-389/87-07 on 870423.Response acceptable.lmpiementation of corrective 
actions will be examined during future insp. 

REYES.LA. Region 2, Office of Director. 87/06/11. WOODY.C.O. Florida Power & 
UghtCo. Ip. 41474:188-41474:188. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 87/06/22 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706250472 Forwards Exam Rept 50-335/OL-87-01 of exams administered on 870420- 
22 . 

JULIAN, C.A. Region 2, Office of Director. 87/06/22. WOODY.C.O. Florida Power & 
Ught Co. 2pp. 41458:252-41459:065. 

-8706250481 Exam Rept 50-335/OL-87-01 on 870420-22.Exam results:slx reactor op- 
erators & two senior reactor operators passed oral & written exams.Master exams 
end. 

l4?4S-94k4ia*;q!!ri^^ Director. 87/06/17. 160pp. 


8706^108 Responds to violations noted In Insp Repts 50-335/87-10 & 50-389/1 
09.C^^tive actlons:personnel involved counseled on applicable procedural requi 
Pl'^cedure for alternate sampling methods will be generated. 

®7/06/23. Document Control Branch (Do 
ment Contrd Desk). 3pp. 41479:116-41479:118. 


87^2^303 r^C Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradi 
tors. 5SVC list end. 

Medical. Academic & Commercial Ui 
ftSawSi 582^1 79 ^^••cJated Edison Co. of New York, Inc. 109p 


8706090372 Ack receipt of end NRC invoices for costs incurred in review of util submit- 
tals for plants.Fee will be sent to J Rodriquez, per 10CFR50,55 & 170, 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co, 87/05/29. Document Control 
Branch (Document Control Desk). 15pp. 41229:220-41229:234. 

8706120052 Forwards Rev 2 to “Fire Hazards Analysis, Millstone Unit 2,” including up- 
dates to analysis through Dec 1986. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 

MROCZKA.E.J. Northeast Utilities. 87/05/29. Document Control Branch (Document 
Control Desk). Ip. 41278:076-41279:095. 

—8706120061 Rev 2 to “Fire Hazards Analysis.Millstone Unit 2.” 

* Northeast Utilities. 86/12/31. 379pp. 41278:077-41279:095. 

8706120088 Forwards “Millstone Unit 2,10CFR50,App R Compliance Review.” Docu- 
ment discusses shutdown sys availability in event of fire. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/05/29. Document Control Branch (Document 
Control Desk). 2pp. 41275:268-41276:288. 

—8706120100 "Millstone Unit 2,10CFR50,App R Compliance Review." W/32 oversize 
drawings. 

* Northeast Utilities. 87/05/29. 379pp. 41275:270-41276:288. 

8706120034 Forwards Insp Rept 50-336/87-06 on 870414-051 8.No violations 
noted.Receipt of 870320 response re corrective & preventive actions ack. 
WENZINGER.E.C. Region 1, Office of Director. 87/06/01. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 41272:167-41272:182. 

-8706120043 Insp Rept 50-336/87-06 on 87041 4-051 8.No violations noted. Major 
areas inspected:radiation protection, physical security, fire protection.surveillance & 
maint. Incomplete corrective actions identified in diesel generator review. 

MCCABE, E.C. Region 1, Office of Director. 87/05/29. 14pp. 41272:169-41272:182. 

8706120295 Ack receipt of 870507 ltr re plant fire protection. AddI submittal may be re- 
quired in event exemption from 10CFR50, App R or 10CFR50.48 needed, describing 
nature of exemption & providing analysis, 

STOLZ,J.F. Project Directorate 1-4. 87/06/02. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 1p. 41280:243-41280:243. 

8706120226 Rev 1 to Emergency Plan Implementing Procedure Form 4609-1, “Emer- 
gency Operating Facilities Fire Detection Test.” W/ 870609 ltr & revised forms index. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J, Northeast Utilities. 87/06/09. 7pp. 41270:352-41270:358. 
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8706250159 Submits schedule & guidelines for submittal & review of objectives & sce- 
nario packages in order for region to fully support facility partial-scale emergency ex- 
ercise scheduled for wk of 871005. 

LAZARUS, W.J. Region 1, Office of Director. 87/06/16. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 41474:095-41474:097. 


J. Insurance & indemnity Information 


8706120090 Forwards Endorsement 114 to NELIA Policy NF-173 & Endorsement 102 to 
MAELU Policy MF-52. 

O’CONNOR, DJ. Marsh & McLennan, Inc. 87/06/02. DINITZ.I. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 41272:219-41272:221. 


P. Operating license stage documents & correspondence 

8706090460 Application for amend to License DPR-65, revising Tech Specs Page 3/4 5- 
5 to increase min requirement for trisodium phosphate dodecahydrate in Item 
4.5.2.C.3. 

SWITZER, D.C. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 77/12/16. 
LEAR.G. Operating Reactors Branch 3 (Pre 790625). 3pp. 41408:040-41408:045. 

—8706090461 Proposed Tech Specs Pages 3/4 5-5, increasing min requirement for triso- 
dium phosphate dodecahydrate in Item 4.5.2.C.3. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 77/12/31. 3pp. 
41408:043-41408:045. 

8706080275 Forwards Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2,Fort Calhoun, Main Yankee, Millstone 

2, Palisades, Palo Verde 1,2 & 3, San Onofre 2 & 3,St Lucie 1 & 2.Waterford 3 & WNP 

3. " 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
CARRINGTON. M, Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41213:001-41213:027. 

-8706080284 Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee.Millstone 2,Palisades,Palo 
Verde 1,2 & S.San Onofre 2 & 3, St Lucie 1 & 2,Waterford 3 & WNP 3.” 

FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706080010 Forwards “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface 
Programs for All Other Safety-Related Components.Haddam Neck & Millstone 1 ,2 & 
3," final rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/03/26. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41211:119-41211:135. 

“8706080022 "Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface Pro- 
grams For All Other Safety-Related Components, Haddam Neck & Millstone 1 ,2 &3." 
informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7584 ERR. 87/03/31. NRC - No Detailed Affili- 
ation Given. 16pp. 41211:120-41211:135. 

8706030078 Forwards request for addi info for review of 850627 submittal re inservice 
testing at facility.AddI info should be submitted within 60 days of ltr receipt. 

JAFFE.D.H. Project Directorate 1-4. 87/05/27. MROCZKA,E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 8pp. 41145:342-41145:349. 

8706030246 Forwards environ assessment & finding of no significant 
impact.Assessment conclusions limited to demonstration phase of 860521 application 
to amend License DPR-65,changing Tech Specs to allow storage of consolidated 
spent fuel onsite. 

JAFFE.D.H. Project Directorate 1-4. 87/05/27. MROCZKA,E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 41146:063-41146:075. 

—8706030272 Environ assessment & finding of no significant impact re util 860521 ap- 
plication for amend to Tech Specs to allow for storage of consolidated spent fuel at 
faci'it’y'.FlS unwarranted. 

S“::_.7,J.i^ =rojcct Direc'.o'ato 1-4. 87/05/27. 10pp. 41 146:066-41 146:075. 

8706100396 Suppl to 860521 application for amend to License DPR-65, authorizing 
storage of up to 10 consolidated spent fuel assemblies in spent fuel pool for interim 
period, pending NRC approval of permanent spent fuel storage. 

MROCZKA.E.J, Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/05/27. Document Control Branch (Document 
Control Desk). 2pp. 41244:017-41244:024. 

“8706100399 Proposed Tech Specs, authorizing storage of up to 10 consolidated spent 
fuel assemblies in spent fuel pool. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/05/27. 6pp. 
41244:019-41244:024. 

8706100402 Fonwards addI info re nonradiological impacts associated w/861222 re- 
quest to extend duration of license to 40 yrs from date of issuance of OL. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/05/28. Document Control Branch (Document 
Control Desk). 5pp. 41239:027-41239:031. 

8706090372 Ack receipt of end NRC invoices for costs incurred in review of util submit- 
tals for piants.Fee will be sent to J Rodriquez.per 10CFR50,55 & 170. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). MROCZKA,E.J. Northeast Utilities. 87/ 
05/29. Document Control Branch (Document Control Desk). 15pp. 41229:220- 
41229:234. 

8706100058 Documents that SPDS at plant declared fully operational on 870324 after 
successfully completing various tests & operator training.per NRC 850727 order con- 
firming util commitments re implementation of Suppl 1 to NUREG-0737. 

MROCZKA,E,J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/06/01. Document Control Branch (Document 
Control Desk). 2pp. 41233:344-41233:345. 


8706150005 Forwards Amend 117 to License DPR-65, safety evaluation & notice of 
issuance. Amend changes Tech Specs to permit storage of consolidated fuel in spent 
fuel pool.per 860521 application & 870527 Itr.W/o notice of issuance. 

JAFFE.D.H. Project Directorate 1-4. 87/06/02. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 41305:017-41305:055. 

“8706150013 Amend 117 to License DPR-65,changing Tech Specs to allow storage of 
consolidated fuel in spent fuel pool & increasing spent fuel storage authorization from 
1,112 to 1,346 fuel assemblies. 

STOLZ,J.F. Project Directorate 1-4. 87/06/02. 26pp. 41305:020-41305:045. 

“8706150019 Safety evaluation supporting Amend 117 to License DPR-65. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/02. 10pp. 
41305:046-41305:055. 

8706180198 Forwards "Rev 10 to QA Program Topical Rept," for review & 
approval. Fee paid. 

MROCZKA.E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/06/04. Document Control Branch (Document 
Control Desk). 5pp. 41396:163-41396:301. 

-8706180209 “Rev 10 to QA Program Topical Rept." 

* Northeast Utilities Service Co. (subs, of Northeast Utilities). 87/06/30. 100pp. 
41396:168-41396:301. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230433 Responds to 870512 ltr & request for add! info re timeliness of 
submittals.Util characterized as being late in submitting info per NRC requests for addi 
info.Util will devote rigorous efforts to improve timeliness of submittals. 

MROCZKA,E.J., SE-ARS.C.F. Northeast Nuclear Energv Co. fsubs. of Northeast Utili- 
ties). MROCZKA,E.J. Northeast Utilities. S.’.'OoilG. D'c::unont Control Branch (Docu- 
ment Control Desk). 2pp. 41429:118-41429:119. 

8706240062 Responds to Generic Ltr 86-06, "Manual Trip of Reactor Coolant Pumps." 
Due to pe'^sonnel cha'^ges & operator training cycles being lengthened.licensee ex- 
tended ir'.pi--me'‘tni!cn schccuieJ to 871231 allowing adequate time for development. 
MROCZKA.E.J., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA,E.J. Northeast Utilities. 87/06/15. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41438:217-41438:218. 

8706240201 Forwards revised "Status of Compliance w/Rev 2 to Reg Guide 1.97," 
confirming implementation of Items D-21 & E-3b to Rev 2 to Reg Guide 1.97, per 
NUREG-0737, Suppl 1 & NRC 850727 order.Listed valves to be upgraded at next refu- 
eling outage. 

MROCZKA,E.J., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA,E.J. Northeast Utilities. 87/06/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41455:314-41455:342. 

“8706240209 "Status of Compliance w/Rev 2 to Reg Guide 1.97." 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/06/30. 26pp. 
41455:317-41455:342. 

8706250115 Forwards response to Generic Ltr 87-06 re periodic verification of leak tight 
integrity of pressure isolation valves (PlVs).Testing program & design features for PIVs 
ensures that RCS boundary at plants protected. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 87/06/17. Document Control Branch (Document Control Desk). 11pp. 
41475:268-41475:278. 

8706230313 Partial response to FOIA request for documents.Forwards App B 
documents, including sign in sheet for 860925 meeting on engineering expertise on 
shift.App A & B documents available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/18. 

STENGER.D.F. Bishop, Cook, Purcell & Reynolds. 3pp. 41435:339-41436:022. 

“8706230326 Handwritten summary of 860925 meeting w/util re engineering expertise 
on shift.Viewgraphs end. 

* NRC - No Detailed Affiliation Given. 86/09/25. NRC - No Detailed Affiliation Given. 
41pp. 41435:342-41436:022. 

8706240228 Ack receipt of 870601 ltr containing comments re NRC 870212 safety eval- 
uation on facility SPDS.Comments do not change conclusions of safety 
evaluation.lmplementation of SPDS may continue. 

JAFFE.D.H. Project Directorate 1-4. 87/06/18. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). Ip. 41454:100-41454:100. 

8706230486 Generic Ltr 87-1 1 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706120034 Forwards Insp Rept 50-336/87-06 on 87041 4-051 8.No violations 
noted.Receipt of 870320 response re corrective & preventive actions ack. 
WENZINGER.E.C. Region 1, Office of Director. 87/06/01. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 41272:167-41272:182. 

-8706120043 Insp Rept 50-336/87-06 on 87041 4-051 8.No violations noted. Major 
areas inspected-.radiation protection, physical security, fire protection, surveillance & 
maintlncomplete corrective actions identified in diesel generator review. 

MCCABE, E.C. Region 1. Office of Director. 87/05/29. 14pp. 41272:169-41272:182. 
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8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04, 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160191 Ack receipt of 870512 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-245/87-02, 50-336/87-02 & 50-423/87-03. 

MARTIN, T.T. Region 1, Office of Director. 87/06/09. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 41318:286-41318:289. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706180324 Informs NRC of actions taken to date re piping insp programs to detect 
erosion/corrosion wear. Work will begin w/1987 outage to devise effective pipe wall 
thickness measurement program to eliminate potential piping sys concerns. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Util- 
ities. 87/06/10. Document Control Branch (Document Control Desk). 3pp. 41405:298- 
41405:300. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Saftty (^op.l srC‘113'-. 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
4 ■ 2“=:? r-- 1289 3-^0. 

8706050211 NRC Info Notice 87-025, “Potent' a'V S\g“if'crint Problo^-s Resulting From 
Human Error Involving Wrong Unit, Wrong ra.n or A'.ong ro"po.".-:n» Eve'ts ’’ Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706300955 Ack receipt of 870515 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-245/86-06, 50-336/86-06 & 50-21 3/86-04.Progress & estab- 
lished milestones for training program noted. 

MARTIN.T.T. Region 1, Office of Director. 87/06/18. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 41512:156-41512:161. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413), 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706170066 Monthly operating rept for May 1987.W/870610 Itr. 

NERON.G., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
87/05/31. 5pp. 41371:190-41371:194. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers ^ro.m NRR.PESAEOD S ''9Gio"»! ofcs O" evods which occurred 
since 870512 r-'wr;ing.“Vr':i.s cscussoc S r.'.TV.cant demmt.s o' e.e' is end. 
LANNING.W. Events” .Assoss.T.cn: E-ancI' RCSSi.C E D vision of Oper- 

ational Events Assess.mer; (Pos; PJCy - ; ‘ ' Cpr: ‘ 'Jn/OOri-r- 1 ; 28 0 12. 


8706050002 Revises 861211 commitment to agree w/schedular requirement in 
10CFR73.55(e)(1) to locate onsite secondary power supply sys for alarm annunciator 
equipment within vital areas. Completion expected within 180 days after NRC approv- 
al. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk). 2pp. 41194:162-41194:163. 

8706190309 Advises that 870514 Rev 11 to guard training & qualification plan consist- 
ent w/provisions of 10CFR50.54(p) & acceptable. 

STOHR.J.P. Region 2, Office of Director. 87/06/15. STEWART. W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 41399:205-41399:207. 

8706230169 Forwards emergency exercise scenario & controller data for for 1987 
annual emergency exercise.W/o end. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/18. Document 
Control Branch (Document Control Desk). Ip. 41427:340-41427:340. 


P. Operating license stage documents & correspondence 

8706040361 Forwards EGG-NTA-7379, "Conformance to Generic Ltr 83-28 Item 2.2.1 - 
Equipment Classification for All Safety-Related Components.'North Anna 1 & 2." Plant 
conforms to generic Itr. 

ROBERTS, E.W. Idaho National Engineering Laboratory. ROBERTS, E.W. EG&G Idaho, 
Inc. (subs, of EG&G. Inc.). FIN D-6001. 87/04/14. CARRINGTON.M. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip. 41181:058-41 181:077. 

-"8706040365 "Conformance to Generic Ltr 83-28 Item 2.2.1 - Equipment Classification 
for All Safety-Related Components: North Anna 1 & 2," informal rept. 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&Q, Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7379. 87/04/30. NRC - No 
Detailed Affiliation Given. 19pp. 41181:059-41181:077. 

8706050297 Forwards final rept,EGG-NTA-7625, “Conformance to Item 2.1 (Part 2) Ge- 
neric Ltr 83-28, Reactor Trip Sys Vendor Interface, North Anna 1 & 2 & Surry 1 & 2." 
ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/14. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41203:141-41203:155. 

-8706050302 “Conformance to Item 2,1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor lnterface,North Anna 1 & 2 & Surry 1 & 2," final informal rept. 

FARMER,F.G. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FARMER, F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7625. 87/04/30. NRC - No Detailed 
Affiliation Given. 13pp. 41203:142-41203:155. 

8706260290 Forwards EGG-NTA-7612, “Conformance to Generic Ltr 83-28, Item 2.2.2 ■ 
Vendor Interface Programs for All Other Safety- Related Components, North Anna 
Units 1 & 2 & Surry Units 1 & 2," final informal rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-60O1. 87/05/01. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41482:241-41482:257. 

“8706260296 “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface Pro- 
grams for All Other Safety-Related Components, North Anna Units 1 & 2 & Surry 
Units 1 & 2,” informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7612. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41482:242-41482:257. 

8706100127 Fonvards Amends 95 & 80 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends differentiate requirements of Tech Spec 3/4.3.3.7 (fire de- 
tection instrumentation) for inside & outside of containment. 

ENGLE,LB. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/13. 
STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 2pp. 41245:223- 
41245:236. 


V, Operator Examinations 

8706250416 Responds to 861208 request for review of util revised licensed operator 
requalification program for facilities. Discrete programs submitted comply w/either App 
A to 1 0CFR5O or HR Denton 800328 ltr. 

STOLZ.J.F. Project Directorate 1-4. 87/06/22. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Connecticut Yankee Atomic 
Power Co. 3pp. 41467:205-41467:207. 
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F. Security, medical, emergency & fire protection plans 

8706100127 Forwards Amends 95 & 80 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends differentiate requirements of Tech Spec 3/4.3.3.7 (fire de- 
tection instrumentation) for inside & outside of containment. 

ENGLE, LB. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/13. 
STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 2pp. 41245:223- 


—8706100132 Amends 95 & 80 to Licenses NPF-4 & NPF-7, respectively, differentiating 
requirements of Tech Spec 3/4.3.3.7 (fire detection instrumentation) for inside & out- 
side containment. 

RUr.ENS'r N,'_.s. Ct:ic:G cf Nucear Reactor Regulation, Director (Post 870411). 87/ 
Co.-'13. iCcp. ■i'245:225-'-.-245:.233. 

-8706100135 Safety evaluation supporting Amends 95 & 80 to Licenses NPF-4 & NPF- 
7,respectively. 

Nuclear Reactor Regulation, Director (Post 870411), 87/05/13. 3pp. 


-8706100132 Amends 95 & 80 to Licenses NPF-4 & NPF-7, respectively, differentiating 
requirements of Tech Spec 3/4.3.3.7 (fire detection instrumentation) for inside & out- 
side containment. 

RUBENSTEIN.L.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/ 
05/13. 10pp. 41245:225-41245:233. 

-8706100135 Safety evaluation supporting Amends 95 & 80 to Licenses NPF-4 & NPF- 
7, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/13. 3pp. 
41245:234-41245:236. 

8706030333 Application for amends to Licenses NPF-4 & NPF-7, modifying Tech Spec 
3/4.6.3 & Table 3.6-1 to correct inconsistency between NUREG-0737 & Unit 2 Tech 
Specs re isolation signal for containment instrument air sys.Fee paid. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/27. Document 
Control Branch (Document Control Desk). 4pp. 41169:234-41169:247. 

-8706030340 Proposed Tech Specs re containment isolation valves.W/ safety evalua- 
tion discussion. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/27. 10pp. 41169:238- 
41169:247. 

8706110156 Forwards SER conditionally accepting VEP-NE-2, “Statistical DNBR Eval- 
uation Methodology." Plant-specific packages will be submitted, reviewed & approved 
before methodology actually implemented. 

ENGLE, L. Project Directorate II-2. 87/05/28. STEWART.W.L. Virginia Power (Virginia 
Electric & Power Co.). 3pp. 41260:337-41260:345. 

-8706110167 SER accepting VEP-NE.2, “Statistical DNBR Evaluation Methodology," 
w/listed conditions. 

* NRC - No Detailed Affiliation Given. 87/05/28. 6pp. 41260:340-41260:345. 


Revised emergency plan implementing procedures including Rev 9 to EP 
1.01, Emwgency Manager Controlling Procedure" & Rev 6 to EPlP-1,02. “Respon 
to Notification of Unusual Event" W/870528 Itr. 

(Virginia Electric & Power Co.). 87/05/28. 513| 

looiUf 1 1 37l231 . 


8706100214 Forwards safety evaluation supporting util 860123 & 1126 submittals in re- 
sponse to 10CFR50.61 re PTS rule.Projected fluence at inner surface of reactor 
vessel & mat! properties of reactor vessel beltline matls acceptable.W/o end. 

ENGLE, L Project Directorate 11-2. 87/05/29. STEWART, W.L. Virginia Power (Virginia 
Electric & Power Co.). 2pp. 41245:197-41245:198. 
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8706080080 Application for amends to Licenses NPF-4 & NPF-7, requesting several ad- 
ministrative changes to Tech Specs associated w/primary coolant specific activity 
limits in order to conform to Generic Ltr 85-19.Fee paid. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 87/06/01. Document 
Control Branch (Document Control Desk). 3pp. 41218:193-41218:210. 

-“8706080082 Proposed Tech Specs consisting of several administrative changes to pri- 
mary coolant specific activity limits in order to conform to Generic Ltr 85-19. 

* Virginia Power (Virginia Electric & Power Co.). 87/06/01. 15pp. 41218:196- 
41218:210. 

8706110412 Advises that Cycle 7 reload core design revised due to fuel rod exam.Two 
assemblies w/known failures replaced w/other assemblies from spent fuel pool.Cycle 
7 core surveillance rept values for Fxy & Pm remain unchanged. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/03. Document 
Control Branch (Document Control Desk). 2pp. 41264:301-41264:302. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/04, Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150163 Forwards response to NRC 870504 ltr re three findings noted in control 
room habitability survey, per NRC 870504 Itr.Flow data reviewed,Tech Spec violation 
described in LER 86-019 & testing performed, AddI findings will be addressed by 
870708. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/08. Document 
Control Branch (Document Control Desk). 5pp. 41298:098-41298:102. 

8706170426 Informs that under conditions of IE Info Notice 84-90, util does not meet 
requirements of Reg Guide 1.97 for Type D variable - safety/relief valve positions.Util 
position on varible D19 reassessed. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/11. Document 
Control Branch (Document Control Desk). 2pp. 41385:265-41385:266. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411), 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170441 Forwards list of all pressure isolation valves & testing criteria for plants in 
response to Generic Ltr 87-06, “Periodic Verification of Leak Tight Integrity of Pres- 
sure Isolation Valves.” 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 87/06/12. Document 
Control Branch (Document Control Desk). 7pp. 41385:347-41385:353. 

8706230289 Application for amends to Licenses NPF-4 & NPF-7, reflecting implementa- 
tion of statistical DNBR evaluation methodology documented in VEP-NE-2 & accom- 
panying FSAR Chapter 15 accident analyses. Fee paid. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/17. Document 
Control Branch (Document Control Desk). 3pp. 41429:289-41430:024, 

-8706230292 Proposed Tech Specs, reflecting implementation of statistical DNBR eval- 
uation methodology documented in VEP-N&2 & accompanying FSAR Chapter 15 ac- 
cident analysis. 

* Virginia Power (Virginia Electric & Power Co.). 87/06/17. 16pp. 41429:292- 
41429:307. 

—8706230294 “Safety Evaluation for Change in Methodology & Supporting Analyses." 

* Virginia Power (Virginia Electric & Power Co.). 87/06/17. 77pp. 41429:308- 
41430:024. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260311 Forwards Rev 1 to FSAR Table FSR-1, “CRDR Final Summary Rept, North 
Anna Power Station Units 1 & 2, Proposed Corrective Actions & Implementation 
Schedule,” per 861121 conference call w/NRC & LLL. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/22. Document 
Control Branch (Document Control Desk), 7pp. 41481:293-41481:299. 


Q. Inspection reports, IE Bulletins & correspondence 

8706030013 Forwards Insp Repts 50-338/87-10 & 50-339/87-10 on 87041 7-051 2.No 
violations or deviations noted.Attention invited to unresolved items. 

BROWNLEE, V.L Region 2, Office of Director. 87/05/22. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 41147:251-41147:264. 

-8706030019 Insp Repts 50-338/87-10 & 50-339/87-10 on 87041 7-051 2.No violations 
or deviations noted.Major areas inspected:plant status, unresolved items, LER 
followup, review of inspector followup items & monthly maint observation, 

CALDWELL, J.L, KING.LP., CANTRELL, F. Region 2, Office of Director. 87/05/20. 
1 2pp. 41 1 47:253-41 1 47:264. 

8706010128 Responds to NRC questions re casing welds on centrifugal charging 
pumps.Pumps of two interchangeable designs, w/& w/o welds. Investigation revealed 
that alt six plant pumps have no weld.No further exams required. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/26. Document 
Control Branch (Document Control Desk). 2pp. 41 123:305-411 23:306. 

8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

UEBERMAN,J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1. Office of Director. 4pp. 41119:272-41119:275. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp, 41142:332-41143:075. 


8706030415 Notification of 870603 meeting w/util & Westinghouse in Bethesda.MD to 
discuss results of 100% insp (eddy current) testing of NA-1 Steam Generators A,B & 
C. 

ENGLE, LB. Project Directorate 11-2. 87/05/28. RUBENSTEIN.LS. Project Directorate 
11-2. 3pp. 41161:357-41161:359. 

8706160645 Forwards Insp Repts 50-338/87-14 & 50-339/87-14 on 870511-15 & notice 
of violation. 

STOHR.J.P. Region 2, Office of Director. 87/05/28. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41349:270-41349:284. 

-8706160651 Notice of violation from insp on 870511-15. 

STOHR.J.P. Region 2, Office of Director. 87/05/28. 2pp. 41349:272-41349:273. 

-8706160660 Insp Repts 50-338/87-14 & 50-339/87-14 on 870511-15. Violation 
noted'.failure to maintain radiation exposure records per instructions in Form NRC-5. 
REVSIN.B.K., HOSEY.C.M. Region 2, Office of Director. 87/05/26. 11pp. 41349:274- 
41349:284. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp, 41299:270-41300:035. 

8706250363 Forwards Insp Repts 50-338/87-08 & 50-339/87-08 on 87051 1-15.No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2, Office of Director. 87/06/16. Virginia Power (Virginia Electric 
& Power Co.). 2pp. 41475:191-41475:198. 

-8706250373 Insp Repts 50-338/87-08 & 50-339/87-08 on 87051 1-15.No violations 
noted.Major areas inspected:radiological environ monitoring, liquid & gaseous effluent 
monitoring & post- accident sampling. 

HARRIS, Id.. KAHLE.J.B. Region 2, Office of Director. 87/06/15. 5pp. 41475:194- 
41475:198. 

8706260102 Forwards Insp Repts 50-338/87-09 & 50-339/87-09 on 870518 & 20-22 & 
notice of violation. 

STOHR.J.P. Region 2, Office of Director. 87/06/17. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41479:093-41479:100. 

-8706260104 Notice of violation from insp on 870518 & 20-21. 

STOHR.J.P. Region 2. Office of Director. 87/06/17. 2pp. 41479:095-41479:096. 

-8706260109 Insp Repts 50-338/87-09 & 50-339/87-09 on 870518 & 20-21. Violations 
noted;failure to establish & maintain adequate matl control & accounting procedure & 
failure to conduct annual phusical inventory of all SNM. 

NINH.S.Q., MCALPINE,E.J. Region 2. Office of Director. 87/06/15. 4pp. 41479:097- 
41479:100. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300262 Forwards Insp Repts 50-338/87-17 & 50-339/87-17 on 870608-1 2.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Office of Director. 87/06/24. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41497:274-41497:284. 

-8706300275 insp Repts 50-338/87-17 & 50-339/87-17 on 870608-12.No violations or 
deviations noted.Major areas inspected.-plant chemistry. 

ROSS.W.J., HUGHEY, C.A., KAHLE.J.B. Region 2, Office of Director. 87/06/22. 9pp. 
41497:276-41497:284. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end, 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413), 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706230219 Monthly operating repts for May 1987.W/870615 ltr. 

GARNER, B., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/31. 
12pp. 41427:307-41427:318. 


S. Reportable occurrences, LERs & related correspondence 

8706010317 LER 87-006-00:on 870430, “as found” dropout voltages for undervoltage 
relay found below min allowable value stated in periodic test & immediately 
recalibr.Caused by setpoint drift.Periodic test revised.W/870528 ltr. 

HARRELL, E.W. Virginia Power (Virginia Electric & Power Co.). 87/05/28. 4pp. 
41133:072-41133:075. 
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8706010384 LER 87-009-00:on 870508, discovered that 12 of 15 main steam line code 
safety valves (MSSV) as found setpoint pressures below Tech Spec min vatue.MSSVs 
readjusted to required spec.Wyle Labs will submit final rept re test.W/870528 Itr. 
HARRELL, E.W. Virginia Power (Virginia Electric & Power Co.). 87/05/28. 4pp. 

41130:128-41130:131. 

8706020162 LER 87-008-00:on 870506, one of three pressurizer code safety valves "as 
found” lift pressure setpoints found to be higher than max lift setting allowed by Tech 
Specs.Safety valve lift determined within limits after adjustment. W/870528 Itr. 
HARRELL, E.W. Virginia Power (Virginia Electric & Power Co.). 87/05/28, 3pp. 

41135:100-41135:102. 

8706150207 LER 87-01 0-00:on 8705 14, defects in steam generators A,B & C identified 
during std eddy current bobbin probe insps.Cause unknown.Two tubes removed from 
steam generator A for further NDE & destructive exam.W/870609 Itr, 

HARRELL,E.W. Virginia Power (Virginia Electric & Power Co.). 87/06/09. 4pp. 

41290:156-41290:159. 

8706220338 LER 87-01 1-00:on 87051 5, core alterations initiated w/o operable charging 
pump & on 87051 6, charging pump C discovered inoperable.Caused by personnel 
error.Root cause & corrective actions under evaluation,W/870612 Itr. 

HARRELL,E.W. Virginia Power (Virginia Electric & Power Co.). 87/06/12. 3pp. 

41411:034-41411:036. 


V. Operator Examinations 

8706240176 Informs that revised start-up certification program reviewed & program 
meets intent of App F of NUREG-0094 & acceptable. Advises that revised 10CFR55 
& conforming amends published in FR on 870325 will no longer require accredited 
programs. 

PATEL, C.P. Project Directorate 11-2. 87/06/18. STEWART, W.L Virginia Power (Virgin- 
ia Electric & Power Co.). 4pp. 41448:357-41448:360. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8706100127 Forwards Amends 95 & 80 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation. Amends differentiate requirements of Tech Spec 3/4.3.3,7 (fire de- 
tection instrumentation) for inside & outside of containment. 

ENGLE, LB. Office of Nuclear Reactor Regulation. Director (Post 870411). 87/05/13. 
STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 2pp. 41245:223- 
41245:236. 

--8706100132 Amends 95 & 80 to Licenses NPF-4 & NPF-7, respectively, differentiating 
requirements of Tech Spec 3/4.3.3.7 (fire detection instrumentation) for inside & out- 
side containment. 

RUBENSTElN,L.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/ 
05/13. 10pp. 41245:225-41245:233. 

-8706100135 Safety evaluation supporting Amends 95 & 80 to Licenses NPF-4 & NPF- 
7, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 87/05/13. 3pp. 
41245:234-41245:236. 

8706020177 Revised emergency plan implementing procedures including Rev 9 to EPIP- 
1.01, “Emergency Manager Controlling Procedure” & Rev 6 to EPIP-1.02, “Response 
to Notification of Unusual Event” W/870528 Itr. 

STFWART.WL Virc’nif? Power (Virginia Electric & Power Co.), 87/05/28. 513pp. 

8706050002 Revises 861211 commitment to agree w/schedular requirement in 
10CFR73.55(e)(1) to locate onsite secondary power supply sys for alarm annunciator 
equipment within vital areas. Completion expected within 180 days after NRC approv- 
al. 

STEWART W.l Virq^nia Powe' (Vl'pinia E'-octric & Power Co.). 87/05/29. Document 
Control Br-in::.'! (Occurncnt Ccrtrol Desk). 2pp. 41194:162-41194:163. 

8706190309 Advises that 870514 Rev 11 to guard training & qualification plan consist- 
ent w/provisions of 1 0CFR50.54(p) & acceptable. 

STOHR.J.P. Region 2, Office of Director. 87/06/15. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 3pp. 41399:205-41399:207. 

8706230169 Forwards emergency exercise scenario & controller data for for 1987 
annual emergency exercise. W/o end. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 87/06/18. Document 
Control Branch (Document Control Desk). Ip, 41427:340-41427:340. 


P. Operating license stage documents & correspondence 

8706040361 Forwards EGG-NTA-7379, “Conformance to Generic Ltr 83-28 Item 2.2,1 - 
Equipment Classification for All Safety-Related Components:North Anna 1 & 2.” Plant 
conforms to generic Itr. 

ROBERTS,E.W. Idaho National Engineering Laboratory. ROBERTS.E.W. EG&G Idaho, 


8706260290 Forwards EGG-NTA-7612, “Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor Interface Programs for All Other Safety- Related Components, North Anna 
Units 1 & 2 & Surry Units 1 & 2," final informal rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. 87/05/01 
CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (Post 870411). ip 
41482:241-41482:257. 

-8706260296 "Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface Pro- 
grams for All Other Safety-Related Components, North Anna Units 1 & 2 & Surry 
Units 1 & 2,” informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6001. EGG-NTA-7612. 87/ 
04/30. NRC - No Detailed Affiliation Given. 16pp. 41482:242-41482:257. 

8706100127 Forwards Amends 95 & 80 to Licenses NPF-4 & NPF-7, respectively & 
safety evaluation.Amends differentiate requirements of Tech Spec 3/4.3.3.7 (fire de- 
tection instrumentation) for inside & outside of containment. 

ENGLE,L.B. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/13, 
STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 2pp. 41245:223- 
41245:236. 

-8706100132 Amends 95 & 80 to Licenses NPF-4 & NPF-7, respectively, differentiating 
requirements of Tech Spec 3/4.3.3.7 (fire detection instrumentation) for inside & out- 
side containment. 

RUBENSTEIN,L.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/ 
05/13. 10pp. 41245:225-41245:233. 

-8706100135 Safety evaluation supporting Amends 95 & 80 to Licenses NPF-4 & NPF- 
7, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 87/05/13. 3pp, 
41245:234-41245:236. 

8706030333 Application for amends to Licenses NPF-4 & NPF'7, modifying Tech Spec 
3/4.6.3 & Table 3.6-1 to correct inconsistency between NUREG-0737 & Unit 2 Tech 
Specs re isolation signal for containment instrument air sys.Fee paid. 

STEWART, W.L, Virginia Power (Virginia Electric & Power Co.). 87/05/27. Document 
Control Branch (Document Control Desk). 4pp. 41169:234-41169:247. 

-8706030340 Proposed Tech Specs re containment isolation valves. W/ safety evalua- 
tion discussion. 

* Virginia Power (Virginia Electric & Power Co.). 87/05/27. 10pp. 41169:238- 
41169:247. 

8706110156 Forwards SER conditionally accepting VEP-NE-2, “Statistical DNBR Eval- 
uation Methodology." Plant-specific packages will be submitted, reviewed & approved 
before methodology actually implemented. 

ENGLE, L Project Directorate 11-2. 87/05/28. STEWART, W.L. Virginia Power (Virginia 
Electric & Power Co.). 3pp. 41260:337-41260:345. 

-8706110167 SER accepting VEP-NE-2, "Statistical DNBR Evaluation Methodology," 
w/ listed conditions. 

* NRC - No Detailed Affiliation Given. 87/05/28. 6pp. 41260:340-41260:345. 

8706100214 Forwards safety evaluation supporting util 860123 & 1126 submittals in re- 
sponse to 10CFR50.61 re PTS rule. Projected fluence at inner surface of reactor 
vessel & matl properties of reactor vessel beltline matls acceptable.W/o end. 
ENGLE,L. Project Directorate 11-2. 87/05/29. STEWART, W.L. Virginia Power (Virginia 
Electric & Power Co.). 2pp. 41245:197-41245:198. 

8706080080 Application for amends to Licenses NPF-4 & NPF-7, requesting several ad- 
ministrative changes to Tech Specs associated w/ primary coolant specific activity 
limits in order to conform to Generic Ltr 85-19.Fee paid. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/01. Document 
Control Branch (Document Control Desk). 3pp. 41218:193-41218:210. 

-8706080082 Proposed Tech Specs consisting of several administrative changes to pri- 
mary coolant specific activity limits in order to conform to Generic Ltr 85-19. 

* Virginia Power (Virginia Electric & Power Co.). 87/06/01. 15pp. 41218:196- 
41218:210. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150163 Forwards response to NRC 870504 Itr re three findings noted in control 
room habitability survey, per NRC 870504 Itr.Flow data reviewed,Tech Spec violation 
described in LER 86-019 & testing performed.AddI findings will be addressed by 
870708. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/08. Document 
Control Branch (Document Control Desk). 5pp. 41298:098-41298:102. 

8706170426 Informs that under conditions of IE Info Notice 84-90, util does not meet 
requirements of Reg Guide 1.97 for Type D variable - safety/relief valve positions.Util 
position on varible D19 reassessed. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/11. Documeni 
Control Branch (Document Control Desk), 2pp. 41385:265-41385:266. 



DOCKETED ITEMS 155 


—8706230292 Proposed Tech Specs, reflecting implementation of statistical DNBR eval- 
uation methodology documented in VEP-NE-2 & accompanying FSAR Chapter 15 ac- 
cident analysis. 

• Virginia Power (Virginia Electric & Power Co.). 87/06717. 16pp. 41429:292- 
41429:307. 

-8706230294 “Safety Evaluation for Change in Methodology & Supporting Analyses," 

* Virginia Power (Virginia Electric & Power Co.). 87/06/17. 77pp. 41429:308- 
41430:024. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260311 Forwards Rev 1 to FSAR Table FSR-1, “CRDR Final Summary Rept,North 
Anna Power Station Units 1 & 2, Proposed Corrective Actions & Implementation 
Schedule.” per 861121 conference call w/NRC & ILL 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 87/06/22. Document 
Control Branch (Document Control Desk). 7pp. 41481:293-41481:299, 


Q. Inspection reports, IE Bulletins & correspondence 

8706030013 Forwards Insp Repts 50-338/87-10 & 50-339/87-10 on 87041 7-051 2.No 
violations or deviations noted.Attention invited to unresolved items. 

BROWNLEE, V.L Region 2, Office of Director. 87/05/22. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 41147:251-41147:264. 

-8706030019 Insp Repts 50-338/87-10 & 50-339/87-10 on 87041 7-051 2.No violations 
or deviations noted.Major areas inspected.plant status, unresolved items, LER 
followup,review of inspector followup items & monthly maint observation. 

CALDWELL, J.L, KING,L.P., CANTRELL.F. Region 2, Office of Director. 87/05/20. 
1 2pp. 41 147:253-41 147:264. 

8706010128 Responds to NRC questions re casing welds on centrifugal charging 
pumps.Pumps of two interchangeable designs,w/& w/o welds, Investigation revealed 
that all six plant pumps have no weld.No further exams required. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/26. Document 
Control Branch (Document Control Desk). 2pp. 41123:305-41 123:306. 

8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL.W. Region 
1, Office of Director. 4pp, 41119:272-41119:275. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York. Inc. 108pp. 41142:332-41143:075. 

8706160645 Forwards Insp Repts 50-338/87-14 & 50-339/87-14 on 870511-15 & notice 
of violation. 

STOHR.J.P. Region 2, Office of Director. 87/05/28. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41349:270-41349:284. 

-8706160651 Notice of violation from insp on 870511-15. 

STOHR.v).P. Region 2, Office of Director. 87/05/28. 2pp. 41349:272-41349:273. 

-8706160660 Insp Repts 50-338/87-14 & 50-339/87-14 on 870511-15. Violation 
noted:failure to maintain radiation exposure records per instructions In Form NRC-5. 
REVSIN.B.K., HOSEY.C.M. Region 2. Office of Director. 87/05/26. 11pp. 41349:274- 
41349:284. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

870605021 1 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706250363 Forwards Insp Repts 50-338/87-08 & 50-339/87-08 on 87051 1-15.No vio- 
lations or deviations noted. 

COLLINS, D.M. Region 2, Office of Director. 87/06/16. Virginia Power (Virginia Electric 
& Power Co.). 2pp. 41475:191-41475:198. 

-8706250373 Insp Repts 50-338/87-08 & 50-339/87-08 on 87051 1-15.No violations 
noted.Major areas inspected:radiological environ monitoring, liquid & gaseous effluent 
monitoring & post- accident sampling. 

HARRIS, Id.. KAHLE.J.B. Region 2, Office of Director. 87/06/15. 5pp. 41475:194- 
41476:198. 

8706260102 Forwards Insp Repts 50-338/87-09 & 50-339/87-09 on 870518 & 20-22 & 
notice of violation. 

STOHR.J.P. Region 2, Office of Director. 87/06/17. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp- 41479:093-41479:100. 

—8706260104 Notice of violation from insp on 870518 & 20-21 . 

STOHR,J.P. Region 2, Office of Director. 87/06/17. 2pp. 41479:095-41479:096. 


-8706260109 Insp Repts 50-338/87-09 & 50-339/87-09 on 870518 & 20-21. Violations 
noted:failure to establish & maintain adequate matl control & accounting procedure & 
failure to conduct annual phusical inventory of all SNM. 

NINH.S.Q., MCALPINE.E.J. Region 2, Office of Director. 87/06/15. 4pp. 41479:097- 
41479:100. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300262 Forwards Insp Repts 50-338/87-17 & 50-339/87-17 on 870608-12.No vio- 
lations or deviations noted. 

COLLINS,D.M. Region 2, Office of Director. 87/06/24. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 41497:274-41497:284. 

-8706300275 Insp Repts 50-338/87-17 & 50-339/87-17 on 870608-1 2.No violations or 
deviations noted.Major areas inspected:plant chemistry. 

ROSS.W.J., HUGHEY.C.A., KAHLE,J.B. Region 2, Office of Director. 87/06/22. 9pp. 
41497:276-41497:284. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706230219 Monthly operating repts for May 1987.W/870615 ltr. 

GARNER, B., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/31. 
12pp. 41427:307-41427:318. 


S. Reportable occurrences, LERs & related correspondence 

8706240207 LER 87-004-00:on 870522, steam generator gross activity sun/eillance of 
Tech Spec 3.7.1. 4,scheduled for 870520, discovered not performed.Caused by per- 
sonnel error & inadequate procedures.Policy revised. W/87061 8 ltr. 

HARRELL, E.W. Virginia Power (Virginia Electric & Power Co.). 87/06/18. 3pp. 
41455:311-41455:313. 


V. Operator Examinations 

8706240176 Informs that revised start-up certification program reviewed & program 
meets intent of App F of NUREG-0094 & acceptable. Advises that revised 10CFR55 
& conforming amends published in FR on 870325 will no longer require accredited 
programs. 

PAfEL,C.P. Project Directorate 11-2. 87/06/18. STEWART.W.L. Virginia Power (Virgin- 
ia Electric & Power Co.). 4pp. 41448:357-41448:360. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8706160473 Rev 6 to Radiological Emergency Response Plan Implementing Procedure 
EP-291 (SO), “Fermi 2 On-Call Plant Supervisor: Emergency Notifications." 

* Detroit Edison Co. 87/06/09. 7pp. 41349:186-41349:192. 

8706260277 Advises that Rev 0 to EPA-99 series of procedures which now comprise 
radiological emergency response preparedness plan dtd 870407 & Rev 1 to EPA-99-D 
dtd 870504 consistent w/ provisions of 10CFR50.54(q) & acceptable. 

SHAFER.W.D. Region 3, Office of Director. 87/06/18. SYLVIA, B.R. Detroit Edison Co. 
2pp. 41479:212-41479:213. 


P. Operating license stage documents & correspondence 

8706080273 Forwards EGG-NTA-7574, “Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safety- Related Components:Fermi-2," final 
informal rept.Plant conforms to generic ltr on item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.}. ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/03/26, CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41211:024-41211:040. 

-8706080277 "Conformance to Generic Ltr 83-28.1tem 2.2.2 ■ Vendor Interface Pro- 
grams for All Other Safety-Related Components: Fermi-2," final informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG-NTA-7574. 87/03/31. NRC - No Detailed Affiliation 
Given. 16pp. 41211:025-41211:040. 

8706260240 Forwards final EGG-NTA-7205, “Conformance to Generic Ltr 83-28, Item 
2.2.1 - Equipment Classification for All Other Safety-Related Components, Enrico 
Fermi-2," informal rept. Plant conforms to generic ltr on item. 

ROBERTS. E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/05/01. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:224-41483:244. 

-8706260243 Final “Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classifi- 
cation for All Other Safety-Related Components, Enrico Fermi-2," informal rept. 
VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G. Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6002. EGG-NTA-7205. 87/04/30. NRC - No 
Detailed Affiliation Given. 20pp. 41483:225-41483:244. 

8706010104 Application for amend to License NPF-43, revising Tech Spec 3/4.8.2.1 re 
dc sources - operating to remove requirements no longer applicable to plant 
design.Fee paid. 

AGOSTI.F.E. Detroit Edison Co. 87/05/27. Document Control Branch (Document Con- 
trol Desk). 5pp. 41119:139-41119:147. 
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-6706010108 Proposed Tech Spec Table 4.8.2.1 changing dc sources - operating re re- 
.-i no 'cri26- applicable to plant design 

=c?scn Cg =7/05. 2t. 4pp. 41113 : 191^7 

8706050181,,CJnfi.ms8^1^Rlan,^l.;^P«^-^^ 

SYLVIA, B.R. Detroit 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3 0 & 4 0 
of STS on applicability of limiting conditions for operation & surveillance 

J.:; Director for Projects (Post 870411). 87/06/04. Alabama 
7f::z ^':y--::::23-4l349:036. 


8706100088 Partial response to FOIA •.:;v.,;.;is:.-Vg:: S j:c,4-Tcr{s r 
able in PDR.App T documents ent: & a so oj 
occoments Dariiaiiv a completely v. "'■■t'. :: .'esc---c-:.p ^ rc-_ 
GF.iMSLET.'S H. Division of Rules 6 iPrs: .-s 

MHB Tecbn.ical A.sscz:z:es. 9pp. 41244:180*41244:191. 


C.‘:'-y:r avail- 
‘r..-r:p U & V 


cr ;■>> 

-L'.r/FS.G.A. 


■8410230513 Submits status of reviews & outstanding 
activities.per H Denton 840924 memo. 

GRACE.J.N Division of QA, Safeguards & Insp P'cg's 
15. E':SENHJT,D.G. Division of Licensing ,=.'T-2; 


issues re near-term licensing 

>rrs ^830103-850212). 84/10/ 
■■■35- 2pp. 41244:264- 


41244:265. 


8706260107 SuppI 4 to “Fermi 2 Nuclear Power Plant, interim Startup Test Rept. W/ 
87061 9 ltr. 

AGOSTI,F.E. Detroit Edison Co. 87/06/10. 144pp. 41478:226-41479:009. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal histo'v .jh'C'KS.Svc ‘is* :^c' 

MIRAGLIA.FJ. Associate Director for Projects "-.dL". r.7.;-'r.> .v'C-: Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706220051 Forwards addl info re NRC assessment of licensee rneasures to mitigate 
&/or identify potential dearadation of Mark I drywells.W/four oversize drawings. 
AGOSTI,F.E. Derrcit Edison Co. 87/06/15. Document Control Branch (Document Con- 
trol Desk). 12pp. 41411:178-41411:272. 


-8706220278 “Vessel ’'■"s* 'rst''.:ct'o."s.Er'’cG F-s'T' Atomic Power Plant Unit 2." 

* CB! Services, Inc. ■/ C:'::::.CiO Eriice S rcr' Co.). 73/02/16. 80pp. 41411:190- 

41411:272. 


870S230486 Gor'chc i.t.- *0 sH coe^aling ''oense9«,CP holders & applicants for 

C'’s ro 'oir-x-:;':': .r li'c irar. '■.v’'T;G\h::lG o-:g rf :l • uncTS 
.V'.RAC. A:".... Ass: Old y.: I'l'-.-c- ;>• -'-oific-.s -csi * •:'^/06/19. Alabama 

Power Co. '76pp. 41582:001-41582:070. 

8706240054 Further response to appeal re denial of FOIA request for documents re 
Aocca' rt=''-3d. Documents previously withheld will continue to be withheld (ref 
-C A .Exv.:' r.: o" 

STZ1..0'/ O"'.';-'' of the Executive Director for Operations. 87/06/19. 

PUNTENNEY.J.E. Safe Energy Coalition of Michigan, 1p. 41450:107-41450:107. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants. List of plants w/simiiar design, already re- 
viewed & approved by NRC, end. 

ARTIGAS.R. Genera! Electric Co. 87106/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706010164 Forwards input for resident inspector rept for insp of facility on 870330- 
0401. insp conducted to determine technical reasons for four broken inner-external 
desure sp'irqs c"' vS!Vs.L‘ft of sequence of events also end. 

MEi^.SC.-vC" -,.E .V. Venoc- :.nspection Branch. 87/05/27. GREENMAN,E.G. Region 3, 
Office of Director. 9pp. 41130:059-41130:067. 

8706040127 Provides supplemental into demonstrating that concern identified in Open 
Item 85-026-05 (Insp Rept 50-341/85-26) re leakage reduction p''ogram,addressed & 
corrective actions imoiennented.Enc! procedure dc-veloped.Vv/o er.cl. 

AG0ST:,F.E. Dsiroi: Edison Cc. 57/05/29. Document Control Branch (Document Con- 
trol Desk). 2pp. 41176:331-41 176:332. 

87060M159 Fonvards response to three items of addl info re 870131 Rev 0 to Change 
2 to inservice insp/NDF Groc'a~ ci-ir. fc' o'art, cor N'"C "7C327 request. 
AGOSTl.F.E. Detroit E.iiaon Cc i; '.' 05/';'.. Cccur.c-'l C?':.'Gi Branch (Document Con- 
trol Desk). 8pp. ^|1ip:270-41 192:277. 


8706160397 Forwards Mgt Meeting Insp Rept 50-341/87-23 on 870609. Meeting held 
as result of findings identified in Insp Rept 50-341/87-16 re implementation of ij. 
censed operator requalification program. 

HEHUC.W. Region 3, Office of Director. 87/06/12. SYLVIA,B.R. Detroit Edison Co 
2pp. 41336:182-41336:196. 

-8706160401 Mgt Meeting Insp Rept 50-341/87-23 on 870609.Major areas 
inspected:corrective actions taken re potential violations identified in Licensed Opera- 
tor Requalification Program Insp Rept 50-341/87-16. 

PHILLIPS, M.P. Region 3, Office of Director. 87/06/12. 13pp. 41336:184-41336:196. 

8706170353 Responds to 870514 notice of violation & proposed imposition of civil pen- 
alty from Insp Repts 50-341/87-02,50-341/87-06 & 50-341 /87-08.Corrective 
actions:control & instrumentation surveillance procedures improvement program insti- 
tuted. 

SYLVIA, B.R. Detroit Edison Co. 87/06/12. Office of Enforcement (Post 870413), 
23pp. 41370:169-41370:191. 

8706240297 Forwards response to NRC 870522 ltr re violations noted in Insp Rept 50- 
341/87-14.Corrective actions:walkdown performed on 870331 & Design Calculation 
DC 4479A completed in Apr 1987 for walls not analyzed d-rng Doc 1986 wp'kdow- 
AGOSTl.F.E. Detroit Edison Co. 87/06/18. Document Ccn:rci c:i (DoGL.:v!-;;r!i C:.-. 
trol Desk). 6pp. 41455:023-41455:028. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Sve list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300173 Ack receipt of 870612 ltr remitting payment for civil penalty in amount of 
$100,000 proposed by NRC 870514 ltr & informing NRC of steps taken to correct vio- 
lations. 

LIEBERMAN,J. Office of Enforcement (Post 870413). 87/06/24. SILVIA, B.R. Detroit 
Edison Co. Ip. 41489:360-41489:360. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp, 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706170567 Revised pages to annual operating rept for 1986.W/870615 ltr. 
SYLVIA.B.R. Detroit Edison Co. 86/12/31. 4pp. 41386:178-41386:181. 

8706170586 Monthly operating rept for May 1987.W/870615 ltr. 

SHUKLA,G.S., LENART.R.S. Detroit Edison Co. 87/05/31. 4pp. 41387:001- 
41387:004. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regional ofes on events which occurred 
since 870512 meeting.Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41 128:012. 

8706020015 PNO-lll-87-075:on 870521, licensee shut unit down from 7% power to repair 
valve packing leak detected on 870520 in RWCU.Source of leak determined & valve 
opened & closed to stop leakage through packing. 

PELKE.P., GREENMAN.E. Region 3, Office of Director. 87/05/22. Ip. 41133:281- 
41133:281. 

8706030315 LER 85-051 -01 :on 850820.control ctr HVAC shifted to chlorine 
mode.Caused by radio frequency interference frem r3,iic used d-'ing sur-eillance 
testCertain areas designated as preferred Iccatio'i.s lor ‘rar'S'n.s3i:'''!.A.'B;’()5.22 ltr. 
SHUKLA,G-S., LENART.R.S. Detroit Edison Co. 87/05/22. 4pp. 41169:210- 

41169:213. 

8706020147 LER 87-01 4-00:on 870426, actuation of reactor protection sys occurred due 
to leakage through isolation valves.Caused by lack of procedural guidance. Procedure 
used for ANSI & ASME pressure testing will be revised.W/870526 itr. 

SHUKLA,G.S., LENART.R.S. Detroit Edison Co. 87/05/26. 4pp. 41135:118- 

41135:121. 

8706030008 LER 86-01 1-01 :on 870321, failure of MSIV actuator springs occurred due to 
spring embrittlement during mfg.Caused by inadequate heat treatment 
processing. Replacement of springs underway. W/870528 Itr. 

SHUKLA,G.S.. LENART.R.S. Detroit Edison Co. 87/05/28. 6pp. 41149:205- 

41149:210. 

8706160313 LER 87-01 6-00:on 870510, reactor protection sys actuated & ESFs chal- 
lenged due to transient in common ref leg.Caused by repairman attempt to crack 
open ref leg isolation valve. Valves to improve repairman control installed.W/870609 
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8706300004 LER 87-01 9-00;on 870523, standby gas treatment sys manual actuation 
pufi test incorrectly scheduled. Caused by personnel error.Program revised to reflect 
correct test frequency.W/870619 Itr. 

SHUKLA.G., LENART.R.S. Detroit Edison Co. 87/06/19. 5pp. 41494:048-41494:052. 


V. Operator Examinations 

8706110399 Forwards revised NRC ‘^ornr. 398.no'scna: qualifications statement-licensee 
& NRC Form 396, certification of mc::ii-;:a! exam r)\ facility licensee.Forms revised to 
reflect cha.nec.s tc 10CFR55 effective on 870526.W/O ends. 

■lEH' .C.\V. Rf.gir.ri 3. C'fice of Director. 87/06/03. Indiana & Michigan Electric Co. 
jpp. 4 '267:': 5" i 267' I 57. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation of 
operator licensing exam process within Region III. Presentations will incorporate Rev 4 
of NUREG- 0121. “Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 

8706160397 Forwards Mgt Meeting Insp Rept 50-341/87-23 on 870609. Meeting held 
as 'es'jlf fnri’ngs identified in Insp Rept 50-341/87-16 re implementation of li- 
cc.-'-sec CDdra'.jr 'e-cja liica'.io.n program. 

HEHL.C.W. Region 3. Office of Director. 87/06/12. SYLVIA, B.R. Detroit Edison Co. 
2pp. 41336:182-41336:196. 

-8706160401 Mgt Meeting Insp Rept 50-341/87-23 on 870609.Major areas 
inspected:corrective actions taken re potential violations identified in Licensed Opera- 
tor Requalification Program Insp Rept 50-341/87-16. 

PHILLIPS.M.P. Region 3, Office of Director. 87/06/12. 13pp. 41336:184-41336:196. 
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F. Security, medical, emergency & fire protection plans 


8706230314 Advises that 861118 Rev 14 to physical security plan consistent w/provi- 
sions of 10CFR59.54(p) & acceptable. 

MONTGOMERY, J.L Region 5, Office of Director. 87/06/16. LINDBLAD.W.J. Portland 
General Electric Co. 2pp. 41432:352-41432:353. 


P. Operating license stage documents & correspondence 


8706010097 Forwards list of all pressure isolation valves along w/ description of period- 
ic tests performed on valves & acceptance criteria for leakage.per Generic Ltr 87-06. 
COCKFIELD.D.W. Portland General Electric Co. 87/05/26, Document Control Branch 
(Document Control Desk). 2pp. 41119:178-41119:179. 

8706100401 Confirms 870527 telcon re 870605 mgt meeting in Region V to discuss 
outage issues & engineering Support corrective actions.Meeting agenda & notice of 
significant meeting end. 

KIRSCH.D.F. Region 5, Office of Director. 87/05/28. COCKFlELD,D.W. Portland Gen- 
eral Electric Co. 3pp. 41239:023-41239:026. 

“8706100406 Notice of 870605 significant mgt meeting in Region V to discuss outage 
issues & engineering support corrective actions. 

• Region 5, Office of Director. 87/05/28. Region 5, Office of Director. Ip. 41239:026- 
41239:026. 

8706040150 Ack receipt of 870514 request for summary of 870408 meeting between 
NRC & util re plant.Summary will be provided when issued. 

CHAN,T.L Project Directorate V. 87/06/01. PEARL, W.L NWT Corp. Ip. 41181:270- 
41181:272. 

“8706040153 Requests summary of 870408 meeting between NRC & util, per attached 
notice. 

PEARUW.L NWT Corp. 87/05/14. CHAN,T.L. NRC - No Detailed Affiliation Given. 
2pp. 41181:271-41181:272. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706230143 Informs of util plans for performing hydrostatic test of RCS & attached sys 
& necessity of entering Limiting Condition for Operation 3.0.3.Test will be performed at 
end of current refueling outage. 

COCKFIELD.D.W. Portland General Electric Co. 87/06/04. MARTIN, J.B. Region 5, 
Office of Director. 4pp. 41427:346-41427:349. 

8706120323 Notification of 870616 meeting w/util in Bethesda.MD to discuss results of 
analyses & insps re feedwater pipe restraint failure, accumulator fill line failure & main 
steam line thin wall issue. 

CHAN.T.L. Project Directorate V. 87/06/09. KNIGHTON, G.W. Project Directorate V. 
2pp. 41280:024-41280:025. 

8706170451 Forwards “Evaluation Rept of Main Steam Pipe Wall Thickness," describ- 
ing fatigue & finite element analyses performed on affected piping.per ASME Boiler & 
Pressure Vessel Code.Affednrl oid^'q will be reexamined in 1988. 

COCKFIELD.D.W P'orliana Gc-r’erai Eicci'i: Co. 87/06/11. Document Control Branch 
(Document Control Desk). 1p. 41380:305-41380:321. 

—8706170458 “Evaluation Rept of Trojan Nuclear Plant Main Steam Pipe Walt Thick- 

CHERN.C.Y.. BOSTROM.T.E. Bechtel Western Power Corp. 87/06/30. 16pp. 
41380:306-41380:321. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 


8706190202 Forwards description of three flow calculations performed & nozzle stress 
calculations for Accumulator A fill line tank nozzle & Bechtel “Evaluation Rept of 
Trojan Nuclear Plant Safety Injection Accumulator...." W/10 oversize drawings. 
COCKFIELD.D.W. Portland General Electric Co. 87/06/12. Document Control Branch 
(Document Control Desk). 6pp. 41397:023-41397:032. 

“8706190209 “Evaluation Rept of Trojan Nuclear Plant Safety Injection Accumulator Fill 
Line.” 

* Bechtel Western Power Corp. 87/06/30. 5pp. 41397:029-41397:032. 

8706240339 Forwards request for addi info re util 810717,820816.830712, 851231 & 
860213 submittals re NUREQ-0737,ltem II.D.1 corcorninq performance testing of 
relief & safety valves. Response requested w:n:ri -‘'.L cay;-' c:' I'.r receipt. 

CHAN.T.L. Project Directorate V. 87/06/17. COCKi" IE!. D.D.'A Portland General Elec- 
tric Co. 6pp. 41451:265-41451:270. 

8706240390 Responds to 860422 request for review of Tech Spec 4.6.1.l.a.1 re appli- 
cability to containment penetration test & vent valves.Section 4.6. 1.1. a. 1 directly appli- 
cable to valves. 

KNIGHTON.G.W. Project Directorate V. 87/06/17. KIRSCH.D.F. Region 5. Office of 
Director. Ip. 41456:314-41456:316. 

-8706120249 Comments on Tech Spec 4.6.1. 1.a.1 surveillance requirement re applica- 
bility to containment penetration test & vent valves per Region V 860422 
requestSurveillance of penetration test & valves should be once per every 31 days. 
CRAIG.J.W. Plant Systems Branch. 87/06/05. KNIGHTON.G.W. Project Directorate V. 
2pp. 41456:315-41456:316. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706240370 Summary of meeting w/util on 870408 in Bethsda.MD re technical issues 
related to util amend request for F* steam generator tube plugging criteria.Attendees 
list & meeting viewgraphs end. 

CHAN.T.L. Project Directorate V. 87/06/22. Project Directorate V. 10pp. 41440:158- 
41440:167. 

8706250441 Forwards application to amend License NPF-1, consisting of License 
Change Application 132, revising operability requirements for reactor trip breakers & 
surveillance requirements for manual reactor trip & breakers.Fee paid. 
COCKFIELD.D.W. Portland General Electric Co. 87/06/22. Document Control Branch 
(Document Control Desk). 2pp. 41473:280-41473:291. 

-8706250448 Application for amend to License NPF-1 .consisting of License Change 
Application 132, revising operability requirements for reactor trip breakers & surveil- 
lance requirements for manual reactor trip & breakers. 

COCKFIELD.D.W. Portland General Electric Co. 87/06/22. 4pp. 41473:282- 
41473:285. 

“8706250456 Proposed Tech Spec Table 3.3-1 .revising operability requirements for re- 
actor trip breakers & 4.3-1, revising surveillance requirements for manual reactor 
trip.reactor trip breakers & bypass breakers. 

* Portland General Electric Co. 87/06/22. 6pp. 41473:286-41473:291. 


Q. Inspection reports, IE Bulletins & correspondence 

8706050097 Forwards insp Rept 50-344/87-15 on 87041 5-24.Licensee failed to fully im- 
plement radiological controls as necessary. Enforcement actions re failure to imple- 
ment appropriate radiological controls to be addressed in separate Itr. 

SCARANO.R.A. Region 5, Office of Director. 87/05/08. COCKFIELD.D.W. Portland 
General Electric Co. 2pp. 41 1 91 :31 4-41 1 91 :333. 

-8706050103 Insp Rept 50-344/87-15 on 87041 5-24.Violations noted: failure to estab- 
lish & implement radiation protection procedures, failure to provide instructions to 
workers & failure to perform survey & maintain records. 

HOOKER.C.A., YUHAS.G.P. Region 5. Office of Director. 87/05/08. 18pp. 41191:316- 
41191:333. 

8706050088 Forwards Insp Rept 50-344/87-09 on 870330-0403 & notice of 
violation. Effectiveness of corporate QA group.QC & Trojan nuclear operations board 
limited in several areas. 

PATE.R.J. Region 5, Office of Director. 87/05/12. COCKFIELD.D.W. Portland General 
Electric Co. 3pp. 41191:292-41191:313. 

-8706050091 Notice of violation from insp on 870330-0403. 

PATE.R.J. Region 5, Office of Director. 87/05/12. 2pp. 41191:295-41191:296. 

—8706050094 Insp Rept 50-344/87-09 on 870330-0403. Violations noted: failure to 
comply w/procedural requirements for trending. 

CREWS.J.L, CORREIA.R.P., MELFI.J.F. Region 5, Office of Director. 87/05/12. 17pp. 
41191:297-41191:313. 

8706040059 Describes prompt actions taken to ensure that work performed in accord- 
ance w/NRC & util radiation protection requirements, per Insp Rept 50-344/ 87-08. New 
onsite radiation protection review committee will be implemented by 870701. 
COCKFIELD.D.W. Portland General Electric Co. 87/05/13. MARTIN.J.B. Region 5, 
Office of Director. 3pp. 41171:250-41171:252. 

8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1, Office of Director. 4pp. 41 1 19:272-41 1 19:275. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41 143:075. 

8706160113 Forwards Insp Rept 50-344/87-23 on 870521. No violations noted.lnsp in- 
volved review of responses to two open items ref in Insp Rept 50-344/86-40. 
WENSLAWSKl.F.A. Region 5, Office of Director. 87/05/28. COCKFIELD.D.W. Port- 
land General Electric Co. 2pp. 41318:253-41318:257. 
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-8706160122 Insp Rept 50-344/87-23 on 870521 .No noncompliances noted. Major 
areas inspected;review of responses to Open Items 86-40-01 & 86-40-02 ref in Insp 
Rept 50-344/86-40. 

HAMADA.G.H., YUHAS.G.P. Region 5. Office of Director. 87/05/28. 3pp. 41318:255- 
41318:257. 

8706100495 EN-87-043:on or about 870604, notice of violation & proposed imposition of 
$50,000 will be issued to utii.Action based on failure to establish & implement radi- 
ation protection procedures, train workers & perform radiation sun/evs 
FLACK.E., LIEBERMAN.J. Office of Enforcement -->051 673/. 13;. 87/06/01. Ip. 
41239:223-41239:223. 

8706240386 Forwards Insp Rept 50-344/87-14 on 870420-0501 .No violations noted. 
PATE.R.J. Region 5, Office of Director. 87/06/03. COCKFIELD.D.W. Portland General 
Electric Co. 2pp. 41455:050-41455:065. 

-8706240393 Insp Rept 50-344/87-14 on 870420-0501. No violations noted Major 
areas tnspected:!E bulletins.unresolved enforcement items, followup items & Part 21 
repts. 

MELFU.F., CLARK, C.A., RICHARDS, S.A. Region 5. Office of Director. 87/06/03. 
14pp. 41455:052-41455:065. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110290 Discusses insp on 870415-24 & forwards notice of violation & proposed 
imposition of civil penalty. Violations noted: failure to establish & implement radiation 
protection procedures, train workers & perform radiation surveys. 

MARTIN,J.B. Region 5, Office of Director. 87/06/04. COCKFlELD,D.W. Portland Gen- 
eral Electric Co. 3pp. 41268:153-41268:159. 

“8706110311 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000.Violation noted:on 87041 7, radiation protection technician entered upender 
trench w/o lower extremity personnel monitoring devices, 

MARTIN, J.B. Region 5. Office of Director. 87/06/04. 4pp. 41268:156-41268:159. 

8706240312 Forwards Insp Rept 50-344/87-11 on 870323-27.No violations noted. 
KIRSCH,D.F. Region 5, Office of Director. 87/06/09. COCKFIELD.D.W. Portland Gen- 
eral Electric Co. 2pp. 41449:054-41449:063. 

-8706240317 Insp Rept 50-344/87-11 on 870323-27.No violations noted. Major areas 
inspected:verification that equipment important to safety will not be damaged by flood- 
ing caused by rupture of non-Class I sys component or pipe. 

CORTLAND, P., SUH.G.Y., MENDONCA.M.M. Region 5, Office of Director. 87/06/09. 
8pp. 41449:056-41449:063. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706170448 Forwards listing of number & type of steam generator tubes plugged & rea- 
sons for plugging observed during inservice insp of B & C steam generator tubes 
during 1987 refueling outage, in accordance w/Tech Spec 4.4,5.5.a. 

COCKFIELD.D.W. Portland General Electric Co. 87/06/10. Document Control Branch 
(Document Control Desk). 2pp. 41385:059-41385:060. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E, Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

870605021 1 NRC info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170358 Responds to NRC 870512 Itr re violations noted in Insp Rept 50-344/87- 
09.Corrective actions:requirements to complete trend analysis data form after each 
audit deleted & improved method for data trending planned. 

COCKFIELD.D.W. Portland General Electric Co. 87/06/11. Document Control Branch 
(Document Control Desk). 6pp. 41370:163-41370:168. 

8706170413 Forwards Mgt Meeting Insp Rept 50-344/87-25 on 870605.Topics dis- 
cussed included util root cause analyses of several engineering problems & related 
operational safety concerns. Priority should be placed on concerns. W/o insp rept. 
KIRSCH.D.F. Region 5, Office of Director. 87/06/11. COCKFtELD,D.W. Portland Gen- 
eral Electric Co. 2pp. 41386:161-41386:162. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 670411). 87/06/22 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc 109dd 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706160426 Monthly operating rept for May 1987.W/870608 Itr. 

ULMER, F.J., OLMSTEAD.C.A. Portland General Electric Co. 87/05/31 7pd 
41335:221-41335:227. 

8706170214 Forwards NPDES rept & addi data for May 1987.Plant remained shutdown 
for entire month for annual refueling outage.Sewage plant effluent suspended solids & 
BOD limits exceeded many times due to increase in onsite temporary personnel 
HESS.R.J. Portland General Electric Co. 87/06/11. Oregon, State of. 3pp. 41371:116- 


-*8706170223 NPDES discharge monitoring rept for May 1987. 

HESS.R.J. Portland General Electric Co. 87/05/31. 10pp. 41371:119-41371:128. 


S. Reportable occurrences, LERs & related correspondence 

8706160150 LER 87-006-01 :on 870309, flood relief louvers not adequately designed to 
relieve sufficient quantity of water to prevent fbodinq of safotvz-related equipment due 
to circulating water line failure. Louver design rovi.sr>r-.V\ 'Q706C8 Itr. 

KERSHUL.B., OLMSTEAD.C.A. Portland General Electric Co. 87/06/08 6dd 

41318:274-41318:279. ‘ 

8706180194 LER 87-01 0-00;on 870511, power to 230-kV bus V-82 lost due to inadvert- 
ent actuation of bus differential relays.Caused by failure of meter & relaying techni- 
cians to bypass bus differential relays.Power restored. W/870610 Itr. 

KERSHUL.B., OLMSTEAD.C.A. Portland General Electric Co. 87/06/10 4dd 

41390:321-41390:324. ' 

8706170557 LER 87-01 3-00:on 870512 & 23, fill line ruptured at accumulator nozzle to 
pipe weld A.Caused by backflow induced vibration in fill line diaphragm valve.Ftll line & 
diaphragm valve replaced.W/87061 1 Itr. 

KERSHUL.B., OLMSTEAD.C.A. Portland General Electric Co. 87/06/11. Spo 

41386:185-41386:189. 

8706170367 LER 87-01 2-00:on 87051 3, control room boundary compromised due to re- 
moved duct panel.Caused by personnel error. Engineer counseled. W/87061 2 Itr. 
KERSHUL.B., OLMSTEAD.C.A. Portland General Electric Co. 87/06/12. 4pd 

41370:138-41370:141. 

8706230126 Forwards “Evaluation of Displacement at Main Feedwater Restraint SR4 in 
Trojan Nuclear Plant ’’ & “Trojan Nuclear Plant Evaluation of Main Feed Line Seismic 
Restraint Failure,” as result of failure during 1987 refueling outage. 

COCKFIELD.D.W. Portland General Electric Co. 87/06/12. Document Control Branch 
(Document Control Desk). 14pp. 41432:141-41432:164. 

-8706230338 “Evaluation of Displacement at Main Feedwater Restraint SR4 in Trojan 
Nuclear Plant.” 

* Bechtel Corp. 87/06/30. 3pp. 41432:155-41432:156. 

-8706230340 “Trojan Nuclear Plant Evaluation of Main Feed Line Seismic Restraint 
Failure." 

* Bechtel Corp. 87/06/11. 8pp. 41432:157-41432:164. 

8706230418 PNO-V-87-045:licensee discovered seperation between base plate grout & 
concrete on support SS-81 on main steam line B.On 87061 6, dynamic analysis reper- 
formed for main steam supports.Supports reinstalled w/proper design loads. 
PEREIRA.D., BARR.R, Region 5, Office of Director. 87/06/16. Ip. 41429:120- 
41429:120. 

8706230427 RO:on 870605, discovered Door 428 inoperable for greater than 7 
days, exceeding Limiting Condition for Operation 3.7.9. Cause unstated.Compensating 
measures fulfilled on 870605. Completion date for repair is 870801. 

OLMSTEAD.C.A. Portland General Electric Co. 87/06/17. Document Control Branch 
(Document Control Desk). Ip. 41434:085-41434:085. 

8706260375 LER 87-01 4-00:on 870523, during insp of centripetal charging pump 
A, corrosion of pump casing noted through stainless steel cladding.Caused by mfg 
deficiency. Pump A & B casings replaced. W/870622 Itr. 

KERSHUL.B., OLMSTEAD.C.A. Portland General Electric Co. 87/06/22. 3 dd. 
41482:123-41482:125. 


V. Operator Examinations 


8706010390 Forwards revised NRC Form 398.Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
ciudrg cd'jc. t-air/ng & oxnerience.Changes detailed in End 2. 

!^A‘: Fi.lT... Region 5. Olf ce of Director, 87/05/22. LAMB, I. Aerotest Operations, Inc, 
WII.SC\.\fV. /-..sjshnqfon St.ate Univ., Pullman, WA. POLLOCK, M. Reed College. Port- 
land. D=. 16pp. ■ 1 18: ■39-'; 11 18:154. 
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F. Security, medical, emergency & fire protection plans 

8706010156 Forwards Rev 8 to “Fire Hazard Analysis Rept.” Rev incorporates out- 
standing change notices distributed as of 87021 2, per change notice log.Change No- 
tices 103,105,106 & 107 will be incorporated as rev at later date. 

ShlELTOiN.D.C. Toledo Edison Co. 87/05/22. Document Control Branch (Document 
Control Desk). 1 p. 41 1 1 9:276-41 1 1 9:333. 

—8706010161 Rev 8 to “Fire Hazards Analysis Rept.Davis-Besse Nuclear Power Sta- 
tion.” 

MURTHA.M., YOUNG, LD. Toledo Edison Co. 87/05/07. 57pp. 41119:277-41119:333, 

8706030265 Discusses 870217-18 meetings w/NRC re request for addI info concerning 
fire protection.Slide presentation.list of attendees & documentation of util response to 
NRC questions encl.W/11 oversize drawings. 

SHELTON.D.C. Toledo Edison Co. 87/05/27. Document Control Branch (Document 
Control Desk). 196pp. 41168:017-41168:212. 

8706230204 Advises that Part 5 of End 2 to 870212 Itr, consisting of fire test repts, will 
be withheld from public disclosure, per 10CFR2.790.Repts considered proprietary by 
Brand Industrial Svcs.Inc. ' 

DE AGAZ!0,A,W. Project Directorate III-3. 87/06/17. SHELTON.D.C. Toledo Edison 
Co. 4pp. 41435:313-41435:316. 


G. Adjudicatory correspondence 


8706160062 Order.* Order extending time until 870622 for Commission to determine 
whether to review administrative judge 870415 decision affirming.prior to NRC 
approval, disposal of mixed water treatment waste by land burial. 

GHILK,S.J. Office of the Secretary of the Commission. #287 3705. 87/06/09. Office 
of the General Counsel. Ip. 41297:230-41297:230 
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8706190069 Response of intervenors to decision of Administrative Judges Hoyt & Klirie 
on 870415 to allow low level radwaste on Davis-Besse site.* Great Lakes area people 
should not be stuck w/amateur handling of radwastes.W/Certificate of Svc. 

WARNE C , AUSTIN, D.M. Consumers League of Ohio. GLEISSER.A. Save Our State 
From Radioactive Waste. #287 3751. 87/06/12. 60pp. 41387:027-41387:086. 


8706190090 Forwards reply to responses from NRC & B&W Owners Group. NRC re- 
sponse evidences no independent review of B&W claims. Commission urged to take 
personal jurisdiction of petition to ensure that latest commitment not fri^trated. 

WEISS, E.R. Union of Concerned Scientists. #287 3752. 87/06/12. ZECH.LW. Com- 
missioners. 2pp. 41389:133-41389:205. 


“8706190105 SuppI 4 to petition for immediate action to relieve undue risk posed by 
nuclear power plants designed by B&W.UCS reply to responses from NRC & B&W 
Owners Group.* Certificate of Svc end. ^ . 

WEISS, E.R. Union of Concerned Scientists. 87/06/12. Commissioners. 71pp. 
41389:135-41389:205. 


H. General correspondence 


8706190228 Advises of slight organization change at util.L Phillips appointed executive 
vice president at Toledo Edison. 

GINN.R.M. Centerior Energy. 87/05/29. DAVIS,A.B. Region 3, Office of Director. 4pp. 
41396:078-41396:081. 


8706120248 Informs of util organizational change in senior mgt structure effective 
870601 .P Smart assigned primary responsibility for regulatory affairs in support of 
Centerior Energy Corp.License amend expected by 870630. „ 

SHELTON,D.C. Toledo Edison Co. 87/06/05. Document Control Branch (Document 
Control Desk). Ip. 41274:140-41274:140. 


i. Financial information 


8706120042 Forwards Cleveland Electric Illuminating Co, Ohio Edison Co, Toledo Edison 
Co & Duquesne Light Co 1986 annual financial repts per 1 0CFR50.71 (b). 

CAREY, JJ. Duquesne Light Co. 87/06/04. Document Control Branch (Document 
Control Desk). Ip. 41274:310-41275:102. 

“8706120070 “Cleveland Electric Illuminating Co Annual Rept 1986.’’ 

* Cleveland Electric Illuminating Co. 86/12/31. 26pp. 41274:355-41275:021. 


“8706120086 “Toledo Edison Co Annual Rept 1986." 

• Toledo Edison Co. 86/12/31. 27pp. 41275:022-41275:048. 


J. insurance & indemnity information 

8706220448 Forwards Endorsements 61 & 48 to NELIA & MAELU Policies NF-236 & 

0’CONNOR.D.T Marsh & McLennan, Inc. 87/06/11. DINITZ,!. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 41411:320-41411:322. 


P. Operating license stage documents & correspondence 


8706080280 Forwards EGG-NTA-7585. “Technical Evaluation Rept for Review & Eva - 
uation of B&W Owners Group Design Reassessment Program re Oconee-1,2 & 3,TMI- 
1,ANO-2, Davis-Besse, Rancho Seco & Crystal River-3.’’ 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 87/03/04 CARRINGTONJ^. 
Office of Nuclear Reactor Regulation, Director (851125-870411). Ip. 41209:156- 
41209:187. 


8706010427 Forwards notice of significant licensee meeting on 870616 in Glen Ellyn,IL 
to discuss status of plant & mods.per 870520 discussion between G Honma & R De- 

NOiRELlUS,C.E. Region 3, Office of Director. 87/05/28. SHELTON, D. Toledo Edison 
Co. Ip. 41131:125-41131:126. 

“8706020130 Notification of significant licensee meeting on 870616 in Glen Ellyn, IL to 
discuss status of plant & mods. 

* Region 3, Office of Director. 87/05/28. Region 3. Office of Director. Ip. 41131:126- 
41131:126. 


8706090356 Forwards info addressing effects of mods to post-accident sampling sys on 

regulatory conformance, per NUREG-0737, Item 2. B. 3. . .r., 

SHELTON D C. Toledo Edison Co. 87/05/29. Document Control Branch (Document 
Control Desk). 12pp. 41222:305-41222:316. 

8706050064 Requests addl info re Item 2.2 (Part 2) of Generic Ltr 83-28.NUTAC/VETIP 
program acceptable when vendor interface not established.Util required to establish 
proqram for exchange of technical info w/vendors of key components. . 

DE AGAZIO,A.W. Project Directorate 111-1. 87/06/01. SHELTON, D.C. Toledo Edison 


8706090132 Informs that sys review & test program completed.Sys important for safe 
operation functionally adequate.Addl info will be utilized in assessing or confirming 
plant response to transient conditions. . « 

SHELTON DC. Toledo Edison Co. 87/06/01. Document Control Branch (Document 
Control Desk). 2pp. 41213:256-41213:257. 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 

MlfRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 


8706110417 Advises that based on review of GPU 850702 Rev 1 to TMl-1 Topic^ Rept 
017 “Natural Circulation Cooldown Analysis W/o Reactor Vessel Upper Head Void 
Formation,’’ rept applicable to Davis-Besse reactor vessel configuration & acceptable. 
SHELTON, D.C. Toledo Edison Co. 87/06/04. Document Control Branch (Document 
Control Desk). Ip. 41267:146-41267:146. 


8706240269 Advises that review of B&W designed nuclear power plants will not satis- 
factorily address safety issues associated w/ B&W design.Supports efforts to create 
independent safety review board. „ ^ rs ^ 

ASSELSTINE.J.K. Commissioners. 87/06/05. BUMPERS,D., PRYOR, D. Senate, Small 
Business. 3pp. 41454:093-41454:096. 


8706170219 Confirms 870615 mgt meeting at Region III ofc to discuss recent organiza- 
tional changes at Centerior Energy Corp & affect on plants operations, per 870604 dis- 
cussion. ^ . r- 

NORELIUS.C.E. Region 3, Office of Director. 87/06/10. GINN.R. Centerior Energy. 
2pp. 41375:021-41375:022. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 

A ^ nr\n.f\-TO /HOQO.iOrt 


8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirernents. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 

.(.•eoo.nrt'1 >nCQO.r\'7r> 


Q. Inspection reports, IE Bulletins & correspondence 


“8706080292 “Technical Evaluation Rept for Review & Evaluation of B&W Owners 
Group Design Reassessment Program re Oconee Units 1,2 &3,TMI-1 ,ANO-2, Davis- 
Besse, Rancho Seco & Crystal River Unit 3,’’ informal rept. • 

BEARD, J.T. EG&G Idaho. Inc. (subs, of EG&G, Inc.). EGG-NTA-7585. 87/03/31. pm- 
sion of Pressurized Water Reactor Licensing - B (851125-870411). 31pp. 41209:157- 
41209:187. 

8706080096 Forwards Rev 1 to EGG-NTA-7462, “Conformance to Item 4.5.2 of Generic 
Ltr 83-28:Arkansas Nuclear One-1, Crystal River 3,Davis-Besse-1...." Davis-Besse must 
provide confirmation addressed in plant-specific review. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6001. 87/03/12. 
CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41211:335-41211:356. 

“8706080138 Rev 1 to “Conformance to Item 4.5,2 of Generic Ltr 83-^: "/Vkansas 
Nuclear One-1 .Crystal River 3, Davis-Besse 1, Oconee 1,2 & 3, Rancho Seco,TMl-l & 
Washington Nuclear Plant 1." informal rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG;NTA-7462 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 21pp. 41211:336-41211:356. 

8706080088 Documents final status of items identified in author ltr (OBEN-46-86) as re- 
quiring addl evaluation &/or util action before items considered closed. Final status of 
confirmatory items & summary of sys review & test program ericl. , . r- 
OBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. 87/03/30. DEAGAZIO.A.W. PWR Project Directorate 
6. 14pp. 41212:084-41212:097. 


1706080227 Responds to NRC 870313 ltr re violations noted in Insp Rept 50-346/86- 
32 Corrective actions;personnel counseled on responsibility to review Tech Specs ac- 
tions & to adhere to procedures & environ compliance procedure written. 

SHELTON DC. Toledo Edison Co. 87/04/13. DAVIS,A.B. Region 3, Office of Director. 
10pp. 41218:009-41218:018. 

1706090238 Revises response to Violation 12 noted in Insp Rept 50-346/84-09.Station 
review board review of dispositioned nonconformances resulted in duplicate & unnec- 
essary review of repts dispositioned as “use-as-is" or “repair." 

SHELTON,D.C. Toledo Edison Co. 87/05/14. DAVIS, A.B. Region 3, Office of Director. 

n A A A i oorv.nno 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 

Operation.” Svc list end. * o 7 /nc/oT 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 


tieciricai inverters, ovu nsi enui. anna/nA 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc, 105pp. 41393:001-41393:105. 


8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 


sources. OVC list ern;i, ^ ....v o-r/rxe/^A 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706080014 Forwards EGG-NTA-7330, “Conformance to Generic Ltr 83-28, Item 2.2.1 
-- Equipment Classification for All Other Safety- Related Components:Davis-Besse, ’ 
final rept.Plant conforms to generic ltr item. r- t. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 

tional Engineering Laboratory. FIN D-6001. 87/04/14. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41211:136-41211:155, 


“8706080020 “Conformance to Generic Ltr 83-28, Item 2.2.1 -- Equipment Classification 
for All Other Safety-Related Components: Davis-Besse,” final informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7330. 87/04/30. NRC - No Detailed Affiliation 
Given. 19pp. 41211:137-41211:155. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 


uro oyiinoers. ovu iisi bhui. _ . „ in 

CUNNINGHAM, R.E. Division of Fuel Cycle. Medical, Academic & Comrriercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York. Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events. Svc list 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 
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8706300976 Forwards Insp Rept 50-346/87-15 on 870529 re incident involving shift su- 
pervisor sleeping on duty.No violations noted.Notification requested if internal investi- 
gation rept re event will take more than 30 days from Itr date. 

NORELIUS.C.E. Region 3. Office of Director. 87/06/19. SHELTON, D. Toledo Edison 
Co. 2pp. ^1f:C2v5''-11 = 02.26-; 

-8706300988 Insp Rept 50-346/87-15 on 870529. Inspectors concluded that shift super- 
visor was dozing or sleeping at desk on 870524. Event isolated & caused by exces- 
sive use of overtime & supervisor use of medicine to control asthma. 
GULDEMOND.W.G. Region 3, Office of Director. 87/06/19. 6pp. 41502:259- 
41502:264. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706170216 Rev 3 to Enerc'rry Pla". l-rDlementing Procedure FNP-O-EIP-1, “Duties of 
Individual Who Ci5c:2v-o's f:'--:;.-;;:;- Condition.” Revised “On Call” schedule to be 
filed w/FNP-O-EIP-o also c:'.::'./’ Itr. 

HUDSPETH,J.B. Alabama Power Co. 87/06/11. 15pp. 41373:346-41373:360. 


P. Operating license stage documents & correspondence 

8706030377 Forwards Rev 0 to FNP-1-M-042, “Second 10-Yr Pump & Valve Inservice 
Testing Program," per 10CFR50 55(g)fii!) & f5). Undated program meets requirements 
of ASME Code, Section XI, 1983 rd:l:or. ;r.rc!..'jr. Summer 1983 Addenda.Fee paid. 
MCDONALD, R.P. Alabama Fow::: Co QT'. Cc 2V. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41150:129-41151:070. 

-8706030381 Rev 0 to FNP-1-M-042, "Second 10-Yr Pump & Valve Inservice Testing 
Program." 

• Alabama Power Co. 87/05/27. 300pp. 41150:131-41151:070. 

8706090169 Resubmits application for amends to Licenses NPF-2 & NPF-8, increasing 
steam generator tube plugging limit to 10% & increasing FQ coeficient to 2.32 for 
greater than 50% & 4.64 for less than or equal to 50% rated thermal power. 
MCDONALD,R.P. Alabama Power Co. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41222:140-41222:188. 


8706170549 Wastewater rept for May 1987 for facility. 

MCCLOSKEY,P.J. Toledo Edison Co. 87/05/31. 7pp. 41386:197-41386:203. 

8706180018 Monthly operating rept for May 1987.W/870612 Itr. 

KHAZRALM., STORZ,LF. Toledo Edison Co. 87/05/31. DENTON, H. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 12pp. 41391:127-41391:138. 


S. Reportable occurrences, LERs & related correspondence 

8706010206 LER 86-043-01 :on 861 222, reactor tripped due to feedwater isolation & sub- 
sequent overcooling.Caused when personnel removed component which caused loss 
of control signal to feedwater valves.lnstructions issued.W/870526 Itr. 

MILLER,J.J.. STORZ.LF. Toledo Edison Co. 87/05/26. 5pp. 41130:001-41130:005. 


—8706090182 Proposed Tech Specs,increasing steam generator tube plugging limit to 
10% & incresing FQ coefficient to 2.32 for greater than 50% & to 4.64 for less than 
or equal to 50% rated thermal power. 

* Alabama Power Co. 87/06/02. 11pp. 41222:144-41222:154. 

“8706090191 “Demonstration of Conformance of JM Farley Units 1 & 2 to App K & 
10CFR50.46 for Large Break LOCA.” 

* Westinghouse Electric Corp. 87/02/28. 34pp. 41222:155-41222:188. 

8706090039 Generic Ltr 87-09 to ail LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 


8706010415 PNO-lll-87-078:on 870524, security guard observed shift supervisor to be 
asleep.Licensee investigation initiated. Special insp team dispatched to review matter. 
DEFAYETTE,R., GULDEMOND,W. Region 3, Office of Director. 87/05/28. Ip. 
41130:161-41130:161. 

8706050283 LER 87-005-0T.on 870225, failure to maintain continuous fire watches 
posted at various locations due to allegations re fire watch contractor.Caused by lack 
of close supervision of watch activities.Contractor svcs terminated.W/870601 Itr. 
YOUNG.L, STORZ,LF. Toledo Edison Co. 87/06/01. 6pp. 41205:092-41205:097. 

8706110320 PNO-lll-87-078A:on 870529, NRC insp determined that shifts supervisor ob- 
served dozing on 870524.Licensee appears to have violated NRC shift & overtime 
policies.AddI senior reactor operators assigned on shift to eliminate overtime. 
DEFAYETTE,R.. GULDEMOND.W. Region 3. Office of Director. 87/06/05. Ip. 
41260:109-41260:109. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398.pe'-sonal qualifications statement-licensee 
& NRC Form 396, certification of r-icica: ex^-" r.y facility licensee. Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL.C.W. PeQinn 3 Off'oe of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 4*267::55-4l2£7:l57. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region 1 1 1. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706020144 Advises that util takes exception to any item listed on 870403 draft Rev 3 
to IE Insp Procedure 824^2. “Emergency Resoonse Faclitios Appraisal,” that requires 
plant-specific data input to emorgoncy cpcrations la;: :itv. 

MCDONALD, R.P. Alabama Poif/or Co. 3"’.'05.'21. CccLmont Control Branch (Docu- 
ment Control Desk). 2pp. 41134:135-41134:136. 

8706020190 Forwards “Exercise Rept of 861203 Full Participation Joint Exercise of Off- 
site Radiological Emergency Preparedness Plans for Farley Nuclear Power Plant." 
Based on results of exercise,FEMA approval granted on 810311 remains in effect. 
KRIMM.R.W. Federal Emergency Management Agency. 87/05/22. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41134:326-41135:016. • 

-8706020200 “Exercise Rept of 861203 Full Participation Joint Exercise of Offsite Radi- 
ological Emergency Preparedness Plans for Farley Nuclear Power Plant." 

* Federal Emergency Management Agency, 87/02/25. 61pp. 41134:327-41135:016. 

8706090335 Revised emergency plan implementing procedures,including Rev 10 to 
FNP-O-EIP-1 1 "Handling of Injured Personnel" & Rev 17 to FNP-O-EIP-16 “Emergen- 
cy Equipment & Supplies.” W/870530 ltr. 

WOOLAND,J.D., HUDSPETH, J.B. Alabama Power Co. 87/05/30. 65pp. 41235:008- 
41235:104. ^ 

8706100080 Summary of 870505 meeting w/util re planned safeguards mods at facility. 
REEVES,E.A. Project Directorate il-1. 87/06/02. Project Directorate 11-1. 3pp. 
41248:061-41248:063. 

8706110073 Rev 7 to Emergency Plan Implementing Procedure FNP-O-EIP-1 8, "Site 
Area Emergency" & Rev 21 to Emergency Plan Implementing Procedure FNP-O-EiP- 
26, Offsite Notification.” W/870603 itr. 

HUDSPETH, J.B. Alabama Power Co. 87/06/03. 40pp. 41259:238-41259:277. 


8706150071 Responds to 870313 request for addi info on Generic Ltr 87-06 re periodic 
verification of leak tight integrity of pressure isolation valves.Unit 1 Tech Specs re- 
vised to include list of valves appearing in Unit 2 Tech Specs. 

MCDONALD, R.P. Alabama Power Co. 87/06/05. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41291:198-41291:201. 

8706150075 Forwards proposed schedules for completion of licensing items.including 
listing of license amend requests & other NRC-related submittals.Fourteen license 
amends/exemption or relief ’•equests nrantori by NRC during 1986. 

MCDONALD,R.P. Alabama Power Cz. 8t.'C 5 0:' Document Control Branch (Docu- 
ment Control Desk). 7pp. 41291:191-41291:197. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706190326 Notification of 870612 meeting w/util in Bethesda,MD to discuss use of 
policy statement for Tech Spec improvements on plant-specific basis. 

REEVES, E.A. Project Directorate 11-2. 87/06/12. MURLEY,T., SNIEZEK.J., 

MIRAGLIA,F. NRC - No Detailed Affiliation Given. 3pp. 41407:033-41407:035. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250405 Advises of offical work hours for all NRC headquarter employees, effective 
870621. 

ADENSAM,E.G. Project Directorate 11-1. 87/06/22. MCDONALD, R.P. Alabama Power 
Co. 2pp. 41467:209-41467:210. 

8706300716 Forwards Amend 71 to License NPF-2 & safety evaluation. Amend revises 
Tech Spec Figures 3.4-2 & 3.4-3 to reflect heatup & cooldown limitations based on 
results of analysis of reactor vessel matl radiation surveillance program. 

REEVES, E.A. Project Directorate 11-1. 87/06/23. MCDONALD,R.P. Alabama Power 
Co. 3pp. 41515:025-41515:061. 

“8706300731 Amend 71 to License NPF-2, revising Tech Spec Figures 3.4-2 & 3.4-3 to 
reflect heatup & cooldown limitations based on results of analysis of reactor vessel 
matl sun/eillance program. 

ADENSAM,E.G. Project Directorate 11-1. 87/06/23. 29pp. 41515:028-41515:056. 

—8706300744 Safety evaluation supporting Amend 71 to License NPF-2. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/23. Sop 
41515:057-41515:061. 


Q. Inspection reports, IE Bulletins & correspondence 


8706020144 Advises that util takes exception to any item listed on 870403 draft Rev 3 
to IE Insp Procedure 82412, “Emergency Response Facilities Appraisal,” that requires 
plant-specific data input to emergency operations facility. 

MCDONALD.R.P. Alabama Power Co. 87/05/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41134:135-41134:136. 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 


8706030351 Forwards Rev 0 to FNP-1-M-043, “Second 10-Yr Inservice Insp Program 
for Class 1,2 & 3 Components," per 10CFR50.55a(g)(4) & (5),Requests that relief be 
granted by 871201 for preparation of eighth refueling outage.Fee paid. 

MCDONALD,R,P. Alabama Power Co. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41149:217-41150:128. 
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-8706030367 Rev 0 to FNP-1-M-043, "Second 10-Yr Inservice Insp Program for Class 
1.2 & 3 Components." 

* Alabama Power Co. 87/05/27. 270pp. 41149:219-41150:128. 

8706100314 Forwards Insp Repts 50-348/87-12 & 50-364/87-12 on 870519-21.No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Office of Director. 87/06/02, MCDONALD.R.P. Alabama 
Power Co. 2pp. 41241:158-41241:168. 

-8706100322 InSp Repts 50-348/87-12 & 50-364/87-12 on 87051 9-21 .No violations or 
deviations noted. Major areas inspected:review of corrective actions for previous insp 
findings in areas of control of measuring & test equipment & operator training. 
LONG.A.R., SHYMLOCK.M.B. Region 2, Office of Director. 87/05/29. 9pp. 
41241:160-41241:168. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110111 Forwards Insp Repts 50-348/87-09 & 50-364/8709 on 870406-10. No vio- 
lations or deviations noted. 

HERDT,A.R. Region 2, Office of Director. 87/06/04. MCDONALD.R.P. Alabama 
Power Co. 2pp. 41264:342-41264:357. 

-8706110135 Insp Repts 50-348/87-09 & 50-364/87-09 on 870406-1 0.No violations or 
deviations noted.Major areas inspected:pump & valve inservice testing program 
review, procedures review, observation of work activities & data review. 
HALLSTROM.G.A., BLAKE.J.J. Region 2. Office of Director. 87/05/27. 14pp. 
41264:344-41264:357. 

8706170284 Forwards Insp Repts 50-348/87-10 & 50-364/87-10 on 870411-0518 & 
notice of violation. 

REYES.LA. Region 2, Office of Director. 87/06/05. MCDONALD.R.P. Alabama Power 
Co. 2pp. 41371:085-41371:094. 

-8706170297 Notice of violation from insp on 870411-0518, 

REYES.LA. Region 2, Office of Director. 87/06/04. Ip. 41371:087-41371:087. 

-8706170316 Insp Repts 50-348/87-10 & 50-364/87-10 on 870411-0518. Violations 
noted:failure to follow Administrative Procedure AP-16, "Conduct of 
Operatic ns, Operations Group," Section 3.1.13.5 re attending Unit 1 control board. 
BRADFORD.W.H., DANCE.H.C. Region 2. Office of Director. 87/06/03. 7pp. 
41371:088-41371:094. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co, of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E, Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706230131 Fonwards errata to "Semiannual Radioactive Effluent Release Rept for Jul- 
Dec 1986,” correcting direct radiation results from sectors at site boundaries. Values 
originally reported were higher than actual due to incorrect dose factors. 
MCDONALD.R.P. Alabama Power Co. 87/06/12, Document Control Branch (Docu- 
ment Control Desk). Ip. 41431:246-41431:247. 

“8706230138 Errata to "Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1986,” correcting direct radiation results from sectors at the site boundaries. 

* Alabama Power Co. 86/12/31. Ip. 41431:247-41431:247. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regional ofcs on events which occurred 
since 870512 meeting. Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/06/21. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 

8706110148 LER 87-008-00;on 870504, fire watch discovered not posted as required by 
Tech Spec 3.7.11.2 & fire door left w/o being properly closed.Caused by personnel 
error.Door closed immediately. Warehouseman counseled.W/870603 Itr. 

WOODWARD, J.D., MCDONALD.R.P. Alabama Power Co. 87/06/03. 4pp. 41264:328- 
41264:331. 

8706150170 LER 87-009-00:on 87051 0, during performance of svc water (SW) flowpath 
verification, RHR pump IB room cooler SW isolation valves found closed.Caused by 
personnel not ensuring that valves repositioned.Personnel counseled. W/870609 Itr. 
WOODARD, J.D., MCDONALD.R.P. Alabama Power Co. 87/06/09. 4pp. 41298:103- 
41298:106, 


8706170131 LER 87-010-00:on 870514,w/unit operating at 100% reactor power, reactor 
tripped due to steam flow greater than feedwater flow coincident w/low steam gener- 
ator level.Caused by personnel error.tndividual counseled.W/870612 Itr. 

WOODARD, J.D.. MCDONALD.R.P. Alabama Power Co. 87/06/12. 4pp. 41370:240- 
41370:243. 


V. Operator Examinations 


8706090258 Confirms arrangements for written & operating exams on 870824 & operat- 
ing exams on 870825-28. Ref matls from end list requested by 870624 in order to 
meet scheduled exam dates. 

JULIAN, C.A. Region 2. Office of Director. 87/06/01. MCDONALD.R.P. Alabama 
Power Co. 6pp. 41222:243-41222:248. 

8706100314 Forwards Insp Repts 50-348/87-12 & 50-364/87-12 on 87051 9-21. No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Office of Director. 87/06/02. MCDONALD.R.P. Alabama 
Power Co. 2pp. 41241:158-41241:168. 

“8706100322 Insp Repts 50-348/87-12 & 50-364/87-12 on 870519-21 .No violations or 
deviations noted.Major areas inspected'.review of corrective actions for previous insp 
findings in areas of control of measuring & test equipment & operator training. 
LONG.A.R., SHYMLOCK.M.B. Region 2. Office of Director. 87/05/29. 9pp. 
41241:160-41241:168. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8706020199 Forwards correspondence & documents re emergency planning among 
applicant.NRC, Commonwealth of PA & other responsible govt agencies, per ASLB 
820601 order.W/o ends.Retated correspondence, 

CULLEN.E.J. Philadelphia Electric Co. #287 3609. 87/05/26. MULLIGAN, M. Limerick 
Ecology Action. 2pp. 41144:063-41144:064. 

8706120001 Forwards Safeguards Insp Rept 50-352/86-25 on 861010-25, 1222-25 & 
870213-0318 & notice of violation. 

GALLO.R.M. Region 1. Office of Director. 87/06/02. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp. 41270:326-41270:337. 

“8706120002 Notice of violation from insp on 861010-25. 

* Region 1, Office of Director. 87/06/02. ip. 41270:328-41270:328. 

“8706120004 Partially withheld Insp Rept 50-352/86-25 on 861010-25,1222- 25 & 
870213-0318 (ref 10CFR2.790), Violation noted:unmarked safeguards info in physical 
security procedure. 

LINV1LLE.J.C. Region 1, Office of Director. 87/05/26. 9pp, 41270:329-41270:337. 

8706120092 Forwards SALP Rept 50-352/86-99 for Feb 1986 - Jan 1987. Meeting will 
be scheduled to discuss assessment & util plans to ensure improved or continued em- 
phasis on activities having positive effect on performance. 

RUSSELL.W.T. Region 1, Office of Director. 87/06/06. GALLAGHER, J.W, Philadel- 
phia Electric Co. 2pp. 41272:030-41272:093. 

“8706120105 SALP Rept 50-352/86-99 for Feb 1986 - Jan 1987.Meeting will be sched- 
uled to discuss assessment & util plans to ensure improved or continued emphasis on 
activities having positive effect on performance. 

* Region 1. Office of Director. 87/06/05. 62pp. 41272:032-41272:093. 

8706300037 Forwards public version of revised emergency plan implementing 
procedures, consisting of Rev 4 to App 1 to EP-102, "Form 1:Unusual Event Notifica- 
tion Message" & Rev 9 to EP-276, "Fire & Damage Team...." Related correspond- 
ence. 

COONEY, M.J. Philadelphia Electric Co. #287 3839. 87/06/10. Document Control 
Branch (Document Control Desk). 4pp. 41490:316-41490:334. 

“8706300051 Public version of revised emergency plan implementing 
procedures, consisting of Rev 4 to App 1 to EP-102, “Form 1: Unusual Event Notifica- 
tion Message" & Rev 9 to EP-276. "Fire & Damage Team Phone List.” Related corre- 
spondence. 

* Philadelphia Electric Co. 87/04/30. 15pp. 41490:320-41490:334. 

8706300231 Rev 9 to Emergency Plan Implementing Procedure EP-243, “Sample Prep- 
aration & Handling of Highly Radioactive Gas Samples." W/870622 Itr & Rev 78 to 
emergency plan procedure index. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/06/22. 13pp. 41494:123-41494:135. 

8706300542 Requests unescorted access to protected & vital areas for RJ Clark.Util 
should provide Clark w/training necessary for access & upon completion of 
training, grant access. 

BUTLER.W.R. Project Directorate I-2. 87/06/24. BAUER, E.G. Philadelphia Electric Co. 
4pp. 41490:001-41490:004. 


G. Adjudicatory correspondence 

8706080220 Advises of intent to comply w/Tech Spec Section 4.7.4.e, "Functional 
Tests" re selection of sample plan meeting snubber surveillance requirements prior to 
first refueling shutdown.Sample Plan 3 selected.Related correspondence. 

COONEY, M.J. Philadelphia Electric Co. #287 3455. 87/05/01. RUSSELL.W.T. Region 
1. Office of Director. 2pp. 41211:006-41211:007. 

8706020104 Licensee answer in opposition to request for hearing & leave to intervene 
by air & water pollution patrol.* Supporting info encl.Certificate of Svc & notices of 
appearance end. 

CONNER.T.B. Philadelphia Electric Co. CONNER.T.B. Conner & Wetterhahn. #287 
3582. 87/05/20, Atomic Safety and Licensing Board Panel. 37pp. 41124:240- 
41124:276. 



162 DOCKETED ITEMS 


8706020100 Discusses ASLB 870519 order stating that author 870507 Itr constitutes re- 
sponses to Anthony 860825 & Romano 860904 petitions.Answer to Romano petition 
filed prior to order receipt.Answer to Anthony will be filed on 870522. W/o end. 
CONNER T B. Philadelphia Electric Co. CONNERJ.B. Conner & Wetterhahn. #287 
3562. 87/05/21. WOLFE, S.J., COLE.R.F., MORRIS, P.A. Atomic Safety and Licensing 
Board Panel. 2pp. 41129:081-41129:082. 


8706300158 Forwards final EGG-NTA-7599, “Conformance To Generic Ltr 83-28,ltem 
2.2.2-Vendor Interface Programs for All Other Safety-Related ComponentsrLimerick 1 
& 2," informal rept. Plant conforms w/generic Itr on item,w/stated exception. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/27. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41490:271-41490:288. 


8706020072 Licensee answer in opposition to petition by R'. -‘.nthcnv l-c-avs to inter- 
vene and for hearing.* Petition deficient under rules for of Svc 

end. 

WETTERHAHN, M.J. Philadelphia Electric Co. WETTERHAHN.M.J. Conner & Wetter- 
hahn. #287 3563. 87/05/22. Atomic Safety and Licensing Board Panel. 6pp. 
41129:149-41129:154. 

8706020090 Order (rescinding order of 870519 & replacing order).* Licensee filing as 
soon as possible of answer addressing Argument 11 w/ respect to Anthony petition 
suggested. Served on 870526. 

WOLFE,S.J. Atomic Safety and Licensing Board Panel. #287 3581. 87/05/22. Phila- 
delphia Electric Co. 2pp. -l 125:003-41 125:C04. 


8706030240 Order.* Time Commission may act to review ALAB-863,dtd 87041 7, ex- 
tended until 87061 9. Served on 870601. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3634. 87/06/01. Com- 
missioners. 1p. 41138:359-41138:359. 

8706090108 informs that on 87071 5, PEMA will chair public meeting, federally mandated 
under 44CFR350 re radiological emergency response plans developed for 
plant.Certificate of Svc end. ^ 

HIPPERT.R.J. Pennsylvania, Commonwealth of. #287 3662. 87/06/01. HOYT.H.F., 
HARBOUR, J., COLE,R.F. Atomic Safety and Licensing Board Panel. 3pp. 41207:330- 
41207:332. 

8706160079 Response opposing util request for legal loopholes to prevent groups w/ 
long-term commitment to insure licensee does better iob r:b‘d''‘q 'u'-ns 'e public safety. 
ROMANO.F.R. Air and Water Pollution Patrol. #287 3/26 r," 0.2. Atomic Safety 
and Licensing Board Panel. 6pp. 41296:314-41296:319. 

8706190198 Intervenor RL Anthony response to ASLB order of 870522.* Licensee posi- 
tion mistaken both in relation to correctness of petition to intervene & as to intent of 
citizen participation specified in NEPA & AEA.Served on 870616. 

ANTHONY, R.L Anthony, R.L #287 3747. 87/06/08. Atomic Safety and Licensing 
Board Panel. Ip. 41388:330-41388:330. 

8706250036 Notice of appearance.* RM Weisman enters appearance re 
plant.Certificate of Svc end. 

WEISMAN.R.M. Office of the General Counsel. #287 3789. 87/06/11. 3pp. 
41448:155-41448:157. 

8706250074 Discusses ASLAB decision in TMl proceeding re licensee s'.gu'^-O''! *hat Ai- 
& Water Pollution Patrol requests for hearing & leave to intervene r/a: d r'.artic:pa:”. 
cc^sultm.:! another assumes risk that advice erroneous. 

CONNF-',”=. P*' la;;-:- r,n Electric Co. CONNER,T.B. Conner & Wetterhahn. #287 
3812. 87/06/16. WOLFE.S.J., MORRIS,P.A., COLE.R.F. Atomic Safety and Licensing 
Board Panel. 9pp. 41448:089-41448:097. 

8706250103 NRC Staff response to licensee answer in opposition to request for hearing 
& leave to intervene by Air & Water Pollution Patrol.* Board should reject licensee first 
aroument & Anthcnv request for hOc'’'': '.V'Co'li-icf-o Svc. 

WEISMAN, R.M. Office of the Ge"-:-^! ■•28' 3827. 87/06/16. Atomic Safety 

and Licensing Board Panel. 16pp. 41447:317-41447:332. 

8706300529 Memorandum & Order.* Argument I in licensee 870520 & 22 answers op- 
posing RL Anthony & Air & Water Pollution Patrol petitions for leave to intenrene re 
8603*9 anp^CeiiT-: fc' amend to License NPF-39 rejected. Served on 870623. 

VVC..rF. C;.1! i- MORRIS, P.A. Atomic Safety and Licensing Board Panel. 
#287 3864. 87/06/22. Philadelphia Electric Co. ANTHONY, R.L. Anthony, R.L 
ROMANO.F.R. Air and Water Pollution Patrol. 8pp. 41495:247-41495:254. 

8706300481 Forwards brief in response to whether Secretary abused discretion by ac- 
tions in proceeding.Copies erroneously sent to members of ASLB chaired by Hoyt. 
WEISMAN. R. Office of the General Counsel. #287 3865. 87/06/23. WOLFE.S.J., 
MORRIS.P.A., COLE.R.F. Atomic Safety and Licensing Board Panel, ip. 41495:305- 
41495:320. 

“8706300510 NRC staff response to licensee answer in opposition to request for hear- 
ing & leave to inten/ene by Air & Water Pollution Patrol.* ASLB should reject licensee 
first argument & Anthony request for hearing.W/Certificate of Svc. 

WEISMAN, R.M. Office of the General Counsel. 87/06/16. Atomic Safety and Licens- 
ing Board Panel. 15pp. 41495:306-41495:320. 

8706300476 Order (supplementing order of 870622).* Order directing that petitioners 
shall have 10 days to respond to new staff arguments not presented in 870520-22 
answers.Served on 870626. 

WOLFE.S.J., COLE.R.F., MORRIS, P.A. Atomic Safety and Licensing Board Panel. 
#287 3890. 87/06/25. Office of the General Counsel. ANTHONY Anthony, R.L, 2pp. 
41495:161-41495:162. 


“8706300177 “Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface Programs 
for All Other Safety-Related Components: Limerick 1 & 2,” final informal rept. 
UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7599. 87/05/31. NRC - No Detailed Affiliation 
Given. 17pp. 41490:272-41490:288. 

8706110076 Forwards Amend 5 to License NPF-39 & safety evaluation.Amend changes 
Tech Spec 4.7.2.e.3 to increase control room air flow rate to maintain internal positive 
oressu'c during radiation isolation mode of operation. 

V.AR'iN.R F. Froiecl Directorate 1-2. 87/06/02. BAUER, E.G. Philadelphia Electric Co. 
5pp. 41260:321-41260:334. 

“8706110089 Amend 5 to License NPF-39,changing Tech Specs to allow increased 
control room (CR) air flow rate to maintain CR internal positive pressure during radi- 
ation isolation mode of operation of CR habitability sys. 

BUTLER.W.R. Project Directorate 1-2. 87/06/02. 5pp. 41260:326-41260:330. 

“8706110093 Safety evaluation supporting Amend 5 to License NPF-39. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/02. 4pp, 
41260:331-41260:334. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706250255 Forwards table listing pressure isolation valves,per Generic Ltr 87- 
06.Valves subj to ASME Section XI leak testing once per 1 8 months w/acceptance 
criteria of 1 gpm & test pressure of 950 -i- or - 1 0 psig. 

GALLAGHER,J.W. Philadelphia Electric Co. 87/06/18. BUTLER,W. Project Directorate 
1-2. 3pp. 41474:150-41474:152. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

M1RAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design,atready re- 
viewed & approved by NRC,encl. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI,A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 


8706080276 Forwards Safety Insp Rept 50-352-87-1 1 on 870522. No violations noted. 
JOHNSTON, W.V. Region 1, Office of Director. 87/05/22. KEMPER,J.S. Philadelphia 
Electric Co. 2pp. 41214:093-41214:101. 

“8706090205 Insp Rept 50-352/87-11 on 870504.No violations noted. Major areas 
inspected:licensee action on previous findings, preparation for refueling. train rg,QA/ 
QC & engineering interfaces & independent verification. 

EVANS.M., FLOREK.D. Region 1, Office of Director. 87/05/22. 7pp. 41214:095- 
41214:101. 

8706250058 Forwards Requalification Program Evaluation Rept 50-352/87-07OL for 
870309-25. Requalification training program found to be marginal. Proposed corrective 
actions & schedule for resolving deficiencies required within 30 days. 

GALLO, R.M. Region 1, Office of Director. 87/05/22. GALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 41475:015-41475:021. 

“8706250071 Requalification Program Evaluation Rept 50-352/87-07OL for 870309- 
25.No violations noted.Deficiencies noted:senior reactor opertors not trained to reen- 
ter emergency operating procedures following reentry conditions. 

LANGE,D.J., KELLER, R.M., COLLINS.S.J. Region 1, Office of Director. 87/05/18. 
5pp. 41475:017-41475:021. 

8706020045 Requests approval of end proposed maint program based on program 
evaluated in NUREG-1048.Program requires insp of low pressure turbine rotors over 
6-yr d;rinc scheduled outages. Fee paid. 

GAL_AGl-Er.,J.W'. Philadelphia Electric Co. 87/05/26. BUTLER,W.R. Project Director- 
ate I-2. 1 5pp. 41 1 35:080-41 1 35:094. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 


J. Insurance & indemnity information 


8706120074 Forwards Endorsement 20 to NELIA Policy NF-284 & Endorsement 14 to 
MAELU Policy MF-113. 

BRADLEY,E.J. Philadelphia Electric Co. 87/06/01 . DINITZ.t. NRC - No Detailed Affili- 
ation Given. 3pp. 41272:244-41272:246. 


P. Operating license stage documents & correspondence 

8706260353 Notifies of 870505 site visit to discuss experience w/ motor operated valve 
hydraulic lockup & grease relief re spring pack of Limitorque motor operators.NRC 
participation will include AEOD,NRR & RES.INPO & Limitorque,lnc invited. 

BROWN,E.J. Reactor Operations Analysis Branch. 87/04/17. JORDAN.E.L Reactor 
Operations Analysis Branch. 5pp. 41482:340-41482:344. 


8706120001 Forwards Safeguards Insp Rept 50-352/86-25 on 861010-25, 1222-25 & 
870213-0318 & notice of violation. 

GALLO, R.M. Region 1, Office of Director. 87/06/02. GALLAGHER.J.W. Philadelphia 
Electric Co. 2pp. 41270:326-41270:337. 

“8706120002 Notice of violation from insp on 861010-25. 

* Region 1, Office of Director. 87/06/02. 1p. 41270:328-41270:328. 

“8706120004 Partially withheld Insp Rept 50-352/86-25 on 861010-25,1222- 25 & 
870213-0318 (ref 10CFR2.790).Violation noted:unmarked safeguards info in physical 
security procedure. 

LINV1LLE.J.C. Region 1, Office of Director. 87/05/26. 9pp. 41270:329-41270:337. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 
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6706120092 Forwards SALP Rept 50-352/86-99 (or Feb 1986 - Jan 1987. Meeting will 
be scheduled to discuss assessment & util plans to ensure improved or continued em- 
phasis on activities having positive effect on performance. 

RUSSELL, W.T. Region 1, Office of Director. 87/06/05. GALLAGHER, J.W. Philadel- 
phia Electric Co. 2pp. 41272:030-41272:093. 

-8706120105 SALP Rept 50-352/86-99 for Feb 1986 - Jan 1987.Meeting will be sched- 
uled to discuss assessment & util plans to ensure improved or continued emphasis on 
activities having positive effect on performance. 

• Region 1, Office of Director. 87/06/05. 62pp. 41272:032-41272:093. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Vvrong Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706260111 Forwards list of pressure isolation valves, per Generic Ltr 87-06, “Periodic 
Verification of Leak Tight Intergrity of Pressurer Isolation Valves.” Valves subj to 
ASME Section XI leak testing once per 18 months. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/06/18. BUTLER, W. Project Directorate 
1-2. 3pp. 41479:119-41479:121. 

8706260099 Responds to NRC 870522 ltr re deficiencies & weaknessess identified in 
Requalification Program Evaluation Rept 50-352/87-07(OL).Corrective actions:six 
shifts of senior reactor operators retrained on re-entry of TRIP procedures. 
GALLAGHER,J.W. Philadelphia Electric Co. 87/06/19. GALLO, R.M. Region 1, Office 
of Director. 6pp. 41479:060-41479:065. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc, 121pp. 41437:099-41437:222. 

8706260125 Notification of 870629 meeting w/util in Bethesda.MD to discuss licensing 
problems noted in 870605 SALP rept. 

CLARK, R. Project Directorate 1-2. 87/06/22. BUTLER, W.R. Project Directorate 1-2. 
5pp. 41480:338-41480:342. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E, Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co, of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706190339 Rev 1 to “Semiannual Effluent Release Rept 5,Jul-Dec 1986.” W/870615 
ltr. 

FRANZ, J.F., ALDEN.W.M. Philadelphia Electric Co. 86/12/31. RUSSELL, W.T. Region 
1, Office of Director. 39pp. 41396:020-41396:057. 

8706260001 Fonwards 1986 Annual Radiological Environ Operating Rept 3, per Tech 
Spec Section 6.9.1, 7, App A.Results confirm that operation of facility resulted in no de- 
tectable radiological Impact in environ.W/o rept.Related correspondence. 
WILLSEY.W.B. Philadelphia Electric Co. #287 3416, 87/04/24, Region 1, Office of Di- 
rector. Ip. 41481:089-41481:092. 

-8706260282 Forwards 1986 Annual Radiological Environ Operating Rept 3, per Tech 
Spec Section 6.9. 1.7, App A.Results confirm that operation of facility resulted in no de- 
tectable radiological impact In environ.Related correspondence. 

WILLSEY.W.B. Philadelphia Electric Co. 87/04/24. KELLY, E.M. NRC - No Detailed Af- 
filiation Given. Ip. 41481:090-41481:090. 

-8706260285 Forwards 1986 Annual Radiological Environ Operating Rept 3, per Tech 
Spec Section 6.9.1. 7, App A.Results confirm that operation of facility resulted in no de- 
tectable radiological impact in environ.Related correspondence. 

WILLSEY.W.B. Philadelphia Electric Co. 87/04/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41481:091-41481:092. 

8706260002 Forwards 1986 annual environ operating rept describing implementation of 
environ protection plan, per App B to Tech Spec Section 5,4.1 .W/o repLRelated corre- 
spondence. 

WILLSEY.W.B. Philadelphia Electric Co. #287 3417. 87/04/27. Region 1. Office of Di- 
rector. Ip. 41481:093-41481:096. 

—8706260029 Forwards 1986 annual environ operating rept describing implementation 
of environ protection plan.per App B to Tech Spec Section 5.4.1. W/o encI.Related 
correspondence. 

WILLSEY.W.B. Philadelphia Electric Co. 87/04/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 41481:094-41481:094. 

—8706260033 Forwards 1986 annual environ operating rept describing Implementation 
of environ protection plan.per App B to Tech Spec Section 5.4.1. W/o repLRelated 
correspondence. 

WILLSEY.W.B. Philadelphia Electric Co. 87/04/28. KELLY.E. NRC - No Detailed Affili- 
ation Given. 2pp. 41481:095-41481:096. 

8706190351 Monthly operating rept for May 1987.W/870615 ltr. 

GROPP.R.W., ALDEN.W.M. Philadelphia Electric Co. 87/05/31. 6pp. 41396:014- 
41396:019. 


S. Reportable occurrences, LERs & related correspondence 


8706160332 Special repbon 870505, diesel generator excitation circuitry failed.Caused 
by loose connection of two leads on bottom of relay K1. Relay K1 contactor & two 
damaged leads removed & replaced. 

COONEY,M.J. Philadelphia Electric Co. 87/06/05. RUSSELL, W.T. Region 1. Office of 
Director. 5pp. 41317:006-41317:010. 

8706150202 LER 87-01 3-00:on 870508,reactor end secondary containment isolated 
due to low differential pressure between reactor end & outside environ.Caused by 
entry hatch being left opened by workers aiding test engineer.W/870608 ltr. 
MENGERS,C.A.. LOGUE,R.H. Philadelphia Electric Co. 87/06/08. 6pp. 41293:284- 
41293:289. 


8706150214 Submits requested info re assessment of radiation exposure consequences 
of 861209 event & results of engineering evaluation for Unit 2/1 piping interface 
points. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/06/08. ESELGROTH,P.W. Region 1. 
Office of Director. 13pp. 41291:337-41291:349. 

8706170590 LER 87-01 6-00;on 87051 5,reactor end secondary containment 

isolated.Caused by const worker removing instrument cap from outside atmosphere 
pressure sensing line.lnstrument cap replaced & isolation reset.W/87061 1 ltr. 
MENGERS.C.A., LOGUE.R.H. Philadelphia Electric Co. 87/06/11. 4pp. 41386:355- 
41386:358. 

8706170574 Special repton 870518,triaxial peak recording accelerograph XR-VA-151 
inoperable.Caused by need to remove instrument in support of removing vessel head 
for refueling. Recording accelerograph to be reinstalled after refueling. 

COONEY.M.J. Philadelphia Electric Co. 87/06/12. RUSSELL, W.T. Region 1, Office of 
Director. 3pp. 41387:005-41387:007. 

8706180471 LER 87-014-00;on 87051 3, unplanned nuclear steam supply shutoff sys iso- 
lation occurred when momentary high radiation signal received. Cause 
unknown. Nuclear steam supply shutoff sys isolation i'jrv.c 'c-sc-t VV ■870612 ltr. 
MENGERS,C,A., LOGUE.R.H. Philadelphia Electric Co. 8//CG. -ip:). 41390:158- 

41390:161. 


8706230437 LER 87-01 5-00:on 87051 4, HPCI turbine shut down after HPCI sys surveil- 
lance testCaused by loose lead on output of flow controller.Loose lead tightened & 
tightness of other wire connections checked & verified.W/870616 ltr. 

MENGERS,C.A., LOGUE.R.H. Philadelphia Electric Co. 87/06/16. 6pp. 41434:068- 
41434:073. 


8706250223 LER 87-017-00:on 87051 9, unplanned NSSSS Group VI C isolation oc- 
curred when momentary high radiation signal received. Cause unknown.NSSSS isola- 
tion reset & associated wiring & connections inspected.W/870618 ltr. 

MENGERS,C.A., LOGUE.R.H. Philadelphia Electric Co. 87/06/18. 5pp, 41474:137- 
41474:141. 


8706250201 LER 87-01 8-00:on 870520, excessive primary containment leakage 
occurred.Caused by normal wear to valve seating surfaces.MSIVs & other type B & C 
penetrations repaired & will be retested.W/870619 ltr. 

MENGERS.C.A.. LOGUE.R.H. Philadelphia Electric Co. 87/06/19. 7pp. 41474:312- 
41474:318. 

8706300047 LER 87-020-00:on 870522,NSSSS isolation of RWCU occurred. Caused by 
increased temp in RVVCU pump room above 135 F setpoint due to contractor person- 
nel error.lsolation valve opened & RWCU returned to svc.W/870622 ltr. 
MENGERS.C.A., LOGUE.R.H. Philadelphia Electric Co. 87/06/22. 4pp. 41499:047- 
41499:050. 


V. Operator Examinations 


8706250058 Forwards Requalification Program Evaluation Rept 50-352/87-07OL for 
870309-25.Requanfication training program found to be marginal.Proposed corrective 
actions & schedule for resolving deficiencies required within 30 days. 

GALLO, R.M. Region 1. Office of Director. 87/05/22. GALLAGHER, J.W. Philadelphia 
Electric Co. 2pp, 41475:015-41475:021. 

—8706250071 Requalification Program Evaluation Rept 50-352/87-07OL for 870309- 
25.No violations noted. Deficiencies noted:senior reactor opertors not trained to reen- 
ter emergency operating procedures following reentry conditions. 

LANGE.D.J., KELLER, R.M., COLLINS.S.J. Region 1, Office of Director. 87/05/18. 
5pp. 41475:017-41475:021. 

8706100054 Forwards revised NRC Form 398, “Personal Qualifications Statement - Li- 
censee." Rev reflect changes to 10CFR55 effective 870526.Details of other changes 
A instructions for completion also end. 

COLLINS,S.J. Region 1. Office of Director. 87/06/04. GALLAGHER, J.W. Philadelphia 
Electric Co. 17pp. 41233:327-41233:343. 

8706120092 Forwards SALP Rept 50-352/86-99 for Feb 1986 - Jan 1987, Meeting will 
be scheduled to discuss assessment & util plans to ensure improved or continued em- 
phasis on activities having positive effect on performance. 

RUSSELL.W.T. Region 1, Office of Director. 87/06/05. GALLAGHER, J.W. Philadel- 
phia Electric Co. 2pp. 41272:030-41272:093. 

-8706120105 SALP Rept 50-352/86-99 for Feb 1986 - Jan 1987.Meeting will be sched- 
uled to discuss assessment & util plans to ensure improved or continued emphasis on 
activities having positive effect on performance. 

* Region 1, Office of Director. 87/06/05. 62pp. 41272:032-41272:093. 

8706260099 Responds to NRC 870522 ltr re deficiencies & weaknessess identified in 
Requalification Program Evaluation Rept 50-352/87-07(OL) .Corrective actions:six 
shifts of senior reactor operators retrained on re-entry of TRIP procedures. 
GALLAGHER.J.W. Philadelphia Electric Co. 87/06/19. GALLO.R.M. Region 1, Office 
of Director. 6pp. 41479:060-41479:065. 
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DOCKET 60-353 LIMERICK GENERATING STATION, UNIT 2 


A. AppUcaiion/construction stage documents & correspondence 

8706260353 Notifies of 870505 site visit to discuss experience w/motor operated valve 
hydraulic lockup & grease relief re spring pack of Limitorque motor operators.NRC 
participation will include AEOD.NRR & RES.INPO & Limitorquejnc invited. 

BROWN, E.J. Reactor Operations Analysis Branch. 87/04/17. JORDAN.E.L. Reactor 
Operations Analysis Branch. 5pp. 41482:340-41482:344. 

8706040327 Forwards summary of 370-''-2'' rrcct'oc at fcoility training ctr re preopera- 
tional & power ascension test in planning insp activities 

^0" tests program. 

.REr’F.N-!/..,S. N L Region 1, Office of Director. 87/05/22. KEMPER.J.S. Philadei- 
L.ec;- : 4pp. 41 177:1 16-41 177:1 19. 

8706300158 Forwards final EGG-NTA-7599.'‘Conformance To Generic Ltr 83-28,ltem 
2.2.2-yendor Interface Programs for All Other Safety-Related Components: Limerick 1 
& 2.” informal rept. Plant conforms w/generic ltr on item.w/stated exception. 
ROBERTS.E.'A. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tion?.' Rnqineerinp Lnbc'atory. FIN D-6001. 87/05/27. CARRINGTON.M. Office of Nu- 
r. oa' Feculaiicri. Director (Post 870411). Ip. 41490:271-41490:288. 

“8706300177 "Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface Programs 
for All Other Safety-Related Components: Limerick 1 & 2,” final informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7599. 87/05/31. NRC - No Detailed Affiliation 
Given. 17pp. 41490:272-41490:288. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73,57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs rc rc'p,;f«tor. ;r artit'arj- ii-Mir-nediate pipe rupture requirements. 

MRFo_A.= „ .Assc:!.-:/:! DiMc:o' for Projects (Post 870411). 87/06/19. Alabama 
Cc ':-p. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design,already re- 
viewed & approved by NRC, end. 

ARTIGAS.R. Genera! Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


F. Security, medical, emergency & fire protection plans 

8706020199 Forwards correspondence & documents re emergency planning among 
applicant, NRC, Commonwealth of PA & other responsible govt agencies, per ASLB 
32060'' o'dor.W-'c oncIs.PcIa’ed correspondence. 

CJLLEN.E.J. ■■’r..ador. ■-.« uocvic Co. #287 3609. 87/05/26. MULLIGAN.M. Limerick 
Ecology Action. 2pp. 41 144:063-41 144:064. 

8706300037 Forwards public version of revised efr'e''cencv olan implementing 
procedures, consisting of Rev 4 to App 1 to EP-102, -orr- *: jVuii'-a' Event Notifica- 
tion Message" & Rev 9 to EP-276, “Fire & Damage Team...." Related correspond- 
ence. 

COONEY.M.J. Philadelphia Electric Co. #287 3839. 87/06/10. Document Control 
Branch (Document Control Desk). 4pp. 41490:316-41490:334. 

”8706300051 Public version of revised emergency plan implementing 
procedures, consisting of Rev 4 to App 1 to EP-102, "Form 1: Unusual Event Notifica- 
tion Message" & Rev 9 to EP-276, "Fire & Damage Team Phone List." Related corre- 
spondence. 

* Philadelphia Electric Co. 87/04/30. I5pp. 41490:320-41490:334. 

8706300231 Rev 9 to Emergency Plan Implementing Procedure EP-243, “Sample Prep- 
aration & Handling of Highly Radioactive Gas Samples." W/870622 ltr & Rev 78 to 
emergence p'an oroced'.,!''e index. 

GA-LAGHFP.J.W. Ph.lr-os l:;.'; E Co. 87/06/22. 13pp. 41494:123-41494:135. 


S705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Sve list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 


8706040179 Forwards Insp Rept 50-353/87-04 on 870330-0510 & notice of violation. 
GALLO, R.M. Region 1, Office of Director. 87/05/28. KEMPER,J.S. Philadelphia Elec- 
tric Co. 2pp. 41171:267-41171:286. 


“8706040183 Notice of violation from insp on 870330-0510. 

• NRC - No Detailed Affiliation Given. 87/05/28. 1p. 41171:269-41171:269. 


“8706040191 Insp Rept 50-353/87-04 on 870330-05 10. Violation noted: failure to pro- 
vide adequate storage measures for RHR sys relief valve. 

SCHOLL,L.L, LINVILLE.J.C. Region 1, Office of Director. 87/05/28. 17pp. 41171-270- 
41171:286. 


8706120054 Forwards Safety Insp Rept 50-353/87-05 on 870427-30. No violations 
noted. 

JOHNSTON,W.V. Region T Office of Director. 87/06/01. KEMPER.J.S. Philadelphia 
Electric Co. 2pp. ^ 1 .2 7?: ?.5 ^ 1 2 '^2: 1 30. 

“8706120058 Insp Rept 50-353/87-05 on 870427-30.No violations noted. Major areas 
inspected;installation of CRD housing to reactor vessel stub tubes & fabrication of 
feed water thermal sleeve-sparger assemblies. 

KAPLAN, H.J., STROSNIDER.J.R. Region 1, Office of Director. 87/05/27. 4pp. 
41272:127-41272:130. 


8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110048 Responds to NRC 870505 ltr re violations noted in Insp Rept 50-353/87-02 
on 870203-0329.Corrective actions:site-wide training bulletin issued to reinstruct weld- 
ing personnel that rod ovens must be energized & checked frequently, 

KOWALSKI, S.J. Philadelphia Electric Co. 87/06/04. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41259:314-41259:316. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10, 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, "Potentially S-gnificart Prcblens Posiilting From 
Human Error Involving Wrong Unit,Wrong Train or '/J'rcng Comocner*. Ev/cnls." Sve list 
end. 

ROSSI, C.E. Division of Operational Events Assessmonl (Pest RTD-ili). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. •'■■i299-2:'{:-'‘- ' 3:0:03-:;. 

8706220230 Confirms intent to perform const team insp during 870622- 0702.lnsp will 
encompass areas of QA,design control, structural steel, piping.safety-related 
components, HVAC, electrical & instrumentation & controls. 

JOHNSTON.W.V. Region 1, Office of Director. 87/06/15. KEMPER.J.S. Philadelphia 
Electric Co. 2pp. 41418:294-41418:295. 


8706220275 Forwards Safety Insp Rept 50-353/87-06 on 870504-14 & notice of 
deviation.No violations noted.Util failed to fulfill 811022 commitment to NRC to correct 
Class IE undervoltage levels by June 1986. 

JCHNSTCN.W.V. Region 1. Office of Director. 87/06/15. KEMPER.J.S. Philadelphia 
Electric Co. 2pp. 41409:131-41409:135. 


G. Adjudicatory correspondence 


“8706220279 Notice of deviation from insp on 870504-14. 

* Region 1, Office of Director. 87/06/15. 3pp. 41409:133-41409:135. 


8706080220 Advises of intent to comply w/Tech Spec Section 4.7.4.e, "Functiona 
Tests" re selection of sample pisr. ‘•r‘..h:3cr surveillance requirements prior tc 

.■r^ rofi.T'irc shj^dov/n.Samde an 3 s-: en-'j.-i f- 2 !ai--,c correspondence. 

F.c:-.;'.cCo -.58' 345-:: 3 / '05/01. RUSSELL. W.T. Regior 
1 , Office of Director. 2pp. 41211 ;006-41 21 1 :007. 

8706030240 Order.* Time Commission may act to review ALAB-863,dtd 87041 7,ex 
tended unt-' 8706'' 9 Ser/ed cn 37C6C1 

CH;_-<.S.... Cinco cf -..n-:; Socr-ita-v jf the Commission. #287 3634. 87/06/01. Com' 
n' SS-or cTS. ip ^ " 38 3:9. 


“8706220285 Insp Rept 50-353/87-06 on 870504-1 5.Deviations noted: licensee has not 
provided evidence to demonstrate completion of design changes required or physical 
installations to provide for required voltage levels to Class 1 E components. 
WCODARD.C.H., ANDERSON, C.J. Region 1, Office of Director. 87/06/08. 9pp, 
41409:136-41409:144. 


8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Sve list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 


8706090108 Informs that on 87071 5, PEM A will chair public meeting, federally mandated 
under 44CFR350 re radiological emergency response plans developed for 
P-ant '‘ctJe of Sve encL 

" ^®nnsy!vania, Commonwealth of. #287 3662. 87/06/01. HOYT,H.F., 
COLE,R.F. Atomic Safety and Licensing Board Panel. 3pp, 41207:330- 

'■ cQ i :ooc. 

8706250036 Notice of appearance.* RM Weisman enters appearance re 
plantCertificate of Sve end. 

WEISMAN, R.M. Cffice of the General Counsel. #287 3789. 87/06/11 3pd 
41448:155-41448:157. 


Q. Inspection reports, IE Bulletins & correspondence 

Forwards summary of 870421 meeting at facility training ctr re preopera- 
tional & power ascension test programs.Meeting beneficial in planning insp activities 
for preoperationaJ tests program. 

0^ Director. 87/05/22. KEMPER.J.S. Philadel- 
phia Electnc Co. 4pp. 41177:116-41177:119. 


8706260125 Notification of 870629 meeting w/util in Bethesda.MD to discuss licensing 
problems noted in 870605 SALP rept. 

CLARK.R. Project Directorate 1-2. 87/06/22. BUTLER, W.R. Project Directorate 1-2. 
5pp. 41480:338-41480:342, 


8706300947 Forwards Insp Rept 50-353/87-07 on 87051 1-0607.No violations noted. 
GALLO.R.M. Region 1. Office cf Director. 87/06/23. KEMPER.J.S. Philadelphia Elec- 
tric Co. 2pp. -1 1 502:32 1 -1 1 •502:334. 


“8706300952 Insp Rept 50-353/87-07 on 87051 1-0607.No violations noted. Major 
areas inspected:work activities, procedures & records re QA & engineering deficiency 
rept review, safety-related components & electrical cable raceway. 

LINVILLE.J.C. Region 1. Office of Director. 87/06/16. 12pp. 41502:323-41502:334. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 
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R. Periodic operating reports & related correspondence 

8706260001 Forwards 1986 Annual Radiological Environ Operating Rept 3, per Tech 
Spec Section 6.9.1. 7, App A.Results confirm that operation of facility resulted in no de- 
tectable radiological impact in environ.W/o rept.Related correspondence. 
WILLSEY.W.B. Philadelphia Electric Co. #287 3416. 87/04/24. Region 1. Office of Di- 
rector. Ip. 41481:089-41481:092. 

-8706260285 Forwards 1986 Annual Radiological Environ Operating Rept 3, per Tech 
Spec Section 6.9. 1.7, App A.Results confirm that operation of facility resulted In no de- 
tectable radiological impact in environ.Related correspondence. 

WILLSEY.W.B. Philadelphia Electric Co. 87/04/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41481:091-41481:092. 

8706260002 Fon^^ards 1986 annual environ operating rept describing implementation of 
environ protection plan, per App B to Tech Spec Section 5.4.1.W/o rept.Related corre- 
spondence. 

WILLSEY.W.B. Philadelphia Electric Co. #287 3417. 87/04/27. Region 1. Office of Di- 
rector. Ip. 41481:093-41481:096. 

-8706260029 Fonwards 1986 annual environ operating rept describing implementation 
of environ protection plan, per App B to Tech Spec Section 5.4.1.W/0 encI.Related 
correspondence. 

WILLSEY.W.B. Philadelphia Electric Co. 87/04/28. Document Control Branch (Docu- 
ment Control Desk). Ip. 41481:094-41481:094. 

-8706260033 Forwards 1986 annual environ operating rept describing implementation 
of environ protection plan.per App B to Tech Spec Section 5.4.1. W/o rept.Related 
correspondence. 

WILLSEY.W.B. Philadelphia Electric Co. 87/04/28. KELLY, E. NRC - No Detailed Affili- 
ation Given. 2pp. 41481:095-41481:096. 


S. Reportable occurrences, LERs & related correspondence 

8706150214 Submits requested info re assessment of radiation exposure consequences 
of 861209 event & results of engineering evaluation for Unit 2/1 piping interface 
points. 

GALLAGHER.J.W. Philadelphia Electric Co. 87/06/08. ESELGROTH.P.W. Region 1. 
Office of Director. 13pp. 41291:337-41291:349. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706090380 Forwards Safety Insp Rept 50-354/87-11 on 870414-051 1.Ack receipt of 
870313 response to violation cited in Insp Rept 50-354/87-02. 

GALLO.R.M. Region 1, Office of Director. 87/05/29. MCNEILUC.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 41229:299-41229:318. 

-8706090389 Insp Rept 50-354/87-11 on 870414-0511. Major areas inspected: followup 
on outstanding insp items, operational safety verification & security insp.AddI mgt at- 
tention needed in housekeeping area to ensure cleanliness stds maintained. 
NORRHOLM.L Region 1, Office of Director. 87/05/28. 18pp. 41229:301-41229:318. 

8706220287 Rev 0 to Hope Creek & Salem artificial island emergency plan. 

KLOSEK,R.R. Public Service Electric & Gas Co. of New Jersey. 87/06/15. 200pp. 
41409:281-41410:178. 

8706260032 “Emergency Plan Implementing Procedures." 

* Public Service Electric & Gas Co. of New Jersey. 87/07/01. 195pp. 41477:006- 
41477:189. 

8706260042 Rev 0 to emergency plan implementing procedures,including EPIP 1005, 
“Emergency Preparedness Deficiency/Rev Tracking" & EPIP 1006, “Emergency 
Equipment Inventory Radiation Protection." 

KLOSEK.R.R. Public Service Electric & Gas Co. of New Jersey. 87/07/01. 100pp. 
41477:277-41478:142. 


H. General correspondence 


8706010347 Submits revised svc list for util correspondence. 

PRESTON, B. A. Public Service Electric & Gas Co. of New Jersey. 87/05/22. Docu- 
ment Control Branch (Document Control Desk). 3pp. 41118:159-41118:161. 


P. Operating license stage documents & correspondence 

8706090197 Forwards EGG-NTA-7590, "Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor Interface Programs for all Other Safety- Related Components:Hope Creek," 
final reptPlant conforms to generic ltr on item. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS. E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/03/26. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41213:151-41213:167. 

-8706090212 “Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface Programs 
for all Other Safety-Related Components: Hope Creek,” informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG-NTA-7590. 87/03/31. NRC - No Detailed Affiliation 
Given. 16pp. 41213:152-41213:167. 

8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OUper IE Manual Chapter 94300. 

GRABER,L. LN Technologies Corp. (formerly NUS Corp.). 87/05/08. Division of Rules 
& Records (Pre 870413). Ip. 41210:030-41210:030. 

8706040346 Application for amend to License NPF-57, revising Tech Spec Table 3.3.7.5- 
1 re accident monitoring instrumentation for safety/relief valve position indicators to 
avert unnecessary plant shutdown due to inoperable acoustic monitor. 

MCNEILUC.A. Public Service Electric & Gas Co. of New Jersey. 87/06/01. Document 
Control Branch (Document Control Desk). 8pp. 41177:168-41177:176. 


-8706050062 Proposed Tech Specs,revising Table 3.3.7.5-1 re accident monitoring in- 
strumentation for safety/relief valve position indicators. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/01. Ip. 41177:176- 
41177:176. 

8706050198 Forwards addl info supporting 870601 application for amend to License 
NPF-57 re interim compensatory measures when safety relief valve acoustic monitor 
inoperable.lnfo provided to avert 870604 shutdown. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/02. Document 
Control Branch (Document Control Desk). 4pp. 41192:178-41192:184. 

-8706050203 Rev 1 to OP-AB.ZZ-121(Q). “Failed Open Safety/Relief Valve." 

WEBB.F., KARPE,E.P., CONNOR.G.C. Public Service Electric & Gas Co. of New 
Jersey. 86/03/14. 3pp. 41192:182-41192:184. 

8706100142 Advises that Commission considering issuance of exemption from 
10CFR50,App J, Paragraph ll.D.3 requirements,in response to util 870403 & 0508 
Itrs.Environ assessment & finding of no significart -mpact enc'. 

BUTLER, W.R. Project Directorate 1-2. V.C,;ne...L.,C.A. Public Service Electric 

& Gas Co. of New Jersey. 3pp. 41245:009-41245:014. 

“8706100165 Environ assessment & finding of no significant impact re util 870403 re- 
quest for exemption from lOCFRSO.App J, Paragraph II1.D.3 concerning Type C leak- 
age testing.EIS unwarranted. 

BUTLER, W.R. Project Directorate 1-2. 87/06/02. 3pp. 41245:012-41245:014. 

8706090404 Provides supplemental info re 870403 request for amend to License NPF- 
57 & exemption to 10CFR50, Appendix J concerning local leakage rate totals.Listed 
totals current for testing up to 870311. 

MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/04. Document 
Control Branch (Document Control Desk). 2pp. 41234:307-41234:308. 

8706100065 Confirms 870604 telephone authorization for change to Tech Specs re- 
quested on emergency basis in 870601 Itr.License NPF-57 amended on 870604.Re- 
vised Tech Spec Pages 3/4 3-85 & 3/4 3-86 encl.Formal amend being processed. 
BOGER.B.A. Assistant Director for Region 1 Reactors. 87/06/04. MCNEILL, C.A. Public 
Service Electric & Gas Co. of New Jersey. 4pp. 41248:053-41248:057. 

8706100313 Provides addl info in support of 870601 & 02 emergency applications for 
amend to License NPF-57, revising Tech Specs re accident monitoring 
instrumentation. Inoperable acoustic monitor will be returned to operable status after 
outage. 

MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/04. Document 
Control Branch (Document Control Desk). 2pp. 41242:302-41242:304. 

-8706110088 Proposed Tech Specs re accident monitoring instrumentation. 

* Public Service Electric & Gas Co. of New Jersey. 87/06/04. ip. 41242:304- 
41242:304. 

8706150035 Summarizes 870521 meeting w/util in Bethesda,MD re reasons & schedule 
for installing new computer for SPDS.Util indicates plan to request license mod to 
extend schedular requirements for completing addl SPDS parameters. 
RIVENBARK,G.W. Project Directorate 1-2. 87/06/09. BUTLER,W.R. Project Director- 
ate 1-2. 13pp. 41301:327-41301:339. 

8706160632 Forwards exemption from requirements of Paragraph I1I.D.3 of App J to 
10CFR50, exempting 27 valves from leak testing at intervals no greater than 24 
months for period from current date until first refueling outage scheduled for 880201 . 
RIVENBARK.G.W. Project Directorate 1-2. 87/06/09. MCNEILUC.A. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 41351:317-41351:326. 

-8706160642 Exemption from requirements of Paragraphs II1.D.3 of App J to 
10CFR50, exempting 27 valves from leak testing at intervals no greater than 24 
months for period from current date until first refueling outage scheduled for 880201. 
VARGA,S.A. Project Directorate 1-2. 87/06/09. Public Service Electric & Gas Co. of 
New Jersey. 7pp. 41351:320-41351:326. 

8706170082 Responds to Generic Ltr 87-06 re periodic verification of leak tight integrity 
of pressure isolation valves.Valves & leak rate testing requirements included in Tech 
Specs & inservice testing program. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/09. Document 
Control Branch (Document Control Desk). 2pp. 41371:208-41371:209. 

8706170559 Remits fee for 870601 request for amend to License DPR-57, changing 
Tech Spec Table 3.3.7.5-1, “Accident Monitoring Instrumentation,” to permit Acoustic 
Monitor F013H to remain inoperable until 870921. 

PRESTON, B.A. Public Service Electric & Gas Co. of New Jersey. 87/06/10. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41386:183-41386:184. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706250042 Forwards Amend 5 to License NPF-57 & safety evaluation. Amend allows 
plant to operate w/one safety relief valve acoustic monitor inoperable until 870921 or 
until first forced outage of sufficient duration to repair monitor. 

RIVENBARK.G. Project Directorate 1-2. 87/06/17. MCNEILL, C.A. Public Service Elec- 
tric & Gas Co. of New Jersey. 4pp. 41465:064-41465:078. 

-8706250050 Amend 5 to License NPF-57, allowing plant to operate w/one safety relief 
valve acoustic monitor inoperable until 870921 or until first forced outage of sufficient 
duration to repair monitor. 

BUTLER.W.R. Project Directorate 1-2. 87/06/17. 6pp. 41465:068-41465:073. 

“8706250052 Safety evaluation supporting Amend 5 to License NPF-57. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/17. 5pp. 
41465:074-41465:078. 


8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411), 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 



166 DOCKETED ITEMS 


8706260030 Forwards rept re installation of trip-a-unit protection sys to increase electri- 
cal output during extended outage of Keeney 500 kV circuit.Power sys stabilizers 
.-.c-.i':'! :■! post-contingency oscillations. 

:: Service Electric & Gas Co. of New Jersey. 87/06/19. Doc- 
ument Control Branch (Document Control Desk). 4pp. 41476:104-41476:212. 

—8706260047 “Installation of Trip-A-Unit Protection Scheme SuppI Info Salem & Hope 
Creek Generating Stations.” 

* Public Service Electric & Gas Co. of New Jersey. 87/06/19. 200pp. 41476:108- 
41476:212. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design, already re- 
viewed & approved by NRC.enct. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANl.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010301 Responds to NRC 870501 Itr re violations noted in insp Rept 50-354/87- 
OS.Corrective actions:main steam line radiation levels being trended & compared to 
trip setpoints routinely to ensure that permanent sctccirts prccerlv -rairtained. 
MCNEILL, C.A. Public Service Electric & Gas Co of Jorsov B7/Cb'.<2. Document 
Control Branch (Document Control Desk). 3pp. ^ : iSj.CSc-- 1 !2::C56. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706090380 Forwards Safety insp Rept 50-354/87-11 on 87041 4-05 II.Ack receipt of 
870313 response to violation cited in Insp Rept 50-354/87-02. 

GALLO,R.M. Region 1, Office of Director. 87/05/29. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 41229:299-41229:318. 

—8706090389 Insp Rept 50-354/87-11 on 870414-0511. Major areas inspected: followup 
on outstanding insp items,operational safety verification & security insp.AddI mgt at- 
tention needed in housekeeping area to ensure cleanliness stds maintained. 
NORRHOLM.L. Region 1, Office of Director. 87/05/28. 18pp. 41229:301-41229:318. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100482 Forwards Insp Rept 50-354/87-13 on 870504-06 & 12.No violations noted. 
JOHNSTON,W.V. Region 1, Office of Director. 87/06/04. Public Service Electric & 
Gas Co. of New Jersey. 2pp. 41239:224-41239:231. 

-8706100487 Insp Rept 50-354/87-13 on 870504-06 & 12.No violations noted.Major 
areas inspected:Iicens€e activities in areas of surveillance testing, procedures & 
records. 

FINKELA., BLUMBERG.N.J. Region 1, Office of Director. 87/06/01. 6pp. 41239:226- 
41239:231. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222, 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York. Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706220034 Monthly operating rept for May 1987.W/870615 Itr. 

PFIZINMAIER.M., LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 87/ 
05/31. 13pp. 41409:007-41409:019. 

8706240016 Forwards 870616 Bailey 862 solid state logic module bimonthly failure rept 
re Class 1 E & non-Ciass 1 E modules & inservice failures per month by class, assembly 
type & failure type. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 87/06/17. Document 
Control Branch (Document Control Desk). 6pp. 41438:320-41438:325. 


S. Reportable occurrences, LERs & related correspondence 

8706160484 LER 87-022-00:on 870509, cooling tower blowdown radiation monitoring sys 
sample pump found out of svc for greater than 12 h & required grab samples not 
taken.Caused fay personnel error.Technician counseled & retrained.W/870605 Itr. 
COWLES.R.B.. LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 87/06/ 
08. 6pp. 41349:041-41349:046. 


8706170157 LER 87-021-00:on 870508, ESF actuation occurred when reactor protection 
sys bus A de-energized.Caused by design deficiency re use of nonregulated 
transformer.Regulating transformer will be installed.W/870605 Itr. 

COWLES.R.B., LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 87/06/ 
08. 5pp, 41371:335-41371:339. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1978, insulated lugs used on all equipment. 

DOUGHERTY, J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 


V. Operator Examinations 


8706090427 Forwards NRC Form 398 re personal qualifications statement for 
licensee.reflecting changes to 10CFR55, effective 870526. Revised form requires new 
applicants to complete each category completely. Form to be used beginning 870526. 
COLLINS, S.J. Region 1, Office of Director. 87/06/04. MCNEILL.C.A. Public Sen.ice 
Electric & Gas Co. of New Jersey. 17pp. 41224:223-41224:239. 


DOCKET 50-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


8706180422 Application for amend to License R-1 17, changing Tech Specs re status of 
nuclear engineering from program to dept & staffing of nuclear reactor tab. 
POHLOD.C.S., WILLIAMS, J.G., MICKLICH.B.J. Illinois. Univ. of, Urbana, IL. 87/05/29. 
Document Control Branch (Document Control Desk). 2pp. 41390:129-41390:139. 

-8706180428 Proposed Tech Specs changing status of nuclear engineering from 
progam to dept & changing staffing of nuclear reactor lab. 

* Illinois. Univ. of. Urbana. IL 87/05/29. 9pp. 41390:131-41390:139. 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870626. W/o ends. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements. Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04, Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York. Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11, 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 87041 1 ). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 
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8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1978, insulated lugs used on all equipment. 

DOUGHERTY, J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 
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F. Security, medical, emergency & fire protection plans 

8706040019 Revised emergency plan implementing orocedures, including Temporary 
Change Notice 1-2 to Procedure SC'.23-V;'i-0 .2::i, 'Surveillance Requirements-Emer- 
gency Response Facilities & Equipment.” W/870528 Itr. 

ZINTUW.G. Southern California Edison Co. 87/05/28. 95pp. 41171:052-41171:146. 

8706100281 Forwards addenda to physical security plan.Temporary changes presented 
in Addenda 10-1 A & 10-1 B implemented on 870511 & reported to Region V on 
870511. Addenda withheld (ref 10CFR73.21). 

MORGAN.H.E. Southern California Edison Co. 87/05/29. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 41240:067-41240:067. 

8706120265 Forwards Rev 15 to physical security plan for review per 
10CFR50.54(p), incorporating textual changes.Plan withheld (ref 10CFR73.21). 
MORGAN.H.E. Southern California Edison Co. 87/05/29. Document Control Branch 
(Document Control Desk). Ip. 41279:139-41279:139. 

8706050280 Forwards ‘‘10CFR50,App R Compliance Assessment Rept for San Onofre 
Generating Station Units 2 & 3" & responses to NRC request for addi info on updated 
fire hazards analysis. 

MEDFORD,M.O. Southern California Edison Co. 87/05/31. Document Control Branch 
(Document Control Desk). 631pp. 41188:009-41 189:279. 

-8706050285 “10CFR50,App R Compliance Assessment Rept for San Onofre Generat- 
ing Station Units 2 & 3." Requests for exemptions from 10CFR50,App R requirements 
end. 

* Southern California Edison Co. 87/05/31. 427pp. 41188:213-41189:279. 


P. Operating license stage documents & correspondence 

8706080275 Forwards Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 

2, Palisades,Palo Verde 1,2 & 3, San Onofre 2 & 3, St Lucie 1 & 2,Waterford 3 & WNP 

3. ” 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN D-6002. 87/03/12. 
CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
1p. 41213:001-41213:027. 

“8706080284 Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2,Calvert Cliffs 1 & 2,Fort Calhoun, Main Yankee,Millstone 2, Palisades, Palo 
Verde 1,2 & 3,San Onofre 2 & 3, St Lucie 1 & 2,Waterford 3 & WNP 3." 

FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706030447 Confirms mgt meeting scheduled for 870528 w/util at plant site, per telcon 
between W Zintl & P Johnson.Meeting agenda end. 

KIRSCH.D.F. Region 5, Office of Director. 87/05/22. RAY.H.B. Southern California 
Edison Co. Ip. 41169:358-41169:360. 

-8706030491 Notification of significant mgt meeting on 870528 w/util at site. 

* Region 5, Office of Director. 87/05/22. Region 5, Office of Director. 2pp. 
41169:359-41169:360. 

8706010218 Fonwards SER supporting instrumentation for meeting recommendations of 
Reg Guide 1.97, “Instrumentation for Light-Water-Cooled Nuclear Power Plants to 
Assess Plant & Environs....” EG&G Rept EGG-EA-6525 also end. 

ROOD,H. Project Directorate V. 87/05/26. BASKIN, K.P. Southern California Edison 
Co. HOLCOMBE. J.C. San Diego Gas & Electric Co. 2pp. 41127:017-41127:041. 

“8706010223 SER accepting instrumentation provided for meeting recommendations of 
Rev 2 to Reg Guide 1.97, "Instrumentation for Light-Water-Cooled Nuclear Power 
Plants to Assess Plant & Environs Cohditions During & Following Accident." 

* NRG - No Detailed Affiliation Given. 87/05/26. 3pp. 41127:019-41127:021. 

“8706010229 “Conformance to Reg Guide 1.97,San Onfore Nuclear Generating 
Station, Units 1 & 2.” 

STOFFEUJ.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). STOFFEL.J.W. Idaho National 
Engineering Laboratory. FIN A-6483. EGG-EA-6525. 84/10/30. NRC - No Detailed Af- 
filiation Given. 20pp. 41127:022-41127:041. 

8706010233 Notification of 870604 meeting w/util in Bethesda.MD to discuss analysis 
of hazardous matl traffic at plant. 

ROOD.H. Project Directorate V. 87/05/26. KNIGHTON.G.W. Project Directorate V. 
2pp. 41128:198-41128:199. 

8706020230 Confirms telcon agreement that utils will support NRC post- implementation 
audit of plant SPDS on 870615-1 8.Proposed agenda for audit & request for addI info 
re status of SPDS end. 

ROOD.H. Project Directorate V. 87/05/26. BASKIN, K.P. Southern California Edison 
Co. HOLCOMBE. J.C. San Diego Gas & Electric Co. 6pp. 41144:066-41144:071. 

8706100230 Notification of cancellation of 870604 meeting w/util in Bethesda.MD to 
discuss analysis of hazardous matl traffic. Meeting will be rescheduled at later date, 
HOOD.H. Project Directorate V. 87/05/26. KNIGHTON.G.W. Project Directorate V. 
2pp. 41245:057-41245:058. 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4,0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150192 Advises that changes addressed in Change Notices 22 & 23 in Amend 9 to 
SCE-1-A, “QA Program" acceptable. 

KIRSCH.D.F. Region 5, Office of Director. 87/06/05. BASKIN, K.P. Southern California 
Edison Co. Ip. 41291:325-41291:325. 

8706190001 Forwards fee for 820303 (Class 111) & 830705 (Class II) 

applications.Related info end. 

DAVIDSON, W.L. Southern California Edison Co. 87/06/05. DIGGS.R.M. License Fee 
Management Branch. 2pp. 41394:294-41394:295. 

8706160010 Notification of 870612 meeting w/util in Bethesda.MD to discuss analysis 
of hazardous matl traffic at plant. 

ROOD.H. Project Directorate V. 87/06/09. KNIGHTON.G.W. Project Directorate V. 
2pp. 41310:360-41310:361. 

8706160543 Requests NRC approval of Rev 1 to Bechtel Rept BN-TOP-1, “Testing Cri- 
teria for Integrated Leakage Rate Testing of Primaty Containment Structures for Nu- 
clear Power Plants," for use as basis for short duration Type A test. 

MEDFORD,M.O. Southern California Edison Co. 87/06/09. Document Control Branch 
(Document Control Desk). Ip. 41336:241-41336:242. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230315 Notifies of change in scheduled implementation dates for correction of 
human engineering deficiencies noted in util 860129 DCRDR supplemental rept.Table 
of revised dates & projected refueling outage schedule end. 

MEDFORD, M.O. Southern California Edison Co. 87/06/15. Document Control Branch 
(Document Control Desk). 4pp. 41427:241-41427:244. 

8706240249 Fonvards response to 870306 request for addi info to facilitate NRC review 
of util response to Generic Ltr 83-28, “Required Actions Based on Generic Implica- 
tions of Salem ATWS Events." 

MEDFORD,M.O. Southern California Edison Co. 87/06/18. Document Control Branch 
(Document Control Desk). 4pp. 41449:004-41449:008. 

8706240284 Discusses contingency plan being implemented by util to expedite fuel re- 
constitution activities that may be necessary during refueling outage, in response to H 
Rood Apr 1 987 request. 

MEDFORD,M.O. Southern California Edison Co. 87/06/18. Document Control Branch 
(Document Control Desk). 3pp. 41455:041-41455:043. 

8706230486 Generic Ltr 87-11 to a" coeratir'c licensees,CP holders & applicants for 
CPs re relaxation in arbitrary r-.:crr'' oci p p-:: rupture requirements. 

MlRAGLlA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706240094 Partial response to FOIA request for documents in three categories re drug 
or alcohol abuse at nuclear facilities. Forwards documents in Apps G & H.Documents 
in App H partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/19. HEATH,S.J. 
Washington Legal Foundation. 4pp. 41451:291-41451:328. 

-8706240103 Partially deleted memo re responses from util & Allied Nuclear, Inc to alle- 
gations of drug abuse.Allied Nuclear,lnc will not be contacted again re NRC 830325 
request for response.Util summary rept re Bechtel investigation end. 
FAULKENBERRY,B. Region 5, Office of Director. 83/05/03. COBB, LI. Region 5, 
Office of Director. 22pp. 41451:296-41451:320. 

-8706240119 Partially deleted memo re anonymous allegations concerning controlled 
substance activities at plant.Telcon between A Chaffe & T D’Angelo on 840820 re 
anonymous allegations & 840821 conference call w/MD Schuster discussed. 
MCQUEEN,A.D. Region 5, Office of Director. 84/08/22. Region 5, Office of Director. 
2pp. 41451:321-41451:322. 

“8706240136 Partially deleted summary of 870822 meeting at Region V ofc re Allega- 
tion RV-84-0092 concerning alcohol & drug abuse at plant.Members of panel 
listed.Action plan developed to deal w/allegations encl.W/o end. 

MCQUEEN,A.D. Region 5, Office of Director. 84/08/24. Region 5, Office of Director. 
4pp. 41451:323-41451:326. 

“8706240248 Partially deleted Itr re recipient meeting w/NRC resident inspector con- 
cerning drug abuse at plant.Understands that any addi info will be provided to NRC or 
FBI. 

SCARANO,R.A. Region 5, Office of Director. 84/09/20. Affiliation Not Assigned. Ip. 
41451:328-41451:328. 


Q. Inspection reports, IE Bulletins & correspondence 


8706050270 Forwards Exam Rept 50-361 /OL-87-01 of exam administered on 870331- 
0403. 

PATE.R.J. Region 5, Office of Director. 87/05/11. RAY,H. Southern California Edison 
Co. 2pp. 41197:033-41 197:243. 

-8706050281 Exam Rept 50-361 /OL-87-01 on 870331 -0403.Exam results' eperetme 
portion of exams administered on 870331 waived for one reactor op ■'■aLO'.Al' cerd-- 
dates met min requirements for licensing. 

MEADOWS,T.R., ELIN.J.O. Region 5, Office of Director. 87/04/30. 209pp. 41197:035- 
41197:243. 


8706010189 Ack receipt of 870423 Itr providing addi info re violations noted in Insp 
Rept 50-361 /86-25. 

CHAFFEE, A. Region 5, Office of Director. 87/05/21. BASKIN, K.P. Southern California 
Edison Co. Ip. 41123:261-41123:263. 
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-8706010198 Responds to NRC 861217 Itr re violations noted in Insp Rept 50-361/86- 
25 on 860922-1 OOS.Corrective actions:increased visibility of NRC cqmmitrnents made 
by establishing periodic review of such comm S rt 

BASKIN, K.P. Southern California Edison Co. 5, Office 

of Director, 2pp. ‘■'‘.1123.262-^1123:263. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 

ROS^sfcLE. ^Division^ of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706160373 Forwards Insp Repts 50-206/87-11.50-361/87-10 & 50-362/87-11 on 
870427-29 No violations noted. „ _ 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/05/28. BASKIN. K.P. Southern 
California Edison Co. 2pp. 41317:050-41317:059. 

-8706160377 Insp Repts 50-206/87-11,50-361/87-10 & 50-362/87-11 on 870427- 
29.No violations or deviations noted.Major areas inspected:corporate document mgt 
proqram & info contained in licensee 870330 Itr re Tech Spec 6.8.1.e. 

GOOD.G.M., FISH.R.F. Region 5, Office of Director. 87/05/29. 8pp. 41317:052- 
41317:059." 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. „ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 


8706150167 Forwards Insp Repts 50-206/87-02,50-361/87-03 & 50-362/87-04 on 
870202-13 & 0302-06.Finding.s m o'c-curc-'-r-nt of circuit breaker & use of unqualified 
Ki-K cmr*'*'''- '.‘."II be c..-.ss as c.'?;or:!al enforcement findings. 
CpWci-r'-'i':.:.:' '"i:ivs:cr. of Reactor Projects - III.IV.V & Special Projects (Post 
e?:--;';). E;-\S.KIN,K.P. Southern California Edison Co. 6pp. 41304:287- 

41304:310. 


-8706150176 Insp Repts 50-206/87-02,50-361/87-03 & 50-362/87-04 on 870202-13 & 
0302-06.Potential enforcement findings noted: acquisition of commercial grade circuit 
breaker installed in safety-related Class 1 E application. 

BAKER E T.. JACOBSON.J.B.. MCINTYRE.R.P. Division of Reactor Inspection & Safe- 
guards (Post 870411). 87/05/14. 16pp. 41304:293-41304:310. 

8706100470 NRC Info Notice 87-027. “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially S:nn’fT.ant '^-blors RosiJting From 
Human Error Involving Wrong Unit.Wrong T'a:-i cr /.rong Ocmpor-er: Fvcnts." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 


8706180008 Forwards Insp Repts 50-206/87-02,50-361/87-03 & 50-362/87-04 on 
870202-13 & 0302-06.TWO potential enforcements findings noted.Followup & resolu- 
tion of findings requested.W/o ends. 

PARTLOW.J.G. Division of Reactor Inspection & Sa^eouards 870411). 87/06/ 
11. KIRSCH.D.F. Region 5, Office of Director. 3pp. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, ci.E, Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 


8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706220157 Monthly operating repts for May 1987.W/870615 Itr. 

SIACOR.E.R., MORGAN, H.E. Southern California Edison Co. 87/05/31. 11pp. 
41411:116-41411:126. 


S. Reportable occurrences, LERs & related correspondence 


--8706110120 LER 86-033-00:on 8601 08, low flow alarm observed on control room isola. 
tion sys Train A control room radiation monitor Rl-7824.Caused by sample blower belt 
drive pulley falling off shaft.Pulley & belt replaced.Maint procedures revised. 

MORGAN, H.E. Southern California Edison Co. 87/06/03. 1p. 41257:142-41257:143 

-8706110133 LER 86-035-C0:durinc 860316-870527,15 spurious actuations of Train a 
containment purge :Sc:e.::on s-.s cccurred.Caused by electrical noise spikes by oper. 
ation of HPSl svs ccmocnents. Detector replaced & proper grounding confirmed. 
MORGAN, H.E. Soumern Ca! forma Edison Co. 87/06/03. 2pp. 41257:144-41257:145 

-8706110149 LER 87-008-00:on 87021 9,operating records identified several ESj: 
actuations.Operating instructions for performing power transfer evolutions will be 
modified to note that such actuations will occur & considered part of preplanned plan. 
MORGAN, H.E. Southern California Edison Co. 87/06/03. 2pp. 41257:146-41257:147 

-8706110162 LER 87-009-00:on 8701 04, Train B of containment purge isolation sys 
spuriously actuated by containment area radiation monitor 3RT-7856.Caused by move- 
ment of connecting cable on panel door.Personnel cautioned on door usage. 
MORGAN, H.E. Southern California Edison Co. 87/06/03. Ip. 41257:148-41257:148. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 197? 
during scheduled lostlnc Caused by open electrical connection on one crimp lug.Since 
1978, insulated lugs usoo or. ;-;i equipment. 

DOUGHERTY, J.G. Vi-.ro L'i::inoe-rno Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 4 1 4 3 1 :24 3 1 43 P .?..'. 5 

8706240374 LER 86-022-01 ;on 86081 2, reactor trip occurred when RCS pressure 
reached core protection calculator auxiliary trip setpoint of 2,375 psia.Caused by inter- 
mittent failure of do power supply capacitor.Capacitor replaced.W/870617 Itr. 
MORGAN, H.E. Southern California Edison Co. 87/06/17. 4pp. 41449:071-41449:074. 


V. Operator Examinations 

8706050270 Forwards Exam Rept 50-361 /OL-87-01 of exam administered on 870331- 
0403. 

PATE.R.J. Region 5, Office of Director. 87/05/11. RAY,H. Southern California Edison 
Co. 2pp. 41197:033-41197:243. 

-8706050281 Exam Rept 50-361 /OL-87-01 on 870331 -0403.Exam results: ope'-a^hg 
portion of exams administered on 870331 waived for one reactor opO'-atcjr.Ail oar-.-j. 
dates met min requirements for licensing. 

MEADOWS, T.R.. ELIN.J.O. Region 5, Office of Director. 87/04/30. 209pp. 41197:035- 
41197:243. 
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F. Security, medical, emergency & fire protection plans 

8706040019 Revised emergency plan implementing procedures, including TemDO'-a-y 
Change Notice 1-2 to Procedure S0123-V1II-0.201. “Surveillance Roquiru-iicnis-Eror- 
gency Response Facilities & Equipment.” W/870628 Itr. 

ZINTL.W.G. Southern California Edison Co. 87/05/28. 95pp. 41171:052-41171:146. 

8706100281 Forwards addenda to physical security plan.Temporary changes presented 
in Addenda 10-1A & 10-1B implemented on 870511 & reported to Region V on 
870511. Addenda withheld (ref 10CFR73.21). 

MORGAN.H.E. Southern California Edison Co. 87/05/29. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 1p. 41240:067-41240:067. 

8706120265 Forwards Rev 15 to physical security plan for review per 
10CFR50.54(p),incorporating textual changes.Plan withheld (ref 10CFR73.21). 
MORGAN.H.E. Southern California Edison Co. 87/05/29. Document Control Branch 
(Document Control Desk). Ip. 41279:139-41279:139. 

8706050280 Forwards “lOCFRSO.App R Compliance Assessment Rept for San Onofre 
Generating Station Units 2 & 3” & responses to NRC request for addi info on updated 
fire hazards analysis. 

MEDFORD.M.O. Southern California Edison Co. 87/05/31. Document Control Branch 
(Document Control Desk). 631pp. 41188:009-41189:279. 

-8706050285 "lOCFRSO.App R Compliance Assessment Rept for San Onofre Generat- 
ing Station Units 2 & 3." Requests for exemptions from 10CFR50,App R requirements 
end. 

* Southern California Edison Co. 87/05/31. 427pp. 41 188:213-41189:279. 


8706010099 Fonwards followup rept of Tech Spec fire-rated assemblies (specifically fire 
doo's) fo:;nd irooc-Tsb'c rii.rirg routine surveillances in Apr 1987.Rept updates ongo- 
ir.q condition .--^rtcrtird ir 1983.Next rept anticipated by 870615. 

MORGAN.: i= Scutrem Ca Ifornia Edison Co. 87/05/13. MARTIN, J.B. Region 5. 
Office of Director. 3pp. 41 1 1 9:1 72-41 1 1 9:1 74. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure, 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706110077 Forwards LERs 86-032-00,86-034-00,86-033-00 & 86-035-00 for Unit 1 & 
LERs 87-008-00 & 87-009-00 for Unit 2. 

MCRGAN.H.E. Southern California Edison Co. 87/06/03. Document Control Branch 
(Document Control Desk). Ip. 41257:139-41257:147. 

-8706110100 LER 86-032-00:during 860508-8704 IS.eleven actuations of toxic gas iso- 
lation sys & three actuations of contol room isolation sys occurred.Caused by power 
deenergization. Operating instruction on power transfer evolutions modified. 
MORGAN.H.E. Southern California Edison Co. 87/06/03. Ip. 41257:140-41257:140. 

-8706110109 LER 86-034-00:during 860107-1 109,eight ESF actuations occurred during 
performance of maint activities. Personnel responded to each actuation in accordance 
w/approved procedures.Circumstances reviewed by maint personnel. 

MORGAN,H.E. Southern California Edison Co. 87/06/03. 1p. 41257:141-41257:141. 


P. Operating license stage documents & correspondence 


8706080275 Forwards Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear Cne 2,Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 

2,Palisades.PaIo Verde 1.2 & 3,San Cnofre 2 & 3, St Lucie 1 & 2, Waterford 3 & WNP 


RCBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41213:001-41213:027. 


-8706080284 Rev 1 to "Conformance to Item 4,5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2,Calvert Cliffs 1 & 2, Fort Calhoun. Main Yankee, Millstone 2, Palisades, 
Verde 1.2 & 3, San Onofre 2 & 3,St Lucie 1 & 2,Waterford 3 & WNP 3." 

FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN D-6002, EGG.NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 


8706030447 Confirms mgt meeting scheduled for 870528 w/util at plant site.per telcon 
between W Zintl & P Johnson. Meeting agenda end. 

KIRSCH.D.F. Region 5. Office of Director. 87/05/22. RAY.H.B. Southern Califo''^'® 
Edison Co. 1p. 41169:358-41169:360. 


-8706030491 Notification of significant mgt meeting on 870528 w/util at site. 

* Region 5, Office of Director. 87/05/22. Region 5, Office of Director. 2pP> 
41169:359-41169:360. 
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8706010218 Forwards SER supporting instrumentation for meeting recommendations of 
Reg Guide 1.97, “Instrumentation for Light-Water-Cooled Nuclear Power Plants to 
Assess Plant & Environs....” EG&G Rept EGG-EA-6525 also end. 

ROOD.H. Project Directorate V. 87/05/26. BASKIN, K.P. Southern California Edison 
Co. HOLCOMBE, J.C. San Diego Gas & Electric Co. 2pp. 41127:017-41127:041. 

-8706010223 SER accepting instrumentation provided for meeting recommendations of 
Rev 2 to Reg Guide 1.97, “Instrumentation for Light-Water-Cooled Nuclear Power 
Plants to Assess Plant & Environs Conditions During & Following Accident.” 

* NRC - No Detailed Affiliation Given. 87/05/26. 3pp. 41127:019-41127:021. 

-8706010229 “Conformance to Reg Guide l.97,San Onfore Nuclear Generating 
Station, Units 1 & 2.” 

STOFFEL.J.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). STOFFEL.J.W. Idaho National 
Engineering Laboratory. FIN A-6483. EGG-EA-6525. 84/10/30. NRC - No Detailed Af- 
filiation Given. 20pp. 41127:022-41127:041. 

8706010233 Notification of 870604 meeting w/util in Bethesda.MD to discuss analysis 
of hazardous matl traffic at plant. 

ROOD.H. Project Directorate V. 87/05/26. KNIGHTON, G.W. Project Directorate V. 
2pp. 41128:198-41128:199. 

8706020230 Confirms telcon agreement that utils will support NRC post- implementation 
audit of plant SPDS on 87061 5-1 S.Proposed agenda for audit & request for addi info 
re status of SPDS end. 

ROOD.H. Project Directorate V. 87/05/26. BASKIN, K.P. Southern California Edison 
Co. HOLCOMBE,J.C. San Diego Gas & Electric Co. 6pp. 41144:066-41144:071. 

8706100230 Notification of cancellation of 870604 meeting w/util in Bethesda.MD to 
discuss analysis of hazardous matl traffic. Meeting will be rescheduled at later date. 
HOOD,H. Project Directorate V. 87/05/26. KNIGHTON, G.W. Project Directorate V. 
2pp. 41245:057-41245:058. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

M1RAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150192 Advises that changes addressed in Change Notices 22 & 23 in Amend 9 to 
SCE-1-A, "QA Program" acceptable. 

KIRSCH,D.F. Region 5, Office of Director. 87/06/05. BASKIN,K.P. Southern California 
Edison Co. Ip. 41291:325-41291:325. 

8706190001 Forwards fee for 820303 (Class III) & 830705 (Class II) 

applications.Related info end. 

DAVIDSON, W.L. Southern California Edison Co. 87/06/05. DIGGS, R.M. License Fee 
Management Branch. 2pp. 41394:294-41394:295. 

8706160010 Notification of 870612 meeting w/util in Bethesda.MD to discuss analysis 
of hazardous matl traffic at plant. 

ROOD.H, Project Directorate V. 87/06/09. KNIGHTON.G.W. Project Directorate V. 
2pp. 41310:360-41310:361. 

8706160543 Requests NRC approval of Rev 1 to Bechtel Rept BN-TOP-1, “Testing Cri- 
teria for Integrated Leakage Rate Testing of Primary Containment Structures for Nu- 
clear Power Plants,” for use as basis for short duration Type A test. 

MEDFORD.M.O. Southern California Edison Co. 87/06/09. Document Control Branch 
(Document Control Desk). Ip. 41336:241-41336:242. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230315 Notifies of change in scheduled implementation dates for correction of 
human engineering deficiencies noted in util 860129 DCRDR supplemental repLTable 
of revised dates & projected refueling outage schedule end. 

MEDFORD,M.O. Southern California Edison Co. 87/06/15. Document Control Branch 
(Document Control Desk). 4pp. 41427:241-41427:244. 

8706240249 Forwards response to 870306 request for addl info to facilitate NRC review 
of util response to Generic Ltr 83-28. “Required Actions Based on Generic Implica- 
tions of Salem ATWS Events.” 

MEDFORD.M.O. Southern California Edison Co. 87/06/18. Document Control Branch 
(Document Control Desk). 4pp. 41449:004-41449:008. 

8706240284 Discusses contingency plan being implemented by util to expedite fuel re- 
constitution activities that may be necessary during refueling outage, in response to H 
Rood Apr 1 987 request. 

MEDFORD.M.O. Southern California Edison Co. 87/06/18. Document Control Branch 
(Document Control Desk). 3pp. 41455:041-41455:043. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41 582:001 -41 582:070. 

8706240094 Partial response to FOIA request for documents in three categories re drug 
or alcohol abuse at nuclear facilities. Forwards documents in Apps G & H.Documents 
in App H partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/19. HEATH, S.J. 
Washington Legal Foundation. 4pp. 41451:291-41451:328. 

“8706240103 Partially deleted memo re responses from util & Allied Nuclear, Inc to alle- 
gations of drug abuse.Allied Nuclear, Inc will not be contacted again re NRC 830325 
request for response.Util summary rept re Bechtel investigation end. 
FAULKENBERRY.B. Region 5, Office of Director. 83/05/03. COBB, LI. Region 5, 
Office of Director. 22pp. 41451:296-41451:320. 

“8706240119 Partially deleted memo re anonymous allegations concerning controlled 
substance activities at plant.Telcon between A Chaffe & T D'Angelo on 840820 re 
anonymous allegations & 840821 conference call w/MD Schuster discussed. 
MCQUEEN,A.D. Region 5, Office of Director. 84/08/22. Region 5, Office of Director. 
2pp. 41451:321-41451:322. 


“8706240136 Partially deleted summary of 870822 meeting at Region V ofc re Allega- 
tion RV-84-0092 concerning alcohol & drug abuse at plant.Members of panel 
listed.Action plan developed to deal w/allegations encl.W/o end. 

MCQUEEN, A.D. Region 5, Office of Director. 8^/08/24. Region 5, Office of Director. 
4pp. 41451:323-41451:326. 

“8706240248 Partially deleted ltr re recipient meeting w/NRC resident inspector con- 
cerning drug abuse at plant.Understands that any addl info will be provided to NRC or 
FBI. 

SCARANO,R.A. Region 5, Office of Director. 84/09/20. Affiliation Not Assigned. Ip. 
41451:328-41451:328. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706160373 Forwards Insp Repts 50-206/87-11,50-361/87-10 & 50-362/87-11 on 
870427-29.No violations noted. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/05/28. BASKIN, K.P. Southern 
California Edison Co. 2pp. 41317:050-41317:059. 

“8706160377 Insp Repts 50-206/87-11,50-361/87-10 & 50-362/87-11 on 870427- 
29. No violations or deviations noted.Major areas inspected-.corporate document mgt 
program & info contained in licensee 870330 ltr re Tech Spec 6.8. 1.e. 

GOOD,G.M., FISH,R.F. Region 5, Office of Director. 87/05/29. 8pp. 41317:052- 
41317:069. 

8706160384 Forwards Insp Rept 50-362/87-13 on 870508-14. No items of noncompli- 
ance noted. 

SCARANO.R.A. Region 5, Office of Director. 87/05/28. BASKIN,K.P. Southern Califor- 
nia Edison Co. 2pp. 41317:043-41317:049. 

“8706160393 Insp Rept 50-362/87-13 on 870508-1 4.No items of noncompliance 
noted.Major areas inspected:evaluation of licensee 870507 revised rept of exposure 
to hand of worker apparently in excess of regulatory limit, 

RUSSELL, J., YUHAS.G.P. Region 5, Office of Director. 87/05/28. 5pp. 41317:045- 
41317:049. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706150167 Forwards Insp Repts 50-206/87-02,50-361/87-03 & 50-362/87-04 on 
870202-1 3 & 0302-06.Findings re procurement of circuit breaker & use of unqualified 
butt splice connectors will be classified as potential enforcemert ^indrgs 
CRUTCHFIELD, D. Division of Reactor Projects - 1II,IV,V & Specia. Pro,e;:ls (Post 
870411). 87/06/08. BASKIN, K.P. Southern California Edison Co. 6pp. 41304:287- 
41304:310. 

“8706150176 Insp Repts 50-206/87-02.50-361/87-03 & 50-362/87-04 on 870202-13 & 
0302-06.Potential enforcement findings noted: acquisition of commercial grade circuit 
breaker installed in safety-related Class 1 E application. 

BAKER.E.T., JACOBSON, J.B., MCINTYRE,R.P. Division of Reactor Inspection & Safe- 
guards (Post 870411). 87/05/14. 16pp. 41304:293-41304:310. 

8706100470 NRC Info Notice 87-027. “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC info Notice 87-026. “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders,” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit.Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706180008 Forwards Insp Repts 50-206/87-02,50-361/87-03 & 50-362/87-04 on 
870202-13 & 0302-06.TWO potential enforcements findings noted.Followup & resolu- 
tion of findings requested.W/o ends. 

PARTLOW.J.G. Division of Reactor Inspection & Safeguards (Post 870411). 87/06/ 
11. KIRSCH.D.F. Region 5, Office of Director. 3pp. 41393:194-41393:196. 

8706260085 Submits 860112-870313 inservice insp rept re Class 1 & 2 pressure retain- 
ing components & supports owner rept of repairs & replacements for facility.Rept sub- 
mitted to meet Paragraph lWA-6230 requirements of ASME Code Section XI, 
MORGAN, H.E. Southern California Edison Co. 87/06/11. MARTIN.J.B. Region 5, 
Office of Director. 3pp. 41476:235-41476:237. 

8706170580 Advises that based on review of draft enforcement package re violations 
involving inadequate radiation protection precautions taken by util concerning control 
of irradiated fuel fragments during 87 1001 -870221 .violations occurred. 

MIRAGLIA.FJ. Associate Director for Projects (Post 870411). 87/06/12. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 3pp. 41389:097-41389:099. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300973 EN-87-049:on or about 870625 notice of violation & proposed imposition of 
civil penalties in amount of $100,000 will be issued based on failure to control byprod- 
uct mails resulting in release to unrestricted areas & overexposure. 

ROBINSON, P., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/22. Ip. 
41512:141-41512:141. 
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8706220303 NRC Info Notice 87-029, “Recent Safety- Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety {Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


8706170216 Rev 3 to Emergency Plan Implementing Procedure FNP-O-EIP-1, "Duties ol 
Individual Who Discovers Emergency Condition." Revised “On Call" schedule to be 
filed w/FNP-O-EIP-8 also encl.W/87061 1 Itr. 

HUDSPETH,J.B. Alabama Power Co. 87/06/11. 15pp. 41373:346-41373:360. 


R. Periodic operating reports & related correspondence 

8706220157 Monthly operating repts for May 1987.W/870615 Itr. 

SIACOR.E.R., MORGAN, H.E Southern California Edison Co. 87/05/31. 11pp. 
41411:116-41411:126. 


S. Reportable occurrences, LERs & related correspondence 

8706010099 Fonwards followup rept of Tech Spec fire-rated assemblies (specifically fire 
doors) found inoperable during routine surveillances in Apr 1987.Rept updates ongo- 
ing condition initially reported in 1983.Next rept anticipated by 870615. 

MORGAN.H.E. Southern California Edison Co. 87/05/13. MARTIN.J.B. Region 5, 
Office of Director. 3pp. 41119:172-41119:174. 

8706040163 LER 87-006-00:on 870424,containment purge isolation sys spuriously 
actuated.Caused by loss of power supply due to blown fuse.Fuse repiaced.W/870522 
Itr. 

MORGAN.H.E. Southern California Edison Co. 87/05/22. 2pp. 41176:357-41176:358. 

8706040043 LER 87-007-00:on 870427,discovered that containment purge monitor 3RT- 
7865 not tested for purge isolation function on 870403.17,22 & 23.Caused by person- 
nel error.Maint procedure review checklist enhanced.W/870527 Itr. 

MORGAN.H.E. Southern California Edison Co. 87/05/27. 2pp. 41171:241-41171:242. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwel! gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 37/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706110077 Forwards LERs 86-032-00,86-034-00,86-033-00 & 86-035-00 for Unit 1 & 
LERs 87-008-00 & 87-009-00 for Unit 2. 

MORGAN.H.E. Southern California Edison Co. 87/06/03. Document Control Branch 
(Document Control Desk). Ip. 41257:139-41257:147. 

“8706110149 LER 87-008-00:on 87021 9, operating records identified several ESF 
actuations.Operating instructions for performing power transfer evolutions will be 
modified to note that such actuations will occur & considered part of preplanned plan. 
MORGAN.H.E. Southern California Edison Co. 87/06/03. 2pp. 41257:146-41257:147. 

“8706110162 LER 87-009-00:on 870104,Train B of conta’nmen^' Durge isolation sys 
spuriously actuated by containment area radiation monitor jRT-7856.Caused by move- 
ment of connecting cable on panel door. Personnel cautioned on door usage. 
MORGAN.H.E. Southern California Edison Co. 87/06/03. Ip. 41257:148-41257:148. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during schedu'ed tosting.Cau.vSri .by oocn alectrical connection on one crimp lug.Since 
lOTS.insulater- 'ugs used on a'.\ equierren'.. 

DOUGHERTY j G Vtro Er.gir'ecr'ing Sc. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 

8706300470 LER 87-01 0-00:on 870523 & 0605,trains B & A, respectively, spuriously ac- 
tuated radiation monitor 3RE-7823B.Caused by de-energization of containment purge 
isolation sys relay. Monitor r-:sot.C:'c-..;t''v under evaluation.W/870619 Itr. 

MORGAN.H.E. Southern Caiitcf.-.:a Eo'son Co. 87/06/19. 4pp. 41495:159-41495:160. 

8706300959 PNO-V-87-047:on 870621 .interruption in power to Phase B of non-IE unin- 
terruptable power supply caused sharp reduction in feedwater flow to steam generator 
88 & subsequent reactor trip. Caused by loose cable plug lug.Lugs inspected. 
JOHNSON.P., TATUM, J. Region 5, Office of Director. 87/06/22. 2pp. 41500-044- 
41500:045. 
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F. Security, medical, emergency & fire protection plans 


P. Operating license stage documents & correspondence 

8706090169 Resubmits application for amends to Licenses NPF-2 & NPF-8, increasing 
steam generator tube plugging limit to 10% & increasing FQ coeficient to 2.32 for 
grealo' ihan 50'to & 4.64 for less than or equal to 50% rated thermal power. 
MCDONALD.R.P. Alabama Power Co. 87/06/02. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41222:140-41222:188. 

—8706090182 Proposed Tech Specs.increasing steam generator tube plugging limit to 
10% & incresing FQ coefficient to 2.32 for greater than 50% & to 4.64 for less than 
or equal to 50% rated thermal power. 

* Alabama Power Co. 87/06/02. 11pp. 41222:144-41222:154. 

“8706090191 “Demonstration of Conformance of JM Farley Units 1 & 2 to App K & 
10CFR50.46 for Large Break LOCA.” 

* Westinghouse Electric Corp. 87/02/28. 34pp. 41222:155-41222:188. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150071 Responds to 870313 request for addi info on Generic Ltr 87-06 re periodic 
verification of leak tight integrity of pressure isolation valves. Unit 1 Tech Specs re- 
vised to include list of valves appearing in Unit 2 Tech Specs. 

MCDONALD,R.P. Alabama Power Co. 87/06/05. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41291:198-41291:201. 

8706150075 Forwards proposed schedules for completion of licensing items, including 
listing of license amend requests & other NRC-related submittals.Fourteen license 
amends/exemption or relief requests granted by NRC during 1986. 

MCDONALD,R.P. Alabama Power Co. 87/06/05. Document Control Branch (Docu- 
ment Control Desk). 7pp. 41291:191-41291:197. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

M!RAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706190326 Notification of 870612 meeting w/util in Bethesda.MD to discuss use of 
policy statement for Tech Spec improvements on plant-specific basis. 

REEVES, E.A. Project Directorate 11-2. 87/06/12. MURLEY,T., SNIEZEK.J., 

MIRAGLIA,F. NRC - No Detailed Affiliation Given. 3pp. 41407:033-41407:035. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250405 Advises of offical work hours for all NRC headquarter employees, effective 
870621. 

ADENSAM.E.G. Project Directorate 11-1. 87/06/22. MCDONALD,R.P. Alabama Power 
Co. 2pp. 41467:209-41467:210. 


Q. Inspection reports, IE Bulletins & correspondence 

8706020144 Advises that util takes exception to any item listed on 870403 draft Rev 3 
to IE Insp Procedure 82412, "Emergency Response Facilities Appraisal," that requires 
plant-specific data input to emergency operations facility. 

MCDONALD, R.P. Alabama Power Co. 87/05/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41134:135-41134:136. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 


8706020144 Advises that util takes exception to any item listed on 870403 draft Rev 3 
to IE Insp Procedure 82412, “Emergency Response Facilities Appraisal," that requires 
plant-specific data input to emergency operations facility. 

MCDONALD.R.P. Alabama Power Co. 87/05/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41134:135-41134:136. 


8706020190 Forwards “Exercise Rept of 861203 Full Participation Joint Exercise of Off- 
site Radiological Emergency Preparedness Plans for Farley Nuclear Power Plant" 
Based on results of exercise, FEMA approval granted on 810311 remains in effect. 
KRIMM.R.W. Federal Emergency Management Agency. 87/05/22. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 


“8706020200 “Exercise Rept of 861203 Full Participation Joint Exercise of Offsite Radi- 
ological Emergency Preparedness Plans for Farley Nuclear Power Plant " 

* Federal Emergency Management Agency. 87/02/25. 51pp. 41134:327-41135-016 


f^®y,‘secl emergency plan implementing procedures.includinq Rev 10 to 
FNP-O-EIP-11 Handling of Injured Personnel" & Rev 17 to FNP-0>EIP-16 “Emergen- 
cy Equipment & Supplies." W/870530 Itr. ^ 

HUDSPETH, J.B. Alabama Power Co. 87/05/30. 65pp. 41235:008- 

41235:104. 


summa^ of 870505 meeting w/uSI re planned safeguards mods at facilit 
D'feptorate 11-1. 87/06/02. Pro|ect Directorate fl-1. 3p 

41 ^4o:uoi "41 24o:Uo3. 


8706100314 Forwards Insp Repts 50-348/87-12 & 50-364/87-12 on 87051 9-21 .No vio- 
lations or deviations noted. 

JULIAN,C.A. Region 2, Office of Director. 87/06/02. MCDONALD.R.P. Alabama 
Power Co. 2pp. 41241:158-41241:168. 

-8706190322 Insp Repts 50-348/87-12 & 50-364/87-12 on 870519-21 .No violations or 
deviations noted.Major areas inspected:review of corrective actions for previous Insp 
findings in areas of control of measuring & test equipment & operator training. 
LONG.A.R., SHYMLOCK.M.B. Region 2, Office of Director. 87/05/29. 9pd. 
41241:160-41241:168. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04, 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706110111 Forwards Insp Repts 50-348/87-09 & 50-364/8709 on 870406-10. No vio- 
lations or deviations noted. 

HERDT,A.R. Region 2, Office of Director. 87/06/04. MCDONALD.R.P. Alabama 
Power Co. 2pp. 41264:342-41264:357. 

-8706110135 Insp Repts 50-348/87-09 & 50-364/87-09 on 870406-1 0.No violations or 
deviations noted.Major areas inspected:pump & valve inservice testing program 
review, procedures review, observation of work activities & data review. 
HALLSTROM.G.A., BLAKE, J.J. Region 2, Office of Director. 87/05/27. 14pd 
41264:344-41264:357. 


8706110073 Rev 7 to Emergency Plan Implementing Procedure FNP-O-EiP-18 "Si 
.Area Eme'-aency" & Rj;v 21 to Emergency Plan Implementing Procedure FNP^O-El 
Olfsilr, Noe.'IicoIio.-." W/870603 Itr. 

riuDSPE'h.^.B. Alarsama Power Co. 87/06/03. 40pp. 41259:238-41259:277. 


8706170284 Forwards Insp Repts 50-348/87-10 & 50-364/87-10 on 870411-0518 & 
notice of violation. 

REYES, LA. Region 2, Office of Director. 87/06/05. MCDONALD.R.P. Alabama Power 
Co. 2pp. 41371:085-41371:094. 
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-8706170316 Insp Repts 50-348/87-10 & 50-364/87-10 on 870411-0518. Violations 
notedifailure to follow Administrative Procedure AP-16, “Conduct of 
Operations, Operations Group," Section 3.1.13.5 re attending Unit 1 control board. 
BRADFORD.W.H., DANCE,H.C. Region 2, Office of Director. 87/06/03. 7pp. 
41371:088-41371:094. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706230131 Forwards errata to “Semiannual Radioactive Effluent Release Rept for Jul- 
Dec 1986," correcting direct radiation results from sectors at site boundaries.Values 
originally reported were higher than actual due to incorrect dose factors. 
MCDONALD,R.P. Alabama Power Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). Ip. 41431:246-41431:247. 

-8706230138 Errata to “Semiannual Radioactive Effluent Release Rept for Jul-Dec 
1986," correcting direct radiation results from sectors at the site boundaries. 

• Alabama Power Co. 86/12/31. Ip. 41431:247-41431:247. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regional ofcs on events which occurred 
since 870512 meeting.Events discussed & significant elements of events end, 
LANNING,W. Events Assessment Branch. 87/05/21. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41128:003-41 128:012. 


V. Operator Examinations 

8706090258 Confirms arrangements for written & operating exams on 870824 & operat- 
ing exams on 870825-28.Ref matls from end '.\s\ rr.qjot;:-:.:.: by 870624 in order to 
meet scheduled exam dates. 

JULIAN, C.A. Region 2, Office of Director. 87/06/01. MCDONALD, R.P. Alabama 
Power Co. 6pp. 41222:243-41222:248. 

8706100314 Forwards Insp Repts 50-348/87-12 & 50-364/87-12 on 87051 9-21. No vio- 
lations or deviations noted. 

JULIAN, C.A. Region 2, Office of Director. 87/06/02. MCDONALD,R.P. Alabama 
Power Co. 2pp. 41241:158-41241:168. 

-8706100322 Insp Repts 50-348/87-12 & 50-364/87-12 on 87051 9-21. No violations or 
deviations noted.Major areas lnspected:review of corrective actions for previous insp 
findings in areas of control of measuring & test equipment & operator training. 
LONG,A.R. Region 2. Office of Director. 87/05/29. 9pp. 41241:160-41241:168. 
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F. Security, medical, emergency & fire protection plans 

8706120194 Ack receipt of 870413 Itr forwardlnc; rcvaod physical security.safeguards 
contigency & guard training & quaiificanon plans.Hevs shoui:: have been sent to Doc- 
ument Control Desk per stated rule change & !CC>''-R5C.4i-'i; 

REYES, LA. Region 2, Office of Diroclor."37/C-1, 17. 0"riE"_'..Y,J.?. Georgia Power Co. 
2pp. 41274:142-41274:143. 

8706110354 Ack receipt of Gucwa 870413 Itr re revs to physical security.safeguards 
contingency & guard training & qualification (T&Q) plans.lmplementation schedule not 
acceptable for inclusion w/revised T&Q plans. 

STOHR.J.P, Region 2, Office of Director. 87/05/28. O’REILLY, J.P. Georgia Power Co. 
3pp. 41260:154-41260:156. 

8706100009 Ack receipt of 870518 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321 /86-06 & 50-366/86-06. 

GRACE, J.N. Region 2, Office of Director. 87/06/02. 0’REILLY,J.P. Georgia Power Co. 
Ip. 41238:218-41238:220. 

“8706100010 Forwards response to NRC 860528 Itr re violations noted in Insp Repts 
50-321/86-06 & 50-366/86-06.Response withheld (ref 10CFR2.790(d) & 73.21). 
GUCWA,LT. Georgia Power Co. 87/05/18. NRC - No Detailed Affiliation Given. 2pp. 
41238:219-41238:220. 

8706160468 Informs that next annual emergency exercise at facility scheduled for 
871208.Exercise will provide State of GA & counties opportunity to exercise ingestion 
pathway portion of program. 

GUCWA, L.T. Georgia Power Co. 87/06/09. Document Control Branch (Document 
Control Desk). 2pp. 41335:074-41336:075. 


8706220266 Revised emergency plan implementing ir.sTucticns.ir.c'jdinr; Rev 0 to EPII- 
01, "Corporate Emergency Organization," Rev 0 tc F-- ■NL':.iiv';::l!C"'. of Corporate 

Emergency Organization” & Rev 0 to EPII-03.W/87061 1 Itr. 

GUCWA.L.T. Georgia Power Co. 87/06/11. 1 15pp. 41410:179-41410:271. 

8706300699 Forwards Insp Repts 50-321/87-09 & 50-366/87-09 on 870425-0526.No 
violation or deviation identified. 

BROWNLEE.V.L. Peqicn 2. Office of Director. 87/06/18. O'REILLY, J.P. Georgia 
Power Co. 2pp. : 5 ■ 3: 'CD-I'!:* 3 1 1 8. 

-8706300625 Insp Repts 50-321/87-09 & 50/366-87-09 on 870425-0526.No violations 
noted.Major areas inspected:licensee action on previous enforcement 
matters, operational safety verification,maint observation & physical security. 
HOLMES-RAY,P.. SINKULE.M.V. Region 2, Office of Director. 87/06/17. 8pp. 
41513:111-41513:118. 

8706300079 Forwards amend to physical security plan. Amend withheld (ref 10CFR2.790 
& 73.21). 

GUCWA.L.T. Georgia Power Co. 87/06/22. Document Control Branch (Document 
Control Desk). 2pp. 41487:116-41487:117. 


P. Operating license stage documents & correspondence 

8706050237 Forwards EGG-NTA-7591, "Conformance to Item 2.1 (Part 2) of Generic 
Ltr 83-28 Reactor Trip Sys Vendor Interface, Hatch- 1 & 2, Millstone-1," final rept.Plants 
conform to item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/17. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41201:045-41201:059. 

“8706050250 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, Hatch-1 & 2,Millstone-1,” final rept. 

FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7591. 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41201:046-41201:059. 

8706260294 Forwards final EGG-NTA-7589, “Conformance to Generic Ltr 83-28, Item 
2.2.2--Vendor Interface Programs for All Other Safety-Related Components:Hatch Unit 
1 & Unit 2." Plant conforms to Generic Ltr 83-28, Item 2.2.2. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc,). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). ip. 41482:258-41482:274. 

“8706260314 Final “Conformance to Generic Ltr 83-28, Item 2.2.2--Vendor Interface 
Programs for All Other Safety- Related Components," informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7589. 87/05/31. NRC - No Detailed Affiliation 
Given. 16pp. 41482:259-41482:274. 

8706100321 Forwards Amends 139 & 76 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation. Amends change Tech Specs re scram speed limit, definition of 
design power, lead test fuel assemblies & min critical power ratio limit. 

CROCKER, L.P. Project Directorate 11-3. 87/06/01. O’REILLY.J.P. Georgia Power Co. 
3pp. 41246:108-41246:135. 

-8706100342 Amends 139 & 76 to Licenses DPR-57 & NPF-5, respectively, changing 
Tech Specs re scram speed limit, definition of design power, lead test fuel assemblies 
& min critical power ratio limit, 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/06/01. 21pp. 41246:111-41246:131. 

-8706100352 Safety evaluation supporting Amends 139 & 76 to Licenses DPR-57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/01. 4pp. 
41246:132-41246:135. 

8706100429 Forwards response to Generic Ltr 87-06, “Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves (PlVs).” Info includes list of PIVs, periodic 
test or other measures performed to assure integrity of PiVs. 

GUCWA.L.T. Georgia Power Co. 87/06/03. Document Control Branch (Document 
Control Desk). 20pp. 41 241 :200-41 241 :21 9. , 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706120144 Summary of 870522 meeting w/util re status of licensing actions for 
facilities. List of attendees & licensee slides end. 

CROCKER.L.P., MILLER.M.A. Project Directorate 11-3. 87/06/05. Project Directorate II- 
3. 15pp. 41280:176-41280:190. 

8706160328 Forwards updated listing of correspondence w/NRC to which written re- 
sponse expected.Util prepared to discuss mods to end outstanding submittals 
list. Licensing actions completed during past month listed. 

GUCWA.L.T. Georgia Power Co. 87/06/05. Document Control Branch (Docufnent 
Control Desk). 5pp. 41336:197-41336:201. 

8706170584 Forwards Amends 141 & 77 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation. Amends modify Tech Specs to permit operation w/only one recircu- 
lation loop in operation & to implement jet pump recommendations of NUREG/CR- 
3052. 

CROCKER.UP. Project Directorate I1-3. 87/06/10. O'REILLY.J.P. Georgia Power Co. 
5pp. 41383:193-41383:286. 

“8706170591 Amends 141 & 77 to Licenses DPR-57 & NPF-5,respectively modifying 
Tech Specs to permit only one recirculation loop in operation & to implement jet pump 
suveillance recommendations of NUREG/CR-3052. 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/06/10. 82pp, 41383:198-41383:279. 

-8706170593 Safety evaluation supporting Amends 141 & 77 to Licenses DPR-57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/10. 7pp. 
41383:280-41383:286. 
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8706180355 Requests that LP Crocker be granted unescorted access to facility upon 
successful completion of general employee training program scheduled for wk ot 

870615 LP Crocker -r.s'cr-d ns prcject manager for facility. _ 

Sc'J^lGR'.COD.P.J ■-■■re;-::-:-. C r-.^ ;o-a-.o 11-3. S7/06/10. O’REILLY, J.P. Georgia Power 
Cc, :.p? 

8706150058 Generic Ltr 87-10 to all power reactor licensees re irnplementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc I'St ®ncl. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 


8706220132 Notification of 870630 meeting w/util '.n 
participation of facilities as lead BWR in Seismic !•/'. 
CROCKER, L.P. Project Di^ectcate i|-3. 87/06/12 
torate 11-3. 3pp. -■ ' 8 1 3 ' *1 ■ ' c: ' 33 


r5c-^'5s:1r!.WD to discuss possible 
•gn Ar'.a.vsis Frcgram. 
Y.CL.NG3i.COC,5.J. Project Direc- 


8706230475 Forwards info re performance of NDE of feedwater nozzles & safe-end 
welds during Fall 1986 maint/refueling outage, per NUREG-0619.Results of previous 
exams provided in 850305 & 1 1 25 Itrs. /r\ 

GUCWA,L.T. Georgia Power Co. 87/06/12. Document Control Branch (Document 
Control Desk). 12pp. 41433:324-41433:335. 


8706230486 Generic Ltr 87-11 t: al' npe-atirc 
CPs re r:;‘!:‘<r:ticn in nrbitran.' i.-icrmorJia'.c oipe 
MIRAGLIA ■'■'.v. .‘.■■isocia:"' C -ro-Tic: 

Power Cc /'.'pp, ' 582 I'. ' * f>8?:C;7: 


“cer.soos.CP holders & applicants for 
■uptL' j recu!'rrrr:en:s. 

;.s i-^cs! 370*111'. 37/06/19. Alabama 


8706250532 Responds to request for assurance that facility neutron monitoring sys 
design sirri'a' to design of ot^er plants.List of plants w/similar design,already re- 

Cc- 87/06/22. THADANI,A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 


8706030015 Ack receipt of 870223 response to request for addi info re violatioris noted 
in Insp Repts 50-321/86-28 & 50-366/86-28. Basis for denial of request that violations 
be classified as Severity Level V discussed in end. , 

GRACE, J.N. Rc:j'on ?. Office of Director. 87/05/19. O’REILLY.J.P. Georgia Power Co. 
3pp. 411^: ?65 -■'■■■ ■<■'.■■..>37 

8706150103 Ack receipt of 870413 ltr info-mirg \'RC cf steos taken to correct violations 
noted in Insp Repts 50-321/87-02 S 5(;-266/8/-32 .n:*C concurs w/util basis for 
denia' v'olation Vio'»i‘on deleted from records. ^ „ 

REYES _ '-i'.':" :.vi of Director. 87/05/21 O’REILLY.J.P, Georgia Power Co. 

Ip. 083 


8706020103 Ack receipt of 870121 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/86-36 a 50-366/86-36. Violation should remain as pre- 
sented in notice of violation.Assessment of 'icersoo '-esocpse end. 

REYES, L.A. Region 2, Office of Director. 8 '.‘C5 '22 C RE.;.-'^,J.P. Georgia Power Co. 
4pp. 41146:132-41146:135. 


8706020166 Forwards insp Repts 50-321/87-08 a 50-366/87-08 on 870328-0424.No 
violations or deviations noted. Unresolved item 'denti^ied 'h 'nsp repts. 

BROWNLEE, V.L Region 2, Office of Ciicr.o:. 05-22. O’REILLY.J.P. Georgia 
Power Co. 2pp. 41147:011-41147:020. 


-8706020173 Insp Repts 50-321/87-08 a 50-366/87-08 on 870328-0424.No violations 
noted.Major areas inspected:licensee action on previous enforcement 
matters operational safety verification, maint a surveillance observations & ROs. 
HOLMES-RAY,?., NEJFELT.G.M., MENNING,J.E. Region 2. Office of Director. 87/05/ 
22. 8pp. 41147:013-41147:020. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 


8706050211 NRC Info Notice 87-025, “Potentially Signhi:ar.t t^xbl-ems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or 'vVro:'-;; Con::o'i(vl Events.’’ Svclist 

ROSSI C.E. Division of Operational Events Assessment (Post 87 0411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706300599 Forwards Insp Repts 50-321/87-09 & 50-366/87-09 on 870425-0526.No 
violation or deviation identified. 

BROWNLEE,V.L Region 2, Office of Director. 87/06/18. 0’REILLY,J.P. Georgia 
Power Co. 2pp. 41513:109-41513:118. 


—8706300625 Insp Repts 50-321/87-09 a 50/366-87-09 on 870425-0526. No violations 
noted.Major areas inspected:licensee action on previous enforcement 
matters operational safety verification, maint observation a physical security. 

HC M=S °Av.D., MENNING,J., GARNER,L. Region 2, Office of Director. 87/06/17. 
SppT -'■-1513.1 ! 1-41513:118. 


8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Sve list end. 
ROSSI C E Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 


8706260317 Responds to NRC 870504 ltr re violations noted in Insp Repts 50-321/66- 
30 a 50-366/86-30.Corrective actions:Special Purpose Procedure 52SP-100386-IE-1- 
2S revised a testing satisfactorily performed on 861009.Personnel counseled. 
GUeWALT. Georgia Power Co. 87/06/23. Document Control Branch (Document 
Control Desk). 10pp. 41482:138-41482:147. 


8706300383 Forwards Insp Repts 50-321/87-11 a 50-366/87-11 on 870601-15 a notice 

COLLINS,D.M. Region 2, Office of Director. 87/06/24. O’REILLY.J.P. Georgia Power 
Co. 2pp. 41499:321-41499:335. 


-8706300400 Notice of violation from insp on 870601 -1 5. 

COLLINS.D.M. Region 2, Office of Director. 87/06/24. 2pp. 41499:323-41499:324. 


-8706300410 Insp Repts 50-321/87-11 a 50-366/87-11 on 870601-15. Violations 
noted:failure to calculate lower limits of detection for plant effluents according to Tech 
Spec 4.16.1-1. 

ADAMOVITZ.S.S.. HARRIS.J.D., KAHLE.J.B. Region 2, Office of Director. 87/06/23. 
11pp. 41499:325-41499:335. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.’’ Sve list end. . „ ^ 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc, 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706160461 Monthly operating repts for May 
RICHARDSON.J.H.. GUCWA.L.T. Georgia 
41335:272. 


1987.W/870609 ltr. 

Power Co. 87/05/31. 13pp. 41335:260- 
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F. Security, medical, emergency & fire protection plans 

8706170364 Rev 2 to Emergency Plan Implementing Procedure 1905,003, “Radiological 
Protection Requirements For Post-Accident Sampling of Reactor Coolant." 

* Arkansas Power & Light Co. 87/04/01. 8pp. 41370:143-41370:150. 

8706100457 Rev 9 to Emergency Plan Implementing Procedure 1904.02, “Offsite Dose 
Projections - Pocket Computer Method." 

* Arkansas Power & Light Co. 87/04/17. 39pp. 41248:202-41248:240. 


8706080126 Provides addI response to violations noted in Insp Repts 50-321/86-34 & 
50-366/86-34 on 861 026-31. Util contends that o- scaf-'i'id nc nr.at-s x-moved from 
radiation area w/o adequate frisking.Reduction of severi'.; i.?vr! roquosiec. 

GUCWA,L.T. Georgia Power Co. 87/05/28. Document Control Branch (Document 
Control Desk). 5pp. 41218:086-41218:090. 

8706170254 Ack receipt of 870309 ltr N°C cf steps taken to correct violations 

noted in Insp Repts 50-321/86-39 5. "/.i-F.Fr ■ bo-JO & request that violation be re- 
duced to Severity . v ioL'-'-on st.'^nds as isf.uc-(i.Fvc '..aticr- enci 

G1BSON.A.F. Reg on 2 , :):l:::e of '-cc'c.' 0 F.E._LY.J.». Georgia Power 

Co. 4pp. 41385:185-41385:188. 

8706100009 Ack receipt cf 37Q518 !tr infc-Tihc NPC of steps taken to correct violations 
noted in Insp Repts /iio-Os: <5 5-C-v';£6 'I'F.-ro 

GRAC",-' N F'-q’:;:* 2. CTice of Director. 87/06/02. 0’REILLY,J.P. Georgia Power Co. 
ip. ^-238:22^ 

-8706100010 Forwards response to NRC 860528 ltr re violations noted in Insp Repts 
50-321/86-06 & 50-366/86-06.Response withheld (ref 10CFR2.790(d) & 73.21). 
GUCWA.L.T. Georgia Power Co. 87/05/18. NRC - No Detailed Affiliation Given. 2pp. 
41238:219-41238:220. 


8706040030 Revised emergency plan implementing procedures, consisting of Rev 8 to 
1903.51, "Turnover of Responsibilities" & Rev 2 to 1903.52, “Command & Control.’ 
LEVINE, M. Arkansas Power & Light Co. 87/05/21. 7pp. 41171:232-41171:238. 


3706090370 Requests that stated note bo p-’ominently olaced on Itrs, addressed to NRC 
Dc-currsont Ccr-ro. Desk & -ervyarding emorgoncy preparedness exercise 
objectives, scenarios & related info, ns aodec proieoticr against disclosure. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 41222:317-41222:318. 


8706150106 Forwards Insp Repts 50-313/87-19 & 50-368/87-19 on 870518-22,No 
violations, deviations or deficiencies noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/09. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 41291:280-41291:285. 


-8706150113 insp Repts 50-313/87-19 & 50-368/87-19 on 870518-22.No 

violations.deviations or deficiencies noted.Major areas inspecteddicensee audit.shift 
staffing & augumentation, changes to emergency preparedness program & notifica- 
tions. 

TERC.N.M. Region 4, Office of Director. 87/06/03. 4pp. 41291:282-41291:285. 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706240244 Rev 1 to Emergency Plan Implementing Procedure 1905.031, “Airborne I- 
131 Determination Using RM-14/HP-210.” 

* Arkansas Power & Light Co. 87/06/18. 2pp. 41449:009-41449:010. 

8706290029 Ack receipt of 870515 ltr in response to NRC 870415 ltr re concerns raised 
per Insps 50-313/87-10 & 50-368/87-10. NRC will review implementation of corrective 
actions during future insp. ^ . , 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/23. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41487:029-41487:032. 


8706050209 NRC Info Notice 87-026. “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Sve list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


”8706300112 Responds to NRC 870415 ltr re deficiencies "Cted in Emergency Pre- 
paredness insps 50-313/87-10 & 50-368/87-10. Corrective a'jl.or3:f’'oce(:L.rc '9:3.51 
revised to clarify definition of formal turnover of emergency direction, 

ENOS.J.T. Arkansas Power & Light Co. 87/05/15. GAGLIARDO.J.E. Region 4, Office 
of Director. 2pp. 41487:031-41487:032. 
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J. Insurance & indemnity information 

8706090050 Forwards Endorsement 22 to NELIA Policy NS-381. Endorsement renews 
coverage for liabilities arising from transportation of nuclear matl in 1987. 

ENOSJ.T. Arkansas Power & Light Co. 87/05/29. DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 3pp. 41219:286-41219:288. 

8706180155 Forwards original certificate of insurance from ANI (Policy 
5178,TA5217,X8786 & XTA5168) as evidence of primary property damage insurance 
coverage for policy yr 870401-880401. 

ENOS.J.T. Arkansas Power & Light Co. 87/06/01. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41390:325-41390:326. 


P. Operating license stage documents & correspondence 

8706080280 Forwards EGG-NTA-7585, “Technical Evaluation Rept for Review & Eval- 
uation of B&W Owners Group Design Reassessment Program re Oconee-1 ,2 & 3,TM1- 
1 ,ANO-2,Davis-Besse.Rancho Seco & Crystal River-3.’’ 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 87/03/04. CARRINGTON.M, 
Office of Nuclear Reactor Regulation, Director (851125-870411). ip. 41209:156- 
41209:187. 

“8706080292 “Technical Evaluation Rept for Review & Evaluation of B&W Owners 
Group Design Reassessment Program re Oconee Units 1.2 &3,TMI-1,ANO-2.Davis- 
Besse, Rancho Seco & Crystal River Unit 3," informal rept. 

BEARD.J.T. EG&G Idaho, Inc. (subs, of EG&G, Inc.). EGG-NTA-7585. 87/03/31. Divi- 
sion of Pressurized Water Reactor Licensing - B (851125-870411). 31pp. 41209:157- 
41209:187. 

8706080275 Forwards Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2,Calvert Cliffs 1 & 2.Fort Calhoun,Main Yankee,Millstone 

2, Palisades, Palo Verde 1,2 & 3,San Onofre 2 & 3.St Lucie 1 & 2,Waterford 3 & WNP 

3. " 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/12. CARRlNGTON,M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41213:001-41213:027. 

“8706080284 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2,Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 2, Palisades, Palo 
Verde 1 ,2 & 3, San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3 & WNP 3.” 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FARMER,F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7463 R01. 87/03/31. NRC - No De- 
tailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706050107 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USI A-46, equipment seismic adequacy verification require- 
ments. Schedule for plant-specific implementation due by 871201. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/04/ 
28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 41200:172-41200:172. 

8706040242 Forwards “Dissolved Hydrogen Concentration in Arkansas Nuclear One 
Unit 2 Pressurizer Repair Welds," demonstrating adequacy of weld repairs.Final stress 
calculation for XI & T4 heater location repairs also end. 

CAMPBELL,T.G. Arkansas Power & Light Co. 87/05/21 . MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41171:301-41171:349. 

“8706040249 “Dissolved Hydrogen Concentration in Arkansas Nuclear One Unit 2 
Pressurizer Repair Welds.” 

* MPR Associates, Inc. 87/05/21. 17pp. 41171:303-41171:319. 

“8706040259 Calculation PRS-204, “Head Penetration Plug As-Built Geometry." 
JOHNSON, R.E., FOSSETT.E.L. Combustion Engineering, Inc. 87/05/18. 26pp. 
41171:320-41171:345. 

“8706040260 Calculation PRS-205, “Calculation of Min Required Length of Weld.” 
JOHNSON, R.E., FOSSETT.E.L. Combustion Engineering, Inc. 87/05/20. 4pp. 
41171:346-41171:349. 

8706020132 Forwards safety evaluation supporting 870512 & 18 requests to use Winter 
1985 Addenda of 1983 Edition of Section III of ASME Boiler & Pressure Vessel Code 
for temporary repair of facility pressurizer.Requests submittal of plan by 871101. 
CALVO,J.A. Project Directorate IV. 87/05/22. CAMPBELL.T.G. Arkansas Power & 
Light Co. 4pp. 41 143:088-41 143:107. 

“8706020136 Safety evaluation supporting use of alternative ASME Code for temporary 
repair of pressurizer. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/22. 11pp. 
41143:096-41143:107. 

8706100027 Notification of 870609 meeting w/util in Bethesda.MD to discuss emergen- 
cy feedwater sys reliability. 

LEE,R.S. Project Directorate IV. 87/06/03. CALVO.J.A. Project Directorate IV. 3pp. 
41248:040-41248:042. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706170391 Forwards response to request for add! info re NUREG-0737, Item II.D.I, 
“Performance Testing of Relief & Safety Valves” 

ENOS.J.T. Arkansas Power & Light Co. 87/06/05. Document Control Branch (Docu- 
ment Control Desk). 15pp. 41374:001-41374:134. 

“8706170396 “Computer Program Verification.” 

PRESCOTT, K.S. NUTECH Engineers, Inc. 83/11/19. 18pp. 41374:108-41374:124. 

“8706170401 “TRMSAP Verification Manual.” 

* Teledyne Engineering Services. 83/10/31. 10pp. 41374:125-41374:134. 

8706220064 Informs that temp monitoring of reactor head flange leakoff line will not be 
performed until remote instrumentation operable, per 870605 telcon. Listed actions & 
RCS leak rate calculations will identify significant pathway leaks. 

LEVINE, J.M. Arkansas Power & Ught Co. 87/06/08. GAGLIARDO.J.E. Region 4, 
Office of Director. 1p. 41409:001-41409:001. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010173 Forwards Insp Repts 50-313/87-13 & 50-368/87-13 on 870401-30 & notice 
of violation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/26. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41130:038-41130:055. 

“8706010176 Notice of violation from insp on 870401-30. 

* Region 4, Office of Director. 87/05/26. 2pp. 41 130:040-41 130:041. 

“8706010181 Insp Repts 50-313/87-13 & 50-368/87-13 on 870401-30. Violations 
noted:temporary mod installed w/o performing engineering & unreviewed safety ques- 
tion evaluations & failure to maintain seismic support in design configuration. 
JOHNSON, W.D.. HARBUCK.C.C., HUNTER, D.R. Region 4. Office of Director. 87/05/ 
26. 14pp. 41130:042-41130:055. 

8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies.Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1, Office of Director. 4pp. 41119:272-41119:275. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSl,C.£. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706090250 Forwards Insp Repts 50-313/87-06 & 50-368/87-06 on 870322-27 & no- 
tices of violation & deviation. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/01. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41229:126-41229:140. 

“8706090293 Notice of violation from insp on 870322-27. 

* Region 4, Office of Director. 87/06/01. 2pp. 41229:128-41229:129. 

“8706090298 Notice of deviation from insp on 870322-27. 

* Region 4, Office of Director. 87/06/01. Ip. 41229:130-41229:130. 

“8706090320 Insp Repts 50-313/87-06 & 50-368/87-06 on 870322-27. Violations 
noted:failure to follow Tech Specs re monitoring of radioactive effluents & to perform 
airborne radioactive measurements. Deviation noted:failure to comply w/FSAR. 
CHANEY, H., MURRAY, B. Region 4. Office of Director. 87/05/19. 10pp. 41229:131- 
41229:140. 

8706100377 Ack receipt of 870521 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/87-08 & 50-368/87-08,Response to Violation B respon- 
sive to concern raised. Extension for response to Violation A granted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. CAMPBELL.G. Arkansas 
Power & Light Co. Ip. 41241:107-41241:110. 

“8706100393 Responds to Violation B noted in Insp Repts 50-313/87-08 & 50-368/87- 
OS.Corrective actions:programmatic approach to resolution of inconsistencies in indi- 
cated status of valves underway. AddI time required for response to Violation A. 
ENOS.J.T. Arkansas Power & Light Co. 87/05/21. GAGLIARDO.J.E. Region 4, Office 
of Director. 3pp. 41241:108-41241:110. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706150106 Forwards Insp Repts 50-313/87-19 & 50-368/87-19 on 870518-22.No 
violations.deviations or deficiencies noted. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/09. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41291:280-41291:285. 

“8706150113 Insp Repts 50-313/87-19 & 50-368/87-19 on 87051 8-22.No 

violations.deviations or deficiencies noted.Major areas inspected;licensee audit, shift 
staffing & augumentation, changes to emergency preparedness program & notifica- 
tions. 

TERC.N.M., FISHER, W.L Region 4, Office of Director. 87/06/03. 4pp. 41291:282- 
41291:285. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially sSicrificaT Prcb'ors Resulting From 
Human Error Involving Wrong Unit, Wrong Train or W'ono Cor^’pcrcp'. Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706160550 Forwards Insp Repts 50-313/87-17 & 50-368/87-17 on 870510-26.No vio- 
lations or deviations noted. Preparations for & repairs to Unit 2 pressurizer shell & re- 
placement of selected pressurizer heaters examined during insp. 

GAGLIARDO,J.E. Region 4, Office of Director. 37/06/11. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41336:209-41336:222. 



174 DOCKETED ITEMS 


-8706160562 Insp Repts 50-313/87-17 & 50-368/87-17 on 87051 0-26.No violations or 
deviation noted.Major areas inspected: observations of welders & NDE personnel 
qualifying to specific procedures. 

HUNNICUTT.D.M.. KERCH, H.W.. WESTERMAN.T.F. Region 4. Office of Director. 87/ 
06/09. 12pp. 41336:211-41336:222. 

8706220057 Forwards Insp Repts 50-313/87-15 & 50-368/87-15 on 870501-31 & notice 
of violation. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/15. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41405:330-41405:338. 

-8706220246 Insp Repts 50-313/87-15 & 50-368/87-15 on 870501-31. Violations 
noted:failure to maintain seismic support in design configuration. 

JOHNSON.W.D.. HARBUCK.C.C.. HUNTER.D.R. Region 4, Office of Director. 87/06/ 
12. 6pp. 41405:333-41405:338. 

8706260114 Ack receipt of 870420 Itr providing addi info re violations noted in Insp 
Repts 50-313/85-26 & 50-368/85-27, per NRC 861117 request.Supplemental info 
acceptable.Violations being withdrawn & records corrected to reflect action. 
GAGUARDO.J.E. Region 4, Office of Director. 87/06/15. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41479:126-41479:128. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. I21pp. 41437:099-41437:222. 

8706290029 Ack receipt of 870515 Itr in response to NRC 870415 Itr re concerns raised 
per Insps 50-313/87-10 & 50-368/87-10. NRC will review implementation of corrective 
actions during future insp. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/23. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 41487:029-41487:032. 

-8706300112 Responds to NRC 870415 Itr re deficiencies noted in Emergency Pre- 
paredness Insps 50-313/87-10 & 50-368/87-10. Corrective actions.-Procedure 1903.51 
revised to clarify definition of formal turnover of emergency direction. 

ENOS.J.T. Arkansas Power & Light Co. 87/05/15. GAGLIARDO.J.E. Region 4. Office 
of Director. 2pp. 41487:031-41487:032. 

8706220303 NRC Info Notice 87-029. “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706300217 “1986 Annual Environ Radiological Monitoring Rept for Arkansas Nuclear 
One Units 1 & 2." W/870615 Itr. 

ENOS.J.P. Arkansas Power & Light Co. 86/12/31. 86pp. 41494:291-41495:015. 

8706090156 Informs that revised 1985 semiannual radioactive effluent release rept will 
not be submitted until 870705, due to manpower demands of recent outage. 

ENOS.J.T. Arkansas Power & Light Co. 87/05/18. GAGLIARDO.J.E. Region 4. Office 
of Director. Ip. 41212:360-41212:360. 

8706090297 Informs that annual radiological environ rept will not be submitted until 
870615 due to internal schedule conflicts. 

ENOS.J.T. Arkansas Power & Light Co. 87/05/18. Region 4, Office of Director. Ip. 
41223:001-41223:001. 

8706300933 Monthly operating rept for May 1 987.W/87061 5 Itr. 

HARR1SON.D.I.. ENIS.J.T. Arkansas Power & Light Co. 87/05/31. 6pp. 

41512:208. 


S. Reportable occurrences, LERs & related correspondence 

8706010404 Provides summary of evaluation based on 870512,18 & 21 Itrs which pro- 
vided specific details of 870424 facility pressurizer heater sleeve leakage.Concludes 
that personnel acted in responsible manner by performing general walkdown. 
CALVO,J.A. Project Directorate IV. 87/05/22. CAMPBELL.T.G. Arkansas Power & 
Ught Co. 3pp. 41127:146-41127:148. 

8706030100 LER 87-003-00:on 870424, unusual event declared & util shutdown & cool- 
down commenced due to pressure boundary leak. Caused by damaged heater sleeve 
resulting from rupture of Watlow heater sheatHeaters removed.W/870527 Itr. 
TAYLOR, L.A.. ENOS.J.T. Arkansas Power & Light Co. 87/05/27. 14pp. 41147:177- 
41147:190. 

87(^90084 LER 87-004-00:on 870425,whlle performing plant cooldown, reactor protec- 
tion sys actuation occurred due to high water level in steam generation A.Caused by 
personnel error. Procedure revised.W/870528 Itr. 

TAYLOR, L.A.. ENOS.J.T. Arkansas Power & Ught Co. 87/05/28. 4pp. 41219:018- 
41219:022. 

8706250263 LER 87-005-00:on 870501 .containment isolation valve inoperable.Caused 
by personnel emor.Maint personnel counseled on importance of assuring proper rein- 
stallation of seismic supports. V\//87061 6 Itr. 

TAYLOR.LA., LEVINE, J.M. Arkansas Power & Light C^. 87/06/16. 5pp. 41474:218- 


8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20.50-369/87-17.50-370/87-17, 50-413/87-19 & 50-414/87-19 on 870511- 
12. Violation noted under consideration for escalated enforcement action. 

GRACE.J.N. Region 2. Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co. 
2pp. 41238:175-41238:178. 

-8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20. 50-287/87- 

20.50- 369/87-17,50-370/87-17,50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21). Violation noted:failure to protect safeguards info. 

TILLMAN.A. Region 2. Office of Director. 87/05/29. Ip. 41238:178-41238:178. 

8706160239 Forwards Insp Repts 50-369/87-14 & 50-370/87-14 on 870421- 0522 & 
notices of violation & deviation. Unresolved item also noted. 

REYES.LA. Region 2. Office of Director. 87/06/03. TUCKER.H.B. Duke Power Co. 
2pp. 41317:154-41317:174. 

-8706160264 Notice of deviation from insp on 870421-0522. 

REYES.LA. Region 2. Office of Director. 87/05/03. 1p. 41317;158-41317;158. 

-8706160277 Insp Repts 50-369/87-14 & 50-370/87-14 on 870421-0522. Violations 
noted:failure to document operating cycles & maintain Tech Spec action item 
logbook. Deviation noted in area of fire protection. 

ORDERS, W.. GUENTHER, S.. PEEBLES, T.A. Region 2. Office of Director, 87/06/01. 
16pp. 41317:159-41317:174. 

8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24,60-369/87-20,50-370/87-20. 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 

GRACE, J.N. Region 2, Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 41409:070-41409:072. 

-8706220005 Enforcement Conference Repts.including 50-269/87-24, 50-287/87- 

24.50- 369/87-20 & 50-414/87-22 on 870601 to review LER re inadequate destruction 
of safeguards matls compromising security. Details withheld (ref 10CFR2.790). 
TILLMAN.A. Region 2, Office of Director. 87/06/16. Ip. 41409:072-41409:072. 

8706260059 Forwards 10 & 50-mile EPZ maps for Catawba nuclear plant & population 
density maps for Catawba & McGuire facilities. Maps will be useful during exercise or 
actual emergencies at plants & should be placed at listed ctrs.W/o ends. 
COLLINS.D.M. Region 2. Office of Director. 87/06/18. TUCKER.H.B. Duke Power Co. 
2pp. 41482:180-41482:181. 

8706260073 Ack receipt of scenario for 1 987 radiological emergency preparedness ex- 
ercise scheduled for 87091 1-1 2.Requirements for annual onsite exercise appear to be 
fulfilled. 

COLLINS.D.M. Region 2. Office of Director. 87/06/18. TUCKER.H.B. Duke Power Co. 
Ip. 41479:020-41479:020. 

8706300062 Forwards Insp Repts 50-369/87-18 & 50-370/87-18 on 870526-29.No vio- 
lations or deviations noted. 

CLINE.W.E. Region 2, Office of Director. 87/06/19. TUCKER.H.B. Duke Power Co. 
2pp. 41487:133-41487:135. 

-8706300092 Partially withheld Physical Security Insp Repts 50-369/87-18 & 50-370/ 
87-18 on 870526-29 (ref 10CFR2.790 & 73.21). Major areas inspected:physical securi- 
ty plan & implementing procedures & mgt effectiveness. 

TILLMAN.A., MCGUIRE, D.R. Region 2, Office of Director. 87/06/17. 1p. 41487:135- 
41487:135. 


415l2eoGperating license stage documents & correspondence 


8706260273 Forwards final EGG-NTA-7605, “Conformance to Generic Ltr 83-28, Item 
2.2.2 Vendor Interface Programs for All Other Safety-Related Components. Mcguire 
Units 1 & 2,” informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41482:222-41482:238. 

-8706260280 Final “Conformance to Generic Ltr 83-28,ltem 2.2.2-Vendor Interface Pro- 
grams for All Other Safety-Related Components. Mcguire Units 1 & 2." informal rept. 
UDY,A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7605. 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41482:223-41482:238. 

8706260159 Fonwards final EGG-NTA-7383, “Conformance to Generic Ltr, Item 2.2.1 - 
Equipment Classification for AH Other Safety- Related Components, McGuire 1 & 2," 
informal reptPlant conforms to generic Itr on item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/07. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). 1p. 41483:120-41483:139, 

—8706260166 Final “Conformance to Generic Ltr 83-28,ltem 2.2.1 - Equipment Classifi- 
cation for All Other Safety-Related Components, McGuire 1 & 2," informal rept. 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7383. 87/06/31. NRC - No Detailed Affiliation 
Given. 21pp. 41483:121-41483:139. 

8706010070 Responds to NRC 870323 SER & technical evaluation rept re util conform- 
ance to Reg Guide 1 .97.Schedule for installation & operation of environ qualified & 
Seismic Category I wide- range instrumentation will be provided by 870619, 
TUCKER.H.B. Duke Power Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 1 p. 41 1 1 9:052-41 1 1 9:052. 

8706010102 Responds to NRC 870323 request for addI info in order to resume review 
of natural circulation, boron mixing & cooldown capabilities at plant.Fire protection safe 
shutdown review, per 10CFR50,App R also discussed. 

TUCKER.H.B. Duke Power Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 41123:288-41123:289. 

8706010265 Forwards SER based on review of “Rod Swap Methodology Rept for Start- 
up Physics Testing” & 870211 & 0311 supplemental Info.Rod swap methodology ac- 
ceptable for rod worth measurement of reload cores for plants. 

HOOD.D. Project Directorate II-3. 87/05/22. TUCKER.H.B. Duke Power Co. Ip. 
41127:084-41127:090. 
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-8706010275 Safety evaluation supporting util rept entitled, “Rod Swap Methodology 
Rept for Startup Physics Testing." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/22. 6pp. 
41127:085-41127:090. 

8706040108 Forwards nonproprietary & proprietary responses to NRC questions re util 
851029 proposal to eliminate resistance temp detector bypass sys.Proprietary re- 
sponse withheld (ref 10CFR2.790). 

TUCKER,H.B. Duke Power Co. 87/05/26. Document Control Branch (Document Con- 
trol Desk). 76pp. 41177:001-41177:076. 

8706040148 Requests addi info supplementing 850612 Itr response to NRC 850311 re- 
quest for info re NUREG-0737,ltem 1I.D.1, “Performance Testing of Relief & Safety 
Valves." Response requested within 45 days of receipt of Itr. 

HOOD.D. Project Directorate 11-3. 87/05/27. TUCKER, H.B. Duke Power Co. 7pp. 
41181:263-41181:269. 

8706050190 Notification of 870618 meeting w/util & B&W in Bethesda.MD to discuss 
schedule for review & approval of topical repts re use of B&W fuel for reloads, 
JABBOUR.K. Project Directorate 11-3. 87/05/28. YOUNGBLOOD,B.J. Project Director- 
ate 11-3. 4pp. 41200:181-41200:184. 

8706050248 Forwards Rev 16 to "Offsite Dose Calculation Manual," changing EMF set- 
point i'^^G & ndd'ng EMF location figures.Rev effective on 870515. 

TUCKE^i.H.iij. Duke Power Co. 87/05/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 41198:009-41198:014. 

-8706050260 Rev 16 to “Offsite Dose Calculation Manual." 

* Duke Power Co. 87/05/15. 4pp. 41198:011-41198:014. 

8706100038 Application for amends to Licenses NPF-9,NPF-17.NPF.35 & NPF- 
52, adding action statement to Tech Specs to allow units to remain at power for up to 
72 h w/more than one full-length rod inoperable but trippable.Fee paid. 

TUCKER, H.B. Duke Power Co. 87/06/03. Document Control Branch (Document Con- 
trol Desk). 5pp. 41233:289-41233:317. 

-8706100041 Proposed Tech Specs adding action statement to allow units to remain at 
power for up to 72 h w/more than one full-length rod inoperable but trippable. 

* Duke Power Co. 87/06/03. 7pp. 41233:294-41233:317. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706090324 Provides addI info in response to recent discussions re proposed Tech 
Spec change to allow slightly radioactive water to be discharged to Catawba 
River. Addition of second release point not to increase permissible releases. 
TUCKER.H.B. Duke Power Co. 87/06/04. Document Control Branch (Document Con- 
trol Desk). 1p. 41224:336-41224:336. 

8706120183 Notification of 870629,30 & 0701 meetings w/util in Cornelius, NC to ob- 
serve operation & capabilities of SPDS for McGuire & Catawba Nuclear Stations Units 
1 & 2 . 

HOOD.D.S. Project Directorate 11-3. 87/06/04. YOUNGBLOOD, B.J. Project Directorate 
11-3. 4pp. otification of 870629,30 & 0701 meetings w/util in Cornelius, NC to ob- 
serve operation & capabilities of SPDS for McGuire & Catawba Nuclear Stations Units 
1 & 2 . 

HOOD,D.S. Project Directorate 11-3. 87/06/04. YOUNGBLOOD,B.J. Project Directorate 
11-3. 4pp. otification of 870629,30 & 0701 meetings w/util in Cornelius, NC to ob- 
serve operation & capabilities of SPDS for McGuire & Catawba Nuclear Stations Units 
1 & 2 . 

HOOD,D.S. Project Directorate 11-3, 87/06/04. YOUNGBLOOD,B.J. Project Directorate 
11-3. 4pp. 41280:202-41280:205. 

8706120139 Fonvards Amends 72 & 53 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends change Tech Spec Figure 5.1-4 to add another discharge 
point from conventional wastewater basin into Catawba River. 

HOOD,D. Project Directorate 11-3. 87/06/05. TUCKER,H.B. Duke Power Co. 3pp. 
41280:158-41280:169. 

-8706120143 Amends 72 & 53 to Licenses NPF-9 & NPF-17, respectively, changing 
Tech Spec Figure 5.1-4 to add another discharge point from conventional wastewater 
basin into Catawba River. 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/06/05. 6pp. 41280:161-41280:166. 

“8706120146 Safety evaluation supporting Amends 72 & 53 to Licenses NPF-9 & NPF- 
1 7,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/05. 3pp. 
41280:167-41280:169. 

8706220377 Application for amends to Licenses NPF-9 & NPF-17, excluding snubber 
listings within Tech Specs per Generic Ltr 84-13.Fee paid, 

TUCKER,H.B. Duke Power Co. 87/06/05. Document Control Branch (Document Con- 
trol Desk), 3pp. 41411:147-41411:176. 

“8706220381 Proposed changes to Tech Spec 3/4.7.8, excluding snubber listing within 
Tech Specs, 

* Duke Power Co. 87/06/05. 27pp. 41411:150-41411:176. 

8706170456 Forwards listing of pressure isolation valves,including periodic 
tests, frequencies & acceptance criteria for Oconee, per Generic Ltr 87-06.Pressure iso- 
lation valves for Catawba & McGuire listed in respective Tech Specs. 

TUCKER,H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 4pp. 41385:062-41385:065. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

M1RAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180322 Notification of 870624 meeting w/util in Charlotte, NC to discuss generic ex- 
perience on preparation, implementation, review and insp of ASME Code, Section XI re 
pump & valve inservice testing programs, 

JABBOUR,K.N. Project Directorate 11-3. 87/06/12. YOUNGBLOOD.B.J. Project Direc- 
torate 11-3. 5pp. 41392:277-41392:281. 


8706250136 Application for amends to Licenses NPF-9 & NPF-17, changing Tech Specs 
to allow one-time allowed outage time extension for each train of control area ventila- 
tion sys for mods to improve sys reliability.Fee paid. 

TUCKER.H.B. Duke Power Co, 87/06/19. Document Control Branch (Document Con- 
trol Desk). 3pp. 41475:255-41475:267. 

“8706250140 Proposed Tech Specs for one-time allowed outage time extension for 
each train of control area ventilation sys to facilitate mods to improve sys reliability. 

* Duke Power Co. 87/06/19. 10pp. 41475:258-41475:267, 

8706260249 Forwards Amends 73 & 54 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends revise Tech Specs to reflect third of several refueling 
stages involved in transition to use of optimized fuel assemblies in Unit 2. 

HOOD.D. NRC - No Detailed Affiliation Given. 87/06/22. TUCKER.H.B. Duke Power 
Co. 3pp. 41483:245-41483:276. 

“8706260250 Amends 73 & 54 to Licenses NPF-9 & NPF-17, respectively, revising Tech 
Specs to reflect third of several refueling stages involved in transition to use of opti- 
mized fuel assemblies in Unit 2. 

YOUNGBLOOD, B.J. Project Directorate 11-3. 87/06/22. 18pp. 41483:248-41483:265. 

“8706260251 Safety evaluation supporting Amends 73 & 54 to Licenses NPF-9 & NPF- 
1 ^respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/22. 11pp. 
41483:266-41483:276. 

8706260357 Summary of 870618 meeting w/util & B&W re schedule for review of topi- 
cal repts concerning use of B&W fuel for plant reloads. List of attendees,agenda & 
presentation matl end. 

JABBOUR.K.N. Project Directorate 11-3. 87/06/22. Project Directorate 11-3. 21pp. 
41480:087-41480:107. 


Q. Inspection reports, IE Bulletins & correspondence 

8706150008 Forwards Insp Repts 50-369/87-11 & 50-370/87-11 on 870316-20 & notice 
of violation. 

HERDT,A.R. Region 2, Office of Director. 87/05/01. TUCKER,H.B. Duke Power Co. 
2pp. 41290:222-41290:244. 

“8706150011 Notice of violation from insp on 870316-20. 

HERDT,A.R. Region 2, Office of Director. 87/04/30. Ip. 41290:224-41290:224. 

-8706150020 Insp Repts 50-369/87-11 & 50-370/87-11 on 870316-20. Violations 
noted:failure to perform trending of reactor trip breaker response time test data. 
MERR1WEATHER,N., FOSTER, LE., BRUSKE.S. Region 2, Office of Director. 87/04/ 
22. 20pp. 41290:225-41290:244. 

8706040146 Ack receipt of 870505 response to violations noted in Insp Repts 50-369/ 
87-10 & 50-370/87-10 on 870407.Response meets 10CFR2,201 requirements. 
STOHR,J.P. Region 2. Office of Director. 87/05/15. TUCKER.H.B. Duke Power Co. 
1p. 41171:050-41171:050. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York. Inc. 108pp. 41142:332-41143:075. 

8706040186 Responds to violations noted in Insp Repts 50-369/87-04 & 50-370/87- 
04.Corrective actions:solid state protection sys Train B returned to operable upon 
completion of surveillance testing. 

TUCKER.H.B. Duke Power Co. 87/05/29. Document Control Branch (Document Con- 
trol Desk). 5pp. 41173:353-41173:357. 

8706040279 Responds to violations noted in Insp Repts 50-369/87-12 & 50-370/87- 
12.Corrective actions:R&R initiated to retain valves in “as found" position. 
TUCKER.H.B. Duke Power Co. 87/05/29. Document Control Branch (Document Con- 
trol Desk). 3pp. 41173:358-41173:360. 

8706040320 Responds to violations noted in Insp Repts 50-369/87-11 & 50-370/87- 

11, Corrective actions:all previous test data reviewed & inspectors provided w/plot o.f 
reactor trip breaker response trend curves for all breakers. 

TUCKER.H.B. Duke Power Co. 87/05/29. Document Control Branch (Document Con- 
trol Desk). 3pp. 41172:243-41172:245. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20,50-369/87-17,50-370/87-17, 50-413/87-19 & 50-414/87-19 on 870511- 

12. Violation noted under consideration for escalated enforcement action. 

GRACE, J.N. Region 2. Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co, 
2pp. 41238:175-41238:178. 

“8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20. 50-287/87- 
20,50-369/87-17,50-370/87-17,50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21 ).Violation noted-.failure to protect safeguards info. 

TILLMAN, A. Region 2 , Office of Director. 87/05/29. 1p. 41238:178-41238:178. 

8706100315 Forwards Insp Repts 50-369/87-13 & 50-370/87-13 on 87051 1-15.No vio- 
lations or deviations noted.lnsp rept documents oral commitment. 

COLLINS.D.M. Region 2, Office of Director. 87/06/01. TUCKER.H.B. Duke Power Co. 
2pp. 41242:305-41242:319. 

“8706100324 Insp Repts 50-369/87-13 & 50-370/87-13 on 87051 1-15.0ne unresolved 
item identified.Major areas inspected-.previously identified enforcement items, inspector 
followup items, TM I items & liquid & gaseous radwaste. 

GLOERSEN.W.B., ADAMOVITZ.S.S., KAHLE.J.B. Region 2, Office of Director. 87/05/ 
28. 13pp. 41242:307-41242:319. 

8706150245 Ack receipt of 870520 Itr Informing NRC of steps taken to correct violations 
noted on Insp Repts 50-369/87-08 & 50-370/87-08. 

REYES.LA. Region 2. Office of Director. 87/06/02. TUCKER.H.B. Duke Power Co, 
Ip. 41290:250-41290:250. 

8706160239 Forwards Insp Repts 50-369/87-14 & 50-370/87-14 on 870421- 0522 & 
notices of violation & deviation.Unresolved item also noted. 

REYES.LA. Region 2, Office of Director. 87/06/03. TUCKER.H.B. Duke Power Co. 
2pp. 41317:154-41317:174. 
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-8706160253 Notice of violation from insp on 870421-0522. 

REYES, LA. Region 2, Office of Director. 87/06/03. 2pp. 41317:156-41317:157. 

-8706160264 Notice of deviation from insp on 870421-0522. 

REYES.LA. Region 2. Office of Director. 87/05/03. Ip. 41317:158-41317:158. 

-8706160277 Insp Repts 50-369/87-14 & 50-370/87-14 on 870421-0522. Violations 
noted:failure to document operating cycles & maintain Tech Spec action item 
logbook.Oeviation noted in area of fire protection. 

ORCERS.'.V., GUENTHER, S.. PEEBLES.T.A. Region 2. Office of Director. 87/06/01. 
16pp. 41317:159-41317:174. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706250145 Ack receipt of 870529 response to violations noted in Insp Repts 50-369/ 
87-12 & 50-370/87-12 on 870430.Response acceptable.Implementation of corrective 
actions will be examined during future insp. 

REYES.L.A. Region 2. Office of Director. 87/06/10. TUCKER, H.B. Duke Power Co. 
Ip. 41475:253-^1475:253. 

8706260067 Ack receipt of 870529 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/87-04 & 50-370/87-04. 

REYES,L.A. Region 2, Office of Director. 87/06/10. TUCKER, H.B. Duke Power Co. 
Ip. 41479:068-41479:063. 

8706260269 Forwards Insp Repts 50-369/87-16 & 50-370/87-16 on 87051 1-15.No vio- 
lations or deviations noted. 

HERDT,A.R. Region 2. Office of Director. 87/06/10. TUCKER.H.B. Duke Power Co. 
2pp. 41479:195-41479:211. 

-8706260275 Insp Repts 50-369/87-16 & 50-370/87-16 on 87051 1-1 5.No violations or 
deviations noted. Major areas inspected: inservice insp, including licensee action on 
previous enforcement matters & nonroutine event repts. 

GIRARD, E.H., BLAKE, J.J. Region 2, Office of Director. 87/06/05. 13pp. 41479:197- 
41479:211. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Stfet/ (F:st 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 

4*269 2V'--.1299?41 

8706050211 NRC Info Notice 87-025. “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24.50-369/87-20.50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 

GRACF.JN Rncon ? C"ice of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 4 1 4 :-,:'.:7vD-4 ■ .'iCO::??: 

“8706220005 Enforcement Conference Repts.including 50-269/87-24, 50-287/87- 

24,50-369/87-20 & 50-414/87-22 on 3706C1 to review LER re inadequate destruction 
of safeguards matls compromising security.Details withheld (ref 10CFR2.790). 
TILLMAN, A. Region 2, Office of Director. 87/06/15. Ip. 41409:072-41409:072. 

8706260254 Ack receipt of 870529 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/87-11 & 50-370/87-11. 

HERDT.A.R. Region 2, Office of Director. 87/06/17. TUCKER.H.B. Duke Power Co. 
Ip. 41479:193-41479:193. 

8706300062 Forwards Insp Repts 50-369/87-18 & 50-370/87-18 on 870526-29.No vio- 
lations or deviations noted. 

CLINE.W.E. Region 2. Office of Director. 87/06/19. TUCKER.H.B. Duke Power Co. 
2pp. 41487:133-41487:135. 

-8706300092 Partially withheld Physical Security Insp Repts 50-369/87-18 & 50-370/ 
87-18 on 870526-29 (ref 10CFR2.790 & 73.21). Major areas inspected:physical securi- 
ty plan & 'molementing o''oced!j'’es & mqt effectiveness. 

TILLMAN.A, MCGU-RLD Redon .?.'Cii:cv Director. 87/06/17. Ip. 41487:135- 
41487:135. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706190200 Monthly operating repts for May 1987.W/870617 Itr. 

REAVIS.J.A., TUCKER.H.B. Duke Power Co. 87/05/31. 13pp. 41396:092-41396:104. 


S. Reportable occurrences, LERs & related correspondence 

8706090311 Special reption 870503, pressurizer PORV 2NC-34A automatically opened 
due to pressure transient in RCS.Cause not determined.Charging & letdown flow ad- 
justed & procedures re allowable setpoint range revised. 

TUCKER, H.B. Duke Power Co. 87/06/08. Document Control Branch (Document Con- 
trol Desk). 6pp. 41223:122-41223:127. 


8706230485 LER 87-01 0-00;on fi'70509 press', .'re s'W'tch on auxiliary feedwater motor- 
driven pump 1A suction discovo'.:;'::: c.,t :v by personnel error.Personnel 

will be retrained on recognizing & compensating for water leas 7 It: 

LEROY, S.E., TUCKER,H.B. Duke Power Co. 87/06/17. 6pt: '• t-'-tKi 
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F. Security, medical, emergency &. fire protection plans 

8706010102 Responds to NRC 870323 request for addi info in order to resume re'/iaw 
of natural circulation,boron mixing & cooldown capabilities at plant.Fire proteciicn iaii? 
shutdown re'/c.v.per 1 0CFR50,App R also discussed. 

rjCKER.i- n. D.^.o Power Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 41123:288-41123:289. 

8706150050 Confirms 870519 telcon concerning 870601 enforcement conference re 
protection of safeoi.!.?.rds iofe. 

GRACE ...N Ron or 2. C/i-ce of Director. 87/05/26. TUCKER,H.B. Duke Power Co 
ip. 4 5 29 i -265-^ • 29; -265 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-2050- 
287/87-20,50-369/87-17,50-370/87-17. 50-413/87-19 & 50-414/87-19 on 870511- 
12.Violation noted under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co 
2pp. 41238:175-41238:178. 

-8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20. 50-287/87- 

20.50- 369/87-17.50-370/87-17.50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21). Violation noted:failure to nrotect safeguards '"fo. 

TILLMAN, A. Region 2, Office of Director. 87/05 '29. tp -'.1 23!.; i ■■S -- !2C3F, 1~5 

8706160239 Forwards Insp Repts 50-369/87-14 & 50-370/87-14 on 87 0 421- 0522 & 
notices of violation & deviation.Unresolved item also noted. 

REYES L.A. Reqion 2 Office of Director. 87/06/03. TUCKER.H.B. Duke Power Co 
2pp. 4-31 ■:*5-';->.l3’7.*74. 

—8706160264 Notice of deviation from insp on 870421-0522. 

REYES.LA. Region 2, Office of Director. 87/05/03. Ip. 41317:158-41317:158. 

-8706160277 Insp Repts 50-369/87-14 & 50-370/87-14 on 870421-0522. Violations 
noted:failure to document operating cycles & maintain Tech Spec action item 
loqhcck Delation noted in area of fire protection. 

ORDLr.S.’.V, Roc or- 2. Office of Director. 87/06/01. 16pp. 41317:159-41317:174. 

8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24,50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 
GRACF..J.N. Reob.'' 2. Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co, 
2pp. •'*. •.403:C-'C-''.M::9:D7?. 

-8706220005 Enforcement Conference Repts.including 50-269/87-24, 50-287/87- 

24.50- 369/87-20 & 50-414/87-22 on 870601 to review LER re inadequate destruction 

of safeguards mat's comp'cm siro f.o,-;u-it\ Dot.-ilf) withheld (ref 10CFR2.790). 
TILLMAN, A. Rrg.cn 2, O'-ice ::: Dirocio'. Ip. 41409:072-41409:072. 

8706260059 Forwards 1 0 & 50-mile EPZ maps for Catawba nuclear plant & population 
density maps for Catawba & McGuire facilities. Maps will be useful during exercise or 
act'jfi' emerrer'cies at plants & should be placed at listed ctrs.W/o ends. 
COLJNS.D.L*. Rcpicn 2, Office of Director. 87/06/18. TUCKER.H.B. Duke Power Co 
2p;:. 4:.‘'.82:-:3C-.''.1>.!;2 'S'. 

8706260073 Ack receipt of scenario for 1987 radiological emergency preoaredness ox ■ 
ercise scheduled for 87091 1-1 2. Requirements for annual ors:i:,:- oxcrcisc- appear to be 
fulfilled. 

COLLINS.D.M. Region 2, Office of Director. 87/06/18. TUCKER.H.B. Duke Power Co 
Ip. 41479:020-41479:020. 

8706300062 Forwards Insp Repts 50-369/87-18 & 50-370/87-18 on 870526-29.No vio 
lations or deviations noted. 

CLINE.W.E. Region 2. Office of Director. 87/06/19. TUCKER.H.B. Duke Power Go 
2pp. 41487:133-41487:135. 

—8706300092 Partially withheld Physical Security Insp Repts 50-369/87-18 & 50-370^’ 
87-18 on 870526-29 (ref 10CFR2.790 & 73.21). Major areas Inspectedphysical securt 
ty plan & imp!e'r!ent'"q orocedures & mot effectiveness. 

TILLMAN. .Rv;::;on ?.. C:: ce jf Tircctcr 87/06/17. Ip. 41487:135-41487:135. 


P. Operating license stage documents & correspondence 


8706260273 Forwards final EGG-NTA-7605, "Conformance to Generic Ltr 83-28, Item 
2.2.2 Vendor Interface Programs for All Other Safety-Related Components, Megutre 
Units 1 & 2," inform-i! rocL 

ROBiri-TS.F.W. EGcxQ .'caiio. ire. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
t or;a Erigmoorng Labora:ory. FIN D-6001. 87/05/01. CARRINGTON.M. Office of Nu- 
clear Rcac’.c: Pog.jif-ncn, C'recic' (Post 87041 1). 1p. 41482:222-41482:238. 

—8706260280 Final “Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface Pro- 
grams for All Other Safety-Related Components, Meguire Units 1 & 2," informal rap!. 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7605, 87/04/30. NRC - No Detailed Affiliation 
Given. 16pp. 41482:223-41482:238. 

8706260159 Forwards final EGG-NTA-7383, “Conformance to Generic Ltr, Item 2.2.1 - 
Equipment Classification for All Other Safety- Related Components, McGuire 1 & 2/' 
informal reptPlant conforms to generic Itr on item. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/07. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). Ip. 41483:120-41483:139. 
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“8706260166 Final “Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classifi- 
cation for All Other Safety-Related Components, McGuire 1 & 2," informal rept. 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7383. 87/05/31. NRC - No Detailed Affiliation 
Given. 21pp. 41483:121-41483:139. 

8706010070 Responds to NRC 870323 SER & technical evaluation rept re util conform- 
ance to Reg Guide 1.97.Schedule for installation & operation of environ qualified & 
Seismic Category I wide- range instrumentation will be provided by 870619. 

TUCKER, H.B. Duke Power Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). Ip. 41119:052-41119:052. 

8706010102 Responds to NRC 870323 request for addi info in order to resume review 
of natural circulation,boron mixing & cooldown capabilities at plant.Fire protection safe 
shutdown review, per l0CFR50,App R also discussed. 

TUCKER, H.B. Duke Power Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 41123:288-41123:289. 

8706010265 Forwards SER based on review of “Rod Swap Methodology Rept for Start- 
up Physics Testing" & 870211 & 0311 supplemental info.Rod swap methodology ac- 
ceptable for rod worth measurement of reload cores for plants. 

HOOD.D. Project Directorate 11-3. 87/05/22. TUCKER, H.B. Duke Power Co. Ip. 
41127:084-41127:090. 

“8706010275 Safety evaluation supporting util rept entitled, “Rod Swap Methodology 
Rept for Startup Physics Testing." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/22. 6pp. 
41127:085-41127:090. 

8706040108 Forwards nonproprietary & proprietary responses to NRC questions re util 
851029 proposal to eliminate resistance temp detector bypass sys.Proprietary re- 
sponse withheld (ref 10CFR2,790). 

TUCKER.H.B. Duke Power Co. 87/05/26. Document Control Branch (Document Con- 
trol Desk). 76pp. 41177:001-41177:076. 

8706040148 Requests addI info supplementing 850612 ltr response to NRC 850311 re- 
quest for info re NUREG-0737,ltem II.D.1, “Performance Testing of Relief & Safety 
Valves." Response requested within 45 days of receipt of ltr. 

HOOD.D. Project Directorate 11-3. 87/05/27. TUCKER,H.B. Duke Power Co. 7pp. 
41181:263-41181:269. 

8706050190 Notification of 870618 meeting w/util & B&W in Bethesda.MD to discuss 
schedule for review & approval of topical repts re use of B&W fuel for reloads. 
JABBOUR.K. Project Directorate 11-3. 87/05/28. YOUNGBLOOD,B.J. Project Director- 
ate 11-3. 4pp. 41200:181-41200:184. 

8706050248 Forwards Rev 16 to “Offsite Dose Calculation Manual," changing EMF set- 
point info & adding EMF location figures.Rev effective on 870515. 

TUCKER,H.B. Duke Power Co. 87/05/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 41198:009-41198:014. 

“8706050260 Rev 1 6 to “Offsite Dose Calculation Manual." 

* Duke Power Co. 87/05/15. 4pp. 41198:011-41198:014. 

8706100038 Application for amends to Licenses NPF-9,NPF-17,NPF-35 & NPF- 
52, adding action statement to Tech Specs to allow units to remain at power for up to 
72 h w/more than one full-length rod inoperable but trijppable.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/06/03. Document Control Branch (Document Con- 
trol Desk). 5pp. 41233:289-41233:317. 

“8706100041 Proposed Tech Specs adding action statement to allow units to remain at 
power for up to 72 h w/more than one full-length rod inoperable but trippable. 

* Duke Power Co. 87/06/03. 7pp. 4 1233:294-4: 233.31 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

M1RAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706090324 Provides addi info in response to recent discussions re proposed Tech 
Spec change to allow slightly radioactive water to be discharged to Catawba 
River.Addition of second release point not to increase permissible releases. 
TUCKER.H.B. Duke Power Co. 87/06/04. Document Control Branch (Document Con- 
trol Desk). 1p. 41224:336-41224:336. 

8706120183 Notification of 870629,30 & 0701 meetings w/util in Cornelius, NC to ob- 
sen/e operation & capabilities of SPDS for McGuire & Catawba Nuclear Stations Units 
1 & 2. 

HOOD.D.S. Project Directorate 11-3. 87/06/04. YOUNGBLOOD,B.J. Project Directorate 
11-3. 4pp. 41280:202-41280:205. 

8706120139 Fonwards Amends 72 & 53 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends change Tech Spec Figure 5.1-4 to add another discharge 
point from conventional wastewater basin into Catawba River. 

HOOD,D. Project Directorate 11-3. 87/06/05. TUCKER,H.B. Duke Power Co. 3pp. 
41280:158-41280:169. 

“8706120143 Amends 72 & 53 to Licenses NPF-9 & NPF-17, respectively, changing 
Tech Spec Figure 5.1-4 to add another discharge point from conventional wastewater 
basin into Catawba River. 

YOUNGBLOOD, B.J. Project Directorate II-3. 87/06/05. 6pp. 41280:161-41280:166. 

”8706120146 Safety evaluation supporting Amends 72 & 53 to Licenses NPF-9 & NPF- 
17, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/05. 3pp. 
41280:167-41280:169. 

8706220377 Application for amends to Licenses NPF-9 & NPF-17, excluding snubber 
listings within Tech Specs per Generic Ltr 84-1 3, Fee paid. 

TUCKER.H.B. Duke Power Co. 87/06/05. Document Control Branch (Document Con- 
trol Desk). 3pp. 41411:147-41411:176. 

“8706220381 Proposed changes to Tech Spec 3/4.7.8, excluding snubber listing within 
Tech Specs. 

* Duke Power Co. 87/06/05. 27pp. 41411:150-41411:176. 


8706170456 Forwards listing of pressure isolation valves, including periodic 
tests, frequencies & acceptance criteria for Oconee, per Generic Ltr 87-06.Pressure iso- 
lation valves for Catawba & McGuire listed in respective Tech Specs. 

TUCKER.H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 4pp. 41385:062-41385:065. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 


8706180322 Notification of 870624 meeting w/util in Charlotte.NC to discuss generic ex- 
perience on preparation, implementation, review and insp of ASME Code, Section XI re 
pump & valve inservice testing programs. 

JABBOUR.K.N. Project Directorate 11-3. 87/06/12. YOUNGBLOOD.B.J. Project Direc- 
torate 11-3. 5pp. 41392:277-41392:281. 


8706190364 Forwards Rev 1 to “Reload Safety Evaluation, McGuire Nuclear Station, Unit 


c. oyulc H. 

TUCKER.H.B. Duke Power Co. 87/06/15. Document Control Branch (Document Con- 
trol Desk). 9pp. 41399:115-41399:143. 


■8706190368 Rev 1 to “Reload Safety Evaluation, McGuire Nuclear Station. Unit 2 
Cycle 4," 

n^CMICi P A VA/octinnhoiicp Plortrir Horn “ ' ■* 


8706240232 Fonwards request for addi info re util 870123 & 0409 submittals concerning 
ATWS mitigation sys actuation circuitry.Response requested within 30 days of ltr. 
HOOD.D.S. Project Directorate 1-2. 87/06/17. TUCKER.H.B. Duke Power Co. 4pp. 
41454:101-41454:104. 


8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250136 Application for amends to Licenses NPF-9 & NPF-17,changing Tech Specs 
to allow one-time allowed outage time extension for each train of control area ventila- 
tion sys for mods to improve sys reliability.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/06/19. Document Control Branch (Document Con- 
trol Desk). 3pp. 41475:255-41475:267. 

“8706250140 Proposed Tech Specs for one-time allowed outage time extension for 
each train of control area ventilation sys to facilitate mods to improve sys reliability. 

* Duke Power Co. 87/06/19. 10pp. 41475:258-41475:267. 

8706260249 Forwards Amends 73 & 54 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluation.Amends revise Tech Specs to reflect third of several refueling 
stages involved in transition to use of optimized fuel assemblies in Unit 2. 

HOOD.D. NRC - No Detailed Affiliation Given. 87/06/22. TUCKER.H.B. Duke Power 
Co. 3pp. 41483:245-41483:276. 

“8706260250 Amends 73 & 54 to Licenses NPF-9 & NPF-17, respectively, revising Tech 
Specs to reflect third of several refueling stages involved in transition to use of opti- 
mized fuel assemblies in Unit 2. 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/06/22. 18pp. 41483:248-41483:265. 

“8706260251 Safety evaluation supporting Amends 73 & 54 to Licenses NPF-9 & NPF- 
17, respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/22. 11pp. 
41483:266-41483:276. 


8706260357 Summary of 870618 meeting w/util & B&W re schedule for review of topi- 
cal repts concerning use of B&W fuel for plant reloads.List of attendees, agenda & 
presentation matl end. 

JABBOUR.K.N. Project Directorate II-3. 87/06/22. Project Directorate II-3. 21pp. 
41480:087-41480:107. 


Q. Inspection reports, IE Bulletins & correspondence 

8706150008 Forwards Insp Repts 50-369/87-11 & 50-370/87-11 on 870316-20 & notice 
of violation. 

HERDT,A.R. Region 2, Office of Director. 87/05/01. TUCKER.H.B. Duke Power Co. 
2pp. 41290:222-41290:244. 

“8706150011 Notice of violation from insp on 870316-20. 

HERDT.A.R. Region 2, Office of Director. 87/04/30. 1p. 41290:224-41290:224. 

“8706150020 Insp Repts 50-369/87-11 & 50-370/87-11 on 870316-20. Violations 
noted:failure to perform trending of reactor trip breaker response time test data. 
MERRIWEATHER.N., FOSTER, LE., BRUSKE.S. Region 2, Office of Director. 87/04/ 
22. 20pp. 41290:225-41290:244. 

8706040146 Ack receipt of 870505 response to violations noted in Insp Repts 50-369/ 
87-10 & 50-370/87-10 on 870407.Response meets 10CFR2.201 requirements, 
STOHR.J.P. Region 2. Office of Director. 87/05/15. TUCKER.H.B. Duke Power Co. 
Ip. 41171:050-41171:050. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27, 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040186 Responds to violations noted in Insp Repts 50-369/87-04 & 50-370/87- 
04,CorrectivG actions:solid state protection sys Train B returned to operable upon 
completion of surveillance testing. 

TUCKER.H.B. Duke Power Co. 87/05/29. Document Control Branch (Document Con- 
trol Desk). 5pp. 41173:353-41173:357. 

8706040279 Responds to violations noted in Insp Repts 50-369/87-12 & 50-370/87- 
12.Corrective actions:R&R initiated to retain valves in “as found" position. 
TUCKER.H.B. Duke Power Co. 87/05/29. Document Control Branch (Document Con- 
trol Desk). 3pp. 41173:358-41173:360. 
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8706040320 Responds to violations noted in Insp Repts 50-369/87-11 & 50-370/87- 
1 1 .Corrective actions:all previous test data reviewed & inspectors provided w/plot of 
reactor trip breaker response trend curves for all breakers. 

TUCKER. H.B. Duke Power Co. 87/05/29. Document Control Branch (Document Con- 
trol Desk). 3pp. 41172:243-41172:245. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20,50-369/87-17,50-370/87-17. 50-413/87-19 & 50-414/87-19 on 870511- 
12.Violation noted under consideration for escalated enforcement action. 

GRACE, J.N. Region 2. Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co. 
2pp. 41238:175-41238:178. 

-8706100039 Partially withheld Insp Repts 50-269/87-20.50-270/87-20, 50-287/87- 
20.50-369/87-17.50-370/87-17.50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21 ).Violation noted:failure to p'cloct sa^og'.J.ards 'nfo 
TILLMAN.A. Region 2, Office of Director. 87/05 '29 tp -'■■1236 175--^ ■22e-'.7£ 

8706100315 Forwards Insp Repts 50-369/87-13 & 50-370/87-13 on 87051 1-15.No vio- 
lations or deviations noted. Insp rept documents oral commitment. 

COLLINS.D.M. Region 2. Office of Director. 87/06/01. TUCKER.H.B. Duke Power Co. 
2pp. 41242:305-41242:319. 

-8706100324 Insp Repts 50-369/87-13 & 50-370/87-13 on 87051 1-15.0ne unresolved 
item identified.Major areas inspected:previously identified enforcement items,inspector 
followup items.TMl items & liquid & gaseous radwaste. 

GLOERSEN.W.B.. ADAMOVITZ.S.S.. KAHLE.J.B. Region 2, Office of Director. 87/05/ 
28. 13pp. 41242:307-41242:319. 

8706150245 Ack receipt of 870520 Itr i.n^c.-m.'nc NPC of steps taken to correct violations 
noted on insp Repts 50-369/87-08 & 5C-3 't;''« --Oi* 

REVCS.I. .A R-:-nion 2. Office of Director. 87/06/02. TUCKER.H.B. Duke Power Co. 
Ip. •;;?90-253 4’2D::;;5C. 

8706160239 Forwards Insp Repts 50-369/87-14 & 50-370/87-14 on 870421- 0522 & 
notices of violation & deviation. Unresolved item also noted. 

REYES.L.A. Region 2. Office of Director. 87/06/03. TUCKER.H.B. Duke Power Co. 
2pp. 41317:154-41317:174. 

-8706160253 Notice of violation from insp on 870421-0522. 

REYES.LA. Region 2. Office of Director. 87/06/03. 2pp. 41317:156-41317:157. 

-8706160264 Notice of deviation from insp on 870421-0522. 

REYES.LA. Region 2. Office of Director. 87/05/03. Ip. 41317:158-41317:158. 

-8706160277 Insp Repts 50-369/87-14 & 50-370/87-14 on 870421-0522. Violations 
noted:faiiure to document operating cycles & maintain Tech Spec action item 
'ccbock.Dov'St’on noted in a.-ea of fire protection. 

C.RDERS\,V.. GUE\"HEr.S. PEEBLES.T.A. Region 2. Office of Director. 87/06/01. 
16pp. 41317:159-41317:174. 

8705290040 NRC Info Notice 87-024, ‘‘Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706250145 Ack receipt of 870529 response to violations noted in Insp Repts 50-369/ 
87-12 & 50-370/87-12 on 870430. Response acceptable.Implementation of corrective 
actions will be examined during future insp. 

REYES.LA. Region 2. Office of Director. 87/06/10. TUCKER.H.B. Duke Power Co. 
1p. 41475:253-41475:253. 

8706260067 Ack receipt of 870529 Itr informing NRC of steps taken to correct violations 
noted in hsp Repts 50-369/87-04 & 50-370/87-04. 

REYFS.L.A. =eqion 2. Cfficc- of Director. 87/06/10. TUCKER.H.B. Duke Power Co. 
1p. ^.i-'‘.79:06fi-.:'l .-.79:068 

8706260269 Forwards Insp Repts 50-369/87-16 & 50-370/87-16 on 87051 1-1 5.No vio- 
lations or deviations noted. 

HERDT,A.R. Region 2. Office of Director. 87/06/10. TUCKER.H.B. Duke Power Co 
2pp. 41479:195-41479:211. 

-8706260275 Insp Repts 50-369/87-16 & 50-370/87-16 on 87051 1-15.No violations or 
deviations noted. Major areas inspected: Inservice insp.including licensee action on 
previous enforcement matters & nonroutine event repts. 

GIRARD.E.H., BLAKE.J.J. Region 2, Office of Director. 87/06/05. 13pp. 41479:197- 
41479:211. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706260254 Ack receipt of 870529 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/87-11 & 50-370/87-11, 

HEFD^.-'-P Office of Director. 87/06/17. TUCKER.H.B. Duke Power Co. 

8706300062 Forwards Insp Repts 50-369/87-18 & 50-370/87-18 on 870526-29.No vto- 
lations or deviations noted. 

CLINE.'A'.E Rcqion 2. Office of Director. 87/06/19. TUCKER.H.B. Duke Power Co 
2pp. ^'^87 :33-'.l''-8 '.13.5 

-8706300092 Partially withheld Physical Security Insp Repts 50-369/87-18 & 50-370/ 
87-18 on 870526-29 (ref 10CFR2.790 & 73. 21). Major areas inspected:physical securi- 
ty plan & implementing procedures & mgt effectiveness. 

TILLMAN.A., MCGUIRE.D.R. Region 2. Office of Director, 87/06/17. Ip. 41487:135- 
41487:135. 


8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706190200 Monthly operating repts for May 1987.W/870617 Itr. 

REAVIS.J.A., TUCKER.H.B. Duke Power Co. 87/05/31. 13pp. 41396:092-41396:104. 


S. Reportable occurrences, LERs & related correspondence 

8706090417 Special rept c’' 872505. riioiso' qc-ncmtcr 2B tripped during adjustment of 
generator output.D.'-. fc'/'C-jOS.'.j'oso. c-:-;r',-?ri;i!cr 26 ir.pped on overspeed trip signal due 
to malfunction in ;;over^C'.'ac:.!a-o'.CaL.so c ::rs'. irp unknown. 

TUCKER.H.B. Du-'.e Pcwc' Cc 87 06 ' .Toc.,in:i'f-: Control Branch (Document Con- 
trol Desk). 6pp. 41222:319-41222:324. 

8706090311 Special rept:on 870503, pressurizer PORV 2NC-34A automatically opened 
due to pressure transient in RCS. Cause not determined. Charging & letdown flow ad- 
justed & procedures re allowable sotcoint '•arq^ revised. 

TUCKER.H.B. Duke Power Co. 6/ '05/08. L':K;.jrT;nr Control Branch (Document Con- 
trol Desk). 6pp. 41223:122-41223:127. 
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F. Security, medical, emergency & fire protection plans 


8706010171 Forwards response to violations noted in Sw'elv Irsp ==opts 50-373/87-09 
& 50-374/87-09 on 870302-1 0.Response withheld (ref il'C"- T5 /ii 
TURBAK.M.S. Commonwealth Edison Co. 87/04/21. DAVIS, A.B. Region 3, Office of 
Director, ip. 41129:360-41129:360. 

8706010027 Forwards Emergency Preparedness Exercise Insp Repts 50-373/87-14 & 
50-374/87-14 on 870428-30.No violations noted.One weakness identified re inad- 
equate demonstration of health physics contamination control actions. 

SHAFER.W.D. Region 3, Office of Director. 87/05/22. REED.C. Commonwealth 
Edison Co. 3pp. 41 1 1 9:028-41 1 1 9:049. 

“8706010051 Emergency Preparedness Exercise Insp Repts 50-373/87-14 & 50-374/ 
87-14 on 870428'30.No violations, deficiencies or deviations noted. Major areas 
inspected:observations by four NRC representatives of key functions & locations. 
FOSTER, J.. PETERSON, H., SNELL. W. Region 3, Office of Director. 87/05/21. 19pp, 
41119:031-41119:049. 


8706050218 Forwards Safety Insp Repts 50-373/87-16 & 50-374/87-16 on 870425- 
0518 & notice of violation. 

FORNEY, W.L. Region 3, Office of Director. 87/05/29. REED.C. Commonwealth 
Edison Co. 2pp. 41195:001-41195:017. 

“8706050221 Notice of violation from insp on 870425-051 8. 

FORNEY. W.L Region 3, Office of Director. 87/05/29. Ip. 41195:003-41195:003. 

“8706050226 Insp Repts 50-373/87-16 & 50-374/87-16 on 870425-0518. Violations 
noted:control rod operability not demonstrated by moving each control rod at least 
one notch at least once per seven days, per Tech Spec 4.1 .3.1 .2. 

RING.M. Region 3, Office of Director. 87/05/29. 14pp. 41195:004-41 195:017. 
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J. insurance & indemnity information 


8706120069 Forwards Endorsements 91 & 44 to NELIA Policies NF-201 & NF-253 & 
Endorsements 78 & 26 to MAELU Policies MF-64 & MF-1 04, respectively. 

OSTER.J. Commonwealth Edison Co. 87/05/27. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 5pp. 41272:248-41272:252. 


P. Operating license stage documents & correspondence 

8706260213 Forwards final EGG-NTA-7598, ‘‘Conformance to Generic Ltr 83-28, Item 
2.2.2-\/endor Interface Programs for All Other Safety-Related Components,La Salle 
Units 1 & 2," informal rept.Licensee conforms to generic ltr on subj item. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:180-41483:196. 

-8706260229 Final “Conformance to Generic Ltr 83-28, item 2.2.2.Vendor Interface Pro- 
grams for All Other Safety-Related Components, La Salle Units 1 & 2,” informal rept. 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7598. 87/04/30. NRC - No Detailed Affiliation 
Given. 17pp. 41483:181-41483:196. 

8706050090 Fonwards planned submittal dates per 87031 1 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK,M.S. Commonwealth Edison Co. 87/05/22. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 41200:078-41200:079. 

8706080114 Responds to 870413 request for NRR assistance re whether drywell venti- 
lation Tech Spec change necessary following 870312 unusual evenLTech Spec 
amend not necessary due to specs being silent on ventilation sys design. 
HOLAHAN.G.M. Assistant Director for Region III & Region V Reactors. 87/06/01. 
NORELIUS.C.E. Region 3, Office of Director. 2pp. 41210:254-41210:255. 

8706110276 Notifies of Type A containment integrity test method that will be utilized at 
util three BWR stations in future.Util will utilize Bechtel BN-TOP-1. 

LEBLOND.P.C. Commonwealth Edison Co. 87/06/04. Document Control Branch 
(Document Control Desk). Ip. 41266:132-41266:132. 

8706160663 Requests that Confirmatory Action Ltr RIII-86-04 be canceled based on util 
decision to transfer individual to other duties not involving licensing activities.Special 
four phase plan & monitoring program have been terminated. 

ALLEN,C.M. Commonwealth Edison Co. 87/06/10. DAV1S,A.B. Region 3, Office of Di- 
rector. Ip. 41349:333-41349:333. 

8706170431 Responds to Generic Ltr 87-06,requesting verification of method used to 
assure leak tight integrity of pressure isolation valves.Encl describes periodic tests & 
acceptance criteria for each valve. 

TUR8AK,M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230276 Forwards request for addi info based on review of util 870406 response for 
ATWS design compared to guidelines set forth in Topical Rept NEDE-31096-P. 
MULLER, D.R. Project Directorate III-2. 87/06/12. FARRAR,D.L. Commonwealth 
Edison Co. 3pp. 41422:125-41422:127. 

8706230405 Application for amend to License NPF-1 Tallowing performance of snubber 
surveillance for second fuel cycle to correspond to scheduled second refueling.Fee 
paid. 

ALLEN, C.M. Commonwealth Edison Co. 87/06/16. Document Control Branch (Docu- 
ment Control Desk). 9pp. 41434:055-41434:067. 

-8706230417 Proposed Tech Specs,allowing performance of snubber surveillance for 
second fuel cycle to correspond to scheduled second refueling. 

* Commonwealth Edison Co. 87/06/16. 4pp. 41434:064-41434:067. 

8706240405 Application for amends to Licenses NPF-11 & NPF-1 8, allowing storage of 
fuel in either unit fuel pool as originally intended w/connected fuel pool design.Fee 
paid. 

ALLEN, C.M. Commonwealth Edison Co. 87/06/16. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41455:207-41455:215. 

-8706240409 Proposed Tech Specs, allowing storage of fuel in either unit fuel pool. 

* Commonwealth Edison Co. 87/06/16. 5pp. 41455:211-41455:215. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design, already re- 
viewed & approved by NRC, end, 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI,A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 


8706010171 Forwards response to violations noted In Safety Insp Repts 50-373/87-09 
& 50-374/87-09 on 870302-1 0.Response withheld (ref 10CFR73.21). 

TURBAK,M.S. Commonwealth Edison Co. 87/04/21. DAVIS, A.B. Region 3, Office of 
Director. Ip. 41129:360-41129:360. 

8706010027 Fonwards Emergency Preparedness Exercise Insp Repts 50-373/87-14 & 
50-374/87-14 on 870428-30.No violations noted.One weakness identified re inad- 
equate demonstration of health physics contamination control actions. 

SHAFER,W.D. Region 3, Office of Director. 87/05/22. REED.C. Commonwealth 
Edison Co, 3pp. 41 1 1 9:028-41 1 1 9:049. 


“8706010051 Emergency Preparedness Exercise Insp Repts 50-373/87-14 & 50-374/ 
87-14 on 870428-30.No violations,deficiencies or deviations noted. Major areas 
inspected:observations by four NRC representatives of key functions & locations. 
FOSTER. J.. PETERSON.H., SNELL. W. Region 3, Office of Director. 87/05/21. 19pp. 
41119:031-41119:049. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co, of New York, Inc. 108pp. 41142:332-41143:075. 

8706050218 Forwards Safety Insp Repts 50-373/87-16 & 50-374/87-16 on 870425- 
0518 & notice of violation. 

FORNEY, W.L Region 3. Office of Director. 87/05/29. REED,C. Commonwealth 
Edison Co. 2pp. 41195:001-41195:017. 

-8706050221 Notice of violation from insp on 870425-0518. 

FORNEY.W.L. Region 3. Office of Director. 87/05/29. Ip. 41195:003-41195:003. 

-8706050226 Insp Repts 50-373/87-16 & 50-374/87-16 on 870425-0518. Violations 
noted:control rod operability not demonstrated by moving each control rod at least 
one notch at least once per seven days.per Tech Spec 4,1, 3.1. 2. 

RING,M. Region 3, Office of Director. 87/05/29. 14pp. 41195:004-41195:017. 

8706080314 Forwards Exam Rept 50-373/OL-87-01 on 870420-23 for both units. 
HEHL,C.W. Region 3, Office of Director. 87/06/02. REED,C. Commonwealth Edison 
Co. 2pp. 41217:092-41217:165. 

-8706080320 Exam Rept 50-373/OL-87-01 on 870420-23. Exam results:three senior re- 
actor operator candidates passed oral exam, one passed simulator exam & three 
passed written exam.Total of one candidate passed overall. 

LANKSBURY.R.D., HILLS,D.E., CLARK, F.E. Region 3, Office of Director. 87/06/01. 
72pp. 41217:094-41217:165. 

8706220160 Responds to NRC 870514 ltr re violations noted in Insp Repts 50-373/87- 
03 & 50-374/87-04.Corrective actions’.engineering analysis performed & Weed ther- 
mocouple immediately* had environ qualification maint performed. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/02. DAVIS,A.B. Region 3, Office of 
Director. 3pp. 41411:113-41411:115. 

8706100149 Forwards Insp Repts 50-373/87-17 & 50-374/87-17 on 870505-14 & notice 
of violation. 

HARRISON,J,J. Region 3, Office of Director. 87/06/03. REED,C. Commonwealth 
Edison Co. 2pp. 41242:143-41242:154. 

-8706100163 Notice of violation from insp on 870505-14. 

HARRISON.J.J. Region 3. Office of Director. 87/06/03. ip. 41242:145-41242:145. 

-8706100170 Insp Repts 50-373/87-17 & 50-374/87-17 on 870505-14. Violations 
noted:number of breakers listed in Tech Spec Table 3.8.3.2-1 had not received insp & 
corrective maint as required by Tech Spec Paragraph 3.a. 

FALEVITS,Z.. GARDNER, R.N. Region 3, C5ffice of Director. 87/06/03. 9pp. 
41242:146-41242:154. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co, of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11, Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22, 
Consolidated Edison Co. of New york,j'lnc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706160638 Monthly operating repts for May 1987.W/870610 ltr. 

KIRCHNER.G., DIEDERICH.G.J. Commonwealth Edison Co. 87/05/31. 37pp. 
41349:208-41349:244. 


S. Reportable occurrences, LERs & related correspondence 

8706160686 LER 87-01 0-01 :on 870302, level switch LS-1B21-N038B found w/ out-of- 
tolerance setpoint during performance of LIS-NB-106. Caused by setpoint drift.Switch 
replaced & new switch recalibr & placed in svc.W/870605 ltr. 

ROHRER.RJ., DIDERICH.G.J. Commonwealth Edison Co. 87/06/05. 5pp. 41349:203- 
41349:207. 

8706170009 PNO-lll-87-081:on 87061 0,earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville,IL.Unusual events declared by six power stations but no 
damage observed. Ground motion felt at five other plants. 

FORNEY,W. Region 3. Office of Director. 87/06/11. Ip. 41371:148-41371:148. 
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8706180030 LER 87-021 -OO.'on 8705 13, inadvertent ESF actuation occurred. Caused by 
unanticipated entanglement of out-of-svc card w/ circuit breaker & cabinet door 
Ir!tch.C’'r‘_;* r-ccferqizod hv clo<ii.''c breaker 23.W/87061 1 Itr. 

',VA~FCRD - .F . :':.F.::Er::CH.;.3 .1 Commonwealth Edison Co. 87/06/11. 4pp. 
41391:115-41391:118. 

8706300083 LER 87-022-00:on 870528,reactor scram occurred due to failure of turbine 
driven reactor feed pump control valve. Cause unknown. Licensed personnel tailgated 
on event & tracked by AIR 373-200-87-04702.W/870623 Itr. 

PETERS, M.A., DIEDERICH.G.J. Commonwealth Edison Co. 87/06/23. 5pp. 
41487:108-41487:112. 


V. Operator Examinations 

8706080314 Forwards Exam Rept 50-373/OL-87-01 on 870420-23 for both units. 
HEHL.C.W. Region 3. Office of Director. 87/06/02. REED.C. Commonwealth Edison 
Co. 2pp. 41217:092-41217:165. 

-8706080320 Exam Rept 50-373/OL-87-01 on 870420-23.Exam resutts:three senior re- 
actor operator candidates passed oral exam, one passed simulator exam & three 
passed written exam.Totat of one candidate passed overall. 

LANKSBURY.R.D., HILLS, D.E., CLARK.F.E. Region 3, Office of Director. 87/06/01. 
72pp. 41217:094-41217:165. 

8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396.certification of medical exam by facility licensee.Forms revised to 
mflfict chargees to 10CFR55 effective on 870526.W/O ends. 

-egion 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region 111. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds.” Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 
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F. Security, medical, emergency & fire protection plans 

8706010171 Forwards response to violations noted in Safety Insp Repts 50-373/87-09 
& 60-374/87-09 on 870302-1 0.Response withheld (ref 10CFR73.21). 

TURBAK.M.S. Commonwealth Edison Co. 87/04/21. DAVIS, A.B. Region 3, Office of 
Director. Ip. 41129:360-41129:360. 

8706010027 Forwards Emergency Preparedness Exercise Insp Repts 50-373/87-14 & 
50-374/87-14 on 870428-30.No violations noted.One weakness identified re inad- 
equate demonstration of health physics contamination control actions. 

SHAFER, W.D. Region 3, Office of Director. 87/05/22. REED.C. Commonwealth 
Edison Co. 3pp. 41 1 19:028-41 1 1 9:049. 

-8706010051 Emergency Preparedness Exercise Insp Repts 50-373/87-14 & 50-374/ 
87-14 on 870428-30.No violations, deficiencies or deviations noted.Major areas 
inspected:observations by four NRC representatives of key functions & locations. 
FOSTER, J. Region 3, Office of Director. 87/05/21. 19pp. 41119:031-41119:049. 

8706050218 Forwards Safety Insp Repts 50-373/87-16 & 50-374/87-16 on 870425- 
0518 & notice of violation. 

FORNEY,W.L. Region 3, Office of Director. 87/05/29. REED.C. Commonwealth 
Edison Co. 2pp. 41195:001-41195:017. 

“8706050221 Notice of violation from insp on 870425-0518. 

FORNEY,W.L Region 3. Office of Director. 87/05/29. 1p. 41195:003-41195:003. 

“8706050226 Insp Repts 50-373/87-16 & 50-374/87-16 on 870425-0518. Violations 
noted:control rod operability not demonstrated by moving each control rod at least 
one notch at least once per seven days, per Tech Spec 4.1. 3.1. 2. 

RING.M. Region 3, Office of Director. 87/05/29. 14pp. 41195:004-41195:017. 

8706110150 Replacement Pages 6 & 7 of Rev 3 to Offsite Procedure L2P-1 200-3, re- 
placing poor quality copies. 

* Commonwealth Edison Co. 87/05/29. 5pp. 41267:033-41267:037. 

8706150040 Revised emergency plan implementing procedures, including Rev 6 to L2P- 
1130-1, ‘Technical Director Implementing Procedure,” Rev 3 to L2P-1 140-1, “Maint 
Director Implementing Procedure” & Rev 6 to LZP-1 180-1, "Rad....” 

* Commonwealth Edison Co. 87/06/02. 31pp. 41290:125-41290:155. 

8706190384 Forwards revised maps for Environ Group Procedure 2. Instructions for up- 
dating procedure stated.W/3 oversize drawings. 

ENGLERT.C. Commonwealth Edison Co. 87/06/08. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41399:145-41399:146. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan implementing Procedure 
ED-24, “Determining Recommended Offsite Protective Action Response Option for 
General Public.” 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


P. Operating license stage documents & correspondence 

8706260213 Forwards final EGG-NTA-7598, "Conformance to Generic Ltr 83-28,ltem 
2.2.2--Vendor Interface Programs for AH Other Safety-Related Components,La Salle 
Units 1 & 2," informal rept. Licensee conforms to generic Itr on subj item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.EW. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRlNGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 1p. 41483:180-41483:196. 

—8706260229 Final “Conformance to Generic Ltr 83-28, Item 2.2.2, Vendor Interface Pro- 
grams for All Other Safety-Related Components, La Salle Units 1 & 2,” informal rept. 
UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.), UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7598. 87/04/30. NRC - No Detailed Affiliation 
Given. 17pp. 41483:181-41483:196. 


8706050090 Fonvards planned submittal dates per 87031 1 meeting w/ LR Greger& DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK.M.S. Commonwealth Edison Co. 87/05/22. DAVIS, A. B. Region 3, Office of 
Director. 2pp. 41200:078-41200:079. 

8706160585 Informs of changes to action limits.reject limits & setpoint for two main 
steam line high flow switches.per util 870310 commitment.New limits achieved by im- 
proving population of Static O-Ring differential pressure switches. 

ALLEN.C.M. Commonwealth Edison Co. 87/06/03. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41340:325-41340:326. 

8706110276 Notifies of Type A containment integrity test method that will be utilized at 
util three BWR stations in future.Uti! will utilize Bechtel BN-TOP-1. 

LEBLOND.P.C. Commonwealth Edison Co. 87/06/04. Document Control Branch 
(Document Control Desk). 1p. 41266:132-41266:132. 

8706160663 Requests that Confirmatory Action Ltr RIII-86-04 be canceled based on util 
decision to transfer individual to other duties not involving licensing activities.Special 
four phase plan & monitoring program have been terminated. 

ALLEN.C.M. Commonwealth Edison Co. 87/06/10. DAVIS.A.B. Region 3. Office of Di- 
rector. Ip. 41349:333-41349:333. 

8706170431 Responds to Generic Ltr 87-06, requesting verification of method used to 
assure leak tight integrity of pressure isolation valves.EncI describes periodic tests & 
acceptance criteria for each valve. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230276 Forwards request for addi info based on review of util 870406 response for 
ATWS design compared to guidelines set forth in Topical Rept NEDE-31096-P. 
MULLER, D.R. Project Directorate III-2. 87/06/12. FARRAR, D.L Commonwealth 
Edison Co. 3pp. 41422:125-41422:127. 

8706240405 Application for amends to Licenses NPF-11 & NPF-1 8, allowing storage of 
fuel in either unit fuel pool as originally intended w/connected fuel pool design.Fee 
paid. 

ALLEN.C.M. Commonwealth Edison Co. 87/06/16. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41455:207-41455:215. 

“8706240409 Proposed Tech Specs, allowing storage of fuel in either unit fuel pool. 

* Commonwealth Edison Co. 87/06/16. 5pp. 41455:211-41455:215. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGL!A,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design, already re- 
viewed & approved by NRC.encl. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 


8706010171 Forwards response to violations noted in Safety Insp Repts 50-373/87-09 
& 50-374/87-09 on 870302-1 0.Response withheld (ref 10CFR73.21). 

TURBAK.M.S. Commonwealth Edison Co. 87/04/21. DAVIS, A.B. Region 3, Office of 
Director. Ip. 41129:360-41129:360. 

8706010027 Forwards Emergency Preparedness Exercise Insp Repts 50-373/87-14 & 
50-374/87-14 on 870428-30.No violations noted.One weakness identified re inad- 
equate demonstration of health physics contamination control actions. 

SHAFER, W.D. Region 3, Office of Director. 87/05/22. REED,C. Commonwealth 
Edison Co. 3pp. 41119:028-41119:049. 

“8706010051 Emergency Preparedness Exercise Insp Repts 50-373/87-14 & 50-374/ 
87-14 on 870428-30.No violations, deficiencies or deviations noted.Major areas 
inspected:observations by four NRC representatives of key functions & locations. 
FOSTER.J., PETERSON, H.. SNELL, W. Region 3, Office of Director. 87/05/21. 19pp. 
41119:031-41119:049. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Leve! 
Operation.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27, 
Consolidated Edison Co. of New York. Inc. 108pp. 41142:332-41143:075. 

8706050218 Forwards Safety Insp Repts 50-373/87-16 & 50-374/87-16 on 870425- 
0518 & notice of violation. 

FORNEY.W.L. Region 3, Office of Director. 87/05/29. REED.C. Commonwealth 
Edison Co. 2pp. 41195:001-41195:017. 

“8706050221 Notice of violation from insp on 870425-0518. 

FORNEY.W.L Region 3. Office of Director. 87/05/29. Ip. 41195:003-41195:003. 

“8706050226 Insp Repts 50-373/87-16 & 50-374/87-16 on 870425-0518. Violations 
noted:control rod operability not demonstrated by moving each control rod at least 
one notch at least once per seven days, per Tech Spec 4. 1.3. 1.2. 

RING.M. Region 3. Office of Director. 87/05/29. 14pp. 411 95:004-41 195:017. 

8706080314 Forwards Exam Rept 50-373/OL-87-01 on 870420-23 for Both units. 
HEHLC.W. Region 3, Office of Director. 87/06/02. REED.C. Commonwealth Edison 
Co. 2pp. 41217:092-41217:165. 

“8706080320 Exam Rept 50-373/OL-87-01 on 870420-23. Exam resultsrthree senior re- 
actor operator candidates passed oral exam, one passed simulator exam & three 
passed written exam.Total of one candidate passed overall. 

LANKSBURY.R.D., HARE.E.A.. BJORGEN.J.C. Region 3. Office of Director, 87/06/01. 
72pp. 41217:094-41217:165. 
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8706220160 Responds to NRC 870514 Itr re violations noted in Insp Repts 50-373/87- 
03 & 50-374/87-04.Corrective actions:engineering analysis performed & Weed ther- 
mocouple immediately had environ qualification maint performed. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/02. DAVIS, A.B. Region 3. Office of 
Director. 3pp. 41411:113-41411:115. 

8706100149 Forwards Insp Repts 50-373/87-17 & 60-374/87-17 on 870505-14 & notice 
of violation. 

HARRISON, J.J. Region 3, Office of Director. 87/06/03. REED.C. Commonwealth 
Edison Co. 2pp. 41242:143-41242:154. 

~8706100163 Notice of violation from insp on 870505-14. 

HARRISON, J.J. Region 3, Office of Director. 87/06/03. 1p. 41242:145-41242:145. 

-8706100170 Insp Repts 50-373/87-17 & 50-374/87-17 on 870505-14. Violations 
noted:number of breakers listed in Tech Spec Table 3.8.3.2-1 had not received insp & 
corrective maint as required by Tech Spec Paragraph 3.a. 

FALEVITS.Z., GARDNER, R.N. Region 3, Office of Director. 87/06/03. 9pp. 
41242:146-41242:154. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc, 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list encl. 

CUNNlNGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list encl. 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list encl. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706160638 Monthly operating repts for May 1987,W/87061O Itr. 

KIRCHNER.G., DIEDERICH,G.J. Commonwealth Edison Co. 87/05/31. 37pp. 
41349:208-41349:244. 


S. Reportable occurrences, LERs & related correspondence 

8706090373 LER 87-01 1-00;on 870430, RHR pump min flow bypass differential pressure 
switch found out of tolerance due to setpoint driftFlow switch replaced.Old switch for- 
warded to mfg for disassembly & insp.W/870528 Itr. 

ROHRER,R.J., DIEDERICH.G.J. Commonwealth Edison Co. 87/05/28. 5pp, 

41234:195-41234:199. 

8706160409 LER 87-004-00:on 870401,53 safety related snubbers failed to meet func- 
tional test acceptance limits during Tech Spec surveillance.Causes & corrective ac- 
tions for each snubber listed.W/870604 Itr. 

SZUMSKI,D.R., DIEDERICH.G.J. Commonwealth Edison Co. 87/06/04. 29pp. 
41317:075-41317:103. 

8706160694 LER 87-012-00:on 870522,Div III normal 4.16 kV feedbreaker to ESF bus 
243 tripped open.Caused by mechanical failure of cubicle door latch to operate 
properly.Door latch repaired & tested.W/870610 Itr. 

VINYARD.H.T., DIEDERICH.G.J. Commonwealth Edison Co. 87/06/10. 4pp. 

41349:199-41349:202. 

8706170009 PNO-lll-87-081:on 870610, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville,lL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY.W. Region 3. Office of Director. 87/06/11. 1p. 41371:148-41371:148. 

8706170352 LER 86-01 9-01 :on 861 124, reactor vessel low level confirmed ADS permis- 
sive switch out of tolerance.Caused by setpoint drift.Level switch replaced & new 
switch recalibr to within allowable tolerances & placed in svc.W/870612 Itr. 
ROHRER.R.J., DIEDERICH.G.J. Commonwealth Edison Co. 87/06/12. 5pp. 

41370:192-41370:196. 

8706170374 LER 87-011 -01 :on 870430, RHR pump min flow bypass differential pressure 
switch found out of tolerance in excess of reject limit.Caused by setpoint drift.Switch 
replaced.W/870612 Itr. 

ROHRER,R.J., DIEDERICH.G.J. Commonwealth Edison Co. 87/06/12. 5pp. 

41369:053-41369:057. 

8706290012 LER 87-01 3-00:on 870529, during performance of mod test, isolation oc- 
curred for RHR & RWCU sys.Caused by electrician mistakenly grounding switch 
lead, blowing fuse in isolation circuitFuse replaced.Electrician counseled.W/870624 Itr. 
WITTEN BURG.K.C. Commonwealth Edison Co. 87/06/24. 6pp. 41484:346-41484:351. 


V. Operator Examinations 

8706080314 Forwards Exam Rept 50-373/OL-87-01 on 870420-23 for both units. 

H EH L.C.W. Region 3, Office of Director. 87/06/02. REED.C. Commonwealth Edison 
Co. 2pp. 41217:092-41217:165. 


-8706080320 Exam Rept 50-373/OL-87-01 on 870420-23.Exam results:three senior re- 
actor operator candidates passed oral exam. one passed simulator exam & three 
passed written exam.Total of one candidate passed overall. 

LANKSBURY.R.D., HILLS, D.E.. CLARK, F.E. Region 3, Office of Director. 87/06/01. 
72pp. 41217:094-41217:165. 

8706110399 Forwards revised NRC '=orm 398, personal qualifications statement-licensee 
& NRC Form 3 96, certification of macica' exam b, facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region 1 11. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds.” Agenda encl. 
CHRISSOTIMOS,N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 


DOCKET 50-375 NUCLEAR EXAMINATION REACTOR 


P. Operating license stage documents & correspondence 


8706220439 Informs of recent reorganization of NRR.Ofc now Standardization & Non- 
Power Reactor Project Directorate, under Div of Reactor Projects III.IV.V & Special 
Projects, NRR.T Michaels is project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
REMLEY.M.E. Rockwell International Corp. 3pp. 41416:344-41416:346. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8706010201 Forwards, for info & use.booklet issued Apr 1987 entitled, “Safety Info - 
Plans to Help You During Emergencies." W/one oversize encl. 

COOK.K.W. Louisiana Power & Light Co. 87/05/13. Document Control Branch (Docu- 
ment Control Desk). 8pp. 411 28:230-41 128:237. 

8706080109 Forwards slide presentation & summary of 870521 meeting w/ util in New 
Orleans. LA to discuss SALP Rept 50-382/87-03. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/01. DEWEASE.J.G. Louisiana 
Power & Light Co. 21pp. 41218:094-41218:114. 

8706090198 Informs of procedures that will assist document control desk in identifying 
transmittals to be withheld from public disclosure. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 41212:358-41212:359. 

8706090360 Forwards Insp Rept 50-382/87-09 on 87051 1-1 5.No violations noted. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 41223:021-41223:025. 

-8706090364 Insp Rept 50-382/87-09 on 87051 1-15.No violations noted. Major areas 
inspected:notifications & communications, changes to emergency preparedness 
program, shift staffing & augmentation & licensee audits & QA. 

HACKNEY.C.A., FISHER.W.L Region 4, Office of Director. 87/05/29. 3pp. 41223:023- 
41223:025. 

8706160013 Forwards Insp Rept 50-382/87-10 on 870416-0515 & notice of 
violation.Actions taken re previously identified insp findings verified & status discussed 
in encl rept. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/08. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 41305:340-41305:351. 

-8706160014 Notice of violation from insp on 870416-0515. 

* Region 4, Office of Director. 87/06/08. 1p. 41305:342-41305:342. 

-8706160018 Insp Rept 50-382/87-10 on 87041 6-05 15. Violation noted: failure to 
adhere to Tech Spec required action for inoperable fire penetration seal. 
LUEHMAN.J.G., STAKER.T.R., JAUDON.J.P. Region 4. Office of Director. 87/06/04. 
9pp. 41305:343-41305:351. 

8706240410 Rev 4 to Nuclear Svcs Instruction NSI-402, “Emergency Director Instruc- 
tions & Rev 4 to Nuclear Svcs Instruction NSI-404, ’’Administration/ Logistics Manager 
Instruction.” W/Rev 15 to table of contents. 

PERRY.R.J., HURSTELL.W.L. Louisiana Power & Light Co. 87/06/08. 11pp. 
41455:187-41455:204. 


8706170039 Ack receipt of 860724 & 861017 Itrs informing NRC of steps taken to cor- 
rect violations noted in 860624 & 860918 notices of violation. 

GAGLlARDO,J.E. Region 4, Office of Director. 87/06/11. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 41377:044-41377:047. 

-8610220356 Partially withheld response to NRC 860918 Itr re violations noted in Insp 
Rept 50-382/86-01. 

COOK.K.W. Louisiana Power & Light Co. 86/10/17. MARTIN, R.D. Region 4. Office of 
Director. Ip. 41377:047-41377:047. 

8706190146 Revised emergency plan implementing procedures, including Rev 7 to EP-2- 
050, “Offsite Dose Assessment (Manual)” & Rev 4 to EP-2-090, “Core Damage As- 
sessment.” W/870612 Itr. 

COOK,K.W. Louisiana Power & Light Co. 87/06/12. 14pp. 41395:017-41395:030. 

8706230297 Rev 4 to Nuclear Svcs Instruction NSI-408, "Security Coordinator." W/Rev 
16 to table of contents. 

PERRY,R.D. Louisiana Power & Light Co. 87/06/16. 11pp. 41430:050-41430:063. 
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P. Operating license stage documents & correspondence 


8706080096 Forwards Rev 1 to EGG-NTA-7462, “Conformance to item 4.5.2 of Generic 
Ltr 83-28:Arkansas Nuclear One-I, Crystal River 3,Davis*Besse-1....” Davis-Besse must 
provide confirmation addressed in plant-specific review. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. 87/03/12. 
CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
1p. 41211:335-41211:356. 

-8706080138 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28: "Arkansas 
Nuclear One-1, Crystal River 3, Davis-Besse 1, Oconee 1,2 & 3, Rancho Seco,TMI-1 & 
Washington Nuclear Plant 1 informal rept. 

FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6001. eGG-NTA-7462 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 21pp. 41211:336-41211:356. 

8706080275 Forwards Rev 1 to “Conformance to item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2,Fort Calhoun.Main Yankee.Millstone 

2, Palisades.Palo Verde 1.2 & 3, San Onofre 2 & 3.St Lucie 1 & 2.Waterford 3 & WNP 

3. " 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
1p. 41213:001-41213:027. 

-8706080284 Rev 1 to “Conformance to Item 4.6.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2,Fort Calhoun, Main Yankee,Millstone 2,Palisades,Palo 
Verde 1.2 & 3,San Onofre 2 & 3.St Lucie 1 & 2. Waterford 3 & WNP 3." 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706050358 Forwards “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28,Reactor 
Trip Sys Vendor lnterface;Maine Yankee, St Lucie 1 &-2 & Waterford 3," final 
repLPlants conform to generic ltr. 

ROBERTS.E.W. EG&G Idaho, Ihc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/26. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411), Ip. 41203:050-41203:065. 

-8706050362 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface.Maine Yankee.St Lucie 1 & 2 & Waterford 3." informal rept. 
FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7592 ERR. 87/03/31. NRC - No De- 
tailed Affiliation Given. 15pp. 41203:051-41203:065. 

8706050261 Forwards EGG-NTA-7446. “Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment Classification for All Other Safety- Related Components: Waterford-3." 
ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/04/21, CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41203:201-41203:221. 

-8706050267 “Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classification 
for All Other Safety-Related Components: Waterford-3,” informal rept. 
VANDERBE£K,R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7446. 87/04/30. NRC - No 
Detailed Affiliation Given. 20pp. 41203:202-41203:221. 

8706010182 Forwards SER supporting util 831110 & 850618 responses to Generic Ltr 
83-28, Item 2.1 (Part 2) re establishment of interface w/elther NSSS or vendors of 
each component of reactor trip sys.Contractor evaluation rept also end. 

SEARS.P. Proiect Directorate 1-3. 87/05/21. RANDAZZA.J.B. Maine Yankee Atomic 
Power Co. 2pp. 41126:203-41126:204. 

-8703310229 "Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28. Reactor Trip Sys 
Vendor Interface Maine Yankee.St Lucie Units 1 & 2 & Waterford 3.” 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 87/03/31. NRC - 
No Detailed Affiliation Given. 12pp. 41126:205-41126:216. 

8706010327 Forwards draft "Waterford 3 Nuclear Plant Island Structure Basemat Sum- 
mary Rept," per 870331 agreement. Rnal rept will be submitted by 870701. 

CCXDK.K.W. Louisiana Power & Light Co. 87/05/28. Document Control Branch (Docu- 
ment Control Desk). 1p. 41131:127-41132:120. 

—8706010349 Draft “Waterford 3 Nuclear Plant Island Structure Basemat Summary 
Rept." W/two oversize figures. 

• Louisiana Power & Light Co. 87/05/27. 353pp. 41131:128-41132:120. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
r€quirements,Svc list end. 

MiRAGLlA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100476 Requests FR publication of notice of consideration of issuance of amend 
to License NPF-21 & proposed NSHC determination & opportunity for hearing on 
870326 request re sunreillance requirements for ac electrical power sources 
CALVO,J.A. Project Directorate IV. 87/06/05. NRC - No Detailed Affiliation Given. 
11pp. 41245:089-41245:099. 

8706170493 Responds to Generic Ltr 87-06 re measures to assure Integrity of pressure 
Isolation valves (PlVs) as Independent bamers for RCPB.PIVs separating RCS from 
attached low pressure sys listed in Tech Spec Table 3.4-1. 

COOK.K.W. Louisiana Power & Ught Co. COOK.K.W. New Orleans Public Service Co. 
87/06/11. Document Control Branch (Document Control Desk). Ip. 41385:023- 


reactor licensees re implementation of 
10CFR73,57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLlA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic Citv 
Electric Co. 48pp. 41392:073-41392:120. 


8706250120 Forwards Amend 19 to License NPF-38 & safety evaluation, Amer 
conges Tech Specs by raising emergency feedwater Initiation setpoint.required refi 
eting water storage poof Iwel & required safety injection tank level 
WIL^NJH. Project Directorate IV. 87/06/15. DEWEASE.J.G. Louisiana Power 
Ught Co. 3pp. 41467:266-41467:285. 


—^0^50125 Amend 19 to License NPF-38,changjng Tech Specs by raising emergency 
feedwat^ initialion setpo»nt,raising required refueling water storage pool level & rais- 
ing required safety injection tank level. * ^ 

CALVO,J.A. Prc^ Directorate IV. 87/06/15. 12pp, 41467:269-41467-280 


-8706250131 Safety evaluation supporting Amend 19 to License NPF-38. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/15. 5pp. 
41467:281-41467:285. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/19, Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation,” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706010315 Responds to NRC ltr re violation noted in Insp Rept 50-382/87-06.Correc- 
tive actions:completed shipping records placed in lockable. 1 h rated flteproof filing 
cabinet purchased & received on 870406. 

COOK.K.W. Louisiana Power & Light Co. 87/05/28. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41133:048-41133:050. 

8706090333 Responds to violations noted in Insp Rept 50-382/87-07. Corrective 
actions: Procedures ME-3-220 & MM-1 2-001 will be revised to delete unnecessary re- 
quirements. 

COOK,K.W. Louisiana Power & Light Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41234:118-41234:120. 

8706080109 Forwards slide presentation & summary of 870521 meeting w/ utl! in New 
Orieans.LA to discuss SALP Rept 50-382/87-03, 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/01. DEWEASE.J.G. Louisiana 
Power & Light Co. 21pp. 41218:094-41218:114. 

8706090360 Forwards Insp Rept 50-382/87-09 on 87051 1-1 5.No violations noted. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 41223:021-41223:025. 

-8706090364 Insp Rept 50-382/87-09 on 87051 1-16.No violations noted. Major areas 
inspected;notifications & communications, changes to emergency preparedness 
program, shift staffing & augmentation & licensee audits & QA. 

HACKNEY, C.A., FISHER, W.L Region 4. Office of Director. 87/05/29. 3pp. 41223:023- 
41223:025. 

8706100428 Forwards response to violations noted in Insp Rept 5O-382/07-O5.Correc- 
tive actions:Maint Procedure ME-7-027 will be revised to allow engineering evaluation 
to determine acceptability of test results. 

COOK.K.W. Louisiana Power & Light Co. 87/06/03. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41239:032-41239:036. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 87/06/04. 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706160013 Forwards Insp Rept 50-382/87-10 on 870416-0615 & notice of 
violation.Actions taken re previously identified insp findings verified & status discussed 
in end rept. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/08. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 41 305:340-41 305:351 . 

“8706160014 Notice of violation from insp on 870416-0515. 

• Region 4, Office of Director. 87/06/08. Ip. 41305:342-41305:342. 

-8706160018 Insp Rept 50-382/87-10 on 87041 6-051 5. Violation noted: failure to 
adhere to Tech Spec required action for inoperable fire penetration seal. 
LUEHMAN.J.G., STAKER.T.R., JAUDON.J.P. Region 4. Office of Director. 87/06/04. 
9pp. 41305:343-41305:351. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706170007 Ack receipt of 870529 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-382/87-07. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/10. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 41380:276-41380:280. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11, Consolidated Edison Co. of New York, Inc. 120pp, 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems , Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706170039 Ack receipt of 860724 & 861017 Itrs informing NRC of steps taken to cor- 
rect violations noted in 860624 & 860918 notices of violation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/11. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 41377:044-41377:047. 

-8610220356 Partially withheld response to NRC 860918 ltr re violations noted in Insp 
Rept 50-382/86-01. 

COOK,K.W. Louisiana Power & Ught Co. 86/10/17. MARTIN, R.D. Region 4. Office of 
Director. 1 p. 41 377:047-41 377:047. 

8706160701 Corrected 870603 response to NRC ltr re violations noted In Insp Rept 50- 
382/87-05.Response transmitted not response resulting in validation 
process.Validation response end, 

COOK,K.W. Louisiana Power & Ught Co. 87/06/12, Document Control Branch (Docu- 
ment Control Desk), 5pp. 41349:194-41349:198. 
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8706190318 Ack receipt of 870528 Itr informing NRC of steps taken to correct violations 
noted 'o 'n®o Rc-ct SZ 332 '87-35 

GAG:ja 7DC,J fc. ■■'c-gcr. Cii ce c: Direoior. 87/06/15. DEWEASE.J.G. Louisiana 
Powers Light C/o ?;:p ■■ I3v5 03-1-- tiiSSCMS. 

8706230161 Responds to Violation 8634-01 noted in Insp Rept 50-382/86-34.Corrective 
actions: local leak rate test configuration modified to provide greater flow measuring 
capability. 

COOK.K.W. Louisiana Power & Light Co. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41427:341-41427:343. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706180024 Monthly operating rept for May 1987.W/870615 Itr. 

MILLER, G., COOK.K.W. Louisiana Power & Light Co. 87/05/31. 7pp. 41391:119- 
41391:125. 


S. Reportable occurrences, LERs & related correspondence 

8706050187 LER 87-007-01 :on 870307, reactor trip on high RCS pressure 
occurred.Caused by improper reassembly of main turbine governor valve 
hydraulics.Hydraulic lines restored to proper connections & valve tested & 
reisolated.W/870522 Itr. 

BAKER.D.E., CARNS.N.S. Louisiana Power & Light Co. 87/05/22. 6pp. 41192:334- 
41192:339. 

8706090350 LER 87-012-01 on 87041 3,reactor trip occurred due to control element as- 
sembly calculator (CEAC) 2 mistakenly removed for test w/CEAC 1 out of svc.Caused 
by inadequate procedures. Procedures reviewed & revised.W/ 870529 Itr. 

BAKER.D.E., CARNS.N.S. Louisiana Power & Light Co. 87/05/29. 8pp. 41234:185- 
41234:192. 

8706100203 LER 87-014-00:on 870504,during review of Tech Spec surveillance 
records.Tech Spec coordinator discovered that insp of fire hydrant hose houses com- 
pleted 4 days later than requirements allow.Caused by personnel error.W/870603 Itr. 
HOWARD.J.E., CARNS.N.S. Louisiana Power & Light Co. 87/06/03. 4pp. 41238:099- 
41238:102. 

8706240404 LER 87-01 5-00:on 87051 8, control room ventilation sys ESF actuation 
occurred.Caused by electrical spike due to deenergization of large relay in chemical 
detection sys. Mod installed in monitors to reduce sensitivity. W/87061 6 Itr. 

SMITH, T.H.. CARNS.N.S. Louisiana Power & Light Co. 87/06/16. 4pp. 41455:216- 
41455:219. 

8706230510 Special Rept SR-87-001-00:on 870527,during full reactor power.condenser 
vacujrr fur-r: d:sc''arcc v/do range gas monitor declared inoperable.Caused by failed 
.:'pu:/c.!t::..*. c-r:;i,.i lic.-i'-'.i <i low range detector.Faulty components replaced. 
CARNS.N.S Fov-o' & Light Co. 87/06/17. Document Control Branch (Docu- 

ment Control Desk). 3pp. 41433:140-41433:142. 

8706260364 Forwards repts recently received by NRC under reporting requirements of 
1CCFR21 for info. 

GAGLIARDO.J.E. Peqicn 4. Ofice of Director. 87/06/23. DEWEASE.J.G. Long Island 
Lighting Co. 2pp. /i.-.'gI i.'.ft::2.B4. 

8706300938 LER 87-01 6-00:on 870525, reactor trip occurred on low steam generator 
level.Caused by failure of feedwater control sys fuse to open which caused main feed- 
water pump B to go to min speed.Associated circuit card replaced.W/870624 Itr. 
SMITH.T.H., CARNS.N.S. Louisiana Power & Light Co. 87/06/24. 6pp. 41514:195- 
41514:200. 
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F. Security, medical, emergency & fire protection plans 

8706180041 Forwards Change E to security training & qualification plan for 
review.Advises that changes do not decrease safeguards of^e-ctivenoss of plan & may 
made w/o prior Commission approval, per ■'OCFi t50.-j4(r;) vV 'c opci. 

KEISER.H.W. Pennsylvania Power & Light Cc. 87.05T5. R JSSF;.L,Vv'.T. Region 1, 
Office of Director. Ip. 41391:110-41391:110. 

8706080135 Rev 2 to Emernenev Plan Implementing Procedure EP-lP-016, “In-Plant 
(India) Team Mgt.” ■.V/37C;V27 :r.'. 

TAYLOR.P.E., KEISER.H.W. Pennsylvania Power & Light Co. 87/05/27. 13pp. 
41218:059-41218:071. 

8706100327 Forwards Safety Insp Repts 50-387/87-08 & 50-388/87-08 on 870429- 
30.No violations noted.Utii performance during exercise demonstrated ability to imple- 
ment emergency plan & emergency plan implementing procedures adequately. 
MARTIN.T.T. Region 1, Office of Director. 87/06/04. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 41241:115-41241:123. 

--8706100337 Emergency Preparedness Insp Repts 50-387/87-08 & 50-388/87-08 on 
870429-30.No violations noted.Major areas inspected:lic6nsee full participation annual 
emergency preparedness exercise.Licensee response actions adequate. 

GORDON.C.2., LAZARUS, W.J. Region 1, Office of Director. 87/05/29, 7pp. 
41241:117-41241:123. 

8706230508 Revised emergency plan implementing procedures, including Rev 5 to EP- 
lP-042 re in-plant & emergency operations facility chemistry lab emergency prepara- 
tion & table of contents. W/87061 1 Itr. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/11. 18pp. 41433:122-41433:139. 


8706220485 Forwards Insp Repts 50-387/87-09 & 50-388/87-09 on 870401 -051 8.No 
violations noted. 

COLLINS.S.J. Region 1. Office of Director. 87/06/12. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 41420:092-41420:119. 

-8706220504 Insp Repts 50-387/87-09 & 50-388/87-09 on 870401 -051 8.No violations 
noted.Major areas inspected:plant operations, radiation protection.physical 
security.plant events.previous findings & surveillance & maint. 

WIGGINS.J.T. Region 1. Office of Director. 87/06/11. 26pp. 41420:094-41420:119. 


J. Insurance & indemnity information 

8706230385 Forwards Endorsement 40 to NELIA Policy NF-262 & Endorsement 23 tp 
MAELU Policy MF-107. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/16. SALTZMAN.J. NRC - No 
Detailed Affiliation Given. 3pp. 41432:233-41432:235. 


P. Operating license stage documents & correspondence 

8706040141 Forwards corrected Tech Spec pages for Amend 64 to License NPF-14.ln- 
correct pages did not reflect changes approved in Amend 57. 

THADANI.M.C. Project Directorate 1-1. 87/05/28. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 41181:251-41181:262. 

-8706040145 Errata to Amend 64 to License NPF- 14, correcting Tech Spec pages 
xxii,xxii.3/4 2-5 - 3/4 2-10 & B 3/4 2-1. 

* Division of Reactor Projects - I/ll (Post 870411). 87/05/28. 9pp. 41181:254- 
41181:262. 

8706040159 Forwards Amend 65 to License NPF-14 & safety evaluation. Amend issued 
on emergency basis to permit continued operation of facility until next scheduled refu- 
eling & insp outage expected to start on 870912. 

BOGER.B.A. Assistant Director for Region I Reactors. 87/05/28. KEISER.H.W. Penn- 
sylvania Power & Light Co. 3pp. 41181:293-41181:305. 

-8706040161 Amend 65 to License NPF-14,changing Tech Spec Section 3.6.3 to 
permit consideration of Valve HV-155F002 operable w/current min torque switch set- 
ting. 

BOGER.B.A. Assistant Director for Region I Reactors. 87/05/28. 6pp. 41181:296- 
41181:301. 

-8706040165 Safety evaluation supporting Amend 65 to License NPF-14. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/28. 4pp. 
41181:302-41181:305. 

8706090186 Withdraws proposed change to Tech Spec Table 4.4.6.1.3-1, per 830504 
Itr.Future submittal will be made to table consistent w/10CFR50,App H. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/05/29. BUTLER.W.R. Project Direc- 
torate 1-2. Ip. 41222:190-41222:190. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160396 Responds to Generic Ltr 87-06, “Periodic Verification of Leak Tight Integri- 
ty of Pressure Isolation Valves." Leakage rate testing frequencies & acceptance crite- 
ria provided in Tech Spec 3/4.4.3.2. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/08. MURLEY.T.E. Cffice of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41335:160-41335:160. 

8706170167 Forwards application for proposed Amends 98 & 51 to Licenses NPF-14 & 
NPF-22,respectively,revising Tech Spec 4.8.2.1.d.2.b to increase load profiles for Bat- 
teries 1D612 & 1D622. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/10. BUTLER.W.R. Project Direc- 
torate 1-2. 2pp. 41370:244-41370:249. 

“8706170187 Application for proposed Amends 98 & 51 to Licenses NPF-14 & NPF- 
22.respectively,increasing load profiles for Batteries 1D612 & 1D622. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/08. 2pp. 41 370:246-41 370:247. 

“8706170174 Proposed Tech Specs.increasing load profile for Batteries 1D612 & 
1D622. 

* Pennsylvania Power & Light Co. 87/06/10. 2pp. 41370:248-41370:249. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230444 Withdraws 870611 request for temporary waiver of Tech Specs due to in- 
operable recirculation pump.Pump problem corrected & operable. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/19. BUTLER.W.R. Project Direc- 
torate 1-2. Ip. 41434:048-41434:048. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250152 Forwards application for amend to License NPF-14,revising Tech Spec 
Table 3.8.4.1-1, “Primary Containment Penetration Conductor Overcurrent Protective 
Devices" to include four new circuit breakers that will be installed.Fee paid. 
KEISER.H.W. Pennsylvania Power & Light Co. 87/06/19. BUTLER.W.R. Project Direc- 
torate 1-2. 2pp. 41474:098-41474:101. 

—8706250161 Application for amend to License NPF-14, revising Tech Specs. 
KEISER.H.W. Pennsylvania Power & Light Co. 87/06/19. Ip. 41474:100-41474:100. 

—8706250165 Proposed Tech Specs, revising Table 3.8.4.1-1, “Primary Containment 
Penetration Conductor Overcurrent Protective Devices," to include four new circuit 
breakers that will be installed during facility third refueling & insp outage. 

* Pennsylvania Power & Light Co. 87/06/19. Ip. 41474:101-41474:101. 
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8706260220 Forwards application for amend to License NPF-14. PL-NF-87-005. 
"Reload Summary Rept," "Cycle 4 Proposed Startup Physics Tests Summary Descrip- 
tion," for May 1987 & Repts XN-NF-87-22 & XN-NF-87-23.Fee paid. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/19. BUTLER.W.R. Project Direc- 
torate 1-2. 2pp. 41479:286-41480:074. 

--8706260227 Application for amend to License NPF-14 supporting Cycle 4 reload. 
KEISER.H.W. Pennsylvania Power & Light Co. 87/06/19. Commissioners. Ip. 
41479:288-41479:288. 

“8706260230 Proposed Tech Specs supporting Cycle 4 reload. 

* Pennsylvania Power & Light Co. 87/06/19. 37pp. 41479:289-41479:326. 

“8706260234 "Susquehanna Steam Electric Station Unit 1 Cycle 4 Reload Summary 
Rept." 

ROSE.R.M., ROSCILOI.A.J., KULICK.J.M. Pennsylvania Power & Light Co. PL-NF-87- 
005. 87/05/31. 26pp. 41479:327-41479:352. 

“8706260238 "Proposed Startup Physics Test Summary Description." 

• Pennsylvania Power & Light Co. 87/05/31. 3pp. 41479:353-41479:355. 

“8706260245 “Susquehanna Unit 1 Cycle 4 Reload Analysis, Design & Safety Analy- 
ses.” 

WHITE, J.A., WILLIAMSON, H.E., FEDERICO.L.J. Advanced Nuclear Fuels Corp. (for- 
merly Exxon Nuclear Co.. Inc.). XN-NF-87-23. 87/04/30. 37pp. 41479:356-41480:032. 


R. Periodic operating reports & related correspondence 


8706150223 Mental'/ creratmq reo*s <cr May 1987.W/870610 Itr. 

HIRT.J.A., KF-HtP H Fonnsw yis'-.ia Power & Light Co. 87/05/31. BEEBE.M.R. 
NRC - No ■L:-..-.a.i-:c Alv: ;,i! :n G.vcn 9pp. 41290:160-41290:168. 

8706170081 "Susquehanna Steam Electric Station Drinking Water Rept," for May 
1987.W/870609 Itr. 

SAXTON.C.H. Pennsylvania Power & Light Co. 87/05/31. SAGER, R. Pennsylvania 
Commonwealth of. 2pp. 41371:206-41371:207. 

8706300934 "NPDES Discharge Monitoring Rept for May 1987." W/870623 Itr. 
FIELDS.J.S. Pennsylvania Power & Light Co. 87/05/31. KOVAL,P. Pennsylvania, 
Commonwealth of. 13pp. 41502:339-41502:351. 


S. Reportable occurrences, LERs & related correspondence 

8706020184 PNS-l-87-008:on 870526, secondary alarm station operator received tele- 
phone bomb threat.Licensee implemented search procedures.Search completed w/ 
negative results.Commonwealth of PA police notified. 

BAILEY.R.J., KUSHER.R. NRC - No Detailed Affiliation Given. 87/05/27. Ip. 
41135:095-41135:095. 


“8706260248 "Susquehanna Unit 1 Cycle 4 Plant Transient Analysis.” 

WH1TE,J.A., COLLINGHAM,R.E., MORGAN.J.N. Advanced Nuclear Fuels Corp. (for- 
merly Exxon Nuclear Co., Inc.). XN-NF-87-22. 87/04/30. 42pp. 41480:033-41480:074. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/similar design, already re- 
viewed & approved by NRC, end. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706090231 Forwards safeguards Insp Repts 50-387/87-10 & 50-388/87-10 on 
870420-24. No violations noted. 

JOHNSTON,W.V. Region 1, Office of Director. 87/05/28. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 41222:208-41222:239. 

“8706090248 insp Repts 50-387/87-10 & 50-388/87-10 on 870420-24.No violations or 
deviations noted.Major areas inspected; licensee 10CFR50.59 safety evaluations for 
facility change involving addition of fifth diesel generator. 

PULLANI.S.V.. PAULITZ,F.P., ANDERSON, C.J. Region 1. Office of Director. 87/05/18. 
30pp. 41222:210-41222:239. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706100327 Forwards Safety Insp Repts 50-387/87-08 & 50-388/87-08 on 870429- 
30.No violations noted.Util performance during exercise demonstrated ability to imple- 
ment emergency plan & emergency plan implementing procedures adequately. 
MARTIM.T.T. Rc-gior 1, Office of Director. 87/06/04. KEISER.H.W. Pennsylvania 
Power A Lg!v. Co. 2?c. 41241:115-41241:123. 

“8706100337 Emergency Preparedness Insp Repts 50-387/87-08 & 50-388/87-08 on 
870429-30.No violations noted.Major areas inspected:licensee full participation annual 
emergency preparedness exercise. Licensee response actions adequate. 

GORDON.C.Z., LAZARUS, W.J. Region 1, Office of Director. 87/05/29. 7pp. 
41241:117-41241:123. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706120175 LER 87-019-00:on 870507,HPCI steam supply inboard isolation valve de- 
clared inoperable.Caused by inadequately set torque switch setting & miscommunica- 
tion between worker & foreman. HPCl sys unisolated & restored to alignment.W/ 
870608 Itr. 

HIRT.J.A., BYRAM, R.G. Pennsylvania Power & Light Co. 87/06/08. 5pp. 41279:287- 
41279:291. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting. List of attendees.events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706160588 LER 87-018-00:on 870520, Limiting Condition for Operation 3.0.3 entered & 
cleared four times during performance of monthly degraded voltage channel of 4 kV 
engineered safeguards buses.Tech Spec change requested. W/870610 Itr. 

V.-A..L=\,C , BYRAM, R.G. Pennsylvania Power & Light Co. 87/06/10. 4pp. 

41340:286-41340:289. 

8706230469 LER 87-01 6-00;on 87051 9,unplanned ESF actuation occurred during per- 
sonnel attempt to perform maint in Zone I airlock isolation damper.Caused by removal 
of incorrect fuse & confusion w/labeling.Fuse reinstalled.W/870617 Itr. 

WALLEN, C.L, BYRAM.R.G. Pennsylvania Power & Light Co. 87/06/17. 3pp. 

41433:007-41433:009. 

8706230504 LER 87-01 7-00:on 87051 9, unplanned ESF actuations occurred during 
standby gas treatment banana jack replacement.Caused by personnel error.Personnel 
instructed in understanding of total sys logic.W/870617 Itr. 

WALLEN, C.L, B /RAM, R.G. Pennsylvania Power & Light Co. 87/06/17. 3pp. 

41433:116-41433:118. 
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F. Security, medical, emergency & fire protection plans 

8706180041 Forwards Change E to security training & qualification plan for 
review.Advises that changes do not decrease safeguards effectiveness of plan & may 
made w/o prior Commission approval, per 10CFR50.54(p).W/o end. 

KEISER,H.W. Pennsylvania Power & Light Co. 87/05/15. RUSSELL.W.T, Region 1, 
Office of Director. 1 p. 41 391 : 1 1 0-41 391 : 1 1 0. 

8706080135 Rev 2 to Emergency Plan Implementing Procedure EP-IP-016, "In-Plant 
(India) Team Mgt." V/V/870527 Itr. 

TAYLOR, P.E., KEISER.H.W. Pennsylvania Power & Light Co. 87/05/27. 13pp. 
41218:059-41218:071. 


8706050209 NRG Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120dp 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Sve list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706220485 Forwards Insp Repts 50-387/87-09 & 50-388/87-09 on 870401-0518 No 
violations noted. 

COLLINS.S.J. Region 1, Office of Director. 87/06/12. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 41420:092-41420:1 19. 


8706050153 Requests unescorted access to protected & vital areas of plant for MC 
Thadani.Pertinent data end. 

BUTLER.W.R. Project Directorate 1-2. 87/06/01. KEISER.H.W. Pennsylvania Power & 
Light Co. 4pp. 41200:177-41200:180. 

8706100327 Forwards Safety Insp Repts 50-387/87-08 & 50-388/87-08 on 870429- 
30.No violations noted.Util performance during exercise demonstrated ability to imple- 
ment emergency plan & emergency plan implementing procedures adequately. 
MARTIN.T.T. Region 1, Office of Director. 87/06/04. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 41241:115-41241:123. 

“8706100337 Emergency Preparedness Insp Repts 50-387/87-08 & 50-388/87-08 on 
870429-30. No violations noted.Major areas inspected:licensee full participation annual 
emergency preparedness exercise.Licensee response actions adequate. 

GORDON.C.Z. Region 1, Office of Director. 87/05/29. 7pp. 41241:117-41241:123. 


“8706220504 Insp Repts 50-387/87-09 & 50-388/87-09 on 870401 -051 8. No violations 
noted.Major areas inspected:p!ant operations, radiation protection, physical 

security, plant events.previous 'irdings & s::r\'oi!T:nce & maoL 
WIGGINS.J.T. Region 1, Office c' CVecic- f-T, :3. 1 2cpp. 41420:094-41420:119. 


8706230508 Revised emergency plan implementing procedures, including Rev 5 to EP- 
I P-042 re in-plant & emergency operations facility chemistry lab emergency prepara- 
tion & table of contents. W/87061 1 Itr. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/11. 18pp. 41433:122-41433:139. 


87-028. "Air Sys Problems at US LWRs." Sve list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 


8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Larqe Irradia- 
tors. * Sve list end. ® 


CUNNINGHAM R.E Division of Fuel Cycle, Medical. Academic & Commercial Use 
870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41 582:071 -41 582:1 79. 


8706220485 Forwards Insp Repts 50-387/87-09 & 50-388/87-09 on 870401 -051 8.No 
violations noted. 

COLLINS, S.J. Region 1, Office of Director. 87/06/12. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 41420:092-41420:1 19. 

“8706220504 Insp Repts 50-387/87-09 & 50-388/87-09 on 870401 -051 8.No violations 
noted.Major areas inspected:plant operations, radiation protection, physical 
security.plant events.previous findings & surveillance & maint. 

WIGGINS.J.T. Region 1, Office of Director. 87/06/11. 26pp. 41420:094-41420:119. 
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J. Insurance & indemnity information 

8706230385 Forwards Endorsement 40 to NELIA Policy NF-262 & Endorsement 23 tp 
MAELU Policy MF-1 07. 

KEtSER.H.W. Pennsylvania Power & Light Co. 87/06/16. SALTZMAN.J. NRC - No 
Detailed Affiliation Given, 3pp. 41432:233-41432:235. 


P. Operating license stage documents & correspondence 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements. Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160427 Forwards Amend 36 to License NPF-22 & safety evaluation. Amend revises 
Tech Specs to include operational control on equipment which must be operable to 
ensure proper functioning of newly installed drywell cooling fans. 

BUTLER.W.R. Project Directorate 1-2. 87/06/05. KEISER.H.W. Pennsylvania Power & 
Light Co. 3pp. 41348:304-41348:318. 

—8706160449 Amend 36 to License NPF-22, revising Tech Specs to include operational 
control on equipment which must be operable to ensure proper functioning of newly 
installed drywell cooling fans. 

BUTLER.W.R. Project Directorate 1-2. 87/06/05. 10pp. 41348:307-41348:316. 

—8706160466 Safety evaluation supporting Amend 36 to License NPF-22. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/05. 2pp. 
41348:317-41348:318. 

8706160396 Responds to Generic Ltr 87-06, “Periodic Verification of Leak Tight Integri- 
ty of Pressure Isolation Valves.” Leakage rate testing frequencies & acceptance crite- 
ria provided in Tech Spec 3/4.4.3.2. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/08. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 1p. 41335:160-41335:160. 

8706170167 Forwards application for proposed Amends 98 & 51 to Licenses NPF-14 & 
NPF-22, respectively.revising Tech Spec 4.8.2. 1.d.2.b to increase load profiles for Bat- 
teries 1D612 & 1D622. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/10. BUTLER.W.R. Project Direc- 
torate 1-2. 2pp. 41370:244-41370:249. 

-8706170187 Application for proposed Amends 98 & 51 to Licenses NPF-14 & NPF- 
22, respectively .increasing load profiles for Batteries 1D612 & 1D622. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/08. 2pp. 41370:246-41370:247. 

-8706170174 Proposed Tech Specs, increasing load profile for Batteries 1D612 & 
1D622. 

* Pennsylvania Power & Light Co. 87/06/10. 2pp. 41370:248-41370:249. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
1 0CFR73.57 requirements for FBI criminal history checks.Svc list end. 

M1RAGUA.FJ. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230444 Withdraws 87061 1 request for temporary waiver of Tech Specs due to in- 
operable recirculation pump.Pump problem corrected & operable. 

KEISER.H.W. Pennsylvania Power & Light Co. 87/06/19. BUTLER.W.R. Project Direc- 
torate 1-2. 1p. 41434:048-41434:048. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MlRAGLfA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants. List of plants w/similar design.already re- 
viewed & approved by NRC, end. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation," Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706090231 Forwards safeguards Insp Repts 50-387/87-10 & 50-388/87-10 on 
870420-24.No violations noted. 

JOHNSTON.W.V. Region 1. Office of Director. 87/05/28. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 41222:208-41222:239. 

“8706090248 Insp Repts 50-387/87-10 & 50-388/87-10 on 870420-24.No violations or 
deviations noted.Major areas inspected: licensee 10CFR50.59 safety evaluations for 
facility change involving addition of fifth diesel generator. 

PULLANI,S.V., PAULITZ.F.P., ANDERSON, C.J. Region 1, Office of Director. 87/05/18. 
30pp. 41222:210-41222:239. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706100327 Forwards Safety Insp Repts 50-387/87-08 & 50-388/87-08 on 870429- 
30.No violations noted.Util performance during exercise demonstrated ability to imple- 
ment emergency plan & emergency plan implementing procedures adequately. 
MARTINJ.T. Region 1. Office of Director, 87/06/04. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 41241:115-41241:123. 

“8706100337 Emergency Preparedness Insp Repts 50-387/87-08 & 50-388/87-08 on 
870429-30.No violations noted.Major areas inspected:licensee full participation annual 
emergency preparedness exercise. Licensee response actions adequate. 

GORDON, C.Z., LAZARUS, W.J. Region 1, Office of Director, 87/05/29. 7pp. 
41241:117-41241:123. 


8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York. Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706220485 Forwards insp Repts 50-387/87-09 & 50-388/87-09 on 870401 -051 8.No 
violations noted. 

COLLINS.S.J. Region 1, Office of Director. 87/06/12. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 41420:092-41420:119. 

“8706220504 Insp Repts 50-387/87-09 & 50-388/87-09 on 870401 -051 8.No violations 
noted.Major areas inspected:plant operations, radiation protection.physical 
security.plant events, previous findings & surveillance & maint. 

WIGGINS, J.T. Region 1, Office of Director. 87/06/11. 26pp. 41420:094-41420:119. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706150223 Monthly operating repts for May 1987.W/870610 ltr. 

HIRT.J.A.. KEISER.H.W. Pennsylvania Power & Light Co. 87/05/31. BEEBE, M.R. 
NRC - No Detailed Affiliation Given. 9pp. 41290:160-41290:168. 

8706170081 “Susquehanna Steam Electric Station Drinking Water Rept," for May 
1987.W/870609 ltr. 

SAXTON, C.H. Pc-r.'isylvara PCA-cr Light Co, 87/05/31. SAGER, R. Pennsylvania, 
Commonwealth nt 2pp 137 1 ;200-‘^.l3'n:207. 

8706300934 “NPDES Discharge Monitoring Rept for May 1987.” W/870623 ltr. 

FIELDS, J.S. Pennsylvania Power & Light Co. 87/05/31. KOVAL, P. Pennsylvania, 
Commonwealth of. 13pp. 41502:339-41502:351. 


S. Reportable occurrences, LERs & related correspondence 

8706020184 PNS-l-87-008:on 870526, secondary alarm station operator received tele- 
phone bomb threat.Licensee implemented search procedures.,Search completed w/ 
negative results.Commonwealth of PA police notified. 

BAILEY.R.J., KUSHER.R. NRC - No Detailed Affiliation Given. 87/05/27. Ip. 
41135:095-41135:095. 

8706160435 LER 84-012-01 :on 840709, during core spray logic mod.two control power 
fuses removed.Caused by failure to mention fuses in equipment release form.Fuses 
reinstalled.Training sessions conducted.W/870608 ltr. 

RYDER.T.S., BYRAM, R.G. Pennsylvania Power & Light Co. 87/06/08. 5pp. 
41335:233-41335:237. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8704300439 Rev 15 to Emergency Plan Implementing Procedure 3100022E, “Classifica- 
tion of Emergencies.” W/870428 ltr. 

HARR!S,K.N., WOODY, C.O. Florida Power & Light Co. 87/04/28. 28pp. 40754:317- 
40754:344. 

8706010200 Forwards revised physical security plan.Changes do not decrease safe- 
guards effectiveness of plan. Plan withheld (ref 10CFR73.21), 

WOODY,C.O. Florida Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). Ip. 41123:264-41123:264. 

8706050071 Forwards response to violations noted in Insp Repts 50-335/87-08 & 50- 
389/87-07.Corrective actions:action plan for submittal of all changes to radiological 
emergency plan & implementing procedures developed. 

WOODY, C.O. Florida Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41200:081-41200:082. 

8706100118 Forwards Insp Repts 50-335/87-10 & 50-389/87-09 on 870405-0502 & 
notice of violation. 

REYES, L-A. Region 2, Office of Director. 87/06/01. WOODY,C.O. Florida Power & 
Light Co. 2pp. 41241:089-41241:100. 

“8706100141 Insp Repts 50-335/87-10 & 50-389/87-09 on 870405-0502. Violations 
noted:Tech Spec radiation monitors inoperable & Administative Procedure 0010124 
not implemented & as result alteration/jumper not properly documented & controlled. 
CRLENJAK.R.V. Region 2, Office of Director. 87/05/29. 8pp. 41241:093-41241:100. 

8706080131 Requests lirmited & temporary exemption from requirements of 10CFR73.57 
to allow certain employees unescorted access to nuclear facilities until results of FBI 
check of criminal history records secured. 

WOODY.C.O. Florida Power & Light Co. 87/06/02. MURLEY.T. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 14pp. 41218:072-41218:085. 
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8706230086 Revised emergency plan implementing procedures.consisting of Rev 33 to 
3100023E, “Onsite Emergency Organization & Roster” & Rev 10 to 3100025E, “Fire 
Emergencies." W/870618 !tr. 

WOODY, C.O. Florida Power & Light Co. 87/06/18. 22pp. 41427:153-41427:174. 

8706300931 Ack receipt of objectives for radiological emergency preparedness exercise 
scheduled for 870826-Objectives fulfill requirements for annual onsite 
exercise.Exercise scenario requested. 

COLLINS.D.IV Region 2. 0«ice cf Director. 87/06/22. WOODY.C.O. Florida Power & 
Light Co. Ip. 

8706300288 Ack receipt of 870526 itr transmitting 870325 rev to physical security 
plan.deleting certain plant equipment from vital equipment list currently under review 
by NRG. 

CLINE.W.E. Region 2. Office of Director. 87/06/24. WOODY.C.O. Florida Power & 
Light Co. 3pp. 41493:335-41493:337. 


P. Operating license stage documents & correspondence 


8706080275 Forwards Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2,Calvert Cliffs 1 & 2, Fort Calhoun.Main Yankee, Millstone 

2, Palisades, Palo Verde 1.2 & 3,San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3 & WNP 

3. ” 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41213:001-41213:027. 

-8706080284 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 2,Palisades,Palo 
Verde 1 ,2 & 3.San Onofre 2 & 3.St Lucie 1 & 2, Waterford 3 & WNP 3.” 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706060358 Forwards “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor 
Trip Sys Vendor lnterface:Maine Yankee, St Lucie 1 &-2 & Waterford 3," final 
reptPlants conform to generic ltr. 

ROBERTS,E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN D-6001. 87/03/26. 
CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
ip. 41203:050-41203:065. 

-8706050362 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface, Maine Yankee, St Lucie 1 & 2 & Waterford 3,” informal rept. 
FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN D-6001. EGG-NTA-7592 
ERR. 87/03/31. NRC - No Detailed Affiliation Given. 15pp. 41203:051-41203:065. 

8706040044 Forwards Amend 20 to License NPF-16 & safety evaluation. Amend revises 
Tech Specs 4.6.1. 7.4 surveillance requirement re operability of containment purge 
supply & exhaust valves in containment ventilation sys. 

TOURIGNY.E.G. Project Directorate tl-2. 87/05/20. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41181:224-41181:232. 

-8706040055 Amend 20 to License NPF-16, revising Tech Specs to require operability 
demonstration of 8-inch containment purge supply & exhaust valves w/resilient mat! 
seals at least once per 92 days. 

RUBENSTEIN.LS. Project Directorate !t-2. 87/05/20. 5pp. 41181:226-41181:230. 

-8706040061 Safety evaluation supporting Amend 20 to License NPF-16. 

’ Division of Reactor Projects - I/ll (Post 870411). 87/05/20. 2pp. 41181:231- 
41181:232. 


8706010182 Fonwards SER supporting util 831110 & 850618 responses to Generic Ltr 
83-28, Item 2.1 (Part 2) re establishment of interface w/either NSSS or vendors of 
each component of reactor trip sys.Contractor evaluation rept also end. 

SEARS.P. Project Directorate 1-3. 87/05/21. RANDAZZA.J.B. Maine Yankee Atomic 
Power Co. 2pp. 41126:203-41126:219. 

-8703310229 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, Reactor Trip Sys 
Vendor Interface Maine Yankee.St Lucie Units 1 & 2 & Waterford 3." 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7592. 87/03/31. NRC - No Detailed 
Affiliation Given. 12pp. 41126:205-41126:216. 

8706010385 Forwards addi info re Items 2.1 & 2.2 of Generic Ltr 83-28 concerninq 
Salem ATWS event, per 870210 request. 

WOODY.C.O. Florida Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41130:132-41130:134. 

8706120206 Requests FR publication of notice of issuance of Amend 21 to License 
NPF-16,deleting License Condition 2.C.(1 9), limiting burnup of spent fuel pool to 
38,000 MWD/MTU,effective on 870529. ' k h huu lu 

TOURIGNY,E.G, Project Directorate 11-2. 87/05/29. NRC - No Detailed Affiliation 
Given. 2pp. 41186:102-41186:103. 


8706220012 Forwards Amend 21 to License NPF-16 & safety evaluation. Amend de- 
Sl)OO^WD/MTlj'^°^ 2.C(19) which limited burnup of spent fuel in spent fuel pool to 

TOURIGNY.EG. Project Directorate 11-2. 87/05/29. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41416:166-41416:176. 


-8706220024 Amend 21 to License NPF-1 6, deleting License Condition 2.C(19) which 
limited burnup of spent fuel in spent fuel pool to 38,000 MWD/MTU. 
RUBENSTEIN.LS. Project Directorate 11-2. 87/05/29. 2pp. 41416:168-41416:169. 

-8706220031 Safety evaluation supporting Amend 21 to License NPF-16 
* afice of Nuclear Reactor Regulation, Director (Post 870411). 87/05/29. 7pp. 
41416:170-41416:176. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4 0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04 Alabama 
Power Co. 75pp. 41348:323-41349:036. ) ^ mauama 

8706110445 Informs of util intention to continue performance of monthly differential 
pressu^re testing during addI interim relief period.per 870403 & 0529 discussions 
C.O. Florida Power & Light Co. 87/06/04. Document Control Branch 1 


WOODY.C.O 
ment Control Desk). Ip. 41260:147-41260:147. 


Branch (Docu- 


8706250244 Advises that verbal notification of release of amends to NRC licenses in 
State of FL not necessary.Written notification of proposed amends soliciting com- 
ments & written rept of release adequate. 

JERRETT,LE. Florida, State of. 87/06/05. Document Control Branch (Document Con- 
trol Desk). 3pp. 41474:145-41474:146. 

8706120197 Requests addi info re util 840313 submittal re "Evaluation of Natural Circu- 
lation Cooldown Test Performed at San Onofre Nuclear Generator Station." Response 
requested within 30 days. 

TOURIGNY.E.G. Project Directorate 11-2. 87/06/08. WOODY.C.O Florida Power & 
Light Co. 3pp. 41280:356-41280:357. 

8706160457 Advises that util will propose amend to License NPF-16 by 870930 to 
revise surveillance requirements of Tech Spec 4.7. 1.5 to change time required for full 
MSIV closure.Amend will ensure consistency w/philosophy in establishing spec. 
WOODY.C.O. Florida Power & Light Co. 87/06/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41335:273-41335:274. 

8706150180 Forwards list of all pressure isolation valves (PIV) & exceptions to test fre- 
quencies & leakage limits of PIVs.per criteria of Generic Ltr 87-06, “Periodic Verifica- 
tion of Leak Tight Integrity of PIVs.” 

WOODY.C.O. Florida Power & Light Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41298:108-41298:111. 

8706160214 Forwards Rev 10 to “Topical QA Rept.” Revs minor & primarily show orga- 
nizational changes.Marked-up copy end. 

WOODY.C.O. Florida Power & Light Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). 32pp. 41318:294-41319:102. 

-8706160251 Rev 10 to “Topical QA Rept." 

TALLON.R.E. Florida Power & Light Co. TQAR 1-76A. 87/06/10. 100pp. 41318:326- 
41319:102. 


8706160421 Requests addi info re TMI Item II.D.1 of NUREG-0737, “Performance Test- 
ing of Relief & Safety Valves,” including torque setting (value & ft-pounds) used for 
plant Limitorque block valve operators. Info requested within 60 days. 

TOURIGNY.E.G. Project Directorate 11-2. 87/06/10. WOODY.C.O. Florida Power & 
Light Co. 9pp. 41348:285-41348:293. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41 392:073-41 392:1 20. 

8706230431 Forwards addi justification to support util deviation from Reg Guide 1.97 re 
steam generator wide-range level instrumentation.lnstrumentation beyond that already 
provided not considered necessary for safe plant operation. 

WOODY.C.O. Florida Power & Light Co. 87/06/17. Document Control Branch (Docu- 
ment Control Desk). 11pp. 41428:351-41428:361. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300144 Forwards safety evaluation supporting util 860904,1202, 870401 & 0517 re- 
sponses to NRC 860807 request for justification for reactor pressure vessel surveil- 
lance capsule withdrawal schedule.Withdrawal schedule appropriate. 

TOURIGNY.E.G. Project Directorate 11-2. 87/06/23. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41490:262-41490:270. 

-8706300153 Safety evaluation supporting util 860904,1202.870401 & 0517 responses 
to NRC 860807 request for justification for reactor pressure vessel surveillance cap- 
sule withdrawal schedule. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/23 7pd 
41490:264-41490:270. 

8706300968 Reiterates util intent to ref C-E topical rept, “C-E Methodology for Core De- 
signs Containing Gadolina-Urania Burnable Absorbers," to support preparations for or- 
dering fuel for Cycle 5 refueling scheduled to begin in Mar 1 989. 

WOODY.C.O. Florida Power & Light Co. 87/06/24. Document Control Branch (Docu- 
ment Control Desk). Ip. 41502:294-41502:294. 


Q. Inspection reports, IE Bulletins & correspondence 


8706050071 Forwards response to violations noted in Insp Repts 50-335/87-08 & 50- 
389/87-07.Correctiye actlons:action plan for submittal of all changes to radiological 
emergency plan & implementing procedures developed. 

WOODY.C.O. Florida Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41200:081-41200:082. 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706100118 Forwards Insp Repts 50-335/87-10 & 50-389/87-09 on 870405-0502 & 
notice of violation. 

REYES, LA. Region 2, Office of Director. 87/06/01. WOODY.C.O. Florida Power & 
Light Co. 2pp. 41241:089-41241:100. 


-8706100141 Insp Repts 50-335/87-10 & 50-389/87-09 on 870405-0502. Violations 
noted:Tech Spec radiation monitors inoperable & Administative Procedure 0010124 
'iPPlernented & as result alteration/jumper not properly documented & controlled 
CRLENJAK.R.V., BIBB.H.B., WILSON, B, Region 2, Office of Director, 87/05/29. 8pp. 


NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 
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8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706250073 Ack receipt of 870526 response to violations noted in Insp Repts 50-335/ 
87-08 & 50-389/87-07 on 870423.Response acceptable.lmplementation of corrective 
actions will be examined during future insp. 

REYES, LA. Region 2, Office of Director. 87/06/11. WOODY ,C.O. Florida Power & 
Light Co. 1p. 41474:188-41474:188. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 

8706260108 Responds to violations noted in Insp Repts 50-335/87-10 & 50-389/87- 
09,Corrective actions:personnel involved counseled on applicable procedural require- 
ments & special procedure for alternate sampling methods will be generated. 

WOODY, C.O. Florida Power & Light Co. 87/06/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41479:116-41479:118. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706300996 “Performance Rept,1986." W/870515 Itr. 

DICKEY, J.W. Florida Power & Ught Co. 86/12/31. 27pp. 41514:139-41514:164. 

8706220032 Monthly operating rept for May 1987.W/870615 Itr. 

GRANT,N.W. Florida Power & Light Co. 87/05/31. 18pp. 41409:020-41409:037. 


S. Reportable occurrences, LERs & related correspondence 

8706170415 Advises that util will be reporting missed sun/eillances in monthly operating 
repts rather than in LERs, per changes to 10CFR50.72 & 50.73 & NUREG-1022. 
WOODY, C.O. Florida Power & Light Co. 87/06/10. Document Control Branch (Docu- 
ment Control Desk). Ip. 41386:171-41386:171. 

8706300813 LER 87-005-00:on 870527, while operating in Mode 1, control element as- 
semblies 5 & 7 simultaneously dropped to bottom of of core. Possibly caused by 
random intermittent failure of control element drive mechanism component. W/ 870626 

GREEN, W.C.. WOODY.C.O. Florida Power & Light Co. 87/06/26. 4pp. 41500:355- 
41500:358. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8706030136 Forwards Rev 4 of employee concern special program manual & writer 
guide issued on 870511. Uncontrolled copies of Rev 3 of documents previously provid- 
ed on 870401 .W/o ends. 

MARTIN.M.S. Tennessee Valley Authority. 87/05/19. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41157:201-41157:202. 

8706030182 Fonvards list of 117 employee concerns task group subcategory repts to 
be submitted for review.Repts address both plant specific & programmatic evaluation 
results. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/20. Document Control Branch (Doc- 
ument Control Desk). 13pp. 41161:113-41161:125. 

8706040225 Forwards listing of mgt & personnel subcategory repts & titles re employee 
concerns special program & 18 subcategory repts for mgt & personnel category w/ 
completed final reviews by Senior Review Panel & Employee Concern Task Group 
mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41177:215-41179:352. 

8706050176 Fonwards listing of industrial safety subcategory repts numbers & titles ad- 
dressing concerns for employee concerns special program.Repts completed final 
review by senior review panel & employee concern task group mgt, 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22, Document Control Branch (Doc- 
ument Control Desk). 5pp. 41198:084-41200:059. 

—8706050185 Rev 4 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90100, “Mgt of Safety as re Industrial Safety." 

LOGAN, S.B.. WISSEMAN.E.L.. STEWART.D.W. Tennessee Valley Authority. 90100 
R04. 87/02/23. 118pp. 41198:089-41198:206. 

—8706050191 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
goiy Rept 90400, “Protective Equipment as re Industrial Safety.” 

WISSEMAN,E.L., STEWART, D.W. Tennessee Valley Authority. 90400 R02. 87/02/23. 
44pp. 41198:207-41198:260. 

-8706050194 Rev 3 to TVA Employee Concerns Special Program Watts Bar Subcate- 
goiy Rept 90500, “Life Safety re Industrial Safety." 

WISSEMAN,E.L., STEWART.D.W. Tennessee Valley Authority. 90500 R03. 87/02/23. 
47pp. 41 1 98:251-41 1 98:297. 


-8706050202 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90600, “Electrical re Industrial Safety.” 

WISSEMAN,E.L.. STEWART,D.W. Tennessee Valley Authority. 90600 R02. 87/02/23. 
82pp. 41198:298-41199:019. 

-8706050207 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90700, “Design re Industrial Safety." 

BRUCE.G.E., WISSEMAN.E.L.. STEWART.D.W. Tennessee Valley Authority. 90700 
R02. 87/02/23. 62pp. 41199:020-41199:081. 

-8706050210 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90800, "Emergency Equipment & Plant Response to Emergencies re Indus- 
trial Safety." 

WISSEMAN.E.L., STEWART.D.W. Tennessee Valley Authority. 90800 R02. 87/02/23. 
59pp. 41199:082-41199:140. 

-8706050222 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90900, "Walking & Working Surfaces as re Industrial Safety." 
WISSEMAN,E.L Tennessee Valley Authority. 90900 R02. 87/02/23. 76pp. 41199:141- 
41199:214. 


“8706050227 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 91000, "Unsafe Conditions as re Industrial Safety." 

WISSEMAN.E.L., JOYCE.J.W.. STEWART.D.W. Tennessee Valley Authority. 91000 
R02. 87/02/23. 76pp. 41199:215-41199:290. 

“8706050232 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 91100, "Defective/ Inadequate Equipment as re Industrial Safety." 

ROGERS, T., WISSEMAN.E.L., RUSSELL.J.R, Tennessee Valley Authority. 91100 R02. 
87/02/23. 28pp. 41199:291-41199:318. 

—8706050247 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 91200, “Industrial Hygiene Practice as re Industrial Safety.” 
WISSEMAN.E.L, RUSSELL.J.R., STEWART.D.W. Tennessee Valley Authority. 91200 
R02. 87/02/23. 101pp. 41199:319-41200:059, 

8706030461 Forwards responses to JS Keppler 870422 questions re Rev 4 to Corpo- 
rate Nuclear Performance Plan.Plan will be revised to reflect changes in staff & 
progress in programmatic areas. 

WHITE, S. A. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk), lipp, 41153:018-41153:028. 

8706050101 Provides confirmation that audit rept does not contain proprietary matl per 
870427 Itr from JA Zwolinski to SA White re verification & validation plan for Eagle 21 
Electronics. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/05/28. Document Control Branch 
(Document Control Desk). 2pp. 41205:048-41205:049. 

8706180029 Forwards listing of mgt & personnel & matl control subcategory repts & 
titles addressing concerns for employee concerns special program.Subcategory repts 
for mgt & personnel also end. 

MARTIN, M.S. Tennessee Valley Authority. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41391:163-41391:348. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & sun/eillance 
requirements.Svc list end. 

MIRAQLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160631 Forwards employee concerns special program Rev 2 to Subcategory-Const 
11200, “Workplan/Work Control" & Subcategory-Const Final Rept 15100, "Damage/ 
Const Control." 

MARTIN, M.S, Tennessee Valley Authority. 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:336-41349:340. 

8706160530 Forwards TVA Employee Concerns Special Program Repts 10700, “Instru- 
ment Tubing” & 19100, "Electrical Equipment" & listing of const subcategory repts & 
titles.Final review of repts completed by senior review panel & task group mgt. 
MARTIN, M.S. Tennessee Valley Authority. 87/06/10. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:080-41349:185. 

-8706160538 Rev 3 to "Instrument Tubing,” TVA employee concerns special program 
final rept. 

SELEWSKI.M.E. Tennessee Valley Authority. 10700 R03. 87/06/05. 57pp. 41349:085- 
41349:148. 


■8706160553 Rev 3 to “Electrical Equipment," TVA employee concerns special pro- 
gram rept. 

BROWN, R.M. Tennessee Valley Authority. 19100 R03. 87/06/05. 37pp. 41349:149- 
41349:185. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411), 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230153 Advises that NRC will be notified of schedule for FSAR Chapter 15 submit- 
tal reflecting upper head injection removal sys w/upflow mod. 

GRIDLEY,R.L. Tennessee Valley Authority. 87/06/16. Document Control Branch 
(Document Control Desk). 2pp. 41427:344-41427:345. 

8706230379 Notifies of change in schedule for resistance temp detector bypass loop 
Elimination/Eagle 21 electronics mod at facility .Tentative schedule under review by 
util, which would result In final audit to be held in Fourth Q 1 987. 

GRIDLEY.R.L Tennessee Valley Authority. 87/06/15. Document Control Branch 
(Document Control Desk). 2pp. 41432:236-41432:237. 

8706230380 Forwards Nuclear Safety Review Staff (NSRS) routine review of response 
to recommendations identified in NSRS Rept R-84-19-WBN,per 870520 requestStatus 
of all NSRS repts reviewed.Commitment tracking & action item load sheet encL 
GRIDLEY.R.L. Tennessee Valley Authority. 87/06/16. Document Control Branch 
(Document Control Desk). 6pp. 41437:223-41438:104. 
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“8706230392 “Nuclear Safety Review Staff Routine Review of Response to NSRS Rec- 
ommendations Identified in NSRS Rept R-84-19-WBN.” 

MASHBURN.J.W., SMITH, J.D.. WASHER.P.R. Tennessee Valley Authority. R-84-26- 
WBN. 84/09/05. 10pp. 41437:229-41437:238. 

8706230400 Submits analysis & results of NRC radiochemically spiked liquid samples in 
response to GG Zech 870423 request. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/16. KAHLE.J.B. Region 2, Office of 
Director. 2pp. 41^33:001-41433:002. 

8706230062 Notification of 870626 meeting w/util in Bethesda.MD to discuss commit- 
ment to meet ASME Section III requirements for weM nc 2 cf/*'c■E.-^Gcnda end. 
AULUCK.R. Office of Special Projects. 87/06/17. /'.VD_ CMce of Special 

Projects. 4pp. 41435:245-41435:248. 

87Q623C486 Gon-oric ! t' 87-11 to a'! cpe^atir? licensees CP holders & applicants for 
0=** re relaxaiior .n arcifar; .r-ormediaie omc rup:.-'e iecjire-^ents 
M .“AG: . 's'- j. r/.-;; .Ci:-' ::: .7^ :or "'O vcs Pcs: B.’C-'-'') 8^06/19. Alabama 

Power Co. Vopp. 41582:001-41582:070. 

8706290031 Forwards Rev 3 to TVA employee concerns special program final 
ropt co"st subcateccn.', “Mechanical.” 

M.ARriN.M.S "cnrvosse*: Va'ley A'jtho'-ihi'. 87/06/24. Document Control Branch (Doc- 
ument Control Desk). 5pp. --l bO ; .0=3-- 1 bO ■ :2'.;7 

“8707010013 Rev 3 to TVA employee concerns special program final Const Rept 
17100, “Mechanical.” 

BRYANT, J.B. Tennessee Valley Authority. 17100 R03. 87/06/18. 200pp. 41501:058- 
41501:267. 


F. Security, medical, emergency & fire protection plans 

8706010345 Forwards Insp Repts 50-390/87-03 & 50-391/87-03 on 870202-28 & notice 
of violation.Three unresolved items will be pursued during future insps. 

ZECH.G.G. Office of Special Projects. 87/05/15. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41133:021-41133:043. 

“8706010357 Insp Repts 50-390/87-03 & 50-391/87-03 on 870202-28. Violations 
noted:failure to take prompt & adequate corrective action.Three unresolved items 
notcd.lrciudinc compliance w/ANSI stds & corrective actions for allegations. 
VVALTCN,G.A” HUMPHREY. P.G., POWELL.T.B. Region 2. Office of Director. 87 / 05 / 
11. 19pp. 41133:024-41133:043. 

8706020214 Forwards Insp Repts 50-390/87-06 & 50-391/87-06 on 870428-29.No vio- 
lations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41136:073-41136:077. 

“8706020222 Insp Repts 50-390/87-06 & 50-391/87-06 on 870428-29.No violations or 
deviations noted.Major areas inspected: licensee actions in response to previous 
emergency preparedness exercise findings. 

SARTOR, W.M.. DECKER, T.R. Region 2, Office of Director. 87/05/19. 3pp. 
41136:075-41136:077. 

8706100124 Confirms 870609 "’Cf meetirc i" PegiOf^ !' ofc to discuss util security 
activities, per 870601 -.o con.Fr.ipcsvd -.ceii.-ic ac-.'fci: A r;::'.ico of meeting end. 
ZECH.G.G. Office of Spcc.s; F'OjCC'.s. :7.oe 'G2 '.VI- lE.S.A Tennessee Valley Au- 
thority. 2pp. 41240:073-41240:075. 

-8706110230 Notification of 870609 meeting w/util in Region li ofc to discuss util secu- 
rity activities. 

* Region 2, Office of Director. 87/06/02. Region 2, Office of Director. Ip. 41240:075- 
41240:075. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706250063 Amend 60 to FSAR for Watts Bar Nuclear Plant.W/870619 Itr. 
GRIDLEY.R. Tennessee Valley Authority. 87/06/19. 127pp. 41475:022-41475:158. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010345 Forward.^ Irsp Reels 50-393/37 33 A 50-391/87-03 on 870202-28 & notice 
of violation.Three i'-i-csc.vcc; ::c-rT s v.-il te :j,:.'si;ed during future insps. 

ZECH.G.G. Office of Special Projects. 87/05/15. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41133:021-41133:043. 

“8706010348 Notice of violation from insp on 870202-28. 

ZECH.G.G. Office of Special Projects. 87/05/15. 2pp. 41133:022-41133:023. 

-8706010357 Insp Repts 50-390/87-03 & 50-391/87-03 on 870202-28. Violations 
noted;failure to take prompt & adequate corrective action.Three unresolved items 
noted, including compliance w/ANSI stds & corrective actions for allegations. 
WALTON,G.A., HUMPHREY, P.G., POWELL, T.B. Region 2, Office of Director. 87/05/ 
11. 19pp. 41133:024-41133:043. 

8706020214 Forwards Insp Repts 60-390/87-06 & 50-391/87-06 on 870428-29.No vio- 
lations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41136:073-41136:077. 

“8706020222 Insp Repts 50-390/87-06 & 50-391/87-06 on 870428-29.No violations or 
deviations noted.Major areas inspected: licensee actions in response to previous 
emergency preparedness exercise findings. 

SARTOR.W.M., DECKER, T.R. Region 2, Office of Director. 87/05/19. 3pp. 
41136:075-41136:077. 

8706050231 Ack receipt of 870306 response to NRC 870204 notice of violation from 
Insp Repts 50-390/86-25 & 50-391/86-25. Response meets 10CFR2.201 require- 
ments. 

ZECH.G.G. Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valiev Au- 
thority. 2pp. 41 1 94:359-41 1 94:360. 


8706120331 Ack receipt of 870316 response to 870212 notice of violation from Insp 
Repts 50-390/86-21 & 50-391 /86-21. Response meets requirements of 

10CFR2.201 .Implementation of corrective actions will be examined during future insps. 
ZECH.G.G. Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valley Au- 
thority. ip. 41279:191-41279:191. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41 142:332-41143:075. 

8706040137 Requests extension of time to respond to violations noted in Insp Repts 
50-259/86-43.50-260/86-43,50-296/86-43, 50-327/86-73,50-328/86-73,50-390/86- 

2”.5C-39: 'SO-.’G. 50-438/86-11 & 50-439/86-11 due to addi review required. 
3'-LC._rY,”.L. Tennessee Valley Authority. 87/05/27. Document Control Branch 
(Document Control Desk). 2pp. 41176:329-41176:330. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160622 Forwards Insp Repts 50-390/87-07 & 50-391/87-07 on 870430-0510 & 
notice of violation. Unresolved item dealing w/missing calculations identified in insp 
rept & will be pursued during future insps. 

ZECH.G.G. Region 2, Office of Director. 87/06/05. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41334:342-41334:354. 

“8706160629 Notice of violation from insp on 870430-0510. 

ZECH.G.G. Region 2. Office of Director. 87/06/05. 2pp. 41334:344-41334:345. 

-8706160643 Insp Repts 50-390/87-07 & 50-391/87-07 on 870430-0510. Violations 
noted:failure to identify, evaluate & disposition drawing discrepandes.Unresolved item 
involving missing support calculations identified. 

WALTON, G.A., HUMPHREY.P.G., POWELL.T.B. Region 2, Office of Director. 87/06/ 
03. 9pp. 41334:346-41334:354. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Sve list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706260348 Forwards Insp Repts 50-390/87-08 & 50-391/87-08 on 870521 -22.No vio- 
lations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/11. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41481:166-41481:175. 

--8706260354 Insp Repts 50-390/87-08 & 50-391/87-08 on 870521 -22.No violations or 
deviations noted.Major areas inspected:areas of plant sys affecting plant water chem- 
istry control. 

ROSS.W., KAHLE.J.B. Region 2. Office of Director. 87/06/05. 8pp. 41481:168- 
41481:175. 

8706250350 Ack receipt of 87031 1 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-390/86-1 7.Response denies violation in Item B of notice.while 
admitting util acceptance of rejectable welds was in error. 

EBNETER.S.D. Office of Special Projects. 87/06/12. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 41475:199-41475:200. 

8706230199 Forwards response to NRC 870515 Itr re violations noted in Insp Repts 50- 
390/87-05 & 50-391 /87-05.Corrective actions: Significant Condition Repts WBN EEB 
8702 8703 written to document deficiency. 

DOMER.J.A. Tennessee Valley Authority. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 10pp. 41429:173-41429:182; 

8706250267 Responds to NRC 870515 Itr re violations noted in Insp Repts 50-390/87- 
03 & 50-391 /87-03.Corrective actions:NRC 7207 initiated & dispositioned to remove 
debris & water from vessel & to wash residual silt from vessel walls. 

DOMER.J.A. Tennessee Valley Authority. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41475:009-41475:014. 

8706260239 Forwards notice of violation from Insps 50-390/85-57 & 50-391/85-45 on 
850731 -0822.Response addressing EG&G Co weld evaluation project evaluation of 
welder recertification requested. 

ZECH.G.G. Office of Special Projects. 87/06/18. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41482:006-41482:010. 

“8706260246 Notice of violation from insp on 850731 -0822.Violations noted:ren€wal of 
welding certifications not being implemented in accordance w/QA procedure require- 
ments. 

ZECH.G.G. Office of Special Projects. 87/06/18. 3pp. 41482:008-41482:010. 

8706170115 NRC Info Notice 87-028. “Air Sys Problems at US LWRs.” Sve list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300265 Forwards results of review conducted to delineate procurement-related 
insps performed by Region II at TVA facilities.conducted per request re response to H 
Myers 870512 Itr to H Denton. 

BELISLE.G.A. Region 2. Office of Director. 87/06/24. ZECH.G.G. Office of Special 
Projects. 2pp. 41493:351-41493:352. 
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8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706180149 “Annual Radiological Environ Monitoring Rept, Watts Bar Nuclear 
Plant,1986.’’ W/870612 Itr. 

GRIDLEY.R.L Tennessee Valley Authority. 86/12/31. 64pp. 41405:230-41405:291. 

8706250215 Forwards weekly schedule of TVA activities for wks of 870622 & 29. 

KELLY, J.N. Office of Special Projects. 87/06/19. ZWOLINSKI.J.A. Office of Special 
Projects. 5pp. 41462:149-41462:154. 


S. Reportable occurrences, LERs & related correspondence 

8706040116 Part 21 & interim deficiency rept re possible failure of relays to open in 
diesel generator control panels.lnitially reported on 870424.Affected relays will be 
tested to establish basis for corrective actions.Next rept by 880307. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41172:167-41172:171. 

8706090375 Final deficiency rept re cable documentation control. Initially reported on 
860723.Util will determine installed configuration of identified cables, evaluate routing 
adequacy & correct documentation or repull cables as needed. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 21pp. 41229:235-41229:255. 

8706110034 Revised final Deficiency Rept NCR W-367-P re failure to modify control cir- 
cuits on active valves required for design basis event.lnitially reported on 860404.Ap- 
plicable drawings will be revised to reflect thermal overload requirements. 

GRIDLEY,R. Tennessee Valley Authcritv. 87/06 '04. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 4pp. 269:0?:}-/: ■i?69:C:<3 

8706220438 Final deficiency rept re potential loss of ECCS inventory through air return 
fan. Initially reported on 870112. Curbing will be installed around equipment access 
hatch & personnel access door. 

GRIDLEY,R. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk), 4pp. 41412:270-41412:273. 

8706230363 Final deficiency rept re potential disengagement of valve stem & actuator 
yoke on certain quarter turn valves fitted w/actuators.lnitially reported on 
8701 12. Vendor design revised to illustrate key retention device. 

GRIDLEY,R. Tennessee Valley Authcrity 37/06/15. Document Control Branch (Docu- 
ment Control Desk). 4pp. l-':32.''77. 
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A. Application/construction stage documents & correspondence 

8706030136 Forwards Rov 4 of omp'oyoe concern special program manual & writer 
guide issued on 87051 1 .Uf'.ccntrol-ec ccpies of Rev 3 of documents previously provid- 
ed on 870401 .W/o ends. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/19. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41157:201-41157:202. 

8706030182 Forwards list of 117 employee concerns task group subcategory repts to 
be submitted for review.Repts address both plant specific & programmatic evaluation 
results. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/20. Document Control Branch (Doc- 
ument Control Desk). 13pp. 41161:113-41161:125. 

8706040225 Fohvards listing of mgt & personnel subcategory repts & titles re employee 
concerns special program & 18 subcategory repts for mgt & personnel category w/ 
completed final reviews by Senior Review Panel & Employee Concern Task Group 
mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41177:215-41179:352. 

8706050176 Forwards listing of industrial safety subcategory repts numbers & titles ad- 
dressing concerns for employee concerns special program.Repts completed final 
review by senior review panel & employee concern task group mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41198:084-41200:059. 

-8706050185 Rev 4 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Pont 90103. "Mct. of Safety as re Industrial Safety." 

LOGAN.SB.. WISSFM.-.N.F.L.. STEWART.D.W. Tennessee Valley Authority. 90100 
n:4. 67/02/23. 1 liipp 41 : 98:089-41 198:206. 

“8706050191 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90400, “Protective Equipment as re Industrial Safety.” 

WISSEMAN.E.L, STEWART.D.W. Tennessee Valley Authority. 90400 R02. 87/02/23. 
44pp. 41198:207-41198:250. 

“8706050194 Rev 3 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90500, “Life Safety re Industrial Safety." 

WISSEMAN.E.L., STEWART.D.W. Tennessee Valley Authority. 90500 R03. 87/02/23. 
47pp. 41198:251-41198:297. 

“8706050202 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90600, “Electrical re Industrial Safety.” 

WISSEMAN.E.L., STEWART.D.W. Tennessee Valley Authority. 90600 R02. 87/02/23. 
82pp. 41 1 98:298-41 1 99:01 9. 

“8706050207 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90700, “Design re Industrial Safety.” 

BRUCE, G.E., WISSEMAN.E.L., STEWART.D.W. Tennessee Valley Authority. 90700 
R02. 87/02/23. 62pp. 41199:020-41199:081. 


“8706050210 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90800, "Emergency Equipment & Plant Response to Emergencies re Indus- 
tria' Safetv.” 

W!SSHMAN,EL., STEWART.D.W. Tennessee Valley Authority. 90800 R02. 87/02/23. 
59pp. 41199:082-41199:140. 

“8706050222 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 90900, “Walking & Working Surfaces as re Industrial Safety.” 
WISSEMAN.E.L. Tennessee Valley Authority. 90900 R02. 87/02/23. 76pp. 41199:141- 
41199:214. 


“8706050227 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 91000, "Unsafe Conditions as re Industrial Safety.” 

WISSEMAN.E.L, JOYCE. J.W.. STEWART.D.W. Tennessee Valley Authority. 91000 
R02. 87/02/23. 76pp. 41199:215-41199:290. 

“8706050232 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 91100, “Defective/ Inadequate Equipment as re Industrial Safety." 
ROGERS.T., WISSEMAN.E.L. RUSSELL. J.R. Tennessee Valley Authority. 91100 R02. 
87/02/23. 28pp. 41199:291-41199:318. 

“8706050247 Rev 2 to TVA Employee Concerns Special Program Watts Bar Subcate- 
gory Rept 91200, “Industrial Hygiene Practice as re Industrial Safety.” 
WISSEMAN.E.L., RUSSELL, J.R., STEWART.D.W. Tennessee Valley Authority. 91200 
R02. 87/02/23. 101pp. 41199:319-41200:059. 

8706030461 Forwards responses to JS Keppler 870422 questions re Rev 4 to Corpo- 
rate Nuclear Performance Plan.Plan will be revised to reflect changes in staff & 
progress in programmatic areas. 

WHITE, S.A. Tennessee Valley Authority, 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 11pp. 41153:018-41153:028. 

8706050101 Provides confirmation that audit rept does not contain proprietary matl per 
870427 Itr from JA Zwolinski to SA White re verification & validation plan for Eagle 21 
Electronics. 

GRIDLEY.R.L Tennessee Valley Authority. 87/05/28. Document Control Branch 
(Document Control Desk). 2pp. 41205:048-41205:049. 

8706180029 Forwards listing of mgt & personnel & matl control subcategory repts & 
titles addressing concerns for employee concerns special program.Subcategory repts 
for mgt & personnel also end. 

MARTIN, M.S. Tennessee Valley Authority. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41391:163-41391:348. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & jf.O 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160631 Fonwards employee concerns special program Rev 2 to Subcategory-Const 
11200, “Workplan/Work Control” & Subcategory-Const Final Rept 15100, “Damage/ 
Const Control.” 

MARTIN, M.S. Tennessee Valley Authority. 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:336-41349:340. 

8706160530 Forwards TVA Employee Concerns Special Program Repts 10700, “Instru- 
ment Tubing" & 19100, “Electrical Equipment” & listing of const subcategory repts & 
titles.Final review of repts completed by senior review panel & task group mgt, 
MARTIN. M.S. Tennessee Valley Authority. 87/06/10. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:080-41349:185. 

“8706160538 Rev 3 to “Instrument Tubing,” TVA employee concerns special program 
final rept. 

SELEWSKl.M.E. Tennessee Valley Authority. 10700 R03. 87/06/05. 57pp. 41349:085- 
41349:148. 


“8706160553 Rev 3 to “Electrical Equipment," TVA employee concerns special pro- 

§ ram rept. 

ROWN.R.M. Tennessee Valley Authority. 19100 R03. 87/06/05. 37pp. 41349:149- 
41349:185. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230153 Advises that NRC will be notified of schedule for FSAR Chapter 15 submit- 
tal reflecting upper head injection removal sys w/upflow mod. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/06/15. Document Control Branch 
(Document Control Desk). 2pp. 41 427:344-41 427:345. 

8706230379 Notifies of change in schedule for resistance temp detector bypass loop 
Elimination/Eagle 21 electronics mod at facility.Tentative schedule under review by 
util, which would result in final audit to be held in Fourth Q 1 987. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/06/15. Document Control Branch 
(Document Control Desk). 2pp. 41432:236-41432:237. 

8706230380 Forwards Nuclear Safety Review Staff (NSRS) routine review of response 
to recommendations identified in NSRS Rept R-84-19-WBN,per 870520 request.Status 
of all NSRS repts reviewed.Commitment tracking & action item load sheet end. 
GRIDLEY.R.L. Tennessee Valley Authority. 87/06/16. Document Control Branch 
(Document Control Desk), 6pp. 41437:223-41438:104. 

“8706230392 “Nuclear Safety Review Staff Routine Review of Response to NSRS Rec- 
ommendations Identified in NSRS Rept R-84-19-WBN.” 

MASHBURN.J.W., SMITH, J.D., WASHER.P.R. Tennessee Valley Authority. R-84-26- 
WBN. 84/09/05, 10pp. 41437:229-41437:238. 

8706230400 Submits analysis & results of NRC radiochemically spiked liquid samples in 
response to GG Zech 870423 request. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/16. KAHLE.J.B. Region 2, Office of 
Director. 2pp. 41433:001-41433:002. 
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8706230062 Notification of 870626 meeting w/util in Bethesda.MD to discuss commit- 
ment to meet ASME Section ill requirements for welding activities. Agenda end. 
AULUCK.R. Office of Special Projects. 87/06/17. ZWOLINSKi.J.A. Office of Special 
Projects. 4pp. 41435:245-41435:248. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture reqL'i.'’emepts 
MIRAGLIA.F.J. Associate Director for Projects posi 'i/'Co*':?. Alabama 

Power Co. 70pp. 41582:001-41582:070. 

8706290031 Forwards Rev 3 to TVA employee concerns special program final 
rept, const subcategory, “Mechanical." 

MARTIN, M.S. Tennessee Valley Authority. 87/06/24. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41501:053-41501:267. 

"8707010013 Rev 3 to TVA employee concerns special program final Const Rept 
17100, “Mechanical." 

BRYANT, J.B. Tennessee Valley Authority. 17100 R03. 87/06/18. 200pp. 41501:058- 
41501:267. 


F. Security, medical, emergency & fire protection plans 

8706010345 Forwards Insp Repts 50-390/87-03 & 50-391/87-03 on 870202-28 & notice 
of violation.Three unresolved items will be pursued during future insps. 

2ECH,G.G. Office vSpeda' Orojects. 87/05/15. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. ; icio--;;?' t ‘3:- o-'-r;. 

"8706010357 Insp Repts 50-390/87-03 & 50-391/87-03 on 870202-28. Violations 
noted:failure to take prompt & adequate corrective action.Three unresolved items 
noted, including compliance w/ANSI stds & corrective actions for allegations. 
WALTON,G.A.. ELROD.S.A. Region 2, Office of Director. 87/05/11. 19pp. 41133:024- 
41133:043. 

8706020214 Forwards Insp Repts 50-390/87-06 & 50-391/87-06 on 870428-29.No vio- 
lations or deviations noted. 

2ECH.G.G. Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41136:073-41136:077. 

"8706020222 Insp Repts 50-390/87-06 & 50-391/87-06 on 870428-29.No violations or 
deviations noted. Major areas inspected: licensee actions in response to previous 
emergency preparedness exercise findings. 

SARTOR.W.M. Region 2, Office of Director. 87/05/19. 3pp. 41136:075-41136:077. 

8706100124 Confirms 870609 mgt meeting in Region II ofc to discuss util security 
activities,per 870601 telcon.Proposed meeting agenda & notice of meeting end. 
2£CH,G.G. Office of Special oro'ects. 87/06/02. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 12-':3:G/3-4:?.'.0:075 

"8706110230 Notification of 870609 meeting w/util in Region II ofc to discuss util secu- 
rity activities. 

* Region 2, Office of Director. 87/06/02. Region 2, Office of Director. Ip. 41240:075- 
41240:075. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8706250063 Amend 60 to FSAR for Watts Bar Nuclear Plant.W/870619 ltr. 
GRIDLEY.R. Tennessee Valley Authority. 87/06/19. 127pp. 41475:022-41475:158. 


Q. Inspection reports, IE Bulletins & correspondence 


8706010345 Forwards Insp Repts 50-390/87-03 & 50-391/87-03 on 870202-28 & notice 
of violation.Three unresolved items will be pursued during future insps. 

ZECH.G.G. Office of Special Projects. 87/05/15. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41 133:021-41 133:043. 

"8706010348 Notice of violation from insp on 870202-28. 

ZECH.G.G, Office of Special Projects. 87/05/15. 2pp. 41133:022-41133:023. 

-8706010357 Insp Repts 50-390/87-03 & 50-391/87-03 on 870202-28. Violations 
noted:failure to take prompt & adequate corrective action.Three unresolved items 
noted, including compliance w/ANSI stds & corrective actions for allegations. 

WALTON, G.A.. HUMPHREY.P.G,, POWELL, T.B. Region 2. Office of Director. 87/05/ 
11. 19pp. 41,133:024-41133:043. 

8706020214 Forwards Insp Repts 50-390/87-06 & 50-391/87-06 on 870428-29.No vio- 
lations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41136:073-41136:077. 

"8706020222 Insp Repts 50-390/87-06 & 50-391/87-06 on 870428-29.No violations or 
deviations noted.Major areas inspected: licensee actions in response to previous 
emergency preparedness exercise findings. 

SARTOR, W.M., DECKER, T.R. Region 2, Office of Director. 87/05/19. 3pp. 
41136:075-41136:077. 

8706050231 Ack receipt of 870306 response to NRC 870204 notice of violation from 
Insp Repts 50-390/86-25 & 60-391/86-25. Response meets 10CFR2.201 require- 
ments. 

ZECH.G.G. Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41194:359-41194:360, 

8706120331 Ack receipt of 870316 response to 870212 notice of violation from Insp 
Repts 50-390/86-21 & 50-391 /86-21 .Response meets requirements of 

10CFR2.201,lmplementation of corrective actions will be examined during future insps. 
ZECH.G.G, Office of Special Projects. 87/05/19. WHITE.S.A. Tennessee Valley Au- 
thority. Ip. 41279:191-41279:191. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 


8706040137 Requests extension of time to respond to violations noted in Insp Repts 
50-259/86-43.50-260/86-43,50-296/86-43. 50-327/86-73,50-328/86-73,50-390/86- 

27,50-391/86-26, 50-438/86-1 1 & 50-439/86-1 1 due to add! review required. 
GRIDLEY.R. L Tennessee Valley Authority. 87/05/27. Document Control Branch 
(Document Control Desk). 2pp. 41176:329-41176:330. 

8705290040 NRC Info Notice 87-024. "Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160622 Forwards Insp Repts 50-390/87-07 & 50-391/87-07 on 870430-0510 & 
notice of violation.Unresolved item dealing w/missing calculations identified in insp 
rept & will be pursued during future insps. 

ZECH.G.G. Region 2, Office of Director. 87/06/05. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41334:342-41334:354. 

-8706160629 Notice of violation from insp on 870430-0510. 

ZECH.G.G. Region 2. Office of Director. 87/06/05. 2pp. 41334:344-41334:345. 

"8706160643 Insp Repts 50-390/87-07 & 50-391/87-07 on 870430-0510. Violations 
noted:failure to identify, evaluate & disposition drawing discrepancies. Unresolved item 
involving missing support calculations identified. 

WALTON, G.A., HUMPHREY.P.G., POWELL, T.B. Region 2. Office of Director. 87/06/ 
03. 9pp. 41334:346-41334:354. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706260348 Forwards Insp Repts 50-390/87-08 & 50-391/87-08 on 870521 ■22.No vio- 
lations or deviations noted. 

ZECH.G.G. Office of Special Projects. 87/06/11. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41481:166-41481:175. 

"8706260354 Insp Repts 50-390/87-08 & 50-391/87-08 on 870621-22.No violations or 
deviations noted.Major areas inspected:areas of plant sys affecting plant water chem- 
istry control. 

ROSS.W., KAHLE.J.B. Region 2, Office of Director. 87/06/05, 8pp. 41481:168- 
41481:175. 

8706230199 Forwards response to NRC 870515 ltr re violations noted in Insp Repts 50- 
390/87-05 & 60-391 /87-05.Corrective actions: Significant Condition Repts WBN EEB 
8702 8703 written to document deficiency. 

DOMER.J.A. Tennessee Valley Authority. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 10pp. 41429:173-41429:182. 

8706250267 Responds to NRC 870515 ltr re violations noted in Insp Repts 50-390/87- 
03 & 50-391 /87-03.Corrective actions:NRC 7207 initiated & dispositioned to remove 
debris & water from vessel & to wash residual silt from vessel walls. 

DOMER.J.A. Tennessee Valley Authority. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41475:009-41475:014. 

8706260239 Forwards notice of violation from Insps 50-390/85-57 & 50-391/85-45 on 
850731 -0822.Response addressing EG&G Co weld evaluation project evaluation of 
welder recertification requested. 

ZECH.G.G. Office of Special Projects. 87/06/18. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 41482:006-41482:010. 

--8706260246 Notice of violation from insp on 85073 1-0822. Violations noted;renewal of 
welding certifications not being implemented in accordance w/QA procedure require- 
ments. 

ZECH.G.G. Office of Special Projects. 87/06/18. 3pp. 41482:008-41482:010. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
RCSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 12lpp. 41437:099-41437:222. 

8706300265 Forwards results of review conducted to delineate procurement-related 
insps performed by Region II at TVA facilities, conducted per request re response to H 
Myers 87051 2 ltr to H Denton. 

BELISLE.G.A. Region 2, Office of Director. 87/06/24. ZECH.G.G. Office of Special 
Projects. 2pp. 41493:351-41493:352. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706180149 “Annual Radiological Environ Monitoring Rept, Watts Bar Nuclear 
Plant. 1986.” W/870612 ltr. 

GRIDLEY.R.L Tennessee Valley Authority. 86/12/31. 64pp. 41405:230-41405:291. 

8706250215 Forwards weekly schedule of TVA activities for wks of 870622 & 29. 
KELLY, J.N. Office of Special Projects. 87/06/19. ZWOLINSKI.J.A. Office of Special 
Projects. 5pp. 41462:149-41462:154. 
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S. Reportable occurrences, LERs & related correspondence 

8706040116 Part 21 & interim deficiency rept re possible failure of relays to open in 
diesel generator control panels.lnitially reported on 870424.Affected relays will be 
tested to establish basis for corrective actions.Next rept by 880307. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41172:167-41172:171. 

8706090375 Final deficiency rept re cable documentation control. Initially reported on 
860723. Util will determine installed configuration of identified cables, evaluate routing 
adequacy & correct documentation or repull cables as needed. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 21pp. 41229:235-41229:255. 

8706110034 Revised final Deficiency Rept NCR W-367-P re failure to modify control cir- 
cuits on active valves required for design basis event.lnitially reported on 860404.Ap- 
plicable drawings will be revised to reflect thermal overload requirements. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/04. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). 4pp. 41269:020-41269:023. 

8706220438 Final deficiency rept re potential loss of ECCS inventory through air return 
fan.lnitially reported on 870112. Curbing will be installed around equipment access 
hatch & personnel access door. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41412:270-41412:273. 

8706230363 Final deficiency rept re potential disengagement of valve stem & actuator 
yoke on certain quarter turn valves fitted w/actuators.lnitially reported on 
870112,Vendor design revised to illustrate key retention device. 

GRIDLEY.R. Tennessee Valley Authority. 87/06/15. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41432:174-41432:177. 
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F. Security, medical, emergency & fire protection plans 

8706010421 Forwards Insp Rept 50-395/87-11 on 870404-0504 & notice of violation. 
REYES.LA. Region 2, Office of Director. 87/05/18. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41130:162-41130:172. 

-8706010426 Insp Rept 50-395/87-11 on 870404-0504.Violations noted: failure to verify 
that steam generator tubes properly oliigged. 

PREVATTE.R.L., I-CPK:NS,F.C.. DANCE, H.C. Region 2, Office of Director. 87/05/15. 
8pp. 41130:165-41130:172. 

8706030373 Forwards “VC Summer Nuclear Power Plant Exercise,’’ conducted on 
870204.No deficiencies identified. Six areas requiring corrective actions & several 
areas recommended for improvement discussed. 

KRIMM.R.W, Federal Emergency Management Agency. 87/05/22. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 1p. 
41169:138-41169:177. 

-8706030376 "VC Summer Nuclear Power Plant Exercise,’’ conducted on 870204. 

* Federal Emergency Management Agency. 87/04/01. 39pp. 41169:139-41169:177. 

8706030090 Rev 5 to EPP-013, "Fire Emergency.” W/870527 Itr. 

COUNTS, C.M. South Carolina Electric & Gas Co. 87/05/27. 15pp. 41147:191- 
41147:205. 

8706150201 Responds to NRC 870310 Itr re violations noted in Insp Rept 50-395/87- 
lO.Corrective actions:primary & secondary health physics specialist will be assigned to 
each waste shipment & waste shipping checklist revised. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 87/06/04. GRACE.J.N. Region 2, 
Office of Director. 8pp. 41291:315-41291:322. 

8706090347 Forwards final schedule of mods implementation reflecting status of App R 
reanalysis.per 850904 submittal.NRC should contact util if addi info needed to expe- 
dite approval of deviations submitted in 850529 & 860423 Itrs. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 87/06/05. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 5pp. 41224:019-41224:023. 

8706150185 Responds to violations noted in Insp Rept 50-395/87-12. Corrective 
actions:security & engineering personnel will be designated specific responsibilities for 
evaluation of any area to be changed from vital to protected status area. 
NAUMAN,D.A. South Carolina Electric & Gas Co. 87/06/05. GRACE.J.N. Region 2. 
Office of Director. 4pp. 41290:182-41290:185. 

8706250281 Forwards Insp Rept 50-395/87-14 on 870505-31 & notice of violation. 
VERRELLI.D.M. Region 2, Office of Director. 87/06/16. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41474:060-41474:072. 

-8706250287 Notice of violation from insp on 870505-31. 

VERRELLl.D.M. Region 2, Office of Director. 87/06/16. Ip. 41474:062-41474:062. 

—8706250293 Insp Rept 50-395/87-14 on 870505-31. Violations noted:failure to promptly 
evaluate & classify event & inadequate sys operating procedure for svc water sys. 
PREVATTE.R.L, HOPKINS, P.C.. DANCE, H.C. Region 2, Office of Director. 87/06/15. 
10pp. 41474:063-41474:072. 

8706230212 Forwards Amend 1 to “Fire Protection Evaluation Rept” Amend updated 
as of 870301 & includes effects of all changes made in facility or procedures, safety 
evaluations performed by licensee & analyses of new safety issues. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 87/06/18. Document Control 
Branch (Document Control Desk). 2pp. 41429:001-41429:018. 

-8706230214 Amend 1 to “Fire Protection Evaluation Rept” 

* South Carolina Electric & Gas Co. 87/06/30. 16pp. 41429:003-41429:018. 

8706260169 Forwards population density map for placement in plant emergency oper- 
ations facility.Map will be useful during exercises or actual emergencies.W/o end. 
COLLINS, D.M. Region 2, Office of Director. 87/06/18. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41482:106-41482:107. 

8706240138 Rev 7 to Emergency Plan Procedure EPP-022, “Verification of Communica- 
tions Operability.” W/870619 Itr & updated table of contents. 

COUNTS, M., BRADHAM.O.S., NAUMAN,D.A. South Carolina Electric & Gas Co. 87/ 
06/19. GRACE, J.N. Region 2, Office of Director. 24pp. 41449:290-41449:313. 


8706300107 Forwards Insp Rept 50-395/87-16 on 870601 -05. No violations or devi- 
ations noted. 

CLINE, W.E. Region 2. Office of Director. 87/06/23. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41486:356-41486:358. 

—8706300119 Partially withheld Physical Security Insp Rept 50-395/87-16 on 870601-05 
(ref 10CFR2.790 & 73.21). No violations noted. Major areas inspected:licensee physi- 
cal security plan & implementing procedures & mgt effectiveness. 

GIBSON, G.F.. MCGUIRE.D.R. Region 2, Office of Director. 87/06/19. Ip. 41486:358- 
41486:358. 

8706300029 Advises that review of 870605 final schedule of App R mods implementa- 
tion & 860522 & 1 1 26 SERs will be completed by 870724. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 
24. NAUMAN.D.A. Southern California Edison Co. 2pp. 41490:314-41490:315. 


H. General correspondence 

8706250334 Advises of official hours for NRC headquarters employees, effective 
870621. 

ADENSAM.E.G. Project Directorate 1I-1. 87/06/22. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41462:354-41462:355. 


P. Operating license stage documents & correspondence 

8706090091 Forwards EGG-NTA-7639, "Analysis of Pressurizer Safety Valve Discharge 
Piping of VC Summer Nuclear Power Station, Unit 1 informal rept 
OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6492. 87/03/25. CARRINGTON, M. Office of 
Nuclear Reactor Regulation, Director (851125-870411). 1p. 41232:243-41232:336. 

—8706090104 “Analysis of Pressurizer Safety Valve Discharge Piping of VC Summer 
Nuclear Power Station, Unit 1 informal rept. 

CASE.G.S., LARSON, J.R., HARRIS.B.L EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN 
A-6492. EGG-NTA-7639. 87/03/31. NRC - No Detailed Affiliation Given. 93pp. 
41232:244-41232:336. 

8706260122 Forwards final EGG-NTA-7406, “Conformance to Generic Ltr, Item 2.2.1 - 
Equipment Classification for All Other Safety- Related Components, Summer,” informal 
reptPlant conforms to generic Itr on item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/06. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:083-41483:102. 

—8706260129 Final “Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classifi- 
cation for All Other Safety-Related Components, Summer," informal rept 
VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7406. 87/05/31. NRC - No 
Detailed Affiliation Given. 18pp. 41483:084-41483:102. 

8706030241 Forwards Rev 1 to "CRDR Summary Rept,” per NRC request for addI info 
re DCRDR performed in accordance w/Generic Ltr 82-33.Rept gives detail on review 
& disposition of human engineering discrepancies. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 87/05/28. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 41148:001-41149:019. 

—8706030251 Rev 1 to “CRDR Summary Rept” 

VOSS.T.J.. FLEGER.S.. KAYE,R.D. Essex Corp. 87/03/03. 378pp. 41148:002- 
41149:019. 

8706040268 Summary of 870518 meeting w/util re NRC reorganization concerning phi- 
losophy & implementation.Status of current & future licensing items also 
reviewed. Lists of attendees & status of licensing items end. 

HOPKINS.J.B. Project Directorate 11-1. 87/05/29. Project Directorate II-1. 10pp. 
41180:228-41180:237. 

8706050177 Responds to Generic Ltr 87-06, "Periodic Verification of Leak Tight Integri- 
ty of Pressure Isolation Valves.” Facility isolation valves leak tested per Section 
4.4.6.2.2 of Tech Spec 3.4.6.2. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 87/05/29. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 41192:348-41192:348. 

8706050200 Requests relief from ASME Code/Section XI hydrostatic testing require- 
ments for reactor coolant pump seal injection sys.Relief needed to support weld repair 
to seal injection pipe at pump thermal barrier flange.Details end. Fee paid. 
NAUMAN.D.A. South Carolina Electric & Gas Co. 87/05/29. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 8pp. 41192:278-41192:285. 

8706100029 Forwards SER re util 870529 request for relief from hydrostatic testing after 
repair to ASME Code Section XI, Class 1 reactor coolant pump seal injection 
line.Relief justified. 

ADENSAM.E.G. Project Directorate 11-1. 87/06/03. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41248:043-41248:048. 

-8706100032 Safety evaluation rept granting relief from hydrostatic testing after repair 
to ASME Code Section XI, Class l, reactor coolant pump seal injection line. 

* NRC - No Detailed Affiliation Given. 87/06/03. 4pp. 41248:045-41248:048. 

8706250465 Ack receipt of 870604 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-395/87-10. 

STOHR.J.P. Region 2, Office of Director. 87/06/10. NAUMAN.D.A. South Carolina 
Electric & Gas Co. Ip. 41475:279-41475:279. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010421 Forwards Insp Rept 50-395/87-11 on 870404-0504 & notice of violation. 
REYES, L.A. Region 2, Office of Director. 87/05/18. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41130:162-41130:172. 
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“8706010422 Notice of violation from insp on 870404-0504. 

REYES.LA Region 2, Office of Director. 87/05/18. Ip. 41130:164-41130:164. 

“8706010426 Insp Rept 50-395/87-11 on 870404-0504.Violations noted: failure to verify 
that steam generator tubes properly plugged. 

PREVATTE.R.L, HOPKINS,P.C., DANCE.H.C. Region 2. Office of Director. 87/05/15. 
8pp. 41130:165-41130:172. 

8706030336 Forwards Insp Rept 50-395/87-13 on 870427-28.No violations or devi- 
ations noted. 

CLINE.W.E. Region 2, Office of Director. 87/05/22. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41 169:248-41 169:253. 

“8706030342 Insp Rept 50-395/87-13 on 870427-28.No violations or deviations 
noted. Major areas inspected;review of procedures & operations for use.control & ac- 
countability of SNM. 

TODD.G.A.. MCALPINE.E.J. Region 2. Office of Director. 87/05/21. 4pp. 41169:250- 
41169:253. 

8706010188 Provides enforcement guidance to re.;:-cns issues 'o control room habit- 
abi'Yy/ccr.t'cl rocr' cTC'ccrcy ventilation ?,,;=’ ■.ic-’ic Gr.::!::S..?urinary of plants re- 
ve-Atc S cocurrcnls ciscnomc findings end. 

:.IELiEFMAN..J C' :ce o: E.r/crcement (Post 870413). 87/05/26. RUSSELL, W. Region 
1, Office of Director. 4pp. 41119:272-41119:275. 

8705200749 NRC Info Notice 87-023, ‘‘Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024. “‘Operational Experience Involving Losses of 
Electrical inverters.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706150201 Responds to NRC 870310 Itr re violations noted in Insp Rept 50-395/87- 
lO.Corrective actions:primary & secondary health physics specialist will be assigned to 
each waste shipment & waste shipping checklist revised. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 87/06/04. GRACE,J.N, Region 2. 
Office of Director. 8pp. 41291:315-41291:322. 

8706150185 Responds to violations noted in Insp Rept 50-395/87-12. Corrective 
actions:security & engineering personnel will be designated specific responsibilities for 
evaluation of any area to be changed from vita! to protected status area. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 87/06/05. GRACE, J.N. Region 2, 
Office of Director. 4pp. 41290:182-41290:185. 

8706160012 Requests relief from Inservice Weld Insp Program GTP-303 to provide al- 
ternative to ASME Code Section XI requirements. Table iWC-25000-1 .for performing 
volumetric exam of channel shell section-to-flange weld.Fee paid. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 87/06/08. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 41305:290-41305:291. 

8706100470 NRC Info Notice 87-027, ‘‘Iranian Official Implies Vague Threat to US Re- 
sources.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Sve list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706250281 Forwards Insp Rept 50-395/87-14 on 870505-31 & notice of violation. 
VERRELLLD.M. Region 2, Office of Director. 87/06/16. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41474:060-41474:072. 

-8706250287 Notice of violation from insp on 870505-31. 

VERRELLLD.M. Region 2. Office of Director. 87/06/16. Ip. 41474:062-41474:062. 

—8706250293 Insp Rept 50-395/87-14 on 870505-31. Violations noted:failure to promptly 
evaluate & classify event & inadequate sys operating procedure for sve water sys. 
PREVATTE.R.L, HOPKlNS,P.C.. DANCE.H.C. Region 2, Office of Director. 87/06/15 
10pp. 41474:063-41474:072. 

8706240307 Ack receipt of 870605 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-395/87-12. 

STOHR.J.P. Region 2, Office of Director. 87/06/17. NAUMAN.D.A. South Carolina 
Electric & Gas Co. Ip. 41455:022-41455:022. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Sve list end. 
ROSSl.C.E, Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300107 Forwards Insp Rept 50-395/87-16 on 870601 -05.No violations or devi- 
ations noted. 

CLINE.W.E. Region 2. Office of Director. 87/06/23. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 41486:356-41486:358. 

-8706300119 Partially withheld Physical Security Insp Rept 50-395/87-16 on 870601-05 
(ref 10CFR2.790 & 73.21 ).No violations noted. Major areas inspected:licensee physi- 
cal security plan & implementing procedures & mgt effectiveness. 

GlBSON,G.F., MCGUIRE, D.R. Region 2. Office of Director, 87/06/19, 1p. 41486:358- 

.4 ■* .4 QC.OCO ~ 


8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109dd 
41582:071-41582:179. ’ 


R. Periodic operating reports & related correspondence 


8706170059 Monthly operating rept for May 1987.W/87061 1 Itr. 

HALTIWANGER.J., NAUMAN.D.A. South Carolina Electric & Gas Co. 87/05/31. 
BARRY.L.W. Office of Information Resources Management, Director (Pre 870413) 
5pp. 41377:038-41377:042. 

8706230235 Forwards Technical Rept 87-1, “Seismic Activity Near VC Summer Nuclear 
Station for Jan-Mar 1987.” 

NAUMAN.D.A. South Carolina Electric & Gas Co. 87/06/17. HOPKINS.J.B. Document 
Control Branch (Document Control Desk). Ip. 41428:324-41428:345. 

“8706230241 Technical Rept 87-1, "Seismic Activity Near VC Summer Nuclear Station 
for Jan-Mar 1987.” 

TALWANI.P.. ACREE.S., WARD.C. South Carolina. Univ. of, Columbia, SC. 87-1. 87/ 
03/31. 21pp. 41428:325-41428:345. 


S. Reportable occurrences, LERs & related correspondence 


8706050320 Special Rept SPR 87-006:on 870405,both trains of gaseous radwaste treat- 
ment sys removed from sve during rcfuclirg outaco to perform sys mods to increase 
sys reliability & reduce sys dC'.v!'.tirn-.',.\:c:is cciTpIc-'.c'j on 870525. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 87/06/01. GRACE, J.N. Region 2 
Office of Director. 1 p. 41 1 92:097-41 1 92:097. 


8706110014 LER 87-01 0-00:on 87051 2,svc water screen pump failed to start during 
ESF loading sequencer (ESFLS) testing.Caused by defective lug crimp on internal 
vendor wiring in ESFLS panel. Internal wiring of ESFLS panels reworked.W/870605 Itr. 
HIGGINS.W.R., NAUMAN.D.A. South Carolina Electric & Gas Co. 87/06/05. 4pp 
41260:085-41260:088. 


8706150030 LER 87-009-00:on 870508, during simulated blackout section of diesel gen- 
erator surveillance test.svc water booster pump tripped on low suction 
pressure.Caused by design deficiency. Contacts from trip circuit of pump removed.W/ 
870608 Itr. 

HIGGINS.W.R., NAUMAN.D.A. South Carolina Electric & Gas Co. 87/06/08. 4pp 
41290:216-41290:219. 


8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
durnp scheduled testing. Caused by open electrical connection on one crimp lug.Since 
;97ars.jlaled lugs used cm a! equipment. 

DOUGHERTY, J.G. V iro Fng.''oering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 


V. Operator Examinations 


8706160505 Submits licensed operator disability rept per 10CFR55.41. EL 
Erickson. License OP-5816-2 & Docket 55-8048 removed from licensed operator duties 
effective 870428 resulting from 870427 traffic accident. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 87/05/1 r. GRACE.J.N. Region 2, 
Office of Director. Ip. 41317:018-41317:018. 
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P. Operating license stage documents & correspondence 


8706160708 Informs of recent reorganization of NRR.A Adams designated as facility 
project officer. 

BERKOW'.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11, 
MULDER, R.U. Virginia, Univ. of, Charlottesville, VA. 3pp. 41351:100-41351:102. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8706260058 Forwards Insp Rept 50-397/87-13 on 870518-22 & notice of violation. 
PATE,R.J. Region 5, Office of Director. 87/06/10. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 41479:024-41479:034. 

“8708260065 Insp Rept 50-397/87-13 on 87051 8-22.Violation noted:failure to comply 
w/procedural requirements for conditional release of items. 

MELFI.J.F., Wagner, W.J., RICHARDS.S.A. Region 5, Office of Director. 87/06/10. 
7pp. 41479:028-41479:034. 


8706240257 Forwards Safeguards Insp Rept 50-397/87-08 on 870409-0505 & notice of 
violation.Encls withheld (ref 10CFR2.790 & 73.21). 

MONTGOMERY.J.L. Region 5, Office of Director. 87/06/17. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 41449:002-41449:003. 


H. General correspondence 


8706110190 Advises that AL Oxsen has been selected to fill position of assistant man- 
aging director for operations effective 870629. AL Oxsen resume will be included in 
future FSAR annual update. 

SORENSEN.G.C. Washington Public Power Supply System. 87/06/04. Document 
Control Branch (Document Control Desk). Ip. 41260:039-41260:039, 

8706160422 Requests changes to distribution list of correspondence from NRC to facili- 
ty as result of personnel changes.Changes end & listed. 

SORENSEN.G.C. Washington Public Power Supply System. 87/06/08. Document 
Control Branch (Document Control Desk). 2pp. 41335:219-41335:220. 
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P. Operating Sicense stage documents & correspondence 


8706040167 Offers no comments on util listed proposed amends to License NPF-21,per 
870 nse roct=r.G 

LSCHc! S.C Wash -..jx:' Stare of. 87/05/28. ADENSAM.E.G. Office of Nuclear Re- 
."ictor Feguiatcn. Ljirocror (Posi 870411). Ip. 41176:314-41176:314. 

8706090443 Forwards Amend 43 to License NPF-21 & safety evaluation. Amend revises 
Section 3/4.1, 5 of Tech Specs to permit compliance w/ATWS 

regulation, 10CFR50. 62(c)(4), to be achieved w/two existing 41.2 gpm standby liquid 
control pumps. 

SAMWORTH.R.B. Project Directorate V. 87/05/29. SORENSEN.G.C. Washington 
Public Power Supply System. 3pp. 41230:026-41230:036. 

-8706090445 Amend 43 to License NPF-21 .revising Section 3/4.1. 5 of Tech Specs to 
permit compliance w/ATWS regulation, 10CFR50.62(c)(4),to be achieved w/two exist- 
ing 41.2 gpm standby liquid control pumps. 

KNIGHTON.G.W. Project Directorate V. 87/05/29. 6pp. 41230:029-41230:033. 

-8706090446 Safety evaluation supporting Amend 43 to License NPF-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/29. 3pp. 
41230:034-41230:036. 

8706110010 Application for amend to License NPF-21 .deleting channel check from 
Tech Spec Table 4.3.2. 1-1 isolation actuation instrumentation surveillance 
requirements.Fee paid. 

SORENSEN.G.C. Washington Public Power Supply System. 87/06/01. Document 
Control Branch (Document Control Desk). 3pp. 41269:027-41269:031. 

“8706110015 Proposed Tech Specs, deleting channel check from isolation actuation in- 
strumentation surveillance requirements on Table 4.3.2. 1-1. 

* Washington Public Power Supply System. 87/06/01. 2pp. 41269:030-41269:031. 

8706100236 Fonwards Amend 44 to License NPF-21 & safety evaluation. Amend revises 
Table 3.6.3-1, “Primaiy Containment Isolation Valves" to include new Valve TlP-V-15 
& reflects reclassification of traversing incore probe sys. 

SAMWORTH.R.B. Project Directorate V. 87/06/02. SORENSEN.G.C. Washington 
Public Power Supply System. 3pp. 41245:060-41245:070. 

—8706100239 Amend 44 to License NPF-21, revising Table 3.6.3-1, "Primary Contain- 
ment Isolation Valves," to include Valve TlP-V-15, reflecting reclassification of travers- 
ing incore probe (TIP) sys nitrogen purge line & mod of TIP sys. 

KNIGHTON,G.W. Project Directorate V. 87/06/02. 4pp. 41245:063-41245:066. 

-8706100241 Safety evaluation supporting Amend 44 to License NPF-21. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 87/06/02. 4pp. 
41245:067-41245:070. 

8706120224 Forwards Amend 45 to License NPF-21 & safety evaluation. Amend 
changes Tech Specs to reflect replacement of 148 initial core fuel assemblies & new 
operating limits for Cycle 3. 

SAMWORTH.R.B. Project Directorate V. 87/06/02. SORENSEN.G.C. Washington 
Public Power Supply System. 5pp. 41187:283-41187:313. 

—8706120234 Amend 45 to License NPF-21 .changing Tech Specs to reflect replace- 
ment of approx 148 initial core fuel assemblies & establishing new operating limits for 
Cycle 3. 

KNIGHTON.G.W. Project Directorate V. 87/06/02. 19pp. 41187:288-41187:306. 

—8706120237 Safety evaluation supporting Amend 45 to License NPF-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/02. 7pp. 
41187:307-41187:313. 

8706100246 Forwards Amend 46 to License NPF-21 & safety evaluation. Amend revises 
License Condition 2.C.(1 6), Attachment 2, Item 3.(b) to extend deadline until third refu- 
eling outage for implementing requirements of Reg Guide 1 .97, Rev 2. 
SAMWORTH.R.B. Project Directorate V. 87/06/03. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 41246:093-41246:102. 

”8706100249 Amend 46 to License NPF-21, revising License Condition 
2.C. (16), Attachment 2, Item 3.(b) to extend deadline until third refueling outage for im- 
plementing requirements of Reg Guide 1.97, Rev 2 for flux monitoring. 

KNIGHTON.G.W. Project Directorate V. 87/06/03. 2pp. 41246:095-41246:096. 

—8706100250 Safety evaluation supporting Amend 46 to License NPF-21. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 87/06/03. 6pp. 
41246:097-41246:102. 

8706110011 Forwards info re mods proposed to ensure isolation of RHR-V-8 or RHR-V- 
9 valve & schedule for completion of mods, per 870513 request re Generic Ltr 86-10 
interpretation of high/low pressure interface concerns. 

SORENSEN,G.C. Washington Public Power Supply System. 87/06/03, Document 
Control Branch (Document Control Desk). 3pp. 41260:089-41260:091. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150137 Advises that 870422 Rev 11 to operational QA program description con- 
sistent w/provisions of 10CFR50,App B & acceptable.NRC should be notified of any 
changes to other operative QA commitments outside SAR QA program description. 
KIRSCH.D.F. Region 5. Office of Director. 87/06/08. SORENSEN.G.C. Washington 
Public Power Supply System. Ip. 41291:279-41291:279. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73,67 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.4. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41 392:073-41 392:1 20. 

8706230291 Advises that wide-range suppression pool level monitoring sys has now 
been installed.tested & declared operable. License Condition 16 fully satisfied.Request 
for amend to License NPF-21 dtd 870312 withdrawn. 

SORENSEN.G.C. Washington Public Power Supply System. 87/06/15. Document 
Control Branch (Document Control Desk). Ip. 41427:239-41427:239. 


8706250020 Notification of 870708 meeting w/util in Bethesda.MD to discuss status of 
geoscience program, future plans & responses to request for addl info, 

VISSING.G.S. Standardization & Non-Power Reactor Project Directorate. 87/06/18. 
BERKOW.H. Standardization & Non-Power Reactor Project Directorate, 2pp. 
41465:050-41465:051. 

8706230486 Generic Ltr 87-1 1 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants.List of plants w/ similar design. already re- 
viewed & approved by NRC.encl. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANl.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 


Q. inspection reports, IE Bulletins & correspondence 


8706010326 Responds to IE Bulletin 80-13, “Cracking in Core Scmy Sparze's.” Visual 
exam performed using closed-circuit TV revealed no relevant !''..'::ca'.i:ns'’c' cracking. 
SORENSEN.G.C. Washington Public Power Supply System. 87/05/20. MARTIN, J.B. 
Region 5. Office of Director. Ip. 41 137:359-41 137:359. 

8706050254 Forwards Insp Rept 50-397/87-10 on 870504-08.No violations noted. 
PATE.R.J. Region 5, Office of Director. 87/05/20. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp, 41205:061-41205:066. 

-8706050258 Insp Rept 50-397/87-10 on 870504-08. No violations or deviations 
noted.Major areas inspected:inservice insp (ISI) activities. irclu-dirc -eview of !SI pro- 
gram & implementing procedures & observation o; !5: .\ari% .ijct.vs-.iori. 

CLARK,C.A., WAGNER.W.J., RICHARDS.S. Region 5, Office of Director. 87/05/20. 
4pp. 41205:063-41205:066. 

8706050201 Forwards Insp Rept 50-397/87-11 on 870427-0501. No violations noted. 
CHAFFEE, A.E. Region 5, Office of Director. 87/05/21. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 41192:145-41192:154. 

-8706050204 Insp Rept 50-397/87-11 on 870427-0501 .No violations noted. Major 
areas inspecferi:adequacy audit responses, monitoring of tool control, onsite review 

of events & E bullotir'. !c'.ov\-jp. 

CALDWELL.C.W., JOHNSON, P.H. Region 5. Office of Director. 87/05/21. 8pp. 
41192:147-41192:154. 

8706010188 Provides enforcement guidance to regions for issues re control room habit- 
ability/control room emergency ventilation sys deficiencies. Summary of plants re- 
viewed & documents describing findings end. 

LIEBERMAN.J. Office of Enforcement (Post 870413). 87/05/26. RUSSELL.W. Region 
1, Office of Director. 4pp. 41119:272-41 119:275. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706090408 Fonwards Insp Rept 50-397/87-16 on 870526. No violations noted. 
WENSLAWSKI.F.A. Region 5, Office of Director, 87/06/02. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 41234:351-41234:354. 

-8706090411 Insp Rept 50-397/87-16 on 870526.No noncompliance noted. Major 
areas inspected: review of results obtained for spiked solution provided by NRC. 
HAMADA.G.H.. YUHAS.Q.P. Region 5. Office of Director. 87/05/29. 2pp. 41234:353- 
41234:354. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706260058 Fon^/ards Insp Rept 50-397/87-13 on 870518-22 & notice of violation. 
PATE.R.J. Region 5, Office of Director. 87/06/10. SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 41479:024-41479:034. 

—8706260060 Notice of violation from insp on 870518-22. 

PATE.R.J. Region 5, Office of Director. 87/06/10. 2pp. 41479:026-41479:027. 

-8706260065 Insp Rept 50-397/87-13 on 87051 8-22.Violation noted:failure to comply 
w/procedural requirements fer cenditiena' release of items. 

MELFI.J.F.. WAGNER.W.J., =>iCr- AFDS.S.A. Region 5. Office of Director. 87/06/10. 
7pp. 41479:028-41479:034. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York. Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Tram or Wrong Component Events.” Sve list 
end. * 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706240257 Forwards Safeguards Insp Rept 50-397/87-08 on 870409-0505 & notice of 
violation.EncIs withheld (ref 10CFR2.790 & 73.21). 

MONTGOMERY, J.L Region 5, Office of Director. 87/06/17. SORENSEN.G.C. Wash- 
ington Public Power Supply System. 2pp. 41449:002-41449:003. 
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8706170115 NRC Info Notice 87-028, '‘Air Sys Problems at US LWRs." Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (t^ost 870-11'*) 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41^o7.0;}9-4 •■137.22.' 

8706220303 NRC info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York. Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706050352 LER 87-006-00:on 870426,after shutdown margin demonstration, reactor 
protection sys tripped when last shorting link improperly installed.Cause determined to 
be design-related. Terminal strip arrangement will be evaluated. W/870522 Itr. 
ARBUCKLE.J.D.. POWERS,C.M. Washington Public Power Supply System. 87/05/22. 
4pp. 41192:066-41192:069. 

8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR,RES,AEOD & regional ofes re events which occurred since 870507 meeting.List 
of attendees & viewgraphs end. 

LANNING.W. Events Assessment Branch. 87/05/27. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 19pp. 41 162:242-41162:260. 

8706050170 LER 87-007-00:on 870427,source range monitor Channel A inoperable 
during core alterations.Caused by personnel error during coordination.Core alterations 
immediately stopped. Functional surveillance compieted.W/870527 Itr. 
WASHINGTON,S.L., POWERS.C.M. Washington Public Power Supply System. 87/05/ 
27. 4pp. 41192:313-41192:316. 

8706090280 LER 87-007-01 :on 870427, source range monitoring sys Channel A found 
inoperable.Caused by personnel error during coordination of sys testing & core 
alterations.Alterations stopped & channels surveillanced.W/870529 Itr. 

WASHINGTON, S.L., POWERS.C.M. Washington Public Power Supply System. 87/05/ 
29. 4pp. 41222:089-41222:092. 

8706100023 LER 87-008-00:on 870429,RHR sys primary containment outboard shut- 
down cooling supply valve RHR-V-8 automatically isolated resulting in loss of RHR 
shutdown cooling.Caused by personnel pressurizing one side of valve.W/870529 Itr. 
ARBUCKLE.J.D.. POWERS.C.M. Washington Public Power Supply System. 87/05/29. 
4pp. 41238:179-41238:182. 

8706120233 LER 87-009-00:on 870506,control room emergency filtration sys automati- 
cally initiated due to failure to reset trip logic.Caused by oversight during procedure 
rev & review process.Procedures will be revised.W/870605 Itr. 

ARBUCKLE,J.D., POWERS.C.M. Washington Public Power Supply System. 87/06/05. 
4pp. 41279:255-41279:258. 

8706190065 LER 87-01 0-00:on 87051 2, ESF actuations occurred.Caused by inadequate 
plant procedure.Plant operators restarted reactor protection sys motor generator A & 
returned RHR shutdown coo''''g & RWCU sys to operation within 1/2 h.W/870611 Itr. 
WASHINGTON.S.L. FDv'.Ens C.r.'. Washington Public Power Supply System. 87/06/ 
11. 4pp. 41396:130-41396:133. 

8706190043 LER 87-01 2-00:on 870517,failure to monitor certain turbine bldg gaseous 
effluents discovered.Caused by inadequate procedure.Plant Procedure 7.1.2 re ac- 
ceptable flow conditions will be revised.W/870612 Itr. 

ARS'JCKLE J.C.. =’CWERS,C.M. Washington Public Power Supply System. 87/06/12. 
4pp. .'.1 396.1 r^-.-^.l 396. 137. 

8706300320 LER 87-01 1-00:on 870523,discovered that radwaste bldg ventilation ex- 
haust fan WEA-FN-1A operated for 10 h w/o effluent sys flow measurement summer 
WEA-SUM-1 in svc. Caused by inadequate checklist.W/870622 Itr. 

ARBUCKLE.J.D., POWERS.C.M. Washington Public Power Supply System. 87/06/22. 
4pp. 41498:190-41498:193. 


V. Operator Examinations 

8706010390 Forwards revised NRC Form 398.Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE.R.J. Region 5, Office of Director. 87/05/22. LAMB, I. Aerotest Operations, Inc. 
TURNER, P. Sacramento Municipal Utility District. NICHOLS.S. Portland General Elec- 
tric Co. 1 6pp. 41 1 1 8:1 39-41 1 1 8:1 54. 
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F. Security, medical, emergency & fire protection plans 

8706150077 Forwards summary of 870501 meeting w/util in Region II ofc re balance-of- 
plant transients & security sys improvements status.Attendees list end. 

REYES, L.A., FREDRICKSON, P. Region 2, Office of Director. 87/05/13, UTLEY.E.E. 
Carolina Power & Light Co. 4pp. 41291:268-41291:271. 

8706080090 Responds to NRC 870512 Itr & Insp Rept 50-400/87-08 noting need for 
enhanced reliability of plant security program. Security sys task force instituted to 
identify problem areas & recommend/implement improvements. 

WATSON, R.A. Carolina Power & Light Co. 87/05/29. Document Control Branch (Doc- 
ument Control Desk). 3pp. 41 21 8:278-41 21 8:280. 

8706050277 Change 1 of Rev 4 to Emergency Procedure PEP-343, "Automation of 
Dose Projection - IBM PC.” W/870601 Itr. 

WATSON, R.A. Carolina Power & Light Co. 87/06/01. 7pp. 41205:085-41205:091. 

8706170206 Revised plant program & emergency procedures to plant operating 
manual, including Rev 10 to Vol 1 of Part 2 to Plant Operating Manual Plant Program 
Procedure PLP-201. "Emergency Plan." W/870611 Itr. 

WILLIS.J.L, WATSON.R.A. Carolina Power & Light Co. 87/06/11. 190pp. 41375:024- 
41375:249. 

8706300991 Forwards population density maps for placement in emergency operation 
facillties.Maps will be useful during exercises or actual emergencies. 

CCLLINS.D.M. Region 2, Office of Director. 87/06/19, UTLEY.E.E. Carolina Power & 

■ ' ■ ■ 41512:111-41512:112. 


H. General correspondence 

8706040156 Responds to 870424 Itr forwarding BN Case 870416 Itr re recent senior 
operator license exam.Case appeal of grading of simulator exam being reviewed by 
Director, Div of Licensee Performance & Quality Evaluation. 

STELLO.V. Office of the Executive Director for Operations. 87/05/27. HELMS.J. 
Senate. 7pp. 41180:173-41180:185. 

—8706040169 Requests response to end BN Case 870416 appeal to NRC in response 
to simulator exam grading for plant licensed operators. 

HELMS.J. Senate. 87/04/24. Office of Congressional Affairs. 6pp. 41180:180- 
41180:185. 


J. Insurance & indemnity information 

8706120018 Forwards Endorsement 18 to NELIA Policy NF-288. 

BARHAM.C.D. Carolina Power & Light Co. 87/05/20. NASH.D. NRC - No Detailed Af- 
filiation Given. 2pp. 41270:359-41270:360. 

8706150061 Forwards Endorsements 9 & 10 to MAELU Policy MF-126. 

BARHAM.C.D. Carolina Power & Light Co. 87/05/20. NASH.D. NRC - No Detailed Af- 
filiation Given. 3pp. 41291:252-41291:254, 


P. Operating license stage documents & correspondence 

8706080256 Forwards EGG-NTA-7586, “Conformance to Generic Ltr 83-28, Item 2.2.2, 
’Vendor Interface Programs (All Other Safety- Components),’ Shearon Harris 1 & 2," 
final technical evaluation rept. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. 87/03/26. CARRINGTON, M. Office of Nuclear Reactor 
Regulation, Director (851125-870411). Ip. 41210:179-41210:195. 

-8705260122 "Conformance to Generic Ltr 83-28, Item 2.2.2, ‘Vendor Interface Pro- 
grams (All Other Safety-Related Components),’ Shearon Harris 1 & 2," technical eval- 
uation rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG-NTA-7586. 87/03/31. NRC - No Detailed Affiliation 
Given. 14pp. 41210:180-41210:195. 

8706090286 Forwards EGG-NTA-7492, “Technical Evaluation Rept,Pump & Valve In- 
service Testing Program,Shearon Harris Nuclear Power Plant.Unit 1," final 
rept.Proposed program in accordance w/ NRC regulations w/except’or'S noted in rept. 
OBENCHAIN,C.F. EG&G Idaho, Inc. (subs, of EG&G, o;:.). C3L'\CHA!.\i,C F. Idaho 
National Engineering Laboratory. FIN A-6812. 87/03/27. CARRINGTON, M. Planning & 
Program Analysis Staff (851125-870411). Ip. 41230:105-41230:182. 

-8706090291 "Technical Evaluation Rept, Pump & Valve Inservice Testing 
Program,Shearon Harris Nuclear Power Plant,Unit 1,’’ informal rept. 

RANSOM,C.B., COOK,T.L EG&G Idaho, Inc. (subs, of EG&G, Inc.). RANSOM, C.B. 
Idaho National Engineering Laboratory. FIN A-6812. EGG-NTA-7492. 87/03/31. NRC 
- No Detailed Affiliation Given. 77pp. 41230:106-41230:182. 

8706010211 Responds to Generic Ltr 87-06 re periodic verification of leak-tight integrity 
of pressure isolation valves. Issue reviewed by NRC prior to issuance of Tech Specs 
on 861024. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 87/05/26. Document Control Branch 
(Document Control Desk). Ip. 41128:249-41128:249. 

8706050160 Application for amend to License NPF-63, requesting increased fuel enrich- 
ment to 4.2% U-235. "Criticality Analysis of Shearon Harris Fuel Racks." also 
encl.Fee paid. 

CUTTER.A.B. Carolina Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41197:244-41197:264. 

-8706050163 Proposed Tech Spec, requesting increased fuel enrichment to 4,2% U- 
235. 

* Carolina Power & Light Co. 87/05/26. 3pp. 41197:246-41197:248. 

-8706050165 ‘‘Criticality Analysis of Shearon Harris Fuel Racks." 

HILUD.J. Carolina Power & Light Co. 87/01/31. 16pp. 41197:249-41197:264. 

8706100354 Responds to 870415 request for exemption from requirements of 
10CFR73.57(b)(l) & (7) for certain employees at facilities.Listed actions will resolve 
matter so that exemptions will not be necessary. 

VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 87/06/02. UTLEY.E.E. 
Carolina Power & Light Co. 5pp. 41279:096-41279:100. 

8706110063 Confirms 870610 mgt meeting at plant site to discuss util experiences 
during start up & first months of operation.per 870602 telcon between RA Watson & 
PE Fredrickson. 

REYES, L.A. Region 2. Office of Director. 87/06/03. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 41259:232-41259:232. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100301 Fonwards brief description of procedure change to initial test program as 
described in Section 16 of FSAR.per 10CFR50.59 & License Condition 2.C.4.Chang© 
does not involve unreviewed safety question or Tech Spec change. 

WATSON.R.A. Carolina Power & Light Co. 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 3pp. 41239:169-41239:171. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41 392:073-41 392:1 20. 

8706180016 Application for amend to License NPF-63, authorizing deletion of organiza- 
tion charts from Tech Specs to eliminate needless expenditure of resources. Fee paid. 
CUTTER.A.B. Carolina Power & Light Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41391:139-41391:144, 
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-8706180020 Proposed Tech Specs deleting organization charts to eliminate needless 
expenditure of resources. 

’ Carolina Power & Light Co. 87/06/12. 4pp. 41391:141-41391:144. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250274 Informs that util intends to declare start-up test program complete on 
870701. Two outstanding preoperational tests remain to be completed. Description of 
current status & plans end. 

WATSON, R.A. Carolina Power & Light Co. 87/06/19. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41474:086-41474:087. 

8706250400 Advises of change in official work hours for all NRC headquarter 
employees, effective 870621 . 

ADENSAM,E.G. Project Directorate 11-1. 87/06/22. UTLEY.E.E. Carolina Power & 
Light Co. 4pp. 41467:211-41467:214. 


Q. inspection reports, IE Bulletins & correspondence 


8706150230 Forwards Insp Rept 50-400/87-16 on 870406-1 0.No violations noted. 
HERDT.A.R. Region 2, Office of Director. 87/05/14. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 41290:308-41290:315. 

—8706150233 Insp Rept 50-400/87-16 on 870406-1 0.No violations noted. Major areas 
inspected:review of startup tests completed at 50% & 70% of rated power & licensee 
response to IE info notices. 

BURNETT, P.T., JAPE.F. Region 2, Office of Director. 87/05/11. 6pp. 41290:310- 
41290:315. 

8706010395 Forwards Insp Rept 50-400/87-15 on 870320-0420.No violations or devi- 
ations noted. 

VERRELL1,D.M- Region 2, Office of Director. 87/05/19. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 41132:217-41132:226. 

“8706010402 Insp Rept 50-400/87-15 on 870320-0420.No violations or deviations 
noted.Major areas inspected:onsite followup of licensee events, monthly maint obser- 
vation & maint program evaluation,monthly surveillance observation & plant tours. 
MAXWELL,G.F., BURR1S,S.P.. FREDRICKSON,P. Region 2. Office of Director. 87/05/ 
1 9. 8pp. 41 1 32:21 9-41 1 32:226. 

8706120276 Ack receipt of 870410 & 0504 responses to 870312 notice of violation re 
Insp Rept 50-400/ 8 7-06. Responses meet requirements of 1 0CFR2.201 . 
VERRELLI,D.M. Region 2, Office of Director. 87/05/20. UTLEY,E.E. Carolina Power & 
Light Co. 1p. 41279:136-41279:136. 

8706010170 Forwards proposed rev to plant QA program for NRC approval. Proposal 
deals w/review of inspector qualification for inspectors not part of util QA 
organization.Marked-up FSAR page reflecting proposed change also end. 

CUTTER, A.B. Carolina Power & Light Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41128:287-41128:289. 

8705200749 NRC Info Notice 87-023, "Loss. of DHR During Low Reactor Coolant Level 
Operation.” Svc list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41 143:075. 

8706010093 Responds to NRC 870427 ltr re violations noted in Insp Rept 50-400/87- 
1 4.Corrective actions:reviewed FSAR & regulatory commitments re performance of 
shield surveys at 50% power level. Methodology satisfies commitments. 

WATSON, R.A. Carolina Power & Light Co. 87/05/27. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41119:184-41119:188. 

8706080090 Responds to NRC 870512 ltr & Insp Rept 50-400/87-08 noting need for 
enhanced reliability of plant security program. Security sys task force instituted to 
identify problem areas & recommend/implement improvements. 

WATSON, R.A. Carolina Power & Light Co. 87/05/29. Document Control Branch (Doc- 
ument Control Desk). 3pp. 41218:278-41218:280. 

8706110184 Forwards Insp Rept 50-400/86-77 on 860909-1212 & notice of violation. 
HERDT,A.R. Region 2, Office of Director. 87/06/02. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 41268:001-41268:059. 

“8706110187 Notice of violation from insp on 860909-1212. 

HERDT.A.R. Region 2. Office of Director. 87/06/02. 2pp. 41268:003-41268:004. 

“8706110191 Insp Rept 50-400/86-77 on 860909-1 21 2.Violations noted: failure to im- 
plement adequate design control measures & undersized welds on cable tray 
supports.No deviations noted. 

LENAHAN,J.J., BLAKE, J.J. Region 2, Office of Director. 87/05/27. 55pp. 41268:005- 
41268:059. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp, 41300:036-41300:143. 

8706250252 Ack receipt of 870527 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-400/87-14. 

STOHR,J,P. Region 2, Office of Director. 87/06/10. UTLEY,E.E. Carolina Power & 
Light Co. Ip. 41474:223-41474:223. 

8706050209 NRC Info Notice 87-026, “Cracks In Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc fist 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706250326 Forwards Insp Rept 50-400/87-19 on 870420-0520.No violations or devi- 
ations noted. 

VERRELLLD.M. Region 2. Office of Director. 87/06/16. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 41473:311-41473:320. 

“8706250331 Insp Rept 50-400/87-19 on 870420-0520.No violations or deviations 
noted.Major areas inspectGd:onsite followup of events & subsequent written repts of 
nonroutine events, onsite review committee & design changes & mods. 
MAXWELUG.F.. BURRIS.S.P., FREDRICKSON.P. Region 2. Office of Director. 87/06/ 
16. 8pp. 41473:313-41473:320. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300301 Ack receipt of 870521 response to 870421 notice of violation from Insp 
Rept 50-400/87-04.Response meets requirements of 10CFR2.201. 

JULIAN.C.A. Region 2, Office of Director. 87/06/22. UTLEY.E.E. Carolina Power & 
Light Co. 1p. 41498:213-41498:213. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706030028 Forwards brief summaries of changes to procedures & plant mods for first 
quarter 1987 affecting description in Amend 37 to FSAR, per 10CFR50.59 & util 
861209 Itr.Changes to FSAR Chapter 14 previously submitted. 

WATSON, R.A. Carolina Power & Light Co. 87/05/28. Document Control Branch (Doc- 
ument Control Desk). 38pp. 41149:159-41149:196. 

8706160215 Monthly operating rept for May 1987.W/870611 ltr. 

HALE.M.W.. WATSON, R.A. Carolina Power & Light Co. 87/05/31. 6pp. 41317:136- 
41317:141. 


S. Reportable occurrences, LERs & related correspondence 

8706040120 LER 87-026-00:on 870423 & 24,main feedwater pump tripped & actuated 
motor-driven auxiliary feedwater pumps.Caused by trip of condensate booster 
pump.Main feedwater restored & pumps secured.Contol logic under evaluation.W/ 
870526 ltr. 

HUDSON,O.N., WATSON, R.A. Carolina Power & Light Co. 87/05/26. 4pp. 41176:333- 
41176:336. 

8706050252 LER 87-027-00:on 870426,during test, redundant transmitter pressurizer 
pressure channels declared inoperable.Caused by two out of three channels out of 
calibr & reading low. Channels recalibr & test completed.W/870526 ltr. 
SCHWABENBAUER, WATSON, R.A. Carolina Power & Light Co. 87/05/26. 3pp. 
41194:356-41194:358. 

8706010367 LER 87-029-00:on 870428, snubber discovered damaged on steam genera- 
tor blowdown sys piping.Caused by water hammer occurring when isolation valve for 
line from containment opened.Open stroke time of valve increased.W/undated ltr. 
TIBBITTS,D.L., WATSON.R.A. Carolina Power & Light Co. 87/05/28. 4pp. 41123:231- 
41123:234. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM,B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706050347 LER 87-028-00:on 870502, manual turbine trip initiated during performance 
of Power Ascension Test Procedure 9108-S-14. Caused by tandem trip of both heater 
drain pumps.Evaluation of feedwater response to transients continues.W/870601 ltr. 
HOWE,A., WATSON,R,A. Carolina Power & Light Co. 87/06/01. 4pp. 41192:070- 
41192:073. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting.List of attendees,events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706160546 LER 87-030-00:on 870512, Maint Surveillance Tests I0140, 10141 & 10142 
for P-12 interlock missed thus violating Tech Specs requirements.Caused by person- 
nel error.Procedures revised.W/87061 1 ltr, 

SCHWABENBAUER, WATSON,R.A. Carolina Power & Light Co. 87/06/11. 4pp. 
41340:303-41340:306. 

8706190133 Special rept:on 870523, turbine bldg vent stack wide-range gas monitor RM- 
35361-1 declared inoperable due to toss of process flow.Caused by shorted sensing 
element.Element & current card adjusted & calibr. 

WATSON.R.A. Carolina Power & Light Co. 87/06/15. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41396:120-41396:121. 

8706260372 LER 87-031-00:on 870524,while operating at 100% power, heater drain 
pump A tripped.Caused by failure of discharge valve on heater drain pump A due to 
faulty valve positioner.Control valve positioner repaired.W/870623 ltr. 
SCHWABENBAUER. WATSON.R.A. Carolina Power & Light Co. 87/06/23. 4pp. 
41481:222-41481:225. 
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DOCKET 50*401 SHEAROM HARRIS NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

8706080256 Forwards EGG-NTA-7586, “Conformance to Generic Ltr 83-28, Item 2.2.2, 
'Vendor Interface Programs (All Other Safety- Components),’ Shearon Harris 1 & 2," 
final technical evaluation rept. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
ticna' Pngincer-c Laboratory. 87/03/26. CARRINGTON,M. Office of Nuclear Reactor 
rv Drcc\:' (851125-870411). 1p. 41210:179-41210:195. 

-8705260122 “Conformance to Generic Ltr 83-28,ltem 2.2.2, ‘Vendor Interface Pro- 
grams (All Other Safety-Related Components),’ Shearon Harris 1 & 2,’’ technical eval- 
uation rept. . r- • 

UDY AC. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG-NTA-7586. 87/03/31. NRC - No Detailed Affiliation 
Given. 14pp. 41210:180-41210:195. 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


P, Operating license stage documents & correspondence 

8706170041 Requests assistance in reviewing plan for training & research reactors for 
Univ of UT.Specify regulations & criteria against which submittal reviewed & deter- 
mined acceptable. 

BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/10. 
MATTHEWS,D.B. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 2pp. 41382:297-41382:298. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & fire protection plans 

8706100484 Issue 30 to Emergency Plan Procedure EPP-2. “Organization & Operations 
During E'^orr:e"C'es ’’ 

* Dairyla^d Ccopo-a:v(: 87/05/20. 38pp. 41242:258-41242:296. 

8706160489 Ack receipt of 870429 ltr which transmitted rev of facility security 
plan. Reiterates licensee plans to shut down facility as first step toward eventual plant 
decommissioning. 

AXELSON,W.L. Region 3, Office of Director. 87/06/10. TAYLORJ.W. Dairyland 
Power Cooperative. 2pp. 41335:076-41335:079. 

-8706160501 Forwards revs & changes to security plan. Revs & changes withheld (ref 
10CFR73.21). 

TAYLORJ.W. Dairyland Power Cooperative. 87/04/29. DAVIS.A.B. Region 3, Office 
of Director. 2pp. 41335:078-41335:079. 


J. Insurance & indemnity information 


8706110379 Forwards Endorsement 67 to NELIA Policy NF-217. 

GARRETT, K.W. Dairyland Power Cooperative. 87/05/19. DINITZ.I. NRC - No Detailed 
Affiliation Given. 2pp. 41267:180-41267:181. 


P. Operating license stage documents & correspondence 

8706010074 Informs that Generic Ltr 87-06, discussing high pressure isolation valves 
which separate RCS from attached low pressure sys,no longer applicable since reac- 
tor permanently shut down. 

TAYLOR,J.W. Dairyland Power Cooperative. 87/05/20. Document Control Branch 
(Document Control Desk). Ip. 41119:207-41119:207. 

8706170307 Responds to Generic Ltr 87-02, “Verification of Seismic Adequacy of Me- 
chanical & Electrical Equipment in Operating Reactors,USI A-46.’’ Generic ltr does not 
apply since plant permanently shut down. 

TAYLORJ.W. Dairyland Power Cooperative. 87/06/03. Document Control Branch 
(Document Control Desk). 1p. 41385:168-41385:168. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
C)f STS on aco''C3b'!ity of limiting conditions for operation & surveillance 
'nqjirr-^crv.K.S.c : s: r.rci. 

MIRAGLIA.FJ. Associate Director for Projects (Post 870411), 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to al! power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706290021 Notifies of withdrawal of listed changes to License DPR-45, including revs 
to reactor protective sys on-line functional testing frequency & new spec on control 
room chemical detectors due to permanent shutdown of plant. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/06/17. Document Control Branch 
(Document Control Desk). 2pp. 41484:358-41484:359, 

8706250564 Advises that A Bournia has recently been reassigned to new duties in 
organization.PB Erickson has been designated as NRC project manager for decom- 
missioning of plant effective 870607. 

V1RG1L10,M.J. Project Directorate II1-1. 87/06/18. TAYLOR. J.W. Dairyland Power Co- 
operative. 2pp. 41467:302-41467:303. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation ir arbitran/ 'nterrr'ediate cipe "loturc requirements. 

VIRACJA.F... Assoc r.ti3 Ji'ec'.:' icr (Pos: 870411). 87/06/19. Alabama 

Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230359 Forwards Safety Insp Rept 50-409/87-08 on 87041 5-0530.No violations 
noted. 

GULDEMOND.W.G. Region 3, Office of Director. 87/06/12. TAYLORJ.W. Dairyland 
Power Cooperative. 2pp. 41433:313-41433:322. 

“8706230367 Insp Rept 50-409/87-08 on 87041 5-0530. No violations noted. Major 
areas inspected:licensee actions on previous insp findings,operation safety 
verification, monthly maint & surveillance observations,LER followup & IE info notices. 
JACKIW.I.N. Region 3, Office of Director. 87/06/12. 8pp. 41433:315-41433:322. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end, 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706260301 Ack receipt of 870604 Itr.Revised pages end in ltr will be inserted into 
MQS Insp, Inc rept per request. 

CHRISSOTIMOS,N. Region 3. Office of Director. 87/06/23. TAYLOR, J.W. Dairyland 
Power Cooperative. Ip. 41482:113-41482:122. 

“8706260315 Fonwards revised pages for MQS Insp, Inc rept "1986 Inservice Insp Rept 
for Dairyland Power Cooperatives La Crosse BWR." Revs contain minor corrections or 
additions which do not affect technical content of rept. 

TAYLOR, J.W. Dairyland Power Cooperative. 87/06/04. DAVIS.A.B. Region 3, Office 
of Director. 9pp. 41482:114-41482:122. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. t09pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706170009 PNO-lll-87-081:on 87061 0,earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY, W. Region 3, Office of Director. 87/06/11. Ip. 41371:148-41371:148. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee. Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL.C.W, Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region III. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds.” Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8706100369 Forwards IE Info Notice 86-098, “Offsite Medical Svcs" distributed on 
861202 to al! nuclear reactor facilities holding OL or CP.Rept on status of arrange- 
ments for medical svcs in offsite plans requested within 1 5 days.W/o end. 
NEIGHBORS,J.D. Project Directorate 1-1. 87/05/29. MANGAN,C.V. Niagara Mohawk 
Power Corp. 2pp. 41246:156-41246:171. 

8706050157 Revised emergency procedures, including Rev 8 to Emergency Action Pro- 
cedure EAP-2, “Classification of Emergency Conditions" & Rev 2 to Emergency Plan 
Maint Procedure EPMP-7, “Siren Sys False Activation.” W/870601 ltr. 

VOL2A,P.. ROMAN,T.W., MANGAN,C.V. Niagara Mohawk Power Corp. 87/06/01. 
346pp. 41190:114-41191:099. 

8706100178 Forwards Safety Insp Rept 50-410/87-13 on 870420-21. No violations 
noted. 

JOHNSTON.W.V. Region 1, Office of Director. 87/06/04. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 41238:155-41238:162. 
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“8706100185 Insp Rept 50-410/87-13 on 870420-21. No unacceptable conditions 
identified.Major areas inspected:Iicensee request to delete fire protection sections of 
Tech Specs & incorporate sections into FSAR.per Generic Ltr 86-10. 
KRASOPOULOS.A.. ANDERSON, C.J. Region 1, Office of Director. 87/06/01. 6pp. 
41238:157-41238:162. 

8706220374 Forwards brief summary which addresses status of various elements of 
emergency plan as related to FEMA guidance memo MS-1 .Summary based upon info 
provided by Oswego County & State of NY. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/15. Document Control Branch 
(Document Control Desk). 2pp. 41412:216-41412:217. 

8706250061 Advises that 870424 Rev 2 to facility security & safeguards contingency 
plan consistent w/provisions of 10CFR50.54(p) & acceptable. 

MARTIN.T.T. Region 1. Office of Director. 87/06/17. BERATTA.J.P. Niagara Mohawk 
Power Corp. 3pp. 41474:181-41474:183. 

8706300845 Requests util cost estimate for labor & matl to permanently establish three 
pair of shielded twin lead circuits from any convenient place in NRC room in emergen- 
cy operations facility for contingency telecommunications. 

MARTIN.T.T. Region 1, Office of Director. 87/06/22. MANGAN.C.V. Niagara Mohawk 
Power Corp. 4pp. 41512:096-41512:099. 

8706300315 Revised emergency plan maint & implementing procedures, including Rev 
4 to EPMP-4, “Emergency Exercise/ Drill Procedure," Rev 12 to EPP-2, "Fire Fight- 
ing" & Rev 3 to EPP-9, "Determination of Core Damage...." W/870625 ltr. 
MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/25. 70pp. 41498:120-41498:189. 


I. Financial information 

8706100028 Forwards 1986 annual repts for Rochester Gas & Electric Corp.New York 
State Electric & Gas Corp, Central Hudson Gas & Electric Corp & LILCO. 
MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/01. Document Control Branch 
(Document Control Desk). 9pp. 41237:242-41238:016. 

“8706100052 “New York State Electric & Gas Corp. 1986 Annual Rept." “Central 
Hudson 1986 Financial & Statistical Rept" end. 

ALLEN.W.P., CARRIGG.J.A. New York State Electric & Gas Corp. 86/12/31. 72pp. 
41237:251-41238:016. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706030329 Forwards Amend 28 to FSAR for Nine Mile Point Nuclear Station, Unit 2, in- 
corporating latest info on MSIVs per 870424 Itr.Changes included to assist NRC in 
reviewing amend. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/05/28. Document Control Branch 
(Document Control Desk). 2pp. 41157:296-41161:091. 

“8706030332 Amend 28 to FSAR for Nine Mile Point Nuclear Station.Unit 2.‘‘W/19 
oversize tables. 

* Niagara Mohawk Power Corp. 87/05/31. 1,234pp. 41157:298-41161:091. . 

8706110202 Forwards affidavit of svc indicating that Amend 28 to FSAR provided to 
appropriate parties as delineated in NRC 830329 ltr. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/05. Document Control Branch 
(Document Control Desk). 3pp. 41266:156-41266:158. 


P. Operating license stage documents & correspondence 

8706300167 Forwards final EGG-NTA-761 1 , “Conformance to Generic Ltr 83-28,ltem 
2.2.2-Vendor Interface Programs for All Other Safety-Related Components:Nine Mile 
Point Units 1 & 2," informal rept. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41515:315-41515:331. 

—8706300240 Final “Conformance to Generic Ltr 83-28,ltem 2.2.2-Vendor Interface Pro- 
grams for All Other Safety-Related Components: Nine Mile Point,Units 1 & 2," infor- 
mal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-761 1 . 87/04/30. NRC - No Detailed Affiliation 
Given. 15pp. 41515:316-41515:331. 

8706040147 Requests withdrawal of 870428 proposed change to Tech Spec Surveil- 
lance 4.4.3.2.I. Change unnecessary due to determination that existing surveillance 
conforms to as-built condition of facility, 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/05/27, Document Control Branch 
(Document Control Desk). 2pp. 41172:246-41172:246. 

8706090183 Responds to Generic Ltr 87-06, “Periodic Verification of Leak Tight Integri- 
ty of Pressure Isolation Valves.” Current facility Tech Specs require leak rate testing 
of all pressure isolation valves in plant. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/01. Document Control Branch 
(Document Control Desk). Ip. 41223:040-41223:040. 

8706120165 Advises that grants of relief for low power License NPF'54 re inservice 
testing of pumps & valves & inservice insp remain in effect but will not be included in 
full power license.lnservice insp program required by 870731. 

CAPRA.R.A. Project Directorate 1-1. 87/06/03. MANGAN.C.V. Niagara Mohawk Power 
Corp. 2pp. 41279:359-41279:360. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3,0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110398 Identifies verbal comments made on 870527 re facility draft full power OL. 
MANGAN,C.V. Niagara Mohawk Power Corp. 87/06/04, Document Control Branch 
(Document Control Desk). 2pp. 41267:158-41267:159. 

8706120198 Requests that util review end draft Tech Specs to be issued w/fult power 
license & provide ltr clarifying accuracy within 7 days.Tech Specs include changes 
through Amend 2 to License NPF-54.W/0 end. 

NEIGHBORS, J.D. Project Directorate 1-1. 87/06/04. MANGAN,C.V. Niagara Mohawk 
Power Corp. 2pp. 41280:217-41280:218. 


8706120176 Notification of 870610 meeting w/util in Bethesda.MD to discuss util 
870518 ltr re reactor protection sys & failure mode & effects analysis concerning non- 
Class 1 E components connected to Class 1 E sys circuits. 

NEIGHBORS,D. Project Directorate 1-1. 87/06/09. MURLEY.T, SNIEZEK,J., 

M1RAGLIA,F. NRC - No Detailed Affiliation Given. 1p. 41280:201-41280:201. 

8706230336 Forwards marked-up draft Tech Srocs.rcf'c.^tmv;; ss-hu'it configuration of 
plant & FSAR ♦hrouqh Amend 28 & conformnc 'o o.ce; r.c :>,■ ;:-:<Ner Tech Specs. 
MANGAN.C.V. Mohawk Power Corp r. Control Branch 

(Document C,-;r'.-.rcrDoskj 15pp. 41428:108-41428:122. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73,57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230320 Forwards revised FSAR pages from Chapter 14 re initial startup test pro- 
gram & table that provides summary of safety evaluation of each change.Changes 
made to pages of existing FSAR updated through Amend 28. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/19. Document Control Branch 
(Document Control Desk). 10pp. 41430:025-41430:034. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250532 Responds to request for assurance that facility neutron monitoring sys 
design similar to design of other plants. List of plants w/similar design.already re- 
viewed & approved by NRC, end. 

ARTIGAS.R. General Electric Co. 87/06/22. THADANI.A.C. Assistant Director for Sys- 
tems. 3pp. 41536:356-41536:358. 

8706300035 Certifies that all sys, components & mods associated w/Condition 2.D.vii of 
License NPF-54 completed.per requirements of regulations for which exemption grant- 
ed. 

MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/23. Document Control Branch 
(Document Control Desk). 3pp. 41493:353-41493:355. 

8706300417 Identifies F Witt.J Mauck & B Stevens as persons to answer Commission 
questions at 870701 Commission briefing on full power license. 

CAPRA, R.A. Project Directorate 1-1. 87/06/23. BAGCHI.G., MCCRACKEN, C., 
JOYCE, J. NRC - No Detailed Affiliation Given. Ip. 41490:351-41490:351. 

8706300719 Requests exemption to 10CFR50.55a(h) to permit interim operation of Unit 
2 until permanent resolution satisfactory to NRC of any isolation device issues for 
neutron monitoring sys achieved on generic basis.GE exemption request end. 
MANGAN.C.V. Niagara Mohawk Power Corp. 87/06/23. Document Control Branch 
(Document Control Desk). 3pp. 41501:324-41501:326. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41 142:332-41143:075. 

8706090098 Forwards insp Rept 50-410/87-15 on 87051 1-1 5.No violations noted. 
JOHNSTON, W.V. Region 1, Office of Director. 87/05/28. MANGAN,C.V. Niagara 
Mohawk Power Corp. 2pp. 41220:010-41220:019. 

“8706090100 Insp Rept 50-410/87-15 on 87051 1-15.No violations noted. Major areas 
inspected:preoperational test results review, overall power ascension test 
program,power ascension test procedures review & QA interfaces. 

WINK,L.J., FLOREK.D.J. Region 1. Office of Director. 87/05/28. 8pp. 41220:012- 
41220:019. 

8706080054 Forwards Safety Insp Rept 50-410/87-14 on 87041 3-1 7.No violations 
noted. 

JOHNSTON,W.V. Region 1. Office of Director. 87/05/29. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 41218:215-41218:221. 

“8706080059 Insp Rept 50-410/87-14 on 87041 3-1 7.No violations noted. Major areas 
inspected:installation of Rockwell Y pattern globe type MSIVs & completion of related 
large bore welds. 

GREGG, H.I., STROSNIDER,J.R. Region 1, Office of Director. 87/05/26. 5pp. 
41218:217-41218:221. 

8706090304 Forwards Insp Repts 50-220/87-03 & 50-410/87-09 on 870302-041 9.Two 
examples identified where util deficient in satisfying 10CFR21 reporting 
requirements.Finding re requalification program requirements should be reviewed. 
GALLO.R.M. Region 1, Office of Director. 87/05/29. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 41229:336-41229:359. 

“8706090316 Insp Repts 50-220/87-03 & 50-410/87-09 on 870302-0419. Major areas 
inspected:maint, safety sys waIkdowns.LER review, Unit 2 MSIV replacement & Unit 1 
training program. Licensee 10CFR21 reporting deficiencies discussed. 

JOHNSON, J.R. Region 1, Office of Director. 87/05/21. 22pp. 41229:338-41229:359. 

8706100020 Forwards Safety Insp Rept 50-41 0/87-1 2,No violations noted. 
JOHNSTON,W.V, Region 1, Office of Director. 87/05/29, MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 41241:007-41241:015. 

“8706100063 Insp Rept 50-410/87-12 on 870406-1 0.No vlol^ions noted. Major areas 
inspected:licensee activities in replacing eight MSIVs, covering areas of electrical & 
pneumatic power supplies. 

CHEUNG, L, ANDERSON, C.J. Region 1, Office of Director. 87/05/27. 7pp. 
41241:009-41241:015. 

8706100369 Forwards IE Info Notice 86-098, “Offsite Medical Svcs" distributed on 
861202 to all nuclear reactor facilities holding OL or CP.Rept on status of arrange- 
ments for medical svcs in offsite plans requested within 15 days.W/o end. 
NEIGHBORS,J.D. Project Directorate 1-1. 87/05/29. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 41246:156-41246:171. 
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8706120165 Advises that grants of relief for low power License NPF-54 re inservice 
testing of pumps & valves & inservice insp remain in effect but will not be included in 
full power license.lnservice insp program required by 870731 . 

CAPRA.R.A 1-1. 87/06/03. MANGAN.C.V. Niagara Mohawk Power 

Corp. 2pp. - -<-2 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100178 Forwards Safety Insp Rept 50-410/87-13 on 870420-21.No violations 
noted. 

JOHNSTON, W.V. Region 1. Office of Director. 87/06/04. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 41238:155-41238:162. 

-8706100185 Insp Rept 50-410/87-13 on 870420-21.No unacceptable conditions 
identified. Major areas inspected:licensee request to delete fire protection sections of 
Tech Specs & incorporate sections into FSAR.per Generic Ltr 86-10, 
KRASOPOULOS.A., ANDERSON,C.J. Region 1, Office of Director. 87/06/01. 6pp. 
41238:157-41238:162. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870^-13). 87/06/11. Consolidated Edison Co. of New York. Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706300183 Forwards Safety Insp Rept 50-410/87-17 on 87051 9-29.No violations 
noted. 

JOHNSTON, W.V. Region 1, Office of Director. 87/06/19. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 41489:345-41489:354. 

-8706300197 Insp Rept 50-410/87-17 on 870519-29.No violations noted. Major areas 
inspected:overall power ascension test program, initial criticality witnessing.power as- 
cension test resu'ts evaluation QA/OC interfaces & independent verifications. 
EVANS.M., FlCRE-'LD, ■;SELGRC':-..P. Region •, Office of Director. 87/06/19. 8pp. 
41489:347-41489:354. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706010377 PNO-l-87-045:on 870523, reactor taken critical for first time.After completion 
of initial fuel load on 861 1 1 5,power ascension delayed due to excessive leakage prob- 
lems w/ball type MSIVs.Valves replaced w/wye pattern glove valves. 

COOK.W., JOHNSON, J. Region 1, Office of Director. 87/05/26. Ip. 41133:009- 
41133:009. 

8706050353 LER 87-021 -00:on 87041 9, during insp of water leak from Clow butterfly 
valve,spline adaptor noted loose & fallen on valve packing.Caused by loose 
setscrews.Temporary clamp added to valve shaft & engineers exam planned.W/ 
870529 ltr. 

RANDALL, R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 87/05/29. 7pp. 
41192:059-41192:065. 

8706100047 LER 87-022-00:on 870502,facility experienced ESF actuation due to loss of 
Div II emergency dc power.Caused by personnel error. Deficient procedure revised & 
other related maint procedures will be reviewed.W/870601 ltr. 

RANDALL, R.G„ LEMPGES.T.E. Niagara Mohawk Power Corp. 87/06/01. 7pp. 

41233:318-41233:324. 

8706150171 LER 87-023-00:on 870509, Div 1, Group 5 shutdown cooling isolation oc- 
curred on false high reactor pressure signal. Caused by procedural 
deficiencies.Training mod recommendation will be implemented.W/87061 5 ltr, 
RANDALL, R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 87/06/15. 6pp. 

41187:354-41187:359. 

8706230102 LER 87-025-00:on 87051 9, secondary containment isolation signal generat- 
ed due to technician relanding lifted lead prematurely.Caused by breakdown in 
communications.Gaitronics phone &/or headset jack installed. W/87061 5 ltr. 

RANDALL, R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 87/06/15. Sop. 

41429:067-41429:074. 

8706240157 LER 87-024-00:on 870517 & 27, ESF actuations from low air flow signal in 
reactor bldg occurred.Caused by nonexposure of switches to recommended 
setpoints. Flow switches in both refueling floor main exhaust ducts recalibr.W/870615 
ltr. 

RANDALL, R.G., LEMPGES.T.E. Niagara Mohawk Power Corp, 87/06/15. 12pp. 

41449:316-41449:327. h hh 

8706250016 LER 87-028-00:on 870526, Tech Spec violation occurred due to incomplete 
surveillance testing on 870522.Caused by design & procedural deficiencies.Leakage 
test procedure revised & mod to airlock door equalizing valves proposed.W/870619 
ltr. 

RANDALL, R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 87/06/19. 12pp. 

41474:166-41474:177. 


V. Operator Examinations 


8706090314 Forwards revised NRC Form 398, “Personal Qualifications Statement - 1 • 
censee.” Rev made to reflect changes to 10CFR55 effective 870526.AII application' 
for licenses to be submitted on revised form as of 870526. 

COLLINS,S.J. Region 1, Office of Director. 87/06/04. MANGAN.C.V. Niaqara Moha,. . 
Power Corp. 17pp. 41223:002-41223:018. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8706080033 Forwards EGG-NTA-7624, “Audit of Environ Qualification of Safety-Relattan 
Electrical Equipment for Beaver Valley Power Station Unit 2," final rept. ^ 

OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc) CBENCi-AIN.C F i-^ahn 
National Engineering Laboratory. FIN A-6415. 87/04/20. CA.nR;\G"CN.M C:::'.:. JS 
Nuclear Reactor Regulation. Director (Post 870411). ip. 41211:171-41211:248. ' 

—8706080036 “Audit of Environ Qualification of Safety-Related Electrical Equipment fn 
Beaver Valley Power Station Unit 2," informal rept. 

TROJOVSKY.M., MAGLEBY.H.L EG&G Idaho, Inc. (subs, of EG&G, \nc\ 
TROJOVSKY.M. Idaho National Engineering Laboratory. FIN A-6415. EGG-NTA-7624 
87/04/30. NRC - No Detailed Affiliation Given. 77pp. 41211:172-41211:248. 

8706010193 Informs that util will amend FSAR Section 14.2.12.66.2, "Containment Air 
Recirculation Sys Test," to state that containment air temp will be recorded at 
5%, 50% & 100% reactor power levels using installed sensor sys. 

CAREY, J.J. Duquesne Light Co. 87/05/21, Document Control Branch (Documonf 
Control Desk). 2pp. 41 1 33:076-41 1 33:077. 

8706010029 Attests to accuracy of 870418 final draft Tech Specs & addi page changes 
to 870527 final draft.in response to request. Final draft Tech Specs accurately reflect 
as-built plant & current FSAR. 

CAREY, J.J. Duquesne Light Co. 87/05/27. Document Control Branch (Document 
Control Desk). 3pp. 4111 9:078-41 1 1 9:080. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 


8704130601 Forwards nonproprietary & proprietary "Addl Info on Beaver Valley Power 
Station Unit 2 SER Confirmatory Issue 032" re control sys failure caused by malfunc- 
tions of common power source.Proprietary rept withheld (ref 10CFR2.790). 

CAREY, J.J. Duquesne Light Co. 87/04/07. Document Control Branch (Document 
Control Desk). 3pp. 40511:241-40511:258. 

“8704130616 Requests withholding of proprietary "Addl Info on Beaver Valley Power 
Station Unit 2 SER Confirmatory Issue 032,” from public disclosure (ref 10CFR2.790) 
W1ESEMANN,R.A. Westinghouse Electric Corp. 87/03/24. MURLEY.T, Office of Nu- 
clear Reactor Regulation, Director (851125-87041 1). 9pp. 40511:244-40511:252. 

“8704130621 Nonproprietary “Addl Info on Beaver Valley Power Station Unit 2 SER 
Confirmatory Issue 032.” 

BUTLER,J.C. Westinghouse Electric Corp. 87/03/31. 6pp. 40511:253-40511:258. 

8706010138 Informs that SER Confirmatory Item 52C re plant performance following 
MSIV closure will be completed w/reactor producing 30% rather than 100% power 
due to possibility of high power level leading to unnecessary sys conditions. 
CAREY,J.J. Duquesne Light Co. 87/05/21. Document Control Branch (Document 
Control Desk). 2pp. 41119:335-41119:336. 

8706120079 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BEAVER VALLEY POWER STATION, UNIT 2.Docket No. 50-41 2.(Duquesne Light 
Company, et al) 

* Division of Reactor Projects - I/ll (Post 870411). NUREG-1057 SOS. 87/05/31. 
176pp. 41186:104-41186:279. 

8706110163 Requests addl info on analyses for pipes located between structures & in 
embankment slopes in order to complete review of util 861023 & 870309 
submittals,per SER Confirmatory Issue 2. 

TAM,P.S. Project Directorate 1-4. 87/06/02. CAREY, J.J. Duquesne Light Co. 2pp. 
41261:196-41261:197. 

8706180115 Issue I.Rev 1 to "Process Control Program Unit 2 QA Category II," Chap- 
ter 18 of operating manual.W/870609 ltr re SER Confirmatory Item 40. 

CAREY,J.J. Duquesne Light Co. 87/06/09. 15pp. 41397:329-41397:342. 

8706160514 Forwards SSER 5 (NUREG-1057,Suppl 5) for use.W/o end. 

TAM.P.S. Project Directorate 1-4. 87/06/11. CAREY, J.J. Duquesne Light Co. 1p- 
41350:231-41350:231. 

8706300305 Informs that util completed Test STP-2.11.01 which verified that accumula- 
tor isolation valves open against max differential pressure (SER Confirmatory Itsoi 

CAREY, J.J. Duquesne Light Co. 87/06/23. Document Control Branch (Document 
Control Desk). 1p. 41498:114-41498:114. 


F. Security, medical, emergency & fire protection plans 

8705070025 Forwards Amend 17 to FSAR. Amend includes provisions of fire protection 
program.Provisions for testing & insp of fire protection sys incorporated into FSAR W 
Site Administrative Procedure 9D, “Fire Protection." 

SIEBER,J.D. Duquesne Light Co. 87/05/01. Document Control Branch (Docum®h‘ 
Control Desk). 6pp. 40848:034-40848:039. 

8706050161 Forwards Preoperationai Security Program Insp Rept 50-412/87-30 on 

870406-10. « K K 

MARTIN,T.T. Region 1. Office of Director. 87/05/27. CAREY, J.J. Duquesne Light 
2pp. 41200:067-41200:075. 
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--8706050192 Partially withheld P''eoperatiop.a! Security Program Review Insp Rept 50- 
412/87-30 on 870406-10 (ref ’'.'Si-R'C! 2') f.'.ajcr areas inspectedistatus of security 
program implementation. Implementation of security program progressing on sched- 
ule. 

SMITH, G.C., BAILEY, R.J., KEIMIG.R.R. Region 1, Office of Director. 87/05/15. 7pp. 
41200:069-41200:075. 

8706090160 Forwards interim finding on offsite radiological emergency planning & pre- 
paredness for plant.site-specific to Commonwealth of PA & State of WV.Plan 
acceptable.Unresolved issue in Commonwealth of PA plan re exposure limits noted. 
KRIMM.R.W. Federal Emergency Management Agency. 87/05/29. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 141pp. 
41220:037-41220:177. 

8706190225 Informs that State of OH & local plans & preparedness for plant adequate 
to protect health & safety of public, per 44CFR350.Public alert & notification sys veri- 
fied as adequate on 851227. 

MCLOUGHLIN.D. Federal Emergency Management Agency. 87/06/05. STELLO.V. 
Office of the Executive Director for Operations. 1p. 41406:321-41406:321. 

8706240318 Submits info in response to FEMA Guidance Memo MS-1 .Util working w/ 
PEMA & dept of health to identify primary & support hosps that will meet criteria for 
general public. Meeting held on 860612 to resolve situation. 

CAREY, J.J, Duquesne Light Co. 87/06/11. TAM.P.S. Project Directorate 1-4. 4pp. 
41455:014-41455:017. 

8706190103 Forwards Insp Rept 50-412/87-41 on 87051 8-20. No violations observed.AII 
emergency preparedness items in need of correction prior to fuel load correction. 
MARtlN,T.T. Region 1, Office of Director. 87/06/12. CAREY, J.J, Duquesne Light Co. 
2pp. 41396:122-41396:129. 

-8706190117 Insp Rept 50-412/87-41 on 870518-20.No violations identified.Major 
areas inspected:emergency preparedness items identified during emergency prepared- 
ness implementation appraisal on 870306. 

FOX.E.F., GORDON.C.2.. LA2ARUS,W.J. Region 1, Office of Director. 87/06/12. 6pp. 
41396:124-41396:129. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8705070025 Forwards Amend 17 to FSAR.Amend includes provisions of fire protection 
program.Provisions for testing & insp of fire protection sys incorporated into FSAR by 
Site Administrative Procedure 9D, “Fire Protection." 

SIEBER.J.D. Duquesne Light Co. 87/05/01. Document Control Branch (Document 
Control Desk). 6pp. 40848:034-40848:039. 

—8705070033 Rev 17 to FSAR for Beaver Valley Unit 2.W/20 oversize ends. 

* Stone & Webster Engineering Corp. 87/05/31. 309pp. 40848:040-40848:348. 

8706250225 Forwards Amend 18 to FSAR.Submittal meant to keep NRC up-to- date on 
changes that have occurred since 870501 submittal. Util determining need to conduct 
safety evaluations per 10CFR50.59 re changes submitted w/amend. 

CAREY.J.J. Duquesne Light Co. 87/06/22. Document Control Branch (Document 
Control Desk). 6pp. 41472:154-41473:277. 

-8706250230 Amend 18 to FSAR for Beaver Valley Unit 2.W/66 oversize figures. 

* Stone & Webster Engineering Corp. 87/06/22. 300pp. 41472:160-41473:277. 


P. Operating license stage documents & correspondence 

8706010329 Forwards SSER 5, issued concurrently w/but separately from low power 
Iic 6 ns 0 ^//o onci 

STOLZ.J.E Project Directorate 1-4. 87/05/28. CAREY.J.J. Duquesne Light Co. 2pp. 
41127:136-41127:137. 

8706120095 Forwards License NPF-64 for facility, FR notice, unexecuted Amend 10 to 
Indemnity Agreement B-73,environ protection plan & Tech Specs (NUREG-1259). 
VARGA,S.A. Division of Reactor Projects - I/ll (Post 870411). 87/05/28. CAREY.J.J. 
Duquesne Light Co. 4pp. 41286:021-41287:1 14. 

-8706120098 License NPF-64 for facility. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
28. 9pp. 41286:025-41286:033. 


8706240110 Forwards FEMA exercise rept (State of OH portion) for 861119 offsite radi- 
ological emergency preparedness plan for site & 870522 transmittal Itr from FEMA to 
NRC. 

BELLAMY.R.R. Region 1, Office of Director. 87/06/16. CAREY,J.J. Duquesne Light 
Co. 2pp. 41456:129-41456:201, 


—8706040288 Forwards FEMA Region V rept on 861119 facility exercise.FEMA con- 
cludes that offsite preparedness in Ohio portion of facility EPZ adequate to protect 
public health & safety, 

MATTHEWS, D.B. Emergency Preparedness Branch. 87/05/29. MARTIN.T.T. Region 
1. Office of Director. 2pp. 41456:131-41456:201. 

8706240353 Forwards FEMA exercise rept (State of PA portion) for 861119 offsite 
emergency preparedness plan exercise & 870508 transmittal Itr.Deficiency involving 
PEMA nonparticipation in support role for local govts remains. 

BELLAMY.R.R. Region 1, Office of Director. 87/06/16. CAREY.J.J. Duquesne Light 
Co. 2 pp. 41456:001-41456:124. 


-8706040311 Advises that one deficiency identified in end rept re facility 861119 exer- 
cise corrected during remedial exercise on 870325.Second deficiency re lack of sup- 
port by PEMA to participating local govts addressed at 870429 exercise. 

MATTHEWS, D.B. Emergency Preparedness Branch. 87/06/01. MARTIN.T.T. Region 
1, Office of Director. Ip. 41456:003-41456:124. 


8706300289 Forwards Safety Insp Rept 50-412/87-35 on 87041 3-0527.No violations 
noted. 

WENZINGER.E.C. Region 1. Office of Director. 87/06/19. CAREY.J.J. Duquesne Light 
Co. 2pp. 41487:271-41487:288. 


-8706300302 Insp Rept 50-412/87-35 on 87041 3-0527.No unresolved iterns or viola- 
tions noted. Major areas inspected:licensee action on previous insp findings, site 
activities, preoperational test program implementation & TMI action plan requirements. 
TRIPP, L.E. Region 1, Office of Director. 87/06/17. 16pp. 41487:273-41487:288. 


I. Financial Information 


8706120042 Forwards Cleveland Electric Illuminating Co, Ohio Edison Co, Toledo Edison 
Co & Duquesne Light Co 1986 annual financial repts per 10CFR50.71 (b). 

CAREY.J.J. Duquesne Light Co. 87/06/04. Document Control Branch (Document 
Control Desk). Ip. 41274:310-41275:102. 


-8706120053 “Ohio Edison Annual Rept 1986.” 
ROGERS.J.T. Ohio Edison Co. 86/12/31. 44pp. 


41274:311-41274:354. 


“8706120070 “Cleveland Electric Illuminating Co Annual Rept 1986." 

* Cleveland Electric Illuminating Co. 86/12/31. 26pp. 41274:355-41275:021. 


«8706120086 "Toledo Edison Co Annual Rept 1986." 

* Toledo Edison Co. 86/12/31. 27pp. 41275:022-41275:048. 


-8706120101 “Duquesne Light Co Annual Rept 1p86." 

ARTHUR, J.M., VON SCHACK.W.W. Duquesne Light Co. 86/12/31. 52pp. 41275.049- 
41275:102. 


J. Insurance & indemnity information 

8706120095 Forwards License NPF-64 for faciUty.FR notice unexecuted Annend 10 to 
Indemnity Agreement B- 73 ,environ protection plan & Tech Specs (NU REG-1 2^). 
VARGA, S, A. Division of Reactor Projects - l/H (Post 870411). 87/05/28. CAREY.J.J. 
Duquesne Light Co. 4pp, 41286:021-41287:114. 

8706170074 Forwards Endorsement 1 to NELIA Certificate lip & Endorsement 1 to 
MAELU Certificate 11 ©.Endorsements set forth premium for CY8 a ^ „ 

BARNETT J.E. Conover & Associates, Inc. 87/06/10. DINITZ.I. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 3pp. 41369:309-41369:311. 


“8706120102 Environ protection plan (nonradiologicai) for facility ,App B to License 
NPF-64. 

• NRC - No Detailed Affiliation Given. 87/05/31. 7pp. 41286:034-41286:040. 


“8706120104 Notice of issuance of License NPF-64 for facility. 

TAM.P.S. Project Directorate I-4. 87/05/28. 434pp. 41286:041-41287:114. 


8706100379 Forwards update to table of affected valves provided in 860815 preliminary 
reptUpdated table provided as interim repLMovats testing & switch setting of valves 
affected by IE Bulletin 85-003 completed.Final rept expected by 870803. 

CAREY,J.J. Duquesne Light Co. 87/05/29. RUSSELL, W.T. Region 1 , Office of Direc- 
tor. 4pp. 41239:219-41239:222. 


8706120083 TECHNICAL SPECIFICATIONS FOR BEAVER VALLEY POWER STATION, 
UNIT 2.Docket No. 50-41 2.(Duquesne Light Company) 

* Division of Reactor Projects - I/ll (Post 870411). NUREG-1259. 87/05/31. 429pp. 
41282:007-41283:075. 


8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706110003 Identifies listed discrepancies between FSAR (up to Amend 17) & Tech 
Specs including FSAR equations for overtemp delta temp & overpower delta temp 
conflicting w/Tech Specs Table 2.2-1, Notes 1 & S.Discrepancies need to be correct- 
0d 

TAM.P.S. Project Directorate 1-4. 87/06/04. CAREY.J.J. Duquesne Light Co. 2pp. 
41260:299-41260:300. 


8706110027 Forwards revised NRC Form-398, “Personal Qualifications Statement - Li- 
censee." Rev made to reflect changes to 10CFR55, effective 870526. . . 

COLLINS,S.J. Region 1, Office of Director. 87/06/04. CAREY.J.J. Duquesne Light Co. 
17pp. 41259:319-41259:335. 


8706110046 Fonvards request for add! info re verification & validation of facility safety 
monitoring sys (PSMS V & V). ^ . , « • ■ w* r* „ 

TAM.P.S Project Directorate 1-4. 87/06/04. CAREY.J.J. Duquesne Light Co. 4pp. 
41260:314-41260:317. 


8706100013 Forwards revised responses to SORT audit issues, per 870522 & 27 
requests.Util considers supplemental info sufficient to resolve all remaining concerns 

CAREY, IJ^^Iouquesne Light Co. 87/06/05, Document Control Branch (Document 
Control Desk). 11pp. 41238:207-41238:217. 


706160184 Submits addl info re several values previously revised in FSAR & incorpo- 
rated in Tech Specs.EncI Westinghouse Ltr DMW-D-6020 documents that revised 

values used in safety analysis for facility & justifies use in Tech Specs. 

CAREY J.J. Duquesne Light Co. 87/06/08. Document Control Branch (Document 


8706190241 Forwards “Offsite Dose Calculation Manual." Changes made to clarify 

C^^EYJJ.^' d"u^ Light Co. 87/06/09. Document Control Branch (Document 
Control Desk). Ip. 41394:063-41394:215. 


•8706190251 “Offsite Dose Calculation Manual.” 

* I inht Co. 87/06/09. ISOoD. 41394:064-41394:215, 


8706160308 Forwards corrected Pages VI, 3/4 4-40,3/4 7-17,3/4 7-18 & 3/4 7-19 to fa- 

TAM P S. Project Directorate 1-4, 87/06/10. CAREY.J.J. Duquesne Light Co. 3pp. 
41 32b:’31 7-41 320:324. 

“8706160310 Corrected Pages VI, 3/4 4-40,3/4 7-17,3/4 7-18 & 3/4 7-19 to facility 
*DuqSsne Light Co. 87/06/10. 5pp. 41320:320-41320:324. 
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8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic Citv 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Lwt 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/2? 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706050161 Forwards Preoperational Security Program Insp Rept 50-412/87-30 cn 
870406-10. 

MART'N.JT Region 1 Office of Director. 87/05/27. CAREYJ.J. Duquesne Light Co 
2pp. ■ 2 (:O.Og 1 .2C;):075 


8706300415 Forwards addi comments on facility SER (NUREG-1057).Util will continue 
to work w/NRC to resolve comments. 

CAREY, J.J. Duquesne Light Co. 87/06/23. Document Control Branch (Document 
Control Desk). 3pp. 41500:005-41500:007. 


Q. Inspection reports, IE Bulletins & correspondence 

8705070025 Forwards Amend 17 to FSAR.Amend includes provisions of fire protection 
program.Provisions for testing & insp of fire protection sys incorporated into FSAR by 
Site Administrative Procedure 9D, "Fire Protection.” 

SIEBER.J.D. Duquesne Light Co. 87/05/01. Document Control Branch (Document 
Control Desk). 6pp. 40848:034-40848:039. 

8706110060 Forwards response to electrical separation, siltemp matl & cable derating 
issues raised during 870406-15 & 0504-08 site visits & 870514 telcon re Insp Rent 50- 
412/87-32. 

CAREY,J.J. Duquesne Light Co. 87/05/18. RUSSELL.W.T. Region 1. Office of Direc- 
tor. 104pp. 41259:128-41259:231. 


”8706050192 Partially withheld Preoperational Security Program Review Insp Rept £0- 
412/87-30 on 870406-10 (ref 10CFR73. 21). Major areas inspected:status of secuh 
program implementation. Implementation of security program progressing on 
ule. 

SMITH, G.C., BAILEY, R.J., KEIMIG.R.R. Region 1, Office of Director. 07/05/15 ('l? 
41200:069-41200:075. 

8706090338 FoHA/ards "Initial OL Review Rept for Facil'tv (Insp Rept 50-41 2/07-4<tj as 
part of NRC process prior to issuance of low power license. 

KANE.W.F. Region 1, Office of Director. 87/05/27. CAREY, J.J. Duquesne LiqlifCo 
2pp. 41229:141-41229:214. 

“8706090344 “Initial OL Review Rept for Facility (Insp Rept 50-412/87-44}.” 

* Region 1, Office of Director. 87/05/27, 72pp. 41229:143-41229:214. 

8706090055 Fonvards Safety Insp Rept 50-412/87-37 on 870420-0501. No vida’af; 
noted. 

JOHNSTON, W.V. Region 1, Office of Director. 87/05/28. CAREY, J.J. Duquesne 1:11 
Co. 2pp. 41220:321-41220:330. 


8706020097 Forwards SALP Repts 50-334/85-98 & 50-412/86-99 for 851001-870315 & 
Apr 1986 - Feb 1987,respectively.Overall performance levels for both units 
satisfactory.Meetings to discuss performance scheduled for 870605. 

RUSSELL.W.T. Region 1, Office of Director. 87/05/20. CAREY.J.J. Duquesne Light 
Co. 2pp. 41 1 33:324-41 1 34:062. 


“8706090063 Insp Rept 50-412/87-37 on 870420-0501 .No violations noted MiC 
areas inspected:preoperation & startup test program, startup test procedure 
interfaces & emergency diesel generator instrumentation vibration. 

BRIGGS.L., WEN.P., FLOREK.D. Region 1, Office of Director. 87/05/28 i-ri 
41220:323-41220:330. 


“8706020108 SALP Rept 50-412/86-99 for Apr 1986 - Feb 1987. 

• Region 1, Office of Director. 87/05/20, 41pp. 41 134:022-41 134:062. 

8706040224 Forwards Insp Rept 50-412/87-36 on 870420-24.No violations noted. 
JOHNSTON.W.V. Region 1, Office of Director. 87/05/21. CAREY.J.J. Duquesne Light 
Co. 2pp. 41173:339-41173:352. 

“8706040226 Insp Rept 50-412/87-36 on 870420-24. No violations noted. Major areas 
inspected:preoperational test program, including witnessing preoperational test, review 
of tests, review of test repts & status of review of test deficiencies. 

VANKESSEUH., FLOREK.D. Region 1, Office of Director. 87/05/20. 12pp. 

41173:341-41173:352. ^ 

8706040237 Forwards Insp Rept 50-412/87-24 on 870323-27 & 0330-0403. No viola- 
tions noted. 

JOHNSTON.W.V, Region 1. Office of Director. 87/05/21. CAREY.J.J, Duquesne Light 
Co. 2pp. 41 1 76:242-41 1 76:254. 

“8706040241 Insp Rept 50-412/87-24 on 870323-27 & 0330-0403.No violations 
noted. Major areas inspected:preoperational test program, including witnessing of 
tests, review of test rept & QA interface & status of MSIV replacement project. 
VANKESSEL.H,, BRIGGS.L., FLOREK.D. Region 1, Office of Director. 87/05/19. 
11pp. 41176:244-41176:254. 

8706040214 Forwards Occupational Radiation Protection Insp Rept 50-412/87-23 on 
870413-1 7 .N 0 violations noted. 

MARTIN.T.T. Region 1. Office of Director. 87/05/22. CAREY.J.J. Duquesne Light Co. 
2pp. 41177:077-41177:088. 

“8706040218 Insp Rept 50-412/87-23 on 870413-1 7.No violations noted. Major areas 
inspected:status of previously identified items, organization & mgt controls.training & 
qualifications of personnel & external exposure control. 

MCFADDEN.J., SHANBAKY.M. Region 1, Office of Director. 87/05/21. 10pp. 
41177:079-41177:088. 

8706080269 Forwards Safety Insp Rept 50-412/87-25 on 870522-10.No violation noted. 
MARTI N,T.T. Region 1, Office of Director. 87/05/22. CAREY.J.J. Duquesne Light Co. 
2PP. 41214:085-41214:092. 

“8706090229 Insp Rept 50-412/87-25 on 870407.No violations noted.Major areas 
inspected:nonradiological chemistry program, including measurement control & analyti- 
cal procedures evaluation. 

ZIBULSKY.H,, PASCIAK.W.J. Region 1, Office of Director. 87/05/22. 6pp. 41214:087- 
41214:092. 

8706090019 Forwards Safety Insp Rept 50-41 2/87-29 on 870406-24. No violation noted. 
JOHNSTON.W.V. Region 1 , Office of Director. 87/05/26. CAREY.J.J. Duquesne Light 
Co. 2pp. 41219:174-41219:183. 

“8706090022 Insp Rept 50-412/87-29 on 870406-24. No violations noted. Major areas 
inspectedilicensee action on previous insp findings, licensee const deficiency repts & 
preservice insp activities including observations of work In progress, 

MCBREARTY.R.A., STROSNIDER.J.R. Region 1, Office of Director. 87/05/18. 8pp. 
41219:176-41219:183. 


8706110467 FonA/ards response to 870428 notice of violation from Insp Rept 
86-29. Corrective actions:heat sinks on NLP cards replaced & five spare NLP 
located in warehouse dispositioned to return defective cards to Westinghouso 
SIEBER.J.D. Duquesne Light Co. 87/05/28. EBNETER.S.D. Region 1, Office 
tor. 8pp. 41268:197-41268:203. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving LoisV i 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). B7fC; C 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100362 Forwards Insp Rept 50-412/87-26 on 870406- 10. No violations notut} 
JOHNSTON,W.V. Region 1, Office of Director. 87/06/04. CAREY.J.J. Duauesn ^ 
Co. 2pp. 41248:272-41248:285. ' ’ 

“8706100367 Insp Rept 50-412/87-26 on 870406-10.No violations noted. Majcr ? 
inspected:preoperational test program, including witnessing of tests.reviow i:' 
repts.status review of test deficiencies & activities m QA interface. 
VANKESSEL.H.F., FLOREK.D. Region 1, Office of Director. 87/06/01 *?; 
41248:274-41248:285. 

8706230357 Responds to NRC 870506 ltr re violations noted in Insp Rept 50 - 1 !; 
IS.Corrective actions:applicable drawing revised to further define proper mf:r 
dip installation in all confi'num*io“.r, A 0-5159-306 issued. 

CAREY.J.J. Dj(.;uc:ir Ligh- L- ■■ 03 WENZINGER.E.C. Region 1. Offtr,. \ 
rector. 5pp. 4 -/..'Xl-BL:.:-; M.'-J 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to i - 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). B7 ^ t 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rinqs on 48-Inch V . 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Comrmtf,. v 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York Inc * 
41289:217-41289:340. ' ’ 

8706050211 NRC Info Notice 87-025, “Potential!-' Significant '^rob'.vcms ResuH;'" ' " 
Human Error Involving Wrong Unit.Wrong Train vvong Dorr.r'.onu.ni Evenh^ 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) v 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706190161 Forwards Parameter, Inc Insp Rept 50-412/87-34 re comparison c’m. 
Tech Specs w/facility.Numerous minor inconsistencies Sl errors noted. 
tailing resolution of discrepancies in rept requested within 30 days. 
WENZINGER.E.C. Region 1, Office of Director. 87/06/1 1. CAREY.J.J. DuaiK* 

Co. 2pp. 41394:011-41394:054. ’ " 

“8706190179 "Technical Review Rept, NRC Region I Insp 50-412/87-34 
Beaver Valley Power Station Unit 2 Tech Specs, Onsite Activities Conducted? 
0410." 

BECKMAN, D., ROGERS.J., WATERS, D. Parameter, Inc. 50-412/87-34 F * 
39pp. 41394:013-41394:054. 


8706110453 Forwards Safety Insp Rept 50-412/87-21 on 870309-13 & 0323-27.No vio- 
lations noted. 

JOHNSTON.W.V. Region 1. Office of Director. 87/05/26. CAREY.J.J. Duquesne Light 
Co. 2pp. 41269:195-41269:207. 


8706190103 Forwards Insp Rept 50-412/87-41 on 87051 8-20.No violations 
emergency preparedness items in need of correction prior to fuel load corr< ' 
MARTIN, T.T. Region 1, Office of Director. 87/06/12. CAREY.J.J. Duauesm" 
2pp. 41396:122-41396:129. ^ " 


“87061 1045S Insp Rept 50-412/87-21 on 870309-13 & 0323-27.No violations 
noted.Major areas inspected: licensee action on previous findings, NRC bulletins & info 
notices & corrective action on Limitorque valve operator jumper wires. 

CHEUNG, L., CHAUDHARY.S., ANDERSON.S. Region 1, Office of Director, 87/05/26. 
11pp. 41269:197-41269:207. 


“8706190117 Insp Rept 50-412/87-41 on 87051 8-20.No violations 
areas inspected:emergency preparedness items identified during emerqancv "v 
ness implementation appraisal on 870306. f . 

413^6 r24^?3^^1 2 ’? ^ Office of Director. 87/0€ - 


8706110471 Ack receipt of 870223 ltr informing NRC of corrective actions taken re vio- 
lations noted in insp Rept 50-412/86-46. 

JOHNSTON.W.V. Region 1, Office of Director. 87/05/26. CAREY.J.J. Duquesne Light 
Co. 2pp. 41259:281-41259:285. 


8706220008 Forwards Safety Insp Rept 50-412/87-40 on 870511-15 No 
noted. ' 

..0--NS';ON..V.V RenicP 1 OTice of Director. 87/06/12. CAREY.J.J Duou.^- 
Co. 2pp. 4 * 4n9::,r3-'- 1 -'■09.,') wuqu.. 
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“8706220011 Safety Insp Rept 50-412/87-40 on 87051 1-1 5.No violations noted.Major 
areas inspected; startup test procedures review. QA/QC interfaces & licensee actions 
on previous insp findings. 

WEN.P.. FLOREK.D.J. Region 1, Office of Director. 87/06/10. 5pp. 41409:075- 
41409:079. 

8706250224 Forwards As-Built Team Insp Rept 50-412/87-20 on 870316-26 & notices 
of violation & deviation.Response focusing on correctice actions re QC insp program 
requested within 30 days of Itr date. 

JOHNSTON.W.V. Region 1. Office of Director. 87/06/16. CAREY ,J.J. Duquesne Light 
Co. 2pp. 41474:238-41474:301. 

“8706250231 Notice of violation from insp on 870316-26. 

• Region 1, Office of Director. 87/06/16. 5pp. 41474:240-41474:244. 

“8706250240 Notice of deviation from insp on 870316-26. 

* Region 1. Office of Director. 87/06/16. Ip. 41474:245-41474:245. 

“8706250250 Insp Rept 50-412/87-20 on 87031 6-26.Violation noted;failure of licensee 
QC insps to identify minor hardware deficiencies.Deviation noted:failure to properly 
identify assigned electrical chain or channel. 

GRAMLLR.. GRAY.H., KAPLAN, H. Region 1, Office of Director. 87/06/16. 56pp. 
41 474:2.':6-4: 474:301. 

8706290010 Forwards Insp Rept 50-412/87-32 on 870406-15 & 0507-08 & notice of 
violation. 

JOHNSTON.W.V. Region 1, Office of Director. 87/06/18. CAREY, J.J. Duquesne Light 
Co. 2pp. 41485:147-41485:178. 

“8706290013 Notice of violation from insp on 870406-15 & 0507-08. 

JOHNSTON.W.V. Region 1, Office of Director. 87/06/18. Ip. 41485:149-41485:149. 

“8706290017 Insp Rept 50-412/87-32 on 870406-0508. Violations & unresolved items 
noted:insp procedure for protective Wrap IP 12.1 & installation drawings did not speci- 
fy limit for max number of layers of WT65 Siltemp matl. 

HOSHY.T., ANDERSON, C.J., DURR.J.P. Region 1, Office of Director. 87/06/18. 29pp. 
41485:150-41485:178, 

8706300289 Forwards Safety Insp Rept 50-412/87-35 on 87041 3-0527.No violations 
noted. 

WENZINGER.E.C. Region 1, Office of Director. 87/06/19. CAREY.J.J. Duquesne Light 
Co. 2pp. 41487:271-41487:288. 

“8706300302 Insp Rept 50-412/87-35 on 87041 3-0527.No unresolved items or viola- 
tions noted.Major areas inspected:licensee action on previous insp findings, site 
activities, preoperational test program implementation & TMI action plan requirements. 
TRtPP.LE. Region 1. Office of Director. 87/06/17. 16pp. 41487:273-41487:288. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.’’ Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706110339 Deficiency rept notifying that issues identified in Significant Deficiency 
Repts 85-02 & 87-03 no longer apply to unit due to replacement of Crosby ball valves 
w/ Atwood Morrill wye globe valves. 

SlEBER,J.D. Duquesne Light Co. 87/05/04. MURLEY.T.E. Region 1, Office of Direc- 
tor. 2pp. 41268:101-41268:101. 

8706110429 Final Significant Deficiency Rept 87-07 re high head safety injection/ 
charging pump operating below min operating curve.lnitially reported on 870323.Pump 
rotating assembly replaced w/spare rotating assembly & satisfactorily tested. 
CAREY,J.J. Duquesne Light Co. 87/05/21. RUSSELUW.T. Region 1, Office of Direc- 
tor. 3pp, 41268:092-41268:094. 

8706110386 Revised final Deficiency Rept 87-08 re containment isolation Phase B-initi- 
ated timers for control room emergency pressurization fans.lnitially reported on 
870327.Correct date for completion is 870504 instead of 87041 1 . 

CAREY,J.J. Duquesne Light Co. 87/05/28. RUSSELL,W.T. Region 1, Office of Direc- 
tor. 4pp. 41260:124-41260:127. 

8706300407 Potential significant Deficiency Rept 86-14 re outside containment flood 
analysis.lnitially reported on 860917. Outside flood analysis calculation revised to ele- 
vate lines previously exempted from analysis. 

SIEBER,J.D. Duquesne Light Co. 87/05/28. RUSSELL, W.T. Region 1, Office of Direc- 
tor. 5pp. 41499:313-41499:317. 

8706160621 Final Deficiency Rept 87-10 re linear indications identified during preservice 
insp of reactor vessel studs.lnitially reported on 870501. Corrective actions include 
blending/ grinding of surface indications to remove distress marks. 

CAREY, J.J. Duquesne Light Co. 87/05/29. RUSSELL. W.T. Region 1, Office of Direc- 
tor. 4pp. 41349:037-41349:040. 

8706170179 Potential Significant Deficiency Rept 87-15 re failure of main steam valve 
area supply fans to start automatically. Initially reported on 870508.Diesel sequencer 
interlock rewired to open dampers.No addi repts anticipated. . 

CAREY,J.J. Duquesne Light Co. 87/06/02. RUSSELL, W.T. Region 1, Office of Direc- 
tor. 3pp. 41 385:230-41 385:231 . 

8706170201 Significant Deficiency Rept 87-14 re lack of documentation certifying 
Modes 5 & 6 N-1 operation.lnitially reported on 870507,Appropriate documentation ex- 
pected to be in place when full power license received.No addI repts required. 
CAREY.J.J. Duquesne Light Co. 87/06/02. RUSSELL,W.T. Region 1, Office of Direc- 
tor. 3pp. 41371:149-41371:152. 

8706180174 Part 21 rept re small leak in unit B cooling water header lower pipe in right 
bank of emergency diesel generators. Affected water header pipes replaced w/up- 
graded matl & unit A water header pipes visually inspected for leakage. 

GARFINKEL,P. Stone & Webster. Inc. 87/06/10. BERLINGER.C. Generic Communi- 
cations Branch. 3pp. 41405:301-41405:303. 
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F. Security, medical, emergency & fire protection plans 


8706040012 Rev 9 to “Catawba Nuclear Station Emergency Plan.” W/870522 Itr & 
emergency planning info booklet. 

HAMPTON, J.W., fUCKER,H.B. Duke Power Co, 87/05/01. 76pp. 41170:091- 
41170:166. 


8706010140 Forwards public version of revs to emergency plan implementing 
procedures,including Change 7 to 8 of RP/O/A/5000/01 , “Classification of Emergen- 
cy.” W/870527 release memo. 

TUCKER,H.B. Duke Power Co. 87/05/13. Document Control Branch (Document Con- 
trol Desk). 4pp. 41126:034-41126:202. 

“8706010162 Public version of revs to emergency plan implementing 
procedures.inciuding Change 7 to 8 of RP/O/A/5000/01, "Classification of Emergen- 
cy.” Revs 4 & 17 to Station Directives 3.7,5 & 3.8.4, respectively,also end. 
SIMPSON.D., BOLCH.M., COOPER,S. Duke Power Co. 87/05/13. 165pp. 41126:038- 
41126:202. 

8706150050 Confirms 870519 telcon concerning 870601 enforcement conference re 
protection of safeguards info. 

GRACE,J.N. Region 2, Office of Director. 87/05/26. TUCKER,H.B. Duke Power Co. 
Ip. 41291:265-41291:265. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20.50-369/87-17,50-370/87-17. 50-413/87-19 & 50-414/87-19 on 870511- 
12.Violation noted under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co. 
2pp. 41238:175-41238:178. 

-8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20, 50-287/87- 

20.50- 369/87-17,50-370/87-17,50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21). Violation noted:failure to protect safeguards info. 

TILLMAN.A. Region 2, Office of Director. 87/05/29. Ip. 41238:178-41238:178. 

8706160431 Forwards Insp Repts 50-413/87-18 & 50-414/87-18 on 870518-22.No vio- 
lations or deviations identified. 

COLLINS, D.M. Region 2, Office of Director. 87/06/04. TUCKER.H.B. Duke Power Co. 
2pp. 41317:060-41317:068. 

“8706160436 Insp Repts 50-413/87-18 & 50-414/87-18 on 87051 8-22.No violations 
noted.Major areas inspected:review & evaluation of selected areas of licensee emer- 
gency preparedness program. 

KREH,J.L. DECKER, T.R. Region 2. Office of Director. 87/06/03. 7pp. 41317:062- 
41317:068. 

8706250278 Forwards Insp Repts 50-413/87-14 & 50-414/87-14 on 870426-0525 & 
notice of violation. 

REYES.LA. Region 2, Office of Director. 87/06/09. TUCKER.H.B. Duke Power Co. 
2pp. 41474:073-41474:085. 

“8706250282 Notice of violation from insp on 870426-0525. 

REYES.LA. Region 2, Office of Director. 87/06/09. Ip. 41474:075-41474:075. 

“8706250289 Insp Repts 50-413/87-14 & 50-414/87-14 on 870426-0525. Violations 
noted;failure of written operations procedures to adequately require implementation of 
security plan under degraded standby shutdown facility conditions. 

VANDOORN.P.K., SKINNER, P.H., LESSER, M.S. Region 2, Office of Director. 87/06/ 
08. 10pp. 41474:076-41474:085. 

8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24,50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 

GRACE, J.N. Region 2. Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 41409:070-41409:072. 

“8706220005 Enforcement Conference Repts.including 50-269/87-24, 50-287/87- 

24.50- 369/87-20 & 50-414/87-22 on 870601 to review LER re inadequate destruction 
of safeguards matls compromising security.Details withheld (ref 10CFR2.790). 
TILLMAN.A. Region 2, Office of Director. 87/06/15. Ip. 41409:072-41409:072. 

8706260059 Forwards 1 0 & 50-mile EP2 maps for Catawba nuclear plant & population 
density maps for Catawba & McGuire facilities. Maps will be useful during exercise or 
actual emergencies at plants & should be placed at listed ctrs.W/o ends. 

COLLINS, D.M. Region 2, Office of Director. 87/06/18. TUCKER.H.B. Duke Power Co. 
2pp. 41482:180-41482:181. 


P. Operating license stage documents & correspondence 


8706090145 Forwards EGG-NTA-7558, “Conformance to Generic Ltr 83-28, Item 
2.2.2,Vendor Interface Programs (All Other Safety-Related Components), Catawba 1 & 
2,” final Informal rept. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/04. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 1p. 41230:354-41231:010. 

“8705260111 “Conformance to Generic Ltr 83-28, Item 2.2.2, ‘Vendor Interface Pro- 
grams (All Other Safety-Related Components).’ Catawba 1 & 2.” 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7558. 87/03/31. NRC - No Detailed Affiliation 
Given. 16pp. 41230:355-41231:010. 

8706260072 Forwards final EGG-NTA-7327, “Conformance to Generic Ltr 83-28,ltem 
2.2,1 - Equipment Classification for All Other Safety-Related Components, Catawba 
Units 1 & 2.” informal rept. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory, FIN D-6001, 87/05/06. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41480:310-41480:329. 
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*■8706260083 Final “Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classifi- 
cation for All Other Safety-Related Components.Catawba Units 1 & 2." informal rept. 
VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. EGG-NTA-7327. 87/05/31. NRC - No 
Detailed Affiliation Given, 19pp. 41480:311-41480:329. 

8706010265 Forwards SER based on review of “Rod Swap Methodology Rept for Start- 
up Physics Testing" & 870211 & 0311 supplemental info.Rod swap methodology ac- 
ceptable for rod worth measurement of reload cores for plants. 

HOOD.D. Project Directorate 1I-3. 87/05/22. TUCKER, H.B. Duke Power Co. Ip. 
41127:084-41127:090. 

-8706010275 Safety evaluation supporting util rept entitled. "Rod Swap Methodology 
Rept for Startup Physics Testing." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/22. 6pp. 
41127:085-41127:090. 

8706020029 Forwards request for addi info re 861117 request for changes to Tech 
Spec Tables 3.8-1 A & 3.8-1 B to add four containment penetration conductor overcur- 
rent protective devices. Response requested within 45 days. 

JABBOUR.K.N. Project Directorate 11-3. 87/05/22. TUCKER.H.B. Duke Power Co. 
3pp. 41143:221-41143:223. 

8706040108 Fonwards nonproprietary & proprietary responses to NRC questions re util 
851029 proposal to eliminate resistance temp detector bypass sys.Proprietary re- 
sponse withheld (ref 10CFR2.790). 

TUCKER.H.B. Duke Power Co. 87/05/26. Document Control Branch (Document Con- 
trol Desk). 76pp. 41177:001-41177:076. 

8706160007 Forwards draft comments on emergency operating procedure review on 
870518-22. 

DEFFERDING.L.J. Battelle Memorial Institute, Pacific Northwest Laboratories. 87/05/ 
27. WATSON, LJ. NRC - No Detailed Affiliation Given. 9pp. 41305:308-41305:316. 

8706050190 Notification of 8706"' 8 Te?:t'"‘.g w'uti! & B&W in Bethesda.MD to discuss 
schedule for review & approval of :a 'cpjs :c use of B&W fuel for reloads. 
JABBOUR.K. Project Directorate 11-3. 87/05/28. YOUNGBLOOD, B.J. Project Director- 
ate 11-3. 4pp. 41200:181-41200:184. 

8706050310 Forwards clarifying info for application of leak-before-break methodology to 
auxiliai7 lines.including application of bi-linear stress-strain curve in crack stability 
analysis. 

JABBOUR.K. Project Directorate 11-3. 87/05/28. TUCKER.H.B. Duke Power Co. 4pp. 
41200:088-41200:091. 


8706090080 Forwards Amends 28 & 19 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation. Amends modify Table 4.4-5 of Tech Spec 3/4.4.9 to provide revised 
reactor vessel surveillance capsule withdrawal schedule. 

JABBOUR.K.N. Project Directorate 11-3. 87/05/28. TUCKER.H.B. Duke Power Co. 
2pp. 41213:106-41213:117. 

—8706090090 Amends 28 & 19 to Licenses NPF-35 & NPF-52, respectively, modifying 
Table 4.4-5 of Tech Spec 3/4.4.9, “Pressure/Temp Limits,” to provide revised reactor 
vessel surveillance capsule withdrawal schedule. 

YOUNGBLOOD, 8.J. Project Directorate 11-3. 87/05/28. 7pp. 41213:108-41213:114. 

-8706090092 Safety evaluation supporting Amends 28 & 19 to Licenses NPF-35 & 
NPF-52, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/28. 3pp, 
41213:115-41213:117. 


8706100038 Application for amends to Licenses NPF-9,NPF-1 7, NPF-35 & NPF- 
52, adding action statement to Tech Specs to allow units to remain at power for up to 
72 h w/more than one full-length rod inoperable but trippable.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/06/03. Document Control Branch (Document Con- 
trol Desk). 5pp, 41233:289-41233:317. 

-8706100041 Proposed Tech Soocs sdling actio-' stato'-^ent to allow units to remain at 
power for up to 72 h w/mo'e i-an o-’w lu.l-lcr.rrn rcc noperable but trippable 
* Duke Power Co. 87/Oc '0.3 /.3p. 233:3 it. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04 Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706120183 Notification of 870629,30 & 0701 meetings w/util in Cornelius.NC to ob- 
se^e operation & capabilities of SPDS for McGuire & Catawba Nuclear Stations Units 
1 & 2. 

HOOD.D.S. Project Directorate 11-3. 87/06/04. YOUNGBLOOD.B.J. Project Directorate 
11-3. 4pp. 41280:202-41280:205. ^ 


8706170520 Application for amends to Licenses NPF-35 & NPF-52,extendinq several 
surveillance intervals out to Unit 2 first refueling.Fee paid. 

TUCKER H.B. Duke Power Co. 87/06/10. Document Control Branch (Document Con- 
trol Desk). 7pp. 41386:288-41386:300. oun 


-8706170528 Proposed Tech Specs, extending several surveillance intervals out to Unit 
2 first refueling. 

* Duke Power Co. 87/06/10. 6pp. 41386:295-41386:300. 

8706180240 Forwards SER re response to Generic Ltr 83-28, Item 2.1 (Part 2) concern- 
ing vendor interface programs for reactor trip sys components.Response 
BCC6pt3ul6.W/0 6ncl. 

2pp ^41 392^176-4^1^^1 77^^^^^ TUCKER.H.B. Duke Power Co. 


8706170191 Requests suspension of NRC review of util 840229,0529 0618 & 27 re- 
quests for exemption to requirements of lOCFRSO.App A GDC-4 'for oressurizer 
& RHR line breaks. Cost savings lost due to startup of units prior to 

(Document Con- 

8706170456 Forwards listing of pressure isolation valves.includ'nq .ocdodic 
tests, frequencies & acceptance criteria for Oconee, per Generic L:r 67-GC Drcscure iso- 
^ respective Tech Specs. 


8706180433 Forwards SER accepting Rev 13 to Unit 1 & Rev 4 to Unit 2 oumo a uaiun 
inservice testing program. ^ ^ ^ 

JABBOUR.K.N. Project Directorate 11-3. 87/06/11. TUCKER.H.B. Duke Powpr Pn 
2pp. 41392:257-41392:261. ® 

-8706180464 SER acc0,ctirg Rev 13 to Unit 1 & Rev 4 to Unit 2 pump & valve inserv 
ice testing, per Genor c Ltr 83-28. Item 2.1 (Part 2). huh p a vaive inserv- 

* NRC - No Detailed Affiliation Given. 87/06/11. 3pp. 41392:259-41392:261 

8706190356 Forwards info re Surveillance 4.7.1. 2.1 b.3 inadvertently omitted from i.w 
870610 proposed amend to Tech Specs. Surveillance verfies turbineXven SiS 
feedwater pump steam supply valves open upon receipt of test signal 
TUCKER.H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Ton 
trol Desk). 2pp. 41399:177-41399:178. I'-^ocument Lon- 

Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end ^ ° 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12 Atlantir rit,. 
Electric Co. 48pp. 41392:073-41392:120. 

8706170071 Application for amends to Licenses NPF.35 & NPF-52, revisinq Tech Sdp.’q 
to add operability & surveillance requirements for radioactive effluent monitorina in 
strumentation for turbine bldg sump.Fee paid. ^ 

Don- 

—8706170077 Proposed Tech Specs, adding operability & surveillance requirements for 
radioactive effluent monitoring instrumentation for turbine bldq sumo 

* Duke Power Co. 87/06/12. 5pp. 41371:200-41371:204. 

8706170378 Application for amends to Licenses NPF.35 & NPF-52, revisinq Tech Soar.; 
to delete upper head injection sys. Fee paid. ^ 

TUCKER.H.B. Duke Power Co. 87/06/12. Document Control Branch (Document Con 
trol Desk). 5pp. 41376:210-41377:023. t^ocument Lon- 

-8706170379 Proposed Tech Specs, deleting upper head injection svs 

* Duke Power Co. 87/06/12. 200pp. 41376:215-41377:023. 

8706180322 Notification of 870624 meeting w/util in Charlotte, NC to discuss oeneric ev. 
perience on preparation. implementation, review and insp of ASME Code.Section Xl re 
pump & valve inservice testing programs. 

JABBOUR.K.N. Project Directorate 11-3. 87/06/12. YOUNGBLOOD, B J Project Direc- 
torate 11-3. 5pp. 41 392:277-41 392:281 . rro|8Ct uirec- 

8706180490 Requests retraction of 860307 application for amend to Tech Specs re 
bases for ESF interlocks.Internal review & discussions w/NRC reveal that Tech Soec 
bases correct & FSAR incorrect.FSAR will be corrected in future ^ 

CO"- 

8706240144 Application for amends to Licenses NPF-35 & NPF-52 chanqinq Tech 
Specs to add surveillances for new primary resistance temp detectors & extanri 
quired surveillance intervals. 


( primary resistance temp detectors & extend re- 

=0"- 

-8706240153 Proposed Tech Specs.extending surveillance intervals for new crimaiv re- 
sistance temp detectors. ^ 

* Duke Power Co. 87/06/16. 3pp. 41455:248-41455:250. 

’^O'^ards request for addl info re util 870123 & 0409 submittals concernino 
ATWS mitigation sys actuation circuitry. Response requested within 30 davs of ltr 

‘■2- 87/06/17. TUCKER.H.B. Duke Power Co! 4pp 

41454:101-41454:104. 

Forwards responses to questions re ATWS mitigating sys actuation circuitry 
(AMSAC) design, per 870617 request. ' 

TUCKER.H.B. Duke Power Co. 87/06/18. Document Control Branch (Document Con- 
trol Desk). 4pp. 41434:044-41434:047. ^ 

8706230486 Generic Ltr 87-1 1 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300348 Application for amends to Licenses NPF-35 & NPF-52.adding requirements 
for undervoltage & shunt trip attachments to reactor & bypass trip breakers per Ge- 
neric Ltrs 83-28 & 85-09.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/06/19. Document Control Branch (Document Com 
trol Desk). 4pp. 41500:021-41500:032. ' 

-8706300372 Proposed Tech Specs adding requirements for undervoltage & shunt trip 
attachments to reactor & bypass trip breakers in order to resolve outstarrdim) 
Items, per Generic Ltrs 83-28 & 85-09. ^ 

* Duke Power Co. 87/06/1 9. 8pp. 41 500:025-41 500:032. 

8706260357 Summary of 870618 meeting w/util & B&W re schedule for review of topi- 
cal repts concerning use of B&W fuel for plant reloads. List of attendees, agenda & 
presentation matl end. ^ 

Directorate 11-3. 87/06/22. Project Directorate 11-3, 2l0p 

41 4o0:0o7-41 480: 1 07. 

8706300269 SuppI to 870612 application for amends to Licenses NPF-35 & NPF-52 in- 
coiporating end marked-up FSAR pages re deletion of upper head injection sys inad- 
vertently omitted from 870612 submittal. 

TUCKER H;B. Duke Power Co. 87/06/23. Document Control Branch (Document Con- 
trol Desk). 33pp. 41497:292-41497:325. 


. ...wr-w....,,. 1.0, 




^^S^vidation'^°^^^^® 50-413/87-11 & 50-414/87-11 on 870413-17 & notice 

2S^4l?79-26b?4T279l7°^^^ Director. 87/05/01. TUCKER.H.B. Duke Power Co 
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—8706120225 Notice of violation from insp on 870413-17. 

COLLINS.D.M. Region 2, Office of Director. 87/05/01. 2pp. 41279:262-41279:263. 

-8706120235 Insp Repts 50-413/87-11 & 50-414/87-11 on 870413-17. Violations 
notedrfailure to follow procedure for documentation of radiological surveys of radioac- 
tive mat! shipments. 

BASSETT, C.H.. HOSEY.C.M. Region 2, Office of Director. 87/04/29. 10pp. 
41279:264-41279:273. 

8706160064 Forwards Insp Repts 50-413/87-09 & 50-414/87-09 on 87041 3-1 7.No vio- 
lations or deviations noted. 

COLLINIS.D.M. Region 2, Office of Director. 87/05/08. TUCKER. H.B. Duke Power Co. 
2pp. 41305:317-41305:331. 

-8706160075 Insp Repts 50-413/87-09 & 50-414/87-09 on 87041 3-17.No violations or 
deviations noted.Major areas inspected: radwaste sys startup (Unit 2), liquid & gaseous 
radwaste sys, liquid & gaseous process & effluent radiation monitoring. 
STODDART.P.G., KAHLE.J.B. Region 2, Office of Director. 87/05/07. 13pp. 
41305:319-41305:331. 

8706120208 Ack receipt of 870501 response to 870402 notice of violation re Insp Repts 
50-413/87-03 & 50-41 4/87-03. Response meets requirements of 

10CFR2.201. Implementation of corrective actions shall be determined during future 
insps. 

COLLINS.D.M. Region 2. Office of Director. 87/05/19. TUCKER. H.B. Duke Power Co. 
1p. 41271:252-41271:252. 

8705200749 NRC Info Notice 87-023. "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41 143:075. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20,50-369/87-17.50-370/87-17. 50-413/87-19 & 50-414/87-19 on 870511- 
1 2. Violation noted under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 87/05/29. TUCKER, H.B. Duke Power Co. 
2pp. 41238:175-41238:178. 

-8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20, 50-287/87- 

20,50-369/87-17.50-370/87-17.50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21 j.Violation noted:failure to protect safeguards info. 

TILLMAN, A. Region 2. Office of Director. 87/05/29. Ip. 41238:178-41238:178. 

8706100344 Responds to violations noted in Insp Rept 50-413/87-11. Corrective 
actionsrradiation survey sheets revised to include labeled area for listing one 
meter, two meter & cab readings. 

TUCKER, H.B. Duke Power Co. 87/06/01. Document Control Branch (Document Con- 
trol Desk). 4pp. 41249:058-41249:061. 

8706100245 Forwards safety evaluation supporting util 860424 submittal re turbine sys 
maint program for early detection of cracking in low pressure turbine wheels.Low pres- 
sure turbine wheel insp interval of 6 yrs acceptable. 

JABBOUR.K.N. Project Directorate 11-3. 87/06/02. TUCKER.H.B. Duke Power Co. 
2pp. 41245:204-41245:222. 

-8706100247 Safety evaluation supporting util 860424 submittal re turbine sys maint 
prcwram for early detection of cracking in low pressure turbine wheels. 

• Office of Nudear Reactor Regulation, Director (Post 870411). 87/06/02. 17pp. 
41245:206-41245:222. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41 393:105. 

8706160431 Forwards Insp Repts 50-413/87-18 & 50-414/87-18 on 870518-22.No vio- 
lations or deviations identified. 

COLLINS,D.M. Region 2. Office of Director. 87/06/04. TUCKER.H.B. Duke Power Co. 
2pp. 41317:060-41317:068. 

-8706160436 Insp Repts 50-413/87-18 & 50-414/87-18 on 870518-22.No violations 
noted.Major areas inspected:review & evaluation of selected areas of licensee emer- 
gency preparedness program. 

KREH.J.L, DECKER.T.a Region 2, Office of Director. 87/06/03. 7pp. 41317:062- 
41317:068. 

8706170103 Forwards Insp Repts 50-413/87-16 & 50-414/87-16 on 870511- 15.No vio- 
lations or deviations noted. 

HERDT,A.R. Region 2. Office of Director. 87/06/05. TUCKER.H.B. Duke Power Co. 
2pp. 41369:312-41369:332. 

-8706170111 Insp Repts 50-413/87-16 & 50-414/87-16 on 87051 1-15.No violations or 
deviations noted.Major areas jnsp€cted:startup test results and core performance sur- 
veillance for Unit 2 & thermal power monitoring for both units. 

BURNETT.P.T., JAPE.F. Region 2, Office of Director. 87/06/03. 19pp. 41369:314- 
41369:332. 

8706160576 Responds to util 860818 Itr submitting Rev 2, updating 850108 & 0522 
submittals, to 10-yr inservice insp program plans. Requests addi info as identified in 
end within 60 days to complete review. 

JAB80UR,K.N. Project Directorate 11-3. 87/06/08. TUCKER.H.B. Duke Power Co. 
9pp. 41351:296-41351:304. 

8706250278 Forwards Insp Repts 50-413/87-14 & 50-414/87-14 on 870426-0525 & 
notice of violation. 

REYES, LA. Region 2, Office of Director. 87/06/09. TUCKER.H.B. Duke Power Co. 
2pp. 41474:073-41474:085. 

-8706250282 Notice of violation from insp on 870426-0525. 

REYES, LA, Region 2, Office of Director, 87/06/09. 1p. 41474:075-41474:075. 

-8706250289 Insp Repts 50-413/87-14 & 50-414/87-14 on 870426-0525. Violations 
noted:failure of written operations procedures to adequately require implementation of 
security plan under degraded standby shutdown facility conditions. 

VANDOORN.P.K., SKINNER.P.H., LESSER.M.S. Region 2, Office of Director. 87/06/ 
08. 1 0pp. 41474:076-41 474:085. 


8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York. Inc. 106pp. 41300:036-41300:143. 

8706250178 Ack receipt of 870601 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-413/87-11 & 50-414/87-1 1. Response meets requirements of 
10CFR2.201. 

STOHR,J.P. Region 2, Office of Director, 87/06/10. TUCKER.H.B. Duke Power Co. 
1p. 41474:104-41474:104. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-tnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230355 Responds to violations noted in Insp Repts 50-413/87-06, 50-414/87- 

06.50- 413/87-08 & 50-41 4/87-08. Corrective actions: extensive program of enhance- 
ments to design engineering station mod program implemented to correct deficien- 
cies. 

TUCKER.H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 6pp. 41432:250-41432:255. 

8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24.50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 
GRACE.J.N. Region 2. Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 41409:070-41409:072. 

“8706220005 Enforcement Conference Repts, including 50-269/87-24, 50-287/87- 

24.50- 369/87-20 & 50-414/87-22 on 870601 to review LER re inadequate destruction 
of safeguards matls compromising security.Details withheld (ref 10CFR2.790). 
TILLMAN.A. Region 2, Cffice of Director. 87/06/15. 1p. 41409:072-41409:072. 

8706170115 NRC Info Notice 87-028. “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121 pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co, of New York. Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706220013 Forwards monthly operating repts for May 1987.Rev 1 to unit shutdown & 
power reductions for Mar 1987 & Apr 1987 for Units 1 & 2, respectively .also end. 
TUCKER.H.B. Duke Power Co. 87/06/15. Document Control Branch (Document Con- 
trol Desk). Ip. 41409:053-41409:068. 

“8706220015 Monthly operating repts for May 1987. 

REAVIS, J.A. Duke Power Co. 87/05/31. 12pp. 41409:055-41409:066. 

“8706220019 Rev 1 to monthly operating rept for Mar 1987, consisting of unit shut- 
downs & power reductions Info. 

REAVIS.G. Duke Power Co. 87/03/31. Ip. 41409:067-41409:067. 

“8706220020 Rev 1 to monthly operating rept for Apr 1987, consisting of unit shutdowns 
& power reductions info. 

REAVIS.G. Duke Power Co. 87/04/30. Ip. 41409:068-41409:068. 


S. Reportable occurrences, LERs & related correspondence 

8706010334 LER 87-01 8-00:on 870423.one of four containment pressure gauges not in- 
dicating properly due to inoperable containment pressure channel.Caused when per- 
sonnel inappropriately closed isolation valve.Valve reopened.W/870522 Itr. 

TORRE, J.G., TUCKER.H.B. Duke Power Co. 87/05/22. 4pp. 41118:163-41118:166. 

8706120282 PNO-ll-87-033:on 870522, plant taken out of svc to repair two leaks in re- 
sistance temp detector loop on RCS cold leg. Shutdown of greater than 48 h estimat- 
ed for cleanup of boric acid & repair.Unit will remain in hot standby. 

BRYANT.J.. BROWNLEE.V.L. Region 2, Office of Director. 87/05/22. Ip. 41279:211- 
41279:211. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706050329 LER 87-01 9-00:on 870501, two work requests were discovered failing to 
specify retest requirements.Caused by personnel failure to specify retest requirements 
on implementation plan.Incident reviewed w/appropriate personnel.W/870529 itr. 
TORRE, J.G. Duke Power Co. 87/05/29. 4pp. 41192:093-41192:096. 

8706230390 Forwards LER 87-01 1 -03 re shutdown due to diesel genterator inoperability 
because of mfg deficiency. LER 87-01 1-01,dtd 870506 should have been Rev 2 & did 
not include changes from 87041 3 submittal. 

TUCKER,H.B. Duke Power Co. 87/06/10. Document Control Branch (Document Con- 
trol Desk), Ip. 41421:144-41421:147. 

“8706230025 LER 87-01 1-03;on 870305, diesel generator IB declared inoperable for 72 
h due to control air sys leaks from three failed bearing temp sensoring 
devIces.Caused by defective sensors.Sensors replaced. 

TORRE, J.G. Duke Power Co. 87/06/10. 4pp. 41421:145-41421:147. 
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8706220473 LER 87-020-00;on 870514,determined that weekly fire door insp not per- 
formed on 870508.Caused by personnel error.lnsp performed upon discovery.Memo 
issued to remind personnel of insp.W/870612 Itr. 

TORRE.J., TUCKER, H.B. Duke Power Co. 87/06/12. 4pp. 41411:316-41411:319. 


V. Operator Examinations 

8706250338 Informs of operator & senior operator written & oral exams scheduled for 
wk of 87091 4.per telcon w/W Barron & R Baldwin.EncI 1 lists ref matl requested by 
870630 & End 2 describes requirements of administration for subj exams. 

JULIAN.C.A. Region 2. Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co, 
7pp. 41482:162-41482:168. 


DOCKET 60-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8706040012 Rev 9 to “Catawba Nuclear Station Emergency Plan." W/870522 Itr & 
eme.'oency planning info booklet. 

H.AMPTON.j.Vv'.. TUCKER.H.B. Duke Power Co. 87/05/01. 76pp. 41170:091- 
41170:166. 


8706260072 Forwards final EGG'NTA-7327, “Conformance to Generic Ltr 83-28, Item 
2.2.1 - Equipment Classification for All Other Safety-Related Components, Catawba 
Units 1 & 2,” informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Er’gineerinq Laboratory. FIN D-6001. 87/05/06. CARRINGTON, M. Office of Nu- 
clear Reactor FJ.cgi.la'.io-., Director (Post 870411). Ip. 41480:310-41480:329. 

-8706260083 Final “Conformance to Generic Ltr 83-28,ltem 2.2.1 - Equipment Classifi- 
cation for All Other Safety- Related Components, Catawba Units 1 & 2," informal rept. 
VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDERSEEK.R. Idaho 
Nat'cna' Enoireerinq Laboratory. FIN D-6001. EGG-NTA-732V S'// 05/3' NFC - No 
Dorailco AMiV.aiior! Ciiven. 19pp. 41480:311-41480:329. 

8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OL.per IE Manual Chapter 94300, 

GRABER.L. LN Technologies Corp. (formerly NUS Corp.). 87/05/08. Division of Rules 
& Records (Pre 870413). Ip. 41210:030-41210:030. 

8706010265 Forwards SER based on review of “Rod Swap Methodology Rept for Start- 
up Physics Testing” & 870211 & 0311 supplemental info.Rod swap methodology ac- 
ceptable for rod worth measurement of reload cores for plants. 

HOOD.D. Project Directorate 11-3. 87/05/22. TUCKER.H.B. Duke Power Co. 1p. 
41127:084-41127:090. 


8706010140 Forwards public version of revs to emergency plan implementing 
procedures.including Change 7 to 8 of RP/O/A/5000/01, ‘ Classification of Emergen- 
cy." W/870527 release memo. 

TUCKER.H.B, Duke Power Co. 87/05/13. Document Control Branch (Document Con- 
trol Desk). 4pp. 41126:034-41126:202. 

-8706010162 Public version of revs to emergency plan implementing 
nroced;jrcs mc'udng Cha'-gs 7 tc 3 of RP'O/A/5000/01, “Classification of Emergen- 
F-svii S-, i 7 :o S'. 'ifion C.'ocuvos 3 7 5 & 3.8.4, respectively.also end. 

SMPSCN.D. 2C_CH,M., COOPER,S. Duke Power Co. 87/05/13. 165pp. 41126:038- 
41126:202. 

8706150050 Confirms 870519 telcon concerning 870601 enforcement conference re 
protectic”' a<"for:'v;a':^r> in^c 

GRACE -.N 2. C:(:r,c of Director. 87/05/26. TUCKER.H.B. Duke Power Co. 

1p.4'2L:-26:;-':'-29::265. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20.50-369/87-17,50-370/87-17. 50-413/87-19 & 50-414/87-19 on 870511- 
12.Violation noted under consideration for escalated enforcement action. 

GRACF...I.M. oeoion Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co. 
2pp. 4 1238 1 12:v:i ‘.Ti. 

-8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20, 50-287/87- 

20.50- 369/87-17,50-370/87-17.50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21). Violation noted:failure to protect safeguards info. 

TILLMAN.A. Region 2, Office of Director. 87/05/29. Ip. 41238:178-41238:178. 

8706160431 Forwards Insp Repts 50-413/87-18 & 50-414/87-18 on 870518-22.No vio- 
lations or deviations identified. 

COLLINS, D M. Poq’Dr, 2. Office of Director. 87/06/04. TUCKER.H.B. Duke Power Co. 
2pp. 4::r7.0v-3 

-8706160436 Insp Repts 50-413/87-18 & 50-414/87-18 on 87051 8-22.No violations 
noted.Major areas inspected:review & evaluation of selected areas of licensee emer- 
gency preparedness program. 

KREH.J.L. Region 2, Office of Director. 87/06/03. 7pp. 41317:062-41317:068. 

8706250278 Forwards Insp Repts 50-413/87-14 & 50-414/87-14 on 870426-0525 & 
notice of violation. 

REYFS.L.A Ror/on 2. Office of Director. 87/06/09, TUCKER.H.B. Duke Power Co. 

2pp. 

-8706250282 Notice of violation from insp on 870426-0525. 

REYES.L.A. Region 2. Office of Director. 87/06/09. Ip. 41474:075-41474:075. 

”8706250289 Insp Repts 50-413/87-14 & 50-414/87-14 on 870426-0525. Violations 
noted:failure of written operations procedures to adequately require implementation of 
pociritv o'an unde'' decracieri starribv shutdown facility conditions. 

V-.N'0OO-1M.-’.K.. 'EvtSLES.T .Reo'cr. 2, Office of Director. 87/06/08. 10pp. 
-:1474;C 

8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24.50-369/87-20.50-370/87-20. 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 

GRACE..' N 'Region 2. Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 

“8706220005 Enforcement Conference Repts.induding 50-269/87-24, 50-287/87- 

24.50- 369/87-20 & 50-414/87-22 on 87C6C1 to review LER re inadequate destruction 
of safeguards matls compromising security.Details withheld (ref 10CFR2.790). 
TILLMAN.A. Region 2, Office of Director. 87/06/15. 1p. 41409:072-41409:072. 

8706260059 Forwards 10 & 50-mile EPZ maps for Catawba nuclear plant & population 
density maps for Catawba & McGuire facilities. Maps will be useful during exercise or 
actual emergencies at plants & should be placed at listed ctrs.W/o ends. 
COLLINS.D.M. Region 2, Office of Director. 87/06/18. TUCKER.H.B. Duke Power Co. 
2pp. 41482:1 80-4 1-"r82:1 31. 


P. Operating license stage documents & correspondence 

8706090145 Forwards EGG-NTA-7558, “Conformance to Generic Ltr 83-28, Item 
2.2.2, Vendor Interface Programs (All Other Safety-Related Components), Catawba 1 & 
2," final informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W, Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/04. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41230:354-41231:010. 

-8705260111 “Conformance to Generic Ltr 83-28, Item 2.2.2, ‘Vendor Interface Pro- 
grams (All Other Safety-Related Components).’ Catawba 1 & 2." 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, .nc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7558. 87/03/31. NRC - No Detailed Affiliation 
Given. 16pp. 41230:355-41231:010. 


-8706010275 Safety evaluation supporting util rept entitled, “Rod Swap Methodology 
Rept for Startup Physics Testing." 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/22. 6pp. 
41127:085-41127:090. 

8706020029 Forwards request for addi info re 861117 request for changes to Tech 
Spec Tables 3.8-1 A & 3.8-1 B to add four containment penetration conductor overcur- 
rent protective devices. Response requested within 45 days. 

JABBOUR.K.N. Project Directorate 11-3. 87/05/22. TUCKER,H.B. Duke Power Co. 
3pp. 41143:221-41143:223. 

8706040108 Forwards nonproprietary & proprietary responses to NRC questions re util 
851029 proposal to eliminate resistance temp detector bypass sys.Proprietary re- 
sponse withheld (ref 10CFR2.790). 

TUCKER.H.B. Duke Power Co. 87/05/26. Document Control Branch (Document Con- 
trol Desk). 76pp. 41177:001-41177:076. 

8706040166 Forwards Amend 18 to License NPF-52 & safety evaluation, changing Li- 
cense Condition 2.C.(11) & Attachment 1 to be identical w/NPF-35 except for insp of 
Diesel Generator 2B Main Bearing 7.Amend effective on date of issuance. 
JABBOUR.K. Project Directorate 11-3. 87/05/26. TUCKER.H.B. Duke Power Co. 2pp. 
41180:186-41180:200. 

-8706040193 Amend 18 to License NPF-52,changing License Condition 2.C,{11) & At- 
tachment 1 to NPF-52 to be identical w/NPF-35 except for insp of Diqsel Generator 
2B Main Bearing 7. 

YOUNGBLOOD, B.J. Project Directorate 1I-3. 87/05/26. 5pp. 41180:188-41180:192. 

“8706040196 Safety evaluation supporting Amend 18 to License NPF-52. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 85/05/26. 8pp. 
41180:193-41180:200. 


8706160007 Forwards draft comments on emergency operating procedure review on 
870518-22. 

DEFFERDING.LJ. Battelle Memorial Institute, Pacific Northwest Laboratories. 87/05/ 
27. WATSON, LJ. NRC - No Detailed Affiliation Given. 9pp. 41305:308-41305:316. 

8706050190 Notification of 870618 meeting w/util & B&W in Bethesda.MD to discuss 
schedule for review & approval of topical repts re use of B&W fuel for reloads. 
JABBOUR.K. Project Directorate l'-3. 87/05/28. YOUNGBLOOD, B.J. Project Director- 
ate 11-3. 4pp. 4 : 2(:-0: ' 3 ! -4 1 200: 184. 

8706050310 Forwards clarifying info for application of leak-before-break methodology to 
auxiliary lines, including application of bi-linear stress-strain curve in crack stability 
analysis. 

JABBOUR.K. Project Directorate 11-3. 87/05/28. TUCKER.H.B. Duke Power Co. 4pp, 
41200:088-41200:091. 

8706090080 Forwards Amends 28 & 19 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends modify Table 4.4-5 of Tech Spec 3/4.4.9 to provide revised 
reactor vessel surveillance capsule withdrawal schedule. 

JABBOUR.K.N. Project Directorate 11-3. 87/05/28. TUCKER.H.B. Duke Power Co. 
2pp. 41213:106-41213:117. 

-8706090090 Amends 28 & 19 to Licenses NPF-35 & NPF-52, respectively, modifying 
Table 4.4-5 of Tech Spec 3/4.4.9, “Pressure/Temp Limits,” to provide revised reactor 
vessel surveillance capsule withdrawal schedule. 

YOUNGBLOOD.B.J. Project Directorate 1I-3. 87/05/28. 7pp. 41213:108-41213:114. 

-8706090092 Safety evaluation supporting Amends 28 & 19 to Licenses NPF-35 & 
NPF-52, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/28. 3pp, 
41213:115-41213:117. 

8706100038 Application for amends to Licenses NPF-9,NPF-1 7, NPF-35 & NPF- 
52, adding action statement to Tech Specs to allow units to remain at power for up to 
72 h w/more than one full-length rod inoperable but trippable.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/06/03. Document Control Branch (Document Con- 
trol Desk). 5pp. 41233:289-41233:317. 

-8706100041 Proposed Tech Specs adding action statement to allow units to remain at 
power for up to 72 h w/more than one full-length rod inoperable but trippable, 

* Duke Power Co. 87/06/03. 7pp. 41233:294-41233:317. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 
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8706100136 Partial response to FOIA request for region input to NRR re status of plant 
readiness for OL.Forwards App D documents. App C & D documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 3pp. 41245:237-41245:354. 

-8706100182 Fonwards list of remaining open items requiring resolution prior to en- 
dorsement of findings of readiness for operation. 

WALKER, R.D. Region 2. Office of Director. 86/01/15. NOVAK, T.M. Division of Pres- 
surized Water Reactor Licensing - A (851125-870411). 9pp. 41245:340-41245:348. 

8706120183 Notification of 870629,30 & 0701 meetings w/util in Cornelius, NO to ob- 
serve operation & capabilities of SPDS for McGuire & Catawba Nuclear Stations Units 
1 & 2 . 

HOOD.D.S. Project Directorate 11-3. 87/06/04. YOUNGBLOOD.B.J. Project Directorate 
11-3. 4pp. 41280:202-41280:205. 

8706170520 Application for amends to Licenses NPF-35 & NPF-52,extending several 
surveillance intervals out to Unit 2 first refueling.Fee paid. 

TUCKER, H.B. Duke Power Co. 87/06/10. Document Control Branch (Document Con- 
trol Desk). 7pp. 41386:288-41386:300. 

-8706170528 Proposed Tech Specs,extending several surveillance intervals out to Unit 
2 first refueling. 

* Duke Power Co. 87/06/10. 6pp. 41386:295-41386:300. 

8706180240 Forwards SER re response to Generic Ltr 83-28, Item 2.1 (Part 2) concern- 
ing vendor interface programs for reactor trip sys components.Response 
acceptable. W/o end. 

JABBOUR,K.N. Project Directorate II-2. 87/06/10. TUCKER,H.B. Duke Power Co. 
2pp. 41392:176-41392:177. 

8706170191 Requests suspension of NRC review of util 840229,0529.0618 & 27 re- 
quests for exemption to requirements of 10CFR50,App A GDC-4 for pressurizer 
surge,accumulator & RHR line breaks. Cost savings lost due to startup of units prior to 
approval. 

TJCKER.H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 2pp. 41371:167-41371:168. 

8706170456 Forwards listing of pressure isolation valves, including periodic 
tests, frequencies & acceptance criteria for Oconee.per Generic Ltr 87-06.Pressure iso- 
lation valves for Catawba & McGuire listed in respective Tech Specs. 

TUCKER.H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 4pp. 41385:062-41385:065. 

8706180433 Forwards SER accepting Rev 13 to Unit 1 & Rev 4 to Unit 2 pump & valve 
inservice testing program. 

JABBOUR,K.N. Project Directorate 11-3. 87/06/11. TUCKER.H.B. Duke Power Co. 
2pp. 41392:257-41392:261. 

-8706180464 SER accepting Rev 13 to Unit 1 & Rev 4 to Unit 2 pump & valve inserv- 
ice testing.per Generic Ltr 83-28, Item 2.1 (Part 2). 

* NRC - No Detailed Affiliation Given. 87/06/11. 3pp. 41392:259-41392:261. 

8706190356 Forwards info re Surveillance 4.7.1. 2.1 b.3 inadvertently omitted from util 
870610 proposed amend to Tech Specs. Surveillance verfies turbine-driven auxiliary 
feedwater pump steam supply valves open upon receipt of test signal. 

TUCKER.H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 2pp. 41399:177-41399:178. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411), 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170071 Application for amends to Licenses NPF-35 & NPF-52,revising Tech Specs 
to add operability & surveillance requirements for radioactive effluent monitoring in- 
strumentation for turbine bldg sump. Fee paid. 

TUCKER.H.B. Duke Power Co. 87/06/12. Document Control Branch (Document Con- 
trol Desk). 5pp. 41371:195-41371:204. 

-8706170077 Proposed Tech Specs.adding operability & surveillance requirements for 
radioactive effluent monitoring instrumentation for turbine bldg sump. 

* Duke Power Co. 87/06/12. 5pp. 41371:200-41371:204. 

8706170378 Application for amends to Licenses NPF-35 & NPF-52, revising Tech Specs 
to delete upper head injection sys.Fee paid. 

TUCKER.H.B. Duke Power Co. 87/06/12. Document Control Branch (Document Con- 
trol Desk). 5pp. 41376:210-41377:023. 

-8706170379 Proposed Tech Specs, deleting upper head injection sys. 

* Duke Power Co. 87/06/12. 200pp. 41376:215-41377:023. 

8706180322 Notification of 870624 meeting w/util in Charlotte, NC to discuss generic ex- 
perience on preparation.implementation, review and insp of ASME Code.Section XI re 
pump & valve inservice testing programs. 

JABBOUR,K.N. Project Directorate 11-3. 87/06/12. YOUNGBLOOD.B.J, Project Direc- 
torate 11-3. 5pp. 41392:277-41392:281. 

8706180490 Requests retraction of 860307 application for amend to Tech Specs re 
bases for ESF interlocks.lnternal review & discussions w/NRC reveal that Tech Spec 
bases correct & FSAR incorrecLFSAR will be corrected in future, 

TUCKER.H.B. Duke Power Co. 87/06/12. Document Control Branch (Document Con- 
trol Desk). 2pp. 41390:175-41390:176- 

8706240144 Application for amends to Licenses NPF-35 & NPF-52, changing Tech 
Specs to add surveillances for new primary resistance temp detectors & extend re- 
quired surveillance intervals. 

TUCKER.H.B. Duke Power Co. 87/06/16. Document Control Branch (Document Con- 
trol Desk). 2pp. 41455:246-41455:250. 

”8706240153 Proposed Tech Specs, extending surveillance intervals for new primary re- 
sistance temp detectors. 

* Duke Power Co. 87/06/16. 3pp. 41455:248-41455:250. 

8706240232 Forwards request for addi info re util 870123 & 0409 submittals concerning 
ATWS mitigation sys actuation circuitry.Response requested within 30 days of ltr. 
HOOD.D.S. Project Directorate I-2. 87/06/17. TUCKER.H.B. Duke Power Co. 4pp. 
41454:101-41454:104. 


8706230445 Forwards responses to questions re ATWS mitigating sys actuation circuitry 
(AMSAC) design.per 870617 request. 

TUCKER.H.B. Duke Power Co. 87/06/18. Document Control Branch (Document Con- 
trol Desk). 4pp. 41434:044-41434:047. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300307 Application for amend to License NPF-52,changing License Condition 8(a) 
to allow one addI fuel cycle for resolution of cold leg accumulator instrumentation 
issue. 

TUCKER.H.B. Duke Power Co. 87/06/19. Document Control Branch (Document Con- 
trol Desk). 5pp. 41498:115-41498:119. 

8706300348 Application for amends to Licenses NPF-35 & NPF-52,adding requirements 
for undervoltage & shunt trip attachments to reactor & bypass trip breakers, per Ge- 
neric Ltrs 83-28 & 85-09, Fee paid. 

TUCKER.H.B. Duke Power Co. 87/06/19. Document Control Branch (Document Con- 
trol Desk). 4pp. 41500:021-41500:032. 

“8706300372 Proposed Tech Specs adding requirements for undervoltage & shunt trip 
attachments to reactor & bypass trip breakers in order to resolve outstanding 
items.per Generic Ltrs 83-28 & 85-09. 

* Duke Power Co. 87/06/19. 8pp. 41500:025-41500:032. 

8706260357 Summary of 870618 meeting w/util & B&W re schedule for review of topi- 
cal repts concerning use of B&W fuel for plant reloads.List of attendees.agenda & 
presentation matl end. 

JABBOUR.K.N. Project Directorate I1-3. 87/06/22. Project Directorate II-3. 21pp. 
41480:087-41480:107. 

8706300269 SuppI to 870612 application for amends to Licenses NPF-35 & NPF-52,in- 
corporating end marked-up FSAR pages re deletion of upper head injection sys inad- 
vertently omitted from 870612 submittal. 

TUCKER.H.B. Duke Power Co. 87/06/23. Document Control Branch (Document Con- 
trol Desk). 33pp. 41497:292-41497:325. 


Q. Inspection reports, IE Bulletins & correspondence 


8706120214 Forwards Insp Repts 50-413/87-11 & 50-414/87-11 on 870413-17 & notice 
of violation. 

COLLINS.D.M. Region 2, Office of Director. 87/05/01. TUCKER.H.B. Duke Power Co. 
2pp. 41279:260-41279:273. 

”8706120225 Notice of violation from insp on 870413-17. 

COLLINS.D.M. Region 2, Office of Director. 87/05/01. 2pp, 41279:262-41279:263. 

-8706120235 Insp Repts 50-413/87-11 & 50-414/87-11 on 870413-17. Violations 
noted:failure to follow procedure for documentation of radiological surveys of radioac- 
tive matl shipments. 

BASSETT, C.H.. HOSEY.C.M. Region 2. Office of Director. 87/04/29, 10pp. 
41279:264-41279:273. 

8706160064 Forwards Insp Repts 50-413/87-09 & 50-414/87-09 on 870413-17.No vio- 
lations or deviations noted. 

COLLINS.D.M. Region 2, Office of Director. 87/05/08. TUCKER.H.B. Duke Power Co. 
2pp. 41305:317-41305:331. 

-8706160075 Insp Repts 50-413/87-09 & 50-414/87-09 on 87041 3-17.No violations or 
deviations noted.Major areas inspected: radwaste sys startup (Unit 2), liquid & gaseous 
radwaste sys, liquid & gaseous process & effluent radiation monitoring. 
STODDART.P.G.. KAHLE.J.B. Region 2. Office of Director. 87/05/07. 13pp. 
41305:319-41305:331. 

8706120208 Ack receipt of 870501 response to 870402 notice of violation re Insp Repts 
50-413/87-03 & 50-41 4/87-03.Response meets requirements of 

10CFR2.201 .Implementation of corrective actions shall be determined during future 
insps, 

COLLINS.D.M. Region 2. Office of Director. 87/05/19. TUCKER.H.B. Duke Power Co. 
Ip. 41271:252-41271:252. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/05/27. 
Consolidated Edison Co. of New York. Inc. 108pp. 41142:332-41143:075. 

8706100026 Forwards partially withheld Insp Repts 50-269/87-20, 50-270/87-20,50- 
287/87-20,50-369/87-17,50-370/87-17, 50-413/87-19 & 50-414/87-19 on 870511- 
12.Violation noted under consideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 87/05/29. TUCKER.H.B. Duke Power Co. 
2pp. 41238:175-41238:178. 

-8706100039 Partially withheld Insp Repts 50-269/87-20,50-270/87-20, 50-287/87- 
20,50-369/87-17.50-370/87-17,50-413/87-19 & 50-414/87-19 on 870511-12 (ref 
10CFR2.790 & 73.21), Violation noted:failure to protect safeguards info. 

TILLMAN.A. Region 2, Office of Director. 87/05/29. Ip. 41238:178-41238:178. 

8706100245 Forwards safety evaluation supporting util 860424 submittal re turbine sys 
maint program for early detection of cracking In low pressure turbine wheels. Low pres- 
sure turbine wheel insp interval of 6 yrs acceptable, 

JABBOUR.K.N. Project Directorate 11-3. 87/06/02. TUCKER.H.B. Duke Power Co. 
2pp. 41245:204-41245:222. 

-8706100247 Safety evaluation supporting util 860424 submittal re turbine sys maint 
program for early detection of cracking in low pressure turbine wheels. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/02. 17pp. 
41245:206-41245:222. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc- 105pp. 41393:001-41393:105. 
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8706100136 Partial response to FOIA request for region input to NRR re status of plant 
readiness for OLForwards App D documents. App C & D documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records {Post 870413). 87/06/04. GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 3pp. 41245:237-41245:354. 

-8706100192 Advises that const & preoperational testing of plant completed.lnsp pro- 
gram & other related activities implemented. 

GRACE.J.N. Region 2, Office of Director. 86/02/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (851125-87041 1). 5pp. 41245:349-41245:353. 

-8706100200 Recommends issuance of low power license for plantConst & preopera- 
tional testing of plant completed per FSAR, other docketed commitments & regulatory 
requirements. 

GRACE.J.N. Region 2. Office of Director. 86/02/20. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (851125-870411). Ip. 41245:354-41245:354. 

8706160431 Forwards Insp Repts 50-413/87-18 & 50-414/87-18 on 870518-22.No vio- 
lations or deviations identified. 

COLUNS,D.M. Region 2, Office of Director. 87/06/04. TUCKER, H.B. Duke Power Co. 
2pp. 41317:060-41317:068. 

-8706160436 Insp Repts 50-413/87-18 & 50-414/87-18 on 870518-22.No violations 
noted.Major areas inspected:review & evaluation of selected areas of licensee emer- 
gency preparedness program. 

KREH.J.L, DECKER.T.R. Region 2. Office of Director. 87/06/03. 7pp. 41317:062- 
41317:068. 

8706170103 Forwards insp Repts 50-413/87-16 & 50-414/87-16 on 870511- 15.No vio- 
lations or deviations noted. 

HERDT,A.R. Region 2, Office of Director. 87/06/05. TUCKER.H.B. Duke Power Co. 
2pp. 41369:312-41369:332. 

-8706170111 Insp Repts 50-413/87-16 & 50-414/87-16 on 87051 1-15.No violations or 
deviations noted.Major areas inspected:startup test results and core performance sur- 
veillance for Unit 2 & thermal power monitoring for both units. 

BURNETT,P.T., JAPE.F. Region 2, Office of Director. 87/06/03. 19pp. 41369:314- 
41369:332. 

8706160576 Responds to util 860818 Itr submitting Rev 2,updating 850108 & 0522 
submittals, to 10-yr inservice insp program plans. Requests addl info as identified in 
end within 60 days to complete review. 

JABBOUR.K.N. Project Directorate 11-3. 87/06/08. TUCKER,H.B. Duke Power Co. 
9pp. 41351:296-41351:304. 

8706250278 Forwards Insp Repts 50-413/87-14 & 50-414/87-14 on 870426-0525 & 
notice of violation. 

REYES,L.A. Region 2, Office of Director. 87/06/09. TUCKER,H.B. Duke Power Co. 
2pp. 41474:073-41474:085. 

-8706250282 Notice of violation from insp on 870426-0525. 

REYES, LA. Region 2. Office of Director. 87/06/09. Ip. 41474:075-41474:075. 

-8706250289 Insp Repts 50-413/87-14 & 50-414/87-14 on 870426-0525. Violations 
noted:failure of written operations procedures to adequately require implementation of 
security plan under degraded standby shutdown facility conditions. 

VANDOORN,P.K., SKINNER,P.H., LESSER.M.S. Region 2, Office of Director. 87/06/ 
08. 10pp. 41474:076-41474:085. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706250178 Ack receipt of 870601 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-413/87-11 & 50-414/87-11. Response meets requirements of 
10CFR2.201. 

STOHR.J.P. Region 2, Office of Director. 87/06/10. TUCKER.H.B. Duke Power Co. 
Ip. 41474:104-41474:104. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230355 Responds to violations noted in Insp Repts 50-413/87-06, 50-414/87- 
06,50-413/87-08 & 50-41 4/87-08.Corrective actions: extensive program of enhance- 
ments to design engineering station mod program implemented to correct deficien- 
cies. 

TUCKER.H.B. Duke Power Co. 87/06/11. Document Control Branch (Document Con- 
trol Desk). 6pp. 41432:250-41432:255. 


R. Periodic operating reports & related correspondence 


8706220013 Forwards monthly operating repts for May 1987.Rev 1 to unit shutdown & 
power reductions for Mar 1 987 & Apr 1 987 for Units 1 & 2,respectively,also end 
TUCKER.H.B. Duke Power Co. 87/06/15. Document Control Branch (Document Cnn- 
trol Desk). 1 p. 41 409:053-41409:068. 

-8706220015 Monthly operating repts for May 1987. 

REAVIS, J.A. Duke Power Co. 87/05/31. 12pp. 41409:055-41409:066. 

-8706220020 Rev 1 to monthly operating rept for Apr 1 987.consisting of unit shutdowns 
& power reductions info. 

REAVIS, G. Duke Power Co. 87/04/30. Ip. 41409:068-41409:068. 


S. Reportable occurrences, LERs & related correspondence 


8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfq by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given 
41510:359-41510:360. cpp. 

8706150187 LER 87-01 8-00:on 870505,defective solid state protection sys relay 
identified.On 870506.reactor & reactor coolant pump motors tripped.Problems associ- 
ated w/valve & YV/RN control logic being investigated. W/870605 Itr. 

TORRE, J.G., TUCKER.H.B. Duke Power Co. 87/06/05. 7pp. 41290:174-41290:180. 

8706170370 LER 87-01 9-00:on 870508, steam generator 2C feedwater control valve 
closed & level began to decrease.Caused by malfunction of process control sys print- 
ed circuit card.Card replaced & valve returned to svc.W/87Q605 Itr. 

TORRE, J.G., TUCKER.H.B. Duke Power Co. 87/06/05. 7pp. 41370:127-41370:133. 

8706170372 LER 86-025-03:on 860603 & 870108,discovered that steam generator D 
main feedwater containment isolation bypass control valve & blowdown sys contain- 
ment isolation valve, respectively not retested after maint.W/ 870610 Itr. 

TORRE, J.G., TUCKER.H.B. Duke Power Co. 87/06/10. 5pp. 41369:065-41369:069. 

8706260322 Advises that LER 414/87-17 re containment air releases which terminated 
due to installation & design deficiencies will not be used in accordance w/NUREG- 
1022.Evaluation of event determined that event not reportable as LER. 

TUCKER.H.B. Duke Power Co. 87/06/22. Document Control Branch (Document Con- 
trol Desk). Ip. 41482:148-41482:148. 


V. Operator Examinations 


8706250338 Informs of operator & senior operator written & oral exams scheduled for 
wk of 87091 4.per telcon w/W Barron & R Baldwin.EncI 1 lists ref matl requested by 
870630 & End 2 describes requirements of administration for sub] exams. 
JULIAN,C.A. Region 2, Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
7pp. 41482:162-41482:168. 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8706020183 Forwards RW Krimm 870414 Itr transmitting State of LA Dept of Environ 
Quality Itr confirming correction of emergency hotline deficiency identified during 
851203 exercise.FEMA concludes that June 1983 approval remains current.W/o end, 
COLLINS, D.M. Region 2. Office of Director. 87/05/19. KINGSLEY, O.D. System 
Energy Resources. Inc. 2pp. 41137:232-41137:233. 

8706300998 Confirms completion of corrective action for deficiency identified during 
emergency preparedness remedial drills conducted by State of LA, per RD Walker 
870102 Itr.Ringback capability installed on state telephone. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/05/26. REYES, L.A. Region 2. 
Office of Director. 3pp. 41512:195-41512:197. 

8706260331 Forwards “Grand Gulf Nuclear Station Site-Specific Offsite Radioloigical 
Emergency Preparedness Prompt Alert & Notification Sys Evaluation." Alert sys satis- 
fies requirements of Rev 1 to NUREG-0654. 

MCLOUGHLIN.D, Federal Emergency Management Agency. 87/06/09. STELLO.V. 
Office of the Executive Director for Operations. 1p. 41484:060-41484:345. 

--8706260335 “Grand Gulf Nuclear Station Site-Specific Offsite Radiological Emergency 
Preparedness Prompt Alert & Notification Sys Evaluation." 

* Federal Emergency Management Agency. 87/06/09. 175pp. 41484:061-41484:345. 


8706220002 Forwards Enforcement Conference Repts 50-269/87-24, 50-270/87-24,50- 
287/87-24,50-369/87-20,50-370/87-20, 50-413/87-22 & 50-414/87-22 on 870601 & 
notice of violation. Notice & rept details withheld (ref 10CFR2.790 & 73.21). 
GRACE.J.N. Region 2, Office of Director. 87/06/15. TUCKER.H.B. Duke Power Co. 
2pp. 41409:070-41409:072. 


8706220264 Rev 2 to Emergency Plan Procedure 10-S-01-28, “Control of Designated 
Emergency Vehicles Safety-Related” & Rev 1 to 10-S-01-29, “Operations Support Ctr 
(OSC) Operations Safety- Related." W/870615 Itr. 

BROWN.C.K.. WRIGHT.M., KINGSLEY, O.D. System Energy Resources. Inc. 87/06/ 
15. 25pp. 41412:138-41412:162. 


-8706220005 Enforcement Conference Repts, including 50-269/87-24, 50-287/87- 
24,50-369/87-20 & 50-414/87-22 on 870601 to review LER re inadequate destruction 
of safeguards matls compromising security.Details withheld (ref 10CFR2.790), 
TILLMAN, A. Region 2, Office of Director. 87/06/15. Ip. 41409:072-41409:072. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs," Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 87/06/22. 
Consolidated Edison Co. of New York, Inc, 121pp. 41437:099-41437:222. 


8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 


CUNNINGHAM,R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
07 ?5l 582^^79 ^^^solidated Edison Co. of New York, Inc. 109pp. 


8706300884 Forwards Safeguards Insp Rept 50-416/87-15 on 870608-1 2.No violations 
or deviations noted, 

CLINE, W.E. Region 2. Office of Director. 87/06/24. KINGSLEY.O.D. System Energy 
Resources, Inc. 2pp. 41 51 4:243-41 51 4:245. 

-8706300894 Partially withheld Physical Security Insp Rept 50-416/87-15 on 870608-12 
(ref 10CFR2.790 & 73.21 ).No violations noted. Major areas inspected:physical security 
plan & implementing procedures & mgt effectiveness - security program. 

TILLMAN.A., MCGUIRE, D.R. Region 2. Office of Director. 87/06/23. Ip. 41514:246- 
41514:245. 


J. Insurance & indemnity information 
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8706220213 Forwards evidence that util can generate cash flow which would be avail* 
able for payment of 90% of deferred premium obligation for facili^.Util also end evi- 
dence that South Mississippi Electric Power Assoc can pay remaining 10%. 
KINGSLEY, O.D. System Energy Resources. Inc. 87/06/15. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 41412:163-41412:169. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706080251 Special update to FSAR (advanced change to FSAR update, Rev 2),correct- 
ing & clarifying statements re property & mineral rights ownership & including two 
commitments not previously incorporated,per 870130 commitment.W/870603 Itr. 
KINGSLEY, O.D. System Energy Resources, Inc. 87/06/03. 2pp. 41217:346- 
41218:008. 


P. Operating license stage documents & correspondence 

8706090233 Forwards EGG-NTA-7582, “Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor Interface Programs for all Other Safety- Related Components:Grand Gulf 1 & 
2," final reptPlant conforms to generic Itr on this item. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/26. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41213:168-41213:184. 

-8706090237 “Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface Programs 
for all Other Safety-Related Components: Grand Gulf 1 & 2," informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. 87/03/31. NRC - No Detailed Affiliation Given. 16pp. 
41213:169-41213:184. 

8706110080 Technical Rept 86.2GG, “Verification of Individual Plant Evaluation for 
Grand Gulf.” W/JR Siegel 870313 release ltr. 

* System Energy Resources, Inc. * Industry Degraded Core Rulemaking Program. 87/ 
03/31. 393pp. 41252:334-41254:006. 

8706010072 Fonwards results of containment atmosphere maint test completed on 
87031 S.Results demonstrate that use of low vol purge has little effect on containment 
temp or relative humidity.Complete rept of Cycle 2 program will be provided. 
KINGSLEY, O.D. System Energy Resources, Inc. 87/05/22. Document Control Branch 
(Document Control Desk). 7pp. 41 1 18:183-41 1 18:189. 

8706110170 Application for amend to License NPF-29, redefining core alteration to ex- 
clude normal movement of source & intermediate range monitors, LPRMs.traversing in- 
core probes & special movable detectors.Fee paid. 

K1NGSLEY,0.D. System Energy Resources. Inc. 87/06/03. Document Control Branch 
(Document Control Desk). 6pp. 41257:149-41257:154. 

-8706110175 Proposed Tech Specs, redefining core alteration to exclude normal move- 
ment of source range monitors, intermediate range monitors.LPRMs, traversing in-core 
probes or special movable detectors. 

* System Energy Resources, Inc. 87/06/03, 10pp. 41257:155-41257:164. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036, 

8706100252 Advises of delay in submitting annual changes to operational QA manual 
until 870715 in order to include forthcoming changes. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/06/05. Document Control Branch 
(Document Control Desk). Ip. 41240:072-41240:072. 

8706120130 Summary of 870501 meeting w/util in Bethesda.MD re scope & schedule 
for licensing actions.Meeting agenda & handouts end. 

K1NTNER,L.L. Project Directorate 11-2. 87/06/05. Project Directorate 11-2. 17pp. 
41280:119-41280:135. 

8706170229 Confirms that methodologies in XN-NF-79-71 ,Rev 2,Nov 1981 & util 
860905 Itr to NRC acceptable for application for facility Cycle 3 transients.NRC ac- 
ceptance will be assumed if no NRC exceptions received by 870710. 

WARD,G.N- Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/06/ 
09. HODGES, M.W. Reactor Systems Branch, ip. 41370:360-41370:360. 

8706170366 Confirms that current facility Tech Specs require leak rate testing of pres- 
sure isolation valves,per Generic Ltr 87-06. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/06/11. Document Control Branch 
(Document Control Desk). Ip. 41370:142-41370:142. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73,57 requirements for FBI criminal history checks.Svc list end. 

MiRAGLIA,F.J. Associate Director for Projects (Post 870411), 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230150 Notification of 870630 meeting w/ MARK III Containment Hydrogen Control 
Owners Group (HCOG) in Bethesda.MD to discuss station blackout accident se- 
quences in light of NUREG-1150. 

KINTNER.LL Project Directorate 11-2. 87/06/12. RUBENSTEIN,L.S. Project Director- 
ate 11-2. 6pp. 41436:237-41436:242. 

8706220178 Partial response to FOIA requestFonwards documents listed on end app in 
response to Category 1 of request 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/17. THOMAS.P. 
Simpson, Thatcher & Bartlett. 2pp. 41416:210-41416:268. 

-8706220322 Forwards safety evaluation re GE Mark 111 containment per requirements 
of Safety Guides 3 & 7 concerning fission product release & hydrogen evaluation in 
design basis accidents.Boyd 721017 memo end.W/o memo. 

HENDR1E,J.M. Atomic Energy Commission, Directorate of Licensing. 72/10/18. DOU8 
Atomic Energy Commission, Directorate of Licensing. 2pp. 41431:248-41432:011. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


8706260077 Forwards revised response to Request 9 re proposed ATWS 
design.Sodium pentaborate concentration clarified in revised response to be weight 
percent & min flow rate test pressure changed to 1 ,300 psig due to calculations being 
finalized. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/06/22. Document Control Branch 
(Document Control Desk). 3pp. 41476:226-41476:228. 

8706300142 Forwards suppi to 870603 application for amend to License NPF-29, revis- 
ing Tech Spec to reduce snubber sample size after test failure from 10% to 5% for 
Sample Plan 1 of Surveillance Requirement 4.7.4.e. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/06/22. Document Control Branch 
(Document Control Desk). 2pp. 41496:039-41496:044. 

-8706300157 Supp! to 870603 afpplication for amend to License NPF-29, providing addl 
info on significant hazards consideration re reduction of snubber sample size after test 
failure from 10% to 5% for Sample Plan 1. 

* System Energy Resources, Inc. 87/06/22. Commissioners. 4pp. 41496:041- 
41496:044. 

8706300944 Forwards info re GGNS Class A dose model, per 87061 1 telcon, including 
status, hlstory,commitments & certain deficiencies associated w/ 

implementation.Proposed schedule of corrective action expected by 870715. 
KINGSLEY,O.D. System Energy Resources, Inc. 87/06/22. GRACE,J.N. Region 2, 
Office of Director. 5pp. 41502:352-41502:356. 

8706300306 Provides guidance on acceptable scope & schedule of hydrogen control 
final analysis for plant as required per 10CFR50.44, Proposed outline & revised 
schedule for hydrogen control sys final analysis submittal requested by 870717. 
KINTNER.LL Project Directorate 11-2. 87/06/24. KINGSLEY.O.D. System Energy Re- 
sources, Inc. 4pp. 41491:046-41491:049. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706020002 Forwards Insp Repts 50-416/87-12 & 50-417/87-01 on 87041 8-051 5.No 
violations or deviations noted. 

VERRELLl.D.M. Region 2. Office of Director. 87/05/27. KINGSLEY.O.D. System 
Energy Resources. Inc. 2pp. 41134:118-41134:134. 

-8706020006 Insp Repts 50-416/87-12 & 50-417/87-01 on 87041 8-051 5.No violations 
noted.Major areas inspected:licensee action on previous enforcement 
matters, operational safety verification.maint observation & surveillance observation. 
BUTCHER.R.C., SMITH, W.F.. DANCE.H.C. Region 2. Office of Director. 87/05/26. 
15pp. 41134:120-41134:134. 

8706040017 Responds to NRC 870430 ltr re violations noted in Insp Rept 50-416/87- 
1 0.Corrective actions:training session conducted by QA dept for all QA insp & audit 
personnel & Procedure 01-S-06-3 re temporary alterations will be revised. 
KINGSLEY.O.D. System Energy Resources, Inc. 87/05/29. Document Control Branch 
(Document Control Desk). 8pp. 41171:202-41171:209. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10, 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706260103 Ack receipt of util 870529 Itr informing NRC of steps taken to correct viola- 
tions noted in Insp Rept 50-416/87-10. Understands that for Violation 416/87-10-09 
survey of other temporary alterations performed. 

REYES, LA. Region 2, Office of Director. 87/06/15. KINGSLEY.O.D. System Energy 
Resources, Inc. Ip. 41479:101-41479:101. 

8706170115 NRC Info Notice 87-028. “Air Sys Problems at US LWRs.” Svc list end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 

8706300142 Forwards suppi to 870603 application for amend to License NPF-29,revis- 
ing Tech Spec to reduce snubber sample size after test failure from 10% to 5% for 
Sample Plan 1 of Surveillance Requirement 4.7.4.e. 

KINGSLEY.O.D. System Energy Resources, Inc. 87/06/22. Document Control Branch 
(Document Control Desk). 2pp. 41496:039-41496:044, 

“8706300157 Suppi to 870603 application for amend to License NPF-29, providing addl 
info on significant hazards consideration re reduction of snubber sample size after test 
failure from 10% to 5% for Sample Plan 1. 

* System Energy Resources, Inc. 87/06/22. Commissioners. 4pp. 41496:041- 
41496:044. 

8706300884 Forwards Safeguards Insp Rept 50-416/87-15 on 870608-1 2.No violations 
or deviations noted. 

CLINE.W.E Region 2, Office of Director. 87/06/24. KINGSLEY.O.D. System Energy 
Resources, Inc. 2pp. 41514:243-41514:245. 
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“8706300894 Partially withheld Physical Security Insp Rept 50-416/87-15 on 870608-12 
(ref 10GFR2.790 & 73.21). No violations noted. Major areas inspected:physica! security 
plan & iripic-rrin.rtr:^ or^codures & mgt effectiveness - security program. 

. ■■.-iSS.'.iR::,::.-. Region 2, Office of Director. 87/06/23. Ip. 41514:245- 

41514:245. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706010240 Forwards "Degraded Core Accident Hydrogen Control Program," quarterly 
status rept for quarter ending on 870331. 

KlNGSLEY,O.D. System Energy Resources, Inc. 87/05/27. Document Control Branch 
(Document Control Desk). Ip. 41123:279-41123:282. 

-8706010243 "Degraded Core Accident Hydrogen Control Program," quarterly status 
rept for quarter ending on 870331. 

* System Energy Resources, Inc. 87/03/31. 3pp. 41123:280-41123:282. 

8706030029 Rept of changes, tests & experiments determined to be reportable under 
requirements of 10CFR50.59 for June-Dee 1986. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/05/29. Document Control Branch 
(Document Control Desk). 118pp. 41149:041-41149:158. 


8706220522 Monthly operating rept for May 1987.W/870615 Itr. 

HOBBS, S.H.. KINGSLEY, O.D. System Energy Resources, Inc. 87/05/31. 4pp. 
41420:088-41420:091. 


S. Reportable occurrences, LERs & related correspondence 


8702100007 Informs t‘'at tesVrg orcg'arr fo' final 'eportability determination on “as- 
found" conditions cf so-i.e-.'] splices c'- a,ar; until Feb 1987, per 861212 telcon.Program 
includes Raychem tuoe corificuristiors fcjn;l ir FIvVP & PWR applications. 
KINGSLEY.O.D. Misaissipo. Fowe- & l.c-ii 'Jc. B6/12/19. GRACE.J.N. Region 2. 
Office of Director. 2pp. j9f72.3:i3-3G672:G:!-'. 


8706120033 CONTAINMENT EVENT ANALYSIS FOR POSTULATED SEVERE ACCI- 
DENTS: GRAND GULF NUCLEAR STATION.UNIT 1. Draft For Comment. 
KOUC2KOWSKI,A., AMOS.C.N. Sandia National Laboratories. FIN A-1322. NUREG/ 
CR-4700 V4 DRF. 87/04/30. Office of Nuclear Regulatory Research, Director (Post 
860720). 448pp. 41287:115-41288:202. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. iMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 


8706030397 LER 87-006-00:on 87051 8, RCIC sys isolation occurred.Caused by person- 
nel error.Technician involved counseled & review of incident by plant mgt review 
board conducted.W/870529 Itr. 

BYRD,R.W.. KINGSLEY.O.D. System Energy Resources, Inc. 87/05/29. 4pp. 
41170:037-41170:040. 


8706040013 LER 86-029-07:on 860826,incorrect instrument flow coefficient used in es- 
tablishing coolant flow to ESF electrical switchgear room coolers in Fall 1 985 discov- 
ered. Low flow concerns resolved.W/870529 Itr. 

BYRD.R., KINGSLEY.O.D. System Energy Resources, Inc. 87/05/29. 25pp. 
41171:177-41171:201. 

8706050063 LER 87-007-00:on 870501, inservice testing of two check valves in standby 
liquid control sys inadequate.Caused by inadequate procedure. Valves inspected for 
other concerns. Pump & valve testing program modified.W/870529 Itr. 

BYRD,R., KINGSLEY.O.D. System Energy Resources, Inc. 87/05/29. 4pp. 41192:319- 
41192:322. 


8706160126 Corrected LER 87-006-00:on 870501, isolation valve in steam supply piping 
to RCIC sys turbine inadvertently isolated. Caused by personnel error.Personnel 
'.;cjnsGlr!d.-V,'8.'C::‘.29 iV 

B'^RD.R.VV., KINGS. FY.C.D. System Energy Resources, Inc. 87/05/29. 4pp. 
41318:240-41318:243. 


8706170488 LER 87-008-00:on 87051 1,LPCI/RHR A subsystem quarterly surveillance 
for RHR pump A performed at differential pressure not meeting Tech Spec accept- 
ance criteria.Caused by personnel error.Surveillance reperformed.W/87061 2 Itr. 
SUMMERS, J., KINGSLEY.O.D. System Energy Resources, Inc. 87/06/12. 5pp. 
41385:135-41385:139. 


8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug;Since 
1 978, insulated lugs used on all equipment. 

DOUGHERTY.J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 


V. Operator Examinations 


8706170172 Informs that Rev 6 to licensed operator requalification training program ac- 
ceptable for use until revs made in accordance w/amended regulations, per Generic 
Ltr 87-07, licensee 860904 & 870424 submittals & 870501 meeting w/NRC. 
KINTNER.LL Project Directorate 11-2. 87/06/09. KINGSLEY.O.D. System Energy Re- 
sources, Inc. 3pp. 41381:218-41381:220. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8706090233 Forwards EGG-NTA-7582, “Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor Interface Programs for all Other Safety- Related Components:Grand Gulf 1 & 
2,” final rept.Plant conforms to generic Itr on this item. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/26. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41213:168-41213:184. 

“8706090237 “Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface Programs 
for all Other Safety-Related Components: Grand Gulf 1 & 2," informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. 87/03/31. NRC - No Detailed Affiliation Given. 16pp 
41213:169-41213:184. 


8706110080 Technical Rept 86.2GG, “Verification of Individual Plant Evaluation for 
Grand Gulf." W/JR Siegel 870313 release Itr. 

* System Energy Resources, Inc. * Industry Degraded Core Rulemaking Program. 87 / 
03/31 . 393pp. 41 252:334-41 254:006. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706230150 Notification of 870630 meeting w/MARK III Containment Hydrogen Control 
Cwners Group (HCCG) in Bethesda.MD to discuss station blackout accident se- 
quences in light of NUREG-1150. 

KINTNER.L.L. Project Directorate 11-2. 87/06/12. RUBENSTEIN.LS. Project Director- 
ate II-2. 6pp. 41436:237-41436:242. 

8706220178 Partial response to FCIA request. Forwards documents listed on end app in 
response to Category 1 of request. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/17. THOMAS,?. 
Simpson, Thatcher & Bartlett. 2pp. 41416:210-41416:268. 

“8706220322 Fonvards safety evaluation re GE Mark III containment per requirements 
of Safety Guides 3 & 7 concerning fission product release & hydrogen evaluation in 
design basis accidents. Boyd 721017 memo encl.W/o memo. 

HENDR'F.,J.7,. Aicrr.iC Energy Commission, Directorate of Licensing. 72/10/18. DOUB 
Atomic Energy Commission, Directorate of Licensing. 2pp. 41431:248-41432:011. 

8706230486 Generic Ltr 87-1 1 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


F. Security, medical, emergency & fire protection plans 


8706020183 Forwards RW Krimm 870414 Itr transmitting State of LA Dept of Environ 
Quality Itr cen^irmire correction of emergency hotline deficiency identified during 
851203 oxccisc.^FMA concludes that June 1983 approval remains current.W/o end. 
COLLINS, D.M. Region 2. Office of Director. 87/05/19. KINGSLEY.O.D. System 
Energy Resources, Inc. 2pp. 41137:232-41137:233. 

8706260331 Forwards “Grand Gulf Nuclear Station Site-Specific Offsite Radioloigica! 
Emergency Preparedness Prompt Alert & Notification Sys Evaluation.” Alert sys satis- 
fies requirements of Rev 1 to NUREG-0654. 

MCLOUGHLIN.D. Federal Emergency Management Agency. 87/06/09. STELLO.V. 
Office of the Executive Director for Operations. Ip. ■'J '•'-S"':C-30-4 

--8706260335 “Grand Gulf Nuclear Station Site-Specific Offsite Radiological Emergency 
Preparedness Prompt Alert & Notification Sys Evaluation.” 

* Federal Emergency Management Agency. 87/06/09. 175pp. 41484:061-41484:345. 


J. Insurance & Indemnity Information 


8706220213 Forwards evidence that util can generate cash flow which would be avail- 
able for payment of 90% of deferred premium obligation *or fadlity.Util also end evi- 
dence that South Mississippi Electric Power Assoc can oay roma 'ni g 
KINGSLEY.O.D. System Energy Resources. Inc. MUiT.E''''," Office of Nu- 

clear Reactor Regulation, Director (Post 870411). 7pp. 41412:163-41412:169. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706020002 Forwards Insp Repts 50-416/87-12 & 50-417/87-01 on 87041 8.0515.NO 
violations or deviations noted. 

VERRELLl.D.M. Region 2. Cffice of Director. 87/05/27. KINGSLEY.O.D. System 
Energy Resources, Inc. 2pp. 41134:118-41134:134. 

-8706020006 Insp Repts 50-416/87-12 & 50-417/87-01 on 87041 8-051 5.No violations 
noted.Major areas inspected:licensee action on previous enforcement 
rratte's.operationa! safotv verification, maint observation & surveillance observation. 
BUTCi-ICR R.C., SM.TH.W.F., DANCE.H.C. Region 2, Office of Director. 87/05/26. 
15pp. 41134:120-41134:134. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 
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8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706060211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706010240 Forwards “Degraded Core Accident Hydrogen Control Program," quarterly 
status rept for quarter ending on 870331. 

KINGSLEY, O.D. System Energy Resources. Inc. 87/05/27. Document Control Branch 
(Document Control Desk). Ip. 41123:279-41123:282. 

“8706010243 “Degraded Core Accident Hydrogen Control Program," quarterly status 
rept for quarter ending on 870331 . 

* System Energy Resources. Inc. 87/03/31. 3pp. 41123:280-41123:282. 

8706030029 Rept of changes, tests & experiments determined to be reportable under 
requirements of 10CFR50.59 for June-Dee 1986. 

KINGSLEY, O.D. System Energy Resources, Inc. 87/05/29. Document Control Branch 
(Document Control Desk). 118pp. 41149:041-41149:158. 


S. Reportable occurrences, LERs & related correspondence 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1978, insulated lugs used on all equipment. 

DOUGHERTY. J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8706010155 Revised emergency plan implementing procedures,including Rev 8 to EPIP 
4112, “Incident Communications” & Rev 6 to EPIP 4503, “Hazardous Waste,Toxic 
Substances & Oil Spill Incidents.” W/870522 Itr, 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.EJ. Northeast Utilities. 87/05/22. 116pp. 41123:019-41123:134. 

8706090043 Revised corporate organization for nuclear incidents procedure 
manual.including Rev 41 to table of contents, Rev 13 to CONI-1.01. “Preparation Issu- 
ance & Control...” & Rev 8 to CONI-9.01, “Notification of ....” W/870529 Itr. 
MROCZKA,E.J. Northeast Utilities. 87/05/29. 35pp. 41220:260-41220:295. 

8706090372 Ack receipt of end NRC invoices for costs incurred in review of util submit- 
tals for plants.Fee will be sent to J Rodriquez, per 10CFR50,55 & 170. 

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 15pp. 41 229:220-41 229;234. 

8706110322 Forwards Insp Rept 50-423/87-08 on 87031 7-0511. No violations 
noted.Recurrent feedwater problems & procedure adequacy require continued mgt at- 
tention. 

WENZINGER.E.C. Region 1. Office of Director. 87/06/05. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 41268:137-41268:152. 

“8706110333 Insp Rept 50-423/87-08 on 870317-051 1. No violations noted. Major 
areas inspected:shutdown planning,plant operations, radiation protection,physical se- 
curity & fire protection. Operational performance weaknesses noted re reactor trips. 
MCCABE, E.C. Region 1, Office of Director. 87/06/05. 14pp. 41268:139-41268:152. 

8706120226 Rev 1 to Emergency Plan Implementing Procedure Form 4609-1, “Emer- 
gency Operating Facilities Fire Detection Test" W/ 870609 Itr & revised forms index. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZK/LE.J. Northeast Utilities. 87/06/09. 7pp. 41270:352-41270:358. 

8706250159 Submits schedule & guidelines for submittal & review of objectives & sce- 
nario packages in order for region to fully support facility partial-scale emergency ex- 
ercise scheduled for wk of 871006. 

LAZARUS, W.J. Region 1, Office of Director. 87/06/16. MROCZKA.E.J. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 3pp. 41474:095-41474:097. 

8706230083 Final response to FOIA request.Documents in App A already available in 
PDR.Documents in App B being made available in PDR & end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/18. CONNOR.L 
Doc-Search Associates. 3pp. 41 422:1 38-41 422: 1 40. 


■8706230094 SER re util 830202.1216,840113 & 850528 responses to Generic Ltr 82- 
33 re conformance to Reg Guide l.97,Rev 2, as applied to emergency response 
facilities.Design acceptabte.SALP input end. 

' NRC - No Detailed Affiliation Given. 85/10/29. 4pp. 41422:143-41422:146. 


J. insurance & indemnity information 


8706120090 Fonwards Endorsement 114 to NELIA Policy NF-173 & Endorsement 102 to 
MAELU Policy MF-52. 

O’CONN0R.D.J. Marsh & McLennan, Inc. 87/06/02. DINITZ.I. Office of Nuclear Re- 
actor Regulation. Director (Post 870411). 3pp. 41272:219-41272:221. 


P. Operating license stage documents St correspondence 


8706080010 Forwards “Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor Interface 
Programs for All Other Safety-Related Components.Haddam Neck & Millstone 1,2 & 
3," final rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. 87/03/26. 
CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41211:119-41211:135. 

“8706080022 “Conformance to Generic Ltr 83-28,ltem 2.2.2 - Vendor Interface Pro- 
grams For All Other Safety-Related Components, Haddam Neck Si Millstone 1,2 &3," 
informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6001. EGG-NTA-7584 ERR. 
87/03/31. NRC - No Detailed Affiliation Given. 16pp. 41211:120-41211:135. 

8706260337 Forwards final EGG-NTA-7641, “Conformance to Item 2,1 (Part 2) of Ge- 
neric Ltr 83-28, Reactor Trip Sys Vendor lnterface:Diablo Canyon 1 & 2 & Millstone 3,” 
informal rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/06. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 1p. 41482:325-41482:339. 

“8706260345 Final “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28,Reactor Trip 
Sys Vendor lnterface:Diablo Canyon 1 & 2, Millstone 3,” informal rept. 

FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G. Inc,). FARMER.F.G. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7641, 87/04/30. NRC - No Detailed 
Affiliation Given. 14pp. 41482:326-41482:339. 

8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OL,per IE Manual Chapter 94300. 

GRABER.L. LN Technologies Corp. (formerly NUS Corp.). 87/05/08. Division of Rules 
& Records (Pre 870413). Ip. 41210:030-41210:030. 

8706030346 Withdraws 860828 application for amend to License NPF-49, revising 
quorum required to conduct meeting of nuclear review board.Consistent w/NRC 
verbal request, revised amend will be submitted. 

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. 87/05/28. Document Control Branch (Document 
Control Desk). 1p. 41170:073-41170:073. 

8706090372 Ack receipt of enci NRC invoices for costs incurred in review of util submit- 
tals for plants.Fee will be sent to J Rodriquez, per 10CFR50.55 & 170. 

MROCZKA,E.J. Connecticut Yankee Atomic Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 15pp. 41229:220-41229:234. 

8706110004 Informs that action to impose Backfit Item 1 - Tech Spec for cooldown of 
reactor in advance of severe weather conditions need not be taken. Facility meets 
intent to require Tech Spec as interim measure against USI A-44, “Station Blackout." 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 
03. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
41260:301-41260:303. 

8706100136 Partial response to FOIA request for region input to NRR re status of plant 
readiness for OLForwards App D documents. App C & D documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 3pp, 41245:237-41245:354. 

“8706100158 Recommends issuance of tow power OL for plant.Util essentially ready to 
load fuel & capable of operating plant safely at low power. 

MURLEY.T.E. Region 1. Office of Director. 85/11/25. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (851125-870411). 3pp. 41246:293-41245:295. 

-8706100166 “Initial OL Review ReptrMillstone Point Unit 3." 

* Region 1, Office of Director. 85/11/25. 28pp. 41245:296-41245:323. 

8706180198 Forwards “Rev 10 to QA Program Topical Rept," for review & 
approval.Fee paid, 

MROCZKA,E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities). 87/06/04. 
Document Control Branch (Document Control Desk). 5pp. 41396:163-41396:301. 

“8706180209 “Rev 10 to QA Program Topical Rept.” 

* Northeast Utilities Service Co, (subs, of Northeast Utilities). 87/06/30. 100pp. 
41396:168-41396:301. 

8706160006 Informs of previously submitted 10CFR50,73 notifications requiring immedi- 
ate notifications in accordance w/ 10CFR50.72.Notification missed due to initial clas- 
sification by shift supervisor.Classification procedure revised. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA,E.J. Northeast Utilities. 87/06/05. Document Control Branch (Document 
Control Desk). 2pp. 41305:337-41305:338. 

8706180415 Application for amend to License NPF-49.changing Tech Spec 4.3.4.2a to 
increase main turbine control valve testing interval from weekly to monthly per GE 
recommendations.Fee paid. 

MROC2KA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 

MROCZKA.E.J. Northeast Utilities. 87/06/10. Document Control Branch (Document 
Control Desk). 5pp, 41390:122-41390:128. 
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-8706180421 Proposed Tech Spec 4.3.4.2a.increasing main turbine control valve test- 
ing interval from weekly to monthly. o 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/06/10. 2pp. 
41390:127-41390:128. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIAF.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 


8706240281 Forwards Amend 6 to License DPR-49 & safety evaluation. Amend revises 
Tech Spec Figure 6.2-2 by changing depiction of Millstone Station svcs organization. 
FERGUSON, R.L. Project Directo-'aie 1-4 87''06/15. MROCZKA.E.J, Northeast Nuclear 
Energy Co. (subs, or Lti.r-esi. 2pp 41451:247-41451:254. 

-8706240285 Amend 6 to License DPR-49, changing depiction of Millstone Station svcs 

organization. ^ 

STOLZ,J.F. Project Directorate 1-4. 87/06/15. 4pp. 41451:249-41451:252. 


-8706240288 Safety evaluat'cr sunpcrti.'^g Ame^d 6 to License DPR-49. 

* Office of Nuclear Reactc’ Rc-oj'.s'.'on. D'ector (Post 870411). 87/06/15. 2pp. 
41451:253-41451:254. 


8706250115 Forwards response to Generic Ltr 87-06 re periodic verification of leak tight 
integrity of pressure isolation valves (PIVs).Testing program & design features for PIVs 
ensures that RCS boundary at plants protected. 

MROC2KA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/06/17. 
Document Control Branch (Document Control Desk). 11pp. 41475:268-41475:278. 


8706230083 Final response to FOIA request.Documents in App A already available in 
PDR.Documents in App B bc'-na mace a^'aiaco n -TR & enci. 

GRIMSLEY.D.H. Division o' Rules & Roco'cs (Pos: 8/0413). 87/06/18. CONNOR, L 
Doc-Search Associates. 3pp. 41422:138-41422:235. 


-8511010317 Forwards safety evaluation & EG&G technical evaluation rept, "Conform- 
ance to Reg Guide 1.97.Mi!lstone Nuclear Power Station, Unit 3," re emergency re- 
sponse capability.SALP input also end. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 85/10/29. NOVAK,T.M. Assist- 
ant Director for Licensing. 2pp. 41422:141-41422:142. 


-8511010320 "Conformance to Reg Guide 1.97, Millstone Nuclear Power Station.Unit 
3." 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN A-6493. 85/07/31. NRC - No 
Detailed Affiliation Given. 21pp. 41422:147-41422:167. 


8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation m arbitrary inte-’mediate pipe rupture requirements. 

MIRAGLIA.F.J. AsscciaU? Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


8706250368 Notification of 870715 meeting w/util in Bethesda.MD to discuss SPDS re 
resolution of License Condition 2.C.(12). 

FERGUSON, R.L. Project Directorate 1-4. 87/06/23. STOLZ.J.F. Project Directorate 1-4. 
3pp. 41462:167-41462:169. 


8706260374 Notification of 870707 meeting w/util in Bethesda.MD to discuss interlocks 
for N-1 loop operation. 

FERGUSON.R.L. Project Directorate 1-4. 87/06/23. STOLZ.J.F. Project Directorate 1-4. 
3pp. 41483:021-41483:023. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04, 
Consolidated Edison Co. of New York, Inc. 106pp. 41393:001-41393:105. 

8706110322 Forwards Insp Rept 50-423/87-08 on 87031 7-0511. No violations 
noted.Recurrent feedwater problems & procedure adequacy require continued mgt at- 
tention. 

WENZINGER.E.C. Region 1, Office of Director. 87/06/05. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 41268:137-41268:152. 

-8706110333 Insp Rept 50-423/87-08 on 870317-0511. No violations noted. Major 
areas inspected:shutdown planning, plant operations, radiation protection, physical se- 
curity & fire protection. Operational performance weaknesses noted re reactor trips. 
MCCABE.E.C. Region 1, Office of Director, 87/06/05. 14pp. 41268:139-41268:152. 

8706160191 Ack receipt of 870512 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-245/87-02, 50-336/87-02 & 50-423/87-03. 

MARTIN.T.T. Region 1, Office of Director. 87/06/09. MROCZKA.E.J. Northeast Nucle- 
ar Energy Co. (subs, of Northeast Utilities). 2pp. 41318:286-41318:289. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706180324 Informs NRC of actions taken to date re piping insp programs to detect 
erosion/corrosion wear.Work will begin w/1987 outage to devise effective pipe wall 
thickness measurement program to eliminate potential piping sys concerns. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 87/06/10. 
Document Control Branch (Document Control Desk). 3pp. 41405:298-41405:300. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Sve list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413), 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Sve list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706220258 Forwards Insp Rept 50-423/87-10 on 870504-08.No violations noted, 
JOHNSTON, W.V. Region 1, Office of Director. 87/06/15. MROCZKA.E.J. Northeast 
Nuclear Energy Co. (subs, of Northeast Utilities). 2pp. 41411:085-41411:093. 

—8706220268 insp Rept 50-423/87-10 on 870504-08. No violations noted. Major areas 
inspected:licensee activities re prior problem areas associated w/ 

snubbers.PORVs.main steam safety valves & control room pressurization sys. 

GREGG, H.I.. STROSNIDER.J.R. Region 1, Office of Director. 87/05/28, 7pp. 
41411:087-41411:093. 


8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Sve list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706260297 Forwards revised FSAR Section 3.8.4.8 & response to NRC 870610 re- 
quest for info on masonry walls in battery room of control bldg, per IE Bulletin 80- 
11. Walls in battery room designed to resist original loads based on addi evaluations, 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
MROCZKA.E.J. Northeast Utilities. 87/06/22. Document Control Branch (Document 
Control Desk). 7pp. 41482:036-41482:042. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Sve list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Uso 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp, 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706160204 Monthly operating rept for May 1987.W/870610 ltr. 

ELMS,A.L., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
SCACE,S.E. Northeast Utilities. 87/05/31. 4pp. 41318:290-41318:293. 


S. Reportable occurrences, LERs & related correspondence 


8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to briel 
senior managers from NRR,RES,AEOD & regional ofes on events which occurred 
since 870512 meeting.Events discussed & significant elements of events end, 
LANNING.W. Events Assessment Branch. 87/05/21, ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 10pp. 41 128:003-41 128:012. 

8706050357 LER 87-023-00:on 870425,pressurizer cubicle temp in containment area 
CS-01 exceeded 120 F limits.Caused by containment air recirculation 
sys.Environmentally qualified equipment verified operable. More insps planned. W/ 
870526 ltr. 

CLEARY.T., KEENAN.J.S. Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
KEENAN.J.S. Northeast Utilities. 87/05/26. 4pp. 41192:349-41192:352. 

8706110057 LER 87-024-00:on 870506, Train B emergency diesel generator (EDG) 
failed during surveillance testing due to air start solenoid valve failure & Train B EDG 
tripped due to high crankcase pressure. Procedures revised. W/870604 ltr. 

HULME.N.D., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities), 
SCACE.S.E. Northeast Utilities. 87/06/04. 6pp. 41259:305-41259:310. 

8706110459 PNO-l-87-052:on 870605, reactor trip occurred due to closure of all four 
MSIVs.Caused by loss of one of two safeguards electrical buses.On 870606, MSIV A 
failed part stroke testing.Reactor in cold shutdown for MSIV repair. 

SHEDLOSKY.J., MCCABE, E. Region 1. Office of Director. 87/06/08. Ip. 41262:312- 
41262:312. 

8706160127 LER 87-025-00:on 870507,reactor trip occurred due to lo-lo steam genera- 
tor level.Caused by procedural inadequacy. Pressure re alarm response to high bear- 
ing revised.W/870608 ltr. 

SULLIVAN, F.M, SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). SCACE.S.E. Northeast Utilities. 87/06/08. 6pp. 41336:226-41336:231, 

8706180059 LER 87-026-00:on 87051 4, reactor trip occurred due to opening of Train B 
reactor trip breaker.Caused by spurious trip. Loose shield tightened & all sys associat- 
ed w/trip inspected & tested.W/870609 ltr. 

JOSEPH, V.R., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
SCACE.S.E. Northeast Utilities. 87/06/09. 6pp. 41391:076-41391:081. 
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E. NRC Safety Evaluation Report (SER), suppis & correspondence 


8706080124 Forwards response to NRC 870407 request for addI info re SER Open Item 
16, "Spent Fuel Pool Rack Design." W/12 proprietary oversize drawings.Drawings 
withheld. 

BAILEY, J.A. Georgia Power Co, BAILEY, J.A. Southern Company Services, Inc. 87/05,-* 
22. Document Control Branch (Document Control Desk). 36pp. 41214:235-41214:271. 

8706170044 Confirms that maint of reactor trip sys components controlled & processed 
by maint work order procedures, per Generic Ltr 83-28, Item 3. 1,1, requiring statement 
re required post-maint testing of reactor trip sys components. 

GUCWA.L.T. Georgia Power Co. 87/06/09. Document Control Branch (Document 
Control Desk). 2pp. 41368:359-41368:360. 


F. Security, medical, emergency & fire protection plans 
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8706010409 Forwards Insp Repts 50-424/87-27 & 50-425/87-27 on 870310-0417 & 
notice of violation.Another violation described in insp rept under consideration for es- 
calated enforcement action, so no violation issued at present. 

GRACE, J.N. Region 2, Office of Director. 87/05/19. O’REILLY, J.P. Georgia Power Co. 
3pp. 41132:139-41132:169. 

-8706010418 Insp Repts 50-424/87-27 & 50-425/87-27 on 870310-0417. Violations 
noted:failure to implement procedure for placing auxiliary feedwater sys in standby 
readiness & to establish procedure to determine & evaluate unidentified leakage. 
LIVERMORE,H.H., ROGGE,J.F., SCHEPENS,R.J. Region 2. Office of Director. 87/05/ 
08. 27pp. 41 132:143-41132:169. 

8706010414 Ack receipt of scope & objectives for Vogtie radiological emergency pre- 
paredness exercise scheduled for 870728. Submittal appears to fulfill requirements for 
annual onsite exercise. 

COLLINS,D.M. Region 2, Office of Director. 87/05/22. 0'REILLY,J.P. Georgia Power 
Co. 2pp. 41 1 1 8:079-41 1 1 8:080. 

8706090266 Forwards Insp Rept 50-424/87-26 on 870422-24,0429-0503,0512- 13 & 19- 
21 .Violations identified under consideration for escalated enforcement action. 
GRACE,J.N. Region 2, Office of Director. 87/06/01. 0’REILLY,J.P. Georgia Power Co. 
3pp. 41222:069-41222:072. 

—8706090270 SuppI to partially withheld Insp Rept 50-424/87-26 on 870422-24,0429- 
0503,12-13 & 19-21 (ref 10CFR2.790 & 73.21). Violations noted in areas of access 
controls,security organization, physical security plan & barriers. 

TOBIN.W., THOMPSON,D.H., MCGUIRE.D.R. Region 2. Office of Director. 87/05/29. 
1p. 41222:072-41222:072. 

8706090369 Rev 5 to Emergency Plan Implementing Procedure 91204-C, “Emergency 
Response Communications." W/revised table of contents & 870602 Itr. 

GUCWA.L.T. Georgia Power Co. 87/06/02. 58pp. 41221:037-41221:094. 

8706150218 Forwards 870406 rept of changes to physical security plan. Revised securi- 
ty plan pages incorporating changes will be provided in upcoming amend.Rept with- 
held (ref 10CFR73.21). 

GUCWA,L.T. Georgia Power Co. 87/06/08. Document Control Branch (Document 
Control Desk). 2pp. 41293:290-41293:291. 

8706170556 Confirms that previously scheduled erriergency preparedness exercise ap- 
praisal will not be conducted as part of exercise.Critique & exit meeting,originally 
scheduled for 870730-31, will be held on 870729,per discussion. 

GUCWA,L.T. Georgia Power Co. 87/06/09. Document Control Branch (Document 
Control Desk). 2pp. 41386:190-41386:191. 

8706220225 Reviews States of GA & SC local plans for radiological emergencies for 
Vogtie planLSubj to condition stated,local plans & preparedness found adequate. 
MCLOUGHLIN.D. Federal Emergency Management Agency. 87/06/09. STELLO.V. 
Office of the Executive Director for Operations. 1p. 41409:145-41409:145. 

8706170422 Forwards plant scenario /controller package for 870728 emergency pre- 
paredness exercIse.NRC exercise exit scheduled for 870729.W/O end. 

GUCWA,L.T. Georgia Power Co. 87/06/10. Document Control Branch (Document 
Control Desk). 2pp. 41384:348-41384:349. 

8706220266 Revised emergency plan implementing instructions, including Rev 0 to EPII- 
01 , “Corporate Emergency Organization,” Rev 0 to EPII-02, “Notification of Corporate 
Emergency Organization" & Rev 0 to EPII-03.W/87061 1 Itr. 

GUCWA,L.T. Georgia Power Co. 87/06/11. 115pp. 41410:179-41410:271. 


—8706100332 "Long Term Support of Cables in Vertical Cable Trays." 

* Georgia Power Co. 87/05/26. 25pp. 41240:333-41240:357. 

8706090359 Forwards implementation rept on reactor vessel level instrumentation sys 
(RVLIS) for facility, per requirements of NUREG-0737.ltem II.F.2 & Condition 2.C(7)a of 
License NPF-68.Submittal should be forwarded to NRR for review. 

GUCWA,L.T. Georgia Power Co. 87/05/29. Document Control Branch (Document 
Control Desk). 5pp. 41229:215-41229:219. 

8706090334 Forwards “Verification & Validation: Final Rept for Plant Safety Monitoring 
Sys." All trouble repts resolved.Only one validation trouble rept re human engineering 
deficiencies remains open. 

BAILEY, J.A. Southern Company Services. Inc. 87/06/01. Document Control Branch 
(Document Control Desk). 3pp. 41229:273-41229:298. 

-8706090348 "Verification & Validation: Final Rept for Plant Safety Monitoring Sys." 
Southern Company Services, Inc. 87/06/30. 23pp. 41229:276-41229:298. 

8706100429 Fonvards response to Generic Ltr 87-06, “Periodic Verification of Leak 
Tight Integrity of Pressure Isolation Valves (PIVs)." Info includes list of PIVs, periodic 
test or other measures performed to assure integrity of PIVs. 

GUCWA,L.T. Georgia Power Co. 87/06/03. Document Control Branch (Document 
Control Desk). 20pp. 41241:200-41241:219. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & sunreillance 
requIrements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706120144 Summary of 870522 meeting w/util re status of licensing actions for 
facilities.List of attendees & licensee slides end. 

CROCKER, LP.. MILLER, M.A. Project Directorate 11-3. 87/06/05. Project Directorate II- 
3. 15pp. 41280:176-41280:190. 

8706120300 Forwards revised power coefficient determination test described in FSAR 
Section 14.2.8.2.26,to reflect conduct of test at 100% power plateau rather than 90% 
as previously depicted. 

GUCWA.L.T. Georgia Power Co. 87/06/05. Document Control Branch (Document 
Control Desk). 3pp. 41279:126-41279:128. 

8706180083 Forwards addenda to preoperational integrated leak rate test final rept sub- 
mitted by util 861212 Itr.Additions & updates to subj rept also encl.Info provided to 
assist in closure of Unresolved Item 50-424/86-136-01. 

GUCWA,LT. Georgia Power Co. 87/06/09. Document Control Branch (Document 
Control Desk). 3pp. 41391:054-41391:061. 

-8706180088 Addenda to “Preoperational Integrated Leak Rate Test Final Rept." 

* Georgia Power Co. 87/06/09. 5pp. 41391:067-41391:061. 

8706250496 Confirms 870609 conversation between LT Gucwa & LA Reyes re 870609 
Itr & mgt meeting to be conducted at Region II ofc on 87061 1 .Meeting will cover 
recent operational events during weekend of 870606-07 & relevance to past events. 
GRACE, J.N. Region 2. Office of Director. 87/06/09. O’REILLY, J.P. Georgia Power Co. 
2pp. 41474:093-41474:094. 


8706240197 Forwards Amend 8 to physical security & contingency plan. Amend reflects 
implementation of miscellaneous administrative & physical improvements re security 
plan. Amend 8 withheld (ref 10CFR73.21). 

GUCWA,L.T. Georgia Power Co. 87/06/17. Document Control Branch (Document 
Control Desk). 2pp. 41438:260-41438:261. 

8706300013 Forwards Insp Repts 50-424/87-32 & 50-425/87-23 on 870518-22 & notice 
of violation.Unresolved item identified in insp rept will be pursued during future insps. 
STOHR.J.P. Region 2, Office of Director. 87/06/18. O’REILLY ,J.P. Georgia Power Co, 
3pp. 41487:184-41487:201. 

-8706300057 Insp Repts 50-424/87-32 & 50-425/87-23 on 870518-22. Violations 
noted:failure to classify security event per emergency plan requirements & inconsist- 
encies between classification procedure emergency action levels & plan. 

GOODEN.A., DECKER,T.R. Region 2, Office of Director. 87/06/10. 12pp. 41487:190- 
41487:201. 


8706160433 Notification of 870629 & 30 & 0701 meetings w/util, SoHaR. Inc.Southern 
Co Svcs & Westinghouse in Pittsburgh,PA to audit plant safety monitoring sys verifica- 
tion & validation program.Meeting agenda end. 

MILLER,M.A. Project Directorate 11-3. 87/06/10. YOUNGBLOOD, B.J. Project Director- 
ate 11-3. 5pp. 41348:140-41348:144. 

8706250295 Confirms 870630 mgt meeting w/util onsite to discuss recent operating 
events & ongoing plant activities,per telcon. Proposed meeting agenda end. 

GRACE, J.N. Region 2, Office of Director. 87/06/11. O'REILLY, J.P. Georgia Power Co. 
3pp. 41474:057-41474:059. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
1 0CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 


8706300890 Ack receipt of scenario for radiological emergency preparedness exercise 
scheduled for 870728,Scenarlo fulfills requirements for annual onsite 
exercise. Licensee comments re scenario will be transmitted to coordinator by tele- 
phone. 

COLLINS, D.M, Region 2, Office of Director. 87/06/24. 0’REILLY,J.P. Georgia Power 
Co. 2pp. 41501:283-41501:284. 


P. Operating license stage documents & correspondence 

8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OL.per IE Manual Chapter 94300. 

GRABER.L. LN Technologies Corp. (formerly NUS Corp.), 87/05/08. Division of Rules 
& Records (Pre 870413). Ip. 41210:030-41210:030. 

8706040074 Describes evolutionary changes implemented in field change request/au- 
thorization to continue work (FCR/ATCW) program, per 830602 request.Stated 
changes have enhanced & streamlined subj program. 

RICE,P.D. Georgia Power Co. 87/05/21. GRACE,J.N. Document Control Branch (Doc- 
ument Control Desk). 3pp. 41171:253-41171:255. 


8706250477 Ack receipt of 870501 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-424/87-12, 

PEEBLES, T.A. Region 2. Office of Director. 87/06/12. 0’REILLY,J.P. Georgia Power 
Co. 2pp. 41473:278-41473:279. 

8706220237 Requests rept discussing overall integrated evaluation of trips, ESF actu- 
ations & other events.Submittal requested within 30 days of Itr date. 

VARGA,S,A, Division of Reactor Projects - I/ll (Post 870411). 87/06/16. 
O’REILLY, J.P. Georgia Power Co. 2pp. 41434:115-41434:116, 

8706230190 Forwards listings of nonroutine correspondence between util & NRC-NRR 
for which written responses required. 

GUCWA, L.T. Georgia Power Co. 87/06/17. Document Control Branch (Document 
Control Desk). 6pp. 41427:213-41427:218. 

8706230083 Final response to FOIA request. Documents in App A already available in 
PDR.Documents in App B being made available in PDR & end. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/18. CONNOR.L 
Doc-Search Associates. 3pp. 41422:138-41422:235. 


8706010405 Provides mods to settlement monitoring program to enable marker read- 
ings at 60-day intervals.while reducing amount & difficulty of work involved.Review of 
mods requested-W/34 oversize drawings. 

BAILEY,J.A. Georgia Power Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 10pp. 41137:261-41137:272. 

8706100317 Discusses use of Panduit plastic cable ties for short-term support of Seis- 
mic Class 1 E cables in long vertical cable trays.Util proposes use of Panduit stainless 
steel cable ties for Units 1 & 2 as described in end rept. 

BAILEY,J.A. Southern Company Services, Inc. 87/05/27. Document Control Branch 
(Document Control Desk). 2pp. 4 1 240:33 1 -41 240:357. 


-8604210354 Forwards SER supporting conformance to Reg Guide 1.97 re emergency 
response capability & EG&G Idaho, Inc Rept EGG-EA-6806, "Conformance to Reg 
Guide 1.97, Vogtie Electric Generating Plant, Units 1 & 2." 

ROSSI.C.E. Assistant Director for Technical Support (PWR-A). 86/04/11. MILLER,M. 
PWR Project Directorate 4. Ip. 41422:168-41422:168. 


-8604210357 “Conformance to Reg Guide 1,97, Vogtie Electric Generating Plant, Units 1 
& 2 .’’ 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A'-6493. EGG-EA- 
6806. 86/04/30. NRC - No Detailed Affiliation Given. 24pp. 41422:174-41422:197. 
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-8605070579 Forwards markup of Electrical. Instrumentation & Control Sys Branch 
SER.per 86041 1 request, reflecting util most recent commitment to modify containment 
sump water temp instrument loops per Category 2 requirements of Reg Guide 1.97. 
ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/05/02. MILLER, M. 
PWR Project Directorate 4. 2pp. 41422:198-41422:205. 

-8706230129 SER re util 830414.850315.0620.0906 & 860121 responses to Reg Guide 
1.97.Design acceptable w/respect to conformance to Reg Guide 1.97, Rev 2,w/excep- 
tion of containment sump water temp. 

* NRC - No Detailed Affiliation Given. 86/04/11. 5pp. 41422:169-41422:173. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260011 Forwards revised FSAR Section 14.2.8.2.57 re at-power Intercomparison of 
reactor protection sys inputs & plant computer outputs test to define how inputs to sys 
read for comparison to plant computer. 

GUCWA,L.T. Georgia Power Co. 87/06/19. Document Control Branch (Document 
Control Desk). 3pp. 41476:244-41476:246. 

8706260208 Forwards revised FSAR Section 14.2.8.2.30 re flux map test, per License 
Condition 2.C.(3) requiring rept of changes to initial test program.Rev reflects deletion 
of test at 90% power plateau, 

GUCWA.L.T. Georgia Power Co. 87/06/19. Document Control Branch (Document 
Control Desk). 3pp. 41482:003-41482:005. 

8706260395 Forwards Amend 1 to License NPF-68 & safety evaluation. Amend 
changes Tech Spec Figure 3.1-2 to increase shutdown margin requirements. 
MILLER.M.A. Project Directorate 11-3. 87/06/23. O’REILLY, J.P. Georgia Power Co. 
2pp. 41480:075-41480:083. 

-8706260400 Amend 1 to License NPF-68, changing Tech Spec Table 3.1-2 to increase 
shutdown margin requirements. 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/06/23. 7pp. 41480:077-41480:083. 

-8706260401 Safety evaluation supporting Amend 1 to License NPF-68. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/23. 3pp. 
41480:084-41480:086. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010409 Forwards Insp Repts 50-424/87-27 & 50-425/87-27 on 870310-0417 & 
notice of violation.Another violation described in insp rept under consideration for es- 
calated enforcement action, so no violation issued at present. 

GRACE.J.N. Region 2. Office of Director. 87/05/19. O’REILLY, J.P. Georgia Power Co. 
3pp. 41132:139-41132:169. 

-8706010413 Notice of violation from insp on 870310-0417. 

GRACE.J.N. Region 2, Office of Director. 87/05/19. 1p. 41132:142-41132:142. 

-8706010418 Insp Repts 50-424/87-27 & 50-425/87-27 on 870310-0417. Violations 
noted:failure to implement procedure for p'ac’ng auxiliary feedwater sys in standby 
readiness & to establish procedure ;c dcte-mne & evaluate unidentified leakage. 
LIVERMORE.H.H.. ROGGE.J.F., SCHEPENS.R.J. Region 2, Office of Director. 87/05/ 
08. 27pp. 41132:143-41132:169. 

8706030334 Forwards Insp Rept 50-424/87-24 on 870306-20 & notice of violation. 
HERDT.A.R. Region 2, Office of Director. 87/05/21. O'REILLY.J.P. Georgia Power 
Co. 2pp. 41147:140-41147:149. 

-8706030337 Notice of violation from insp on 870306-20. 

HERDT,A.R. Region 2, Office of Director. 87/05/21. Ip. 41147:142-41147:142. 

-8706030341 Insp Rept 50-424/87-24 on 870306-20.Violations noted: failure to perform 
adequate surveillance of RCS leakage. 

BURNETT, P.T., LONG,A.R.. MATHIS, J.L Region 2, Office of Director. 87/05/15. 7pp. 
41147:143-41147:149. 

8706010469 Forwards corrected title page to Insp Rept 50-424/87-29 due to administra- 
tive error.lnsp date & rept number shown incorrectly. 

COLLINS.D.M. Region 2, Office of Director. 87/05/22. O’REILLY.J.P. Georgia Power 
Co. 3pp. 41131:065-41131:068. 

-8706020153 Corrected title page to Insp Rept 50-424/87-29 on 870423-24 due to ad- 
ministrative error.No violations or deviations noted.Major areas inspected:plant chem- 
istry. 

ROSS.W.J., KAHLE.J.B. Region 2, Office of Director. 87/05/22. Ip. 41131:068- 
41131:068. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27, 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075, 

8706160625 Forwards insp Rept 50-424/87-30 on 870428-0501 & notice of violation. 
STOHR.J.P. Region 2, Office of Director. 87/05/28. O’REILLY.J. Georgia Power Co. 
3pp. 41349:254-41349:265. 

-8706160630 Notice of violation from insp on 870428-0501. 

STOHR.J.P. Region 2, Office of Director. 87/05/28. 2pp. 41349:257-41349:258. 

-8706160639 Insp Rept 50-424/87-30 on 870428-0501 .Violations noted: failure to per- 
form adequate radiation surveys to ensure radiation areas properly identified & posted 
& failure to maintain radiation survey records. 

WRIGHT, F.N., HOSEY.C.M. Region 2, Office of Director. 87/05/28. 7pp. 41349:259- 
41349:265. 

8706090266 Forwards Insp Rept 50-424/87-26 on 870422-24,0429-0503,0512- 13 & 19- 
21. Violations identified under consideration for escalated enforcement action. 
GRACE,J.N. Region 2. Office of Director. 87/06/01. O’REILLY.J.P. Georgia Power Co. 
3pp. 41222:069-41222:072. 

-8706090270 Suppl to partially withheld Insp Rept 50-424/87-26 on 870422-24,0429- 
0503,12-13 & 19-21 (ref 10CFR2.790 & 73.21). Violations noted in areas of access 
controls.securlty organization,physical security plan & barriers. 

TOBIN, W., THOMPSON.D.H., MCGUIRE.D.R. Region 2, Office of Director, 87/05/29. 
Ip. 41222:072-41222:072. 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.’’ Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105, 

8706110026 Provides info supplementing 870501 response to violations noted in Insp 
Rept 50-424/87-1 2.Corrective actions:valve repositioned, operators counseled & night 
order issued to all shifts on 870302. 

GUCWA,L.T. Georgia Power Co. 87/06/04. Document Control Branch (Document 
Control Desk). 2pp. 41260:064-41260:065. 

8706160252 Forwards Insp Rept 50-424/87-33 on 870505-08.No violations or devi- 
ations identified, 

HERDT.A.R, Region 2, Office of Director. 87/06/04. O’REILLY.J.P. Georgia Power 
Co. 3pp. 41337:016-41337:022. 

-8706170010 Insp Rept 50-424/87-33 on 870505-08.No violations or deviations 
identified. Major areas inspected:completed startup tests. 

BURNETT, P.T, JAPE.F. Region 2, Office of Director. 87/06/03. 4pp. 41337019- 
41337:022. 


8706170091 Confirms 870505 telcon re 870519 enforcement conference in Region II to 
discuss NRC findings detailed in Insp Repts 50-424/87-30,50-424/87-27 and 50-424/ 
87-1 2. Proposed agenda end. 

GRACE,J.N. Region 2, Office of Director. 87/06/04. O’REILLY.J.P. Georgia Power Co. 
4pp. 41371:228-41371:231. 

8706250087 Summarizes enforcement conference w/util on 870520 re recent violations 
noted in Insp Repts 50-424/87-30,50-424/87-27 & 50-424/87-12 re proper sys align- 
ment & attention to detail. Attendees list end. 

GRACE,J.N. Region 2, Office of Director. 87/06/09. O’REILLY.J.P. Georgia Power Co. 
3pp. 41474:035-41474:037. 

8706100470 NRC Info Notice 87-027, ‘‘Iranian Official Implies Vague Threat to US Re- 
sources," Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, ‘‘Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, ‘‘Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706250205 Discusses Insp Repts 50-424/87-27 & 50-424/87-30 on 870310- 0417 & 
0428-0501 & forwards notice of violation.NRC will determine whether further enforce- 
ment action warranted based on util response re corrective & preventive actions. 
GRACE.J.N. Region 2, Office of Director. 87/06/12. O’REILLY.J.P. Georgia Power Co. 
4pp. 41474:306-41474:311. 

-8706250210 Notice Of violation from insp on 870310-0417 & 0428-0501. Violations 
noted:turbine driven auxiliary feedwater pump not in standby readiness & Operations 
Procedure 00308-C not implemented during boron recovery sys test. 

GRACE.J.N. Region 2, Office of Director. 87/06/12. 2pp. 41474:310-41474:311. 

8706230311 Responds to violations noted in Insp Repts 50-424/87-24 on 870306-20 & 
50-424/87-27 on 87031 0-041 7.Corrective action: Procedure 14905-1 revised to pro- 
vide correction factors for RCS temp.pressurizer level & chemistry sampling. 
GUCWA,L.T. Georgia Power Co, 87/06/18. Document Control Branch (Document 
Control Desk). 5pp. 41430:037-41430:041. 

8706300013 Forwards Insp Repts 50-424/87-32 & 50-425/87-23 on 870518-22 & notice 
of violation.Unresolved item identified in insp rept will be pursued during future insps. 
STOHR.J.P. Region 2. Office of Director. 87/06/18. O’REILLY.J.P. Georgia Power Co. 
3pp. 41487:184-41487:201. 

—8706300040 Notice of violation from insp on 870518-22. 

STOHR.J.P. Region 2, Office of Director. 87/06/18. 3pp. 41487:187-41487:189. 

-8706300057 Insp Repts 50-424/87-32 & 50-425/87-23 on 870518-22. Violations 
noted:failure to classify security event per emergency plan requirements & inconsist- 
encies between classification procedure emergency action levels & plan. 

GOODEN, A., DECKER.T.R. Region 2, Office of Director, 87/06/10. 12pp. 41487:190- 
41487:201. 


8706170115 NRC Info Notice 87-028, ‘‘Air Sys Problems at US LWRs." Svc list end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 

8706300825 Forwards Insp Rept 50-424/87-35 on 870518-22 & notice of violation. 
STOHR.J.P. Region 2, Office of Director. 87/06/23. O’REILLY.J.P. Georgia Power Co. 
3pp. 41502:238-41502:252. 

-8706300832 Notice of violation from insp on 870518-22. 

STOHR.J.P. Region 2, Office of Director. 87/06/25. 2pp. 41502:241-41502:242. 

-8706300837 Insp Rept 50-424/87-35 on 87051 8-22. Violations noted:faiiure to conduct 
adequate startup shield verification radiation surveys & to document corrective actions 
for deficiencies. 

WEDDINGTON.R.E., KUZO.G.B., HOSEY.C.M. Region 2, Office of Director. 87/06/23. 
10pp. 41502:243-41502:252. 

8706300941 Confirms 870630 enforcement conference, per 870619 telcon. Meeting 
scheduled to discuss findings re Insp Repts 50-424/87-31 & 50-424/87-37.Proposed 
meeting agenda end. 

GRACE.J.N. Region 2, Office of Director. 87/06/24. O’REILLY.J.P, Georgia Power Co. 
4pp. 41514:191-41514:194. 
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8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

GUNN INGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706040223 Revised monthly operating rept for Apr 1 987.W/870522 Itr. 
DILWORTH.S.C.. GUCWA.L.T. Georgia Power Co. 87/04/30. 8pp. 41177:089- 
41177:096. 

8706190313 Monthly operating rept for May 1987.W/870615 Itr. 

DILWORTH,S.C., GUCWA,L.T. Georgia Power Co. 87/05/31. 7pp. 41394:254- 
41394:260. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR.RES.AEOD & regional ofcs on events which occurred 
since 870512 meeting. Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 87041 1). lOpp. 41128:003-41128:012. 

8706120307 PNO-ll-87-031:on 87051 9,low level radioactively contaminated water 
leaked into turbine bldg.Caused by pressurization of crud tank.Some contaminated 
water diluted & discharged into Savannah River.Decontamination efforts continuing. 
SINKULE,M., BROWNLEE,V.L Region 2, Office of Director. 87/05/21. 2pp. 
41279:205-41279:206. 

8706090343 Discusses efforts re installation of ties on affected cable tray runs, per 
870109 & 0527 transmittals in response to 10CFR50.55(e) & 21 reportable 
condition. Stainless steel & nylon ties will be installed on Units 1 & 2, respectively. 
R1CE,P.D. Georgia Power Co. 87/05/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 41223:110-41223:111. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706090330 LER 87-01 9-00:on 870429, Train A toxic gas monitor actuated resulting in 
control room isolation.Cause for actuation indeterminate.Chlorine gas removed from 
site.Toxic gas monitors restored to operation. W/870529 Itr. 

BURNS.W.E., GUCWA,L.T. Georgia Power Co. 87/05/29. 7pp. 41225:026-41225:032. 

8706090426 LER 87-01 8-00:on 870429 & 0504, reactor tripped on over-power & over- 
temp delta-temp bistables on Channel 2.Caused by faulty bistable circuit board.Board 
replaced & branch testing to be performed.W/870529 Itr. 

BURNS.W.E., GUCWA.L.T. Georgia Power Co. 87/05/29. 6pp. 41224:241-41224:246. 

8706080196 LER 87-021 -00;on 870501, control room ventilation isolation actuation 
occurred.Caused by false signal from monitor when data processing module 
failed.Oata processing module replaced. W/870601 Itr. 

BURNS.W.E., GUCWA.L.T. Georgia Power Co. 87/06/01. 5pp. 41218:023-41218:027. 

8706090012 LER 87-020-00:on 870430, during feedwater flow transfer while in Mode 
2, feedwater isolation occurred on hi-hi level trip In steam generator. Caused by main 
feedwater regulating valve leak.Valve recalibr.W/870601 Itr. 

BURNS.W.E.. GUCWA.L.T. Georgia Power Co. 87/06/01. 6pp. 41218:357-41218:362. 

8706160355 PNO-ll-87-035:on 870601, Georgia Power Co declared facility in commercial 
operation following completion ol ’OC h wa-ranty run at 100% power on 870531. 
CHRISTNOT.E. Region 2. Office of Director. 87/06/01. Ip. 41317:012-41317:012. 

8706100374 LER 87-022-00;on 870503, automatic containment isolation 

occurred.Caused by high radiation signal from containment ventilation effluent radi- 
ation monitor due to operator error.Plant equipment operator reprimanded.W/870602 
Itr. 

BURNS.W.E., GUCWA.LT. Georgia Power Co. 87/06/02. 6pp. 41248:286-41248:291. 

8706150081 LER 87-023-00;on 870428, RHR sys min flow requirement potentially not 
met.Caused by partial closure of RHR valves. Restrictive cable tag relocated & valve 
positioner recalibr for valves 1-HV-0606 & 1 -HV-0607,respectively.W/870605 Itr. 
BURNS.W.E, GUCWA.LT. Georgia Power Co. 87/06/05. 7pp. 41291:165-41291:171, 

8706150215 LER 87-024-00;on 870506, main feedwater pump trip signal & subsequent 
auxiliary feedwater actuation occurred.Caused by procedural inadequacy.Short-term 
corrective action precautions added to Procedure 1361 5-1 .W/870605 Itr. 

BURNS.W.E., GUCWA.LT. Georgia Power Co. 87/06/05. 7pp. 41291:330-41291:336. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting.List of attendees, events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNiNG.W. Events Assessment Branch. 87/06/08. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706160383 LER 87-026-00:on 87051 0.main feedwater isolation & turbine trip occurred 
resulting in actuation of both motor-driven auxilary feedwater pumps.Caused by inad- 
equate procedure. Operating procedure revised.W/870609 Itr. 

BURNS.W.E., GUCWA.LT- Georgia Power Co. 87/06/09. 5pp. 41336:102-41335:111. 

8706170405 LER 87-025-00:on 870509, automatic reactor trip occurred when steam 
generator 4 water level reached lo lo level trip setpointCaused by procedural 
inadequacy.Test procedure clarified re main turbine load limiter.W/87061 1 Itr. 
BURNS.W.E., GUCWA.LT. Georgia Power Co. 87/06/11. 6pp. 41384:331-41384:336. 

8706230180 LER 87-027-00;on 87051 3, reactor trip occurred when steam generator 1 
reached lo-lo water level setpoint.Caused by inadvertent closure of MSIV during 
maint.due to inadequate instructions.Written guidelines established, W/87061 2 Itr. 
BURNS.W.E,, GUCWA,L.T. Georgia Power Co. 87/06/12. 6pp. 41427:334-41427:339. 

8706300907 LER 87-031 -00:on 870603, while in Mode 3, steam generator 2 exceeded hl- 
hi water level setpoint resulting in trip of both main feedvvater (MFW) pumps & MFW 
isolation.Caused by procedural error.New max level established.W/870626 Itr. 
BURNS.W.E., GUc5wA,L.T. Georgia Power Co. 87/06/26. 6pp. 41514:222-41514:227. 


DOCKET 50-425 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 


A, Application/construction stage documents & correspondence 

8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OL.per IE Manual Chapter 94300. 

GRABER.L. LN Technologies Corp. (formerly NUS Corp.). 87/05/08. Division of Rules 
& Records (Pre 870413). Ip. 41210:030-41210:030. 

8706170152 Forwards proposed readiness review program, per 870116 outline & 870324 
presentation.Comments requested. 

RICE.P.D. Georgia Power Co. 87/05/08. GRACE, J.N. Region 2, Office of Director. 
19pp. 41370:029-41370:047. 

8706040074 Describes evolutionary changes implemented in field change request/au- 
thorization to continue work (FCR/ATCW) program, per 830602 request.Stated 
changes have enhanced & streamlined subj program. 

RICE.P.D. Georgia Power Co. 87/05/21. GRACE, J.N. Document Control Branch (Doc- 
ument Control Desk). 3pp. 41171:253-41171:255. 

87060 1 0358 Advises that based on review of util 870429 submittal re steam generator 
snubber reduction & auxiliary line break elimination program, proposal as outlined con- 
forms to current NRC technical position. 

YOUNGBLOOD.B.J. Project Directorate 11-3. 87/05/22. O'REILLY.J.P. Georgia Power 
Co. 3pp. 41128:217-41128:219. 

8706010405 Provides mods to settlement monitoring program to enable marker read- 
ings at 60-day intervals, while reducing amount & difficulty of work involved.Review of 
mods requested. W/34 oversize drawings. 

BAILEY.J.A. Georgia Power Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). 10pp. 41137:261-41137:272. 

8706100317 Discusses use of Panduit plastic cable ties for short-term support of Seis- 
mic Class 1E cables in long vertical cable trays.Util proposes use of Panduit stainless 
steel cable ties for Units 1 & 2 as described in end rept. 

BAILEY.J.A. Southern Company Services, Inc. 87/05/27. Document Control Branch 
(Document Control Desk). 2pp. 41240:331-41240:357. 

“8706100332 "Long Term Support of Cables in Vertical Cable Trays." 

• Georgia Power Co. 87/05/26. 25pp. 41240:333-41240:357. 

8706090230 Forwards revised response to Question Q410.15-1 re pipe break critera for 
flooding analyses.Changes simplify plant design & const & improves plant maintain- 
ability by reducing number of supports. 

BAILEY.J.A. Southern Company Services, Inc. 87/06/01. Document Control Branch 
(Document Control Desk). 3pp. 41220:003-41220:005. 

8706090334 Forwards ‘‘Verification & Validation:Final Rept for Plant Safety Monitoring 
Sys.” All trouble repts resolved.Only one validation trouble rept re human engineering 
deficiencies remains open. 

BAILEY.J.A. Southern Company Services, Inc. 87/06/01. Document Control Branch 
(Document Control Desk). 3pp. 41229:273-41229:298. 

“8706090348 “Verification & Validation: Final Rept for Plant Safety Monitoring Sys." 

* Southern Company Services, Inc. 87/06/30. 23pp. 41229:276-41229:298. 

8706090433 Notifies of proposed deletion of nonessential portions of electrical penetra- 
tion filter & exhaust sys described in FSAR Section 9.4.5.Comments requested by 
87061 S.Diagram of sys & applicable marked-up FSAR pages end. 

BAILEY.J.A. Georgia Power Co. 87/06/01. Document Control Branch (Document Con- 
trol Desk). 11pp. 41234:358-41235:007. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160433 Notification of 870629 & 30 & 0701 meetings w/util.SoHaR, Inc, Southern 
Co Svcs & Westinghouse in Pittsburgh PA to audit plant safety monitoring sys verifica- 
tion & va::daiier cr.icjrarr..Mriol!r.c «c'or':!a enc . 

MILLER, M.A. P'O'ec'i C.reciorato I-". 87.'C6:'-iO. YOUNGBLOOD.B.J. Project Director- 
ate 1I-3. 5pp. 41348:140-41348:144. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230190 Forwards listings of nonroutine correspondence between util & NRC-NRR 
for which written responses required. 

GUCWA.LT. Georgia Power Co. 87/06/17. Document Control Branch (Document 
Control Desk). 6pp. 41427:213-41427:218. 

8706230083 Final response to FOIA requost.Dccuments in App A already available in 
PDR.Documents in App B being neoo availaolo r: =^0= & end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/18. CONNOR.L. 
Doc-Search Associates. 3pp. 41422:138-41422:140. 

“8604210354 Forwards SER supporting conformance to Reg Guide 1.97 re emergency 
response capability & EG&G Idaho, Inc Rept EGG-EA-6806, “Conformance to Reg 
Guide 1.97,Vogtle Electric Generating Plant, Units 1 & 2." 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/04/11. MILLER, M. 
PWR Project Directorate 4. Ip. 41422:168-41422:168. 

“8604210357 “Conformance to Reg Guide 1.97.Vogtle Electric Generating Plant, Units 1 
& 2 ." 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN A-6493. EGG-EA- 
6806. 86/04/30. NRC - No Detailed Affiliation Given. 24pp. 41422:174-41422:197. 

“8605070579 Forwards markup of Electrical, Instrumentation & ContrpI Sys Branch 
SER, per 86041 1 request, reflecting util most recent com""ltmG'it tc mcdif-y containment 
sump water temp instrument loops per Category 2 'eci.:romor:s :.! .^'eg Guide 1.97. 
ROSSI, C.E. Assistant Director for Technical Support ;P'.VR-Ai. HGiC^i/CP. MILLER, M. 
PWR Project Directorate 4. 2pp. 41422:198-41422:205. 
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-8706230129 SER re util 830414.850315.0620,0906 & 860121 responses to Reg Guide 
1.97.Design acceptable w/respect to conformance to Reg Guide 1.97, Rev 2,w/excep- 
tion of containment sump water temp. 

• NRC - No Detailed Affiliation Given. 86/04/11. 5pp. 41422:169-41422:173. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8706170044 Confirms that maint of reactor trip sys components controlled & processed 
by maint work order procedures, per Generic Ltr 83-28, Item 3. 1.1, requiring statement 
re required post-maint testing of reactor trip sys components. 

GUCWA.lt. Georgia Power Co. 87/06/09. Document Control Branch (Document 
Control Desk). 2pp. 41368:359-41368:360. 


F. Security, medical, emergency & fire protection plans 

8706010409 Forwards Insp Repts 50-424/87-27 & 50-425/87-27 on 870310-0417 & 
notice of violation.Another violation described in insp rept under consideration for es- 
calated enforcement action, so no violation issued at present. 

GRACE, J.N. Region 2. Office of Director. 87/05/19. O’REILLY. J.P. Georgia Power Co. 
3pp. 41132:139-41132:169. 

-8706010418 Insp Repts 50-424/87-27 & 50-425/87-27 on 870310-0417. Violations 
noted:failure to implement procedure for placing auxiliary feedwater sys in standby 
readiness & to establish procedure to determine & evaluate unidentified leakage. 
LIVERMORE.H.H. Region 2, Office of Director. 87/05/08. 27pp. 41132:143- 
41132:169. 

8706010414 Ack receipt of scope & objectives for Vogtie radiological emergency pre- 
paredness exercise scheduled for 870728. Submittal appears to fulfill requirements for 
annual onsite exercise. 

COLLINS, D.M. Region 2, Office of Director. 87/05/22. O’REILLY.J.P. Georgia Power 
Co. 2pp. 41 1 18:079-41 1 18:080. 

8706170093 Forwards Insp Rept 50-425/87-22 on 87041 9-051 8.No violations or devi- 
ations noted. 

PEEBLES.T.A. Region 2, Office of Director. 87/05/28. O’REILLY.J.P. Georgia Power 
Co. 2pp. 41371:232-41371:247. 

-8706170101 Insp Rept 50-425/87-22 on 87041 9-051 8.No violations or deviations 
noted.Major areas inspected:fire protection, structural concrete & rebar, reactor vessel 
& internals & containment & safety-related structures. 

LIVERMORE.H.H., SINKULE.M.V. Region 2, Office of Director. 87/05/28. 14pp. 
41371:234-41371:247. 

8706090369 Rev 5 to Emergency Plan Implementing Procedure 91204-C, "Emergency 
Response Communications.’’ W/ revised table of contents & 870602 ltr. 

GUCWA,LT. Georgia Power Co. 87/06/02. 58pp. 41221:037-41221:094. 

8706120195 Forwards IE Info Notice 86-098, "Offsite Medical Svcs.’’ FEMA 861113 
memo forwarding Guidance Memo MS-1 & 861202 FR notlce.Brief rept on status of 
arrangements for medical svcs requested within 1 5 days of ltr date. 

MILLER, M.A. Project Directorate 11-3. 87/06/04. O’REILLY.J.P. Georgia Power Co. 
2pp. 41280:001-41280:017. 

8706170556 Confirms that previously scheduled emergency preparedness exercise ap- 
praisal will not be conducted as part of exercise.Critique & exit meeting, originally 
scheduled for 870730-31 .will be held on 870729,per discussion. 

GUCWA,L.T- Georgia Power Co. 87/06/09. Document Control Branch (Document 
Control Desk). 2pp. 41386:190-41386:191. 

8706220225 Reviews States of GA & SC local plans for radiological emergencies for 
Vogtie planLSubi to condition stated, local plans & preparedness found adequate. 
MCLOUGHLIN.D. Federal Emergency Management Agency. 87/06/09. STELLO.V. 
Office of the Executive Director for Operations. Ip. 41409:145-41409:145. 

8706170422 Forwards plant scenario/controller package for 870728 emergency pre- 
paredness exercise.NRC exercise exit scheduled for 870729.W/O end. 

GUCWA.L.T. Georgia Power Co. 87/06/10. Document Control Branch (Document 
Control Desk). 2pp. 41384:348-41384:349. 

8706220266 Revised emergency plan implementing instructions.including Rev 0 to EPII- 
01, “Corporate Emergency Organization,” Rev 0 to EPII-02, “Notification of Corporate 
Emergency Organization" & Rev 0 to EPII-03.W/87061 1 ltr. 

GUCWA,LT. Georgia Power Co. 87/06/11. 115pp. 41410:179-41410:271. 

8706240197 Forwards Amend 8 to physical security & contingency plan. Amend reflects 
Implementation of miscellaneous administrative & physical improvements re security 
plan. Amend 8 withheld (ref 10CFR73.21). 

GUCWA,L.T. Georgia Power Co. 87/06/17. Document Control Branch (Document 
Control Desk). 2pp. 41 438:260-41 438:261 . 

8706300013 Forwards Insp Repts 50-424/87-32 & 50-426/87-23 on 870518-22 & notice 
of vioIation.Unresoived item identified In insp rept will be pursued during future insps. 
STOHR.J.P. Region 2. Office of Director. 87/06/18. O’REILLY.J.P. Georgia Power Co. 
3pp. 41487:184-41487:201. 

-8706300057 Insp Repts 50-424/87-32 & 50-425/87-23 on 870518-22. Violations 
noted:failure to classify security event per emergency plan requirements & inconsist- 
encies between classification procedure emergency action levels & plan. 

GOODEN, A. Region 2, Office of Director. 87/06/10. 12pp. 41487:190-41487:201, 

8706300890 Ack receipt of scenario for radiological emergency preparedness exercise 
scheduled for 870728.Scenarlo fulfills requirements for annual onsite 
exercise.Licensee comments re scenario will be transmitted to coordinator by tele- 
phone. 

COLLINS, D.M. Region 2, Office of Director. 87/06/24. O’REILLY.J.P. Georgia Power 
Co. 2pp. 41 501 :283-41 501 :284. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010409 Forwards Insp Repts 50-424/87-27 & 50-425/87-27 on 870310-0417 & 
notice of violation.Another violation described in insp rept under consideration for es- 
calated enforcement action.so no violation issued at present. 

GRACE, J.N. Region 2, Office of Director. 87/05/19. O’REILLY.J.P. Georgia Power Co. 
3pp. 41132:139-41132:169. 

-8706010413 Notice of violation from insp on 870310-0417. 

GRACE.J.N. Region 2, Office of Director. 87/05/19. Ip. 41132:142-41132:142. 

-8706010418 insp Repts 50-424/87-27 & 50-425/87-27 on 870310-0417. Violations 
noted:failure to implement procedure for placing auxiliary feedwater sys in standby 
readiness & to establish procedure to determine & evaluate unidentified leakage. 
LIVERMORE.H.H., ROGGE.J.F., SCHEPENS.R.J. Region 2, Office of Director. 87/05/ 
08. 27pp. 41132:143-41132:169. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27, 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075, 

8706170093 Fonvards Insp Rept 50-425/87-22 on 87041 9-051 8.No violations or devi- 
ations noted. 

PEEBLES.T.A. Region 2. Office of Director. 87/05/28. O'REILLY, J.P. Georgia Power 
Co. 2pp. 41371:232-41371:247. 

-8706170101 Insp Rept 50-425/87-22 on 87041 9-051 8.No violations or deviations 
noted.Major areas inspected:fire protection, structural concrete & rebar, reactor vessel 
& internals & containment & safety-related structures. 

LIVERMORE.H.H.. SINKULE.M.V. Region 2. Office of Director. 87/05/28. 14pp. 
41371:234-41371:247. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706120195 Forwards IE Info Notice 86-098, “Offsite Medical Svcs," FEMA 861113 
memo forwarding Guidance Memo MS-1 & 861202 FR notice.Brief rept on status of 
arrangements for medical svcs requested within 1 5 days of ltr date. 

MILLER, M.A. Project Directorate 11-3. 87/06/04. O’REILLY.J.P. Georgia Power Co. 
2pp. 41280:001-41280:017. 

8706160536 Ack receipt of 870508 & 13 responses to 870414 notice of 
violation.Response meets requirements of 10CFR2.201. Implementation of corrective 
actions will be examined during future insps. 

HERDT.A.R. Region 2. Office of Director. 87/06/05. O’REILLY.J.P. Georgia Power 
Co. 2pp. 41340:301-41340:302. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York. Inc, 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706300013 Forwards Insp Repts 50-424/87-32 & 50-425/87-23 on 870518-22 & notice 
of vioIation.Unresoived item identified in insp rept will be pursued during future insps. 
STOHR.J.P. Region 2, Office of Director. 87/06/18. O’REILLY.J.P. Georgia Power Co. 
3pp. 41487:184-41487:201. 

-8706300040 Notice of violation from insp on 870518-22. 

STOHR,J.P. Region 2, Office of Director. 87/06/18. 3pp. 41487:187-41487:189. 

-8706300057 Insp Repts 50-424/87-32 & 50-425/87-23 on 870518-22. Violations 
noted:failure to classify security event per emergency plan requirements & inconsist- 
encies between classification procedure emergency action levels & plan, 

GOODEN, A, DECKER, T.R. Region 2, Office of Director. 87/06/10. 12pp. 41487:190- 
41487:201. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSi,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22, 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300322 Confirms 870629 enforcement conference at Region II ofc to discuss four 
settled Dept of Labor cases.Proposed meeting agenda end. 

GRACE.J.N. Region 2, Office of Director. 87/06/22. O’REILLY.J.P. Georgia Power Co. 
3pp. 41494:059-41494:061. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp, 
41582:071-41582:179. 


$. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regional ofcs on events which occurred 
since 870512 meeting. Events discussed & significant elements of events end, 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSl.C.E. Division of Oper- 
ational Events Assessment (Post 870411). lOpp. 41128:003-41128:012. 
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8706120307 PNO-ll-87-031:on 87051 9, low level radioactively contaminated water 
leaked into turbine bldg.Caused by pressurization of crud tank.Some contaminated 
water diluted & discharged into Savannah River.Decontamination efforts continuing. 
SINKULE.M., BROWNLEE.V.L Region 2, Office of Director. 87/05/21. 2pp. 
41279:205-41279:206. 

8706090343 Discusses efforts re installation of ties on affected cable tray runs.per 
870109 & 0527 transmittals in response to 10CFR50.55(e) & 21 reportable 
ccrditicp Sta'p'ess steel & nylon ties will be installed on Units 1 & 2, respectively. 
^iCEPD 3-:;c'gia Power Co. 87/05/28. Document Control Branch (Document Con- 
trol Desk). 2pp. 41223:110-41223:111. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating suriace 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. I MO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 


DOCKET 50-433 UNIV. OF CALIFORNIA AT SANTA BARBARA RESEARCH 
REACTOR 


P. Operating license stage documents & correspondence 

8706220465 Informs of recent reorganization of NRR.Ofc now Standardization & Non- 
Power Reactor Project Directorate, under Div of Reactor Projects, III.IV.V & Special 
Projects. T Michaels designated project manager for facility. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
PROFIO.A.E. California, Univ. of, Santa Barbara, CA. 3pp. 41417:242-41417:244. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


A. Application/construction stage documents & correspondence 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.’’ Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters,’’ Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.’’ Svc list end, 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413), 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8706030136 Forwards Rev 4 of employee concern special program manual & writer 
guide issued on 870511. Uncontrolled copies of Rev 3 of documents previously provid- 
ed on 870401, W/o ends. 

MARTIN, M.S. Tennessee Valley Authority, 87/05/19. Document Control Branch (Doc- 
ument Control Desk). 2pp. 41157:201-41157:202. 

8706030182 Forwards list of 117 employee concerns task group subcategory repts to 
be submitted for review.Repts address both plant specific & programmatic evaluation 
results. 

MARTI N,M.S. Tennessee Valley Authority. 87/05/20. Document Control Branch (Doc- 
ument Control Desk). 13pp. 41161:113-41161:125. 

8706040225 Forwards listing of mgt & personnel subcategory repts & titles re employee 
concerns special program & 18 subcategory repts for mgt & personnel category w/ 
completed final reviews by Senior Review Panel & Employee Concern Task Group 
mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41177:215-41179:352. 


8706050176 Forwards listing of industrial safety subcategory repts numbers & titles ad- 
dressing concerns for employee concerns special program. Repts completed final 
review by senior review panel & employee concern task group mgt. 

MARTIN,M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41198:084-41200:059. 

8706030461 Forwards responses to JS Keppler 870422 questions re Rev 4 to Corpo- 
rate Nuclear Performance Plan.Plan will be revised to reflect changes in staff & 
progress in programmatic areas. 

WHITE, S.A. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 11pp. 41153:018-41153:028. 

8706180029 Forwards listing of mgt & personnel & mat! control subcategory repts & 
titles addressing concerns for employee concerns special program.Subcategory repts 
for mgt & personnel also end. 

MARTIN, M.S. Tennessee Valley Authority. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41391:163-41391:348. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160631 Forwards employee concerns special program Rev 2 to Subcategory-Const 
11200, ‘Workplan/Work Control” & Subcategory-Const Final Rept 15100, “Damage/ 
Const Control.” 

MARTIN, M.S. Tennessee Valley Authority. 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:336-41349:340. 

8706160530 Forwards TVA Employee Concerns Special Program Repts 10700. “Instru- 
ment Tubing” & 19100, “Electrical Equipment” & listing of const subcategory repts & 
titles.Final review of repts completed by senior review panel & task group mgt. 
MARTIN.M.S. Tennessee Valley Authority. 87/06/10. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:080-41349:185. 


—8706160538 Rev 3 to "Instrument Tubing,” TVA employee concerns special program 
final rept. 

SELEWSKI,M.E. Tennessee Valley Authority. 10700 R03. 87/06/05. 57pp. 41349:085- 
41349:148. 


-8706160553 Rev 3 to “Electrical Equipment,” TVA employee concerns special pro- 
gram rept. 

BROWN, R.M. Tennessee Valley Authority. 19100 R03. 87/06/05. 37pp. 41349:149- 
41349:185. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co, 48pp. 41392:073-41392:120. 

8706230380 Forwards Nuclear Safety Review Staff (NSRS) routine review of response 
to recommendations identified in NSRS Rept R-84-19-WBN,per 870520 request.Status 
of all NSRS repts reviewed.Commitment tracking & action item load sheet end. 
GRIDLEY.R.L. Tennessee Valley Authority. 87/06/16. Document Control Branch 
(Document Control Desk). 6pp. 41437:223-41438:104. 


8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


8706290031 Fonwards Rev 3 to TVA employee concerns special program final 
reptconst subcategory, “Mechanical.” 

MARTIN.M.S. Tennessee Valley Authority. 87/06/24. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41501:053-41501:267. 


“8707010013 Rev 3 to TVA employee concerns special program final Const Rept 
17100, “Mechanical.” 

BRYANT, J.B. Tennessee Valley Authority. 17100 R03. 87/06/18. 200pp. 41501:058- 
41501:267. 


F. Security, medical, emergency & fire protection plans 


8706100124 Confirms 870609 mgt meeting in Region II ofc to discuss util security 
activities,per 870601 tetcon. Proposed meeting agenda & notice of meeting end. 
ZECH.G.G. Office of Special Projects. 87/06/02. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 41240:073-41240:075. 


“8706110230 Notification of 870609 meeting w/util in Region II ofc to discuss util secu- 
rity activities. 

* Region 2, Office of Director. 87/06/02, Region 2, Office of Director. Ip. 41240:075- 
41240:075. 


G. Adjudicatory correspondence 


8706190090 Forwards reply to responses from NRC & B&W Owners Group. NRC re- 
sponse evidences no independent review of B&W claims. Commission urged to take 
personal jurisdiction of petition to ensure that latest commitment not frustrated. 
WEISS,E.R. Union of Concerned Scientists. #287 3752. 87/06/12, ZECH.LW. Com- 
missioners, 2pp. 41389:133-41389:205, 


“8706190105 SuppI 4 to petition for immediate action to relieve undue risk posed by 
nuclear power plants designed by B&W.UCS reply to responses from NRC & B&W 
Owners Group.* Certificate of Svc end. 

WEISS,E.R. Union of Concerned Scientists. 87/06/12. Commissioners. 71pp. 
41389:135-41389:205. 
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Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332*41143:075. 

8706040137 Requests extension of time to respond to violations noted in Insp Repts 
50-259/86-43,50-260/86-43,50-296/86-43, 50-327/86-73,50-328/86-73.50-390/86- 

27,50-391/86-26, 50-438/86-11 & 50-439/86-11 due to addi review required. 
GRIDLEY,R.L. Tennessee Valley Authority. 87/05/27. Document Control Branch 
(Document Control Desk). 2pp. 41176:329-41176:330. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list encl. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
encl. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list encl. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300265 Forwards results of review conducted to delineate procurement-related 
insps performed by Region II at TVA facilities.conducted per request re response to H 
Myers 870512 Itr to H Denton. 

BELISLE.G.A. Region 2, Office of Director. 87/06/24. ZECH.G.G. Office of Special 
Projects. 2pp. 41493:351-41493:352. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large irradia- 
tors." Svc list encl. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706050322 "Environ Radioactivity Levels Bellefonte Nuclear Plant Annual Rept,1986.'’ 
W/870527 Itr. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/12/31. 29pp. 41198:015-41198:043. 


S. Reportable occurrences, LERs & related correspondence 

8701280449 Forwards two lists revising commitment completion dates for final deficien- 
cy repts. End 1 lists items to be completed at least 6 months prior to fuel load.EncI 2 
lists items scheduled to undergo peer review. 

GR!DLEY,R.L. Tennessee Valley Authority. 87/01/21. GRACE, J.N. Office of Nuclear 
Reactor Regulation, Director (851125-870411). 4pp. 39393:001-39393:004. 

8706040358 Interim deficiency rept re min edge distance between lug attachments & 
welds on piping.lnitially reported on 870420. Acceptable min distance added to 
specs. Installed lugs to be reviewed.Final rept will be provided 1 yr before fuel load. 
GRlDLEY,R.L. Tennessee Valley A‘.jthcr;ty. 97/C5'22. Document Control Branch 
(Document Control Desk). 4pp. ■30:163-'*.: :{:-:::iDe. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM,B.C, IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706230498 Interim deficiency rept re inconsistent Limitorque valve actuator weights 
used in seismic ?.paiys'R.ln‘t'a"y rooorted on 870505.AII valves affected by deficiency 
have been id-C'v..‘ e-c.- nal rep: due o- or about 1 yr before fuel load. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/06/12. Document Control Branch 
(Document Control Desk). 5pp. 41433:149-41433:153. 

8706240252 Interim deficiency rept re unverified sketches used for analysis.tnitially re- 
ported on 870501 .As-built configuration control drawings will be developed & issued 
for field routed piping.Final rept to be submitted 1 yr before fuel load. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/06/17. Document Control Branch 
(Document Control Desk). 3pp. 41438:276-41438:278. 


V. Operator Examinations 

8706050361 Notification of contract execution, Mod 12, to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, TN for Training on Browns Ferry, Sequoyah & Bellefonte 
Simulators.” ContractonTVA, 

MEEHAN, B. Contract Administration Branch. FIN B-8717. 87/05/29. JORDAN, E. 
Office for Analysis & Evaluation of Operational Data, Director. Ip. 41200:203- 


*8706050363 Mod 12, providing incremental funds & increasing ceiling, to “Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Traininq on Browns 
Ferry, Sequoyah & Bellefonte Simulators.” 

SAIN.LH. Tennessee Valley Authority. FIN B-8717. 87/05/29. 2pp. 41200-204- 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


8706030136 Forwards Rev 4 of employee concern special program manual & writer 
guide issued on 87051 1. Uncontrolled copies of Rev 3 of documents previouslv nrnviri 
ed on 870401. W/o ends. ^ ^ 

MARTIN, M.S. Tennessee Valley Authority. 87/05/19. Document Control Branch (Dor- 
ument Control Desk). 2pp. 41 1 57:201 -41 1 57:202. 

8706030182 Forwards list of 117 employee concerns task group subcategory repts to 
be submitted for review.Repts address both plant specific & programmatic evaluation 
results. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/20. Document Control Branch fDor 
ument Control Desk). 13pp. 41161:113-41161:125. ' 

8706040225 Forwards listing of mgt & personnel subcategory repts & titles re employee 
concerns special program & 18 subcategory repts for mgt & personnel category w/ 
completed final reviews by Senior Review Panel & Employee Concern Task Grouo 
mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch fDoc- 
ument Control Desk). 5pp. 41 1 77:21 5-41 1 79:352. 

8706050176 Forwards listing of industrial safety subcategory repts numbers & titles ad- 
dressing concerns for employee concerns special program.Repts completed final 
review by senior review panel & employee concern task group mgt. 

MARTIN, M.S. Tennessee Valley Authority. 87/05/22. Document Control Branch fDoc- 
ument Control Desk). 5pp. 41 198:084-41200:059. 

8706030461 Forwards responses to JS Keppler 870422 questions re Rev 4 to Corpo- 
rate Nuclear Performance Plan.Plan will be revised to reflect changes in staff & 
progress in programmatic areas. 

WHITE, S.A. Tennessee Valley Authority. 87/05/27. Document Control Branch (Docu- 
ment Control Desk). 1 1 pp. 41 1 53:01 8-41 1 53:028. 

8706180029 Forwards listing of mgt & personnel & matl control subcategory repts & 
titles addressing concerns for employee concerns special program.Subcategory repts 
for mgt & personnel also end. 

MARTIN, M.S. Tennessee Valley Authority. 87/06/02. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41 391 :1 63-41 391 :348. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706160631 Forwa'-ds employee concerns special program Rev 2 to Subcategory-Const 
11200, “'Ao-'kplan/ Work Control” & Subcategory-Const Final Rept 15100, °Damaqe/ 
Const Control.” 

MARTIN, M.S. Tennessee Valley Authority. 87/06/05. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:336-41349:340. 

8706160530 Forwards TVA Employee Concerns Special Program Repts 10700, “Instru* 
mont "^ubing” & 19100, “Electrical Equipment" & listing of const subcategory repts & 
lilios.Rnai revow o: repts completed by senior review panel & task group mgt. 
MARTIN, M.S. Tennessee Valley Authority. 87/06/10. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41349:080-41349:185. 

”8706160538 Rev 3 to “Instrument Tubing,” TVA employee concerns special program 
final rept. 

SELEWSKI.M.E. Tennessee Valley Authority. 10700 R03. 87/06/05. 57pp. 41349:085- 
41349:148. 


•8706160553 Rev 3 to “Electrical Equipment," TVA employee concerns special pro- 
gram rept. 

BROWN, R.M. Tennessee Valley Authority, 19100 R03. 87/06/05. 37pp. 41349:149- 
41349:185. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73,57 requirements for FBI criminal history checks.Svc list encl. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230380 Forwards Nuclear Safety Review Staff (NSRS) routine review of response 
to recommendations identified in NSRS Rept R-84-19-WBN,per 870520 requesLStatus 
of all NSRS repts reviewed.Commitment tracking & action item load sheet encl. 
GRIDLEY.R.L. Tennessee Valley Authority. 87/06/16. Document Control Branch 
(Document Control Desk). 6pp. 41437:223-41438:104. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama^ 
Power Co. 70pp. 41582:001-41582:070. 

8706290031 Forwards Rev 3 to TVA employee concerns special program final 
rept, const subcategory, “Mechanical." 

MARTIN, M.S. Tennessee Valley Authority. 87/06/24. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41501:053-41501:267. 

”8707010013 Rev 3 to TVA employee concerns special program final Const Rept 
17100, “Mechanical.” 

BRYANT, J.B. Tennessee Valley Authority. 17100 R03. 87/06/18. 200pp. 41501:058- 
41501:267. 


F. Security, medical, emergency & fire protection plans 


8706100124 Confirms 870609 mgt meeting in Region II ofc to discuss util security 
activities, per 870601 telcon.Proposed meeting agenda & notice of meeting encl. 
ZECH.G.G. Office of Special Projects. 87/06/02. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp, 41 240:073-41 240:075. 
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“8706110230 Notification of 870609 meeting w/util in Region II ofc to discuss util secu- 
rity activities. 

* Region 2, Office of Director. 87/06/02. Region 2, Office of Director. lp. 41240-075- 
41240:075. 


G. Adjudicatory correspondence 

8706190090 Forwards reply to responses from NRC & B&W Owners Group. NRG re- 
sponse evidences no independent review of B&W claims. Commission urged to take 
personal jurisdiction of petition to ensure that latest commitment not frustrated. 

WEISS, E.R. Union of Concerned Scientists. #287 3752. 87/06/12. ZECH.LW. Com- 
missioners. 2pp. 41389:133-41389:205. 

“8706190105 Suppl 4 to petition for immediate action to relieve undue risk posed by 
nuclear power plants designed by B&W.UCS reply to responses from NRC & B&W 
Owners Group.* Certificate of Svc end. 

WEISS, E.R. Union of Concerned Scientists. 87/06/12. Commissioners. 71 pp 
41389:135-41389:205. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706040137 Requests extension of time to respond to violations noted in Insp Repts 
50-259/86-43,50-260/86-43,50-296/86-43, 50-327/86-73,50-328/86-73,50-390/86- 

27,50-391/86-26, 50-438/86-11 & 50-439/86-11 due to addl review required. 
GRIDLEY.R.L. Tennessee Valley Authority, 87/05/27. Document Control Branch 
(Document Control Desk). 2pp. 41176:329-41176:330. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.’’ Svc list end. 

ROSSl,C.E, Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety' (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
'■.■2iJ:):2 17-4 1289:3.^.0. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.’’ Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300265 Forwards results of review conducted to delineate procurement-related 
insps performed by Region II at TVA facilities, conducted per request re response to H 
Myers 870512 Itr to H Denton. 

BEL1SLE,G.A. Region 2, Office of Director. 87/06/24. ZECH.G.G. Office of Special 
Projects. 2pp. 41493:351-41493:352. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNlNGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706050322 “Environ Radioactivity Levels Bellefonte Nuclear Plant Annual Rept,1986." 
W/870527 Itr. 

GR1DLEY,R.L. Tennessee Valley Authority. 86/12/31. 29pp. 41198:015-41198:043. 


S. Reportable occurrences, LERs & related correspondence 

8701280449 Fonwards two lists revising commitment completion dates for final deficien- 
cy repts.Encl 1 lists items to be completed at least 6 months prior to fuel load.EncI 2 
lists items scheduled to undergo peer review. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/01/21. GRACE.J.N. Office of Nuclear 
Reactor Regulation, Director (851125-870411). 4pp. 39393:001-39393:004. 

8706040358 Interim deficiency rept re min edge distance between lug attachments & 
welds on piping. Initially reported on 870420. Acceptable min distance added to 
specs. Installed lugs to be reviewed.Final rept will be provided 1 yr before fuel load. 
GRIDLEY.R.L. Tennessee Valley Authority. 87/05/22. Document Control Branch 
(Document Control Desk). 4pp. 41180:163-41180:166. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706230498 Interim deficiency rept re inconsistent Limitorque valve actuator weights 
used in seismic analysis.lnitially reported on 870505.AII valves affected by deficiency 
have been identified. Final rept due on or about 1 yr before fuel load. 

GRIDLEY.R.L. Tennessee Valley Authority. 87/06/12. Document Control Branch 
(Document Control Desk). 5pp. 41433:149-41433:153. 


8706240252 Interim deficiency rept re unverified sketches used for analysis.lnitially re- 
ported on 870501. As-built configuration control drawings will be developed & issued 
for field routed piping.Final rept to be submitted 1 yr before fuel load. 

GRIDLEY,R.L Tennessee Valley Authority. 87/06/17. Document Control Branch 
(Document Control Desk). 3pp. 41438:276-41438:278. 


V. Operator Examinations 


8706050361 Notification of contract execution, Mod 12,to “Use of TVA Reactor Simula- 
tor Facilities at Chattanooga.TN for Training on Browns Ferry, Sequoyah & Bellefonte 
Simulators." Contractor-.TVA. 

MEEHAN,B. Contract Administration Branch. FIN B-8717. 87/05/29. JORDAN,E. 
Office for Analysis & Evaluation of Operational Data, Director. Ip. 41200:203- 
41200:205. 

“8706050363 Mod 12,providing incremental funds & increasing ceiling, to “Use of TVA 
Reactor Simulator Facilities at Chattanooga.TN for Training on Browns 
Ferry,Sequoyah & Bellefonte Simulators." 

SAIN.LH. Tennessee Valley Authority. FIN B-8717. 87/05/29. 2pp. 41200:204- 
41200:205. 
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F. Security, medical, emergency & fire protection plans 


8706230132 Forwards Safety Insp Repts 50-440/87-10 & 50-441/87-02 on 870512- 
14.No violations noted. 

SHAFER,W.D. Region 3, Office of Director. 87/06/03. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 41429:090-41429:111. 

-8706230137 Insp Repts 50-440/87-10 & 50-441/87-02 on 87051 2-1 4.No 

vlolations,deficiencies or deviations noted.Major areas inspected:emergency prepared- 
ness exercise involving observations of key functions & locations during exercise. 
FOSTER, J.. SNELUW. Region 3, Office of Director. 87/06/02. 20pp. 41429:092- 
41429:111. 


8706160637 Forwards Safeguards Insp Rept 50-440/87-11 on 870601-04.No violations 
noted. 

AXELSON,W.L. Region 3, Office of Director. 87/06/11. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 41335:068-41335:070. 

-8706160652 Partially withheld Physical Security Insp Rept 50-440/87-11 on 870601-04 
(ref 10CFR73.21).No noncompliance noted.Major areas inspected:security program 
audit.records.repts.locks, keys & combinations & security sys power supply. 
KNICELEY,J.R., MADEDA.T.J., CREED.J.R. Region 3, Office of Director. 87/06/10. 
1p. 41335:070-41335:070. 

8706240369 Revised emergency plan inplementing instructions.consisting of Temporary 
Change Notice (TCN) 2 to Rev 3 to EP1-C2, “Maint & Inventory of Emergency Equip- 
menr & TCN-2 to Rev 5 to EPI-A6, “Technical Support Ctr Activation." W/870617 Itr. 
STEAD, F.R., ANDERSON, J.D.. EDELMAN,M.R. Cleveland Electric Illuminating Co. 87/ 
06/17. 30pp. 41449:080-41449:109. 


G. Adjudicatory correspondence 

8706160098 Sunflower Alliance motion to reopen record & submit new contention.* 
New evidence,including Reed rept & probably other internal GE documents,constitute 
relevant & reliable matl.Legal criteria can be metW/Certificate of Svc. 

LODGE, T.J. Sunflower Alliance. #287 3733. 87/06/05. Commissioners. 7pp. 
41296:164-41296:170. 

8706160114 Petition of Toledo Coalition for Safe Energy, Sunflower Alliance, Inc, S Sass 
& SB Carter for revocation, mod or suspention of OL per 10CFR2.206.* No regulatory 
review has taken place at plant in response to Reed reptw/sve list. 

LODGE, T.J. Carter. S. LODGE.T.J. Toledo Coalition for Safe Energy. LODGE.T.J. Sun- 
flower Alliance. #287 3734. 87/06/05. Atomic Safety and Licensing Board Panel. 5pp. 
41296:133-41296:137. 


H. General correspondence 


8706190228 Advises of slig^ht organization change at util.L Phillips appointed executive 
vice president at Toledo Edison. 

GINN.R.M. Centerior Energy. 87/05/29. DAVIS.A.B. Region 3, Office of Director. 4pp. 
41396:078-41396:081. 


1. Financial information 


8706120042 Fonwards Cleveland Electric Illuminating Co.Ohio Edison Co, Toledo Edison 
Co & Duquesne Light Co 1986 annual financial repts per 10CFR50.71(b). 

CAREY, J.J. Duquesne Light Co. 87/06/04. Document Control Branch (Document 
Control Desk). Ip. 41274:310-41275:102. 

-8706120053 “Ohio Edison Annual Rept 1986.” 

ROGERS.J.T. Ohio Edison Co. 86/12/31. 44pp. 41274:311-41274:354. 

“8706120070 “Cleveland Electric Illuminating Co Annual Rept 1986." 

* Cleveland Electric Illuminating Co. 86/12/31. 26pp. 41274:355-41275:021. 

—8706120086 “Toledo Edison Co Annual Rept 1986.” 

* Toledo Edison Co. 86/12/31. 27pp. 41275:022-41275:048. 

-8706120101 “Duquesne Light Co Annual Rept 1986.” 

ARTHUR, J.M., VON SCHACK.W.W. Duquesne Light Co. 86/12/31. 52pp. 41275:049- 
41275:102. 
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P. Operating license stage documents & correspondence 

87012804S1 Extends invitation to participate in 870129 workshop in Chicago, IL on NRC 
'rc'cient 'nvest’cation Program.W/o stated ends. 

KE.='=>LER,J.G. “Region 3, Office of Director. 87/01/16. EDELMAN.M.R. Cleveland 
Electric Illuminating'’ Co. 2pp. 39393:007-39393:008. 

8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OL.per IE Manual Chapter 94300. 

GRABER.L LN Technologies Corp. (formerly NUS Corp.). 87/05/08. Division of Rules 
^ Records (Pre 870413). Ip. 41210:030-41210:030. 

8706260261 Forwards Final EGG-NTA<7627, “Conformance to Generic Ltr 83-28, Item 
2.2.2-Vendor Interface Programs for All Other Safety-Related Components:Perry Unit 
1." Licensee should establish interfaces w/safety-related component vendors. 
ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/15. CARRINGTON,M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41482:188-41482:204. 

“8706260266 Final “Conformance to Generic Ltr 83-28,ltem 2.2.2-Vendor Interface 
Programs for All Other Safety-Related Components: Perry Unit 1,” informal rept. 
STOFFEUJ.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). STOFFEL.J.W. Idaho National 
Engineering Laboratory. FIN D-6001. EGG-NTA-7627. 87/05/31. NRC - No Detailed 
Affiliation Given. 16pp. 41482:189-41482:204. 

8706040041 Requests listed marked documents re Rev 1 to NUREG-1147, “Seismic 
Safety Research Program Plan,” be placed in PDR. 

KENNEALLY.R.M. NRC - No Detailed Affiliation Given. 87/05/27. DUNLAVEY.M.R. 
NRC - No Detailed Affiliation Given. 5pp. 41175:195-41176:030. 

“8610090431 Recommends that NRR & RES meet to discuss extent to which existing 
programs in RES can provide answers to end generic questions re high frequency 
ground motion & 860131 earthquake. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (851125-870411). 86/ 
10/03. BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 
860720). 3pp. 41175:214-41175:216. 

8706100435 Forwards Amend 5 to License NPF-58 & safety evaluation. Amend grants 
one-time exception to Tech Spec 4.6.1, 2.f to extend leak testing interval of MSIV in 
Steam Line A until 870712. 

COLBURN.T.G. Project Directorate 111-1. 87/05/29. EDELMAN,M.R. Cleveland Electric 
Illuminating Co. 2pp. 41246:199-41246:209. 

“8706100442 Amend 5 to License NPF-58,granting one-time exception to Tech Spec 
4.6.1. 2.f to extend leak testing interval of MSIV in Steam Line A until 870712. 
VIRGILIO,M.J. Project Directorate lll-l. 87/05/29. 5pp. 41246:201-41246:205. 

“8706100446 Safety evaluation supporting Amend 5 to License NPF-58. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/29, 4pp. 
41246:206-41246:209. 

8706080271 Confirms that License NPF-58 amended to change trip setpoints & allow- 
able values for main steam line turbine bldg & steam tunnel high temp limits,per util 
870529 ltr & NRC 870529 telcon.Formal license amend being processed. 
HOLAHAN.G.M. Division of Reactor Projects - III,1V,V & Special Projects (Post 
870411). 87/06/01. EDELMAN,M.R. Cleveland Electric Illuminating Co. 2pp. 
41210:198-41210:199. 

8706090251 “Startup Rept,Supplemental - 1." W/870605 ltr. 

CANTLIN,J.G.. EDELMAN,M.R. Cleveland Electric Illuminating Co. 87/06/03. 150pp. 
41221:168-41221:317. 

8706090039 Generic Ltr 87-09 to ail LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F,J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100136 Partial response to FOIA request for region input to NRR re status of plant 
readiness for OLForwards App D documents. App C & D documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. GRABER.L. 
LN Technologies Corp. (formerly NUS Corp.). 3pp. 41245:237-41245:354. 

“8706100179 Discusses plant readiness to exceed 5% power.Util estimates all activities 
required prior to exceeding 5% power will be completed by early Sept 1986. 
NORELIUS.C.E. Region 3, Office of Director. 86/08/07. BERNERO,R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 16pp. 41245:324-41245:339. 

8706110363 Confirms 870618 meeting in Region III ofc to discuss current trends & 
recent organi 2 ational changes. 

NORELIUS.C.E. Region 3. Office of Director. 87/06/05. EDELMAN,M.R. Cleveland 
Electric Illuminating Co. Ip. 41266:105-41266:105. 

8706150003 Partial response to FOIA request for documents re status of preparedness 
for licensing.Forwards App F documents.App E & F documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/09. GRABER.L. 
LN Technologies Corp. (formerly NUS Corp.). 5pp. 41302:001-41304:146. 

“8706150053 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.£ncls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util estimates fuel load date of mid-Sept 1985. 

NORELIUS.C.E. Region 3, Office of Director. 85/07/16. THOMPSON.H.L. Division of 
Licensing (800428-851124). 57pp. 41303:010-41303:065. 

“8706150066 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can make rec- 
ommendation for licensing.Util estimates fuel load date in Dec 1985. 

NORELIUS.C.E. Region 3. Office of Director. 85/12/13. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 26pp. 41303:066-41303:091. 

“8706150069 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can make rec- 
ommendation for licensing.Util estimates fuel load date of 860123. 

NORELIUS.C.E. Region 3, Office of Director. 86/01/07. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 21pp. 41303:092-41304:146. 


8706250003 Forwards Amend 6 to License NPF-58 & safety evaluation. Amend revises 
Tech Spec 3.7.9. 1, Definition 1.18 re fuel handling bldg integrity to correct ref Spec 
3.7.7.1 & changes Table 3.8.4.1-1. 

VIRGILIO.M.J. Project Directorate lll-l. 87/06/09. EDELMAN.M.R. Cleveland Electric 
Illuminating Co. 4pp. 41465:005-41465:034. 

“8706250004 Amend 6 to License NPF-58,changing Tech Spec 3.7.9.1,in Definition 
1.18 re fuel handling bldg integrity to correct ref Spec 3.7.7.1 .changes Table 3.8.4, 1-1 
& modifying surveillance requirement. 

VIRGILIO.M.J. Project Directorate lll-l. 87/06/09. 17pp. 41465:009-41465:025. 

“8706250007 Safety evaluation supporting Amend 6 to License NPF-58. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/09 4pp 
41465:026-41465:029. 

“8706250012 Notice of denial of amend to License NPF-58 & opportunitv <or 
hearing.Portion of application for amend proposing to delete Figures 6. 2. 1-1 & 6.'2.2-l 
re corporate & unit organization charts denied. 

COLBURN.T.G. Project Directorate lll-l. 87/06/09. 5pp. 41465:030-41465:034. 

8706170219 Confirms 870615 mgt meeting at Region III ofc tc discuss rocont c'csr:;!- 
tional changes at Centerior Energy Corp & affect on plants cporatic.-.s.pe' 8. "s- 
cussion. 

NORELIUS.C.E. Region 3, Office of Director. 87/06/10. GINN.R. Centerior Energy 
2pp. 41375:021-41375:022. 

8706240424 Forwards Amend 7 to License NPF-58 & safety evaluation. Amend revises 
Tech Specs to change main steam line high temp trip setpoints & allowable values for 
turbine bldg & steam tunnel. 

COLBURN.T.G. Project Directorate lll-l. 87/06/10. EDELMAN.M.R. Cleveland Electric 
Illuminating Co. 4pp. 41456:297-41456:312. 

“8706240427 Amend 7 to License NPF-58,revising Tech Specs to change main steam 
line high temp trip setpoints & allowable values for turbine bldg & steam tunnel. 
HOLAHAN.G.M. Assistant Director for Region III & Region V Reactors. 87/05/29 
7pp. 41456:301-41456:307. 

“8706240429 Safety evaluation supporting Amend 7 to License NPF-58. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/29. 5pp 
41456:308-41456:312. 

8706170432 Forwards rept of changes to initial test program.per License Condition 
2.C(4) & 10CFR50.59(b). 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/06/11, Document Control 
Branch (Document Control Desk). 7pp. 41385:283-41385:289. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230150 Notification of 870630 meeting w/MARK III Containment Hydrogen Control 
Owners Group (HCOG) in Bethesda.MD to discuss station blackout accident se- 
quences in light of NUREG-1150. 

KINTNER.LL Project Directorate 11-2. 87/06/12. RUBENSTEIN.L.S. Project Director- 
ate 11-2. 6pp. 41436:237-41436:242. 

8706260015 Discusses release of GE proprietary Reed rept & whether or not release 
will harm GE competative position. Disagrees w/GE that rept is proprietary.GE should 
reach acceptable accommodation for release of rept. 

ZECH,L.W. Commissioners. 87/06/18. CHEMA.T.V. Ohio. State of. Ip. 41481:159- 
41481:161. 

“8706260064 Requests that further disclosure of contents in Reed rept be 
provided. Disclosure of content may be of significance to outcome of State of OH pro- 
ceeding re investigation of costs associated w/const of plant.Response requested by 
870616. 

CHEMA.T.V. Ohio, State of. 87/06/11. ZECH.L.W. Commissioners. 2pp. 41481:160- 
41481:161. 

8706230486 Generic Ltr 87-1 1 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706230132 Forwards Safety Insp Repts 50-440/87-10 & 50-441/87-02 on 870512- 
1 4.No violations noted. 

SHAFER.W.D. Region 3, Office of Director. 87/06/03. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 41429:090-41429:111. 

“8706230137 Insp Repts 50-440/87-10 & 50-441/87-02 on 870512-14.No 

violations, deficiencies or deviations noted.Major areas inspected.-emergency prepared- 
ness exercise involving observations of key functions & locations during exercise. 
FOSTER.J., SNELL, W. Region 3, Office of Director. 87/06/02. 20pp. 41429:092- 
41429:111. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706170339 Forwards Safety Insp Rept 50-440/87-09 on 870429-30 & notice of viola- 
tion. 

HARRISON.J.J. Region 3, Office of Director. 87/06/08, EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 41385:156-41386:164. 

“8706170347 Notice of violation from insp on 870429-30. 

HARRISON, J.J. Region 3, Office of Director. 87/06/08. 1p. 41385:158-41385:158. 
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-8706170356 Insp Rept 50-440/87-09 on 870429-30.Violations noted: design review 
performed by architect/engineer did not verify adequacy of design. 

LIU.W.C., DANIELSON.D.H. Region 3, Office of Director. 87/06/08. 6pp. 41385:159- 
41385:164. 

8706150003 Partial response to FOIA request for documents re status of preparedness 
for licensing. Forwards App F documents.App E & F documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/09. GRABER.L. 
LN Technologies Corp. (formerly NUS Corp.). 5pp. 41302:001-41303:360. 

-8706150053 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util estimates fuel load date of mid-Sept 1985. 

NORELIUS.C.E. Region 3. Office of Director. 85/07/16. THOMPSON,H.L Division of 
Licensing (800428-851124). 57pp. 41303:010-41303:065. 

-8706150065 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can make rec- 
ommendation for licensing.Util estimates fuel load date in Dec 1 985. 

NORELIUS.C.E. Region 3, Office of Director. 85/12/13. BERNERO,R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 26pp. 41303:066-41303:091. 

-8706150069 Forwards info re facility preparedness for licensina.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can make rec- 
ommendation for licensing.Util estimates fuel load date of 860123. 

NORELIUS.C.E. Region 3, Office of Director. 86/01/07. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 21pp. 41303:092-41304:146. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706170162 Confirms dates of 870713-17 for environ qualification insp of electrical & 
instrumentation equipment.per 870602 telcon. Implementation of corrective action 
commitments addressed in final environ qualification SER will be inspected. 
CHRISSOTIMOS.N. Region 3. Office of Director. 87/06/10. EDELMAN.M.R. Cleve- 
land Electric Illuminating Co. 3pp. 41385:232-41385:234. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.’’ Svc list encl. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit.Wrong Train or Wrong Component Events.’’ Svc list 
encl. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706160637 Forwards Safeguards Insp Rept 50-440/87-1 1 on 870601 -04.No violations 
noted. 

AXELSON.W.L. Region 3, Office of Director. 87/06/11. EDELMAN,M.R. Cleveland 
Electric Illuminating Co. 2pp. 41335:068-41335:070. 

-8706160652 Partially withheld Physical Security Insp Rept 50-440/87-11 on 870601-04 
(ref 10CFR73.21).No noncompliance noted.Major areas inspected:security program 
audit,records,repts, locks, keys & combinations & security sys power supply. 
KNICELEY.J.R., MADEDA.T.J., CREED,J.R. Region 3, Office of Director. 87/06/10. 
Ip. 41335:070-41335:070. 

8706230279 Forwards corrected Insp Repts 50-440/87-10 & 50-441/87-02. Original 
sent on 870603 inadvertently reproduced as single-sided document.W/o encl. 
SHAFER,W.D. Region 3, Office of Director. 87/06/16. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. Ip. 41430:068-41430:068. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list encl. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp, 41437:099-41437:222. 

8706300948 Forwards Safety Insp Rept 50-440/87-08 on 87041 4-0601. No violations 
noted. 

FORNEY.W.L Region 3, Office of Director. 87/06/24. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 41514:168-41514:181. 

-8706300957 Insp Rept 50-440/87-08 on 870414-0601 .No violations or deviations 
noted.Major areas inspected:prevlous insp items, operational safety.nonroutine 
events.surveillance testing, maint,startup testing & startup test results. 

KNOP,R.C. Region 3, Office of Director. 87/06/24. 12pp. 41514:170-41514:181. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list encl. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports 8k related correspondence 

8706220165 Monthly operating rept for May 1987.W/870615 Itr. 

DUNN,G.A., EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/31. 7pp. 
41412:064-41412:070. 


S. Reportable occurrences, LERs & related correspondence 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Oripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air 8k starting air pressure. 

GUNTRUM.B.C. IMO Delaval. Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706010226 Forwards AEOD assessment of util LERs for May-Apr 1987 prior to issu- 
ance of SALP 7 Board rept-Assessment demonstrates commitment to meet NUREG- 
1022 & 10CFR50.72. Number of LERs issued indicates weakness in performance. 
NORELIUS.C.E. Region 3. Office of Director. 87/05/29. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 47pp. 41132:227-41132:273. 


8706160351 Forwards LERs 87-029-00 & 87-030-00. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/05/29. Document Control 
Branch (Document Control Desk). Ip. 41305:159-41305:165. 

—8706160360 LER 87-029-00:on 870501, during containment venting, operators overrode 
interlock to maintain RCIC suction transfer w/o reducing suppression pool .violating 
interlock time per Tech Spec.Operators counseled. Design change planned. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/05/29. 3pp. 41305:160-41305:162. 

—8706160369 LER 87-030-00:on 870501, manual reactor scram initiated due to loss of 
reactor feedwater.Caused by failure of air lines for condensate flow control valve from 
vibration.Metal air lines, addi valve & pipe supports will be installed. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/05/29. 3pp. 41305:163-41305:165. 

8706150189 LER 87-031-00:on 870508,Div 3 LOCA relay contact not tested per Tech 
Spec logic sys functional test Section 4.3.3.2. Caused by inadequate surveillance test 
instruction.Tech Spec logic sys functional test revised. W/870605 Itr. 

DUNN,G.A., EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/06/05. 4pp. 

41291:112-41291:115. 

8706150228 LER 87-032-00:on 870509, Div 1 leak detection sys isolation signal resulted 
in RWCU sys outboard containment isolation. Caused by momentary power 

loss.Routine sys performance monitoring will continue as required. W/870608 Itr. 
DUNN.G.A., EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/06/08. 3pp. 

41290:319-41290:321. 

8706230374 LER 87-033-00:on 87051 7, discovered that performance of surveillance in- 
struction placed both trains of standby liquid control sys in inoperable 
condition.Caused by inadequate procedure.Procedure revised. W/87061 6 Itr. 
DUNN,G.A.. EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/06/16. 3pp. 

41432:238-41432:240. 

8706250158 Forwards LERs 87-034-00.87-036-00.87-002-01 & 87-018-01. LER 87-035- 
00 will be transmitted under separate cover. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/06/19. Document Control 
Branch (Document Control Desk). Ip. 41474:319-41474:327. 

-8706250174 LER 87-034-00:on 870521, RCIC isolation occurred.Cause related to use 
of ohmmeter to monitor status of initiating relay contacts in surveillance test 
Instruction. Plant Administrative Procedure PAP-0205 revised. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/06/19. 2pp. 41474:320-41474:321. 

-8706250179 LER 87-036-00:on 870525, rod pattern controller sun/eillance missed 
during reactor startup in violation of Tech Spec. Caused by personnel error.Operator 
counseled on need for attention to detail. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/06/19. 2pp. 41474:322-41474:323. 

-8706250184 LER 87-002-01 :on 8701 08, Div 1 RCIC sys isolation occurred. Cause relat- 
ed to use of ohmmeter to monitor status of initiating relay contacts in surveillance test 
instruction. Plant Administrative Procedure PAP-0205 revised. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/06/19. 2pp. 41474:324-41474:325. 

-8706250189 LER 87-01 8-01 :on 87031 6,RCIC sys isolation occurred.Cause related to 
use of ohmmeter to monitor status of initiating relay contacts in surveillance test 
instruction. Plant Administrative Procedure PAPi0205 revised. 

DUNN.G.A. Cleveland Electric Illuminating Co. 87/06/19. 2pp. 41474:326-41474:327. 

8706300145 LER 87-035-00:on 870524,reactor protection sys manual reactor scram ini- 
tiated in response to leak in condensate sys.Caused by excessive vibration of conden- 
sate sys.Design change under development.W/870623 Itr. 

DUNN.G.A., EDELMAN.M.R. Cleveland Electric Illuminating Co. 87/06/23. 4pp. 
41496:035-41496:038. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends. 

HEHL,C.W. Region 3, Office of Director, 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41 267:1 55-41 267:1 57. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation of 
operator licensing exam process within Region I II. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds.” Agenda encl. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 
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A. Appllcatlon/constructlon stage documents & correspondence 

8701280451 Extends invitation to participate in 870129 workshop in Chicago.lL on NRC 
Incident Investigation Program.W/o stated ends. 

KEPPLER,J.G. Region 3, Office of Director. 87/01/16. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 39393:007-39393:008. 

8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OL,per IE Manual Chapter 94300. 

GRABER.L. LN Technologies Corp. (formerly NUS Corp,). 87/05/08. Division of Rules 
& Records (Pre 870413). Ip, 41210:030-41210:030. 

8706040041 Requests listed marked documents re Rev 1 to NUREG-1147, “Seismic 
Safety Research Program Plan,” be placed in PDR. 

KENNEALLY.R.M. NRC - No Detailed Affiliation Given. 87/05/27. DUNLAVEY.M.R. 
NRC - No Detailed Affiliation Given. 5pp. 41 1 75:1 95-41 1 76:030. 

-8610090431 Recommends that NRR & RES meet to discuss extent to which existing 
programs in RES can provide answers to encl generic questions re high frequency 
ground motion & 860131 earthquake. 

DENTON.H.R, Office of Nuclear Reactor Regulation, Director (851125-870411), 86/ 
10/03. BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 
860720). 3pp. 41 1 75:21 4-41 1 75:21 6. 
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8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. a. l. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706170219 Confirms 870615 mgt meeting at Region 111 ofc to discuss recent organiza- 
tional changes at Centerior Energy Corp & affect on plants operations, per 870604 dis- 
cussion. 

NORELIUS.C.E. Region 3. Office of Director. 87/06/10. GINN.R. Centerior Energy. 
2pp. 41375:021-41375:022. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230150 Notification of 870630 meeting w/MARK ill Containment Hydrogen Control 
Owners Group (HCOG) in Bethesda.MD to discuss station blackout accident se- 
quences in light of NUREG-1 150. ^ 

KINTNER.LL Project Directorate 11-2. 87/06/12. RUBENSTEIN.LS. Project Director- 
ate il-2. 6pp. 41436:237-41436:242. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706230132 Forwards Safety Insp Repts 50-440/87-10 & 50-441/87-02 on 870512- 
14.No violations noted. 

SHAFER.W.D. Region 3, Office of Director. 87/06/03. EDELMAN,M.R. Cleveland 
Electric Illuminating Co. 2pp. 41429:090-41429:111. 

-8706230137 Insp Repts 50-440/87-10 & 50-441/87-02 on 870512-14.Na 

violations, deficiencies or deviations noted. Major areas inspected:emergency prepared- 
ness exercise invo'v-'g obsnrvntions of key functions & locations during exercise. 
F03T-EF.,J., SNELL Si. Roqion 5. Office of Director. 87/06/02. 20pp. 41429:092- 
41429:111. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 


8706260015 Discusses release of GE proprietary Reed rept & whether or not release 
will harm GE competative position.Disagrees w/GE that rept is proprietary.GE should 
reach acceptable accommodation for release of rept. 

ZECH,L.W. Commissioners. 87/06/18. CHEMA.T.V. Ohio. State of. Ip. 41481:159- 
41481:161. 


8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


-8706260064 Requests that further disclosure of contents in Reed rept be 
provided. Disclosure of content may be of significance to outcome of State of OH pro- 
ceeding re investigation of costs associated w/const of plant.Response requested by 
870616. 

CHEMA.T.V. Ohio, State of. 87/06/11. ZECH.L.W. Commissioners. 2pp. 41481:160- 
41481:161. 

8706230486 Generic Ltr 87-11 a'! ooe-'ating 'icensees.CP holders & applicants for 

CPs re relaxation in arbitrary ■.■"lerr-.ediale rsice '.inlLre rcc^irof'cnis. 

MIRAGLIA.F.J. Associate Director :o' Prc/octs (^osl 870-^1 :i. 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 


F. Security, medical, emergency & fire protection plans 

8706230132 Forwards Safety Insp Repts 50-440/87-10 & 50-441/87-02 on 870512- 
14.No violations noted. 

SHAFER.W.D. Region 3, Office of Director. 87/06/03. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 41429:090-41429:111. 

-8706230137 Insp Repts 50-440/87-10 & 50-441/87-02 on 87051 2-1 4.No 

violations, deficiencies or deviations noted.Major areas inspected:emergency prepared- 
ness exercise involving observations of key functions & locations during exercise. 
FOSTER,J. Region 3, Office of Director. 87/06/02. 20pp. 41429:092-41429:111. 

8706240369 Revised emergency plan inplementing ir.strjctiors cc''siating of TempC'’ary 
Change Notice (TCN) 2 to Rev 3 to EPI-C2, "Main & Ir-ver-.or/ of Emergercy Ecuip- 
ment" & TCN-2 to Rev 5 to EP1-A6, "Technical Supp:.vt C:r Ac-jva::on ' W/670617 ltr. 
STEAD.F.R., ANDERSON,J.D., EDELMAN,M.R. Cleveland Electric Illuminating Co. 87/ 
06/17. 30pp. 41449:080-41449:109. 


G. Adjudicatory correspondence 

8706160098 Sunflower Alliance motion to reopen record & submit new contention.* 
New evidence, including Rood -ept & probably other internal GE documents, constitute 
relevant & 'el.abie ’•na'.I.I.Dcal ernoria can be met.W/Certificate of Svc. 

LODGE,T.J. SuiiMcwer Aliit-nco. #287 3733. 87/06/05. Commissioners. 7pp. 
41296:164-41296:170. 

8706160114 Petition of Toledo Coalition for Safe Energy, Sunflower Alliance,lnc,S Sass 
& SB Carter for revocation,mod or suspention of OL per 10CFR2.206.* No regulatory 
review has taken place at plant in response to Reed rept.W/sve list. 

LODGE,T.J. Carter, S. LODGE, T.J. Toledo Coalition for Safe Energy. LODGE, T.J. Sun- 
flower Alliance. #287 3734. 87/06/05. Atomic Safety and Licensing Board Panel. 5pp. 
41296:133-41296:137. 


8706230279 Forwards corrected Insp Repts 50-440/87-10 & 50-441/87-02. Original 
sent on 870603 inadvertently reproduced as single -sided rloc;jmr.nt.W'''c end. 
SHAFER,W.D. Region 3, Office of Direcior. 8‘’'06'-6. EDLLMAN.M.R. Cleveland 
Electric Illuminating Co. Ip. 41430:068-41430:068. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222, 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp, 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/23. NRC - No Detailed Affiliation Given. 2pp, 
41510:359-41510:360. 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o encis. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


H. General correspondence 


8706190228 Advises of slight organization change at util.L Phillips appointed executive 
vice president at Toledo Edison. 

GINN,R.M. Centerior Energy. 87/05/29. DAVIS, A.B. Region 3, Office of Director. 4pp. 
41396:078-41396:081. 


I. Financial information 


8706120042 Forwards Cleveland Electric Illuminating Co,Ohio Edison Co, Toledo Edison 
Co & Duquesne Light Co 1986 annual financial repts per 10CFR50.71(b). 

CAREY, J.J. Duquesne Light Co. 87/06/04. Document Control Branch (Document 
Control Desk). 1p. 41274:310-41275:102. 

”8706120070 “Cleveland Electric Illuminating Co Annual Rept 1986," 

* Cleveland Electric Illuminating Co. 86/12/31. 26pp. 41274:355-41275:021. 

”8706120086 “Toledo Edison Co Annual Rept 1986," 

• Toledo Edison C5. 86/12/31. 27pp. 41275:022-41275:048. 

”8706120101 “Duquesne Light Co Annual Rept 1986." 

ARTHUR, J.M., VON SCHACK,W.W. Duquesne Light Co. 86/12/31. 52pp. 41275:049- 
41275:102. 


F. Security, medical, emergency & fire protection plans 


8706030383 Forwards Rev 2 to sa^'ecija'’ds contingency plan, per 
10CFR50.54(p).Explanation of changes .nisc onci.FncIs a ’.hhek;: (ref 10CFR7S.21). 
THOMAS, G.S. Public Service Co. of New Hampshire. 87/05/19. Document Control 
Branch (Document Control Desk). Ip. 41169:178-41169:178. 

8706080324 Discusses util 870130 transmittal of Rev 4 to security training & qualifica- 
tion plan.Portions of rev consistent w/ 10CFR50.54(p) & acceptable.Remaining 
portions, listed in encl.unacceptable.Util should correct plan within 30 days. 

MARTIN, T.T. Region 1, Office of Director. 87/05/28. HARRISON, R.J. Public Service 
Co. of New Hampshire. 5pp. 41217:087-41217:091. 

8706080132 Partial response to FOIA request for info re OL for Seabrook & 
Shoreham. Forwards App A documents.App A & B documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/02. GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 3pp. 41210:031-41210:177. 

”8706080150 Forwards list of preoperational tests & other items which must be com- 
pleted to NRC satisfaction,per 860606 request. Certain fire protection const activities 
have not been completed, Licensee intends to station fire watch. 

KANE,W.F. Region 1, Office of Director. 86/08/27. NOVAK,T,M. Division of Pressur- 
ized Water Reactor Licensing - A (851125-870411). 2pp. 41210:034-41210:035. 



DOCKETED ITEMS 221 


8706100176 Response of FEMA to Commonwealth of MA Atty General JM Shannon 
offsite emergency preparedness interrogatories & request for production of documents 
to FEMA (Set 2).* FEMA position on contentions encI.Related correspondence. 
THOMAS.E.A. Federal Emergency Management Agency. #287 3677. 87/06/04. 
SHANNON, J.M. Massachusetts, Commonwealth of. 118pp. 41226:035-41226:152. 

8706160500 Discusses licensee emergency planning activities since 870507 
meeting,including util efforts to compensate for lack of cooperation from Common- 
wealth of MA. Meeting to review technical issues re emergency planning requested. 
DERRICKSON.W.B. Public Service Co. of New Hampshire. 87/06/10. MURLEY,T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 6pp. 41349:065- 
41349:070. 

8706301006 Notifies that further revs to 870130 Rev 4 to security training & qualification 
plan,per TT Martin 870528 request, will be deferred until 870728.Concurrence for 
delay obtained from WL Kushner on 870623. 

FEIGENBAUM,T.C. Public Service Co. of New Hampshire. 87/06/25. Document Con- 
trol Branch (Document Control Desk). 2pp. 41500:033-41500:034. 


G. Adjudicatory correspondence 

8705120109 Responds to 870403 Itr re Board 870325 partial initial decision authorizing 
issuance of low power license.On 870409,decision made that licensee must file emer- 
gency plan for Massachussetts before license issued.Served on 870505. 

ZECH,L.W. Commissioners. #287 3392. 87/04/30. HUMPHREY,G.J. Senate. 2pp. 
41162:165-41162:166. 

8706020075 Forwards affidavits for substitution in apps to town of West Newbury 
870424 filing entitled, “Response of Town of West Newbury to Applicant Suggestion 
of Mootness & Request to Vacate Stay," for filing. 

MIZNER,J.H. West Newbury, MA. MIZNER,J.H. Sllverglate, Gertner, Baker, Fine & 
Good. #287 3546. 87/05/11. Office of the Secretary of the Commission. 1p. 
41123:344-41123:355. 

-8706020082 Affidavit of RM Shively.* Affidavit of RM Shively re participation in evalua- 
tion of drafts of emergency response plans prepared in connection w/effort to license 
facility. 

SHIVELY, R.M. West Newbury, MA. 87/05/11. 2pp. 41123:345-41123:346. 

-8706020089 Affidavit of PW Knowles.* Affidavit of PW Knowles re participation in eval- 
uation of drafts of emergency response plans prepared in connection w/effort to li- 
cense facility. 

KNOWLES, P.W. West Newbury, MA. 87/05/11. 2pp. 41123:347-41123:348. 

-8706020093 Affidavit of TE Puikkinen.* Affidavit of TE Puikkinen re participation in 
evaluation of drafts of emergency response plans prepared in connection w/effort to 
license facility. W/Certificate of Svc. 

PULKKINEN,T.E. West Newbury, MA. 87/05/11. 7pp. 41123:349-41123:355. 

8706300518 JF Doherty third petition for leave to intervene.* Petitioner contends appli- 
cant should not be granted OL for facility because applicant has shown untrustworthy 
character & unfit for NRC license.Certificate of Svc end. 

DOHERTY, J.F. Doherty, J.F. #287 3855. 87/05/11. Atomic Safety and Licensing 
Board Panel. 7pp. 41495:354-41495:360. 

8705270105 Responds to end 870409 concern that Commission not giving sufficient 
weight to concerns of local govts as NRC reviews decisions re issuance of low power 
license.Served on 870519. 

ZECH.L.W. Commissioners. #287 3493. 87/05/19. CONTE, S.O. House of Rep. 4pp. 
41042:210-41042:213. 

-8706040213 Expresses concerns on NRC posture re EPZ for facility. Commission not 
giving sufficient weight to legitimate concerns when reviewing decisions re issuance of 
low power license. 

CONTE,S.O. House of Rep. 87/04/09. ZECH.L.W. Commissioners. 2pp. 68900:186- 
68900:190. 

8706020048 Applicant offsite emergency planning interrogatories & request for produc- 
tion of documents to Seacoast Anti-Pollution League.* Documents should be made 
available, per 10CFR2.741,W/Certificate of Svc.Related correspondence. 
SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3557. 87/05/19. Seacoast Anti-Pollution League. 7pp. 41129:296-41129:302. 

8706020051 Applicant offsite emergency planning interrogatories & request for produc- 
tion of documents to town of Hampton.* Documents should be made available for 
insp & copying, per 10CFR2.741.W/Certificate of Svc.Related correspondence. 
SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3558. 87/05/19. Hampton, NH. 6pp. 41129:290-41129:295. 

8706020068 Requests NRC personnel answer end interrogatories & provide access to 
ref documents.Related correspondence. 

BROCK,M.T. Hampton, NH. BROCK, M.T. Shaines, Madrigan & McEachern Profes- 
sional Association. #287 3573. 87/05/19. HOYT,H. Atomic Safety and Licensing 
Board Panel. Ip. 41129:228-41129:251. 

"8706020073 Town of Hampton supplemental interrogatories & request for production 
of documents to applicant on State of NH radiological emergency response plans.* 
Related correspondence. 

MCEACHERN,P., BROCK.M.T. Hampton. NH. MCEACHERN,P. Shaines, Madrigan & 
McEachern Professional Association, 87/05/20. Public Service Co. of New Hamp- 
shire. 6pp. 41129:229-41129:234. 

“8706020079 Town of Hampton supplemental interrogatories & request for production 
of documents to State of NH on state radiological emergency response plans.* Relat- 
ed correspondence. 

MCEACHERN, P., BROCK.M.T; Hampton, NH. MCEACHERN.P. Shaines, Madrigan & 
McEachern Professional Association. 87/05/19. New Hampshire, State of. 5pp. 
41129:235-41129:239. 

“8706020084 Town of Hampton supplemental interrogatories & request for production 
of documents to NRC on State of NH radiological emergency response plans.* Relat- 
ed correspondence, 

MCEACHERN, M.T., BROCK.M.T. Hampton, NH. MCEACHERN,M.T. Shaines, Madn- 
gan & McEachern Professional Association. 87/05/19. Office of the General Counsel. 
3pp. 41129:240-41129:242. 


“8706020094 Town of Hampton suppi interrogatories & request for production of docu- 
ments to FEMA on New Hampshire radiological emergency response plans.* Related 
correspondence.Certificate of Svc end. 

MCEACHERN.P., BROCK, M.T. Hampton, NH. MCEACHERN,P. Shaines, Madrigan & 
McEachern Professional Association. 87/05/20. Federal Emergency Management 
Agency. 9pp. 41129:243-41129:251. 

8706020083 Applicant offsite emergency planning interrogatories & request for produc- 
tion of documents to New England Coalition on Nuclear Pollution.* Documents should 
be made available, per 10CFR2.741.W/Certificate of Svc.Related correspondence. 
SELLECK.K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3556. 87/05/19. New England Coalition on Nuclear Pollution. 7pp. 41124:353- 
41124:359. 

8706020085 Discusses violation of Govt in Sunshine Act discovered by author in at- 
tempt to find out how Commission will vote on acpl'cant moticn to 'ift stay of issuance 
of OL.Parties entitled to 7-day notice of Cc.rm:ss.or; ar'irmai.cn sess.o.-fi. 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #287 3571. 87/05/19. ZECH.LW., ROBERTS.T.M., ASSELSTINE.J.K. Com- 
missioners. 3pp. 41129:094-41129:096. 

8706020091 Applicant notice of deposition of G French.* Matter for exam is use of pop- 
ulation estimates by town of Hampton Chamber of Commerce.Certificate of Svc 
encI.Related correspondence. 

SELLECK.K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3560. 87/05/19. 5pp. 41129:085-41129:089. 

8706020126 New England Coalition on Nuclear Pollution third set of interrogatories & 
request for production of documents to State of NH on Rev 2 to State of NH radiolog- 
ical emergency response plan.* W/Svc listRelated correspondence. 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #287 3584. 87/05/19. New Hampshire, State of. 6pp. 41124:085-41124:090. 

8706020231 Applicant offsite emergency planning interrogatories & request for produc- 
tion of documents to atty general for Commonwealth of MA, Seacoast Anti-Pollution 
League & town of Hampton.* W/Certificate of Svc.Related correspondence. 
SELLECK.K.A. Public Senrice Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3555, 87/05/19. Massachusetts, Commonwealth of. 10pp. 41129:303- 
41129:312. 

8706020244 Applicant application for deposition subpoena duces tecum.* Requests ap- 
pearance of G French.director of Hampton Chamber of Commerce.on 870528 & docu- 
ments on town summer population estimates.W/Certificate of Svc.Related corre- 
spondence. 

SELLECK.K.A. Public Sen/ice Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3559. 87/05/19. Atomic Safety and Licensing Board Panel. 6pp. 41129:313- 
41129:318. 

8706020053 Applicant motion for protective order.* Applicant requests that Board rule 
that deposition be taken at deponents place of business & that deposition be limited 
to 2 days in case of Lieberman & 1 day for Mileti.W/Certificate of Svc. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3551. 87/05/20. Atomic Safety and Licensing Board Panel. 11pp. 41125:096- 
41125:106. 

8706020111 Notice of taking deposition of EA Thomas.* Deposition re analysis of 
FEMA position on contentions will be taken on 870615 in Boston, MA.Certificate of 
Svc encI.Related correspondence. 

F1ERCE,A.R. Massachusetts, Commonwealth of. #287 3592. 87/05/20. 6pp. 
41124:234-41124:239. 

8706020062 Senator GJ Humphrey motion for leave to file amicus curiae brief in sup- 
port of Atty General,JM Shannon, application for stay.* Certificate of Svc end. 
HUMPHREY,G.J. Senate. #287 3572. 87/05/21. Commissioners. 6pp. 41129:213- 
41129:218. 

8706020071 Applicants motion for leave to file brief in excess of 10 pages.* Applicants 
reserve right to file addl briefs if in receipt of addi applications for stay filed prior to 
870526 deadline.Certificte of Svc end. 

DIGNAN,T.G. Public Service Co. of New Hampshire. DIGNAN,T.G. Ropes & Gray. 
#287 3576. 87/05/21. Commissioners. 5pp. 41125:057-41125:061. 

8706020076 Applicants response to applications filed by Atty General of Commonwealth 
of MA.New England Coalition on Nuclear Pollution & Seacoast Anti-Pollution League 
for stay of low power operations at Seabrook....yCertificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. #287 3577. 87/05/21. Commis- 
sioners. 22pp. 41125:035-41125:056. 

8706020092 NRC Staff motion for leave to file single response to stay applications & for 
extension of page limitation.* Response would not exceed 20 pages & would be filed 
by 870608. Certificate of Svc end. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3596. 87/05/21. Commis- 
sioners. 8pp, 41124:345-41124:352. 

8706020106 Applicant application for deposition subpoena duces tecum for appearance 
of G French.* G French testimony needed re bases for statements made in 870220 
affidavit on Chamber of Commerce use of population estimates.Related correspond- 
ence. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3550. 87/05/21. Atomic Safety and Licensing Board Panel. 8pp. 41129:073- 
41129:080. 

8706020061 Town of Hampton motion for protective order.* Applicant request to 
compel G French, Executive Director, town of Hampton,Chamber of Commerce,for dep- 
osition should be denied. Affidavit end. 

MCEACHERN.P., BROCK.M.T. Hampton, NH. MCEACHERN.P. Shaines, Madrigan & 
McEachern Professional Association. #287 3567. 87/05/22. Atomic Safety and Li- 
censing Board Panel. 2pp. 41129:219-41129:227. 

8706020096 Town of Hampton motion for stay of Licensing Board order authorizing is- 
suance of license to conduct low power operation.* Certificate of Svc end. 
MCEACHERN.P., BROCK.M.T. Hampton, NH. MCEACHERN.P. Shaines. Madrigan & 
McEachern Professional Association. #287 3568. 87/05/22. Commissioners. 33pp. 
41124:312-41124:344. 
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8706020098 Notice to parties dtd 870519.* Forwards complete subpoena 
form Incomplete subpoena inadvertently served w/870519 notice.Served on 870526. 
SWEENEY.O.A. Atomic Safety and Licensing Board Panel. #287 3578. 87/05/22, 
Docketing & Services Branch. 3pp. 41129:083-41129:084. 

8706020125 NRC Staff response to applicant motion for order ruling on certain motions 
for summary disposition.* Summary disposition should now be granted as to listed 
contentions. W/Certificate of Svc. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3612. 87/05/22. Atomic 
Safety and Licensing Board Panel. 5pp. 41123:339-41123:343. 

8706250105 Order.* Order granting NRC staff motion for leave to file single response to 
stay applications & for extension of page limitation, dtd 870521. Served on 870526. 
CHILK.S.J. Office of the Secretary of the Commission. #287 3842. 87/05/22. Office 
of the General Counsel, ip. 41448:218-41448:218. 

8706030192 Expresses concern by published repts of Commission "cozy" relationship 
w/licensees & leak from NRC to industry re Commission notation reversing ASLAB 
decision on ALAB-853 issues. Requests listed documents.Served on 870601. 
MARKEY.E.J. House of Rep. #287 3620. 87/05/25. ZECH.LW. Commissioners. 2pp. 
41141:145-41141:146. 

8706020067 Memorandum & order (denying town of Hampton (TOH) motion for protec- 
tive order - deposition of G French.executive director of TOH Chamber of Com- 
merce).* Subpoena stands as issued. Served on 870527. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3554. 87/05/26. Hamp- 
ton, NH. 3pp. 41125:077-41125:079. 

8706020194 Town of Amesbury motion for reconsideration.* Reconsideration of 870218 
order announcing rulings on admissability of numerous contentions requested. 
LORD,W.S. Amesbury, MA. #287 3607. 87/05/26. Atomic Safety and Licensing Board 
Panel. 3pp. 41129:333-41129:335. 

8706090153 Confirms discussion indicating author requesting dates for deposition of A 
Calandrello.Suggests 870609 at author ofc. Certificate of Svc/svc list end. 
BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. #287 3664. 87/05/26. DIGNAN.T. Public Sen/ice Co. of New Hampshire. 
DIGNAN,T. Ropes & Gray. 2pp. 41206:148-41206:149. 

8706020058 Seacoast Anti-Pollution League motion for partial reconsideration of Board 
870218 & 0518 orders.* Board rejected two revised bases for Contention 7.Certiflcate 
of Svc end. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A, Backus, Meyer & Solo- 
mon. #287 3539. 87/05/27. Atomic Safety and Licensing Board Panel. 8pp. 
41125:088-41125:095. 

8706020178 Town of Hampton motion for reconsideration & clarification of 870518 
memorandum & order.* Board improperly rejected contention bases previously admit- 
ted for litigation.W/ Certificate of Svc. 

MCEACHERN.P., BROCK.M.T. Hampton, NH. MCEACHERN.P. Shaines, Madrigan & 
McEachern Professional Association. #287 3605. 87/05/27. Atomic Safety and Li- 
censing Board Panel. 14pp. 41129:319-41129:332. 

8706020215 Responds to 870504 Itr re NRC resources expended on further efforts by 
util to justify EPZ.NRC review of petition ceased.Probabilistic safety assessment 
update under review. Served on 870528. 

BERNTHAL.F.M. Commissioners. #287 3608. 87/05/27. MARKEY,E.J. House of Rep. 
4pp. 41128:337-41128:340. 

8706020049 Memorandum & order (corrections to 870518 memorandum & order).* Lists 
corrections in 870518 memorandum & order providing basis for & rev to Board rulings 
on contentions on Rev 2 to State of NH emergency plan.Served on 870529. 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #287 3536. 87/05/28. Public 
Service Co, of New Hampshire. 2pp. 41125:107-41125:108. 

8706020086 Order.* Grants applicant 870521 motion for leave to file brief In excess of 
10 pages.Served on 870528. 

CH1LK,S.J. Office of the Secretary of the Commission. #287 3603. 87/05/28. Public 
Service Co. of New Hampshire. 1p. 41124:360-41124:360. 

8706020119 Order.* Grants GJ Humphrey 870521 motion for leave to file amicus curiae 
brief in support of Atty GenI JM Shannon application for stay.Served on 870528. 
CHILK,S.J. Office of the Secretary of the Commission. #287 3604. 87/05/28. 
HUMPHREY, G.J. Senate. 1p. 41124:205-41124:205. 

8706020157 Brief Amicus Curiae of US Senator GJ Humphrey in support of Atty Gener- 
al JM Shannon application for stay of Licensing Board order authorizing Issuance of 
low-power OL.* W/ Certificate of Svc, 

HUMPHREY,G.J. Senate. #287 3602. 87/05/28. Commissioners. 10pp. 41124:033- 
41124:042. 

8706090113 Confirms results of 870528 telcon re deposition of RH Stone. Common- 
wealth agrees to postpone deposition indefinitely to date after 870620.Certificate of 
Svc encI.Reiated correspondence. 

FIERCE,A,R. Massachusetts, Commonwealth of. #287 3663. 87/05/28. HAMPE,R.A. 
Hampe & McNicholas. 5pp. 41207:322-41207:326. 

8706030316 Public Svc Co of NH (Offsite Emergency Planning) depositions of D Mileti 
& E Lieberman.* Confirms 870528 telcon re depositions of D Mileti & E Lleberman on 
870611 & 29, respectively.Certificate of Svc encI.Reiated correspondence. 

FIERCE, A.R. Massachusetts, Commonwealth of. #287 3633. 87/05/29. 
SELLECK,K.A. Public Sen/ice Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
5pp. 41 1 38:043-41 1 38:047. 

8706090177 NRC Staff response to JF Doherty third petition for leave to intervene.* 
Board should reject petition for lack of jurisdiction & failure to satisfy stds for govern- 
ing late- filed contentions.Certificate of Svc end. 

TURK.S.E. Atomic Safety and Licensing Board Panel, #287 3651. 87/05/29. 11pp. 
41206:151-41206:161. 

8706090099 Ack receipt of end 87051 8 Itr re plant. Author comment on issues inappro- 
priate due to current licensing hearings.ASLB denial of util petition for waiver of rule 
requiring 10-mile EPZ noted.Served on 870602. 

CARR,K.M. Commissioners. #287 3646. 87/06/02. RANCO.S.L Affiliation Not As- 
signed. 2pp. 41207:334-41207:335. 


8706100202 On appeal from partial initial decision of ASLB issued 870325.* Decision 
should be affirmed.Certificate of Svc end. 

DIGNAN.T.G. Public Service Co. of New Hampshire. #287 3698. 87/06/03. Atomic 
Safety and Licensing Appeal Panel. 36pp. 41226:153-41226:188. 

8706160070 Advises that deposition of D Laughton of Teamsters Local 633 will be 
taken on 87061 6.Certificate of Svc encI.Reiated correspondence. 

BACKUS.R.A. Backus, Meyer & Solomon. #287 3713. 87/06/03. DIGNAN.T. Ropes a 
Gray. 2pp. 41297:178-41297:179. 

8706160080 Advises that deposition of A Calandrello changed from 870609 to 
87061 2.Related correspondence. 

BACKUS.R.A. Backus, Meyer & Solomon. #287 3736. 87/06/03. DIGNAN.T. Ropes a 
Gray. 2pp. 41296:312-41296:313. 

8706100072 NRC Staff response to town of Hampton supplemental interrogatories a re- 
quest for documents to NRC on State of NH radiological response plans.* Affidavit a 
Certificate of Svc end. 

CHAN.E.I. Assistant General Counsel for Hearings. #287 3669. 87/06/04. Hampton 
NH. 1 5pp. 41 229:058-41 229:072. 

8706100104 Joint response by Atty General JM Shannon.Seacoast Anti-Pollution 
League a town of Hampton to applicant offsite emergency planning interrogatories a 
request for production of documents....* Related correspondence. 

FIERCE, A.R. Massachusetts, Commonwealth of. #287 3672. 87/06/04. Public Serv- 
ice Co. of New Hampshire. 13pp. 41228:294-41228:311. 

-8706100110 Joint motion for protective order on behalf of Atty General JM 
Shannon.Seacoast Anti-Pollution League & town of Hampton.* Certificate of Svc 
encI.Reiated correspondence. 

• Massachusetts, Commonwealth of. 87/06/04. Atomic Safety and Licensing Board 
Panel. 5pp. 41228:307-41228:311. 

8706100108 Seacoast Anti- Pollution League response to applicants offsite emergency 
planning interrogatories & request for production of documents.* Certificate of Svc & 
svc list encI.Reiated correspondence. 

DOUGHTY, J. Seacoast Anti-Pollution League. #287 3673. 87/06/04. Atomic Safety 
and Licensing Board Panel. 4pp. 41228:290-41228:293. 

8706100147 State of NH responses to New England Coalition on Nuclear Pollution third 
set of interrogatories & request for production of documents to State of NH Rev 2 to 
radiological emergency response plan & motion....* W/ Certificate of Svc. 
STROME.R.H., BISBEE.G.D. New Hampshire. State of. #287 3675. 87/06/04. New 
England Coalition on Nuclear Pollution. 8pp. 41226:260-41226:267. 

8706100148 Town of Hampton response to applicant offsite emergency planning inter- 
rogatories & request for production of documents to town of Hampton & motion lor 
protective order.* Certificate of Svc end. 

MCEACHERN.P., BROCK.M.T. Hampton. NH. MCEACHERN.P. Shaines, Madrigan & 
McEachern Professional Association. #287 3674. 87/06/04. Public Service Co. of 
New Hampshire. 6pp. 41226:254-41226:259. 

8706100169 New England Coalition on Nuclear Pollution response to applicant odsite 
emergency planning interrogatories & request for production of documents, dtd 
870519.* Svc list encI.Reiated correspondence. 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #287 3697. 87/06/04. Public Service Co. of New Hampshire. 4pp. 41225:291- 
41225:294. 

8706100172 State of NH responses to Atty General JM Shannon offsite emergency 
planning interrogatories & request for production of documents to State of NH (Set 2) 
answers to interrogatories.* Related correspondence. 

STROME.R.H., BISBEE.G.D. New Hampshire. State of. #287 3 6 76. 87/06/04, 
SHANNON, J.M. Massachusetts, Commonwealth of. 26pp. 41225:299-41225:343. 

-8706100190 State of NH responses to Hampton interrogatories & request for produc- 
tion of documents to State of NH on radiological emergency response plan.* Only ra* 
quested documents should be made available.Related correspondence. 
STROME.R.H., BISBEE.G.D. New Hampshire. State of. 87/06/04. Hampton, NH. 5pp, 
41225:326-41225:330. 

-8706100208 State of NH responses to Seacoast Anti-Pollution League interrogatories 
& request for production of documents to State of NH radiological emergency re- 
sponse plan.* W/ Certificate of Svc. Related correspondence. 

STROME.R.H., BISBEE.G.D. New Hampshire, State of. 87/06/04. Seacoast Anti-Pol- 
lution League, 13pp. 41225:331-41225:343. 

8706100176 Response of FEMA to Commonwealth of MA Atty General JM Shannon 
offsite emergency preparedness interrogatories & request for production of documents 
to FEMA (Set 2).* FEMA position on contentions encI.Reiated correspondence. 
THOMAS,E.A. Federal Emergency Management Agency. #287 3 677. 87/06/04 
SHANNON, J.M. Massachusetts, Commonwealth of. 118pp. 41226:035-41226:152. 

—8706100196 Response of FEMA to Seacoast Anti-Pollution League second set of in- 
terrogatories & requests for production of documents to FEMA on State of NH radio- 
logical emergency response plan Rev 2 * Related correspondence. 

THOMAS, E.A. Federal Emergency Management Agency. 87/06/04. Seacoast Anti- 
Pollution League. 4pp. 41226:140-41226:143. 

—8706100199 Response of FEMA to town of Hampton supplemental interrogatories S 
requests for production of documents to FEMA on State of NH radiological emergen- 
cy response plan,* W/Certificate of Svc. Related correspondence. 

THOMAS, E.A. Federal Emergency Management Agency, 87/06/04. Hampton, NH. 
9pp. 41226:144-41226:152. 

8706160082 Applicants motion for protective order.* Production of documents should 
take place at plant site only, except for KLD documents. Certificate of Svc end. 
SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3737. 87/06/04. Atomic Safety and Licensing Board Panel. 6pp. 41296:214- 
41296:219. 

8706160123 Applicants supplemental responses to first set of intervener interrogato- 
ries.* Supplementation includes info derived from studies completed since original 
answers.Certificate of Svc encI.Reiated correspondence. 

THCMAS.G.S. Public Service Co. of New Hampshire. #287 3738. 87/06/04. Hamp- 
ton, NH. 197pp. 41295:296-41296:132, 
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8706160041 NRC Staff response to stay applications filed by Seacoast Anti-Pollution 
League, New England Coalition on Nuclear Pollution, town of Hampton & Common- 
wealth of MA a^ general.* Requests should be denied.W/Certificate of Svc. 
TURK,S.E. Assistant General Counsel for Hearings. #287 3702. 87/06/08. Commis- 
sioners. 29pp. 41297:248-41297:276. 

8706160068 Memorandum & order.* Board agrees w/applicant 870521 & NRC Staff 
870601 responses to JF Doherty third petition for leave to intervene.Sole jurisdiction 
vested in Board is to make findings re emergency plans for plant.Served on 870610. 
HOYT,H.F. Atomic Safety and Licensing Board Panel. #287 3712. 87/06/09. Doherty, 
J.F. 2pp. 41296:188-41296:189. 

8706160105 Joint motion for leave to file suppi to motions for stay of partial initial deci- 
sion filed by Seacoast Anti-Pollution League, Atty General JM Shannon & town of 
Hampton.* EPZ does not meet FEMA regulatory std at 44CFR350.5(b). 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. #287 3735. 87/06/09. Commissioners. 2pp. 41295:008-41295:018. 

-8706160141 Seacoast Anti-Pollution League,Atty General JM Shannon & Town of 
Hampton joint suppi to motions for stay of partial initial decision.* Commission should 
stay any nuclear power operation until final decision on licensing made. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. 87/06/09. Commissioners. 9pp. 41295:010-41295:018. 

8706190098 Confirms that deposition of E Thomas scheduled for 870615, will be post- 
poned until later in summer. 

F1ERCE.A.R. Massachusetts. Commonwealth of. #287 3755. 87/06/10. FLYNN.H.J, 
Federal Emergency Management Agency. Ip. 41388:138-41388:138. 

8706190114 Memorandum & order (ruling upon certain motions for summary disposi- 
tion).* Order granting applicant motion for dismissal of Rye Contention 2. 

HOYT.H.R. HARBOUR.J., LINENBERGER.G. Atomic Safety and Licensing Board 
Panel. #287 3779. 87/06/10. Public Service Co. of New Hampshire. 15pp. 
41388:158-41388:172. 

8706190087 Memorandum & Order CLI-87-03.* Util motion to vacate Order CLI-87-02 
as moot & to lift stay on low power operations denied until util can provide bona fide 
offsite emergency plan for State of MA.Served on 870612. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3770. 87/06/11. Public 
Service Co. of New Hampshire. 12pp. 41388:092-41388:103. 

8706190107 Town of Hampton second motion for summary disposition.* No genuine 
issue of matl fact exists & util entitled to favorable decision.Certificate of Svc end. 
MCHEARN.P., BROCK,M.T, Public Service Co. of New Hampshire. MCHEARN,P. 
Shaines, Madrigan & McEachern Professional Association. #287 3780. 87/06/11. 
Atomic Safety and Licensing Board Panel. 5pp. 41388:308-41388:317. 

-8706190123 Second statement of matl facts as to which town contends there is no 
genuine issue to be heard.* Certificate of Svc end. 

MCHEARN.P., BROCK.M.T. Public Service Co. of New Hampshire. MCHEARN.P. 
Shaines, Madrigan & McEachern Professional Association. 87/06/11. Atomic Safety 
and Licensing Board Panel. 5pp. 41388:313-41388:317. 

8706190135 Town of Hampton motion to compel discovery.* Motion supporting provi- 
sion of complete answers to interrogatories previously served upon 
applicants.Certificate of Svc end. 

MCHEARN,P., BROCK.M.T. Public Service Co. of New Hampshire. MCHEARN.P. 
Shaines, Madrigan & McEachern Professional Association. #287 3781. 87/06/11. 
Atomic Safety and Licensing Board Panel. 12pp. 41388:318-41388:329. 

8706190170 Attorney General JM Shannon motion for partial summary disposition on 
TOH Revised Contention VIII.SAPL Contention 16 & NECNP Contention RERP-8.* 
Certificate of Svc end. 

SNEIDER.C.S. Massachusetts, Commonwealth of. #287 3782. 87/06/11. Commis- 
sioners. 18pp. 41388:180-41388:197. 

8706190186 Forwards 32 motions & affidavits on behalf of applicant.for filing. 
LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
#287 3783, 87/06/11. Docketing & Services Branch. 3pp. 41389:207-41390:030. 

—8706190203 Applicants motion for summary disposition of Seacoast Anti- Pollution 
League Contention 18.* 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/06/11. Atomic Safety and Licensing Board Panel. 6pp. 41389:210-41389:215. 

-8706190212 Applicant motion for summary disposition of town of Hampton Falls Con- 
tention 4.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:216-41389:219. 

-8706190219 Applicant motion for summary disposition of town of South Hampton Con- 
tention 8.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 6pp, 41389:220-41389:225. 

-8706190229 Applicant motion for summary disposition of New England Coalition on 
Nuclear Pollution Contention NHLP-6.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 6pp. 41389:226-41389:231. 

-8706190235 Applicant motion for summary disposition of New England Coalition on 
Nuclear Pollution Contention NHLP-4.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 6pp. 41389:232-41389:237. 

—8706190242 Applicant motion for summary disposition of Seacoast Anti- Pollution 
League Contention 25.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 9pp. 41389:238-41389:246. 

—8706190248 Applicant motion for summary disposition of town of South Hampton Con- 
tention 1.* 

DIGNAN.T.G. Public Service Co. of New Hampshire, DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 3pp. 41389:247-41389:249. 

—8706190255 Applicant motion for summary disposition of town of South Hampton Con- 
tention 3.* 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:250-41389:253. 


—8706190263 Applicant motion for summary disposition of town of Kensington revised 
Contention 6.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:254-41389:257. 

-8706190281 Applicant motion for summary disposition of town of Kensington revised 
Contention 10.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:258-41389:261. 

-8706190286 Applicants motion for summary disposition of Rye Contention 2.* 
LEWALD.G.H. Public Service Co. of New Hampshire. 87/06/11. Atomic Safety and 
Licensing Board Panel. 3pp. 41389:262-41389:264. 

-8706190287 Applicants motion for summary disposition of Seacoast Anti- Pollution 
League redrafted Contention 15.* 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/06/11. Atomic Safety and Licensing Board Panel. 5pp. 41389:265-41389:269. 

—8706190291 Applicant motion for summary disposition of town of Kensington revised 
Contention 2.* 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:270-41389:273. 

—8706190295 Affidavit of RH Strome (Seacoast Anti-Pollution League redrafted Conten- 
tion 15).* 

STROME.R.H. New Hampshire, State of. 87/06/11. 3pp. 41389:274-41389:276. 

-8706190301 Affidavit of RH Strome (town of Kensington revised Contention 6).* 
STROME.R.H. New Hampshire, State of. 87/06/11. 3pp. 41389:277-41389:279. 

—8706190306 Affidavit of RH Strome (town of South Hampton Contention 3).* 
STROME.R.H. New Hampshire, State of. 87/06/11. 4pp. 41389:280-41389:283. 

-8706190314 Affidavit of GJ Catapano (New England Coalition on Nuclear Pollution 
Contention NHLP-4).* 

CATAPANO, G.J. AllComm, Inc. 87/06/11. 6pp. 41389:284-41389:289. 

“8706190331 Affidavit of RH Strome (New England Coalition on Nuclear Pollution Con- 
tention NHLP-6).* 

STROME, R.H.. New Hampshire, State of. 87/06/11. 5pp. 41389:290-41389:294. 

“8706190337 Affidavit of RH Strome (town of South Hampton Contention 8).* 
STROME.R.H. New Hampshire, State of. 87/06/11. 4pp. 41389:295-41389:298. 

—8706190344 Affidavit of RH Strome (town of South Hampton Contention 1).* 

STROME, R.H. New Hampshire, State of. 87/06/11. 2pp. 41389:299-41389:300. 

—8706190354 Affidavit of RH Strome (Seacoast Anti-Pollution League Contention 25).* 
Certificate of Svc end. 

STROME.R.H. New Hampshire, State of. 87/06/11. 90pp. 41389:301-41390:030. 

8706250060 Advises that R Bores 870218 Itr transmitted as App D in FEMA 870604 
response to certain discovery requests re offsite emergency planning.was effectively 
superseded by end Bores 870604 Itr. Related correspondence. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3791. 87/06/12. HOYT,H., 
HARBOUR.J., LINENBERGER.G. Atomic Safety and Licensing Board Panel. 25pp. 
41448:098-41448:122. 

8706190049 Atty General JM Shannon motion to compel applicants to produce docu- 
ments & answer to applicants motion for protective order.* Motion moves to compel 
applicants to produce computer model.Certificate of Svc end. 

FIERCE,A.R. Massachusetts. Commonwealth of. #287 3744. 87/06/15. Atomic Safety 
and Licensing Board Panel. 7pp. 41388:024-41388:030. 

8706250056 NRC Staff response to motions for reconsideration filed by town of Ames- 
bury & town of Hampton.* Licensing Board should deny town of Amesbury motion for 
reconsideration.Board should grant town of Hampton motion.Certificate of Svc end. 
TURK.S.E. Assistant General Counsel for Hearings. #287 3792. 87/06/15. Atomic 
Safety and Licensing Board Panel. 16pp, 41448:139-41448:154. 

8706250116 New England Coalition on Nuclear Pollution (NECNP) motion to compel an- 
swers to NECNP third set of interrogatories & request for production of documents to 
State of NH.* Response to Interrogatory 4 requested. 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #287 3813. 87/06/15. Atomic Safety and Licensing Board Panel. 2pp. 
41448:045-41448:052. 

-8706250149 New England Coalition on Nuclear Pollution (NECNP) motion to compel 
answers to NECNP third set of interrogatories & request for production of documents 
to Stae of NH.* Response to Interrogatories 16 & 17 requested.Svc list end. 
CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN.D. Harmon & 
Weiss. 87/06/15. Atomic Safety and Licensing Board Panel. 6pp. 41448:047- 
41448:052. 

8706250094 NRC Staff response to Seacoast Anti-Pollution League motion for partial 
reconsideration.* Staff supports portions of ref 870527 motion & recommends por- 
tions be granted, per Licensing Board 870218 memorandum & order.W/Certificate of 
Svc. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3790. 87/06/16. Atomic 
Safety and Licensing Board Panel. 13pp. 41448:171-41448:183. 

8706250026 Order.* Time for Commission to review ALAB-865 re plant onsite emergen- 
cy planning & safety issues extended until decision on pending application for stay of 
ASLB decision authorizing low power operations reached.Served on 870618. 
CHILK,S.J. Office of the Secretary of the Commission. #287 3786. 87/06/17. Com- 
missioners. 1p. 41448:136-41448:136. 

8706250062 Requests that end Itrs be served on parties to proceeding, including JL 
Asselstine 870617 Itr to J Doughty of Seacoast Anti-Pollution League. 

DAVIS.P.R. Commissioners. #287 3787. 87/06/17. JULIAN.E. Docketing & Services 
Branch. 5pp. 41448:158-41448:162. 
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8706250155 Applicants answer to motion to compel of atty general for Commonwealth 
of MA.* Motion concerns desire to obtain IDYNEV computer model used by KLD 
Assocs. Certificate of Svc end. 

SELLECK.K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3821. 87/06/17. Atomic Safety and Licensing Board Panel. 5pp. 41448:190- 
41448:194. 

8706250166 Applicants motion to compel answers.* Applicants request that Board enter 
order compelling intervenors to answer interrogatories re offsite emergency planning 
issues. Certificate of Svc end. 

SELLECK.K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3822. 87/06/17. Atomic Safety and Licensing Board Panel. 7pp. 41448:195- 
41448:201. 

8706250102 Applicant motion to strike NRC Staff responses to motions for reconsider- 
ation filed by town of Amesbury & town of Hampton.* Board should enter order to 
give applicant appropriate amount of time to respond.W/Certificate of Svc. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#287 3834. 87/06/18. Atomic Safety and Licensing Board Panel. 6pp. 41447:333- 
41447:338. 

8706250100 Applicants answer to joint motion for leave to file suppi to motions for stay 
of partial initial decision filed by Seacoast Anti-Pollution League.Attorney General JM 
Shannon & town of Hampton.* W/Certificate of Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#287 3836. 87/06/19. Atomic Safety and Licensing Board Panel. 8pp. 41447:353- 
41447:360. 

8706240273 Advises that NRC does not intend to respond to listed motions involving 
discovery disputes between other parties in proceeding re emergency planning. 
TURK.S.E. Assistant General Counsel for Hearings. #287 3854. 87/06/22. HOYT.H,. 
HARBOUR, J.. LINENBERGER.G. Atomic Safety and Licensing Board Panel. Ip. 
41496:005-41496:005. 

8706250358 Fon^rards package of 250 documents re external influences on Commission 
adjudicatory process in Shoreham proceeding. 

• Correspondence & Records Branch. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). Ip. 41459:066-41459:093. 

-8706250457 Opposes licensing of facilities for all the same old reasons. 

GONDEK.J. Affiliation Not Assigned. 87/04/22, CARR.K. Commissioners. 3pp. 
41459:101-41459:109. 

8706300443 Applicant motion to strike NRC Staff response to Seacoast Anti-Pollution 
League motion for partial reconsideration.* NRC Staff response should be stricken or 
applicant granted time to respond to League motion. W/Certificate of Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#287 3857. 87/06/22. Atomic Safety and Licensing Board Panel. 4pp. 41495:183- 
41495:186. 

8706300454 Applicant answer to motion to compel of town of Hampton.* Town of 
Hampton 87061 1 motion to compel answers to listed supplemental interrogatories re 
personnel resource assessment summary should be disrr.isscd.W' Certificate of Svc. 
STEENLAND.D.S. Public Service Co. of New Hampshire. S'EENLA.ND.D.S. Ropes & 
Gray. #287 3858. 87/06/22. Atomic Safety and Licensing Board Panel. 10pp. 
41495:291-41495:300. 

8706300465 NRC Staff response to appeal of LBP-87-10 by Seacoast Anti- Pollution 
League.New England Coalition on Nuclear Power & Commonwealth of Massachu- 
setts.* Appeal should be denied. Certificate of Svc end. 

BERRY.G.A. Assistant General Counsel for Hearings. #287 3883. 87/06/22. Atomic 
Safety and Licensing Appeal Panel. 62pp. 41488:027-41488:088. 

8706300525 Joint motion for Seacoast Anti-Pollution League, town of Hampton & Com- 
monwealth of MA.* Motion to arrange for view of station plume exposure EPZ on 
sunny day during Summer 1987, w/proper notice to parties.W/Certificate of Svc & svc 
list. 

BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus. Meyer & Solo- 
mon. #287 3852. 87/06/22. HOYT.H.F., LINENBERGER.G., HARBOUR, J. Atomic 
Safety and Licensing Board Panel. 4pp. 41496:001-41496:004. 

8706300442 informs that time provided by NRC regulations within which Commission 
may act to review ASLB decision (ALAB-864) docket expired.Commission declined 
review.Decision became final agency action on 870609.Served on 870623. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3853. 87/06/23. Atomic 
Safety and Licensing Board Panel. 1p. 41495:181-41495:181. 

8706300488 Motion for reconsideration.* Applicant moves ASLB to reconsider listed 
motions re offsite emergency planning issues on basis of end addenda to affidavits of 
GJ Catapano.Certificate of Svc end. 

STEENLAND.D.S. Public Service Co. of New Hampshire. STEENLAND.D.S. Ropes & 
Gray. #287 3856. 87/06/23. Atomic Safety and Licensing Board Panel. 9pp. 
41495:216-41495:224. ^ 

8706300466 Forwards AR Martin-Trigona 870506 petition for leave to intervene in li- 
censing proceedings.Served on 870625. 

CHILK,S.J. Office of the Sec-eta.''/ ct the Commission. #287 3859. 87/06/24. 
HOYT.H.F. Atomic Safety .-:rd Licensing Board Panel. Ip. 41495:168-41495:172. 

-8706300480 Verified petition to intervene in support of issuance of OL for Seabrook 
nuclear generating station.* Requests that NRC put an end to obstruction & allow sta- 
tion to go on-line w/all deliberate speed. 

MARTIN-TRIGONA Affiliation Not Assigned. 87/05/06. Commissioners. 4od 
41495:169-41495:172. 

8706300549 Order.* Advises that oral argument on pending appeals from ASLB 870325 
partial initial decision re onsite emergency planning & safety issues phase of OL will 
be heard on 870724.Served on 870625. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #287 3882. 87/06/24. 
Office of the General Counsel. 2pp. 41495:326-41495:327. 

8706300527 Memorandum & order (permitting response to motions for reconsideration 
of ASLB 870518 memorandum & order).* Grants applicant alternative motion to 
permit response to motions for reconsideration.Served on 870626. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3889. 87/06/25. 3pd 
41495:255-41495:257. 


H. General correspondence 

8706260004 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr inappropriate. Public health & safety always paramount 
consideration in decisions made on ‘'o.-'.r^-g »Scr,'r:d on 870421 . 

CARR.K.M. Commissioners. #287 3!c3 SMITHSON. P. Affiliation Not As- 

signed. 1p. 41486:069-41486:075. 

-8706260010 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipients 870323 Itr inappropriate.Concerns on proposed rule re 
emergency planning regulations also noted. Served on 870421. 

CARR.K.M. Commissioners. 87/04/20. ATKINSON,!., ATKINSON.G. Affiliation Nol 
Assigned. 1p. 41486:071-41486:073. 

-8706260016 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr inappropriate. Concerns on proposed rule re emergency 
planning regulations also noted.Served on 870421 . 

CARR.K.M. Commissioners. 87/04/20. CHARPENTIER.E. Affiliation Not Assigned. 1p. 
41486:074-41486:074. 

-8706260024 Comments opposing proposed rule re elimination of state approval of 
evacuation plans & reduction of 1 0-mile evacuation zone.Allegations of const faults & 
drug & alcohol abuse at plant should be investigated. 

CHARPENTIER.E. Affiliation Not Assigned. 87/04/08. CARR.K. Commissioners. Ip 
41486:075-41486:075. 

8706260195 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr inappropriate. Protection of public health & safety will be 
paramount consideration in decisions on hearing.Served on 870506. 

CARR.K.M. Commissioners. #287 3376. 87/05/05. COHEN, R. Affiliation Not As- 
signed. ip. 41486:076-41486:083. 

“8706260200 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr re facility inappropriate.Served on 870506. 

CARR.K.M. Commissioners. 87/05/05. JOHNSON, C. Affiliation Not Assigned. Ip. 
41486:078-41486:079. 

—8706260206 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr re facility inappropriate.Served on 870506. 

CARR,K.M. Commissioners. 87/05/05, DEVESLIS,B.S. Affiliation Not Assigned. Ip. 
41486:080-41486:080. 

-8706260210 Comments opposing change in zoning & licensing of plant Concern re 
safety of facility discussed. Served on 870506. 

DEVESLIS,B.S. Citizens Within the Ten Mile Radius. 87/04/11. NRC - No Detailed Af- 
filiation Given. Ip. 41486:081-41486:081. 

—8706260253 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr re fac’lity ‘naoprooriate Evaluation of proposed rule ro 
emergency planning regulations also diSc.-S!>or:!.Sf,‘rv<:::o on 870506. 

CARR.K.M. Commission-'i.’s h/'/C:", -’F.! S...E Affiliation Not Assigned. Ip. 

41486:082-41486:083. 

8706030385 Responds to recipient 870429 concerns re emergency planning in licensing 
of planLRecipient assured that protection of public health & safety will be strongly 
considered in decisions made re licensing of plant. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
28. ZAFRIS.J. Affiliation Not Assigned. 3pp. 41163:323-41 163:325. 


I. Financial information 


8706300616 Forwards 1986 annual repts for joint owners identified in end. 
THOMAS.G.S. Public Service Co. of New Hampshire. 87/06/23. Document Control 
Branch (Document Control Desk). 38pp. 41503:001-41504:170. 

—8706300631 “United Illuminating 1 986 Annual Rept." 

* United Illuminating Co. 86/12/31. 45pp. 41503:039-41503:084. 

—8706300639 “Massachusetts Municipal Wholesale Electric Co 1 986 Annual Rept." 
LEARY.G.E., HUEHMER.H. Massachusetts Municipal Wholesale Co. 86/12/31. 43pp- 
41503:085-41503:134. 

—8706300680 “New England Electric Sys 1986 Annual Rept." 

HUNTINGTON, S. New England Electric System. 86/12/31. 52pp, 41503:135- 
41503:187. 

-8706300686 “Northeast Utils 1986 Annual Rept." 

ELLIS.W.B. Northeast Utilities. 86/12/31. 56pp. 41503:188-41503:243. 

—8706300697 "Commonwealth Energy Sys 1986 Annual Rept." Related info, including 
financial statements & auditors rept for Taunton Municipal Lighting Plant, end. 
ANDERSON, G.E. Commonwealth Energy System. 86/12/31. 126pp. 41503:244- 
41504:029. ^ 

“8706300702 “Eastern Utils Assoc 1 986 Annual Rept." 

PARDUS.D.G., EICHORN.J.F. Eastern Utilities Associates. 86/12/31. 45pp 
41504:030-41504:075. 

-8706300709 “New Hampshire Electric Cooperative, Inc 1986 Annual Rept." 
FENTON.D.E. New Hampshire Electric Cooperative, Inc. 86/12/31. 6pp. 41504:076- 
41504:081. 

-8706300713 "Hudson Light & Power 1986 Annual Rept." 

* Hudson Light & Power Dept. 86/12/31. 60pp. 41504:082-41504:170. 


P. Operating license stage documents & correspondence 

Informs that because plants adjudicatory hearings currently before 
merits of plant issues would be inappropriate, per end recipient 
870422 Itr.Served on 870506. 

CARR,K.M. Commissioners. #287 3377. 87/05/05. GONDEK.J. Affiliation Not As- 
signed. Ip. 41462:356-41462:359. 
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8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OL.per IE Manual Chapter 94300. 

GRABER.L LN Technologies Corp. (formerly NUS Corp.). 87/05/08. Division of Rules 
& Records (Pre 870413). Ip. 41210:030-41210:030. 

8706040235 Application for amend to CPPR- 135, extending date for completion of const 
to 880630.Fee paid. 

THOMAS, G.S, Public Service Co. of New Hampshire. 87/05/29. Document Control 
Branch (Document Control Desk). 4pp. 41173:287-41173:290. 

8706050017 Partial response to FOIA request.Forwards App D documents. App C & D 
documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEL, M.S. 
Bishop, Cook, Purcell & Reynolds. 4pp. 41203:222-41203:226. 

“8608110079 “Conformance to Generic Ltr 83-28, Item 2.1 (Part 1) Equipment Classifi- 
cation (Reactor Trip Sys Components) Robinson 2,Salem 1 & 2, San Onofre 1 & Sea- 
brook 1 & 2.” 

HAROLDSEN,R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA- 
7236. 86/05/31. NRC - No Detailed Affiliation Given. 12pp. 41204:179-41204:190. 

8706090163 Fonvards 870101-0331 quarterly rept of 10CFR50.59 safety evaluation for 
plant 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/06/01. Document Control 
Branch (Document Control Desk). 11pp. 41213:232-41213:242. 

8706080132 Partial response to FOIA request for info re OL for Seabrook & 
Shoreham. Forwards App A documents.App A & B documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/02. GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 3pp. 41210:031-41210:178. 

“8706080162 Forwards “Initial OL Review Rept for Seabrook Station Unit 1." Areas 
evaluated include const & preoperational testing programs & selected licensee special 
procedures developed to ensure subcriticality maintained. 

MURLEY.T.E. Region 1, Office of Director. 86/10/09. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (851125-870411). 3pp. 41210:036-41210:038. 

“8706080166 “Initial OL Review Rept for Seabrook Station Unit 1." 

* Region 1, Office of Director. 86/10/09. 83pp. 41210:039-41210:120. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

M1RAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180287 Forwards series of information only structural design drawings of inside of 
containment bldg.Drawings also forwarded to Ktech Corp in Albuquerque, NM & BNL 
in Upton, NY. W/15 oversize drawings. 

THOMAS,G.S. Public Service Co. of New Hampshire. 87/06/15. Document Control 
Branch (Document Control Desk). 5pp. 41390:189-41390:194. 

8706230419 Forwards changes to Rev 1 of inservice testing program for pumps & 
valves,including addi test requirements due to Tech Spec & FSAR revs.W/five over- 
size drawings. 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/06/17. Document Control 
Branch (Document Control Desk). 20pp. 41434:086-41434:104. 

8706230083 Final response to FOIA request.Documents in App A already available in 
PDR.Documents in App B being made available in PDR & end. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/18. CONNOR, L. 
Doc-Search Associates. 3pp. 41422:138-41422:140. 

“8606160035 Forwards SER on licensee conformance to Rev 3 of Reg Guide 1.97 on 
emergency response capability.Technical evaluation rept for May 1986 end re licens- 
ee submittal,per Generic Ltr 82-33.W/SALP input. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/06/11. NERSES, V, 
PWR Project Directorate 5. 2pp. 41422:206-41422:207. 

“8606160036 "Conformance to Reg Guide 1 .97, Seabrook Station, Units 1 & 2,” techni- 
cal evaluation rept for May 1 986. 

UDY.A.C. EGaG Idaho, Inc. (subs, of EGaG, Inc.). FIN A-6493. EGG-NTA-7256. 86/ 
05/31. NRC - No Detailed Affiliation Given. 22pp. 41422:214-41422:235. 

“8706230147 SER finding facility design acceptable w/respect to conformance to Reg 
Guide 1.97, Rev 3,except for accumulator tank level a pressure 

instrumentation, containment sump water temp instrumentation a quench tank temp in- 
strumentation. 

* NRC - No Detailed Affiliation Given. 86/06/11. 6pp. 41422:208-41422:213. 

8706240065 Responds to 870525 ltr re repts of leak from NRC to industry on Commis- 
sion notation vote on review of ALAB-853 in facility proceeding.Ofc of Inspector a 
Auditor investigating matter.Rept will be provided at conclusion of investigation. 
ZECH.LW. Commissioners. 87/06/18. MARKEY,E.J. House of Rep. 2pp. 41450:067- 
41450:070. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders a applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411), 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41 142:332-41 143:076. 

8706100134 Forwards request for add! info re end allegation documentation provided at 
870420 meeting concerning author 870209 a 0402 responses to Insp Rept 50-443/ 
86-62.Prompt transmittal of allegations a affidavits requested. 

KANE,W.F. Region 1. Office of Director. 87/05/27. TRACY.S. Employee’s Legal 
Project. 59pp. 41242:163-41242:221. 


8706120049 Forwards Safety Insp Rept 50-443/87-10 on 870310-0504.No violations 
noted.Ack receipt of 870423 ltr informing NRC of steps taken to correct violations 
noted in NRC 870323 ltr. 

WENZINGER.E.C. Region 1, Office of Director. 87/06/01. HARRISON, R.J. Public 
Service Co. of New Hampshire. 6pp. 41272:131-41272:159. 

“8706120057 Insp Rept 50-443/87-10 on 87031 0-0504.No violations noted. Major 
areas inspected :work activities, procedures a records relative to startup testing.One 
unresolved item re need for followup of positioning of RHR crossover line valves 
noted. 

ELSASSER.T.C. Region 1. Office of Director. 87/05/28. 23pp. 41272:137-41272:159. 

8706080132 Partial response to FOIA request for info re OL for Seabrook a 
Shoreham.Forwards App A documents.App A a B documents available in PDR. 
GRIMSLEY.D.H. Division of Rules a Records (Post 870413). 87/06/02. GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 3pp. 41210:031-41210:177. 

“8706080170 Recommends that Item 2.C re reinsp of svc water sys piping for liner de- 
tachment problems be removed as condition for License NPF-56,in response to 
860827 memo forwarding items for incorporation into OL 

KANE.W.F. Region 1, Office of Director. 86/10/14. NOVAK, T.M. Division of Pressur- 
ized Water Reactor Licensing - A (851125-870411). Ip. 41210:121-41210:121. 

“8706080187 Notifies that util accumulated more time than originally anticipated for insp 
interval a intends to perform insp of spool as soon as possible. 

DEV1NCENTIS,J. Public Service Co. of New Hampshire. 86/09/18. STAROSTECKI,R. 
Region 1, Office of Director. Ip. 41210:122-41210:122. 

8706150109 Requests brief status rept on arrangements for medical svcs in offsite 
plans for plant by 870608,per encl IE Info Notice 86-098, “Offsite Medical Svcs." 
NERSES,V. Project Directorate 1-3. 87/06/03. HARRISON,R.J. Public Service Co. of 
New Hampshire. 2pp. 41301:340-41301:358. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 106pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list encl. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list encl, 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." svc list 
encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170484 Forwards status rept on arrangements for medical svcs provided in offsite 
plans for facility as compared to FEMA Guidance Memo MS-1, per IE Info Notice 86- 
098.Util estimates appropriate parties can submit info to FEMA by 870813. 
THOMAS.G.S. Public Service Co. of New Hampshire. 87/06/12. Document Control 
Branch (Document Control Desk). 4pp. 41384:350-41384:353. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list encl. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22, 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end, 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706220016 Monthly operating rept for May 1987.W/870612 ltr. 

NARDONE.P., THOMAS,G.S. Public Service Co. of New Hampshire. 87/05/31. 6pp. 
41411:132-41411:137. 


S. Reportable occurrences, LERs & related correspondence 

8706010078 LER 87-01 3-00:on 870426,temp monitoring not performed for two of four 
control bldg battery rooms as required by Tech Specs.Temporary thermometers in- 
stalled in Battery Rooms A & B & temp readings recorded every 12 h.W/870526 ltr. 
KINGSTON.G., THOMAS, G.S. Public Service Co. of New Hampshire. 87/05/26. 4pp. 
41119:200-41119:203. 

8706030448 LER 87-01 4-00:on 870429, vital bus E6 tripped, resulting in starting & load- 
ing of diesel generator IB.Caused by deficiency in procedure used to measure relay 
response time. Procedure revised.W/870529 ltr. 

BELANGER, R., THOMAS, G.S. Public Service Co. of New Hampshire. 87/05/29. 3pp. 
41163:015-41153:017. 


T. Hearing transcripts on non-antItrust matters 


8706020189 Forwards transcript of 870505 meeting w/enci list of attendees, including 
utiLBechtel & NUS Corp in Bethesda,MD re analysis on DBA criterion & ad hoc ex- 
pansion beyond planning zone.Viewgraphs also encl. 

NERSES, V. Project Directorate 1-3. 87/05/19. Project Directorate 1-3. 21pp. 
41143:108-41143:185. 

“8706020205 Transcript of 870505 meeting w/licensee in Bethesda.MD re facility 
petition.Pp 1-55. 

* Commissioners. 87/05/05. 57pp. 41143:129-41143:185. 
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8706010153 Transcript of 870527 telcon in op 2,461-2,491. 

* Atomic Safety and Licensing Board Par e- liT '27 33pp. 41110:010-41110:042. 


U. Congressional/Executive Correspondence 

8706250418 Informs that NRC will respond to issues raised by recipient at NRC 870421 
autf-:- 2 ?tion hea'-'-gs 'O mapp'ocra*-? acticr's in O'^ncng O! proceeding & request 
for \RC roojja' as ’.t r.-M, r. n-j S-:.Oivd or 570518. 

ZECH.L.W. Commissioners. f^2B7 3461. '87/05/1 5. MARKEY.E.J. House of Rep. Ip. 
41486:084-41486:086. 

--8706050010 Requests that Commission, including Executive Director of Commission, V 
Stello, recuse from further participation as independent party in licensing proceedings 
for facility. 

MARKEY.E.J. House of Rep. 87/04/21. ZECH,L.W. Commissioners. 2pp. 41486:085- 
41486:086. 

8706020215 Responds to 870504 Itr re NRC resources expended on further efforts by 
util to justify EPZ.NRC review of petition ceased.Probabilistic safety assessment 
update under review. Served on 870528. 

BERNTHAL,F.M. Commissioners. 87/05/27. MARKEY,E.J. House of Rep. 3pp. 
41180:167-41180:172. 

-8706040206 Discusses ASLB 870422 decision to reject Public Svc of New Hampshire 
861218 petition for waiver of Commission emergency regulations to reduce plant EPZ 
to 1 mile.Strongly urges NRC & BNL to terminate any further review of facility PRA. 
MARKEY,E.J. House of Rep. 87/05/04. ZECH.L.W. Commissioners. 2pp. 68900:181- 
68900:184. 

-8706040215 Marked-up mem: rcguoafic comments re listed sentences proposed for 
addition to first paragraph of 9' r-.j;?r:or-nT‘G to Chairman Markey. 

GWYNN,P. Commissioners. z-'Zb-?'. Office of the Executive Director for 

Operations. SNIEZEK.J., fyilRAGLlA,F. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 1p. 41180:172-41180:172. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8706250356 Informs that because plants adjudicatory hearings currently before 
NRC, comments on merits of plant issues would be inappropriate, per end recipient 
870422 Itr.Served on 870506, 

CARR.K.M. Commissioners. #287 3377. 87/05/05. GONDEK,J. Affiliation Not As- 
signed. ip. 41462:356-41462:359. 

8706050017 Partial response to FOIA request.Forwards App D documents. App C & D 
documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEL.M.S. 
Bishop, Cook, Purcell & Reynolds. 4pp. 41203:222-41203:226. 

-8608110079 "Conformance to Generic Ltr 83-28, Item 2.1 (Part 1) Equipment Classifi- 
cation (Reactor Trip Sys Components) Robinson 2, Salem 1 & 2, San Onofre 1 & Sea- 
brook 1 & 2." 

HAROLDSEN,R. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA- 
7236, 86/05/31. NRC - No Detailed Affiliation Given. 12pp. 41204:179-41204:190. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal -history checks.Svc list end. 

MIRAGLIA.F.J, Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180287 Forwards series of information only structural design drawings of inside of 
containment bldg.Drawtngs also forwarded to Ktech Corp in Albuquerque, NM & BNL 
in Upton, NY. w/15 cv(-,r.s/-; criL-Aincs. 

THOMAS, G.S ?uL:'.-: S-i.'V!:;-:; Co. o' New Hampshire. 87/06/15. Document Control 
Branch (Document Control Desk). 5pp. 41390:189-41390:194. 

8706230083 Final response to FOIA request.Documents in App A already available in 
PDR. Documents in App B being made available in PDR & end. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/18. CONNOR, L 
Doc-Search Associates. 3pp. 41422:138-41422:140. 

“8606160035 Forwards SER on licensee conformance to Rev 3 of Reg Guide 1.97 on 
emergency response cacabilih'Techn'ca* eva'uat'on rept for May 1986 end re licens- 
ee submittal. per Gene-i:; 82-3.'.'.'.v/S.Ai F -ipjt 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/06/1 1 . NERSES, V. 
PWR 'Project Diredorate 5. 2pp, 41422:206-41422:207. 

-8606160036 “Conformance to Reg Guide 1 .97,S€abrook Station,Units 1 & 2,” techni- 
cal evaluation rept for May 1986. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6493. EGG-NTA-7256. 86/ 
05/31. NRC - No Detailed Affiliation Given. 22pp. 41422:214-41422:235. 

-8706230147 SER finding facility design acceptable w/respect to conformance to Reg 
Guide 1 .97, Rev 3, except for accumulator tank level & pressure 
instrumentation,containment sump water temp instrumentation & quench tank temp in- 
strumentation, 

* NRC - No Detailed Affiliation Given. 86/06/11. 6pp, 41422:208-41422:213. 

8706240065 Responds to 870525 Itr re repts of leak from NRC to industry on Commis- 
sion notation vote on review of ALAB-853 in facility proceeding.Ofc of Inspector & 
Auditor investigating matter.Rept will be provided at conclusion of investigation. 
ZECH,L.W. Commissioners. 87/06/18. MARKEY.E.J. House of Rep. 2pp. 41450:067- 
41 450:070. 


8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


F. Security, medical, emergency & fire protection plans 

8706030383 Forwards Rev 2 to safeguards contingency plan, per 

10CFR5O.54(p).Explanation of changes also end. Ends withheld (ref 10CFR73.21). 
THOMAS,G.S. Public Service Co. of New Hampshire. 87/05/19. Document Control 
Branch (Document Control Desk). Ip. 41169:178-41169:178. 

8706100176 Response of FEMA to Commonwealth of MA Atty General JM Shannon 
offsite emergency preparedness interrogatories & request for production of documents 
to FEMA (Set 2).* FEMA position on contentions encI.Related correspondence. 
THOMAS, E.A. Federal Emergency Management Agency. 3677 6" C” 

SHANNON,J.M. Massachusetts, Commonwealth of. 104pp. 4 1226:3 3 -26 ‘52 

8706160500 Discusses licensee emergency planning activities since 870507 
meeting,including util efforts to compensate for lack of cooperation from Common- 
wealth of MA.Meeting to review technical issues re emergency planning requested. 
DERRICKSON.W.B. Public Service Co. of New Hampshire. 87/06/10. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 6pp. 41349:065- 
41349:070. 

8706301006 Notifies that further revs to 870130 Rev 4 to security training & qualification 
plan.per TT Martin 870528 request, will be deferred until 870728.Concurrence for 
delay obtained from WL Kushner on 870623. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 87/06/25. Document Con- 
trol Branch (Document Control Desk), 2pp. 41500:033-41500:034. 


G. Adjudicatory correspondence 

8705120109 Responds to 870403 ltr re Board 870325 partia' initial docsicn n-.thc-'rir: 
issuance of low power license.Cn 870409, decision made that li:;ensoe I l em.; ,-'- 
gency plan for Massachussetts before license issued. Served on 870505. 

ZECH.LW. Commissioners. #287 3392. 87/04/30. HUMPHREY,G.J. Senate. 2pp. 
41162:165-41162:166. 

8706020075 Fonvards affidavits for substitution in apps to town of West Newbuiy 
870424 filing entitled, “Response of Town of West Newbury to Applicant Suggestion 
of Mootness & Request to Vacate Stay,” for filing. 

MtZNER,J.H. West Newbury, MA. MIZNER,J.H. Silverglate, Gertner, Baker, Fine & 
Good. #287 3546. 87/05/11. Office of the Secretary of the Commission. Ip. 
41123:344-41123:355. 

“8706020082 Affidavit of RM Shively.* Affidavit of RM Shively re participation in evalua- 
tion of drafts of emergency response plans prepared in connection w/effort to license 
facility. 

SHIVELY.R.M. West Newbury, MA. 87/05/11. 2pp. 41123:345-41123:346. 

-8706020089 Affidavit of PW Knowles.* Affidavit of PW Knowles re participation in eval- 
uation of drafts of emergency response plans prepared in connection w/effort to li- 
cense facility. 

KNOWLES, P.W. West Newbury, MA. 87/05/11. 2pp. 41123:347-41123:348. 

-8706020093 Affidavit of TE Puikkinen.* Affidavit of TE Puikkinen re participation in 
evaluation of drafts of emergency response plans prepared in connection w/effort to 
license facility. W/Certificate of Svc. 

PUIKKINEN, T.E. West Newbury, MA. 87/05/11. 7pp. 41123:349-41123:355. 

8706300518 JF Doherty third petition for leave to intervene.* Petitioner contends appli- 
cant should not be granted OL for facility because applicant has shown untrustworthy 
character & unfit for NRC license.Certificate of Svc end. 

DOHERTY, J.F. Doherty, J.F. #287 3855. 87/05/11. Atomic Safety and Licensing 
Board Panel. 7pp. 41495:354-41495:360. 

8705270105 Responds to end 870409 concern that Commission not giving sufficient 
weight to concerns of local govts as NRC reviews decisions re issuance of low power 
license.Served on 87051 9. 

ZECH.LW. Commissioners. #287 3493. 87/05/19. CONTE,S.O. House of Rep. 4pp. 
41042:210-41042:213. 

-8706040213 Expresses concerns on NRC posture re EPZ for fadli^. Commission not 
giving sufficient weight to legitimate concerns when reviewing decisions re issuance of 
low power license. 

CONTE.S.O. House of Rep. 87/04/09. ZECH.L.W. Commissioners. 2pp. 68900:186- 
68900:190. 

6706020048 Applicant offsite emergency planning interrogatories & request for produc- 
tion of documents to Seacoast Anti-Pollution League.* Documents should be made 
available, per 10CFR2.741.W/Certificate of Svc.Related correspondence. 
SELLECK.K.A. Public Service Co, of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3557. 87/05/19. Seacoast Anti-Pollution League. 7pp. 41129:296-41129:302. 

8706020051 Applicant offsite emergency planning interrogatories & request for produc- 
tion of documents to town of Hampton.* Documents should be made available for 
insp & copying, per 10CFR2.741.W/Certificate of Svc.Related correspondence. 
SELLECK.K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3558. 87/05/19. Hampton. NH. 6pp. 41129:290-41129:295. 

8706020068 Requests NRQ personnel answer end interrogatories & provide access to 
ref documents. Related correspondence. 

BROCK.M.T, Hampton, NH. BROCK, M.T. Shaines, Madrigan & McEachern Profes- 
sional Association. #287 3573. 87/05/19. HOYT.H. Atomic Safety and Licensing 
Board Panel. 1p. 41 129:228-41129:251. 

“8706020073 Town of Hampton supplemental interrogatories & request for production 
of documents to applicant on State of NH radiological emergency response plans.* 
Related correspondence. 

MCEACHERN.P.. BROCK.M.T. Hampton, NH. MCEACHERN. P. Shaines, Madrigan & 
McEachern Professional Association. 87/05/20. Public Service Co. of New Hamp- 
shire. 6pp. 41129:229-41129:234. 

-8706020079 Town of Hampton supplemental interrogatories & request for production 
of documents to State of NH on state radiological emergency response plans.* Relat- 
ed correspondence. 

MCEACHERN.P., BROCK.M.T. Hampton, NH. MCEACHERN.P. Shaines. Madrigan & 
McEachern Professional Association. 87/05/19. New Hampshire, State of. 5pp. 
41129:235-41129:239. 
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-8706020084 Town of Hampton supplemental interrogatories & request for production 
of documents to NRC on State of NH radiological emergency response plans.* Relat- 
ed correspondence. 

MCEACHERN.M.T., BROCK, M.T. Hampton. NH. MCEACHERN.M.T. Shaines, Madri- 
gan & McEachern Professional Association. 87/05/1 9. Office of the General Counsel. 
3pp. 41129:240-41 129:242. 

—8706020094 Town of Hampton suppl interrogatories & request for production of docu- 
ments to FEMA on New Hampshire radiological emergency response plans.* Related 
correspondence.Certificate of Svc end. 

MCEACHERN.P., BROCK, M.T. Hampton, NH. MCEACHERN, P. Shaines. Madrigan & 
McEachern Professional Association. 87/05/20. Federal Emergency Management 
Agency. 9pp. 41129:243-41129:251. 

8706020083 Applicant offsite emergency planning interrogatories & request for produc- 
tion of documents to New England Coalition on Nuclear Pollution.* Documents should 
be made available, per 10CFR2.741.W/Certificate of Svc.Related correspondence. 
SELLECK.K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3556. 87/05/19. New England Coalition on Nuclear Pollution. 7pp. 41124:353- 
41124:359. 

8706020085 Discusses violation of Govt in Sunshine Act discovered by author in at- 
tempt to find out how Commission will vote on applicant motion to lift stay of issuance 
of OL.Parties entitled to 7-day notice of Commission affirmation sessions. 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #287 3571. 87/05/19. ZECH.LW., ROBERTS.T.M., ASSELSTINE.J.K. Com- 
missioners. 3pp. 41 129:094-41129:096. 

8706020091 Applicant notice of deposition of G French.* Matter for exam is use of pop- 
ulation estimates by town of Hampton Chamber of Commerce.Certificate of Svc 
encI.Related correspondence. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3560. 87/05/ 1 9. 5pp. 41 1 29:085-41 1 29:089. 

8706020126 New England Coalition on Nuclear Pollution third set of interrogatories & 
request for production of documents to State of NH on Rev 2 to State of NH radiolog- 
ical emergency response plan.* W/Svc listRelated correspondence. 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #287 3584. 87/05/19. New Hampshire, State of. 6pp. 41124:085-41124:090. 

8706020231 Applicant offsite emergency planning interrogatories & request for produc- 
tion of documents to atty general for Commonwealth of MA.Seacoast Anti-Pollution 
League & town of Hanrpton.* W/Certificate of Svc.Related correspondence. 
SELIECK,K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3555. 87/05/19. Massachusetts, Commonwealth of. 10pp. 41129:303- 
41129:312. 

8706020244 Applicant application for deposition subpoena duces tecum.* Requests ap- 
pearance of G French, director of Hampton Chamber of Commerce, on 870528 & docu- 
ments on town summer population estimates.W/Certificate of Svc.Related corre- 
spondence. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3559. 87/05/19. Atomic Safety and Licensing Board Panel. 6pp. 41129:313- 
41129:318. 

8706020053 Applicant motion for protective order.* Applicant requests that Board rule 
that deposition be taken at deponents place of business & that deposition be limited 
to 2 days in case of Lieberman & 1 day for Mileti.W/Certificate of Svc. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3551. 87/05/20. Atomic Safety and Licensing Board Panel. 11pp. 41125:096- 
41125:106. 

8706020111 Notice of taking deposition of EA Thomas.* Deposition re analysis of 
FEMA position on contentions will be taken on 870615 in Boston, MA.Certificate of 
Svc encI.Related correspondence. 

FIERCE,A.R. Massachusetts, Commonwealth of. #287 3592. 87/05/20. 6pp. 
41124:234-41124:239. 

8706020062 Senator GJ Humphrey motion for leave to file amicus curiae brief in sup- 
port of Atty QeneraUM Shannon, application for stay.* Certificate of Svc end. 
HUMPHREY.G.J. Senate. #287 3572. 87/05/21. Commissioners, 6pp. 41129:213- 
41129:218. 

8706020071 Applicants motion for leave to file brief in excess of 10 pages.* Applicants 
reserve right to file addi briefs if in receipt of addi applications for stay filed prior to 
870526 deadline.Certificte of Svc end. 

DIGNAN.T.G. Public Service Co, of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#287 3576. 87/05/21, Commissioners. 5pp. 41125:057-41125:061. 

8706020076 Applicants response to applications filed by Atty General of Commonwealth 
of MA,New England Coalition on Nuclear Pollution & Seacoast Anti-Pollution League 
for stay of low jDower operations at Seabrook....* Certificate of Svc end. 

DIGNAN,T.G. Public Service Co. of New Hampshire. #287 3577. 87/05/21. Commis- 
sioners. 22pp. 41125:035-41125:056. 

8706020092 NRC Staff motion for leave to file single response to stay applications & for 
extension of page limitation.* Response would not exceed 20 pages & would be filed 
by 870608. Certificate of Svc end. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3596. 87/05/21. Commis- 
sioners. 8pp. 41 1 24:345-41 1 24:352. 

8706020106 Applicant application for deposition subpoena duces tecum for appearance 
of G French.* G French testimony needed re bases for statements made in 870220 
affidavit on Chamber of Commerce use of population estimates.Related correspond- 
ence. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3550. 87/05/21. Atomic Safety and Licensing Board Panel, 8pp. 41129:073- 
41129:080. 

8706020(^1 Town of Hampton motion for protective order.* Applicant request to 
compel G French, Executive Dlrector,town of Hampton, Chamber of Commerce, for dep- 
osition should be denied. Affidavit end. 

MCEACHERN, P., BROCK,M.T. Hampton, NH. MCEACHERN,P. Shaines. Madrigan & 
McEachern Professional Association. #287 3567. 87/05/22. Atomic Safety and Li- 
censing Board Panel. 2pp, 41129:219-41129:227. 


8706020096 Town of Hampton motion for stay of Licensing Board order authorizing is- 
suance of license to conduct low power operation.* Certificate of Svc end. 
MCEACHERN.P., BROCK,M.T. Hampton, NH. MCEACHERN,P. Shaines, Madrigan & 
McEachern Professional Association. #287 3568. 87/05/22. Commissioners. 33pp. 
41124:312-41124:344. 

8706020098 Notice to parties dtd 870519.* Forwards complete subpoena 
form.Incomplete subpoena inadvertently served w/870519 notice.Served on 870526. 
SWEENEY,O.A. Atomic Safety and Licensing Board Panel. #287 3578. 87/05/22. 
Docketing & Services Branch. 3pp. 41129:083-41129:084. 

8706020125 NRC Staff response to applicant motion for order ruling on certain motions 
for summary disposition.* Summary disposition should now be granted as to listed 
contentions. W/f^ertificate of Svc. 

TURK,S.E. Assistant General Counsel for Hearings. #287 3612. 87/05/22. Atomic 
Safety and Licensing Board Panel. 5pp. 41123:339-41123:343. 

8706250105 Order.* Order granting NRC staff motion for leave to file single response to 
stay applications & for extension of page limitation, dtd 870521. Served on 870526. 
CHILK,S.J. Office of the Secretary of the Commission. #287 3842. 87/05/22. Office 
of the General Counsel, Ip. 41448:218-41448:218. 

8706030192 Expresses concern by published repts of Commission “cozy” relationship 
w/licensees & leak from NRC to industry re Commission notation reversing ASLAB 
decision on ALAB-853 issues.Requests listed documents.Sen/ed on 870601 . 
MARKEY.E.J. House of Rep. #287 3620. 87/05/25. ZECH.LW. Commissioners. 2pp. 
41141:145-41141:146. 

8706020067 Memorandum & order (denying town of Hampton (TOH) motion for protec- 
tive order - deposition of G French, executive director of TOH Chamber of Com- 
merce),* Subpoena stands as issued. Served on 870527, 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #287 3554. 87/05/26. Hamp- 
ton. NH. 3pp. 41125:077-41125:079. 

8706020194 Town of Amesbury motion for reconsideration.* Reconsideration of 870218 
order announcing rulings on admissability of numerous contentions requested. 
LORD.W.S. Amesbury, MA. #287 3607. 87/05/26. Atomic Safety and Licensing Board 
Panel. 3pp. 41 129:333-41 129:335. 

8706090153 Confirms discussion indicating author requesting dates for deposition of A 
Calandrello.Suggests 870609 at author ofc. Certificate of Svc/svc list end. 
BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #287 3664. 87/05/26. DIGNAN.T. Public Service Co. of New Hampshire. 
DIGNAN.T. Ropes & Gray. 2pp. 41206:148-41206:149. 

8706020058 Seacoast Anti-Pollution League motion for partial reconsideration of Board 
870218 & 0518 orders.* Board rejected two revised bases for Contention 7.Certificate 
of Svc end. 

BACKUS, R.A. Seacoast Anti-Pollution League. BACKUS,R.A. Backus, Meyer & Solo- 
mon. #287 3539. 87/05/27. Atomic Safety and Licensing Board Panel. 8pp. 
41125:088-41125:095. 

87(^020178 Town of Hampton motion for reconsideration & clarification of 870518 
memorandum & order.* Board improperly rejected contention bases previously admit- 
ted for litigation.W/ Certificate of Svc. 

MCEACHERN.P., BROCK, M.T. Hampton, NH. MCEACHERN.P. Shaines. Madrigan & 
McEachern Professional Association. #287 3605. 87/05/27. Atomic Safety and Li- 
censing Board Panel. 14pp. 41129:319-41129:332. 

8706020215 Responds to 870504 Itr re NRC resources expended on further efforts by 
util to justify EPZ.NRC review of petition ceased. Probabilistic safety assessment 
update under review. Served on 870528. 

BERNTHAUF.M. Commissioners. #287 3608. 87/05/27. MARKEY.E.J. House of Rep. 
4pp. 41 1 28:337-41 1 28:340. 

8706020049 Memorandum & order (corrections to 870518 memorandum & order).* Lists 
corrections in 870518 memorandum & order providing basis for & rev to Board rulings 
on contentions on Rev 2 to State of NH emergency plan.Sen/ed on 870529. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3536. 87/05/28. Public 
Service Co. of New Hampshire. 2pp. 41125:107-41125:108. 

8706020086 Order.* Grants applicant 870521 motion for leave to file brief in excess of 
10 pages.Served on 870528. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3603. 87/05/28. Public 
Service Co. of New Hampshire. Ip. 41124:360-41124:360. 

8706020119 Order.* Grants GJ Humphrey 870521 motion for leave to file amicus curiae 
brief in support of Atty GenI JM Shannon application for stay.Served on 870528. 
CHILK,S.J. Office of the Secretary of the Commission. #287 3604. 87/05/28. 
HUMPHREY,G.J. Senate. Ip. 41124:205-41124:205. 

8706020157 Brief Amicus Curiae of US Senator GJ Humphrey in support of Atty Gener- 
al JM Shannon application for stay of Licensing Board order authorizing issuance of 
low-power OL.* W/ Certificate of Svc. 

HUMPHREY,G.J. Senate. #287 3602. 87/05/28, Commissioners. 10pp. 41124:033- 
41124:042. 

8706090113 Confirms results of 870528 telcon re deposition of RH Stone, Common- 
wealth agrees to postpone deposition indefinitely to date after 870620.Certificate of 
Svc encI.Related correspondence. 

FIERCE, A.R. Massachusetts, Commonwealth of. #287 3663. 87/05/28. HAMPE,R.A. 
Hampe & McNicholas. 5pp. 41207:322-41207:326. 

8706030316 Public Svc Co of NH (Offsite Emergency Planning) depositions of D Mileti 
& E Lieberman.* Confirms 870528 telcon re depositions of D Mileti & E Lieberfhan on 
870611 & 29, respectively.Certificate of Svc encI.Related correspondence. 

FIERCE, A.R. Massachusetts, Commonwealth of. #287 3633. 87/05/29. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK,K,A. Ropes & Gray. 
5pp. 41 1 38:043-41 1 38:047. 

8706090177 NRC Staff response to JF Doherty third petition for leave to intervene.* 
Board should reject petition for lack of Jurisdiction & failure to satisfy stds for govern- 
ing late- filed contentions.Certificate of Svc end. 

TURK,S.E. Atomic Safety and Licensing Board Panel. #287 3651, 87/05/29. 11pp. 
41206:151-41206:161. 
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8706090099 Ack receipt of end 870518 Itr re plantAuthor comment on issues inappro- 
priate due to current licensing hearings. AS LB denial of util petition for waiver of rule 
requiring 10-mile EPZ noted.Sen/ed on 870602, 

CARR.K.M. Commissioners. #287 3646. 87/06/02. RANCO.S.L Affiliation Not As- 
signed. 2pp. 41207:334-41207:335. 

8706160070 Advises that deposition of D Laughton of Teamsters Local 633 will be 
taken on 87061 6.Certificate of Svc encI.Related correspondence. 

BACKUS, R.A. Backus, Meyer & Solomon. #287 3713. 87/06/03. DIGNAN.T. Ropes & 
Gray. 2pp. 41297:178-41297:179. 

8706160080 Advises that deposition of A Calandrello changed from 870609 to 
87061 2.Related correspondence. 

BACKUS.R.A. Backus, Meyer & Solomon. #287 3736. 87/06/03. DIGNAN.T. Ropes & 
Gray. 2pp. 41296:312-41296:313. 

8706100072 NRC Staff response to town of Hampton supplemental interrogatories & re- 
quest for documents to NRC on State of NH radiological response plans.* Affidavit & 
Certificate of Svc end. 

CHAN.E.I. Assistant General Counsel for Hearings. #287 3669. 87/06/04. Hampton, 
NH. 15pp. 41229:058-41229:072. 

8706100104 Joint response by Atty General JM Shannon, Seacoast Anti-Pollution 
League & town of Hampton to applicant offsite emergency planning interrogatories & 
request for production of documents....* Related correspondence. 

F1ERCE,A.R. Massachusetts. Commonwealth of. #287 3672. 87/06/04. Public Sen/- 
ice Co. of New Hampshire. 13pp. 41228:294-41228:31 1. 

-8706100110 Joint motion for protective order on behalf of Atty General JM 
Shannon, Seacoast Anti-Pollution League & town of Hampton.* Certificate of Svc 
encI.Related correspondence. 

* Massachusetts, Commonwealth of. 87/06/04. Atomic Safety and Licensing Board 
Panel. 5pp. 41228:307-41228:311. 

8706100108 Seacoast Anti-Pollution League response to applicants offsite emergency 
planning interrogatories & request for production of documents.* Certificate of Svc & 
svc list encI.Related correspondence. 

DOUGHTY, J. Seacoast Anti-Pollution League. #287 3673. 87/06/04. Atomic Safety 
and Licensing Board Panel. 4pp. 41228:290-41228:293. 

8706100147 State of NH responses to New England Coalition on Nuclear Pollution third 
set of interrogatories & request for production of documents to State of NH Rev 2 to 
radiological emergency response plan & motion....* W/Certificate of Svc. 

STROM E.R.H., BISBEE.G.D. New Hampshire, State of. #287 3675. 87/06/04. New 
England Coalition on Nuclear Pollution. 8pp. 41226:260-41226:267. 

8706100148 Town of Hampton response to applicant offsite emergency planning inter- 
rogatories & request for production of documents to town of Hampton & motion for 
protective order.* Certificate of Svc end. 

MCEACHERN.P., BROCK.M.T. Hampton, NH. MCEACHERN,P. Shaines, Madrigan & 
McEachern Professional Association. #287 3674. 87/06/04. Public Service Co. of 
New Hampshire. 6pp. 41226:254-41226:259. 

8706100169 New England Coalition on Nuclear Pollution response to applicant offsite 
emergency planning interrogatories & request for production of documents,dtd 
870519,* Svc list encI.Related correspondence. 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #287 3697. 87/06/04. Public Service Co. of New Hampshire. 4pp. 41225:291- 
41225:294. 

8706100172 State of NH responses to Atty General JM Shannon offsite emergency 
planning interrogatories & request for production of documents to State of NH (Set 2) 
answers to interrogatories.* Related correspondence. 

STROME.R.H., BISBEE,G.D. New Hampshire, State of. #287 3676. 87/06/04. 
SHANNON, J.M, Massachusetts, Commonwealth of. 26pp. 41225:299-41225:343. 

-8706100190 State of NH responses to Hampton Interrogatories & request for produc- 
tion of documents to State of NH on radiological emergency response plan.* Only re- 
quested documents should be made available.Related correspondence. 

STROME.R.H., BISBEE.G.D, New Hampshire, State of. 87/06/04. Hampton, NH, 5pp. 
41225:326-41225:330. 

“8706100208 State of NH responses to Seacoast Anti-Pollution League interrogatories 
& request for production of documents to State of NH radiological emergency re- 
sponse plan.* W/ Certificate of Svc.Related correspondence. 

STROME.R.H., BISBEE.G.D. New Hampshire, State of. 87/06/04. Seacoast Anti-Pol- 
lution League. 13pp. 41225:331-41225:343. 

8706100176 Response of FEMA to Commonwealth of MA Atty General JM Shannon 
offsite emergency preparedness interrogatories & request for production of documents 
to FEMA (Set 2).* FEMA position on contentions encI.Related correspondence. 
THOMAS, E.A. Federal Emergency Management Agency. #287 3677. 87/06/04. 
SHANNON, J.M. Massachusetts, Commonwealth of. 118pp. 41226:035-41226:152. 

-8706100196 Response of FEMA to Seacoast Anti-Pollution League second set of in- 
terrogatories & requests for production of documents to FEMA on State of NH radio- 
logical emergency response plan Rev 2.* Related correspondence. 

THOMAS.E.A. Federal Emergency Management Agency. 87/06/04. Seacoast Anti- 
Pollution League, 4pp. 41226:140-41226:143. 

“8706100199 Response of FEMA to town of Hampton supplemental interrogatories & 
requests for production of documents to FEMA on State of NH radiological emergen- 
cy response plan.* W/Certificate of Svc.Related correspondence. 

THOMAS, E.A. Federal Emergency Management Agency. 87/06/04. Hampton, NH 
9pp. 41226:144-41226:152. 

8706160082 Applicants motion for protective order.* Production of documents should 
take place at plant site only,except for KLD documents.Certificate of Svc end. 
SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3737. 87/06/04. Atomic Safety and Licensing Board Panel. 6pp, 41296:214- 


8706160123 Applicants supplemental responses to first set of intervener interrogato- 
ries.* Supplementation includes info derived from studies completed since original 
answers.Certificate of Svc encI.Related correspondence. 

THOMAS, G.S. Public Service Co. of New Hampshire. #287 3738. 87/06/04. Hamp- 
ton, NH. 197pp. 41295:296-41296:132. 


8706160041 NRC Staff response to stay applications filed by Seacoast Anti-Pollution 
League,New England Coalition on Nuclear Pollution, town of Hampton & Common- 
wealth of MA atty general.* Requests should be denied.W/Certificate of Svc. 
TURK,S.E. Assistant General Counsel for Hearings. #207 3702, 87/06/08. Commis- 
sioners. 29pp. 41297:248-41297:276. 

8706160088 Memorandum & order.* Board agrees w/applicant 870521 & NRC Staff 
870601 responses to JF Doherty third petition for leave to intervene.Sole jurisdiction 
vested in Board is to make findings re emergency plans for plant.Served on 870610. 
HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3712. 87/06/09 Dohertv 
J.F. 2pp. 41 296:1 88-41 296:1 89. 

8706160105 Joint motion for leave to file suppi to motions for stay of partial initial deci- 
sion filed by Seacoast Anti-Pollution League, Atty General JM Shannon & town of 
Hampton.* EPZ does not meet FEMA regulatory std at 44CFR350.5(b). 
BACKUS.R.A. Seacoast Anti-Pollution League. BACKUS.R.A. Backus, Meyer & Solo- 
mon. #287 3735. 87/06/09. Commissioners. 2pp. 41295:008-41295:018. 

8706190098 Confirms that deposition of E Thomas scheduled for 870615, will be post- 
poned until later in summer. 

FIERCE. A.R. Massachusetts, Commonwealth of. #287 3755. 87/06/10. FLYNN, H.J. 
Federal Emergency Management Agency. Ip. 41388:138-41388:138. 

8706190114 Memorandum & order (ruling upon certain motions for summary disposi- 
tion).* Order granting applicant motion for dismissal of Rye Contention 2. 

HOYT.H.F., HARBOUR, J., LINENBERGER.G. Atomic Safety and Licensing Board 
Panel. #287 3779. 87/06/10. Public Service Co. of New Hampshire. 15pp. 
41388:158-41388:172. 

8706190087 Memorandum & Order CLI-87-03.* Util motion to vacate Order CLI-87-02 
as moot & to lift stay on low power operations denied until util can provide bona fide 
offsite emergency plan for State of MA.Served on 870612. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3770. 87/06/11, Public 
Service Co. of New Hampshire. 12pp. 41388:092-41388:103. 

8706190107 Town of Hampton second motion for summary disposition.* No genuine 
issue of matl fact exists & util entitled to favorable decision.Certificate of Svc end. 
MCHEARN.P., BROCK.M.T. Public Service Co. of New Hampshire. MCHEARN.P. 
Shaines, Madrigan & McEachern Professional Association. #287 3780. 87/06/1 1. 
Atomic Safety and Licensing Board Panel. 5pp. 41308:308-41388:317. 

“8706190123 Second statement of matl facts as to which town contends there is no 
genuine issue to be heard.* Certificate of Svc end. 

MCHEARN.P., BROCK.M.T. Public Service Co. of New Hampshire. MCHEARN.P. 
Shaines, Madrigan & McEachern Professional Association. 87/06/11. Atomic Safety 
and Licensing Board Panel. 5pp. 41388:313-41388:317. 

8706190135 Town of Hampton motion to compel discovery.* Motion supporting provi- 
sion of complete answers to interrogatories previously served upon 
applicants.Certificate of Svc end. 

MCHEARN.P., BROCK,M.T. Public Service Co. of New Hampshire. MCHEARN.P. 
Shaines. Madrigan & McEachern Professional Association. #287 3781. 87/06/11. 
Atomic Safety and Licensing Board Panel. 12pp. 41388:318-41388:329. 

8706190170 Attorney General JM Shannon motion for partial summary disposition on 
TOH Revised Contention VIII, SAPL Contention 16 & NECNP Contention RERP-8.* 
Certificate of Svc end. 

SNEIDER.C.S. Massachusetts, Commonwealth of. #287 3782. 87/06/11. Commis- 
sioners. 18pp. 41388:180-41388:197. 

8706190186 Forwards 32 motions & affidavits on behalf of applicant, for filing. 
LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
#287 3783. 87/06/11. Docketing & Services Branch. 3pp. 41389:207-41390:030. 

“8706190203 Applicants motion for summary disposition of Seacoast Anti- Pollution 
League Contention 18.* 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/06/11. Atomic Safety and Licensing Board Panel. 6pp. 41389:210-41389:215. 

“8706190212 Applicant motion for summary disposition of town of Hampton Falls Con- 
tention 4.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN,T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:216-41389:219. 

“8706190219 Applicant motion for summary disposition of town of South Hampton Con- 
tention 8.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray, 87/ 
06/11. Atomic Safety and Licensing Board Panel. 6pp. 41389:220-41389:225. 

“8706190229 Applicant motion for summary disposition of New England Coalition on 
Nuclear Pollution Contention NHLP-6.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 6pp. 41389:226-41389:231. 

“8706190235 Applicant motion for summary disposition of New England Coalition on 
Nuclear Pollution Contention NHLP-4.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 6pp. 41389:232-41389:237, 

“8706190242 Applicant motion for summary disposition of Seacoast Anti- Pollution 
League Contention 25.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G, Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 9pp. 41389:238-41389:246. 

“8706190248 Applicant motion for summary disposition of town of South Hampton Con- 
tention 1.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes &Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 3pp. 41389:247-41389:249. 

—8706190255 Applicant motion for summary disposition of town of South Hampton Con- 
tention 3.* 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:250-41389:253. 
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-8706190263 Applicant motion for- summary disposition of town of Kensington revised 
Contention 6.* 

DIGNANJ.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:254-41389:257. 

-8706190281 Applicant motion for summary disposition of town of Kensington revised 
Contention 10.* 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 87/ 
06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:258-41389:261. 

-8706190286 Applicants motion for summary disposition of Rye Contention 2.* 
LEWALD.G.H. Public Service Co. of New Hampshire. 87/06/11. Atomic Safety and 
Licensing Board Panel. 3pp. 41389:262-41389:264. 

-8706190287 Applicants motion for summary disposition of Seacoast Anti- Pollution 
League redrafted Contention 15.* 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/06/11. Atomic Safety and Licensing Board Panel. 5pp. 41389:265-41389:269. 

-8706190291 Applicant motion for summary disposition of town of Kensington revised 
Contention 2.* 

LEWALD.G.H. Public Service Co. of New Hampshire. LEWALD.G.H. Ropes & Gray. 
87/06/11. Atomic Safety and Licensing Board Panel. 4pp. 41389:270-41389:273. 

-8706190295 Affidavit of RH Strome (Seacoast Anti-Pollution League redrafted Conten- 
tion 15).* 

STROME.R.H. New Hampshire. State of. 87/06/11. 3pp. 41389:274-41389:276. 

-8706190301 Affidavit of RH Strome (town of Kensington revised Contention 6).* 
STROME.R.H. New Hampshire, State of. 87/06/11. 3pp. 41389:277-41389:279. 

-8706190306 Affidavit of RH Strome (town of South Hampton Contention 3).* 
STROME.R.H. New Hampshire. State of. 87/06/11. 4pp. 41389:280-41389:283. 

“8706190314 Affidavit of GJ Catapano (New England Coalition on Nuclear Pollution 
Contention NHLP-4}.* 

CATAPANO.G.J. AllComm. Inc. 87/06/11. 6pp. 41389:284-41389:289. 

-8706190331 Affidavit of RH Strome (New England Coalition on Nuclear Pollution Con- 
tention NHLP-6).* 

STROME.R.H.. New Hampshire. State of. 87/06/11. 5pp. 41389:290-41389:294. 

“8706190337 Affidavit of RH Strome (town of South Hampton Contention 8).* 
STROME.R.H. New Hampshire. State of. 87/06/11. 4pp. 41389:295-41389:298. 

“8706190344 Affidavit of RH Strome (town of South Hampton Contention 1).* 
STROME.R.H. New Hampshire. State of. 87/06/11. 2pp. 41389:299-41389:300. 

“8706190354 Affidavit of RH Strome (Seacoast Anti-Pollution League Contention 25).* 
Certificate of Svc end. 

STROME, R.H. New Hampshire, State of. 87/06/11. 90pp. 41389:301-41390:030. 

8706250060 Advises that R Bores 870218 Itr transmitted as App D in FEMA 870604 
response to certain discovery requests re offsite emergency planning, was effectively 
superseded by end Bores 870604 Itr.Related correspondence. 

TURK,S.E. Assistant General Counsel for Hearings. #287 3791. 87/06/12. HOYT.H., 
HARBOUR.J., LINENBERGER.G. Atomic Safety and Licensing Board Panel. 25pp. 
41448:098-41448:122. 

8706190049 Atty General JM Shannon motion to compel applicants to produce docu- 
ments & answer to applicants motion for protective order.* Motion moves to compel 
applicants to produce computer model.Certificate of Svc end. 

FIERCE.A.R. Massachusetts, Commonwealth of. #287 3744. 87/06/15. Atomic Safety 
and Licensing Board Panel. 7pp. 41388:024-41388:030. 

8706250056 NRC Staff response to motions for reconsideration filed by town of Ames- 
bury & town of Hampton.* Licensing Board should deny town of Amesbury motion for 
reconsideration. Board should grant town of Hampton motion.Certificate of Svc end. 
TURK,S.E. Assistant General Counsel for Hearings. #287 3792. 87/06/15. Atomic 
Safety and Licensing Board Panel. 16pp. 41448:139-41448:154. 

8706250116 New England Coalition on Nuclear Pollution (NECNP) motion to compel an- 
swers to NECNP third set of interrogatories & request for production of documents to 
State of NH.* Response to Interrogatory 4 requested. 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #287 3813. 87/06/15. Atomic Safety and Licensing Board Panel. 2pp. 
41448:045-41448:052. 

“8706250149 New England Coalition on Nuclear Pollution (NECNP) motion to compel 
answers to NECNP third set of interrogatories & request for production of documents 
to Stae of NH.* Response to Interrogatories 16 & 17 requested.Svc list end. 
CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. 87/06/15. Atomic Safety and Licensing Board Panel. 6pp. 41448:047- 
41448:052. 

8706250094 NRC Staff response to Seacoast Anti-Pollution League motion for partial 
reconsideration.* Staff supports portions of ref 870527 motion & recommends por- 
tions be granted, per Licensing Board 870218 memorandum & order.W/Certificate of 
Svc. 

TURK.S.E. Assistant General Counsel for Hearings. #287 3790. 87/06/16. Atomic 
Safety and Licensing Board Panel. 13pp, 41448:171-41448:183. 

8706250026 Order.* Time for Commission to review ALAB-866 re plant onsite emergen- 
cy planning & safety issues extended until decision on pending application for stay of 
ASLB decision authorizing low power operations reached.Served on 870618. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3786. 87/06/17. Com- 
missioners. 1 p. 41 448:1 36-41 448:1 36. 

8706250062 Requests that end Itrs be served on parties to proceeding, including JL 
Asselstine 870617 Itr to J Doughty of Seacoast Anti-Pollution League. 

DAVIS, P.R. Commissioners. #287 3787. 87/06/17. JULIAN.E. Docketing & Services 
Branch. 5pp. 41448:158-41448:162. 

8706250155 Applicants answer to motion to compel of atty general for Commonwealth 
of MA.* Motion concerns desire to obtain IDYNEV computer model used by KLD 
Assocs.Certlficate of Svc end. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK,K.A. Ropes & Gray. 
#287 3821. 87/06/17. Atomic Safety and Licensing Board Panel. 5pp. 41448:190- 
41448:194. 


8706250166 Applicants motion to compel answers.* Applicants request that Board enter 
order compelling interveners to answer interrogatories re offsite emergency planning 
issues. Certificate of Svc end. 

SELLECK,K.A. Public Service Co. of New Hampshire. SELLECK.K.A. Ropes & Gray. 
#287 3822. 87/06/17. Atomic Safety and Licensing Board Panel. 7pp. 41448:195- 
41448:201. 

8706250102 Applicant motion to strike NRC Staff responses to motions for reconsider- 
ation filed by town of Amesbury & town of Hampton.* Board should enter order to 
give applicant appropriate amount of time to respond.W/Certificate of Svc. 
DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#287 3834. 87/06/18. Atomic Safety and Licensing Board Panel. 6pp. 41447:333- 
41447:338. 

8706250100 Applicants answer to joint motion for leave to file suppi to motions for stay 
of partial initial decision filed by Seacoast Anti-Pollution League, Attorney General JM 
Shannon & town of Hampton.* W/Certificate of Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#287 3836. 87/06/19. Atomic Safety and Licensing Board Panel. 8pp. 41447:353- 
41447:360. 

8706240273 Advises that NRC does not intend to respond to listed motions involving 
discovery disputes between other parties in proceeding re emergency planning. 
TURK.S.E. Assistant General Counsel for Hearings. #287 3854. 87/06/22. HOYT.H., 
HARBOUR.J.', LINENBERGER.G. Atomic Safety and Licensing Board Panel. Ip. 
41496:005-41496:005. 

8706250358 Forwards package of 250 documents re external influences on Commission 
adjudicatory process in Shoreham proceeding. 

* Correspondence & Records Branch. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). Ip. 41459:066-41459:093. 

“8706250457 Opposes licensing of facilities for all the same old reasons. 

GONDEK.J. Affiliation Not Assigned. 87/04/22. CARR.K. Commissioners. 3pp. 
41459:101-41459:109. 

8706300443 Applicant motion to strike NRC Staff response to Seacoast Anti-Pollution 
League motion for partial reconsideration.* NRC Staff response should be stricken or 
applicant granted time to respond to League motion.W/Certificate of Svc. 

DIGNAN.T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#287 3857. 87/06/22. Atomic Safety and Licensing Eioard Panel. 4pp. 41495:183- 
41495:186. 

8706300454 Applicant answer to motion to compel of town of Hampton.* Town of 
Hampton 87061 1 motion to compel answers to listed supplemental interrogatories re 
personnel resource assessment summary should be dismissed.W/Certificate of Svc. 
STEENLAND.D.S. Public Service Co. of New Hampshire. STEENLAND.D.S. Ropes & 
Gray. #287 3858. 87/06/22. Atomic Safety and Licensing Board Panel. 10pp. 
41495:291-41495:300. 

8706300465 NRC Staff response to appeal of LBP-87-10 by Seacoast Anti- Pollution 
League, New England Coalition on Nuclear Power & Commonwealth of Massachu- 
setts.* Appeal should be denied. Certificate of Svc end. 

BERRY,G.A. Assistant General Counsel for Hearings. #287 3883. 87/06/22. Atomic 
Safety and Licensing Appeal Panel. 62pp. 41488:027-41488:088. 

8706300442 Informs that time provided by NRC regulations within which Commission 
may act to review ASLB decision (ALAB-864) docket expired.Commission declined 
review.Decision became final agency action on 870609.Served on 870623. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3853. 87/06/23. Atomic 
Safety and Licensing Board Panel. Ip. 41495:181-41495:181. 

8706300488 Motion for reconsideration.* Applicant moves ASLB to reconsider listed 
motions re offsite emergency planning issues on basis of end addenda to affidavits of 
GJ Catapano.Certificate of Svc end. 

STEENLAND.D.S. Public Service Co. of New Hampshire. STEENLAND.D.S. Ropes & 
Gray, #287 3856. 87/06/23. Atomic Safety and Licensing Board Panel. 9pp. 
41495:216-41495:224. 

8706300466 Forwards AR Martin-Trigona 870506 petition for leave to intervene in li- 
censing proceedings.Served on 870625. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3859, 87/06/24. 
HOYT.H.F. Atomic Safety and Licensing Board Panel. Ip. 41495:168-41495:172. 

8706300549 Order.* Advises that oral argument on pending appeals from ASLB 870325 
partial initial decision re onsite emergency planning & safety issues phase of OL will 
be heard on 870724.Served on 870625. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #287 3882. 87/06/24. 
Office of the General Counsel. 2pp. 41495:326-41495:327. 

8706300527 Memorandum & order (permitting response to motions for reconsideration 
of ASLB 870518 memorandum & order).* Grants applicant alternative motion to 
permit response to motions for reconsideration.Served on 870626. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #287 3889. 87/06/25. 3pp. 
41495:255-41495:257. 


H. General correspondence 

8706260004 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr inappropriate. Public health & safety always paramount 
consideration in decisions made on hearing.Served on 870421. 

CARR.K.M. Commissioners. #287 3163. 87/04/20. SMITHSON.P. Affiliation Not As- 
signed. 1p. 41486:069-41486:075. 

“8706260010 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipients 870323 Itr inappropriate.Concerns on proposed rule re 
emergency planning regulations also noted.Served on 870421, 

CARR,K.M. Commissioners. 87/04/20. ATKINSON.T.. ATKINSON, G. Affiliation Not 
Assigned. Ip. 41486:071-41486:073. 

“8706260016 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr inappropriate. Concerns on proposed rule re emergency 
planning regulations also noted.Served on 870421. 

CARR.K.M. Commissioners. 87/04/20. CHARPENTIER.E. Affiliation Not Assigned. Ip, 
41 486:074r41 486:074. 
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“8706260024 Comments opposing proposed rule re elimination of state approval of 
evacuation plans & reduction of 10-mile evacuation zone.Allegations of const faults & 
drug & alcohol abuse at plant should be investigated. 

CHARPENTIER.E. Affiliation Not Assigned. 87/04/08. CARR.K. Commissioners. Ip. 
41486:075-41486:075. 

8706260195 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr inappropriate. Protection of public health & safety will be 
paramount consideration in decisions on hearing.Served on 870506. 

CARR.K.M. Commissioners. #287 3376. 87/05/05. COHEN.R. Affiliation Not As- 
signed. Ip. 41486:076-41486:083. 

“8706260200 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr re facility inappropriate.Served on 870506. 

CARR.K.M. Commissioners. 87/05/05. JOHNSON, C. Affiliation Not Assigned. Ip. 
41486:078-41486:079. 

“8706260206 Advises that due to i:ce"S'rg hearings before Commission, comments on 
issues raised in recipient Itr re ■'ac v, ir.;;pp:-cpn5ie.Servod or 370506. 

CARR.K.M. Commissioners. 87/05^5. DEVESLIS.B.S. Affiliation Not Assigned. Ip. 
41486:080-41486:080. 

“8706260210 Comments opposing change in zoning & licensing of plant. Concern re 
safety cf 'acilit/ discussed.Served on 870506. 

::EVES.-:3,E S. citizens Within the Ten Mile Radius. 87/04/11. NRC - No Detailed Af- 
filiation Given. Ip, 41486:081-41486:081. 

“8706260253 Advises that due to I'ce^si^g heahnqs before Commission, comments on 
issues raised in i-,)cp.orr. !;r '-a -aciilv irapprcpr atn.Evaluation of proposed rule re 
emergency plar**. -g re:--.! a'.ions a sc d=s:u.ssed.3e"«'eri on 870506. 

CARR.K.M. Co'TimiEsii’ne-s. f.7 35. -RES-E'^.W Affiliation Not Assigned. 1p. 

41486:082-41486:083. 

8706030385 Responds to recipient 870429 concerns re emergency planning in licensing 
of plantRecipient assured that protection of public health & safety will be strongly 
considered in decisions made re licensing of plant. 

MURLEY.T.E. Cffice of Nuclear Reactor Regulation. Director (Post 870411). 87/06/ 
28. 2AFRIS.J. Affiliation Not Assigned. 3pp. 41163:323-41163:325. 


I. Financial information 


8706300616 Forwards 1986 annual repts for joint owners identified in end. 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/06/23. Document Control 
Branch (Document Control Desk). 38pp. 41503:001-41504:170. 

“8706300631 “United 'liu.m'natro 1086 Annual Rept." 

* United II jrr.ine.! -.g Co. 86/* 2/3-. 45pp. 41503:039-41503:084. 

“8706300639 “Massachusetts Municipal Wholesale Electric Co 1986 Annual Rept" 
LEARY,G.E., HUEHMER.H, Massachusetts Municipal Wholesale Co. 86/12/31. 43pp. 
41503:085-41503:134. 

“8706300680 “New England E'rcfri.'; Sys 1936 Annual Rept." 

HUNTINGTON, S. New Enaland Eectrc System. 86/12/31. 52pp. 41503:135- 
41503:187. 

“8706300686 “Northeast Utils 1 986 Annual Rept." 

ELLIS.W.B. Northeast Utilities. 86/12/31. 56pp. 41503:188-41503:243. 

-8706300697 “Commonwealth Energy Sys 1 986 Annual Rept.” Related info, including 
financial statements & auditors rept for Taunton Municipal Lighting Plant,encl. 
ANDERSON, G.E. Commonwealth Energy System. 86/12/31. 126pp. 41503:244- 
41504:029. 

“8706300702 “Eastern Utils Assoc 1986 Annual Rept.’’ 

PARDUS.D.G., EICHORN.J.F. Eastern Utilities Associates. 86/12/31. 45pp, 
41504:030-41504:075. 

“8706300709 “New Hampshire Electric Cooperative,lnc 1986 Annual Rept." 
FENTON.D.E. New Hampshire Electric Cooperative, Inc. 86/12/31. 6pp. 41504:076- 
41504:081. 

“8706300713 "Hudson Light & Power 1986 Annual Rept,’’ 

* Hudson Light & Power Dept. 86/12/31. 60pp. 41504:082-41504:170. 


Q. Inspection reports, i£ Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolic^ated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706080132 Partial response to FOIA request for info re OL for Seabrook & 
Shoreham.Forwards App A documents.App A & B documents available in PDR. 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/02. GRABER,L 
LN Technologies Corp. (formerly NUS Corp,). 3pp. 41210:031-41210:177. 

“8706080187 Notifies that util accumulated more time than originally anticipated for insp 
interval & intends to perform insp of spool as soon as possible. 

DEVINCENTIS,J. Public Service Co. of New Hampshire. 86/09/18. STAROSTECKI.R. 
Region 1, Office of Director. Ip. 41210:122-41210:122. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks In Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end, 

CUNN INGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp, 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170484 Forwards status rept on arrangements for medical svcs provided in offsite 
plans for facility as compared to FEMA Guidance Memo MS-l.per IE Info Notice 86- 
098.Util estimates appropriate parties can submit info to FEMA by 870813. 

THOMAS, G.S. Public Service Co. of New Hampshire. 87/06/12. Document Control 
Branch (Document Control Desk). 4pp. 41384:350-41384:353. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


T. Hearing transcripts on non-antitrust matters 


8706020189 Fonwards transcript of 870505 meeting w/enci list of attendees, including 
util, Bechtel & NUS Corp in Bethesda.MD re analysis on DBA criterion & ad hoc ex- 
pansion beyond planning zone.Viewgraphs also end. 

NERSES, V. Project Directorate 1-3. 87/05/19. Project Directorate !-3. 21pp. 
41143:108-41143:185. 

8706010153 Transcript of 870527 telcon in Washington.DC.Pp 2,461-2.491. 

* Atomic Safety and Licensing Board Panel. 87/05/27. 33pp. 41110:010-41110:042. 


U. Congressionai/Executive Correspondence 

8706250418 Informs that NRC will respond to issues raised by recipient at NRC 870421 
authorization hearings re inappropriate actions in ongoing OL proceeding & request 
for NRC recusal as independent party in proceeding.Served on 870518. 

2ECH.LW. Commissioners. #287 3461. 87/05/15. MARKEY.E.J. House of Rep. Ip. 
41486:084-41486:086. 

“8706050010 Requests that Commission, including Executive Director of Commission, V 
Stello, recuse from further participation as independent party in licensing proceedings 
for facility. 

MARKEY,E.J. House of Rep. 87/04/21. 2ECH.L.W. Commissioners. 2pp, 41 486:085- 
41486:086. 

8706020215 Responds to 870504 Itr re NRC resources expended on further efforts by 
util to justify EP2.NRC review of petition ceased.Probabilistic safety assessment 
update under review. Served on 870528. 

BERNTHAL,F.M. Commissioners. 87/05/27. MARKEY.E.J. House of Rep. 3pp. 
41180:167-41180:172. 

“8706040206 Discusses ASLB 870422 decision to reject Public Svc of New Hampshire 
861218 petition for waiver of Commission emergency regulations to reduce plant EP2 
to 1 mile.Strongly urges NRC & BN L to terminate any further review of facility PRA. 
MARKEY.E.J. House of Rep. 87/05/04. 2ECH.LW. Commissioners. 2pp. 68900:191- 
68900:184. 

“8706040215 Marked-up memo requesting comments re listed sentences proposed (or 
addition to first paragraph of CR-87-91 responding to Chairman Markey. 

GWYNN.P. Commissioners. 87/05/21. REHM.T. Office of the Executive Director for 
Operations. SNIE2EK,J., MIRAGLIA.F. Office of Nuclear Reactor Regulation, Director 
(Post 870411). Ip. 41180:172-41180:172. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8706100099 Appeals denial of FOIA request to release documents re Comanche Peak 
Task Force established In Mar 1984 .Agreement to withhold info only applied to al- 
legers. 

GARDE, B.P. Government Accountability Project. 86/07/22. STELLO, V. Office of the 
Executive Director for Operations. Ip. 41245:133-41245:133. 

8706080127 Forwards "Conformance to Generic Ltr 83-28, Item 2.2.2- Vendor Interface 
Programs for all Other Safety-Related Components:Comanche Peak-1 & -2," final in- 
formal technical evaluation reptFacility conforms to subj generic Itr. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN 0-6002. 87/03/19. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-87041 1). Ip. 41212:236-41212:252. 

“8706080137 “Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor Interface Programs 
for all Other Safety-Related Components: Comanche Peak-1 & -2," final informal tech- 
nical evaluation rept. 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G. Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG.NTA-7560 ERR. 87/03/31. NRC - No Detailed AffiH- 
ation Given. 16pp. 41212:237-41212:252. 

8706010234 Notification of contract execution, Mod 13,to “Review & Evaluation of Co- 
manche Peak Program Plan." Contractor: Teledyne Engineering Svcs. 

HAGEY.H. NRC - No Detailed Affiliation Given. FIN D-T338. 87/05/08. AXELRAD.JA 
Office of Special Projects. LYONS, J. NRC - No Detailed Affiliation Given. Ip. 
41127:044-41127:048. 

“8706010241 Mod 13, adding incremental funds & changing monthly business Itr rept for 
task orders, to “Review & Evaluation of Comanche Peak Program Plan." 

SWANSON, D. Teledyne Engineering Services. WIGGINS, EJ. Division of Contracts 
(Post 870413). FIN D-1338. 87/05/08. 4pp. 41127:045-41127:048. 



DOCKETED ITEMS 231 


8706260289 Forwards EGG-NTA-7701, ‘TMI Action-NUREG-0737 (II.D.1), Comanche 
Peak Steam Electric Station Unit 1," technical evaluation rept.Licensee provided ac- 
ceptable submittals reconfirming that listed GDC of App A to 10CFR50 met. 

ROBERTS, E.W. EG&G Idaho, inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6005. 87/05/08. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 1p. 41480:212-41480:242. 

-8706260300 "TMI Action-NUREG-0737 (ll.D.1),Comanche Peak Steam Electric Station 
Unit 1." informal technical evaluation rept. 

PACE.N.E., YUAN.C.L, NALEZNY.C.L. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN 
D-6005. EGG-NTA-7701. 87/05/31. NRC - No Detailed Affiliation Given. 30pp. 
41480:213-41480:242. 

8706100115 Further response to 860722 appeal of denial of FOIA request to release 
documents re Comanche Peak Task Force.AddI info in one document,G-280,now pub- 
licly available & encl.Info in other 187 documents remains \A/ithheld (ref FOIA Exemp- 
tion 5). 

STELLO,V. Office of the Executive Director for Operations. 87/05/28. GAROE.B.P. 
Government Accountability Project. Ip. 41245:134-41245:161. 

-8706100412 Handwritten SSER on allegation re QA/QC repair, rework & maint. 

* NRC - No Detailed Affiliation Given. 87/05/28. 5pp. 41245:162-41245:166. 

8706120292 Forwards Rev 1 to Comanche Peak response team Results Repts Issue 
Specific Action Plans Vll.a.1, "Matl Traceability," Vll.a.2, "Nonconformance & Correc- 
tive Action Sys" & Vll.b.4, “Hilti Anchor Bolt Installation." 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/08. Docu- 
ment Control Branch (Document Control Desk). 4pp. 41273:247-41274:095. 

-8706120297 Rev 1 to Comanche Peak response team Results Rept Issue Specific 
Action Plan Vll.a.1, “Matl Traceability." 

BECK,J.W. TU Electric (formerly Texas Utilities Generating Co.). 87/05/14. 26pp. 
41273:251-41273:276. 

-8706120302 Rev 1 to Comanche Peak response team Results Rept Issue Specific 
Action Plan Vll.a.2, “Nonconformance & Corrective Action Sys." 

BOYDSTON,D.L., HANSEUJ.L, BECK.J.W. TU Electric (formerly Texas Utilities Gen- 
erating Co.). 87/05/13. 137pp. 41273:277-41274:053. 

-8706120313 Rev 1 to Comanche Peak response team Results Rept Issue Specific 
Action Plan Vll.b.4, “Hilti Anchor Bolt Installation." 

BECK,J.W. TU Electric (formerly Texas Utilities Generating Co.). 87/05/14. 42pp. 
41274:054-41274:095. 

8706160348 Fonwards safety evaluation re util design changes re implementation of re- 
vised GDC-4 as described in FSAR Amend 61. Changes acceptable. 

GRIMES,C.I. Office of Special Projects. 87/06/08. COUNSIL,W.G. TU Electric (former- 
ly Texas Utilities Generating Co,). 5pp. 41334:252-41334:260. 

-8706160364 Safety evaluation supporting modified design basis documented in Amend 
61. 

• NRC - No Detailed Affiliation Given. 87/06/08. 4pp. 41334:257-41334:260. 

8706150145 Fonwards “Assessment Plan NRC Const Insp Program,” providing plan & 
schedule for completing Item 3 of Chairman Zech 870512 memo re Commission ap- 
proval of Ofc of Inspector & Auditor & Comanche Peak Review Group repts. 
N/IIJRLEY,T.E, Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 
09. STELLO,V. Office of the Executive Director for Operations. 4pp. 41304:279- 
41304:282. 

8706170204 Forwards documents listed in end WG Counsil & GS Keeley 870609 Itr to 
NH Williams of CYGNA Energy Svcs,including “Assessment of Texas Utils Generating 
Co As-Built Documentation for Piping & Pipe Supports." 

COUNSIL.W.G., KEELEY, G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/10. Document Control Branch (Document Control Desk). 2pp. 41372:020- 
41373:003. 

-8706170213 “Assessment of Texas Utils Generating Co As-Built Documentation for 
Piping & Pipe Supports, Final Rept." W/util 870520 “Design Basis Document Index" & 
Impell Corp 870515 "Design Verification of Cable Tray Sys Inaccessible...." 
POLACHEK.M.P., BAIN.R.A., WIGLEY,LS. Stone & Webster. Inc. 86/07/02. 76pp. 
41372:022-41372:136. 

-8706170243 Rev 0 to “Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Impact of Superpipe Error SP-004 on Eval- 
uation 176-063-02." 

ASHLEY, G.R. Impell Corp. IM-P-001 ROO. 87/05/15. 5pp. 41372:137-41372:141. 

-8706170251 Rev 0 to “Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Seismic Load Combinations.” 

ASHLEY.G.R. Impell Corp. IM-P-002 ROO. 87/05/15. 2pp. 41372:142-41372:143. 

-8706170256 Rev 0 to “Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Analysis of Welds Connecting Base Angles 
to Embedded Plates." 

ASHLEY,G.R. Impell Corp. IM-P-003 ROO. 87/05/15. 5pp. 41372:144-41372:148. 

-8706170262 Rev 0 to “Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Safety Margin Against Buckling Using 
American Inst of Steel Const Factored Allowables." 

ASHLEY.G.R. Impell Corp. IM-P.004 ROO. 87/05/15. 4pp. 41372:149-41372:152. 

-8706170309 Rev 0 to “Clarification of Impel CTH Design Verification Criteria/ Methods 
for Resolution of CYGNA Audit Concerns, Evaluation of Composite T-Channel Stitch 
Welds for Torsional Stresses." 

ASHLEY.G.R. Impell Corp. IM-P-005 ROO. 87/05/15. 4pp. 41372:153-41372:156. 

-8706170317 Rev 0 to "Clarification of Impell CTH Design Verifications Criteria/ Meth- 
ods for Resolution of CYGNA Audit Concerns, Effects of Thermal Loading on Cable 
T ray Sys.” 

ASHLEY.G.R. Impell Corp. IM-P-006 ROO. 87/05/15. 6pp. 41372:157-41372:162. 

-8706170322 Rev 0 to "Clarification of Impell CTH Design Verification Criteria/ Methods 
for Resolution of CYGNA Audit Concerns, Member Substitution in Impell Support Cal- 
culation CTH-1-13197.” 

ASHLEY.G.R. Impell Corp. IM-P-007 ROO. 87/05/15. 4pp. 41372:163-41372:166. 


”8706170332 Rev 0 to "Clarification of Impell CTH Design Verification Criteria/ Methods 
for Resolution of CYGNA Audit Concerns, Lateral Bracing of Tier Members in Impell 
Calculation CTH-1-1227." 

ASHLEY.G.R. Impell Corp. IM-P-0O8 ROO. 87/05/15. 4pp. 41372:167-41372:170. 

”8706170333 Rev 0 to "Clarification of Impell CTH Dcr> g- Vrt'i'-crtion Criteria/ Methods 
for Resolution of CYGNA Audit Concerns, Effect of Tolerances Used for 

Collection of As- Built Data," 

ASHLEY.G.R. Impel! Corp. lM-P-009 ROO. 87/05/15. 4pp. 41372:171-41372:174. 

”8706170342 Rev 0 to "Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Criteria for Single Angle Design." W/ 
Ebasco 870515 responses to CYGNA 870501 cable tray hanger audit questions. 
ASHLEY.G.R. Impell Corp. IM-P-010 ROO. 87/05/15. 195pp. 41 3-72.1 75-41373:003. 

8706160387 Further response to appeal of denial of FOIA request for Comanche Peak 
Task Force documents.Info continues to be withheld (ref FOIA Exemption 4). 
STELLO.V. Office of the Executive Director for Operations. 87/06/11, GARDE. B.P. 
Government Accountability Project. Ip. 41319:188-41319:220. 

8706240319 Submits page-by-page description of administrative corrections made in 
FSAR Amend 13,including updated effective page listing. 

COUNSIUW.G. TU Electric (formerly Texas Utilities GenemTrg Cc). 87/06/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. -'.i.-.hf : '55:C-3. 

8706250135 Summary of 870602 meeting w/util in Bethesda.MD re status of plant-spe- 
cific steam generator tube rupture analysis efforts.Meeting notice.list of attendees & 
viewgraphs end. 

SCHIERLING.H.E. Office of Special Projects. 87/06/17. Office of Special Projects. 
7pp. 41462:217-41462:223. 

”8705180388 Second change notice for 870602 meeting w/util in Bethesda, MD to 
dicuss plant-specific analysis for steam generator tube rupture for plant.Related info 
end. 

VIETTI-COOK,A. Office of Special Projects. 87/05/13. GRIMES.C.I. Office of Special 
Projects. 67pp. 41462:224-41462:290. 

8706230486 Generic Ltr 87-1 1 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250264 Responds to 870410 appeal of DH Grimsley 870304 form 
response.Portions of Document 1 & entire Document 3 in app now publicly 
available.Remaining documents partially & completely withheld (ref FOIA Exemptions 
5& 7). 

STELLO.V. Office of the Executive Director for Operations. 87/06/19. GARDE.B.P. 
Government Accountability Project. 3pp. 41467:078-41467:092. 

“8706250403 Partially deleted draft SSER providing results of staff evaluation & resolu- 
tion of approx 400 technical concerns & allegations in mechanical & piping area re 
constr practices at plant. 

* NRC - No Detailed Affiliation Given. 85/03/15. 12pp. 41467:081-41467:092. 

8706300256 Requests addi info re evaluation of Rev 1 to Issue Specific Action Plans 
I.D.2 "Guidelines for Administration of QC Inspector Tests," Vtl.a.4, “Audit Program & 
Auditor Qualifications" & VII. a.8, “Fuel Pool Liner Documentation." 

GRIMES.C.I. Office of Special Projects. 87/06/23. COUNSIL.W.G. TU Electric (former- 
ly Texas Utilities Generating Co.). 8pp. 41490:352-41490:359. 

8706300888 Forwards Rev 4 to Vols 1 & 2 of "Comanche Peak Response Team Pro- 
gram Plan & Issue Specific Action Plans." Rev consists of two formats, including re- 
vised plan & apps & forewords to plan & App A. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Genemting Cc.). 87/06/25. Docu- 
ment Control Branch (Document Control Desk). Ip. 96: ■'■■C-c:': '1. 

”8706300896 Rev 4 to Vols 1 & 2 of "Comanche Peak Response Team Program Plan 
& Issue Specific Action Plans." 

* TU Electric (formerly Texas Utilities Generating Co.). 87/06/25. 400pp. 41496:072- 
41496:176. 

8706300975 Forwards response to request for add I info & clarification re program plan 
update, including scope, purpose & objectives of design adequacy prog ram, quality of 
const & QA/QC adequacy program. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/25. Docu- 
ment Control Branch (Document Control Desk). 25pp. 41502:265-41502:289, 

8706160370 Appeals denial of FOIA request for Commission to release documents re- 
quested on 850121 re Comanche Peak Task Force established in Mar 1984. 
GARDE.B.P. Government Accountability Project. 87/06/26. STELLO.V. Office of the 
Executive Director for Operations. 2pp. 41319:186-41319:187. 

8706300293 Provides addI info re consideration of station blackout. Significant progress 
made re resolution of USI A-44, “Station Blackout," through efforts of NRC & industry 
initiatives.Safety concerns of blackout will be addressed. 

COUNSIL, W.G. TU Electric (formerly Texas Utilities Gere-'p.tTg Co.). 37/05/26. Docu- 
ment Control Branch (Document Control Desk). 2pp. <'.9i?:2."2 ■■.■■'■■98:22:-. 


F. Security, medical, emergency & fire protection plans 


8706010294 Forwards Const Insp Repts 50-445/87-03 & 50-446/87-03 on 870101- 
0228.No violations or deviations noted.Two unresolved items Identified. 

JOHNSON.E.H. Region 4, Office of Director. 87/05/28. COUNSIUW.G, TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 411 18:167-41118:182. 

”8706010302 Insp Repts 50-445/87-03 & 50-446/87-03 on 870101-0228.No violations 
or deviations noted. Major areas inspected: electrical penetration assembly 
replacement, plant tours & fire prevention/ protection insp. 

KELLY.D.L, WAGNER.P.C., SPESSARD,R.L. Region 4, Office of Director. 87/05/22. 
13pp. 41118:170-41118:182. 
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8706090225 Informs of procedure to protect info rr crerccrcy preparedness exercise 
from disclosure to participants.Info will assist Do::--'''jn'. Dc.iK identifying documents 
that will be withheld from public. 

JOHNSON. E.H. Region 4, Office of Director. 87/06/03. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 2pp. 41213:230-41213:231. 

8706110040 Advises that full participation emergency field exercise scheduled for 
88C426.A:oootr:!:‘'-h; of scherl-.j'o requested. 

CCLNE . 3. N'A’rS -A. ...j.S TU Electric (formerly Texas Utilities Generating Co.). 

87/06/04. Document Control Branch (Document Control Desk). Ip. 41259:317- 
41259:317. 

87061 10442 Forwards Rev 3 to security training & qualification plan. Rev necessitated, in 
part.due to company name change & administrative title changes.Discussion of 
changes also encI.EncIs withheld (ref 10CFR2.790 & 73.21). 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/05. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41264:199-41264:200. 

8706150227 Informs that mvestinatic" nto administative controls on fuel bldg fire pro- 
tection program complete .i oL.Vir-.-.s -csu ■.= of investigation & actions taken by util to 
ensure adequate '-'e c'ct-cticn 

COUNSIL.W.G. J Fiec.:r ; "'cxas Utilities Generating Co.). 87/06/08. Office 

of Nuclear Material Safety & Safeguards, Director. 2pp. 41290:322-41290:323. 


G. Adjudicatory correspondence 

8706100155 Answers to Board 14 questions (memo:proposed memo of 860414) re 
Action Plan Results Rept V.a.* Submits applicants answers to Board 14 questions re 
Comanche Peak response team results rept, per Action Plan V.a.Certificate of Svc 
end. 

SANAN.R.K., LEVIN, H.A. TU Electric (formerly Texas Utilities Generating Co.). #287 
3687. 87/05/05. 29pp. 41226:205-41226:233. 

8706020102 Response to Consolidated Intervenors reply re Gregory discovery (Sets 5 & 
6).* Intervener motion should be denied based on licensee conflicting obligation to 
comply w/state law.Related documentation & Certificate of Svc end. 

DENNIS, J.P. TU Electric (formerly Texas Utilities Generating Co.). DENNIS, J.P. Ropes 
& Gray. #287 3591. 87/05/18. Atomic Safety anc Lioc-nsne Board Panel. 35pp. 
41124:277-41124:311. 

8706020121 Applicant fifth progress rept.* Progress rept covers 870126-0430,per 
860606 Board order.Comanche peak review team listing of published results repts & 
other related documentation encl.W/Certificate of Svc. 

EGGELING,W.S. TU Electric (formerly Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #287 3590. 87/05/18. 48pp. 41124:155-41124:202. 

8706020110 Forwards 870519 Itr from WG Counsil to NRC transmitting revised docu- 
ments addressing qcr.e'io toe'- n' on! issues for conduit & conduit supports. 
V.OCLDRiDGE 'i.A. '.V:'sha”, -ersythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3579. 87/05/20. BLOCH,P.B., JORDAN,W.H., 
MCCOLLOM,K.A. Atomic Safety and Licensing Board Panel. 3pp. 41129:070- 
41129:072. 

8706020064 Applicants supplementation to answers to CASE interrogatories to appli- 
cants (850827).* Related correspondence. 

ANDERSON, D.L. TU Electric (formerly Texas Utilities Generating Co.). #287 3561. 
87/05/21. Citi 2 ens Association for Sound Energy. 9pp. 41129:203-41129:211. 

8706020198 Discusses 870217 response to CASE motion to compel re question as to 
whether undisclosed trend repts or analyses existed, per 870302 telephone cail.Staff 
currently being ocrta:ted for info by Ofc of Special Projects. 

MIZUNO.G.S. A.fsKiS-.ar: General Counsel for Hearings. #287 3613. 87/05/26. 
BLOCH, P.B., MCCOLLOM,K.A., JOHNSON, E.B. Atomic Safety and Licensing Board 
Panel. 4pp. 41129:336-41129:339. 

8706090115 Ack receipt of applicant 870518 fifth progress rept.Requests that recipient 
notify of when substantive matls will be made available so CASE may decide on 
course of action re Comanche Peak response team adequacy issues.Related corre- 
spondence. 

GARDE, B.P. Citizens Association for Sound Energy. GARDE, B.P. Government Ac- 
countability Project. #287 3648. 87/05/26. GAD.R.K. Ropes & Gray. Ip. 41207:307- 
41207:307. 

8706030190 Supplement?.' response to intervenors discovery requests.* Applicant will 
make audio '.-ipos ‘iXj to intervenors representatives for exam & copying. W/Cer- 
tificate of Svc. Related correspondence. 

EGGELING,W.S. TU Electric (formerly Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #287 3621. 87/05/28. 4pp. 41141:141-41141:144. 

8706030201 Further answers to interrogatories (Comanche Peak Response Team Sets 
1-7).* Applicant suppis responses to certain interrogatories propounded by CASE.per 
Board orders rendered on 861215.W/Certificate of Svc. Related correspondence. 

* TU Electric (formerly Texas Utilities Generating Co.). #287 3622. 87/05/28. Citizens 
Association for Sound Energy. 18pp. 41140:012-41140:029. 

8706090087 Memorandum & order.* Applicant 870410 motion to compel info re each 
CASE expert witness w/o limitation as to scope denied. Served on 870602. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #287 3645. 87/06/01. TU 
Electric (formerly Texas Utilities Generating Co.). 6pp. 41207:336-41207:341. 

8706100191 Forwards 840924 memo inadvertently omitted from applicant 870528 fur- 
ther response to interrogatories, Sets 1-7. Certificate of Svc encLRelated correspond- 
ence. 

STILLMAN, R.J. TU Electric (formerly Texas Utilities Generating Co.). ST1LLMAN,R.J. 
Ropes & Gray. #287 3696. 87/06/04. Docketing & Services Branch. 5pp. 41226:194- 
41226:198. 

8706160081 CASE response to applicant interrogatories to consolidated intervenors 
(Set 1987-1).* CASE would object to & moves for protective order against having to 
go into more extensive detail pending completion of discovery. 

ELLISJ. Citizens Association for Sound Energy. #287 3706. 87/06/06. TU Electric 
(formerly Texas Utilities Generating Co.). 33pp. 41296:220-41296:311. 

—8706160092 Fonvards signed & notarized affidavit of CASE president J Ellis.attached 
to CASE 870606 response to applicant interrogatories to consolidated intervenors & 
motion for protective order.Related info encl.W/Certificate of Svc. 

ELLIS, J. Citizens Association for Sound Energy. 87/06/06. Docketing & Services 
Branch. 59pp. 41296:253-41296:311. 


8706160076 Forwards Rev 1 to Comanche Peak response team results repts, Issue 
Specific Action Plan Vll.a.1, “Matl Traceability’* & Vll.a.2, “Nonformance & Corrective 
Action Sys," for info only.Related correspondence. 

WOOLDRIDGE.R.A. TU Electric (formerly Texas Utilities Generating Co) 
WOOLDRIDGE, R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampets). #287 3716. 87/06/08. BLOCH, P.B., MCC0LL0M,K.A., 
JORDAN,W.H. Atomic Safety and Licensing Board Panel. 209pp. 41296'322- 
41297:170. 

8706160084 Applicant supplemental responses to CASE 860630 interrogatories & re- 
quest for documents.* Info requested from Stone & Webster submitted as Interrogato- 
ry 32.W/ Certificate of Svc.Related correspondence. 

• TU Electric (formerly Texas Utilities Generating Co.). #287 3732. 87/06/08. Citizens 
Association for Sound Energy. 9pp. 41296:202-41296:210. 

8706190130 CASE progress rept (V).* Progress rept of efforts to obtain discovery from 
applicants re portions of Comanche Peak response team plan to be included in up- 
coming proceedings. Certificate of Svc end. 

ELLIS.J. Citizens Association for Sound Energy. #287 3777. 87/06/08 9pp. 
41388:296-41388:304. 

8706190082 Forwards,for info.WG Counsil 870609 Itr to N Williams & WG Counsil 
870610 Itr to NRC.Ltrs transmitted info requested by CYGNA.Related correspond- 
ence. 

WOOLDRIDGE,R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3760. 87/06/10. BLOCH, P.B., JORDAN.W.H., 

MCCOLLOM.K.A Atomic Safety and Licensing Board Panel. 2pp. 41380:080- 
41388:081. 

8706190147 Potential 10CFR50.55(e) items.* Forwards potential significant deficiency 
analysis repts received since ASLB provided w/subj items on 870430. 

ELLIS.J. Citizens Association for Sound Energy. #287 3778. 87/06/10. BLOCH, P.B,, 
MCCOLLOM.K.A., JORDAN.W.H. Atomic Safety and Licensing Board Panel. 61 pp 
41388:198-41388:258. 

8706190062 Notice of availability of results repts & working files.* Working files for 
issue-specific action plans (ISAPs) available for insp at util.Summary of completed 
ISAPs & DSAPs encl.W/Certificate of Svc.Related correspendence. 

GAD.R.K. TU Electric (formerly Texas Utilities Generating Co.). GAD.R.K. Ropes & 
Gray. #287 3743. 87/06/12. 5pp. 41388:043-41388:047. 

8706250247 NRC Staff fifth progress rept on annotated bibliography.* Rept prepared in 
response to Board 860606 memorandum & order.Certificate of Svc end. 
MIZUNO.G.S. Assistant General Counsel for Hearings. #287 3799. 87/06/15. 54pp. 
41444:044-41444:097. 

8706250273 Forwards M Gregory response to applicants interrogatories to Consolidated 
Intervenors & motion for protective order. Copy of end being sent to M Gregory for 
signature. 

ROISMAN.A.Z. Gregory, M. ROISMAN.A.Z. Roisman, A.Z. #287 3804. 87/06/15, 
BLOCH, P.B. Atomic Safety and Licensing Board Panel. Ip. 4 1 444:021-41444:043. 

“8706250286 Ml Gregory response to applicants interrogatories to Consolidated Interve- 
ners (Set 1987-1) & motion for protective order.* Certificate of Svc end. 
ROISMAN.A.Z. Gregory. M. ROISMAN.A.Z. Roisman, A.Z. 87/06/15. TU Electric (for- 
merly Texas Utilities Generating Co.). 22pp. 41444:022-41444:043. 

8706250123 Answers to ASLB 14 questions (memotproposed memo of 860414) re 
action plan Results Rept V.e.* Responds to ASLB questions w/respect to results rept 
re installation of main steam piping.Supporting documentation encl.W/Certificate of 
Svc. 

STREETER, P.. LEVIN.H.A. TU Electric (formerly Texas Utilities Generating Co.), mi 
3828. 87/06/18. 20pp. 41447:255-41447:274. 

8706250107 Applicants interrogatories to intervenor (Set No. 1987-9).* Certificate of Svc 
encLRelated correspondence. 

GAD.R.K. TU Electric (formerly Texas Utilities Generating Co.). GAD.R.K. Ropes & 
Gray. #287 3830. 87/06/19. Citizens Association for Sound Energy. 36pp. 41447:281 ■ 
41447:316. 

8706250139 Consolidated Intervnors interrogatories & reguest for production of docu- 
ments to applicant Texas Utilities Electric Co (870619).* Related correspondence. 
ROISMAN.A.Z. Gregory. M. ROISMAN.A.Z. Roisman, A.Z. ROISMAN, A.Z. Consolidat- 
ed Intervenors. #287 3841. 87/06/19. TU Electric (formerly Texas Utilities Generating 
Co.). 50pp. 41447:195-41447:244. 

8706250141 Applicant Texas Utils Electric Co petition for directed certification of licens- 
ing board order of 870312.* Brief supports granting petition to vacate ASLB 870312 
order. Supporting documentation & Certificate of Svc end. 

GAD.R.K. TU Electric (formerly Texas Utilities Generating Co.). GAD.R.K. Ropes & 
Gray. #287 3829. 87/06/19. Atomic Safety and Licensing Appeal Panel. 3flpp 
41447:157-41447:194. 

8706300469 Ack receipt of 870612 Itr.Clarifies agreement made dunne te'cc" -c dif- 
fer CASE to file initial supplementary responses deferred -n'.i’ 8/0706 rJ:::'j=5a:y ■ 
covery & response should be completed also.Related correspondence. 

ELLIS.J. Citizens Association for Sound Energy. #287 3878. 87/06/20. GAD.R.K, 
Ropes & Gray. 2pp. 41495:166-41495:167. 

8706300474 Requests that BP Garde be added to mailing list to receive NRC insp repts 
& other mailings re Comanche Peak. Related correspondence. 

ELLIS.J. Citizens Association for Sound Energy. #287 3876, 87/06/20, 

WARNICK.R.F. NRC - No Detailed Affiliation Given. Ip. 41495:182-41495:182. 

8706300493 Memorandum & order.Memorandum (Discovery re Cresap Rept).* Order re- 
quiring applicant to supply joint intervenors w/all info & admissions including factual 
statements obtained from present or former employees by Cresap. Served on 870623 
BLOCH, P.B. Atomic Safety and Licensing Board Panel. #287 3877. 87/06/22, TU 
Electric (formerly Texas Utilities Generating Co,). 8pp. 41495:236-41495:243. 

8706300490 Responds to 87031 1 petition requesting mod of CPs CPPR-126 & CPPR. 
127. Petition denied.FR notice end. 

KEPPLER.J.G. Office of Special Projects. #287 3891. 87/06/25. JABLON.R.A. Spig. 
gel & McDiarmid. 5pp. 41495:225-41495:235. 
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■8706300511 Director's decision under 10CFR2.206.* Denies Brazos Electric Power 
Cooperative, Inc 870311 petition for mod of CPs CPPR-126 & CPPR-127 ordering 
Texas Utilities Electric Co to assume co-owner ownership interest in facility. 
KEPPLER.J.G. Office of Special Projects. 87/06/25. Brazos Electric Power Coopera- 
tive. Inc. 6pp. 41495:230-41495:235. 


H. General correspondence 

8706260006 Requests that all future proceeding filings be sent to author at new listed 
address. 

GARDE.B.P. Government Accountability Project. #287 3320. 87/04/22. Office of the 
Secretary of the Commission. Ip. 41481:099-41481:099. 

8706190120 Informs all concerned w/facility independent assessment program of ad- 
dress correction. 

WILLIAMS.N.H. CYGNA Energy Services. 87/06/03. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 41394:059-41394:062. 

8706160193 Responds to 870423 Itr to CC Kammerer requesting review of D Harrison 
concerns re safety record & insps for facility. NRC actions to assure safe design, const 
& operation of plants addressed. 

STELLO.V. Office of the Executive Director for Operations. 87/06/08. BENSTEN.L. 
Senate. 2pp. 41334:149-41334:150. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706220021 Forwards Amend 63 of FSAR for Comanche Peak Steam Electric 
Station.Units 1 & 2.Affidavit end. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41420:120-41421:132. 

“8706220025 Rev 63 to FSAR for Comanche Peak Steam Electric Station, Units 1 & 2. 
COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/15. 
200pp. 41420:122-41421:132. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706010294 Forwards Const Insp Repts 50-445/87-03 & 50-446/87-03 on 870101- 
0228. No violations or deviations noted.Two unresolved items identified. 

JOHNSON,E.H. Region 4, Office of Director. 87/05/28. COUNSIL,W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 41118:167-41118:182. 

“8706010302 Insp Repts 50-445/87-03 & 50-446/87-03 on 870101-0228.No violations 
or deviations noted. Major areas inspected: electrical penetration assembly 
replacement,plant tours & fire prevention/protection insp. 

KELLY,D.L., WAGNER.P.C., SPESSARD,R.L. Region 4, Office of Director. 87/05/22. 
13pp. 41118:170-41118:182. 

8706090007 Requests util inform NRC of initial assessment of end allegations of design 
& const deficiencies & intended actions within 30 days of Itr receipt. 

GRIMES, C.l. Office of Special Projects. 87/05/28. COUNSIL,W.G. TU Electric (former- 
ly Texas Utilities Generating Co.). 17pp. 41213:028-41213:044. 

8706040002 Forwards revised response to violations noted in Insp Repts 50-445/86-14 
& 50-446/86-11. Corrective actions:Procedures EEI-7,CP-CPM-14.1 & QI-QP-1 1.3-26 
revised & applicable const personnel trained in revised requirements. 

COUNSIL,W.G, TU Electric (formerly Texas Utilities Generating Co.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 5pp. 41171:147-41171:151. 

8706040007 Advises that completion of environ qualification verification program correc- 
tive actions described in App B, Item I.B.5 of Enforcement Action 86-09 revised to 
871001 for Unit 1 & 881101 for Unit 2. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). Ip. 41171:159-41171:159. 

8706090051 Forwards Insp Repts 50-445/86-31 & 50-446/86-25 on 861101- 1231 & 
notices of violation & deviation. 

JOHNSON,E.H. Region 4, Office of Director. 87/06/01. COUNSIUW.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 41221:121-41221:167. 

“8706090057 Notice of violation from insp on 861101-1231. 

* Region 4, Office of Director. 87/06/01. 2pp, 41221:124-41221:125. 

“8706090061 Notice of deviation from insp on 861101-1231. 

* Region 4, Office of Director. 87/06/01. 2pp. 41221:126-41221:127. 

“8706090070 Insp Repts 50-445/86-31 & 50-446/86-25 on 861101-1231. Violation & 
deviations noted;unjustified use-as-is disposition of nonconformance rept.deletion of 
insp attribute from checklist & invalidation of deviation rept. 

ELLERSHAW.LE., HALE,C.J., WAGNER, P.C. Region 4, Office of Director. 87/05/22. 
40pp. 41221:128-41221:167. 

8706110008 Informs that date for closing nonconformance rept re min separation for 
pipe clearances revised to 870715 in response to deviations noted in Insp Repts 50- 
445/86-03,50-445/86-07, 50-446/86-02 & 50-446/86-05. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/01. Docu- 
ment Control Branch (Document Control Desk), 1 p. 41 260:092-41 260:092. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100384 Responds to NRC 870402 Itr re violations noted in Insp Repts 50-445/86- 
26 & 5-446/86-22.Corrective actions:nonconformance repts written to document spe- 
cific welder qualification deficiencies & corrective action request issued. 
COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/05. Document Control Branch (Document Control Desk), 19pp. 41241:019- 
41241:037. 


8706110084 Forwards revised response to violations & deviations noted in Insp Repts 
50-445/86-15 & 50-446/86-1 2,per 870408 request. Corrective actions:completed work 
packages for 91 ASME & qunli^y-'olrtcd rcr-ASME support assemblies reviewed. 
COUNSIUW.G ru E'.ectric {‘o'n'.;>-ly F-xas ...:ilities Generating Co.). 87/06/05. Docu- 
ment Control E'anch iDocurrent Cc”";ro: Desk;. 4pp. 41259:290-41259:293. 

8706160178 Responds to deviation noted in Insp Repts 50-445/86-03 & 50-446/86- 
03.Corrective actions:welding on ASME-NF pipe supports under evaluation as part of 
corrective action program.Results will be provided by 870805. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/08. Docu- 
ment Control Branch (Document Control Desk). Ip. 41305:185-41305:185. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706240399 Informs that Insp Repts 50-445/87-01 & 50-446/87-01 canceled since insp 
never performed. 

WARNICK,R.F. Office of Special Projects. 87/06/11. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 3pp. 41455:358-41455:360. 

8706170414 Responds to NRC 870330 Itr re violations noted in Insp Repts 50-445/86- 
08 & 50-446/86-06.Corrective actions:implemented use of audit planning form.Util dis- 
agrees w/three alleged violations & two alleged deviations. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12. Docu- 
ment Control Branch (Document Control Desk). 8pp. 41386:163-41386:170. 

8706170492 Final Response to FOIA request re 860825-29 insp S&W QA program for 
plant for design requalification of piping & pipe supports.Forwards documents listed in 
App D.App E documents withheld in entirety (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. BAUMAN.L. 
Government Accountability Project. 5pp. 41383:139-41383:159. 

“8706170587 Rev 4 to Project Procedure CPPP-1, “Mgt Plan for Project Quality (Piping 
Sys Qualification/ Requalification)." Attachments 9-1,9-2.9-3,9-4 & 9-5 of Project Pro- 
cedure CPPP-6 end. 

BURNS.R., FONSECA.C.A., WRUCKE.R.R. TU Electric (formerly Texas Utilities Gen- 
erating Co.). 86/04/25. 14pp. 41383:146-41383:159. 

8706230507 Ack receipt of 870116 & 0529 responses to violations noted in Insp Repts 
50-445/86-14 & 50-446/86-11. 

WARNICK,R.F. Office of Special Projects. 87/06/15. COUNSIUW.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 3pp. 41438:125-41438:127. 

8706240010 Responds to NRC 870318 Itr re violations noted in Insp Repts 50-445/86- 
22 & 50-446/86-20.Corrective actions:documentation supplied w/Purchase Order CP- 
0077 reviewed for compliance & receipt insp program reviewed for adequacy of in- 
struction. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/15. Docu- 
ment Control Branch (Document Control Desk). 3pp. 41438:225-41438:227. 

8706240225 Ack receipt of 870615 addi info in response to NRC 870318 
requestlmplementation of corrective actions will be reviewed during future insps. 
WARNICK,R.F. Office of Special Projects. 87/06/19. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 2pp. 41438:284-41438:285. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end, 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22, 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300223 Fonvards Insp Repts 50-445/87-02 & 50-446/87-02 on 870101-0228 & 
notice of deviation. 

JOHNSON,E.H. Region 4, Office of Director. 87/06/22. COUNSIUW.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 41497:232-41497:270. 

“8706300233 Notice of deviation from insp on 870101-0228. 

• Region 4, Office of Director. 87/06/22. 2pp. 41497:235-41497:236, 

“8706300248 Insp Repts 50-445/87-02 & 50-446/87-02 on 870101-0228.No violations 
noted.Deviations noted:several concrete pours not included in population items list & 
documents missing from Issue Specific Action Plan Vll.c projects file. 
ELLERSHAW,UE., HALE.C.J., WAGNER.P.C. Region 4. Office of Director. 87/06/22. 
34pp. 41497:237-41497:270. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 

8706300385 Advises that util evaluating alternate resolution re potential zinc embrittle- 
ment of stainless steel tubing & walk-down activities suspended pending completion 
of evaluation,per 870414 response to notice of violation. 

COUNSlL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/26. Docu- 
ment Control Branch (Document Control Desk), Ip. 41494:063-41494:063, 


S. Reportable occurrences, LERs & related correspondence 
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8701280233 Interim Deficiency Rept CP-85-36 re instaHation of nonsafety-related con- 
duit on nonsafety-related dead weight supports in Category 1 areas.Initialiy reported 
on 860906. Field verification continuing.Next rept expected by 870708. 

COUNSIL'.W.G. TU Electric (formerly Texas Utilities Generating Co.)- 87/01/21. 
JOHNSON, E.H. Region 4, Office of Director. Ip. 39388:228-39388:228. 

8706040020 Interim Deficiency Rept CP-84-12 re environ qualification of equipment out- 
side containment for high energy line breaks. Initially reported in 840604.'Analysis of 
issue continuing. Next rept will be submitted on 870728. 

COUNSIL,W.G.. KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/28. Document Control Branch (Document Control Desk). Ip. 41171:210- 
41171:210. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM,B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706040003 Interim Deficiency Rept CP-86-40 re procurement & use of nonqualified 
Agastat relays in Class IE applications. Initially reported on 861010.Future 7000 
series relays will be purchased with E prefix.Next rept expected by 871009. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41171:152-41171:153. 

8706040010 Final Deficiency Rept CP-86-69 re failure to incorporate specific restrain- 
ing/support requirements into project specs & procedures.lnitially reported on 
861002.Design change authorization issued to revise Spec 2323-ES-100. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41171:165-41171:166. 

8706110033 Interim Deficiency Rept CP-86-10 re electrical penetration assemblies sup- 
plied by Bunker Ramo.lnitially reported on 860424.EPA modules replaced by modules 
supplied by Conax. Unit 1 completion expected by 870730 & Unit 2 by 871130. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 41259:318-41259:318. 

8706100316 Interim Deficiency Rept CP-86-12 re commodity installations at secondary 
wall design gaps.lnitially reported on 860227. Commodity clearance program being 
developed. Next rept will be submitted by 871218. 

COUNSIL.W.G.. KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/03. Document Control Branch (Document Control Desk). 2pp. 41241:038- 
41241:039. 

8706110054 Interim Deficiency Rept CP-86-78 re structural steel bolting connections w/ 
threads in shear plane in Unit 1 cable spreading room. Initially reported on 
86l107.Evaluation of supports continuing.Next rept expected by 871215. 
COUNSIL,W.G., MARSHALL,J.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/04. Document Control Branch (Document Control Desk). 2pp, 41259:311- 
41259:312. 

8706100497 Interim Deficiency Rept CP-87-09 re terminal studs in PK-2 test 
blocks.lnitiatly reported on 870507.Susceptibility to stress corrosion due to mfg failure 
to follow required mfg processes. Next rept will be submitted by 870807. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/05. Docu- 
ment Control Branch (Document Control Desk). Ip. 41242:301-41242:301. 

8706110297 Interim Deficiency Rept CP-86-83 re use of separation barrier matl on 
power cables & power raceways.lnitially reported on 861 208. Nonconformance Rept 
CE-87-4577 dispositioned.Next rept will be submitted by 870828. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/05. Docu- 
ment Control Branch (Document Control Desk). 3pp. 41266:111-41266:113. 

8706110324 Final Deficiency Rept CP-77-D re operation of safeguard actuation reset 
circuitry.lnitially reported on 770920. Operating Procedures IC1-4013A & ICI-4014A re- 
vised & in review prior to issuance. Procedures expected by 870930. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/05. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41268:135-41268:136. 

8706150172 Interim Deficiency Rept CP-86-62 re misinterpretation of polar crane load 
cases deemed reportable under 10CFR50.55(e).lnitiaIly reported on 861003.Next rept 
will be submitted by 870925. 

COUNSIL,W,G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/08. Docu- 
ment Control Branch (Document Control Desk). Ip. 41291:287-41291:287. 

8706160226 Interim Deficiency Rept CP-87-10 re inadequate control of design 
mods 'nitial'y reocrted on 87051 1 .S&W corrective action project evaluation scheduled 
for corroi-stior. oy 870730.Next rept will be submitted by 870828. 

COUNSiL.W 3 TU Electric (formerly Texas Utilities Generating Co.). 87/06/09. Docu- 
ment Control Branch (Document Control Desk). Ip. 41317:179-41317:179. 

8706170025 Interim Deficiency Rept CP-86-13 re jet impingement load review for high 
energy piping. initially reported on 860305, Schedule for review completion & issuance 
of final engineering report changed to 870722.Next rept by 870819. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12. Docu- 
ment Control Branch (Document Control Desk). 1p. 41377:052-41377:052. 

8706170035 Interim Deficiency Rept CP-85-50 re cable tray tee fittings, initially reported 
on 851206.Listed steps taken to establish min weld criteria & acceptability of installed 
component weld.Next rept will be sent by 870930. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41377:050-41377:051. 

8706170048 I nterirri Deficiency Rept CP-87-12 re containment pressure/ temp analysis 
computer error.lnitially reported on 870513. Reanalysis of main steamline break to be 
completed 870701. Next rept will be submitted by 870805. 

COUNSlL,W,G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/12. Document Control Branch (Document Control Desk). 2pp. 41368:357- 
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8706170072 Interim Deficiency Rept CP-87-1 1 re defective circuit cards in station bat- 
tery chargers. Initially reported on 870513. Seventeen cards returned to mfg for 
analysis.Next report will be submitted by 870814. 

COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/12. Document Control Branch (Document Control Desk). Ip. 41371:205- 


8706170275 - Interim Deficiency Rept CP-86-72 re scope of plant mods resulting Irc^i 
project pipe support reverification program. Initially reported 860609. List of suppo'! 
mods issued to date encl.Next rept will be submitted byS70820. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12. Doa 
ment Control Branch (Document Control Desk). 2pp. 41377:056-41377:057 

8706170310 Interim Deficiency Rept CP-86-76 re configuration & dimensions of GouU 
battery racks deviating from drawing requirements.lnitially reported on 861021.Evaiu.i 
tion in final stage of review.Next rept will be submitted by 870810. 
cbuMSlL.W.G. TL Electric (formerly Texas Utilities Generating Co.). 87/06/12, Doci- 
ment Control Branch (Document Control Desk). Ip. 41385:167-41385:167. 

8706170385 Interim Deficiency Rept CP-86-41 re small-break LOCA evaluations of 
fects of operational status of equipment during Mode 4.lnitially reported c"' 
860528.Westinghouse Owners Group evaluating issue.Next rept expected by 880220 
COUNSlL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12. Docu 
ment Control Branch (Document Control Desk). Ip. 41370:126-41370:126. 

8706170552 Interim Deficiency Rept CP-86-73 re installation of ASME snubber allatr 
ment brackets. Initially reported on 870320. Results of evaluation of 165 suppc'!- 
listed. Project procedures under evaluation. Next rept by 870918. 

COUNSIL.W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Ca\ 
87/06/12. Document Control Branch (Document Control Desk). 2pp. 41387:0? 
41387:026. 

8706180053 Interim Deficiency Rept CP-86-36 re scope of plant mods resulting f(Cf 
project pipe support reverification program. Initially reported on 860609. End list sdoft. 
support mods issued to date.Next rept will be submitted on 870820. 

COUNSlL,W.G. TU Electric (formerly Texas Utilities Generating Co,). 87/06/12. Doc. 
ment Control Branch (Document Control Desk). 2pp. 41391:093-41391:094. 

8706230480 Interim Deficiency Rept CP-87-13 re Class IE separation violations rtrii' 
ing from removal of or mod of nonsafety class cable tray covers.lnitially reportod l" 
870515. Evaluation to be performed after analysis of data. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/15. Do:;, 
ment Control Branch (Document Control Desk). Ip. 41438:124-41438:124. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied In Aug 15*" 
during scheduled testing.Caused by open electrical connection on one crimp lug, S r: 
1978.insulated lugs used on all equipment. 

DOUGHERTY, J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Afftlisir 
Given. 3pp. 41431:243-41431:245. 

8706240224 Interim Deficiency Rept CP-86-60 re gaps between polar crane girder : 
port brackets. Initially reported on 860904. Response to issue not complete al t' ■ 
time.Next rept will be submitted by 870629. 

COUNSIUW.G.. WOODLAN.D.R. TU Electric (formerly Texas Utilities Generating C:: 
87/06/17. Document Control Branch (Document Control Desk). Ip. 41438:^;': 
41438:286. 

8706240302 Interim Deficiency Rept CP-87-04 re cracks observed in plug weld mnd(; : 
repair grout holes in embedded channels. Initially reported on 87031 6.Responw 
issue incomplete. Next rept expected by 870629. 

COUNSIUW.G., WOODUN.D.R. TU Electric (formerly Texas Utilities Generating C: 
87/06/17. Document Control Branch (Document Control Desk). Ip. 41455>:’ 
41455:001. 

8706240067 Interim Deficiency Rept CP-86-71 re electrical cable pul ling. Initially ropod • 
on 861002.Calculation for allowable tension for vertical cable pulls in final stagr:: , 
review.Next report will be submitted by 870821 . 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19. Ov;, 
ment Control Branch (Document Control Desk). Ip. 41438:131-41438:131. 

8706240229 Interim Deficiency Rept CP-85-39 re conduit not installed in accordanco » 
design documents. Initially reported on 870918. Complete evaluation will t* 
performed. Next rept will be submitted by 870915. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19. D,::-, 
ment Control Branch (Document Control Desk). 2pp. 41449:328-41449:329. 

8706240231 Interim Deficiency Rept CP-86-49 re effects of polar-organic solventJi l * 
sealants of Conax adaptor modules & electrical penetrations.lnitially reported : • 
861010.Nine replacement parts received.Final rept expected by 871220. 
COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19, Dc-: , 
ment Control Branch (Document Control Desk). Ip. 41438:283-41438:283. 

8706240421 Final Deficiency Rept CP-86-79 re over-torqued Westinghouse a. 
relays.lnitially reported on 861 1 07.Design change authorization being prepared lo ; 
crease allowable range for relays.lteiin found not reportable per 10CFR50.55(e). 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19. 
ment Control Branch (Document Control Desk). Ip. 41455:170-41455:170. 

8706250002 Interim Deficiency Rept CP-87-14 re sys operability during testing. 
reported on 870520.Fire detection alarm sys rendered inoperative w/o prc?: 
notification.Evaluation continuing.Next rept anticipated by 870812. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19. Dv:. 
ment Control Branch (Document Control Desk). Ip. 41474:178-41474:178. 

8706250098 Interim Deficiency Rept CP-85-53 re Seismic Category I Platforms. iniia 
reported on 851 220. Platform previously misidentified as Category 1! now class/ 
Category I. Rework will be performed. Next rept anticipated by 871220. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19, 
ment Control Branch (Document Control Desk). Ip. 41474:031-41474:031. 

8706250385 Final Deficiency rept re base metal damage on embedded channels. fn/a? 
reported on 87031 S.Rework activities for 6.9 kV switchgear will be completed b 
87071 7 for Unit 1 & 871 1 27 for Unit 2. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19. D/./. 
ment Control Branch (Document Control Desk). 2pp. 41475:168-41475:169, 

8706250427 Interim Deficiency Rept CP-87-15 re air accumulation for air opesatf-r 
valves-lnitially reported on 870520.Evaluation of condition to be completed t, 
87071 S.Next report will be submitted by 870822. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19. Dcii 
ment Control Branch (Document Control Desk). Ip. 41475:162-41475:162. 
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8706300361 Interim Deficiency Rept CP-86-37 re firing board assemblies & amplifier 
boards used in Class IE battery chargers that do not conform to vendor assembly 
drawinqs.lnitially reported on 86051 4.Next rept will be submitted by 870724. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/26. Docu- 
ment Control Branch (Document Control Desk). Ip. 41494:065-41494:065. 

8706300788 Interim Deficiency Rept CP-85-31 re installation of radiant energy shield & 
separation barrier matl on conduit raceways w/o design review. Initially reported on 
861205.Work 40% complete for supports.Next rept will be submitted by 870828. 
COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/26. Docu- 
ment Control Branch (Document Control Desk). Ip. 41500:359-41500:359. 


U. Congressional/ Executive Correspondence 

8706250022 Requests that member of Congress ask Comptroller General to permit D 
Williams to accept assignment re review of plant. 

ZECH.LW. Commissioners. 87/06/08. DINGELL.J.D., MARKEY.E.J., SHARP.P.R. 
House of Rep. 4pp. 41465:052-41465:055. 


DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8706100099 Appeals denial of FOIA request to release documents re Comanche Peak 
Task Force established in Mar 1 984.Agreement to withhold info only applied to al- 
legers. 

GARDE.B.P. Government Accountability Project. 86/07/22. STELLO.V. Office of the 
Executive Director for Operations. Ip. 41245:133-41245:133. 

8706080127 FonA/ards “Conformance to Generic Ltr 83-28, Item 2,2.2- Vendor Interface 
Programs for all Other Safety-Related Components:Comanche Peak-1 & -2," final in- 
formal technical evaluation rept.Facility conforms to sub] generic ltr. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/03/19. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41212:236-41212:252. 

-8706080137 “Conformance to Generic Ltr 83-28,ltem 2.2.2-Vendor Interface Programs 
for all Other Safety-Related Components: Comanche Peak-1 & -2," final informal tech- 
nical evaluation rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG-NTA-7560 ERR. 87/03/31. NRC - No Detailed Affili- 
ation Given. 16pp. 41212:237-41212:252. 

8706010234 Notification of contract execution.Mod 13, to "Review & Evaluation of Co- 
manche Peak Program Plan." Contractor: Teledyne Engineering Svcs. 

HAGEY.H. NRC - No Detailed Affiliation Given. FIN D-1338. 87/05/08. AXELRAD.J.A. 
Office of Special Projects. LYONS, J. NRC - No Detailed Affiliation Given. 1p. 
41127:044-41127:048. 

“8706010241 Mod 13,addlng incremental funds & changing monthly business ltr rept for 
task orders, to “Review & Evaluation of Comanche Peak Program Plan." 

SWANSON,D. Teledyne Engineering Services. WIGGINS, EJ. Division of Contracts 
(Post 870413). FIN D-1338. 87/05/08. 4pp. 41127:045-41127:048. 

8706250459 Comments on applicant 870429 request for extension of CPPR-127.Hear- 
ings must be held to address significant hazards considerations prior to NRC action to 
renew CP. Related correspondence. 

ELLIS,J. Citizens Association for Sound Energy. #287 3500. 87/05/09. KEPPLER.J.G. 
NRC - No Detailed Affiliation Given. 4pp. 41463:061-41463:064. 

8706260113 Ack receipt of util 870429 application to extend CP expiration date.Same 
significant hazards considerations that apply to Unit 1 also apply to Unit 2. 

ELLIS, J. Citizens Association for Sound Energy. 87/05/09. KEPPLER.J.G. Office of 
Special Projects. 2pp. 41479:122-41479:123. 

8706100115 Further response to 860722 appeal of denial of FOIA request to release 
documents re Comanche Peak Task Force. AddI info in one document,G-280,now pub- 
licly available & encl.Info in other 187 documents remains withheld (ref FOIA Exemp- 
tion 5). 

STELLO,V. Office of the Executive Director for Operations. 87/05/28. GARDE,B.P. 
Government Accountability Project. Ip. 41245:134-41245:161. 

-8706100412 Handwritten SSER on allegation re QA/QC repair,rework & maint. 

* NRC - No Detailed Affiliation Given. 87/05/28. 5pp. 41246:162-41245:166. 

8706120292 Forwards Rev 1 to Comanche Peak response team Results Repts Issue 
Specific Action Plans Vll.a.1, “Matl Traceability," Vll.a.2, “Nonconformance & Correc- 
tive Action Sys” & Vll.b.4, “Hilti Anchor Bolt Installation." 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/08. Docu- 
ment Control Branch (Document Control Desk). 4pp. 41273:247-41274:095, 

-8706120297 Rev 1 to Comanche Peak response team Results Rept Issue Specific 
Action Plan Vll,a.1, “Matl Traceability." 

BECK,J.W. TU Electric (formerly Texas Utilities Generating Co.). 87/05/14. 26pp. 
41273:251-41273:276. 

-8706120302 Rev 1 to Comanche Peak response team Results Rept Issue Specific 
Action Plan Vll.a.2, “Nonconformance & Corrective Action Sys." 

BOYDSTON,D.L., HANSEUJ.L., BECK.J.W. TU Electric (formerly Texas Utilities Gen- 
erating Co.). 87/05/13. 137pp. 41273:277-41274:053. 

“8706120313 Rev 1 to Comanche Peak response team Results Rept Issue Specific 
Action Plan Vll.b,4, “Hilti Anchor Bolt Installation.” 

BECK,J.W. TU Electric (formerly Texas Utilities Generating Co.). 87/05/14. 42pp. 
41274:054-41274:095. 

8706160348 FonA^ards safety evaluation re util design changes re implementation of re- 
vised GDC-4 as described in FSAR Amend 61 .Changes acceptable. 

GRIMES,C.I. Office of Special Projects. 87/06/08. COUNSIL,W.G. TU Electric (former- 
ly Texas Utilities Generating Co.). 5pp. 41334:252-41334:260. 

“8706160364 Safety evaluation supporting modified design basis documented in Amend 
61. 

* NRC - No Detailed Affiliation Given. 87/06/08. 4pp. 41334:257-41334:260. 


8706170204 Forwards documents listed in end WG Counsil & GS Keeley 870609 ltr to 
NH Williams of CYGNA Energy Svcs.induding “Assessment of Texas Utils Generating 
Co As-Built Documentation for Piping & Pipe Supports." 

COUNSIL. W.G., KEELEY, G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/10. Document Control Branch (Document Control Desk). 2pp. 41372:020- 
41373:003. 

-8706170213 "Assessment of Texas Utils Generating Co As-Built Documentation for 
Piping & Pipe Supports, Final Rept." W/util 870520 “Design Basis Document Index” & 
Impell Corp 870515 “Design Verification of Cable Tray Sys Inaccessible...." 
POLACHEK.M.P., BAIN.R.A., WIGLEY.LS. Stone & Webster, Inc. 86/07/02. 76pp. 
41372:022-41372:136. 

-8706170243 Rev 0 to “Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Impact of Superpipe Error SP-004 on Eval- 
uation 176-063-02." 

ASHLEY.G.R. Impell Corp. tM-P-001 ROO. 87/05/15. 5pp. 41372:137-41372:141. 

-8706170251 Rev 0 to "Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Seismic Load Combinations.” 

ASHLEY.G.R. Impell Corp. tM-P-002 ROO. 87/05/15. 2pp. 41372:142-41372:143. 

-8706170256 Rev 0 to "Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Analysis of Welds Connecting Base Angles 
to Embedded Plates.” 

ASHLEY.G.R. Impell Corp. IM-P-003 ROO. 87/05/15. 5pp. 41372:144-41372:148. 

-8706170262 Rev 0 to “Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Safety Margin Against Buckling Using 
American Inst of Steel Const Factored Allowables.” 

ASHLEY.G.R. Impell Corp. IM-P-004 ROO. 87/05/15. 4pp. 41372:149-41372:152. 

-8706170309 Rev 0 to “Clarification of Impel CTH Design Verification Criteria/ Methods 
for Resolution of CYGNA Audit Concerns, Evaluation of Composite T-Channel Stitch 
Welds for Torsional Stresses." 

ASHLEY.G.R. Impell Corp. IM-P-005 ROO. 87/05/15. 4pp. 41372:153-41372:156. 

-8706170317 Rev 0 to "Clarification of Impell CTH Design Verifications Criteria/ Meth- 
ods for Resolution of CYGNA Audit Concerns, Effects of Thermal Loading on Cable 
Tray Sys." 

ASHLEY.G.R. Impell Corp. IM-P-006 ROO. 87/05/15. 6pp. 41372:157-41372:162. 

-8706170322 Rev 0 to “Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns, Member Substitution in Impell Support Cal- 
culation CTH-1-13197." 

ASHLEY.G.R. Impell Corp. IM-P-007 ROO. 87/05/15. 4pp. 41372:163-41372:166. 

-8706170332 Rev 0 tb “Clarification of Impell CTH Design Verification Criteria/Methods 
for Resolution of CYGNA Audit Concerns. Lateral Bracing of Tier Members in Impell 
Calculation CTH-1-1227." 

ASHLEY.G.R. Impell Corp. IM-P-008 ROO. 87/05/15. 4pp. 41372:167-41372:170. 

-8706170333 Rev 0 to "Clarification of Impell CTH Design Verification Criteria/ Methods 
for Resolution of CYGNA Audit (Concerns, Effect of Measurement Tolerances Used for 
Collection of As- Built Data." 

ASHLEY.G.R. Impell Corp. IM-P-009 ROO. 87/05/15. 4pp. 41372:171-41372:174. 

“8706170342 Rev 0 to "Clarification of Impell CTH Design Verification Criteria/ Methods 
for Resolution of CYGNA Audit Concerns, Criteria for Single Angle Design." W/ 
Ebasco 870515 responses to CYGNA 870501 cable tray hanger audit questions. 
ASHLEY.G.R. Impell Corp. IM-P-010 ROO. 87/05/15. 195pp. 41372:175-41373:003. 

8706160387 Further response to appeal of denial of FOIA request for Comanche Peak 
Task Force documents. Info continues to be withheld (ref FOIA Exemption 4). 
STELLO.V. Office of the Executive Director for Operations. 87/06/11. GARDE.B.P. 
Government Accountability Project. Ip. 41319:188-41319:220. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706240319 Submits page-by-page description of administrative corrections made in 
FSAR Amend 1 3, including updated effective page listing. 

COUNSlL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41455:012-41455:013. 

8706250135 Summary of 870602 meeting w/util In Bethesda.MD re status of plant-spe- 
cific steam generator tube rupture analysis efforts. Meeting notice.list of attendees & 
viewgraphs end. 

SCHIERLING.H.E. Office of Special Projects. 87/06/17. Office of Special Projects. 
7pp. 41462:217-41462:223. 

-8705180388 Second change notice for 870602 meeting w/util in Bethesda, MD to 
dicuss plant-specific analysis for steam generator tube rupture for planLRelated info 
end. 

VIETTI-COOK,A. Office of Special Projects. 87/05/13. GRIMES,C.I. Office of Special 
Projects. 67pp. 41462:224-41462:290. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250264 Responds to 870410 appeal of DH Grimsiey 870304 form 
response.Portions of Document 1 & entire Document 3 in app now publicly 
available.Remaining documents partially & completely withheld (ref FOIA Exemptions 
6&7). 

STELLO.V. Office of the Executive Director for Operations. 87/06/19. GARDE.B.P. 
Government Accountability Project. 3pp. 41467:078-41467:092. 

-8706250403 Partially deleted draft SSER providing results of staff evaluation & resolu- 
tion of approx 400 technical concerns & allegations in mechanical & piping area re 
constr practices at plant. 

* NRC - No Detailed Affiliation Given. 86/03/15. 12pp. 41467:081-41467:092. 
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8706300256 Requests addl info re evaluation of Rev 1 to Issue Specific Action Plans 
l,D.2 “Guidelines for Administration of QC Inspector Tests," Vil.a.4, “Audit Program, & 
Auditor Qualifications” & Vll.a.8, "Fuel Pool Liner Documentation." 

GRIMES, C.l. Office of Special Projects. 87/06/23. COUNSIL.W.G. TU Electric (former- 
ly Texas Utilities Generating Co.). 8pp. 41490:352-41490:359. 

8706300888 Forwards Rev 4 to Vols 1 & 2 of "Comanche Peak Response Team Pro- 
gram Plan & Issue Specific Action Plans.” Rev consists of two formats,including re- 
vised plan & apps & forewords to plan & App A. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/25. Docu- 
ment Control Branch (Document Control Desk). Ip. 41496:071-41496:071. 

-8706300896 Rev 4 to Vols 1 & 2 of "Comanche Peak Response Team Program Plan 
& Issue Specific Action Plans." 

* TU Electric (formerly Texas Utilities Generating Co.), 87/06/25. 400pp. 41496:072- 
41496:176. 

8706300975 Forwards response to request for addl info & clarification re program plan 
update,including scope, purpose & objectives of design adequacy program, quality of 
const & QA/QC adequacy program. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/25. Docu- 
ment Control Branch (Document Control Desk). 25pp. 41502:265-41502:289. 

8706160370 Appeals denial of FOIA request for Commission to release documents re- 
quested on 850121 re Comanche Peak Task Force established in Mar 1984. 

GARDE, B-P- Government Accountability Project. 87/06/26. STELLO.V. Office of the 
Executive Director for Operations. 2pp. 41319:186-41319:187. 

8706300293 Provides addl info re consideration of station blackout. Significant progress 
made re resolution of USI A-44, "Station Blackout,” through efforts of NRC & industry 
initiatives.Safety concerns of blackout will be addressed. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/26. Docu- 
ment Control Branch (Document Control Desk), 2pp. 41498:222-41498:223. 


F. Security, medical, emergency & fire protection plans 

8706010294 Forwards Const Insp Repts 50-445/87-03 & 50-446/87-03 on 870101- 
0228.No violations or deviations noted.Two unresolved items identified. 

JOHNSON,E.H. Region 4, Office of Director. 87/05/28. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 41118:167-41118:182. 

-8706010302 Insp Repts 50-445/87-03 & 50-446/87-03 on 870101-0228.No violations 
or deviations noted.Major areas inspected: electrical penetration assembly 
replacement.plant tours & fire prevention /protection insp. 

KELLY,D.L., BARNES.l. Region 4, Office of Director. 87/05/22. 13pp. 41118:170- 
41118:182. 

8706090225 Informs of procedure to protect info re emergency preparedness exercise 
from disclosure to participants.Info will assist Document Desk in identifying documents 
that will be withheld from public. 

JOHNSON, E.H. Region 4, Office of Director. 87/06/03. COUNS1L.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 2pp. 41213:230-41213:231. 

8706110040 Advises that full participation emergency field exercise scheduled for 
:'SC4.l;S.A;-;-opln:'; lilv of s;:h-::r.!jio requested. 

CC.JNSi:.,V..G , f.'.AHS.-i.-M S TU Electric (formerly Texas Utilities Generating Co.). 

87/06/04. Document Control Branch (Document Control Desk). Ip. 41259:317- 
41259:317. 

8706110442 Forwards Rev 3 to security training & qualification plan. Rev necessitated, in 
part,due to comoany name change & administrative title changes.Discussion of 
changes also enci.EncIs withheld (ref 10CFR2.790 & 73.21). 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/05. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41264:199-41264:200. 

8706150227 Informs that investigation into administative controls on fuel bldg fire pro- 
tection program complete & outlines results of investigation & actions taken by util to 
ensure adequate fire protection maintained. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/08. Office 
of Nuclear Material Safety & Safeguards, Director. 2pp. 41290:322-41290:323. 


G. Adiudicatory correspondence 

8706100155 Answers to Board 14 questions (memo;proposed memo of 860414) re 
Action Plan Results Rept V.a.* Submits applicants answers to Board 14 questions re 
Comanche Peak response team results rept, per Action Plan V.a.Certificate of Svc 
end. 

SANAN.R.K., LEVIN.H.A. TU Electric (formerly Texas Utilities Generating Co.). #287 
3687. 87/05/05. 29pp. 41226:205-41226:233. 

8706020121 Applicant fifth progress rept.* Progress rept covers 8701 26-0430, per 
860606 Board order.Comanche peak review team listing of published results repts & 
other related dc::.:r:"er '.a: on er cl..V'Cot:;'::aie c! Svc. 

EGGELING.W.S T^; E'c-.-’i'ic (formeriv 'Texas Utilities Generating Co.). 
EGGELING.W.S. Hopes & Gray. 359::. 67M‘i/18. 48pp. 41124:155-41124:202. 

8706020110 Forwards 870519 itr from WG Counsil to NRC transmitting revised docu- 
ments addressing generic technical issues for conduit & conduit supports. 
WOOLDRIDGE.R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3579. 87/05/20. BLOCH, P.B., JORDAN, W.H., 
MCCOLLOM,K.A. Atomic Safety and Licensing Board Panel, 3pp. 41129:070- 
41129:072. 

8706020064 Acpiicarfs sunplomcrtafic" to answers to CASE interrogatories to appli- 
ca.-'ts (850327) ’ Rolaic-d ccr’-Gspo'idence 

.•‘•NCERSCN.C.L '"■J i'.ieci'ic Ifc'rrorl-, Texas Utilities Generating Co.). #287 3561. 
87/05/21. Citizens Association for Sound Energy. 9pp. 41129:203-41129:211. 

8706020198 Discusses 870217 response to CASE motion to compel re question as to 
whether undisclosed trend repts or analyses existed, per 870302 telephone call.Staff 
currently being contacted for info by Ofc of Special Projects. 

MIZUNO.G.S, Assistant General Counsel for Hearings. #287 3613. 87/05/26. 
BLOCH, P.B., MCCOLLOM.K.A., JOHNSON,E.B. Atomic Safety and Licensing Board 
Panel. 4pp. 41 1 29:336-41 1 29:339. 


8706090115 Ack receipt of applicant 870518 fifth progress repLRequests that recipient 
notify of when substantive matls will be made available so CASE may decide on 
course of action re Comanche Peak response team adequacy issues.Related corre- 
spondence. 

GARDE, B.P. Citizens Association for Sound Energy. GARDE.B.P. Government Ac- 
countability Project. #287 3648. 87/05/26. GAD.R.K. Ropes & Gray. 1p. 41207:307- 
41207:307. 

8706030190 Supplemental response to interveners discovery requests.* Applicant will 
make audio tapes available to interveners representatives for exam & copying.W/Cer- 
tificate of Svc. Related correspondence. 

EGGELING.W.S. TU Electric (formerly Texas Utilities Generating Co,) 
EGGELING.W.S. Ropes & Gray. #287 3621. 87/05/28. 4pp. 41141:141-41141:144, 

8706030201 Further answers to interrogatories (Comanche Peak Response Team Sets 
1-7).* Applicant suppis responses to certain interrogatories propounded by CASE, per 
Board orders rendered on 861215.W/Certificate of Svc.Related correspondence. 

* TU Electric (formerly Texas Utilities Generating Co.). #287 3622. 87/05/28. Citizens 
Association for Sound Energy. 18pp. 41140:012-41140:029. 

8706090087 Memorandum & order.* Applicant 870410 motion to compel info re each 
CASE expert witness w/o limitation as to scope denied.Served on 870602. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #287 3645. 87/06/01. Tli 
Electric (formerly Texas Utilities Generating Co.). 6pp. 41207:336-41207:341. 

8706100191 Forwards 840924 memo in,-”dvortGnt!y omitted from aoo'icant 970538 L’' 
ther response to interrogatories, Sets i-7. CenJicalo of Svc end 

STILLMAN, R.J. TU Electric (formerly Texas Utilities Generating Co.). STILLMAN, R,J, 
Ropes & Gray. #287 3696. 87/06/04. Docketing & Services Branch. 5pp. 41226:194- 
41226:198. 

8706160076 Forwards Rev 1 to Comanche Peak response team results repts, Issue 
SpecTic Action Plan Vll.a.1, “Matl Traceability" & Vll.a.2, "Nonformance & Corrective 
Acton Svf: ■■ :cr irio only.Related correspondence. 

WCCl.CP.OGE,FLA. TU Electric (formerly Texas Utilities Generating Co.), 
WOOLDRlDGE,R.A. Worsham, Forsythe, Sampels & Woolridge (fc'rrc-r'v vVershn”" 
Forsythe & Sampels). #287 3716. 87/06/08. BLOCH,P.B., M:::,CL..0M.K ■■■ 
JORDAN, W.H. Atomic Safety and Licensing Board Panel. 

41297:170. 

8706160084 Applicant supplemental responses to CASE 860630 interrogatories & re- 
quest for documents.* Info requested from Stone & Webster submitted as Interrogato- 
ry 32.W/ Certificate of Svc.Related correspondence. 

• TU Electric (formerly Texas Utilities Generating Co.). #28 7 3732. 87/06/08. Citizens 
Association for Sound Energy. 9pp. 41296:202-41296:210. 

8706190130 CASE progress rept (V).* Progress rept of efforts to obtain discovery from 
applicants re portions of Comanche Peak response team plan to be included in up- 
coming proceedings. Certificate of Svc end. 

ELLIS, J. Citizens Association for Sound Energy. #28 7 3 777. 87/06/08. 9pp. 
41388:296-41388:304. 

8706190082 Forwards, for info,WG Counsil 870609 Itr to N Williams & WG Counsil 
870610 Itr to NRC.Ltrs transmitted info requested by CYGNA.Related correspond- 
ence. 

WOOLDRIDGE,R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #287 3760. 87/06/10. BLOCH.P.B., JORDAN, W.H,, 
MCCOLLOM.K.A Atomic Safety and Licensing Board Panel. 2pp. 41388:080- 
41388:081. 

8706190147 Potential 10CFR50.55(e) items.* Forwards potential significant deficiency 
analysis repts received since ASLB provided w/subj items on 870430. 

ELLIS, J. Citizens Association for Sound Energy. #287 3778. 87/06/10. BLOCH.P.B,, 
MCCOLLOM,K.A., JORDAN, W.H. Atomic Safety and Licensing Board Panel. 61pp, 
41388:198-41388:258. 

8706190062 Notice of availability of results repts & working files.* Working files (or 
issue-specific action plans (ISAPs) available for insp at util.Summary of completed 
ISAPs & DSAPs encl.W/Certificate of Svc.Related correspendence. 

GAD,R.K. TU Electric (formerly Texas Utilities Generating Co.). GAD,R.K. Ropes & 
Gray. #287 3743. 87/06/12. 5pp. 41388:043-41388:047. 

8706250247 NRC Staff fifth progress rept on annotated bibliography.* Rept prepared in 
response to Board 860606 memorandum & order.Certificate of Svc end. 
MIZUNO.G.S. Assistant General Counsel for Hearings. #28 7 3 799, 87/06/15. 54pp 
41444:044-41444:097. 

8706250273 Forwards M Gregory response to applicants interrogatories to Consolidated 
Interveners & motion for protective order. Copy of end being sent to M Gregory for 
signature. 

ROISMAN.A.Z. Gregc"/. M. ROISMAN.A.Z. Roisman, A.Z. #287 3804. 87/06/15. 
BLOCH.P.B. Atonic S;:!i-:;y ar-.d Licensing Board Panel. Ip. 41444:021-41444:043. 

8706250123 Answers to ASLB 14 questions (memo'.proposed memo of 860414) re 
action plan Results Rept V.e.* Responds to ASLB questions w/respect to results rept 
re installation of main steam piping.Supporting documentation encl.W/Certificate of 
Svc. 

STREETER, P.. LEVIN.H.A. TU Electric (formerly Texas Utilities Generating Co.). #267 
3828. 87/06/18. 20pp. 41447:25-j -^ M--: 

8706250107 Applicants interrogatories to intervener (Set No. 1987-9).* Certificate of Svc 
encI.Related correspondence 

GAD.R.K. TU ricclnc (fc-rmcrly Texas Utilities Generating Co.). GAD.R.K. Ropes & 
Gray. #287 3830. 87/06/19. Citizens Association for Sound Energy. 36pp. 41447:281- 
41447:316. 

8706250141 Applicant Texas Utils Electric Co petition for directed certification of licens- 
ing board order of 870312.* Brief supports granting petition to vacate ASLB 870312 
order. Supporting documentation & Certificate of Svc end. 

GAD.R.K. TU Electric (formerly Texas Utilities Generating Co.). GAD.R.K. Ropes & 
Gray. #287 3829. 87/06/19. Atomic Safety and Licensing Appeal Panel. 38pp. 
41447:157-41447:194. 
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8706300474 Requests that BP Garde be added to mailing list to receive NRC insp repts 
& other mailings re Comanche Peak.Related correspondence. 

ELLIS.J. Citizens Association for Sound Energy. #287 3876. 87/06/20. 

WARNICK.R.F. NRC - No Detailed Affiliation Given. 1p. 41495:182-41495:182. 

8706300490 Responds to 870311 petition requesting mod of CPs CPPR-126 & CPPR- 
127.Petition denied.FR notice end. 

KEPPUER.J.G. Office of Special Projects. #287 3891. 87/06/25. JABLON.R.A. Spie- 
gel & McDiarmid. 5pp. 41495:225-41495:235. 

-8706300511 Director's decision under 10CFR2.206.’' Denies Brazos Electric Power 
Cooperative, Inc 870311 petition for mod of CPs CPPR-126 & CPPR-127 ordering 
Texas Utilities Electric Co to assume co-owner ownership interest in facility. 
KEPPLER.J.G. Office of Special Projects. 87/06/25. Brazos Electric Power Coopera- 
tive. Inc. 6pp. 41495:230-41495:235. 


H. General correspondence 

8706260006 Requests that all future proceeding filings be sent to author at new listed 
address. 

GARDE, B.P. Government Accountability Project. #287 3320. 87/04/22. Office of the 
Secretary of the Commission. Ip. 41481:099-41481:099. 

8706190120 Informs all concerned w/facility independent assessment program of ad- 
dress correction. 

WILLIAMS.N.H. CYGNA Energy Services. 87/06/03. COUNSIUW.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 4pp. 41394:059-41394:062. 

8706160193 Responds to 870423 Itr to CC Kammerer requesting review of D Harrison 
concerns re safety record & insps for facility. NRC actions to assure safe design, const 
& operation of plants addressed. 

STELLO.V. Office of the Executive Director for Operations. 87/06/08. BENSTEN,L. 
Senate. 2pp. 41334:149-41334:150. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706220021 Forwards Amend 63 of FSAR for Comanche Peak Steam Electric 
Station, Units 1 & 2. Affidavit end. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co,). 87/06/15. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41420:120-41421:132. 

-8706220025 Rev 63 to FSAR for Comanche Peak Steam Electric Station, Units 1 & 2. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/15. 
200pp. 41420:122-41421:132. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.’’ Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706010294 Forwards Const Insp Repts 50-445/87-03 & 50-446/87-03 on 870101- 
0228, No violations or deviations noted.Two unresolved items identified. 

JOHNSON,E.H. Region 4, Office of Director. 87/05/28. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 41118:167-41118:182. 

-8706010302 Insp Repts 50-445/87-03 & 50-446/87-03 on 870101-0228.No violations 
or deviations noted.Major areas inspected: electrical penetration assembly 
replacement.plant tours & fire prevention/protection insp. 

KELLY.D.L, WAGNER.P.C., SPESSARD.R.L Region 4. Office of Director. 87/05/22. 
13pp. 41118:170-41118:182. 

8706090007 Requests util inform NRC of initial assessment of end allegations of design 
& const deficiencies & intended actions within 30 days of Itr receipt. 

GRIMES, C.l. Office of Special Projects. 87/05/28. COUNSIUW.G. TU Electric (former- 
ly Texas Utilities Generating Co.). 17pp. 41213:028-41213:044. 

8706040002 Forwards revised response to violations noted in Insp Repts 50-445/86-14 
& 50-446/86-1 1 .Corrective actions:Procedures EE1-7.CP-CPM-14.1 & QI-QP-1 1 .3-26 
revised & applicable const personnel trained in revised requirements. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 5pp. 41171:147-41171:151. 

8706040007 Advises that completion of environ qualification verification program correc- 
tive actions described in App B, Item I.B.5 of Enforcement Action 86-09 revised to 
871001 for Unit 1 & 881101 for Unit 2. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). Ip. 41171:159-41171:159. 

8706090051 Forwards Insp Repts 50-445/86-31 & 50-446/86-25 on 861101- 1231 & 
notices of violation & deviation. 

JOHNSON.E.H. Region 4, Office of Director. 87/06/01. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 41221:121-41221:167. 

-8706090061 Notice of deviation from insp on 861101-1231. 

* Region 4, Office of Director. 87/06/01. 2pp. 41221:126-41221:127. 

-8706090070 Insp Repts 50-445/86-31 & 50-446/86-25 on 861101-1231. Violation & 
deviations noted:unjustified use-as-is disposition of nonconformance rept, deletion of 
insp attribute from checklist & invalidation of deviation rept. 

ELLERSHAW.LE., HALE.C.J., WAGNER.P.C. Region 4, Office of Director. 87/05/22. 
40pp. 41221:128-41221:167. 

8706110008 Informs that date for closing nonconformance rept re min separation for 
pipe clearances revised to 870715 in response to deviations noted in Insp Repts 50- 
445/86-03,50-445/86-07, 50-446/86-02 & 50-446/86-05. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/01. Docu- 
ment Control Branch (Document Control Desk). Ip. 41260:092-41260:092. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 


8706100384 Responds to NRC 870402 Itr re violations noted in Insp Repts 50-445/86- 
26 & 5-446/ 86-22. Corrective actions: nonconformance repts written to document spe- 
cific welder qualification deficiencies & corrective action request issued. 
COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/05. Document Control Branch (Document Control Desk). 19pp. 41241:019- 
41241:037. 

8706110084 Forwards revised response to violations & deviations noted in Insp Repts 
50-445/86-15 & 50-446/86-1 2,per 870408 request.Corrective actions:completed work 
packages for 91 ASME & quality-related non-ASME support assemblies reviewed. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co,). 87/06/05. Docu- 
ment Control Branch (Document Control Desk). 4pp. 41259:290-41259:293. 

8706160178 Responds to deviation noted in Insp Repts 50-445/86-03 & 50-446/86- 
03.Corrective actions:welding on ASME-NF pipe supports under evaluation as part of 
corrective action prc^ram. Results will be provided by 870805. 

COUNSIL.W.G. TU Bectric (formerly Texas Utilities Generating Co.). 87/06/08. Docu- 
ment Control Branch (Document Control Desk). Ip. 41305:185-41305:185. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co, of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413), 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706240399 Informs that Insp Repts 50-445/87-01 & 50-446/87-01 canceled since insp 
never performed. 

WARNICK.R.F. Office of Special Projects. 87/06/11. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 3pp. 41455:358-41455:360. 

8706170414 Responds to NRC 870330 Itr re violations noted in Insp Repts 50-445/86- 
08 & 50-446/86-06.Corrective actions:implemented use of audit planning form.Util dis- 
agrees w/three alleged violations & two alleged deviations. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.), 87/06/12. Docu- 
ment Control Branch (Document Control Desk). 8pp. 41386:163-41386:170. 

8706170492 Final Response to FOIA request re 860825-29 insp S&W QA program for 
plant for design requalification of piping & pipe supports. Forwards documents listed in 
App D.App E documents withheld in entire^ (ref FOIA Exemption 4 ). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. BAUMAN.L 
Government Accountability Project. 5pp. 41383:139-41383:159. 

“8706170587 Rev 4 to Project Procedure CPPP-1, “Mgt Plan for Project Quality (Piping 
Sys Qualification/RequalifIcation).’’ Attachments 9-1.9-2,9-3,9-4 & 9-5 of Project Pro- 
cedure CPPP-6 end. 

BURNS.R., FONSECA, C.A., WRUCKE.R.R. TU Electric (formerly Texas Utilities Gen- 
erating Co.). 86/04/25. 14pp. 41383:146-41383:159. 

8706230507 Ack receipt of 870116 & 0529 responses to violations noted in Insp Repts 
50-445/86-14 & 50-446/86-11. 

WARNICK.R.F. Office of Special Projects. 87/06/15. COUNSIL,W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 3pp. 41438:125-41438:127, 

8706240010 Responds to NRC 870318 Itr re violations noted in Insp Repts 50-445/86- 
22 & 50-446/86-20.Corrective actions:documentation supplied w/ Purchase Order CP- 
0077 reviewed for compliance & receipt insp program reviewed for adequacy of in- 
struction. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/15. Docu- 
ment Control Branch (Document Control Desk). 3pp. 41438:225-41438:227. 

8706240225 Ack receipt of 870615 addi info in response to NRC 870318 
request.Implementation of corrective actions will be reviewed during future insps. 
WARNICK.R.F. Office of Special Projects. 87/06/19. COUNSIL.W.G. TU Electric (for- 
merly Texas Utilities Generating Co.). 2pp. 41438:284-41438:285. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300223 Forwards Insp Repts 50-445/87-02 & 50-446/87-02 on 870101-0228 & 
notice of deviation. 

JOHNSON.E.H. Region 4. Office of Director. 87/06/22. COUNSIL.W.G. TU Electric 
(formerly Texas Utilities Generating Co.). 3pp. 41497:232-41497:270. 

“8706300233 Notice of deviation from insp on 870101-0228. 

* Region 4, Office of Director. 87/06/22. 2pp. 41497:235-41497:236. 

“8706300248 Insp Repts 50-445/87-02 & 50-446/87-02 on 870101-0228.No violations 
noted.Deviations noted:severaf concrete pours not included in population items list & 
documents missing from Issue Specific Action Plan Vll.c projects file. 
ELLERSHAW.LE., HALE.C.J., WAGNER.P.C. Region 4, Office of Director. 87/06/22. 
34pp. 41497:237-41497:270. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 

8706300385 Advises that util evaluating alternate resolution re potential zinc embrittle- 
ment of stainless steel tubing & walk-down activities suspended pending completion 
of evaluation, per 870414 response to notice of violation. 

COUNSIL.W.G, TU Electric (formerly Texas Utilities Generating Co.). 87/06/26. Docu- 
ment Control Branch (Document Control Desk), ip. 41494:063-41494:063.- 
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S. Reportable occurrences, LERs & related correspondence 

8701280233 Interim Deficiency Rept CP-85-36 re installation of nonsafety-related con- 
duit on nonsafety-retated dead weight supports in Category 1 areas.lnitially reported 
on 860906. Field verification continuing.Next rept expected by 870708. 

COUNSIL,W.G. TU Electric {formerly Texas Utilities Generating Co.). 87/01/21. 
JOHNSON.E.H. Region 4, Office of Director. Ip. 39388:228-39388:228. 

8706040020 Interim Deficiency Rept CP-84-12 re environ qualification of equipment out- 
side containment for high energy line breaks. Initially reported in 840604.Analysls of 
Issue continuing. Next rept will be submitted on 870728. 

.COUNSIL,W.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/05/28. Document Control Branch (Document Control Desk). 1p. 41171:210- 
41171:210, 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwelt gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 
41510:359-41510:360. 

8706040003 Interim Deficiency Rept CP-86-40 re procurement & use of nonqualified 
Agastat relays in Class IE applications. Initially reported on 861010.Future 7000 
series relays will be purchased with E prefix.Next rept expected by 871009. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41 171:152-41 171:153. 

8706040010 Rnal Deficiency Rept CP-86-69 re failure to incorporate specific restrain- 
ing/support requirements into project specs & procedures.lnitially reported on 
861002.Design change authorization issued to revise Spec 2323-ES-100. 
COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41171:165-41171:166. 

8706110033 Interim Deficiency Rept CP-86-10 re electrical penetration assemblies sup- 
plied by Bunker Ramo.lnitially reported on 860424.EPA modules replaced by modules 
supplied by Conax. Unit 1 completion expected by 870730 & Unit 2 by 871130. 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co,). 87/06/01. Docu- 
ment Control Branch (Document Control Desk). 1p. 41259:318-41259:318. 

8706100316 Interim Deficiency Rept CP-86-12 re commodity installations at secondary 
wall design gaps. Initially reported on 860227. Commodity clearance program being 
developed.Next rept will be submitted by 871218, 

COUNSIUW.G.. KEELEY.G.S. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/03. Document Control Branch (Document Control Desk). 2pp. 41241:038- 
41241:039. 

8706110054 Interim Deficiency Rept CP-86-78 re structural steel bolting connections w/ 
threads in shear plane in Unit 1 cable spreading room.lnitially reported on 
861 107.Evaluation of supports continuing.Next rept expected by 871215. 
COUNSIL.W.G., MARSHALL, J.S. TU Electric (formerly Texas Utilities Generating C3o.). 
87/06/04. Document Control Branch (Document Control Desk). 2pp. 41259:311- 
41259:312. 

8706100497 Interim Deficiency Rept CP-87-09 re terminal studs in PK-2 test 
blocks.lnitially reported on 870507.Susceptibility to stress corrosion due to mfg failure 
to follow required mfo processes.Next rept will be submitted by 870807. 

C0UNS1L,W.G. TU Qectric (formerly Texas Utilities Generating Co.). 87/06/05. Docu- 
ment Control Branch (Document Control Desk). 1p. 41242:301-41242:301. 

8706110297 Interim Deficiency Rept CP-86-83 re use of separation barrier matl on 
power cables & power raceways.lnitially reported on 861208.Nonconformance Rept 
CE-87-4577 dispositioned.Next rept will be submitted by 870828. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/05. Docu- 
ment Control Branch (Document Control Desk). 3pp. 41266:1 11-41266:1 13. 

8706110324 Final Deficiency Rept CP-77-D re operation of safeguard actuation reset 
circuitry.lnitially reported on 770920. Operating Procedures tCI-4013A & ICI-4014A re- 
vised & in review prior to issuance. Procedures expected by 870930. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co,). 87/06/05. Docu- 
ment Control Branch (Document Control Desk). 2pp, 41268:135-41268:136. 

8706150172 Interim Deficiency Rept CP-86-62 re misinterpretation of polar crane load 
cases deemed reportable under 10CFR50.55(e).lnitially reported on 861003.Next rept 
will be submitted by 870925. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/08. Docu- 
ment Control Branch (Document Control Desk). Ip. 41291:287-41291:287. 

8706170025 Interirn Deficiency Rept CP-86-13 re jet impingement load review for high 
energy piping.lnitially reported on 860305. Schedule for review completion & issuance 
of final engineering report changed to 870722.Next rept by 870819. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co,). 87/06/12. Docu- 
ment Control Branch (Document Control Desk). Ip. 41377:052-41377:052. 

8706170035 Interim Deficiency Rept CP-85-50 re cable tray tee fittings. Initially reported 
on 851206.Listed steps taken to establish min weld criteria & acceptability of installed 
component weld.Next rept will be sent by 870930, 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41377:050-41377:051. 

8706170048 Interim Deficiency Rept CP-87-12 re containment pressure/ temp analysis 
computer error.lnitially reported on 870513. Reanalysis of main steamline break to be 
completed 870701. Next rept will be submitted by 870805, 

CJOUNSIUW.G., KEELEY.G.S. TU Electric (formerly Texas Utilities Generating CJo.). 
87/06/12. Document Control Branch (Document Control Desk). 2pp. 41368:357- 
41368:358, 

8706170275 Interim Deficiency Rept CP-86-72 re scope of plant mods resulting from 
project pipe support reverification program. Initially reported 860609.List of support 
mods issued to date encl.Next rept will be submitted by 870820. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41377:056-41377:057. 

8706170310 Interim Deficiency Rept CP-86-76 re configuration & dimensions of Gould 
battery racks deviating from drawing requlrements.lnitially reported on 861 021 .Evalua- 
tion in final stage of review.Next rept will be submitted by 870810. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12. Docu- 
ment Control Branch (Document Control Desk). Ip. 41385:167-41385:167. 


8706170385 Interim Deficiency Rept CP-86-41 re small-break LOCA evaluations of ef- 
fects of operational status of equipment during Mode 4.lnitial!y reported on 
860528. Westinghouse Owners Group evaluating issue.Next rept expected by 880229 
COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12 Docu- 
ment Control Branch (Document Control Desk), ip. 41370:126-41370:126. 


8706170552 Interim Deficiency Rept CP-86-73 re installation of ASME snubber attach- 
ment brackets.lnitially reported on 870320. Results of evaluation of 165 supports 
listed.Project procedures under evaluation. Next rept by 870918. 

COUNSIL.W.G,, KEELEY.G.S, TU Electric (formerly Texas Utilities Generating Co) 
87/06/12. Document Control Branch (Document Control Desk). 2pp. 41387:025- 


8706180053 Interim Deficiency Rept CP-86-36 re scope of plant mods resulting from 
project pipe support reverification program. Initially reported on 860609.Encl list shows 
support mods issued to date.Next rept will be submitted on 870820. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/12. Docu- 
ment Control Branch (Document Control Desk). 2pp. 41391:093-41391:094. 

8706230480 Interim Deficiency Rept CP-87-13 re Class 1E separation violations result- 
ing from removal of or mod of nonsafety class cable tray covers.lnitially reported on 
870515. Evaluation to be performed after analysis of data. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/15. Docu- 
ment Control Branch (Document Control Desk). 1p. 41438:124-41438:124. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing. Caused by open electrical connection on one crimp lug.Stnce 
1 978,insulated lugs used on all equipment. 

DOUGHERTY.J.G. Vitro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41431:243-41431:245. 


8706240224 Interim Deficiency Rept CP-86-60 re gaps between polar crane girder sup- 
port brackets.lnitially reported on 860904. Response to issue not complete at this 
tIme.Next rept will be submitted by 870629. 

COUNSIL,W.G., WOODLAN,D.R. TU Electric (formerly Texas Utilities Generating Cio,). 
87/06/17. Document Control Branch (Document Control Desk). Ip. 41438*286- 
41438:286. 


8706240302 Interim Deficiency Rept CP-87-04 re cracks observed in plug weld made to 
repair grout holes in embedded channels. Initially reported on 87031 6, Response to 
issue incomplete. Next rept expected by 870629. 

COUNSIUW.G., WOODLAN,D.R. TU Electric (formerly Texas Utilities Generating Co.). 
87/06/17. Document Control Branch (Document Control Desk), Ip. 41455:001* 
41455:001. 


8706240067 Interim Deficiency Rept CP-86-71 re electrical cable pulling.lnitially reported 
on 861002.Calculation for allowable tension for vertical cable pulls in final stages of 
review.Next report will be submitted by 870821. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.), 87/06/19. Docu- 
ment Control Branch (Document Control Desk). Ip. 41438:131-41438:131. 

8706240229 Interim Deficiency Rept CP-85-39 re conduit not installed in accordance w/ 
design documents.lnitially reported on 870918. Complete evaluation will bo 
performed.Next rept will be submitted by 870915, 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19, Docu- 
ment Control Branch (Document Control Desk). 2pp. 41449:328-41449:329. 

8706240231 Interim Deficiency Rept CP-86-49 re effects of polar-organic solvents on 
sealants of Conax adaptor modules & electrical penetrations.lnitially reported on 
861010.Nine replacement parts received.Final rept expected by 871220, 
COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.), 87/06/19. Docu- 
ment Control Branch (Document Control Desk). Ip. 41438:283-41438:283. 

8706240421 Final Deficiency Rept CP-86-79 re over-torqued Westinghouse AR 
relays.lnitially reported on 861 107.Design change authorization being prepared to in- 
crease allowable range for relays.ltem found not reportable per 10CFR60.55(e). 
COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19. Docu- 
ment Control Branch (Document Control Desk). Ip. 41455:170-41455:170. 

8706250385 Final Deficiency rept re base metal damage on embedded channels.initially 
reported on 87031 6.Rework activities for 6.9 kV switchgear will be completed by 
870717 for Unit 1 & 871127 for Unit 2. 

COUNSIL,W.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19. Docu- 
ment Control Branch (Document Control Desk), 2pp, 41475:168-41475:169. 

8706250427 Interim Deficiency Rept CP-87-15 re air accumulation for air operated 
valves.lnitially reported on 870520. Evaluation of condition to be completed by 
87071 S.Next report will be submitted by 870822. 

COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/19. Docu- 
ment Control Branch (Document Control Desk). Ip. 41475:162-41475:162. 

8706300361 Interim Deficiency Rept CP-86-37 re firing board assemblies & amplifier 
boards used in Class 1 E battery chargers that do not conform to vendor assembly 
drawings.lnitially reported on 86051 4.Next rept will be submitted by 870724. 
COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/26. Docu- 
ment Control Branch (Document Control Desk). Ip. 41494:065-41494:065. 

8706300788 Interim Deficiency Rept CP-85-31 re installation of radiant energy shield & 
separation barrier matl on conduit raceways w/o design review. Initially reported on 
861 205. Work 40% complete for supports.Next rept will be submitted by 870828. 
COUNSIUW.G. TU Electric (formerly Texas Utilities Generating Co.). 87/06/26. Docu- 
ment Control Branch (Document Control Desk). Ip. 41500:359-41500:359. 


U. Congressional/Executive Correspondence 


8706250022 Requests that member of Congress ask Comptroller General to permit D 
Williams to accept assignment re review of plant. 

ZECH.UW. Commissioners. 87/06/08. DINGELUJ.D.. MARKEY,E.J.. SHARP, P.R. 
House of Rep. 4pp. 41465:052-41465:055. 
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DOCKET STN-50-454 BYRON STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706040357 Rev 3 to Emergency Plan Implementing Procedure BZP 310-3, “Ongoing 
Emergency Communications (Primary Responsibility - Station Director).’’ 

* Commonwealth Edison Co. 87/05/26. 4pp. 41177:164-41177:167. 

8706100194 Fonwards “Comm Ed Final Summary Rept of Human Factors Review for 
Byron/ Braidwood Stations Emergency Response Facilities." Rept meets util commit- 
ments for implementing SuppI 1, NUREQ-0737.ltems V.a.2.a & V.c.l. 

HUNSADER.S.C. Commonwealth Edison Co. 87/06/01. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). 2pp. 41238:103-41238:154. 

-8706100198 “Comm Ed Final Summary Rept on Human Factors Review for Byron/ 
Braidwood Stations Emergency Response Facilities." 

* Commonwealth Edison Co. 87/05/27. 50pp. 41238:105-41238:154. 

8706110365 Forwards Amend 10 to "Fire Protection Rept." Amend updates rept by in- 
corporating new & revised info applicable to plants.Amend includes Section 2.4 & App 
A5.8 providing safe shutdown analysis & App R deviations, respectively. 
HUNSADER.S.C. Commonwealth Edison Co. 87/06/03. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp. 41261:285-41262:302. 

-8706110374 Amend 10 to “Fire Protection Rept." 

* Commonwealth Edison Co. 87/06/30. 370pp. 41261:293-41262:302. 

8706220167 Rev 8 to Emergency Plan Implementing Procedure BZP 310-1, “Initial Noti- 
fications & Generating Station Emergency Plan Responses (Primary Responsibility - 
Station Director)." W/ revised index. 

* Commonwealth Edison Co. 87/06/15. 12pp. 41411:101-41411:112. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24. "Determining Recommended Offsite Protective Action Response Option for 
General Public." 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


P. Operating license stage documents & correspondence 

8706080219 Forwards final "Conformance to Generic Ltr 83-28, Item 2.2.2, Vendor Inter- 
face Programs (All Other Safety-Related Components), Byron Station Units 1 & 2," 
technical evaluation rept. Plant conforms to Item 2.2.2. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/04. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41210:351-41211:005. 

-8705010070 “Conformance to Generic Ltr 83-28, Item 2.2.2, Vendor Interface Programs 
(All Other Safety-Related Components), Byron Station, Units 1 & 2." technical evalua- 
tion rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7557. 87/03/31. NRC - No Detailed Affiliation 
Given. 12pp. 41210:352-41211:005. 

8706050090 Forwards planned submittal dates per 870311 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK,M.S. Commonwealth Edison Co. 87/05/22. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 41200:078-41200:079. 

8706260235 Forwards “Byron Nuclear Plant Essential Svc Water Cooling Tower Test 
Plan Preliminary Evaluation," ltr rept based on presentation to NRC on 87051 3.Rept 
completes work scope requirements of Task 4-9 (TACs 64944 & 64945). 
OBENCHAIN,C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN,C.F. Idaho 
National Engineering Laboratory. FIN D-6023. 87/05/22. CARRINGTON.M. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 41480:129-41480:136. 

-8706260237 “Byron Nuclear Plant Essential Svc Water Cooling Tower Test Plan Pre- 
liminary Evaluation," ltr rept. 

PACE,N.E. EG&G Idaho, Inc. (subs, of EG&G, Inc.). PACE,N.E. Idaho National Engi- 
neering Laboratory. FIN D-6023. 87/05/22. NRC - No Detailed Affiliation Given. 6pp. 
41480:131-41480:136. 

8706030259 Forwards re-evaluation of wet-bulb temp operating restrictions on essential 
svc water cooling towers,proposing new operating limit of 90 F,for review & 
approval.Deletion of 861103 & 870114 proposals requested. 

AINGER,K.A. Commonwealth Edison Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41152:202-41152:206. 

8706030178 Summary of 870513 meeting w/util,INEL & Environ Sys Corp in 
Bethesda.MD re essential svc water cooling tower test program. List of attendees & 
viewgraphs end. 

OLSHAN.L.N. Project Directorate 1II-2. 87/05/28. Project Directorate III-2. 15pp. 
41165:321-41165:335. 

8706050043 Discusses results of analysis to support deletion of wet-bulb temp operat- 
ing restriction on essential svc water cooling towers.Design basis need not consider 
coincident LOCA & tornado generated missile due to unlikelihood. 

AINGER.K.A. Commonwealth Edison Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41192:051-41192:052. 

8706180001 Discusses use of fan motor data to determine actual flow in lieu of direct 
airflow measurement.Advises that further assessment of facility reactor containment 
fan cooler low speed fan performance completed,per 870206 request. 

HUNSADER,S.C. Commonwealth Edison Co. 87/05/29. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 15pp. 41391:148-41391:162. 

8706090039 Generic Ltr 87-09 to ail LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706170431 Responds to Generic Ltr 87-06, requesting verification of method used to 
assure leak tight integrity of pressure isolation valves. End describes periodic tests & 
acceptance criteria for each valve. 

TURBAK,M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230361 Application for amends to Licenses NPF-37,NPF-66 & NPF-70, relaxing 
Tech Spec action statements applicable when RCS leakage detection sys 
inoperable.Fee paid. 

AINGER.K.A. Commonwealth Edison Co. 87/06/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41432:241-41432:247. 

-8706230366 Marked-up proposed Tech Specs, relaxing action statements applicable 
when RCS leakage detection sys inoperable. 

• Commonwealth Edison Co. 87/06/17. 4pp. 41432:243-41432:247. 

8706230446 Forwards FSAR change re rev to site boundary.Util plans to sell small por- 
tion of site property to city of Byron for water tower.Site boundary map end. 
AINGER.K.A. Commonwealth Edison Co. 87/06/17, Document Control Branch (Docu- 
ment Control Desk). 3pp. 41429:019-41429:021. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co, 70pp. 41582:001-41582:070. 

8706300546 Forwards request for addl info on 860903 application for amend to Li- 
censes NPF-37 & NPF-66 re use of Boraflex in reracking of spent fuel pool. 
OLSHAN.LN. Project Directorate 111-2. 87/06/22. FARRAR.D.L. Commonwealth 
Edison Co. 4pp. 41490:005-41490:008. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023. “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706030326 Forwards addl info re inservice insp program plan for plant, per 870213 
request. During first refueling outage, five RHR sys welds from Exam Category C-F,ltem 
C5. 11, received surface exam. 

AlNGER,K.A. Commonwealth Edison Co. 87/05/28. Document Control Branch (Docu- 
ment Control Desk). 7pp. 41169:220-41169:226. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc, 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706160361 Forwards order imposing civil penalty in amount of $25,000 based on four 
Severity Level III violations.Civil penalty mitigated by 50% due to unusually prompt & 
extensive corrective actions. Futher mitigation denied, 

TAYLOR, J.M. Deputy Executive Director ♦or Regional Operations (Post 870413). 87/ 
06/11. 0’CONNOR,J.J. Commonwealth E::..sc.n C:. -p. 41335:085-41335:095. 

-8706160365 Order imposing civil monetary penalty m amount of $25,000 based on 
four Severity Level III violations noted our ng 36072 i-OSOS ir.sp. 

TAYLOR, J.M. Deputy Executive Director ‘or Rcg cr.a: Operations (Post 870413). 87/ 
06/11. Commonwealth Edison Co. 10pp. 41335:086-41335:095. 

8706160450 EN-86-084A:on 87061 1 .notice of violation & proposed imposition of civil 
penalty in amount of $25,000 issued based on violation involving installation of pres- 
surizer code safety valve w/o valve disc. 

MILANO,P., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/11. Ip. 
41335:275-41335:275. 

8706160408 Forwards Safety Insp Repts 50-454/87-20 & 50-455/87-19 on 870502- 
29.No violations noted. 

FORNEY,W.L. Region 3. Office of Director. 87/06/12. REED,C. Commonwealth 
Edison Co. 2pp. 41317:027-41317:042. 

-8706160420 Safety Insp Repts 50-454/87-20 & 50-455/87-19 on 870502-29. No viola- 
tions or deviations noted.Major areas inspected: licensee action on previous insp 
findings,LERs, operations summary.traininc, containment integrity, S'jr\'e!"an.ce & maint. 
HINDS,J.M. Region 3. Office c: Di'ectc". S7, 06 Vi. '4pp. ^. ’3' r:02e-'"3;7 :;42. 

8706230302 Forwards Safety Insp Repts 50-454/87-21 & 50^455/87-20 on 870526- 
28, No violations noted. 

HEHL,C.W. Region 3, Office of Director. 87/06/17. REED,C. Commonwealth Edison 
Co, 2pp. 41433:259-41433:269. 

-8706230304 Insp Repts 50-454/87-21 & 50-455/87-20 on 870526-28.No violations or 
deviations noted.Major areas inspected: training program effectiveness for licensed 
operator training & nonlicensed staff training. 

HASSE,R.A., HUBER, M.P., EICK,S.D. Region 3. Office of Director. 87/06/16. 9pp. 
41433:261-41433:269, 
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8706230322 Forwards Exam Rept 50-454/OL-87-01 of exams administered during wks 
of 870504 & 1 1. Generic weakness & general concern during administration of operat- 
ing exam noted.Response requested. 

HEHL.C.W. Region 3. Office of Director. 87/06/17. REED.C. Commonwealth Edison 
Co. 2pp. 41431:248-41431:249. 

”8706230325 Exam Rept 50-454/OL-87-01 of exams administered during wks of 
870504 & 11. Exam results: all four reactor operators & seven of nine senior reactor 
operators passed.Master copies of exams end. 

REIDINGER.T.D., LENNARTZ.J.A.. DAMON.D.J. Region 3. Office of Director. 87/06/ 
16. 122pp. 41431:280-41432:011. 

8706170116 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706220216 Monthly operating repts for May 1987.W/87061O Itr, 

SPIT2ER,D.J.. QUERIO,R.E. Commonwealth Edison Co. 87/05/31. 14pp. 41412:094- 
41412:107. 


S. Reportable occurrences, LERs & related correspondence 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR.RES.AEOD & regional ofcs on events which occurred 
since 870512 meeting.Events discussed & significant elements of events end. 
LANNING.W. Events Assessment Branch. 87/05/21. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 87041 1). 10pp. 41 128:003-41128:012. 

8706050049 LER 87-01 3-0O:on 870501, reactor trip signal occurred during control rod 
position surveillance.Caused by momentary loss of level simulation due to bumping of 
simulation mechanism. Precaution to simulation surveillance added. W/870529 Itr, 
BRINDLE.D., QUERIO.R.E. Commonwealth Edison Co. 87/05/29. 4pp. 41192:328- 
41192:331. 

8706170009 PNO-lll-87-081 :on 87061 0.earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville,IL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY, W. Region 3. Office of Director. 87/06/1 1 . Ip. 41371:148-41371:148. 

8706180200 LER 87-01 4-0O:on 870505, mode change inoperable steam generator oc- 
curred due to misplugged tube.Caused by personnel error.Tube plugged & verified 
correctPersonnel counseled. W/87061 2 Itr. 

SNOW.M.. QUERiO.R.E. Commonwealth Edison Co. 87/06/12. 5pp. 41390:092- 
41390:096. 

8706300675 LER 87-016-00:on 870526,during Mode 3.both trains of containment spray 
additive sys discovered inoperable.Caused by two locked open isolation valves mispo- 
sitioned due to procedural deficiency.Valve repositioned.W/870624 Itr. 

JOYCE,!., QUERIO.R.E. Commonwealth Edison Co. 87/06/24. 4pp. 41510:354- 
41510:358. 

8706300015 LER 86-035-01 :on 86 121 7, investigation of possible Part 21 rept on Cooper 
Bessemer KSV series emergency diesel generators revealed nonseismic switches had 
been wired into engine overspeed safety-related trip circuit.W/870625 Itr. 
CHERNICK.A., QUERIO.R.E. Commonwealth Edison Co. 87/06/25. 4pp. 41494:033- 
41494:036. 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility Hcensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O encis. 

HEHL,C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation of 
operator licensing exam process within Region 1 1 1. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds.” Agenda end. 
CHRISSOTIMOS.N- Region 3, Office of Director, 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 

8706230302 Forwards Safety Insp Repts 50-454/87-21 & 50-455/87-20 on 870526- 
28. No violations noted. 

HEHL.C.W. Region 3, Office of Director. 87/06/17. REED.C. Commonwealth Edison 
Co. 2pp. 41433:259-41433:269. 

”8706230304 Insp Repts 50-454/87-21 & 50-455/87-20 on 870526-28.No violations or 
deviations noted.Major areas inspected: training program effectiveness for licensed 
operator training & nonlicensed staff training. 

HASSE.R.A., HUBER, M.P.. EICK.S.D. Region 3, Office of Director. 87/06/16. 9pp. 
41433:261-41433:269, 

8706230322 Forwards Exam Rept 50-454/OL-87-01 of exams administered during wks 
of 870504 & 1 1 .Generic weakness & general concern during administration of operat- 
ing exam noted.Response requested. 

HEHL,C.W. Region 3, Office of Director. 87/06/17. REED.C. Commonwealth Edison 
Co. 2pp. 41431:248-41431:249. 

”8706230325 Exam Rept 50-454/OL-87-01 of exams administered during wks of 
870504 & 11. Exam resuttsrall four reactor operators & seven of nine senior reactor 
operators passed.Master copies of exams end. 

REIDINGER.T.D., LENNARTZ.J.A., DAMON.D.J. Region 3, Office of Director. 87/06/ 
16. 122pp. 41431:280-41432:011. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8706040357 Rev 3 to Fr"erge"cy Plan Implementing Procedure BZP 310-3, "Ongoing 
E-TiC-g-enwy L-crn.r :>r's p'l-rar. Responsibility - Station Director).’’ 

‘ Co.T.'ricr-v.ea'ih EMsscn Co. 87.'C5-26 4pp. 41177:164-41177:167. 

8706100194 Forwards “Comm Ed Final Summary Rept of Human Factors Review for 
Byron/ Braidwood Stations Emergency Response Facilities.” Rept meets util commit- 
mo.rts for ir.cl-jrr.cn^ir.g Supp ', NJ'VrG iy/3"’, items V.a.2.a & V.c.1 . 

HUNSAQi;.”.S C Commonwealth Edison Co. 87/06/01. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41238:103-41238:154. 

”8706100198 “Comm Ed Final Summary Rept on Human Factors Review for Byron/ 
Braidwood Stations Emc'g-cncv Roscense Facilities.” 

* Commonwealth Ecison Co. 8/ C5'P7 50pp. 41238:105-41238:154. 

8706110365 Forwards Amend 10 to “Fire Protection Rept.” Amend updates rept by in- 
corporating new & revised info applicable to plants.Amend includes Section 2.4 & App 
A5.8 providing safe shutdown analysis & App R deviations, respectively. 
HUNSADER,S,C. Commonwealth Edison Co. 87/06/03. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp. 41261:285-41262:302. 

”8706110374 Amend 10 to “Fire Protection Rept.” 

* Commonwealth Edison Co. 87/06/30. 370pp. 41261:293-41262:302. 

8706220167 Rev 8 to Emergency Plan Implementing Procedure BZP 310-1, “Initial Noti- 
fications & Generating Station Emergency Plan Responses (Primary Responsibility - 
Station Director).” W/ revised index. 

Commonwealth Edison Co. 87/06/15. 12pp. 41411:101-41411:112. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24, “Determining Recommended Offsite Protective Action Response Option for 
General Public." 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


P. Operating license stage documents & correspondence 

8706080219 Forwards final “Conformance to Generic Ltr 83-28, Item 2.2.2, Vendor Inter- 
face Programs (All Other Safety-Related Components), Byron Station Units 1 & 2," 
technical evaluation rept.Plant conforms to Item 2.2.2. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/04. CARRINGTON, M, Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41210:351-41211:005. 

”8705010070 “Conformance to Generic Ltr 83-28, Item 2.2.2, Vendor Interface Programs 
(AH Other Safety-Related Components), Byron Station, Units 1 & 2," technical evalua- 
tion rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7557. 87/03/31. NRC - No Detailed Affiliation 
Given. 12pp. 41210:352-41211:005. 

8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OL.per IE Manual Chapter 94300. 

GRABER.L. LN Technologies Corp. (formerly NUS Corp.). 87/05/08. Division of Rules 
& Records (Pre 870413). Ip. 41210:030-41210:030. 

8706050090 Forwards planned submittal dates per 870311 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK.M.S. Commonwealth Edison Co. 87/05/22. DAVIS.A.B. Region 3, Office of 
Director. 2pp. 41200:078-41200:079. 

8706260235 Forwards “Byron Nuclear Plant Essential Svc Water Cooling Tower Test 
Plan Preliminary Evaluation," Itr rept based on presentation to NRC on 87051 3.Rept 
completes work scope requirements of Task 4-9 (TACs 64944 & 64945). 
OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G. Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6023. 87/05/22. CARRINGTON, M. Office of 
Nuclear Reactor Regulation, Director (Post 87041 1). 2pp. 41480:129-41480:136. 

”8706260237 “Byron Nuclear Plant Essential Svc Water Cooling Tower Test Plan Pre- 
liminary Evaluation," ltr rept. 

PACE,N.E. EG&G Idaho, Inc. (subs, of EG&G. Inc.). PACE,N.£ Idaho National Engi- 
neering Laboratory. FIN D-6023. 87/05/22. NRC - No Detailed Affiliation Given. 6pp. 
41480:131-41480:136. 

8706030259 Fonvards re-evaluation of wet-bulb temp operating restrictions on essentia! 
svc water cooling towers, proposing new operating limit of 90 F.for review & 
approval.Deletion of 861103 & 870114 proposals requested. 

AINGER.K.A. Commonwealth Edison Co. 87/05/26. Document Control Branch (Docu- 
ment Control Desk). 5pp. 41152:202-41152:206. 

8706030178 Summary of 870513 meeting w/util,INEL & Environ Sys Corp in 
Bethesda,MD re essential svc water cooling tower test program.List of attendees & 
viewgraphs end. 

OLSHAN,L.N. Project Directorate III-2. 87/05/28. Project Directorate 111-2. 15pp. 
41165:321-41165:335. 

8706050043 Discusses results of analysis to support deletion of wet-bulb temp operat- 
inq restriction on essential svc water cooling towers.Design basis need not consider 
coincident LOCA & tornado generated missile due to unlikelihood. 

AINGER,K.A. Commonwealth Edison Co. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41192:051-41192:052. 

8706180001 Discusses use of fan motor data to determine actual flow In lieu of direct 
airflow measurement.Advises that further assessment of facility reactor containment 
fan cooler low speed fan performance completed, per 870206 request. 
HUNSADER.S.C. Commonwealth Edison Co. 87/05/29. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 15pp, 41391:148-41391:162, 
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8706170084 Amends info provided to NRC in 870413 Itr re number of tubes removed 
from SVC during Unit 1 first refueling outage.Table shows cumulative status of tubes 
taken from steam generator. 

QUERIO.R.E. Commonwealth Edison Co. 87/06/01. DAVIS, A.B. Region 3, Office of 
Director. Ip. 41371:210-41371:210. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100136 Partial response to FOIA request for region input to NRR re status of plant 
readiness for OL.Forwards App D documents. App C & D documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04, GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 3pp. 41245:237-41245:354. 

“8706100150 Forwards info re plant preparedness for leer sing, inc!::dir.g itor"S 'oquiring 
insp & resolution prior to finding of readiness for opurauor Roa;oc: aocjrno'":s end. 
NORELIUS.C.E. Region 3, Office of Director. 86/10/21. THOMPSON.H.L. Division of 
Pressurized Water Reactor Licensing - A (851125-870411). 52pp. 41245:241- 
41245:292. 

8706150003 Partial response to FOIA request for documents re status of preparedness 
for licensing.Fonwards App F documents.App E & F documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/09. GRABER.L. 
LN Technologies Corp. (formerly NUS Corp.). 5pp. 41302:001-41304:146. 

“8706150026 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
943O0.Ends include items requiring insp & resolution before Region 111 can endorse 
finding of readiness.Fuel loading date of 861115 projected. 

NORELIUS.C.E. Region 3, Office of Director. 86/08/14. THOMPSON.H.L. Division of 
Pressurized Water Reactor Licensing - A (851125-870411). 25pp. 41302:144- 
41302:168. 

8706170431 Responds to Generic Ltr 87-06, requesting verification of method used to 
assure leak tight integrity of pressure isolation valves.EncI describes periodic tests & 
acceptance criteria for each valve. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230361 Application for amends to Licenses NPF-37,NPF-66 & NPF-70, relaxing 
Tech Spec action statements applicable when RCS leakage detection sys 
inoperable. Fee paid, 

AINGER,K.A. Commonwealth Edison Co. 87/06/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41432:241-41432:247. 

“8706230366 Marked-Up proposed Tech Specs.relaxing action statements applicable 
when RCS leakage detection sys inoperable. 

* Commonwealth Edison Co. 87/06/17. 4pp. 41432:243-41432:247. 

8706230446 Forwards FSAR change re rev to site boundary.Util plans to sell small por- 
tion of site property to city of Byron for water tower.Site boundary map end. 
AINGER.K.A. Commonwealth Edison Co. 87/06/17, Document Control Branch (Docu- 
ment Control Desk). 3pp. 41429:019-41429:021. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J, Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706300546 Forwards request for addi info on 860903 application for amend to Li- 
censes NPF-37 & NPF-66 re use of Boraflex in reracking of spent fuel pool. 
OLSHAN.LN. Project Directorate III-2. 87/06/22. FARRAR.D.L. Commonwealth 
Edison Co. 4pp. 41490:005-41490:008. 

8706260069 Urges NRC not to approve Comm Ed request for amend of any OL re 
Braidwood 1 & 2 & not to determine no significant hazard exists w/o first holding adju- 
dicatory hearings on serious financial qualifications issues. 

CASSEL,D.W. Business & Professional People for the Public Interest. 87/06/23, 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411), 2pp. 
41476:013-41476:103. 

-.8706260076 Provides brief updated rept on status of Comm Ed proposal before State 
of IL Commerce Commision to restructure ownership & other financial arrangements 
re facilities.Urges NRC not to make finding prior to hearing. 

CASSEL,D.W. Business & Professional People for the Public Interest. 87/06/23. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411), 90pp. 
41476:015-41476:103. 

8706300318 Notification of 870629 meeting w/util to discuss transfer of ownership of 
facilities. 

OLSHAN.L. Project Directorate 111-2. 87/06/23. MULLER.D.R, Project Directorate 111-2. 
3pp. 41490:360-41490:362. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co, of New York. Inc. 108pp. 41142:332-41143:075, 

8705290040 NRC Info Notice 87-024. “Operational Experience Involving Losses of 
Electrical Inverters.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706150003 Partial response to FOIA request for documents re status of preparedness 
for licensing.Fonwards App F documents.App E & F documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/09. GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 5pp. 41302:001-41303:360. 


“8706150026 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300. Ends include items requiring insp & resolution before Region III can endorse 
binding of 'oadiness.Fuel loading date of 861115 projected. 

NQHEl .-JSO.E Region 3, Office of Director. 86/08/14. THOMPSON.H.L Division of 
Pressurized Water Reactor Licensing - A (851125-870411). 25pp. 41302:144- 
41302:168. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10, 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Sve list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706160408 Forwards Safety Insp Repts 50-454/87-20 & 50-455/87-19 on 870502- 
29.No violations noted. 

FORNEY.W.L. Region 3. Office of Director. 87/06/12. REED,C. Commonwealth 
Edison Co. 2pp. 41317:027-41317:042. 

“8706160420 Safety Insp Repts 50-454/87-20 & 50-455/87-19 on 870502-29. No viola- 
tions or deviations noted. Major areas inspected: licensee action on previous insp 
findings, LERs, operations summary.training, containment integrity, surveillance & maint. 
HINDS, J.M. Region 3, Office of Director. 87/06/11. 14pp. 41317:029-41317:042. 

8706230302 Forwards Safety Insp Repts 50-454/87-21 & 50-455/87-20 on 870526- 
28. No violations noted. 

HEHLC.W. Region 3, Office of Director. 87/06/17. REED,C. Commonwealth Edison 
Co. 2pp. 41433:259-41433:269. 

“8706230304 Insp Repts 50-454/87-21 & 50-455/87-20 on 870526-28.No violations or 
deviations noted.Major areas inspected: training program effectiveness for licensed 
operator traininc & nonlicensed staff training. 

HASSE,R./\, HUBL-RM.?., EICK,S.D, Region 3, Office of Director. 87/06/16. 9pp. 
41433:261-41433:269. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Sve list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Sve list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical. Academic & Commerdal Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706220216 Monthly operating repts for May 1987.W/870610 Itr. 

SPITZER,D.J.. QUERlO,R.E. Commonwealth Edison Co. 87/05/31. 14pp. 41412:094- 
41412:107. 


S. Reportable occurrences, LERs & related correspondence 


8706010423 Responds to CE Norelius 870414 request to investigate crack in structure 
at facility. Field exam performed by Sargent & Lundy on 870429 showed small gap be- 
tween two sections of embedment plate not crack.Condition acceptable. 

AINGER.K.A. Commonwealth Edison Co. 87/05/22. DAVIS, A.B. Region 3, Office of 
Director. 2pp. 41129:347-41129:348. 

8706100215 LER 87-007-00:on 870504, reactor tripped during performance of quarterly 
power range calibr surveillance.Cause of capacitor failure undetermined but attributa- 
ble to normal wearout.lnverter 21 1 replaced.W/870602 Itr. 

JOYCE, T., QUERIO.R.E. Commonwealth Edison Co. 87/06/02. 4pp. 41241:040- 
41241:043. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting. List of attendees.events discussed & 
significant elements of events & summary of reactor scrams & significant events end. 
LANNING.W. Events Assessment Branch. 87/06/08. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411), 12pp. 41392:262-41392:273. 

8706170009 PNO-lll-87-081:on 870610, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants, 

FORNEY, W. Region 3, Office of Director. 87/06/11. Ip. 41371:148-41371:148. 

8706300168 LER 87-004-01 :on 870221 .permission given to adjust containment isolation 
valve 2PS9357A w/o initiating appropriate limiting condition for action 
requirementCaused by personnel error.Shift engineer counseled.W/870625 Itr, 
KOUBA.W., QUERIO.R.E. Commonwealth Edison Co. 87/06/25. 5pp. 41489:355- 
41489:359. 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398,personal qualifications statement-licensee 
& NRC Form 396, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/O ends, 

HEHLC.W. Region 3, Office of Director, 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 
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8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region III. Presentations will incorporate Rev 4 
of NUREG- 0121, ‘‘Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 

8706230302 Forwards Safety Insp Repts 50-454/87-21 & 50-455/87-20 on 870526- 
28.No violations noted. 

HEHUC.W. Region 3. Office of Director. 87/06/17. REED.C. Commonwealth Edison 
Co. 2pp. 41433:259-41433:269. 

-8706230304 Insp Repts 50-454/87-21 & 50-455/87-20 on 870526-28.No violations or 
deviations noted. Major areas inspected: training program effectiveness for licensed 
operator training & nonlicensed staff training. 

MASSE, R.A.. PHILLIPS, M.P. Region 3, Office of Director. 87/06/16. 9pp. 41433:261- 
41433:269. 


DOCKET STN-50-456 BRAIDWOOD STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8706150208 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BRAIDWOOD STATION, UNITS 1 AND 2.Docket Nos. 50-456 And 50-457.(Common- 
wealth Edison Company) 

* Division of Reactor Projects - III, IV, V & Special Projects (Post 870411). NUREG- 
1002 S03. 87/05/31. 35pp. 41300:212-41300:246. 

8706170110 Forwards SSER-3 (NUREG-1002) for facility.for use. 

MULLER, D.R. Project Directorate III-2, 87/06/08. FARRAR. D.L. Commonwealth 
Edison Co. 37pp. 41382:323-41382:360. 


F. Security, medical, emergency & fire protection plans 

8706010311 Forwards Safeguards Insp Rept 50-456/87-17 on 870305 & 0504-06.No 
violations noted.lnsp conducted to review util investigation of apparent unknown 
causes of equipment malfunction. 

AXELSON.W.L. Region 3, Office of Director. 87/05/20. REED.C. Commonwealth 
Edison Co. 2pp. 41133:051-41133:071. 

-8706010319 Safeguards Insp Rept 50-456/87-17 on 870305 & 0504-06.No violations 
noted. Major areas inspected:deviation & investigation repts involving equipment mal- 
function for which cause not known & potential tampering of equipment. 
KNICELEY,J.R.. CREED.J.R. Region 3, Office of Director. 87/05/20. 19pp. 
41133:053-41133:071. 

8706080063 Advises that 870506 final 'jIo extends t\nrmg ''equi'emc.nt for full-participa- 
tion exercise to 2 yrs before full ocwcr licensing. No action rocjired on util 860822 
exemption request provided full power ! c-mse issued by Nov 135 '. 

STEVENS, J.A. Project DirectO'ale .-2. 8''Tr;/28 FAFR.^R.i.).! . Commonwealth 
Edison Co. 3pp. 41211:293-41211:295. 

8706110330 Revised procedures, including Rev 2 to Bw2P 090-1 A5, “General Emergen- 
cy Checklist" & Rev 3 to BwZP 500-2A1, “NARS Communication Checklist." Revised 
table of contents also end. 

NEWMAN, J. Commonwealth Edison Co. 87/05/28. 7pp. 41268:123-41268:129. 

8706100194 Forwards “Comm Ed Final Summary Rept of Human Factors Review for 
Byron/ Braidwood Stations Emergency Response Facilities." Rept meets util commit- 
ments for implementing SuppI 1, NUREG-0737,ltems V.a.2.a & V.c.1. 

HUNSADER.S.C. Commonwealth Edison Co. 87/06/01. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41238:103-41238:154. 

-8706100198 "Comm Ed Final Summary Rept on Human Factors Review for Byron/ 
Braidwood Stations Emergency Response Facilities." 

* Common wna I ih Epuso" Co 87/D5/2‘' 50pp. 41238:105-41238:154. 

8706110243 Revised block index procedures,including Rev 5 to BwZP 300-1, “Initial No- 
tification & Generating Station Emergency Plan Response (Primary Responsibility- 
Emergency Director)" & BwZP 300-1 A9, “App l-Oil Spill Notifications." 

NEWMAN. J. Commonwealth Edison Co. 87/06/01. 20pp. 41268:245-41268:264. 

8706110365 Forwards Amend 10 to "Fire Protection Rept.” Amend updates rept by in- 
corporating new & revised info applicable to plants.Amend includes Section 2.4 & App 
A5.8 providing safe shutdown analysis & App R deviations, respectively. 
HUNSADER.S.C. Commonwealth Edison Co. 87/06/03. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp. 41261:285-41262:302. 

-8706110374 Amend 10 to “Fire Protection Rept." 

* Commonwealth Edison Co. 87/06/30. 370pp. 41261:293-41262:302. 

8706240200 Rev 2 to Procedure BwZP 200-1 A1, “App A Braidwood Emergency Action 
Levels." 

* Commonwealth Edison Co. 87/06/03. 19pp. 41438:105-41438:123. 

8706230167 Revised procedures, inciudinq Rev 4 to BwZP 500-4, “Operational Support 
Ctr Inventory (Primary Responsibility- Generating Station Emergency Plan Coordina- 
tor" & Rev 6 to BwZP 500-4A1, “Operational Support Ctr Inventory Checklist.” 

* Commonwealth Edison Co. 87/06/04. 7pp. 41427:202-41427:208. 

8706190008 Forwards 870318 joint emergency preparedness exercise plan rept & 
870327 offsite remedial drill of State of IL offsite radiological emergency preparedness 
plans for plant 

KRIMM.R.W. Federal Emergency Management Agency. 87/06/15. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 4pp. 
41405:152-41405:223. 

-8706190012 Exercise rept of 870318 exercise and 870527 offsite remedial drill of 
State of IL offsite radiological emergency preparedness plans for plant. 

* Federal Emergency Management Agency. 87/06/10. 68pp. 41405:156-41405:223. 

8706260319 Forwards status description of penetration fire steel installation to clarify 
info provided in 870610 Itr. Installation of fire seals for penetrations will be completed 
by 870831. 

HUNSADER.S.C. Commonwealth Edison Co. 87/06/18. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41481:31 1-41481:312. 


8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24, “Determining Recommended Offsite Protective Action Response Option for 
General Public." 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


G. Adjudicatory correspondence 


8706020047 Errata correction.* Requests pen & ink corrections to minority decision 
pages forwarded as “corrected” pages to “errata" dtd 87051 9.Pages 73,74 & 75 
should be numbered as Pages 72,73 & 74,respectively.Served on 870529. 
GROSSMAN, H. Atomic Safety and Licensing Board Panel. #287 3537. 87/05/19 Ip 
41123:360-41123:360. 


8706020057 Errata.* Forwards corrected pages to minority opinion, matters of 
dissent.Served on 870528. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. #287 3547. 87/05/19 
34pp. 41129:255-41129:288. 

8706020143 Errata to concluding partial initial decision (OL).* Minor editoral corrections 
listed.Served on 870528. 

COLE.R.F. Atomic Safety and Licensing Board Panel. #28 7 3606. 87/05/19. Ip, 
41124:079-41124:079. 

8706020159 Amend to concluding partial initial decision.* Amends 870519 concluding 
initial decision to delete limited authorization granted NRR to issue license for low 
power testing,due to issuance of LBP-87-13 on 87051 S.Served on 870526. 
COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing Board Panel. 3587. 
87/05/22. 4pp. 41123:356-41123:359. 

8706020175 NRC Staff response to motion to admit late-filed contention on financial 
qualifications.* Board must deny motion to admit late-filed contention & deny request 
to certify question of waiver to Commission.W/Certificate of Svc. 

CHAN.E.I. Assistant General Counsel for Hearings. #287 3615. 87/05/26. Atomic 
Safety and Licensing Board Panel. 24pp. 41 129:001-41 129:024. 

8706020035 Commonwealth Edison Co comments to Commission on immediate effec- 
tiveness issues.* Forwards affidavits of MJ Wallace & JC Bukovski.Requests opportu- 
nity to be heard if Commission contemplates such stay. 

STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#287 3533. 87/05/28. Commissioners. 2pp. 41124:024-41124:032. 

—8706020039 Affidavit of JC Bukovski.* Affidavit of JC Bukovski re delay in 
startup, testing & commercial operation of Unit 1 . 

BUKOVSKI, J.C. Commonwealth Edison Co. 87/05/28. 2pp. 41124:026-41124:027. 

-8706020041 Affidavit of MJ Wallace.* Affidavit of MJ Wallace re startup & initial criti- 
cality of Unit 1 .W/Certificate of Svc. 

WALLACE,M.J. Commonwealth Edison Co. 87/05/28. 5pp. 41124:028-41124:032. 

8706090129 Withdraws util jurisdictional objection to intervener 870506 motion to admit 
late-filed contention on financial qualifications, due to util submittal of application to 
amend License NPF-59 to include subsidiary as co-licensee. 

GALLO, J. Commonwealth Edison Co. GALLO, J. Isham, Lincoln & Beale. #287 3666. 
87/05/29. GROSSMAN, H.. COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing 
Board Panel. Ip. 41207:298-41207:298. 

8706030198 Notice of appeal.* Intervenor BL Rorem.by attys & in accordance w/ 
10CFR2.762,appeal ASLB 870519 concluding partial initial decision re plant which 
served on parties on 870521. Notice of appearance & Certificate of Svc end. 
CASSEL.D.W. Rorem, B. CASSEL.D.W. Cassel, D.W. #287 3618. 87/06/01. 4pp. 
41139:001-41139:004. 

8706100085 Forwards util 870528 application, per author 870529 motion, Filing seeks to 
add Edison wholly-owned subsidiary as co-licensee. 

GALLO.J. Commonwealth Edison Co. GALLO, J. Isham, Lincoln & Beale. #287 3671. 
87/06/03. GROSSMAN.H., COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing 
Board Panel. 105pp. 41228:313-41229:057. 

8706160049 Order.* ASLB 870513 partial initial decision addressing emergency plan- 
ning issues will be reviewed sua sponte & will not be deemed final until further 
order.No appeal from decision received. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #287 3704. 87/06/09, 
Office of the General Counsel. 2pp. 41297:239-41297:240. 

8706160078 Notice of reconstitution of Board.* IW Smith, chairman & RF Cole & AD 
Callihan.members.Served on 870610. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #287 3710, 87/06/09. 2pp. 
41296:320-41296:321. 

8706160058 Memorandum & order (denying interveners motion to admit late-filed con- 
tentions on financial qualifications).* Rorem, et al 870506 motion re financial qualifica- 
tions of new CO- licensees denied for want of jurisdiction.Served on 870611. 

SMITH, I.W. Atomic Safety and Licensing Board Panel, #287 3718. 87/06/10. Rorem, 
B. 4pp. 41297:231-41297:234. 

8706190188 Memorandum on Licensing Board jurisdiction.* Jurisdiction over inten/enors 
870506 motion retained until further action of Licensing Board due to util 870528 filing 
of application for amend to OL.Served on 870616. 

SMITH.I.W. Atomic Safety and Licensing Board Panel. #28 7 3746. 87/06/15. 2pp, 
41388:306-41388:307. 

8706260233 Responds to appeal of denial of FOIA request for Document 10 in App C 
of 870309 response. Forwards Document lO.Document partially withheld (ref FOIA Ex- 
emption 7). 

CHILK.S.J. Office of the Secretary of the Commission. 87/06/22. WHICHER.J.M. 
Roger Baldwin Foundation. 2pp. 41483:207-41483:223. 

—8706260247 Partially withheld order concluding that further breach of confidentialily 
would harm alleger & future investigations. Intervenor access to Ofc of Investigations 
files denied.W/ Certificate of Svc.Served on 861 1 1 0 (limited svc). 

CH1LK,S.J. Office of the Secretary of the Commission. 86/11/07. Atomic Safety and 
Licensing Board Panel. 15pp. 41483:209-41483:223. 
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8706300479 Order.* Amend to 861107 protective order which resolved dispute between 
ASLB & Commission Ofc of Investigation over disclosure of certain investigatory 
matls.Certificate of Svc encl.Served on 870623. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3881. 87/06/22. 
ZECH.LW., ROBERTS.T.M.. ASSELSTINE.J.K. Commissioners. 17pp. 41495:199- 
41495:215. 


Jl. Insurance & indemnity information 

8706100276 Forwards License NPF-70 for facility, FR notice, unexecuted Amend 2 to In- 
demnity Agreement B-102,SSER 3 & Tech Specs (NUREG-1261) prepared in support 
of OL issuance. 

CRUTCHFIELD.D. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/05/21. FARRAR.D.L Commonwealth Edison Co. 4pp. 41246:213- 
41248:014. 

8706030455 Forwards executed Amend 2 to Indemnity Agreement B-102, deleting Item 
3 re Ucenses SNM-1938,NPF-59 & NPF-70. 

OSTER.J. Commonwealth Edison Co. 87/05/27. DINITZJ. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp. 41168:359-41168:360. 


M. Antitrust correspondence 

8706220316 Fonvards revised Attachment 2 to 870528 application for amend to License 
NPF-70 re antitrust review.EncI clarifies dates when NRR review & determination of 
no significant changes occurred since original CP reviews performed. 

HUNSADER,S.C. Commonwealth Edison Co. 87/06/15. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41412:196-41412:197. 


P. Operating license stage documents & correspondence 

8706080233 Forwards “Conformance to Generic Ltr 83-28, Item 2.2.2, 'Vendor Interface 
Programs (all Other Safety-Related Components),’ Braidwood Station, Units 1 & 2." 
final technical evaluation rept. 

R0BERTS;E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/03/05. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41209:140-41209:155. 

-6705190128 "Conformance to Generic Ltr 83-28,ltem 2.2.2, 'Vendor Interface Pro- 
grams (All Other Safety-Related Components),' Braidwood Station Units 1 & 2,’’ tech- 
nical evaluation rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG-NTA-7551. 87/02/28, NRC - No Detailed Affiliation 
Given. 13pp. 41209:141-41209:155. 

8706080119 FOIA request for region input to NRR re status of listed plants readiness 
for OL.per IE Manual Chapter 94300. 

GRABER.L. LN Technologies Corp. (formerly NUS Corp.). 87/05/08. Division of Rules 
& Records (Pre 870413). Ip. 41210:030-41210:030. 

8706100276 Forwards License NPF-70 for facility,FR notice, unexecuted Amend 2 to In- 
demnity Agreement B-102,SSER 3 & Tech Specs (NUREG-1261) prepared in support 
of OL issuance. 

CRUTCHFIELD.D. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/05/21. FARRAR.D.L. Commonwealth Edison Co. 4pp. 41246:213- 
41248:014, 

-8706100280 License NPF-70 for facility. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/ 
02. 7pp. 41246:217-41246:223. 

-8706100287 Environ protection plan (nonradiological) for facility, App B to License 
NPF-70. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/21. 12pp. 
41246:224-41246:235. 

-8706100299 Notice of issuance of License NPF-70 for facility.NUREG-1261 Tech 
Specs end. 

* Project Directorate III-2. 87/05/19. 499pp. 41246:236-41248:014. 

8706050090 Forwards planned submittal dates per 870311 meeting w/ LR Greger & DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK,M.S. Commonwealth Edison Co. 87/05/22. DAVIS,A.B. Region 3. Office of 
Director. 2pp. 41200:078-41200:079. 

8706050276 Application for amend to License NPF-59,recogni2ing Central Illinois Elec- 
tric Generating Co status as titleholder of facility, per agreement between util, State of 
IL & Cook (Dounty.MOU & marked-up license encl.Fee paid. 

HUNSADER,S.C. Commonwealth Edison Co. 87/05/28. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 104pp. 41197:265-41 198:008. 

-8706050286 Proposed Tech Sp6C8,recognizlng creation of Central Illinois Electric Gen- 
erating Co as subsidiary & co-licensee of facility. 

* Commonwealth Edison Co. 87/05/28. 8pp. 41198:001-41198:008. 

8706110449 Responds to 070327,0416 & 0511 Itrs indicating that control room recircu- 
lation charcoal adsorber air flow distribution & air mixing test results outside ANSI N- 
510 acceptance criteria.Control room doses will continue within GDC limits. 

STEVENS, J.A. Project Directorate III-2. 87/06/03. FARRAR,D.L. Commonwealth 
Edison Co. 4pp. 41261:212-41261:215. 

8706150003 Partial response to FOIA request for documents re status of preparedness 
for licensing.Forwards App F documents.App E & F documents available in pDR. 
GRIMSLE>\D.H. Division of Rules & Records (Post 870413). 87/06/09. GRABER.L. 
LN Technologies Corp. (formerly NUS Corp.). 5pp. 41302:001-41303:360. 

-8706150010 Forwards info re facility preparedness for licensing^er IE Manual Chapter 
94300.Encl8 include items requiring insp & resolution before Region III can endorse 
finding of readiness. Fuel load date of 860930 projected. 

NORELIUS.C.E. Region 3, Office of Director. 86/07/31. THOMPSON, H.L. Division of 
Pressurized Water Reactor Licensing - A (851125-870411), 69pp. 41302:007- 
41302:075. 


-8706150016 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Fuel loading completed on 861103. 

NORELIUS.C.E. Region 3. Office of Director. 86/12/10, NOVAK.T.M. Division of Pres- 
surized Water Reactor Licensing - A (851125-870411). 34pp. 41302:076-41302:109. 

-8706150022 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Fuel loading completed on 861103. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/19. NOVAK.T.M. Division of Pres- 
surized Water Reactor Licensing - A (851125-870411). 34pp. 41302:110-41302:143. 

8706170431 Responds to Generic Ltr 87-06, requesting verification of method used to 
assure leak tight integrity of pressure isolation valves.EncI describes periodic tests & 
acceptance criteria for each valve. 

TURBAK.M.S. Commonwealth Edison Co. 87/06/11. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41385:271-41385:282. 

8706220173 Forwards Rev 0 to Procedure BWVP 200-1077, “Leak Testing of Potential- 
ly Radioactive Components Outside of Containment,” to fulfill 860826 commitment to 
provide leak detection program. 

HUNSADER,S.C. Commonwealth Edison Co. 87/06/11. MURLEY,T,E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41412:071-41412:077. 

-8706220177 Rev 0 to Procedure BwVP 200-1077, “Leak Testing of Potentially Radio- 
active Ciomponents Outside of Containment," 

• Commonwealth Edison Co. 87/06/11. 5pp. 41412:073-41412:077. 

87(^150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230361 Application for amends to Licenses NPF-37.NPF-66 & NPF-70, relaxing 
Tech Spec action statements applicable when RCS leakage detection sys 
inoperable.Fee paid. 

AINGER,K.A. Commonwealth Edison Co. 87/06/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41432:241-41432:247. 

-8706230366 Marked-up proposed Tech Specs, relaxing action statements applicable 
when RCS leakage detection sys inoperable. 

* Commonwealth Edison Co. 87/06/17. 4pp. 41432:243-41432:247. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260312 Submits Natl Board Audit Team final rept of Phillips Getschow N-5 data 
rept program for Unit 1, based on audit conducted during Nov & Dec 1986.Concems 
expressed verbally due to difficulty in comprehending complexity of program, 
SULLIVAN,M.F.. L1NDBECK,C.S., SIEVER,R. National Board of Boiler & Pressure 
Vessel Inspectors. 87/06/19. DAVIS,B. Region 3, Office of Director. 7pp. 41482:128- 
41482:134. 

8706260069 Urges NRC not to approve Comm Ed request for amend of any OL re 
Braidwood 1 & 2 & not to determine no significant hazard exists w/o first holding adju- 
dicatory hearings on serious financial qualifications issues. 

CASSEL,D.W. Business & Professional People for the Public Interest. 87/06/23. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
41476:013-41476:103. 

-8706260076 Provides brief updated rept on status of Comm Ed proposal before State 
of IL Commerce Commision to restructure ownership & other financial arrangements 
re facilities. Urges NRC not to make finding prior to hearing. 

CASSEUD.W. Business & Professional People for the Public Interest. 87/06/23. 
MURLEY,T,E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90pp. 
41476:015-41476:103. 

8706300318 Notification of 870629 meeting w/util to discuss transfer of ownership of 
fdcilitiss 

OLSHAN,L Project Directorate III-2. 87/06/23, MULLER.D.R. Project Directorate tll-2. 
3pp. 41490:360-41490:362. 


Q. Inspection reports, IE Bulletins & correspondence 

8706010311 Forwards Safeguards Insp Rept 50-456/87-17 on 870305 & 0504-06.No 
violations noted.lnsp conducted to review util investigation of apparent unknown 
causes of equipment malfunction. 

AXELSON,W.L. Region 3, Office of Director. 87/05/20. REED,C. Ck>mmonwealth 
Edison Co. 2pp. 41133:051-41133:071. 

-8706010319 Safeguards Insp Rept 50-456/87-17 on 870305 & 0504-06.No violations 
noted.Major areas in$pected:deviation & investigation repts involving equipment mal- 
function for which cause not known & potential tampering of equipment. 
KNICELEY,J.R,. CREEDJ.R. Region 3, Office of Director. 87/05/20, 19pp. 
41133:053-41133:071. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706010444 Forwards app to SALP 6 Board Repts 50-456/87-01 & 50-457/87-01 for 
Dec 1985 - Nov 1 986,summarizing 870317 meeting. 

DAVIS,A.B. Region 3, Office of Director, 87/05/27. REED,C. Commonwealth Edison 
Co. 2pp. 41 1 29:350-41 1 29:357. 

-8706020005 App to SALP Repts 50-456/87-01 & 50-457/87-01 for Dec 1985 - Nov 
1986. 

* Region 3, Office of Director. 87/05/27. 3pp. 41129:352-41129:357. 
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8706110426 Forwards IE Info Notice 86-098, “Offsite Medical Svcs," distributed on 
861202 to all facilities holding OL or CP. Brief rept on status of arrangements for med- 
ical svcs in offsite plans vis a vis guidance in FEMA Memo MS-1 required. 

STEVENS, J.A. -rc'r.z^ D^'cctcrato “1-2. 87/06/03. FARRAR.D.L Commonwealth 
Edison Co. 3pp. .(:”6 

8706260150 Responds to NRC 870507 Itr re violations noted in Insp Rept 50-456/87- 
52.Corrective actions;test review board training completed & second independent 
project engineering review process implemented. 

FARRAR.D.L. Commonwealth Edison Co. 87/06/03, DAVIS, A.B. Region 3, Office of 
Director. 3pp. 41479:149-41479:151. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706150003 Partial response to FOIA request for documents re status of preparedness 
for licensing.Forwards App F documents.App E & F documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/09. GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 5pp. 41302:001-41303:360. 

-8706150010 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300. Ends include items requiring insp & resolution before Region III can endorse 
findina of readiness.Fuel load date of 860930 projected. 

NORELIUS.C.E. Region 3, Office of Director. 86/07/31. THOMPSON.H.L Division of 
Pressurized Water Reactor Licensing - A (851125-870411). 69pp. 41302:007- 
41302:075. 

-8706150016 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300. Ends include items requiring insp & resolution before Region III can endorse 
f'ndir.c o‘ readiness.Fuel loading completed on 861103. 

NCRLLiUS.C.L. Region 3, Office of Director. 86/12/10. NOVAK,T.M. Division of Pres- 
surized Water Reactor Licensing - A (851125-870411). 34pp. 41302:076-41302:109. 

—8706150022 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
^indinc 0 * readiness.Fuel loading completed on 861103. 

NCRi'L'US.C E Region 3, Office of Director. 87/02/19. NOVAK,T.M. Division of Pres- 
surized Water Reactor Licensing - A (851125-870411). 34pp. 41302:110-41302:143. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Pote-'tially Sin-Hcanf Problems Resulting From 
Human Error Involving Wrong Unit,Wrong “ran :i' V.'rcng Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706090312 LER 87-01 6-00:on 870504, essential svc water sys surveillance not com- 
pleted within required frequency due to inadequate administrative 
procedure.Procedure revised to add separate checkoffs for complete & partial 
surveillances.W/870522 Itr. 

COOMER.T.K., FIT2PATRICK,E. Commonwealth Edison Co. 87/05/22. 4pp. 
41234:096-41234:099. 

8706090201 PNO-lll-87-080:on 870529,reactor achieved initial criticality.OL issued on 
86101 7,authori2ing fuel load & subcritical testing.Preparation for & achievement of ini- 
tial criticality monitored by resident inspectors. 

TONGUE.T., LITTLE. W. Region 3, Office of Director, 87/06/01. 1p. 41220:006- 
41220:006. 

8706170009 PNO-lll-87-081:on 870610, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville,lL.Unusual events declared by six power stations but no 
damage obsen/ed.Ground motion felt at five other plants. 

FORNEY.W. Region 3, Office of Director. 87/06/11. 1p. 41371:148-41371:148. 

8706250460 LER 87-026'00:on 870507, discovered failure to obtain final approval signa- 
ture for temporary procedure changes 852 & 469 within 14 days.Caused by personnel 
error.Procedure for logging procedure changes being revised, W/87061 6 Itr. 

BYRD.S.E., FITZPATRICK, E. Commonwealth Edison Co. 87/06/16. 4pp, 41472:107- 
41472:110. 

8706240218 LER 87-024-00:on 870522 & 27, during removal of backup power supply to 
panel 1PA01J,-'usc fc- prir.an,' power supp'y blow rcs:j'ti''.c in reactor trip signal.Cause 
unknown.Fusn rcpiacec. ri’.e.sioation cc.n-.inuing.Yv/cVCein Itr. 

RAMOS, F., f-i“ZP.'\T~:CK,E. Ccmmo'wc-allh f-d:son Co. 87/06/18. 4pp. 41438:298- 
41438:301. 


T. Hearing transcripts on non-antitrust matters 

8706160266 Transcript of 870612 telcon in Washington, DC.Pp 18,585- 18,596. 

* Atomic Safety and Licensing Board Panel. 87/06/12. 14pp. 41295:019-41295:032. 


V. Operator Examinations 


8706110399 Forwards revised NRC Form 398, personal ac.erficr.tic''.? st-tersm ■i-;-;.-.:;- 
& NRC Form 396,certification of medical exam by fac ;!/ re 

reflect changes to 10CFR55 effective on 870526. W/o encis. 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region III. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds.” Agenda end. 
CHRISSOTIMOS,N. Region 3, Office of Director. S ’.06'Cf;. Irrdiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 

8706170423 Requests provision of end approved listed ref matl in preparation for oper- 
ator & senior operator licensing exams scheduled for wk of 87091 4. Unless applica- 
tions submitted at least 30 days before ex<?.m dato.Fcsfporomcrt may be required. 
HEHL,C.W. Region 3, Office of Director. Cc-nTorv.v-:.:s::h' Edison Co. 5pp. 

41385:260-41385:264. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8706080233 Forwards "Conformance to Generic Ltr 83-28, Item 2.2.2, ’Vendor Interface 
Programs (all Other Safety-Related Components),’ Braidwood Station, Units 1 & 2,” 
final technical evaluation rept. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/03/05. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). 1p. 41209:140-41209:155. 

“8705190128 “Conformance to Generic Ltr 83-28, Item 2.2.2, 'Vendor Interface Pro- 
grams (All Other Safety- Related Components),’ Braidwood Station Units 1 & 2," tech- 
nical evaluation rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG-NTA-7551 . 87/02/28. NRC - No Detailed Affiliation 
Given. 13pp. 41209:141-41209:155. 

8706100276 Forwards License NPF-70 for facility, FR notice,unexecuted Amend 2 to In- 
demnity Agreement B-102,SSER 3 & Tech Specs (NUREG-1261) prepared in support 
of OL issuance. 

CRUTCHFIELD, D. Division of Reactor Projects - II!,1V,V & Special Projects (Post 
870411). 87/05/21. FARRAR,D.L Commonwealth Edison Co. 4pp. 41246:213- 
41248:014. 


“8706100287 Environ protection plan (nonradiological) for facility, App B to License 
NPF-70. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/21. 12pp. 
41246:224-41246:235. 


8706050090 Forwards planned submittal dates per 870311 meeting w/ LR Greger& DE 
Miller re proposed disposal methods for contaminated dirt & other matls at stations. 
TURBAK,M.S. Commonwealth Edison Co. 87/05/22. DAVIS,A.B. Region 3, Office of 
Director. 2pp. 41200:078-41200:079. 

8706110449 Responds to 870327,0416 & 0511 Itrs indicating that control room recircu- 
lation charcoal adsorber air flow distribution & air mixing test results outside ANSI N- 
510 acceptance criteria.Control room doses will continue within GDC limits. 

STEVENS, J.A. Project Directorate 1 1 1-2. 87/06/03. FARRAR,D,L. Commonwealth 
Edison Co. 4pp. 41261:212-41261:215. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706220180 Application to amend CPPR-1 33, recognizing establishment of wholly-owned 
subsidiary corporation,Central Illinois Electric Co & adding subsidiary as co-permit 
holder w/Comm Ed.Marked-up CPPR-1 33 & MOU end. 

HUNSADER,S.C. Commonwealth Edison Co. 87/06/15. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 101pp. 41411:323-41412:063. 

8706230361 Application for amends to Licenses NPF-37,NPF-66 & NPF-70, relaxing 
Tech Spec action statements applicable when RCS leakage detection sys 
inoperable.Fee paid. 

AINGER,K.A. Commonwealth Edison Co. 87/06/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41432:241-41432:247. 

“8706230366 Marked-up proposed Tech Specs,relaxing action statements applicable 
when RCS leakage detection sys inoperable. 

* Commonwealth Edison Co. 87/06/17. 4pp. 41432:243-41432:247. 

8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260069 Urges NRC not to approve Comm Ed request for amend of any OL re 
Braidwood 1 & 2 & not to determine rc sigi^'^icant hazard exists w/o first holding adju- 
dicatory hearings on serious financial qua: iicafions issues. 

CASSEL.D.W. Business & Professional People for the Public Interest. 87/06/23. 
MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
41476:013-41476:103. 

“8706260076 Provides brief updated rept on status of Comm Ed proposal before State 
of IL Commerce Commision to restructure ownership & other financial arrangements 
re facilities. Urges NRC not to make finding prior to hearing. 

CASSEL,D.W. Business & Professional People for the Public Interest. 87/06/23. 
MURLEY.T.E. Cffice of Nuclear Reactor Regulation, Director (Post 870411). 90pp. 
41476:015-41476:103. 
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8706300318 Notification of 870629 meeting w/util to discuss transfer of ownership of 
facilities. 

OLSHAN.L Project Directorate III-2. 87/06/23. MULLER, D.R. Project Directorate 111-2. 
3pp. 41490:360-41490:362. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8706150208 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BRAIDWOOD STATION.UNITS 1 AND 2.Docket Nos. 50-456 And 50-457. (Common- 
wealth Edison Company) 

* Division of Reactor Projects - 111, IV, V & Special Projects (Post 870411). NUREG- 
1002 S03. 87/05/31. 35pp. 41300:212-41300:246. 

8706170110 Forwards SSER-3 (NUREG-1002) for facility, for use. 

MULLER.D.R. Project Directorate 111-2. 87/06/08. FARRAR, D.L. Commonwealth 
Edison Co. 37pp. 41382:323-41382:360. 


F. Security, medical, emergency & fire protection plans 

8706110330 Revised procedures inc'udinc Rev 2 to BwZP 090-1 A5, "General Emergen- 
cy Checklist" & Rev 3 to BwZP 5 ::j- 2AV "NARS Communication Checklist." Revised 
table of contents also end. 

NEWMAN,J. Commonwealth Edison Co. 87/05/28. 7pp. 41268:123-41268:129. 

8706100194 Forwards “Comm Ed Final Summary Rept of Human Factors Review for 
Byron/Braidwood Stations Emergency Response Facilities." Rept meets util commit- 
ments for implementing SuppI 1, NUREG-0737, Items V.a.2.a & V.c.1. 

HUNSADER.S.C. Commonwealth Edison Co. 87/06/01. MURLEY,T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41238:103-41238:154. 

-8706100198 “Comm Ed Final Summary Rept on Human Factors Review for Byron/ 
Braidwood Stations Emergency Response Facilities." 

* Commonwealth Edison Co. 87/05/27. 50pp. 41238:105-41238:154. 

8706110243 Revised block index procedures,including Rev 5 to BwZP 300-1, "Initial No- 
tification & Generating Station Emergency Plan Response (Primary Responsibility- 
Emergency Director)" & BwZP 300-1 A9, “App l-Oil Spill Notifications.” 

NEWMAN,J. Commonwealth Edison Co. 87/06/01, 20pp. 41268:245-41268:264. 

8706110365 Forwards Amend 10 to “Fire Protection Rept." Amend updates rept by in- 
corporating new & revised info applicable to plants.Amend includes Section 2.4 & App 
A5,8 providing safe shutdown analysis & App R deviations, respectively. 
HUNSADER.S.C. Commonwealth Edison Co. 87/06/03. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp. 41261:285-41262:302. 

-8706110374 Amend 10 to “Fire Protection Rept." 

* Commonwealth Edison Co. 87/06/30. 335pp. 41261:293-41262:302. 

8706240200 Rev 2 to Procedure BwZP 200-1 A1, "App A Braidwood Emergency Action 
Levels." 

* Commonwealth Edison Co. 87/06/03. 19pp. 41438:105-41438:123. 

8706230167 Revised procedures, including Rev 4 to BwZP 500-4, “Operational Support 
Ctr Inventory (Primary Responsibility- Generating Station Emergency Plan Coordina- 
tor” & Rev 6 to BwZP 500-4A1 , “Operational Support Ctr Inventory Checklist." 

* Commonwealth Edison Co. 87/06/04. 7pp. 41427:202-41427:208. 

8706190008 Forwards 870318 joint emergency preparedness exercise plan rept & 
870327 offsite remedial drill of State of IL offsite radiological emergency preparedness 
plans for plant. 

KRIMM.R.W. Federal Emergency Management Agency. 87/06/15. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 4pp. 
41405:152-41405:223. 

-8706190012 Exercise rept of 870318 exercise and 870527 offsite remedial drill of 
State of IL offsite radiological emergency preparedness plans for plant. 

* Federal Emergency Management Agency. 87/06/10. 68pp. 41405:156-41405:223. 

8706230099 Rev 3 to GSEP Environ Director Emergency Plan Implementing Procedure 
ED-24, "Determining Recommended Offsite Protective Action Response Option for 
General Public.” 

* Commonwealth Edison Co. 87/06/30. 27pp. 41421:148-41421:175. 


G. Adjudicatory correspondence 

8706020047 Errata correction." Requests pen & ink corrections to minority decision 
pages forwarded as “corrected" pages to “errata" dtd 87051 9.Pages 73,74 & 75 
should be numbered as Pages 72,73 & 74,respectively.Served on 870529. 
GROSSMAN,H. Atomic Safety and Licensing Board Panel. #287 3537, 87/05/19. Ip, 
41123:360-41123:360. 

8706020057 Errata.* Forwards corrected pages to minority opinion, matters of 
dissentServed on 870528. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. #287 3547. 87/05/19. 
34pp. 41129:255-41129:288. 

8706020143 Errata to concluding partial initial decision (OL).* Minor editoral corrections 
listed.Served on 870528. 

COLE.R.F. Atomic Safety and Licensing Board Panel, #287 3606. 87/05/19. Ip. 
41124:079-41124:079. 

8706020159 Amend to concluding partial initial decision.* Amends 870519 concluding 
initial decision to delete limited authorization granted NRR to issue license for low 
power testing, due to issuance of LBP-87-13 on 87051 3.Served on 870526. 

COLE,R.F., CALLIHAN.A.D. Atomic Safety and Licensing Board Panel. #287 3587. 
87/05/22. 4pp. 41 1 23:356-41 1 23:359. 

8706020175 NRC Staff response to motion to admit late-filed contention on financial 
qualifications,* Board must deny motion to admit late-filed contention & deny request 
to certify question of waiver to Commission.W/Certificate of Svc. 

CHAN.E.l. Assistant General Counsel for Hearings. #287 3615. 87/05/26. Atomic 
Safety and Licensing Board Panel. 24pp. 41129:001-41129:024. 


8706020035 Commonwealth Edison Co comments to Commission on immediate effec- 
tiveness issues.* Forwards affidavits of MJ Wallace & JC Bukovski.Requests opportu- 
nity to be heard if Commission contemplates such stay. 

STEPTOE.P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#287 3533. 87/05/28. Commissioners. 2pp. 41124:024-41124:032. 

8706090129 Withdraws util jurisdictional objection to intervenor 870506 motion to admit 
late-filed contention on financial qualifications, due to util submittal of application to 
amend License NPF-59 to include subsidiary as co-licensee. 

GALLO.J. Commonwealth Edison Co. GALLO,J. Isham. Lincoln & Beale. #287 3666. 
87/05/29. GROSSMAN, H., COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing 
Board Panel. Ip. 41207:298-41207:298. 

8706030198 Notice of appeal.* Intervenor BL Rorem.by attys & in accordance w/ 
10CFR2.762, appeal ASLB 870519 concluding partial initial decision re plant which 
served on parties on 870521. Notice of appearance & Certificate of Svc end. 
CASSEL.D.W. Rorem, B. CASSEL.D.W. Cassel, D.W. #287 3618. 87/06/01. 4pp. 
41139:001-41139:004. 

8706100085 Fonvards util 870528 application.per author 870529 motion. Filing seeks to 
add Edison wholly-owned subsidiary as co-licensee. 

GALLO.J. Commonwealth Edison Co. GALLO.J. Isham, Lincoln & Beale. #287 3671. 
87/06/03. GROSSMAN.H., COLE.R.F., CALLIHAN.A.D. Atomic Safety and Licensing 
Board Panel. 105pp. 41228:313-41229:057. 

8706160049 Order.* ASLB 870513 partial initial decision addressing emergency plan- 
ning issues will be reviewed sua sponte & will not be deemed final until further 
order.No appeal from decision received. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #287 3704. 87/06/09. 
Office of the General Counsel. 2pp. 41297:239-41297:240. 

8706160078 Notice of reconstitution of Board.* IW Smith.chairman & RF Cole & AD 
Callihan.members.Served on 870610, 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #287 3710. 87/06/09. 2pp. 
41296:320-41296:321. 

8706160058 Memorandum & order (denying interveners motion to admit late-filed con- 
tentions on financial qualifications).* Rorem, et al 870506 motion re financial qualifica- 
tions of new co- licensees denied for want of jurisdiction.Served on 87061 1 . 
SMITH.I.W. Atomic Safety and Licensing Board Panel. #287 3718. 87/06/10. Rorem, 
B. 4pp. 41297:231-41297:234. 

8706190188 Memorandum on Licensing Board jurisdiction.* Jurisdiction over interveners 
870506 motion retained until further action of Licensing Board due to util 870528 filing 
of application for amend to OL.Served on 870616. 

SMITH.I.W. Atomic Safety and Licensing Board Panel. #287 3746, 87/06/15. 2pp. 
41388:306-41388:307. 

8706260233 Responds to appeal of denial of FOIA request for Document 10 in App C 
of 870309 response.Fonwards Document 1 0.Document partially withheld (ref FOIA Ex- 
emption 7). 

CHILK.S.J. Office of the Secretary of the Commission. 87/06/22. WHICHER.J.M. 
Roger Baldwin Foundation. 2pp. 41483:207-41483:223. 

--8706260247 Partially withheld order concluding that further breach of confidentiality 
would harm alleger & future investigations. Intervenor access to Ofc of Investigations 
files denied.W/ Certificate of Svc.Served on 861110 (limited svc). 

CHILK.S.J. Office of the Secretary of the Commission. 86/11/07. Atomic Safety and 
Licensing Board Panel. 15pp. 41483:209-41483:223, 

8706300479 Order.* Amend to 861107 protective order which resolved dispute between 
ASLB & Commission Ofc of Investigation over disclosure of certain investigatory 
matls.Certificate of Svc end. Served on 870623. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3881. 87/06/22. 
ZECH.LW., ROBERTS.T.M., ASSELSTINE.J.K. Commissioners. 17pp. 41495:199- 
41495:215. 


J. Insurance & indemnity information 


8706030455 Forwards executed Amend 2 to Indemnity Agreement B-102, deleting Item 
3 re Licenses SNM-1938,NPF-59 & NPF-70. 

OSTER.J. Commonwealth Edison Co. 87/05/27. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 2pp. 41168:359-41168:360. 


O. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706010444 Forwards app to SALP 6 Board Repts 50-456/87-01 & 50-457/87-01 for 
Dec 1985 - Nov 1986, summarizing 870317 meeting. 

DAVIS,A.B. Region 3, Office of Director. 87/05/27. REED.C. Commonwealth Edison 
Co. 2pp. 41129:350-41129:357. 

-8706020005 App to SALP Repts 50-456/87-01 & 50-457/87-01 for Dec 1985 - Nov 
1986. 

* Region 3, Office of Director. 87/05/27. 3pp. 41129:352-41129:357. 

8706100074 Forwards Safety Insp Rept 50-457/87-13 on 870423,28 & 0505- 27.No vio- 
lations noted. 

HARRISON, J.J, Region 3, Office of Director, 87/06/03. REED.C. Commonwealth 
Edison Co. 2pp. 41238:163-41238:168. 

-8706100077 Insp Rept 50-457/87-13 on 870423,28 & 0505-27.No violations or devi- 
ations noted.Major areas inspected:preservice Insp activities,including 
programs, procedures & work activities. 

WARD,K.D„ DANIELSON, D.H. Region 3, Office of Director. 87/06/03. 4pp. 
41238:165-41238:168. 
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®706t 10426 Fowards IE Info Notice 86-098, “Offsite MedicaJ Svcs," distributed on 
861202 to ail facilities holding OL or CP. Brief rept on status of arrangements for med- 
ical svcs in offsite plans vis a vis guidance in FEMA Memo MS-1 required. 
STEVENS.J.A. Project Directorate III-2. 87/06/03. FARRAR.D.L. Commonwealth 
Edison Co. 3pp. 41261:060-41261:076. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSt.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. I05pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSI. C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINQHAM.R.E. Division of Fuel Cycle, Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York. Inc. 120pd 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Tran or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 


8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 


CUNNINQHAM.R.E. Division of Fuel Cycle. Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York Inc 109dd 
41582:071-41582:179. 


-8706100298 Partially withheld Insp Rept 50-458/87-12 nn i 

10CFR73.21).No violations or deviations noted.Major areas inspectedohvsica 
A^ecords^'^’^®'^^^^*^'^ measures, access control - packages, access control ? vSes 

’ f^® 9 ‘on 4. Office of Director. 87/06/02. 1p. 41240:066- 

8706150209 Forwards SALP Rept 50-458/87-08 for Feb 1986 - Mar 1987 Reouest for 
mat meeting should be made within 10 days of rept receipt nequest for 

MAiyiN.R.D. Region 4. Office of Director. 87/06/09. DEDDENS J C Gulf States iihij 
ties Co. 3pp. 41290:083-41290:124. uun states Utili- 

-8706150211 SALP Rept 50-458/87-08 for Feb 1986 - Mar 1987 

Region 4, Office of Director. 87/06/09. 40pp. 41290:086-41290:124. 

application for amend to License NPF.47 revising Attach 
ment 4 re fire protection requirements.per Generic Ltr 86-10 revising Attach- 

DEDpENS.J a Gulf States Utilities Co. 87/06/18. Document Control Branch fnnr,. 
ment Control Desk). 4pp. 41438:279-41438-282 ° Pranch (Docu- 


, ■ .wi lu uyeiiss iNrr-A 00300100 Tech Soecs to 

“ Branch (Docu- 

Gulf States Utilities Co. 87/06/18. 24pp. 41455:122-41456:145. 
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utilities Co Annual Rept.1986." W/870611 ltr 

e-l' States UtllihlsCa 86/12/31. 37pp. 


S. Reportable occurrences, LERs & related correspondence 


8706170009 PNO-lll-87-081:on 87061 0, earthquake measuring 5.0 on Richter scale' oc 
^rred near LawreTCeville.lLUnusuaJ events declared by six power stations but nc 
damage observed.Ground motion felt at five other plants. 

FORNEY.W. Region 3. Office of Director. 87/06/11. Ip. 41371:148-41371:148 


T. Hearing transcripts on non-antitrust matters 

8706160^ Transcript of 870612 telcon in Washington.DC.Pp 18,585- 18 596 

Atomic Safety and Ucensing Board Panel. 87/06/12. 14pp. 41295:019-41295:032, 


V. CH’^i^tor Examinations 

'"‘T 3?8,pereonal qualifications statement-licensee 
& NRC Form 396.cerUfication of medical exam by facility licensee Forms revised to 
10CFR55 effective on 870526.W/O ends. 

3pp 41^f-15f-iT^^^ & ^^‘chigan Electric Co. 

Rosemont.IL to discuss implementation of 
ofNUREG o"l 2 ? Within Region Ill^Presentations will incorporatlRev 4 

rwm§i?Tiunc’M^ Examiner Stds.” Agenda end. 

» Bee- 

approved listed ref matt in preparation for ooer- 
kcensrng exams scheduled for wk of 870914 Unless aoDhea 
e*atn toe, postponement may 

41385^1^gSM: Commonwealth Edis^ Co. 5pp. 


DOCKET 50<458 RIVER BEND STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 

•^''ssi.;"s»ia„=sss isrA.-cs 

BEDDENS.J.C. Gulf States 


. w|#viauiiy 


ilVCIICIO 


uviwuiiiencs a corresponaence 


8706010343 Responds to Generic Ltr 87-06. "Periodic Verification of Leak Tight Intecrl- 
Jy Pressure Isolation Valves.” Leak testing performed every 18 months ^at 
Rnn^ro f} ^’^25 psig.per Tech Specs. ^ 

*’2f°^S^on®''foDiirehnrt^®/f f applicants re Sections 3.0 & 4.0 

?iqufrILn°s Svciis“nc? * surveillance 

Poww°^''75pp.1?35“323^^^^ 87/06/04. Alabama 

Amend 5 to License NPF.47 & safety evaluation Amend chances 
Tech Specs requirements to sub] TDI emergency diesel generators to inso at le^ast 
months to at least once every refueling outa^ ^ 

4PP 4°26t-199i4^l6°:m^^^ '''' OEDDInS,J.C. Gulf States Utilities Co. 




L°jryTe1l,«S. loTn?p 

CALVO.J.A. Project Directorate IV. 87/06/04. 4pp. 41261:203-41261:206. 

supporting Amend 5 to License NPF-47. 

NRC - No Detailed Affiliation Given. 87/06/04. 3pp. 41261:207-41261:209. 

* ™Sem «o® >0 

ipp*: 41M0;353%«e0-|ll"®^^ '''• DEDDENS, J.C. Gulf States Utilities Co. 

''PPi'to'on for amend to License NPF-47,revising Tech Specs to ohanoe 
SntateFee p'Sd'^®" ''™* * ™®''’ s'®am tunnel leak d^^ 

^foam tunnel 

Gulf States Utilities Co. 87/06/05. 15pp. 41268:077-41268:091. 

®T Amend 6 to License NPF-47 A safety evaluation Amend 

for H?aUSh«“lN(?13A‘'^c"?)“'®"' ^*9'’ '"P ®®'P®'"' 

2^lS:'i?5M;i?^4^l66:?9li’'®^ DEDDENS.J.C. Gulf States Utilities Co. 

CALVO,J.A. Project Directorate IV. 87/06/06. 4pp. 41566:185-41566:189 ' * ' 

“®/®niS2!*®/ff «''^“ation supporting Amend 6 to License NPF-47 
41566fl90°41566!l92. Regulation. Director (Post 870411). 87/06/06. 3pp. 

response to WR Butler 870225 ltr re activities suDoort- 
5Srmg NRC S®"’® °‘“®9® B"®' “a* Pfovides schedules for identified activities re- 

mKi;otDlsttr4Sr752’lbl9-^^^^^^ 
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8706180089 Forwards supplGmantal info to Attachmont 1 to 870318 submittal re auto- 
matic depressurization sys actuation, per NRC request. 

BOOKER JE Gulf States Utilities Co. 87/06/09. Document Control Branch (Docu- 
ment ControlDesk). 2pp. 41391:047-41391:048. 

8706180221 Advises that completion of onsite CRD maint facility being deferred until 
second refueling outage.No CRDs expected to require rebuilding or replacement 
durinq first refueling outage scheduled for Sept 1 987. ^ u /r-> 

BOOKER J E Gulf States Utilities Co. 87/06/11. Document Control Branch (Docu- 
ment ControlDesk). 2pp. 41390:298-41390:299. 

8706220094 Forwards FR notice of consideration of issuance of amend to License 
NPF-47 & proposed NSHC determination & opportunity for hearing re 870310 request 
to modify Tech Spec 4.6.6.2.C for one time extension of flow rate testing o trains. 
CALVO J A Project Directorate IV. 87/06/11. DEDDENS.J.C. Gulf States Utilities Co. 
2pp. 41418:284-41418:292. 

-8706220100 Notice of consideration of issuance of amend to License NPF-47 & pro- 
posed NSHC determination & opportunity for hearing.authorizing one-tirne ^hedular 
extension to perform surveillance requirements in Tech Spec Section 4.6.6 2.C. 
PAULSON, W.A. Project Directorate IV. 87/06/11. 7pp. 41418:286-41418:292. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 

10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230150 Notification of 870630 meeting w/MARK III Containment Hydrogen Control 
Owners Group (HCOG) in Bethesda.MD to discuss station blackout accident se- 
OL'C'i'cc'^ i'’ liqht of NUREG-1 150. _ _ . ^ 

KIN-N^'-l -■ Project Directorate 11-2. 87/06/12. RUBENSTEIN.L.S. Project Director- 
ate 11-2. 6pp. 41436:237-41436:242. 

8706240242 Suppi to 860912 application for amend to License NPF-47, revising Attach- 
ment 4 re fire protection requirements,per Generic Ltr 86-10. ^ ^ ^ 

DEDDENS,J.C. Gulf States Utilities Co. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 4pp. 41438:279-41438:282. 

8706240255 Application for amend to License NPF-47,changing Tech Specs to reflect 
organizational changes & to comply w/NRC 851028 policy statement re engineering 

DBDDENS,J.C. Gulf States Utilities Co. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 6pp. 41455:116-41455:145. 

-8706240258 Proposed Tech Specs,reflecting organizational changes & compliance w/ 
NRC 851028 policy statement re engineering expertise on shift. 

* Gulf States Utilities Co. 87/06/18. 24pp. 41455:122-41455:145. 


8706260013 Application for amend to License NPF-47, changing leak detection setpoints 
for RWCU & RCIC/RHR sys.Fee paid. ^ ^ „ u 

DEDDENSJC Gulf States Utilities Co. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 7pp. 41475:281-41475:294. 

—8706260017 Proposed Tech Specs revising leak detection setpoints for RWCU & 
RCIC/RHR sys 

* Gulf States Utilities Co. 87/06/18. 7pp. 41475:288-41475:294. 


8706230486 Generic Ltr 87-11 to all operating licensees,CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. ..hv 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41 143:075. 


“8706100298 Partially withheld Insp Rept 50-458/87-12 on 870413-16 (ref 
10CFR73.21).No violations or deviations noted. Major areas inspected:physicai 
barriers,compensatory measurGS,access control - packages, access control - vehicles 

E/Ir^?EST,A.B., YANDELL.LA. Region 4, Office of Director. 87/06/02. Ip. 41240:066- 
41240:066. 


8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 


8706110405 Forwards Amend 5 to License NPF-47 & safety evaluation.Amend changes 
Tech Specs requirements to subj TDI emergency diesel generators to insp at least 

once every 18 months to at least once every refueling outage. ^ ^ ^ 

CALVO.J.A. Project Directorate IV. 87/06/04. DEDDENS,J.C. Gulf States Utilities Co. 
4pp. 41261:199-41261:209. 


-8706110414 Amend 5 to License NPF-47,changing Tech Spec requirements to subj 
TDI emergency diesel generators to insp at least every 18 months to at least once 
every refueling outage. 

CALVO,J.A. Project Directorate IV. 87/06/04. 4pp. 41261:203-41261:206. 


—8706110418 Safety evaluation supporting Amend 5 to License NPF-47. 

* NRC - No Detailed Affiliation Given. 87/06/04. 3pp. 41261:207-41261:209. 

8706150209 Forwards SALP Rept 50-458/87-08 for Feb 1986 - Mar 1987. Request for 
mgt meeting should be made within 10 days of rept recei^. , ^ ^ 

MARTIN R D. Region 4, Office of Director. 87/06/09. DEDDENS.J.C. Gulf States Utili- 
ties Co. 3pp. 41290:083-41290:124. 


-8706150211 SALP Rept 50-458/87-08 for Feb 1986 - Mar 1987. 

* Region 4. Office of Director. 87/06/09. 40pp. 41290:086-41290:124. 


8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 


ROSSIC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 


8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. . „ ^ , 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events.” Svc list 


ROSSI C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 


8706170324 Ack receipt of 870423 ltr informing NRC of steps taken to correct violations 

GAQ.IAR'DO.J.E^^Ffegion 4, Office of Director. 87/06/11. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 41370:209-41370:214. 

8706230250 Forwards Exam Rept 50-458 /OL-87-02 of exams administered during wk of 

G^GL^RDO.J.E. Region 4, Office of Director. 87/06/12. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 41429:202-41429:288. 


-8706230263 Exam Rept 50-458/OL.87-02 during wk of 870525.Exam results: one of 
two senior reactor operators & two of three reactor operator candidates passed exam. 
GRAVES.D.N., COOLEY.R.A. Region 4, Office of Director. 87/06/11. 85pp. 
41429:204-41429:288. 


8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs ” Svc Jst en^^ 
ROSSI CE. Division of Operational Events Assessment (Post 870411). 87/06/22. 
I inr' 1 91 nn 41 a.'IT-fiQq-AI 437:222. 


8706050259 Forwards Insp Rept 50-458/87-13 on 870504-08.No violations, 
deviations, or deficiencies noted.Status of previously identified insp findings also dis- 

CUSSGCi 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/28. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 41 1 92:1 33-41 1 92:1 38. 

-8706080097 Insp Rept 50-458/87-13 on 870504-08.No violations.deviations or defi- 
ciencies noted.Major areas inspected-.licensee audits, shift staffing & 
augmentation, changes to emergeny preparedness program & notifications & commu- 

TERc!kM., fisher, W.L Region 4, Office of Director. 87/05/24, 4pp. 41192:135- 
41192:138. 


8706030026 Forwards Insp Rept 50-458/87-11 on 870413-17 & notice of violation. 
GAGLIARDO.J.E. Region 4, Office of Director. 87/05/29. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 41 147:275-41 147:283. 


—8706030030 Notice of violation from insp on 870413-17. 

* Region 4, Office of Director. 87/05/29. Ip. 41147:277-41147:277, 

-8706030031 Insp Rept 50-458/87711 on 87041 3-1 7.No deviations noted. Violations 
noted:failure to use offsite dose calculation manual to project liquid radwaste doses. 
NICHOLAS, J.B., MURRAY, B. Region 4, Office of Director. 87/05/15. 7pp. 41147:278- 
41147:283, 


8706110062 Rev 2 to “Inservice Insp Plan - First Interval." W/870602 ltr. 

LARINO.J.W., BOOKER, J.E. Gulf States Utilities Co. 87/06/02. 845pp. 41254:052- 
41256:176. 


8706100286 Fonwards Insp Rept 50-458/87-12 on 87041 3-1 6.No violations or devi- 
ations noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/03. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 41240:064-41240:066. 


8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. . „ -in 

CUNNINGHAM.R.E. Division of Fuel Cycle. Medical. Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York. Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706040097 Addendum to “Semiannual Radioactive Effluent Release Rept, Jul-Dec 
BC?0kEaJ^E°§iU States Utilities Co. 86/12/31. 7pp. 41171:258-41171:264. 


8706180495 Monthly operating rept for May 1987.W/8^612 jtr. 

MARTIN, R.H,, BOOKER.J.E. Gulf States Utilities Co. 87/05/31. 5pp. 41390.177- 
41390:181. 


S. Reportable occurrences, LERs & related correspondence 


r06040039 Special rept:on 870423, invalid failure experienced on Div II diesel generator 
while performing surveillance testing. No action required to maintain diesel generator 
operable. Failed relay replaced.Testing sucessfully completed. 

BOOKER J.E. Gulf States Utilities Co. 87/05/26. Document Control Branch (Docu- 

ym7i.9'aQ-/l1171*9An 


8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. . 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2pp. 


41510:359-41510:360. 
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8706180341 Special rept;on 87051 5, valid failure experienced on Div III diesel generator 
while performing surveillance testing. Caused by failure of fuse F55 in 120 volt 
circuit. Failed relay & fi.'se rec'aceri Testinc successfully completed. 

BOOKER, J.E. Gulf S;.-.:f:S Jinxes Cc. f ‘ . 'Ji'j . Document Control Branch (Docu- 
ment Control Desk). 2pp. 41390:097-41390:098. 

8706230386 PNO-lV-87-029:on 870618.151 days of continuous operation terminated 
due to reactor scram on high water level in reactor vessel. Licensee investigating 
cause.Plant to be shut down for 7 days for maint activities. 

BENNETT, W.R. Region 4. Office of Director. 87/06/18. 1p. 41429:132-41429:132. 

8706230388 RO;on 870420, during Surveillance Test Procedure STP-000-0001, temps in 
north end of main steam tunnel rose above Tech Spec limit of 122 F for more than 8 
h.Tech Spec Mod Request 86-0342 submitted to increase temp limits. 

BOOKER.J.E. Gulf States Utilities Co. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41428:092-41428:094. 


V. Operator Examinations 

8706230250 Forwards Exam Rept 50-458/OL-87-02 of exams administered during wk of 
870525. 

GAGLIARDO.J.E. Pocic*^ 4 Office of Director. 87/06/12. DEDDENS.J.C. Gulf States 
Utilities Co. 2pp. 

“8706230263 Exam Rept 50-458/OL-87-02 during wk of 870525.Exam results: one of 
two senior reactor operators & two of three reactor operator candidates passed exam. 
GRAVES.D.N., COOLEY, R.A. Region 4, Office of Director. 87/06/11. 85pp. 
41429:204-41429:288. 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 


A. Appiication/construction stage documents & correspondence 

8706240301 Provides update of licensee plans for restorng Unit 2 re const areas due to 
cancellation of unit, per util 840629 Itr. Util ::urr-:r'.i:y rf\,al.j.ai:r.c alternatives to disposi- 
tion of Unit 2 excavation originally proposed. 

BOOKER,J.E. Gulf States Utilities Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41449:035-41449:036. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Application/construction stage documents & correspondence 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements. Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 76pp. 41348:323-41349:036. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706190168 Forwards cost analyses for OL application reviews for 850623-860621. 
HOLLOWAY.C.J. License Fee Management Branch. 87/06/15. SORENSEN,G.C. 
Washington Public Power Supply System. 5pp. 41407:168-41407:172. 

8706230486 Generic Ltr 87-11 to ail operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


S. Reportable occurrences, LERs & related correspondence 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Betlofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 87/05/28. NRC - No Detailed Affiliation Given. 2dd 
41510:359-41510:360. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8706010203 Requests investigation rept re circumstances on 870502 event involving al- 
leged aberrant behavior by security officer. Rept should be submitted within 30 days 
of itr receipt. 

AXELSON,W.L Region 3, Office of . Director. 87/05/20. GERSTNER.W.C Illinois 
Power Co. 2pp. 41 1 1 9:261-41 1 1 9:262. 

8706030148 Forwards Safeguards Insp Rept 50-461/87-18 on 870227-0409 & notice of 
violation. Notice of violation & attachments to rept withheld (ref 10CFR73 21) 

HIND.J.A, Region 3. Office of Director. 87/05/28. GERSTNER.W.C. Illinois Power Co 
2pp. 41157:193-41157:200. 

--8706030153^ Partially withheld Insp Rept 50-461/87-18 on 870227-0409 (ref 
10CFR73.2 1 ). Violations .noted:faiIure to implement required compensatory measures 
when false alarm criteria exceeded on 870215. 

AXELSON.W.L. Region 3, Office of Director. 87/05/28. 

6dd. 41 1 57 : 1 95 - 41 1 57-900 


8706100257 Confirms 870702 meeting in Region III ofc to discuss emerqencv action 
level reporting requirements, per 870602 discussion. 

NOREUUSAE. Region 3. Office of Director. 87/06/04. GERSTNER.W.C Illinois 
Power Co. Ip. 41249:057-41249:057. 


J. Insurance & indemnity information 


8706230368 Forwards executed Amend 3 to Indemnity Agreement 8-91, as specified in 
NRC 870417 itr. 

SPANGENBERG.F. Illinois Power Co. 87/06/18. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41433:338-41433:339. 


P. Operating license stage documents & correspondence 

8706080281 Forwards EGG-NTA-7559, "Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor interface Programs for all Other Safety- Related Components:Clinton,” final in- 
formal rept.Plant conforms to generic ltr on item. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/03/26. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41211:041-41211:057. 

--8706080283 "Conformance to Generic Ltr 83-28,ltem 2.2.2-Vendor interface Programs 
for all Other Safety-Related Components: Clinton," final informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN 0-6002. EGG-NTA-7559. 87/03/31. NRC - No Detailed Affiliation 
Given. 16pp. 41211:042-41211:057. 

8706080119 FOIA request fc' rogicn mput to NRR re status of listed plants readiness 
for OL.per IE Manual Cnap'.er 9^.3C'J 

GRABER,L LN Technologies Corp. (formerly NUS Corp.). 87/05/08. Division of Rules 
& Records (Pre 670^13). Ip. 41210:030-41210:030. 

8706020186 Forwards status of out-of-svc annunciators.Total of 21 annunciators require 
oa.nel as of 870526.Sixteen of 21 annunciators scheduled to be worked during 

3.;tag-;..Rc:.TfiT, r.G 5 annunciators have part constraints. 

SPANGENE=.-;G“r. Illinois Power Co. 87/05/27. DAVIS, A.B. Region 3, Office of Di- 
rector. 8pp. 41135:071-41135:078. 

8706090374 Informs that individual involved in falsifying QC records at Trojan in 
1 986, previously worked at facility in 1985. Requests result of review & disposition of 
matter within 60 days.ldentity of individual withheld (ref 10CFR2.790). 

NORELIUS.C.E. '^oqion 3 Office of Director. 87/06/01. GERSTNER.W.C. Illinois 
Power Co. 2pp. -.1220 .:2C /-1 220.026. 

8706110344 Forwards changes to Chapter 14 of FSAR.per License Condition 2.C.8. 
SPANGENBERG.F. Illinois Power Co. 87/06/03. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41268:097-41268:099. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706150226 Responds to Generic Ltr 87-06, “Periodic Verification of Pressure Isolation 
Valves." Tech Spec listing of valves, associated integrity tests & test frequencies pro- 
vided. 

SPANGENBERG.F. Illinois Power Co. 87/06/08. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41293:292-41293:293. 

8706150003 Partial response to FOIA request for documents re status of preparedness 
for iicensing.Forwards App F documents.App E & F documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/09. GRABER.L 
LN Technologies Corp. (formerly NUS Corp.). 5pp. 41302:001-41303:360. 

“8706 150037 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300. Ends include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util estimates fuel load date of Feb to Mar 1986. 

.NORELiUS,C.E. Region 3. Office of Director. 85/12/09. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 72pp. 41302:169-41302:240. 

“8706150041 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Fuel load date in Mar 1986 estimated. 

NORELIUS.C.E. Region 3, Office of Director. 86/02/13. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 68pp. 41302:241-41302:308. 

“8706150044 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Ends include items requiring insp & resolution before Region ill can endorse 
finding of readiness.Util estimates fuel load date of 860331. 

NORELIUS.C.E. Region 3, Office of Director. 86/03/07. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 15pp. 41302:309-41302:322. 

“8706150048 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Ends include items requiring insp & resolution before Region ill can endorse 
finding of readiness.Util anticipates fuel load date of June-Jul 1986. 

NORELIUS.C.E. Region 3, Office of Director. 86/04/10. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 47pp. 41302:323-41303:009. 

8706170443 Informs that util has agreed to revise Procedure CPS 3319.01, "Standby 
Gas Treatment," per SSER 8, Section 6.2.5 re discussion of Reg Guide 1.7 compli- 
ance. 

SPANGENBERG.F. Illinois Power Co. 87/06/11. Document Control Branch (Docu- 
ment Control Desk). 3pp. 41385:354-41385:356. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230150 Notification of 870630 meeting w/MARK III Containment Hydrogen Control 
Owners Group (HCOG) In Bethesda.MD to discuss station blackout accident se- 
quences in light of NUREG-1 1 50. 

K:N:NFR,L.:. P.'ojoc: Directorate II-2. 87/06/12. RUBENSTEIN.LS. Project Director- 
ate 11-2. 6pp. 41436:237-41436:242. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41 582:001 -41 582:070. 
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Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706010440 Confirms plans discussed on 870520 between J Weaver & J McCormick- 
Barger re 870615 insp of facility by members of headquarters & regional 
staff. Presentation re listed items requested. 

NORELIUS,C.E. Region 3, Office of Director. 87/05/28. GERSTNER,W.C. Illinois 
Power Co. 2pp. 41137:360-41 137:361. 

8706030148 Forwards Safeguards Insp Rept 50-461/87-18 on 870227-0409 & notice of 
violation.Notice of violation & attachments to rept withheld (ref 10CFR73.21). 

HIND.J.A. Region 3, Office of Director. 87/05/28. GERSTNER.W.C. Illinois Power Co. 
2pp. 41157:193-41157:200. 

-8706030153 Partially withheld Insp Rept 50-461/87-18 on 870227-0409 (ref 
10CFR73.21).\/iolations noted:failure to implement required compensatory measures 
when false alarm criteria exceeded on 870215. 

PIRTLE,G.L.. CREED, J.R., AXELSON,W.L Region 3, Office of Director. 87/05/28. 
6pp. 41157:195-41157:200. 

8706040338 Forwards Safety Insp Rept 50-461/87-15 on 870406-0518 & notice of 
violation.Actions taken to correct identified violations & prevent recurrence noted.No 
reply to violations required. 

FORNEY,W.L Region 3. Office of Director. 87/05/29. GERSTNER.W.C. Illinois Power 
Co. 2pp. 41171:021-41171:049. 

-8706040347 Notice of violation from insp on 870406-051 8. 

FORNEY, W.L Region 3. Office of Director. 87/05/29. Ip. 41171:023-41171:023. 

-8706040350 Safety Insp Rept 50-461/87-15 on 870406-051 8.Violations 

noted:concerning event followup.Unresolved item noted re operational safety 
verification. Licensee reviewing unresolved item for needed corrective action. 

KNOP.R.C. Region 3, Office of Director. 87/05/29. 26pp. 41171:024-41171:049. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706150003 Partial response to FOIA request for documents re status of preparedness 
for licensing. Forwards App F documents.App E & F documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/09. GRABER.L 
LN Technologies Corp. (formerly NUS Corp,). 5pp. 41302:001-41303:360. 

-8706150037 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util estimates fuel load date of Feb to Mar 1 986. 

NORELIUS.C.E. Region 3, Office of Director. 85/12/09. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 72pp. 41302:169-41302:240. 

-8706150041 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Fuel load date in Mar 1 986 estimated. 

NORELIUS.C.E. Region 3, Office of Director. 86/02/13. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 68pp. 41302:241-41302:308. 

“8706150044 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util estimates fuel load date of 860331. 

NORELIUS.C.E. Region 3, Office of Director. 86/03/07. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 15pp. 41302:309-41302:322. 

-8706150048 Forwards Info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util anticipates fuel load date of June-Jul 1 986. 

NORELIUS.C.E. Region 3, Office of Director. 86/04/10, BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 47pp. 41302:323-41303:009. 

8706100470 NRC Info Notice 87-027. “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143, 

8706160475 Forwards Special Safety Insp Rept 50-461/87-14 on 870325- 0601 & 
notice of violation. 

HEHUC.W. Region 3, Office of Director. 87/06/10. GERSTNER,W.C. Illinois Power 
Co. 2pp. 41317:104-41317:123. 

“8706160485 Notice of violation from insp on 870325-0601. 

HEHUC.W. Region 3. Office of Director. 87/06/10. 2pp. 41317:106-41317:107. 

“8706160498 Insp Rept 50-461/87-14 on 870325-0601 .Violations noted; remote posi- 
tion indication in control room for containment monitoring sys not properly verified & 
Program Procedure CPS 1887,00 violated Tech Spec 4.0.5 requirements. 

HUBER,M.P., PHILLIPS, M.P., WOHLD,P.R. Region 3. Office of Director. 87/06/09. 
16pp. 41317:108-41317:123. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co, of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 87/06/11, 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035, 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end, 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc: 121pp. 41437:099-41437:222, 


8706260363 Forwards responses to WR Butler 870325 request for addl info re inservice 
insp p-oqram.inc''.id:r.c revised inservice exam program plan. Boundary diagrams defin- 
ing AiSME Cr.ac Cass 1,2 & 3 boundaries also encl.Aperture cards available in PDR. 
SPANGENBERG.F. Illinois Power Co. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). 351pp. 41488:103-41489:330. 

“8706260366 Revised insen/ice exam program plan for first 10-yr interval. 

* Illinois Power Co. 87/06/22. 300pp. 41489:097-41489:330. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end, 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706230215 Monthly operating rept for May 1987.W/870615 Itr. 
SPANGENBERG,F. Illinois Power Co. 87/05/31 . 5pp. 41428:346-41428:350. 


S. Reportable occurrences, LERs & related correspondence 

8706010026 PNO-lll-87-076:on 87 0524, reactor scrammed when feedwater regulating 
valve failed in open position resulting in automatic scramming of APRM. Licensee will 
investigate cause of valve failure & to perform maint activities. 

KNOP,R., FORNEY .W. Region 3, Office of Director. 87/05/26. Ip. 41120:222- 
41120:222. 

8706020054 LER 87-025-00:on 870506,feedwater control valve 1FW004 failed "as is” 
in open position & reactor water level began to rise.Caused by ruptured pressure 
switch.Pressure switch replaced & exposed components deaned.W/870528 Itr. 
SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/05/28. 4pp. 41136:067- 
41136:070. 

8706110182 LER 87-026-00:on 870511, high pressure core spray automatically 
actuated.Caused by personnel error.Procedure revised to require instruments to be 
repressurized to existing sys pressure prior to valving.W/870603 Itr. 

SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/06/03, 4pp. 41267:018- 
41267:021. 

8706160046 LER 87-027-00:on 87051 3,automatic isolation of RWCS on HX room high 
temp isolation signal occurred.Caused by flow control valve malfunction.Caution tag 
placed on valve. W/870608 Itr. 

SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/06/08. 4pp. 41334:317- 
41334:320. 

8706170009 PNO-lll-87-081:on 87061 0, earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lL.Unusual events declared by six power stations but no 
damage observed.G round motion felt at five other plants. 

FORNEY, W.. QULDEMOND.W. Region 3, Office of Director. 87/06/11. Ip. 
41371:148-41371:148. 

8706170151 LER 87-028-00:on 87051 8, noble gas detector chamber pressure correction 
factor improperly applied during calibr procedures on gaseous effluent 
monitors. Caused by personnel error. Procedures revised & calibr corrected.W/87061 1 
Itr. 

HILLYER.D.W.. SPANGENBERG.F. Illinois Power Co. 87/06/11. 4pp. 41370:001- 
41370:004. 

8706230088 Final status of repair & anticipated schedule for restoration of remaining 
out of svc annunciators.One annunciator listed in Groups 1 & 2 of util 870415 Itr 
remain to be repaired. 

SPANGENBERG.F. Illinois Power Co. 87/06/11. DAVIS, A.B. Region 3. Cffice of Di- 
rector. 2pp. 41421:179-41421:180. 

8706230454 LER 87-029-00:on 870524, motor driven reactor feed pump feedwater regu- 
lating valve 1FW004 malfunctioned causing high water level transient.Caused by fail- 
ure of regulating valve. Mode selector switch placed in shutdown.W/870616 Itr. 
SCHALLER.R.F., SPANGENBERG.F. Illinois Power Co. 87/06/16. 4pp. 41427:355- 
41427:358. 


V. Operator Examinations 

8706110399 Forwards revised NRC Form 398, personal qualifications statement-licensee 
& NRC Form 396,certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526.W/o ends. 

HEHL.C.W. Region 3, Cffice of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont.lL to discuss implementation of 
operator licensing exam process within Region Ill.Presentations will incorporate Rev 4 
of NUREG- 0121, “Cperator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMGS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. -1 '?;90;3 290:3 1.8. 

8706230381 Advises that requalification program evaluation scheduled for two wks 
starting 870907.NRC will administer written, oral & simulator exams. Requests end ref 
matls be furnished by 870724’. 

HEHL,C.W. Region 3, Cffice of Director, 87/06/17. GERSTNER.W.C. Illinois Power 
Co. 3pp. 41432:165-41432:168. 


DOCKET STN-50-482 WOLF CREEK GENERATING STATION 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8706030390 Forwards addl info re Generic Ltr 83-28, addressing Items 2.1 & 2.2.1, 
“Equipment Classification & Vendor Interface” & Item 4.3, “Reactor Trip Sys Reliabil- 
ity...,” addressing SER Open Items 1 1-1 3, per request. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 87/05/29. Document Control 
Branch (Document Control Desk). 3pp. 41169:200-41169:202. 
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F. Security, medical, emergency & fire protection plans 

8705220275 Forwards SALP Rept 50-482/87-09 for 860201-870228. Performance was 
at high level, especially in areas of maint, licensing activities. Decline noted in surveil- 
lance & quality programs. improvement noted in security. 

MARTIN.R.D. Region 4, Office of Director. 87/05/14. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 4 1254:007-4 1254:051. 

-8706100002 SALP Rept 50-482/87-09 for 860201-870228. 

* Region 4, Office of Director. 87/05/14. 43pp. 41254:009-41254:051. 

8706150091 Revised radiological emergency response plan implementing 
procedures, including Rev 3 to EPP 01-1.3, “Home Ofc Emergency Ctr Organization" 
& Rev 5 to EPP 01-3.4, “Onsite Emergency Response. ..Manual Call-Out." W/870602 
Itr. 

MOLES,K.J., WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 87/06/02. 37pp. 
41291:128-41291:164. 

8706090428 Requests that stated note be p'-cm'nentiv placed on Itrs, addressed to NRC 
Document Control Desk & forwa'circ emergcncv preparedness exercise 
objectives, scenarios & related info, as acirJed prc'.ec.icr. against disclosure. 
GAGLIARDO,J.E. Region 4, Office of Director. 87/06/03. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 41234:355-41234:356. 

8706160398 Forwards “Exercise Rept of Implementation of State & Local Radiological 
Emergency Response Plans Conducted on 870128 & Remedial Exercise Conducted 
on 870209 for Wolf Creek Generating Station." 

KRIMM.R.W. Federal Emergency Management Agency. 87/06/05. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41335:112-41335:153. 

--8706160405 “Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans Conducted on 870128 & Remedial Exercise Conducted 
on 870209 for Wolf Creek Generating Station.” 

• Federal Emergency Management Agency. 87/04/16. 39pp. 41335:113-41335:153. 

8706170457 "Annual Rept of Fire Protection Program Changes," 

SCHNELL.D.F. Union Electric Co. 87/06/09. Document Control Branch (Document 
Control Desk). 7pp. 41385:066-41385:072. 


P. Operating license stage documents & correspondence 

8706180492 FOIA request for documents re facility, including info re Case Q4-85-001 or 
Ofc of Investigations case closed on or about 860716. 

STEPHENS,S. Nuclear Awareness Network. 86/08/08. Office of Administration (Pre 
870413). 2pp. 41393:190-41393:191. 

8706260187 Forwards EGG-NTA-7415, “Conformance to Generic Ltr 83 - 28 , Item 2 . 2.1 - 
Equipment Classification for All Other Safety- Related Components:Wolf Creek," final 
informal rept.Rept concludes that plant conforms on item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/05/01. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41481:067-41481:085. 

“8706260194 "Conformance to Generic Ltr 83-28, Item 2.2.1 - Equipment Classification 
for All Other Safety Related Components:Wolf Creek,” final informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7415. 87/04/30. NRC - No Detailed Affiliation 
Given. 18pp. 41481:068-41481:085. 

8706080161 Documents deviations noted at facility re existence of RTV foam seals not 
conforming to requirements, per 870515 telcon w/Region IV. Preliminary evaluations on 
acceptable methods of repair will be completed by 870522. 

BROWN, R.W. B&B Progressive Materials & Technologies, Inc. (PROMATEC). 87/05/ 
18. MARTIN, R. Region 4, Office of Director. 4pp. 41218:128-41218:131. 

8706020206 Informs that M Nichols will function as radiation protection manager w/T 
Morrill as acting radiation protection manager, per 870521 discussions w/Region IV 
inspector,R Baer. 

BOYER.G.D. Wolf Creek Nuclear Operating Corp. 87/05/21. MARTIN, B. Region 4, 
Office of Director. Ip. 41147:084-41 147:084. 

8706170156 FOIA request for Documents 0485001,0484042.0485013,485011, 
048501 2.048401 8S & 484026,rept on structural steel. 

HAYS.J.A. Wichita Eagle-Beacon, Wichita, KS. 87/05/28. Region 4, Office of Director. 
2pp. 41381:211-41381:212. 

8706030413 Forwards response to Question 4 of 870309 request for addi info re 
NUREG-0737.ltem ll.D.1, “Performance Testing of Relief & Safety Valves.” Re- 
sponses to Questions 1 ,2,3 & 5 provided on 870408. 

WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 87/05/29. Document Control 
Branch (Document Control Desk). 7pp. 41168:249-41168:255. 

8706100492 Forwards Amend 8 to License NPF-42 & safety evaluation. Amend revises 
Tech Specs to increase overall emergency diesel generator reliability & prevent undue 
stress & wear on diesel generator changes. 

O’CONNOR.P.W. Project Directorate IV. 87/05/29. WITHERS.B.D. Wolf Creek Nucle- 
ar Operating Corp. 2pp. 41245:105-41245:128. 

“8706100498 Amend 8 to License NPF-42, increasing overall emergency diesel genera- 
tor reliability & preventing undue stress & wear on diesel generator changes. 
CALVO,J.A. Project Directorate IV. 87/05/29. 16pp. 41245:107-41245:122. 

“8706100500 Safety evaluation supporting Amend 8 to License NPF-42. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/29. 6pp. 
41245:123-41245:128. 

8706260252 FOIA request for Ofc of Investigations 851028 memo to Region IV request- 
ing evaluation of whether affidavits presented warranted initiation of investiagtion into 
plant 01 program or integrity of util mgt & Region iV 851219 response. 

HAYS,J.A. Wichita Eagle-Beacon, Wichita, KS. 87/05/29. Region 4, Office of Director. 
2pp. 41482:186-41482:187. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41 348:323-41 349:036. 


8706100088 Partial response to FOIA request.App S documents re Diablo Canyon avail- 
able in PDR.App T documents end & also being made available in PDR.App U & V 
documents partially & completely withheld respectively (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. HOLMES, G.A. 
MHB Technical Associates. 9pp. 41244:180-41244:191. 

“8410230513 Submits status of reviews & outstanding issues re near-term licensing 
activities,per H Denton 840924 memo. 

GRACE,J.N. Division of QA, Safeguards & Insp Programs (830103-850212). 84/10/ 
15. EISENHUT,D.G. Division of Licensing (800428-851124). 2pp. 41244:264- 
41244:265. 

8706100473 Responds to Generic Ltr 87-06 re periodic verification of leak tight integrity 
of pressure isolation valves.Tech Spec Section 3/4.4. 6 requires leak rate testing of all 
reactor coolant pressure boundary pressure isolation valves. 

WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 87/06/05. Document Control 
Branch (Document Control Desk). 2pp. 41244:105-41244:106. 

8706160023 Responds to FOIA request for documents.Forwards documents listed in 
apps,including nine Ofc of Investigations case files.Documents available in PDR in 
folder FOIA-84-291. Documents partially withheld (ref FOIA Exemptions 5 & 7). 
ROBINSON,L.L. Freedom of Information & Privacy Acts Branch. 87/06/05. Freedom 
of Information & Privacy Acts Branch. 17pp. 41542:189-41545:158. 

“8706160148 Fonvards revised copy of Itr waiting for recipient upon return to ofc. 
BROWN,K.R. Kansas Gas & Electric Co. 85/05/31. EMERSON,M. Office of Investiga- 
tions. Ip. 41543:268-41543:268. 

“8706160438 Fonvards LE Ellershaw rept re 850529-30 comparison between Kansas 
Gas & Electric Co Quality First files & files in D Driskill possession.Quality First files 
found more comprehensive & w/o indicated alterations. 

DENISE,R.P. Region 4, Office of Director. 85/06/10. HERR.R.K. Office of Investiga- 
tions. 2pp. 41544:070-41544:071. 

“8706160522 Advises that sufficient merit re handling of drug-related issues has not 
been found to warrant initiation of Ofc of Investigations investigation into Q1 program. 
MART1N,R.D. Region 4, Office of Director. 85/12/19. HERR,R.K. Office of Investiga- 
tions. 2pp. 41544:184-41544:185. 

“8706160569 Forwards Q1 investigators statements, allegers &/or witnesses interviews 
re util Q1 program. based on Ofc of Investigations investigation into Cases 4-84-026,4- 
85-01 1,4-85-012 & 4-85-01 3,for review. 

HERR,R.K. Office of Investigations. 85/10/28. MARTIN, R.D. Region 4, Office of Di- 
rector. 17pp. 41544:186-41544:202. 

“8706170250 Discusses request for release of util investigative rept re Jan 1984 allega- 
tion concerning alleged harassment to complete ofc files.G Charnoff will pursue 
matter w/client & respond within 10 days. 

HAYES,B.B. Office of Investigations. 84/06/01. Office of Investigations. Ip. 
41545:119-41545:119. 

“8706170629 Advises that “personal & confidential” investigative rept provided to NRC 
by util will be maintained in Ofc of Investigations Region IV field ofc in investigative file 
Q4-84-018.W/O end. 

DRISK1LL,D.D. Office of Investigations. 84/03/19. Office of Investigations. 1p. 
41545:120-41545:120. 

8706170175 Final response to FOIA request re Ofc of Investigations investigations of 
drug abuse at plant.App A documents available in PDR. 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/06/11. HELL1NG,D.L. 
WDAF-TV, Kansas City, MO. 2pp. 41381:215-41381:217. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706240137 Application for amend to License NPF-42, revising Tech Spec Section 3/ 
4.3.1, "Reactor Trip Sys Instrumentation” re specified surveillance intervals & out-of- 
svctimes,per WCAP-10271 & Supp! 1 to WCAP-1 0271. Fee paid. 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/06/16. Document Control Branch 
(Document Control Desk). 10pp. 41449:263-41449:289. 

“8706240143 Proposed Tech Spec Section 3/4.3. 1, “Reactor Trip Sys Instrumenta- 
tion," revising specified surveillance intervals & out-of-svc times, per WCAP-10271 & 
SuppI 1 to WCAP-10271. 

* Wolf Creek Nuclear Operating Corp. 87/06/16. 17pp. 41449:273-41449:289. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411), 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706240095 Application for amend to License NPF-42, revising Tech Spec 3/4,3.3 re ra- 
diation monitoring for plant operation by changing number of min channels operable & 
modifying Actions 27 & 30 for Table 3.3-6. Fee paid. 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/06/19. Document Control Branch 
(Document Control Desk). 10pp. 41438:305-41438:319. 

“8706240107 Proposed Tech Specs, changing required min channels operable & modi- 
fying Actions 27 & 30 for Table 3.3-6 to permit extended allowed outage time. 

* Wolf Creek Nuclear Operating Corp. 87/06/19. 4pp. 41438:315-41438:319. 

8706240292 Application for amend to License NPF-42, revising Tech Spec 3/4.10.4 re 
reactor coolant loops to replace refs to Reactor Protection Sys P-7 permissive w/P-10 
permissive.Fee paid. 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/06/19. Documept Control Branch 
(Document Control Desk). 3pp. 41455:029-41455:039. 

“8706240304 Safety evaluation supporting proposed rev to Tech Spec 3/4.10.4 re reac- 
tor coolant loops to replace refs in Reactor Protection Sys P-7 permissive w/P-10 per- 
missive. 

* Wolf Creek Nuclear Operating Corp. 87/06/19. 6pp. 41455:032-41455:037. 

“8706240309 Proposed Tech Specs.replacing refs to Reactor Protection Sys P-7 per- 
missive w/P-10 permissive. 

* Wolf Creek Nuclear Operating Corp. 87/06/19. 2pp. 41455:038-41455:039, 
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8706250047 Application for amend to License NPF-42, revising Tech Spec 3.5.1 to allow 
unit to remain in hot standby w/RCS pressure less than or equal to 1 ,000 psig w/one 
accumulator inoperable.Util safety evaluation encl.Fee paid. 

BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 87/06/19. Document Control Branch 
(Document Control Desk). 8pp. 41475:178-41475:187. 

--8706250054 Proposed Tech Spec Section 3.5.1, allowing unit to remain in hot standby 
w/RCS pressure less than or equal to 1,000 psig w/one accumulator inoperable. 

• Wolf Creek Nuclear Operating Corp. 87/06/19. 2pp. 41475:186-41475:187. 

8706250233 Partial response to FOIA request for Ofc of Investigation final repts re 
planLApp B documents available in PDR.Other documents subj to request can be 
found under listed FOIA requests. 

GR1MSLEY,D. Division of Rules & Records (Post 870413). 87/06/19. 

ROSENBERG, M. Kansas City Star/ Kansas City Times. Kansas City. MO. 2pp. 
41467:263-41467:265. 


Q. Inspection reports, IE Bulletins & correspondence 

8706050304 Forwards EGG-SD-7483, "Technical Evaluation Rept on First 10-Yr Internal 
Inservice Insp Program Plan: Kansas Gas & Electric Co. Wolf Creek Generating Sta- 
tion," informal rept. Concludes that program in accordance w/NRC regulations. 
OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6022. 87/04/27. CARRINGTON.M. Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 41202:331-41203:015. 

-8706050311 "Technical Evaluation Rept on First 10-Yr Interval Inservice Insp Program 
PlanrKansas Gas & Electric Co, Wolf Creek Generating Station," informal rept. 
BROWN.B.W., MUDLIN.J.D. EG&G Idaho. Inc. (subs, of EG&G. Inc.). BROWN.B.W. 
Idaho National Engineering Laboratory. FIN D-6022. EGG-SD-7483. 87/04/30. NRC - 
No Detailed Affiliation Given. 43pp. 41202:332-41203:015. 

8705220275 Forwards SALP Rept 50-482/87-09 for 860201-870228. Performance was 
at high levei.especially in areas of maint, licensing activities. Decline noted in surveil- 
lance & quality programs. Improvement noted in security. 

MARTIN.R.D. Region 4. Office of Director. 87/05/14. WITHERS.B.D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 41254:007-41254:051. 

-8706100002 SALP Rept 50-482/87-09 for 860201-870228. 

* Region 4, Office of Director. 87/05/14. 43pp. 41254:009-41254:051. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706110160 Requests authorization to use code cases listed in Reg Guide 1.147 at 
facility, per 10CFR50.55a(a)(3).Code cases used will be identified in Section XI pro- 
gram & properly reviewed to ensure acceptable level of quality & safety.Fee paid. 
WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 87/06/02. Document Control 
Branch (Document Control Desk), ip. 41267:032-41267:032. 

8706160129 Ack receipt of NRC 870514 Itr which transmitted SALP Board rept & in- 
forms that mgt meeting not requested at this time. After review of rept, util will consider 
making submittal providing addi Info or responses to findings. 

WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 87/06/02. MARTIN,R.D. Region 
4, Office of Director. Ip. 41318:266-41318:266. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160023 Responds to FOIA request for documents.Forwards documents listed in 
apps, including nine Ofc of Investigations case files.Documents available in PDR in 
folder FOIA-84-291. Documents partially withheld (ref FOIA Exemptions 5 & 7). 
ROBINSON.LL. Freedom of Information & Privacy Acts Branch. 87/06/05. Freedom 
of Information & Privacy Acts Branch. 17pp. 41542:189-41545:158. 

-8706160043 Partially withheld Rept of Inquiry 04-84-019 re alleged Improper disposi- 
tioning of nonconformance repts (NCRs) on falsification of insp records & intimidation 
of QC inspectors.WD Johnson 840320 memo forwarding NCR end. 

FROST, W.E. Office of Investigations. 84/04/13. 13pp. 41542:206-41542:218. 

-8706160065 Fon^^ards Ofc of Investigations (01) rept of investigation re alleged intimi- 
dation of QC inspectors & falsification of insp records.OI concludes that QC insp 
drawings intentionally falsified. 

HAYES, B.B. Office of Investigations. 85/10/07, MARTIN.R. Region 4. Office of Direc- 
tor. 2pp.' 41 542:21 9-4,1 542:220. 

-8706160111 Partially deleted Investigation Rept 4-84-026.Major areas 
investigated:alleged harassment & intimidation of QC inspectors & falsification of insp 
drawings.Related info, including partially deleted transcripts of interviews end. 
EMERSON.M. Office of lovestigations. 85/10/07. 400pp. 41642:221-41543:265. 

-8706160142 Submits addI info re intimidation/harassment & QC insp quotas allega- 
tions per Investigation Q4-84-026. “Quota Sys" for QC inspectors not imposed by 
Daniel Civil quality inspectors. 

BROWN, K.R. Kansas Gas & Electric Co. 85/05/29. EMERSON.M. Office of Investiga- 
tions. 2pp. 41543:266-41543:267. 

-8706160198 Forwards Rept of Inquiry Q4-84-042.Case has been closed. 

HERR.R.K, Office of Investigations. 85/01/30. HAYES,B.B. Office of Investigations. 
Ip. 41543:269-41543:269. 

—8706160233 Partially deleted Rept of Inquiry Q4-84-042.No violations noted.Major 
areas invesfigated:alleged alterations of personnel records.Record of 840930 telcon & 
rept of interview w/JA Kelly end. 

DRISKILL.D.D. Office of Investigations. 85/01 /30. 9pp. 41 543:270-41 543:278. 

-8706160278 Partially deleted Rept of Inquiry Q4-85-001 .Major areas 
investigated:alleged improper activitiy re quality first/QA programs & questionable mgt 
intMrity.Related documentation end. 

HERR,R.K. Office of Investigations. 85/02/21. 149pp. 41543:279-41544:066. 


-8706160302 Advises that Rept of Inquiry Q4-85-001 closed on 850221 & forwarded to 
Ofc of Investigations headquarters. 

SPAGNOLl.C. Office of Investigations. 85/03/04. HUNT,J. NRC - No Detailed Affili- 
ation Given, ip, 41544:067-41544:067. 

-8706160337 Partially deleted memo discussing Rept of Inquiry Q4-85-001 re alleged 
improper activity re quality first/QA programs & questionable mgt integrity.AddI evalua- 
tion of "Dissolvo Tape," per Insp Rept 50-482/85-10, being performed. 

MARTIN,R.D. Region 4, Office of Director. 85/02/26. HERR.R.K. Office of Investiga- 
tions. 1 p. 41 544:068-41 544:068. 

“8706160349 Advises that util 840409 Investigative Rept KQWLKM-84-015 combined 
w/termination of foreman & corrective action of re-addressing unrestricted access to 
NRC by all personnel, have adequately addressed questionable issues. 

HERR,R.K. Office of Investigations. 85/02/05. WESTERMAN,T. Region 4, Office of 
Director. Ip. 41544:069-41544:069. 

-8706160456 Forwards Ofc of Investigations Assist to Insp re review of facility Quality 
First program investigation records. 

HERR.R.K. Office of Investigations. 85/06/12. MARTIN.R. Region 4, Office of Direc- 
tor. Ip. 41544:072-41544:072. 

-8706160483 Partially deleted Assist to Insp A4-85-005 re Ofc of Investigations review 
of util quality first program investigation records. 

DRISKILL.D.D. Office of Investigations. 85/06/12. 111pp. 41544:073-41544:183. 

-8706160599 Forwards listed documents & revised diskette for incorporation into Rept 
of Investigation 4-85-011. 

HERR.R.K. Office of Investigations. 86/01/10. HUTCHISON, W.D. Office of Investiga- 
tions. 4pp. 41544:203-41544:206. 

“8706160610 Fonwards Rept of Investigation 4-85-011 re suspected falsification of 
records at plant, 

HAYES.B.B. Office of Investigations. 86/04/30. MARTIN.R.D. Region 4, Office of Di- 
rector. 2pp. 41544:207-41544:208. 

-8706160627 Partially deleted Rept of Investigation 4-85-011. No violations noted.Major 
areas investigated:suspected falsification of records at planLSupporting documenta- 
tion end. 

EMERSON.M. Office of Investigations. 86/04/04. 104pp. 41544:209-41544:314. 

“8706160646 Fonwards Ofc of Investigations Rept of Investigation 4-85-012 re suspect- 
ed improper disposition of allegation of drug use by engineer. 

HAYES.B.B. Office of Investigations. 86/01/24. MARTIN.R.D. Region 4, Office of Di- 
rector. Ip. 41544:315-41544:315. 

-8706160666 Partially deleted Rept of Investigation 4-85-01 2.No violations noted.Major 
areas investigated:allegation of drug use by quality engineering personnel. Related 
documentation end. 

EMERSON.M. Office of Investigations. 86/01/24. 64pp. 41544:316-41545:019. 

-8706160685 Advises that no further Ofc of Investigations participation anticipated 
unless further investigation re safety significance & impact requested concerning Case 
4-85-012. 

HERR.R.K. Office of Investigations. 85/08/29. Office of Investigations. 2pp. 
41545:020-41545:021. 

-8706160690 Forwards Ofc of Investigations Rept of Investigation 4-85-013 re alleged 
discrimination against QC employee. 

HAYES.B.B, Office of Investigations. 86/01/29. MARTIN.R.D. Region 4, Office of Di- 
rector. ip. 41545:022-41545:022. 

-8706160706 Supplemental Rept of Inquiry Q4-84-018(S).No violations noted.Major 
areas investigated:alleged intimidation of QC inspectors. 

HERR.R.K. Office of Investigations. 85/02/15. Ip. 41545:098-41545:098. 

8706160314 Submits update of original schedule for completing action per IE Bulletin 
85-003, “Motor-Operated Valve Common Mode Failures During Plant Transients Due 
to Improper Switch...." Items A & E completed, Final rept to be completed 871115. 
WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/06/05. MARTIN.R.D. Region 
4, Office of Director. Ip. 41317:148-41317:148. 

8706160036 Ack receipt of 870505 response to 870413 notice of 
violation.Implementation of corrective actions will be reviewed during future insp to de- 
termine full compliance. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/08. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 41305:277-41305:281. 

8706100470 NRC Info Notice 87-027. “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice. 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170446 Responds to violations noted in Insp Rept 50-482/87-05. Corrective 
actions:procedure for processing total plant setpoint document change requests re- 
vised. 

WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 87/06/12. Document Control 
Branch (Document Control Desk). 6pp. 41385:053-41385:058. 

8706190299 Forwards Insp Rept 50-482/87-13 on 870501 -31. No violations or devi- 
ations noted. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/15. WITHERS.B.D. Wolf Creek 
Nuclear Operating Corp. 2pp. 41394:261-41394:274. 
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-“8706190305 Insp Rept 50-482/87-13 on 870501 -31. No violations or deviations 
noted.Major areas inspected:plant status.followup on previously identified NRC 
items, operational safety verification & monthly surveillance observation. 

CUMMINS, J.E., BARTLETT, B.L., HUNTER, iC.R. Region 4, Office of Director. 87/06/ 
12. 12pp. 41394:263-41394:274. 

8706170115 NRC Info Notice 87-028. “Air Sys Problems at US LWRs.” Svc list end. 
ROSSt.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 

8706170444 Monf^l'^ooerafing 'ept for May 1987.W/870612 Itr. 

WILLIAMS, M., V,i l■■LHS,ED Wolf Creek Nuclear Operating Corp. 87/05/31. 7pp. 
41386:072-41386:078. 

8706170457 “Annual Rept of Fire Protection Program Changes," 

SCHNELL.D.F, Union Electric Co. 87/06/09. Document Control Branch (Document 
Control Desk). 7pp. 41385:066-41385:072. 


S. Reportable occurrences, LERs & related correspondence 

8706030445 LER 87-020-00:on 870506, control room ventilation isolation signal occurred 
due to chlorine monitor GK-AITS-3 indicating high chlorine level in outside air.Caused 
by broken tape used to detect chlorine. Paper tace reo'aced W/870528 Itr. 
WILLIAMS.M.G., WITHERS.B.D. Wolf Creek Nudci!: Cperairg Corp. 87/05/28. 6pp. 
41170:001-41170:006. 

8706100463 LER 87-01 9-00:on 870506,containment purge isolation signal & control 
room ventilation isolation signal received. Caused by equipment failure resulting fron 
numerous removals & reconnections of connector.Connector replaced.W/870605 Itr. 
WILLIAMS.M.G., WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 87/06/05. 4pp. 
41243:273-41243:276. 

8706110036 Special Rept 87-006:on 870429,seismic monitoring instrumentation channel 
declared inoperable & remained out of svc for more than 30 days.Caused by faulty 
voltage regulating printed circuit board. Board will be replaced. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 87/06/05. Document Control 
Branch (Document Control Desk). 3pp. 41268:265-41268:267. 

8706220004 LER 87-021-00:on 9705'’6 ‘'ou'lv f-e watch, per Tech Spec 3.7.11, per- 
formed tate.Caused by personne e'ror.S wi I be added at end of each fire watch 
impairment log to ensure verifica:iC‘-' by ■ w<:'.c:i personnel.W/870612 Itr. 

WILLIAMS, M.G., WlTHERS,B.D. Wolf Creek Nuclear Operating Corp. 87/06/12. 5pp. 
41410:275-41410:279. 


T. Hearing transcripts on non-antitrust matters 

8706160023 Responds to FOIA request for documents. Forwards documents listed in 
apps,'ncludhg nine Ofc of Investigations case files.Documents available in PDR in 
folder FOIA-84-291. Documents partially withheld (ref FOIA Exemptions 5 & 7). 
ROBINSON, L.L. Freedom of Information & Privacy Acts Branch. 87/06/05. Freedom 
of Information & Privacy Acts Branch. 17pp. 41542:189-41545:158. 

-8706160111 Partially deleted Investigation Rept 4-84-026. Major areas 
investigatedialleged harassment & intimidation of QC inspectors & falsification of insp 
draw=-cs.Fc!afed inc:'jdi".q ca-tir-"'/ deleted transcripts of interviews end. 
EMLHSCN.V. of -■■.o.s: c.-lirns «r>'lC)T7. 400pp. 41542:221-41543:265. 


V. Operator Examinations 

8705220275 Forwards SALP Rept 50-482/87-09 for 860201-870228. Performance was 
at high level, especially in areas of maint, licensing activities. Decline noted in surveil- 
lance & quality crccr<?.ns.l'rprov-m-jrf rcted in .sec.;r:t.-. 

MART1N,R.D. Regcn C^‘:C3 ol “irectcr. 37 C5/-^.. -A Tl-=RS,r5 D. Wolf Creek Nu- 
clear Operating Corp. 2pp. 41254:007-41254:051. 

-8706100002 SALP Rept 50-482/87-09 for 860201-870228. 

* Region 4, Office of Director. 87/05/14. 43pp. 41254:009-41254:051. 
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8706260037 Ack receipt of FEMA analysis of prompt alert & notification sys for 
plant.Plant alert & notification sys adequate in event of radiological emergency. 
SHAFER, W.D. Region 3, Office of Director. 87/06/17. SCHN=;LL,D.F. Union Electric 
Co. Ip. 41475:312-41475:313. 

-8706260046 Forwards “Callaway Nuclear Power Plant Site-Specific Offsite Radiologi- 
cal Emergency Preparedness Alert & Notification Sys QA Verification.” Facility alert & 
notification sys meets requirements of NUREG-0654/FEMA-REP-1,Rev I.W/o end. 
MCLOUGHLIN.D. Federal Emergency Management Agency. 87/05/18. STELLO.V. 
Office of the Executive Director for Operations. Ip. 41475:313-41475:313. 

8706240213 Forwards Safety Insp Rept 50-483/87-10 on 870405-0531. No violations 
noted. 

FORNEY, W.L Region 3, Office of Director. 87/06/18. SCHNELL.D.F. Union Electric 
Co. 2pp. 41438:231-41438:243. 

“8706240221 Insp Rept 50-483/87-10 on 870405-0531. No violations noted. Major 
areas inspected:operational safety, ESF sys waikdown, r^.ai"t,sjr''ci"ri''co.raflio:o'.;iir:i 
control.fire protection, security, emergency prepared ness. 'j.jL:g;;s & qualiiv :j'Our:i’Ti^ 
HINDS.J.M. Region 3, Office of Director. 87/06/18. 1 1pp 1 ■'■■36:233-41 428 2'L'.r 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8706190063 Rev OL-1 to updated FSAR for Callaway plant.W/870609 Itr. 
SCHNELL.D.F. Union Electric Co. 87/06/30. 2100pp. 41400:269-41405:105. 


P. Operating license stage documents & correspondence 


8706050349 Forwards “Conformance to Generic Ltr 83-28,ltem 2.2. 2, Vendor Interface 
Programs (All Other Safety-Related Components). Callaway Plant,” final rept.Plant in 
conformance w/generic Itr. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/04. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). ip. 41203:016-41203:032. 

—8706050351 “Conformace to Generic Ltr 83-28, Item 2.2.2, Vendor Interface Programs 
(All Other Safety-Related Components),Callaway Plant," informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7553 ERR. 87/02/28. NRC - No Detailed Affili- 
ation Given. 15pp. 41203:017-41203:032. 

8706080067 Forwards EGG-NTA-7295, "Conformance to Generic Ltr 83-28, Item 2.2.1, 
•Vendor Interface Programs (All Cther Safety- Related Components),’ Callaway Plant 
Unit 1.” 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. 87/03/04. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41211:299-4121 1:317. 

-8706080070 "Conformance to Generic Ltr 83-28, Item 2.2.1, ’Vendor Interface Pro- 
grams (All Other Safety-Related Components),’ Callaway Plant, Unit 1," informal rept. 
UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. EGG-NTA-7295 ERR. 87/03/31. NRC - No Detailed Affili- 
ation Given. 19pp. 41211:300-41211:317. 

8706040173 Fonvards Amend 23 to License NPF-30 & safety evaluation. Amend revises 
Tech Spec Figure 3.9-1 w/correct curves for Westinghouse optimized fuel & std fuel. 
ALEXION.T.W. Project Directorate III-3. 87/05/22. SCHNELL.D.F. Union Electric Co. 
2pp. 41180:201-41180:213. 

—8706040175 Amend 23 to License NPF-30, revising Tech Spec Figure 3.9-1 w/correct 
curves for Westinghouse optimized fuel & std fuel. 

WIGGINTON.D.L Project Directorate III-3. 87/05/22. 7pp. 41180:203-41180:209, 

-8706040177 Safety evaluation supporting Amend 23 to License NPF-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/05/22, 4pp. 
41180:210-41180:213. 

8706010424 Forwards response to 861112 request for addi info re SNUPPS steam gen- 
erator tube rupture analysis for plant.Operators expected to act quickly to reduce pri- 
mary pressure after safety injection termination. 

SCHNELL.D.F. Union Electric Co. 87/05/27. Document Control Branch (Document 
Control Desk), 45pp. 41137:273-41137:316. 

8706040011 Responds to BJ Youngblood 870407 Itr, Question 4, re add! info in support 
of NRC review of NUREG-0737,ltem 1I.D.1 for facility.Responses to Questions 1,3 & 5 
transmitted on 870424. 

SCHNELL,D.F. Union Electric Co. 87/05/29. Document Control Branch (Document 
Control Desk). 10pp. 41171:167-41171:176. 
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8706170539 Forwards rept summarizing written safety evaluations of changes approved 
& implemented for plant through 870430. 

SCHNELUD.F. Union Electric Co. 87/06/05. Document Control Branch (Document 
Control Desk). 43pp. 41386:217-41386:259. 

8706220052 Forwards Amend 24 to License NPF-30 & safety evaluation. Amend modi- 
fies Section 5.3.1 of Tech Specs to allow for limited replacement of fuel rods w/filler 
rods or vacancies if supported by cycle-specific reload analysis. 

ALEXION.T.W. Project Directorate III-3. 87/06/08. SCHNELUD.F. Union Electric Co. 
2pp. 41416:035-41416:044. 

-8706220058 Amend 24 to License NPF-30, modifying Section 5.3.1 of Tech Specs to 
allow for limited replacement of fuel rods w/filler rods or vacancies if supported by 
cycle-specific reload analysis. 

WIGGINTON.D.L Project Directorate III-3. 87/06/08. 6pp. 41416:037-41416:041. 

-8706220061 Safety evaluation supporting Amend 24 to License NPF-30. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/08. 3pp. 
41416:042-41416:044. 

8706180161 Forwards response to NRC questions re safety-related motor- operated 
valve program ref in IE Bulletin 85-03 & C Norelius 870507 Itr to DF SchnelI.Revised 
End 2 resubmitted to incorporate info in End 1 . 

SCHNELL.D.F. Union Electric Co. 87/06/10. Document Control Branch (Document 
Control Desk). 46pp. 41390:033-41390:078. 

8706160428 Forwards Rev 10 to facility QA manual, incorporating organization charts & 
identifying repts used by vice president, for review & approval. 

SCHNELUD.F. Union Electric Co. 87/06/11. Document Control Branch (Document 
Control Desk). 4pp. 41336:026-41336:158. 

-8706160455 Rev 10 to operating QA manual for facility. 

* Union Electric Co. 87/06/30. 161pp. 41336:030-41336:158. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MiRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230148 Forwards Rev 1 to NUREG-ICnO.presontip;] Toch Specs for plant at time 
util received full power license, por Lang 'equos:. v\ /o enc'. 

ALEXION,T.W. Project Directorate Iii-3.'e7 'Oo'ie. KuCERA.R.A. Missouri, State of. 
1p. 41435:241-41435:241. 

8706250533 Application for amend to License NPF-30, revising Tech Spec Pages 2-7,2-9 
& B2-5 to require use of as-measured loop- specific vessel delta T values at 100% 
rated thermal power. Rev reflects wording in Rev 4 to NU REG-0452. 

SCHNELUD.F. Union Electric Co. 87/06/18. Document Control Branch (Document 
Control Desk). 4pp. 41472:096-41472:105. 

-8706250540 Proposed Tech Specs Page 2-7.2-9,82-5,3/4 3-12 & insert page re delta 
T values, 

* Union Electric Co. 87/06/18. 6pp. 41472:100-41472:105. 

8706300095 Application for amend to License NPF-30, revising Tech Spec Limiting Con- 
dition for Operation 3. 1,3.5 & Figure 3.1-1 to allow control & shutdown of rod banks 
designated as fully withdrawn at 225 steps or higher.Fee paid. 

SCHNELUD.F. Union Electric Co. 87/06/18. Document Control Branch (Document 
Control Desk). 4pp. 41486:341-41486:354. 

-8706300165 Proposed Tech Specs.revising Limiting Condition for Operation 3. 1.3.5 & 
Figure 3,1-1 to allow control & shutdown of rod banks designated as fully withdrawn 
at 225 steps or higher. 

* Union Electric Co. 87/06/18. 10pp. 41486:345-41486:354. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGL1A,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706050140 Forwards one-time relief request associated w/inservice testing 
program, for review.Listed check valves may not have been tested in open direction 
during Mode 5 outage.Expedited review requested to avoid potential unit shutdown. 
SCHNELUD.F. Union Electric Co. 87/05/28. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 4pp. 41192:161-41192:164. 

8706050292 Forwards Safety Insp Rept 50-483/87-08 on 870226-0428 & notice of vio- 
lation. 

HEHUC.W. Region 3, Office of Director. 87/05/29. SCHNELUD.F. Union Electric Co. 
2pp. 41192:115-41192:127. 

-8706050294 Notice of violation from insp on 870226-0428. 

HEHUC.W. Region 3, Office of Director. 87/05/29. Ip. 41192:117-41192:117. 

-8706050298 Insp Rept 50-483/87-08 on 870226-0428.Violations noted: fuel pool cool- 
ing & cleanup vent Valve EC-V082 found in closed position contrary to procedures. 
MAURA, F.A., WRIGHT,G.C. Region 3, Office of Director. 87/05/26. 10pp. 41192:118- 
41192:127. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706170106 Forwards Safety Insp Rept 50-483/87-16 on 87051 1-15.No violations 
noted. 

SHAFER.W.D. Region 3, Office of Director. 87/06/09. SCHNELUD.F. Union Electric 
Co. 2pp. 41370:215-41370:226. 


-8706170117 Insp Rept 50-483/87-16 on 87051 1-15.No violations noted. Major areas 
inspected:chemistry program,including procedures,training & QA & confirmatory meas- 
urements of nonradiological samples. 

HOLTZMAN,R.B., HOUSE.J.E., SCHUMACHER.M.C. Region 3, Office of Director. 87/ 
06/08. 10pp. 41370:217-41370:226. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706150090 Forwards SD Alexander findings & comments from Special Environ Qualifi- 
cation Team Insp Rept 50-483/87-15 on 870504-08 re equipment qualification. 
MERSCHOFF,E.W. Vendor Inspection Branch. 87/06/10. HARRISON, J.J. Region 3, 
Office of Director. 6pp. 41304:357-41304:363. 

8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E, Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. I20pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706240407 Forwards draft SALP input for facility covering util licensing activities for 
June 1986 - May 1987. Performance rating of Category 1 assigned.Review 
requested.Comments received by 870626 will be incorporated into final rept. 
ALEXION,T.W. Project Directorate III-3. 87/06/17. CRUTCHFIELD,D. Division of Re- 
actor Projects - lll,IV,V & Special Projects (Post 870411). SHAO.L.C. Division of Engi- 
neering & Systems Technology (Post 870411), ROSSLC.E. Division of Operational 
Events Assessment (Post 870411). 6pp. 41451:285-41451:290. 

8706240213 Forwards Safety Insp Rept 50-483/87-10 on 870405-0531. No violations 
noted. 

FORNEY, W.U Region 3, Office of Director. 87/06/18. SCHNELL,D.F. Union Electric 
Co. 2pp. 41438:231-41438:243. 

-8706240221 Insp Rept 50-483/87-10 on 870405-0531, No violations noted. Major 
areas inspected:operational safety,ESF sys waikdown, maint,surveillance,radiological 
controLfire protection, security, emergency preparedness,6utages & quality programs. 
HINDS, J.M. Region 3, Office of Director. 87/06/18. 11pp. 41438:233-41438:243. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706260393 Responds to NRC 870529 Itr re violations noted in Insp Rept 50-483/87- 
OB.Corrective actions:fuel pool cooling & cleanup vent valve opened & all vents locat- 
ed in auxiliary bldg reverified to be properly positioned. 

SCHNELUD.F. Union Electric Co. 87/06/24. Document Control Branch (Document 
Control Desk). 2pp. 41482:011-41482:012. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc, 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & reiated correspondence 


8706170253 Monthly operating rept for May 1987.W/870610 Itr. 

KEITH,B.W., BLOSSER,J.D. Union Electric Co. 87/05/31. 6pp. 41371:007-41371:012. 


S. Reportable occurrences, LERs & related correspondence 

8706040004 LER 87-007-00:on 870504,control room ventilation isolation occurred when 
test probes of digital voltmeter placed across incorrect terminals in solid state protec- 
tion sys cabinet. Caused by personnel error.W/870529 Itr. 

ROBINSON, W.R., BLOSSER.J.D. Union Electric Co. 87/05/29. 4pp. 41172:163- 
41172:166. 

8706090378 LER 87-008-00:on 870504, util maint electricians blocked open fire door w/ 
o establishing continuous fire watch.Caused by lack of understanding of Tech Spec 
requirements. Util maint personnel counseled. W/870602 Itr. 

YOUNG, D.E., DAVIS,J.E., BLOSSER.J.D. Union Electric Co. 87/06/02. 5pp. 
41222:274-41222:278. 

8706160040 LER 87-009-00:on 870507, during auto Shunt trip test, reactor protection sys 
actuation occurred & feedwater isolation signal received.Caused when nonlicensed 
operator pressed test button for wrong reactor trip breaker.W/870608 Itr. 

TAYLOR, M.E., BLOSSER.J.D. Union Electric Co. 87/06/08. 5pp. 41306:052- 
41306:056. 

8706300958 Special Rept 87-05:on 870608, unusual event declared due to actuation of 
seismic monitoring instrumentation.Caused not determined. Evaluation indicated that 
industrial mine blasts in area did not cause actuation. 

BLOSSER.J.D. Union Electric Co. 87/06/22. DAVIS.A.B. Region 3, Office of Director. 
3pp. 41502:307-41502:309. 


V. Operator Examinations 

8706090288 Advises that written & oral operator & senior operator licensing exams 
scheduled for wk of 870921, Ref matl listed in end required 60 days prior to 
exams.List of space & facility requirements also end. 

HEHL,C.W. Region 3. Office of Director. 87/06/01. SCHNELL Union Electric Co. 9pp. 
41224:337-41224:345. 
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8706110399 Forwards revised NRC Form 398, personal qualifications statemenMicensee 
& NRC Form 396, certification of medical exam by facility licensee.Forms revised to 
reflect changes to 10CFR55 effective on 870526. W/o ends. 

HEHL.C.W. Region 3, Office of Director. 87/06/03. Indiana & Michigan Electric Co. 
3pp. 41267:155-41267:157. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation of 
operator licensing exam process within Region Ill.Presentatlons will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds." Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Elec- 
tric Co. 3pp. 41290:316-41290:318. 


8706030416 Forwards revised FSAR Section 3.6.1. 1(9), “Design Bases...," allowing for 
use of analytical methods to evaluate capability of impacted piping to withstand whip 
impact w/o rupture. ^ 

WISENBURG,M.R. Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 3pp. 41170:023-41170:025. 

8706030423 Forwards revised FSAR Table 11.2-3, “Equipment Principal Design Param- 
eters" which incorporates change to capacity of Waste Monitor Tank Pumps 1D,1E & 
IF due to startup field testing, 

WISENBURG,M.R. Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 3pp. 41170:013-41170:015. 


DOCKET STN-50-498 SOUTH TEXAS PROJECT, UNIT 1 


A. Application/construction stage documents & correspondence 


8706080093 Forwards EGG-REQ-7542, “Review of South Texas Project Quality Data 
Processing Sys Reliability Study." draft technical evaluation rept,Condudes that digital 
channels for subj sys have higher availability than analog channels. 

ROBERTS, E.W. EG&G Idaho. !nc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6019. 87/03/09. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41212:173-41212:201. 

-8706080105 “Review of South Texas Project Quality Data Processing Sys Reliability 
Study," draft technical evaluation rept. 

POLOSKI.J.P. EG&G Idaho, Inc. (subs, of EG&G, Inc.). POLOSKI.J.P. Idaho National 
Engineering Laboratory. FIN D-6019. EGG-REQ-7542. 87/02/28. NRC - No Detailed 
Affiliation Given. 28pp. 41212:174-41212:201. 

8706080254 Forwards technical evaluation rept re licensee isolator test rept.lsolators 
qualified for use in Class 1 E sys. 

ROBERTS.E.W. Idaho National Engineering Laboratory. ROBERTS,E.W. EG&G Idaho, 
Inc. (subs, of EG&G. Inc.). FIN D-6019. 87/03/25. CARRINGTON.M. Office of Nuclear 
Reactor Regulation, Director (851125-870411). 7pp. 41212:203-41212:209. 

8706040349 Forwards EGG-NTA-7681, “Audit of Pump & Valve Operability Assurance 
Program for South Texas Project, Unit 1.” Several specific & generic issues identified 
that applicant must resolve before fuel load. 

OBENCHAIN.C.F. Idaho National Engineering Laboratory. OBENCHAIN,C.F. EG&G 
Idaho, Inc. (subs, of EG&G, Inc.). 87/04/21. CARRINGTON.M. Planning, Program & 
Management Support Branch (Post 870411). 2pp. 41180:337-41181:057. 

8706010130 Requests that Commission be prepared to issue license authorizing fuel 
loading & operation up to 5% of rated power as early as 870623.Lists of items & tests 
that may not be completed by fuel load end. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/26. Document Control Branch 
(Document Control Desk). 26pp. 41130:012-41130:037. 

8706010190 Summarizes status of requests for exemption from requirements of 
10CFR50,App A.GDC-4.Exemption would eliminate protection from dynamic effects re 
postulated pipe breaks.Figure of 12-inch accumulator line end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/26. Document Control 
Branch (Document Control Desk). 6pp. 41119:267-41119:271. 

8706020202 Submits addi info re facility project request for approval on increased cu- 
mulative usage factor. Util considers confirmatory item closed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/27. Document Control 
Branch (Document Control Desk). 3pp. 41135:068-41135:070. 

8706020258 Forwards editorial corrections for Amends 59 & 60 to FSAR, revising re- 
sponses to Questions 220.31 N & 220.32N, respectively.Changes will be incorporated 
in Amend 61 to FSAR. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/27. Document Control 
Branch (Document Control Desk). 6pp. 41134:163-41134:168. 


8706260338 Forwards EGG-NTA-7702, "Evaluation of South Texas Project Unit 1 Tech 
Specs," final technical evaluation rept. 

OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6824. 87/05/28. CARRINGTON.M. Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 41480:247-41480:288. 

-8706260346 “Evaluation of South Texas Project Unit 1 Tech Specs," Informal techni- 
cal evaluation rept. 

BAXTER, D.E.. VALENTI, LN. EG&G Idaho, Inc. (subs, of EG&G. Inc.). BAXTER.D.E. 
Idaho National Engineering Laboratory. FIN A-6824. EGG-NTA-7702. 87/05/31. NRC 
• No Detailed Affiliation Given. 39pp. 41480:248-41480:288. 


8706030250 Forwards proprietary & nonproprietary “Addt Info in Support of Elimination 
of Postulated Pipe Ruptures in Accumulator Lines of South Texas Projects Units ,1 & 2 
(WCAP-1 1383/1 1351) (10-Inch & 8-Inch RHR Piping Attached to Accumulator Line)." 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 3pp. 41152:107-41152:147. 


-8706030260 Requests proprietary “AddI Info in Support of Elimination of Postulated 
Pipe Ruptures in Accumulator Line of South Texas Power Project Units 1 & 2 (WCAP- 
1 1 383/1 1 351 )..." be withheld (ref 1 0CFR2.790). 

WIESEMANN,R.A. Westinghouse Electric Corp. 87/06/26, MURLEY.T, Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 41152:110-41152:116. 


-8706030267 Nonproprietary “Addi Info in Support of Elimination of Postulated Pipe 
Ruptures in Accumulator Lines of South Texas Power Project Units 1 & 2 (WCAP- 
11 383/1 1351) (10-Inch & 8-Inch RHR Piping Attached to Accumulator Line)." 
SWAMY,S.A., WITT.FJ., LEE.Y.S. Westinghouse Electric Ciorp. 87/05/31. 31pp. 
41162:117-41152:147. 


8706030380 Forwards annotated rev to FSAR Section 3.9.1. 2.2 re use of computer pn 
grams for piping analyses.R6V incorporates ref to two addi computer programs beir 
P'P® support anatysis.Rev to be included in next FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Contr 
Branch (Document Control Desk). 4pp. 41170:053-41170:056. 


8706090403 Forwards IE Info Notice 86-098, “Offsite Medical Svcs.” & informs of criti- 
cal deadline approaching for plants w/o full power OLs by effective date of FEMA 
Guidance Memmo MS-1 on 861113.Schedule for util submittal requested within 15 
days. 

PERCH.R.L. Project Directorate IV. 87/05/29. GOLDBERG,J.H. Houston Liahtina A 
Power Co. 3pp. 41 230:271 -41 230:287. ^ 

8706090424 Responds to questions raised in 870505 meeting w/NRC re util compliance 
w/GDC 56 & 57 & SRP 6.2.4 concerning remote manual isolation of primary contain- 
ment isolation valves following DBA.Revised response to Generic Ltr 85-1 2 end 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 50pp. 41221:338-41222:027. 

8706260274 Forwards EGG-NTA-7721, “TMI Action-NUREG-0737 (I1.D.1), Relief & 
Safety Valve Testing.South Texas Units 1 & 2," technical evaluation repLApplilcant 
provided acceptable submittals reconfirming that listed GDC met. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6005. 87/05/29. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation. Director (Post 870411). Ip. 41480:176-41480:209. 

—8706260278 “TMI Action-NUREG-0737 (II. D.1), Relief & Safety Valve Testing.South 
Texas Units 1 & 2,” technical evaluation rept. 

YUAN.C., NALEZNY.C.L EG&G Idaho. Inc. (subs, of EG&G. Inc.). YUAN.C. Idaho Na- 
tional Engineering Laboratory. FIN D-6005. EGG-NTA-7721. 87/05/31. NRC - No De- 
tailed Affiliation Given. 33pp. 41480:177-41480:209. 

8706090261 Provides clarification & justification for deletion of commitments to Reg 
Guide 1.21 & ANSI N13.1 in Section 9.3.2.2.4 for process sampling sys.Revised FSAR 
Table 3.12-1 end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 4pp. 41222:199-41222:202. 

8706090377 Forwards revised FSAR Tables 11.5-1, "Process & Effluent Radiation Sys" 
& 12.3.4-2, “Bldg Ventilation Monitors." Revs reflect miscellaneous setpoint changes 
& revised gross failed fuel monitor range. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 8pp. 41234:200-41234:207. 

8706090396 Forwards.for ref & use.Contract DE-CR01-87RW00129 for disposal of 
spent fuel &/or high level radwaste. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 75pp. 41234:238-41234:306. 

8706090422 Forwards annotated revs to FSAR, reflecting design changes issued to 
change automatic containment isolation signal from letdown stop valves to orifice iso- 
lation valves prior to fuel load.Changes to logic drawings also end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 18pp. 41223:309-41223:326. 

8706100156 Forwards revised FSAR Table 3.9-9, “Max Deflections for Reactor Internal 
Support Structures." Value of 1.4 inches represents loss-of-function deflection for rod 
cluster guide tubes.SER conclusions remain valid. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 3pp. 41241:151-41241:153. 

8706100193 Forwards Attachment 1 clarifying 870508 proposal to change Tech Spec 
3.8.2. 1 re capacity of 125-volt dc battery chargers, per 870512 conversatioaSingle 
charger capable of supplying 100% of load on Channels I & IV except as stated. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 3pp. 41241:044-41241:046. 

8706100226 Forwards annotated rev to FSAR Section 9.1.4.2.4.1, changing description 
of refueling machine control sys.Rev will be incorporated into future FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 3pp. 41238:058-41238:060. 

8706100297 Forwards annotated revs to FSAR Section 17.2 re QA at fadlity.Changes 
initiated to reflect organizational changes & provide clarifying descriptions of facility 
QA program. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 25pp. 41241:282-41241:306. 

8706110306 Forwards annotated rev to FSAR Section 7A.II.K.3.17 re NUREG-0737 po- 
sition on repts of outages of ECCS.lnfo re ECCS outages will be submitted in written 
rept following 5 yrs of commercial operation.Rev to be incorporated in future amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 3pp. 41266:108-41266:110. 

8706120067 Forwards "Reactor Containment Bldg Integrated Leakage Rate Test," final 
rept for unitTest, conducted on 870324-25, demonstrated that containment leakage 
under prescribed post- accident conditions within allowable leakage rate value. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 2pp. 41275:103-41275:154. 

-8706120072 “Reactor Containment Bldg Integrated Leakage Rate Test," final rept, 
Houston Lighting & Power Co. 87/03/31. 51pp. 41275:106-41275:154. 


870M30Mt Forwards revised FSAR Sections 9.5.5 & 9.5.6 indicating that ac motor 
dnven jacket water standby pump automatically starts on low water pressure & traps 
provided in air receiver drams if needed, respectively, 

WISENBURG.M.R. Houston Ughting & Power Oo. 87/05/29. Document Control 
Branch (Document Control Desk). 4pp. 41170:041-41170:044. 


'*^^0 '■® 870515 request for scheduler exemption for 
10CFR50, Appendix A, GDC 57 to obtain authorization to defer completion of mods to 
component cooling water sys return lines until first scheduled refueling outage 
GOLDBERG,J.H. Houston Lighting & Power Co. 87/06/03. Document Control Branch 
(Document Control Desk). 3pp, 41234:218-41234:220. 
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8706100120 Discusses justification for request to delete initial startup loss of offsite 
power test.Preoperational test on 1 E ac power distribution & preoperational & initial 
startup tests meet Reg Guide 1.68, Rev 2 Test Description JJ. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/03. Document Control 
Branch (Document Control Desk). 9pp. 41240:076-41240:084. 

8706100455 Forwards revised FSAR Section 5.3. 2.1, Ref Section 5.3 & Fig 5.3-3, incor- 
porating revs to pressure-temp limits based upon comparison of Reg Guide 1.99,Rev 
1 & revised fluences. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/03. Document Control 
Branch (Document Control Desk). 8pp. 41241:223-41241:230. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100087 Forwards Field Change Requests HBM-00977 & BM-00976,per NRC 
request.Mods will permit introduction of calibr & nitrogen purge gas into gaseous 
waste processing sys & safe removal of calibr gas from sys prior to charcoal tanks. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/04. Document Control 
Branch (Document Control Desk). 8pp. 41232:348-41232:355. 

8706100417 Forwards annotated revs to FSAR Chapters 13 & 14.Revs update descrip- 
tion of facilities electric generating station organization & provide editorial 
changes.Changes will be incorporated in future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/04. Document Control 
Branch (Document Control Desk). 54pp. 41243:081-41243:134. 

8706110115 Forwards status rept of CRDR items & commitments discussed w/NRC 
during 870528 telcon.Zone coding for indicators in safety-related sys in control room 
will be completed prior to entering operating mode. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/04. Document Control 

Branch (Document Control Desk! 7pp. 41260:257-41260:263. 

8706110439 Forwards annotated rev to FSAR Chapter 12, “Radiation Protection," re- 
flecting personnel organization, corrections, clarifications & editorial changes.Rev will 
be incorporated into future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/04. Document Control 

Branch (Document Control Desk). 74pp. 41264:201-41264:277. 

8706090331 Forwards implementation ltr rept re preoperational testing of reactor vessel 
water level sys.per NRC 870602 ltr & Item II.F.2 of NUREG-0737. Preoperational test- 
ing of sys complete & test results available onsite for NRC review. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/05. Document Control 

Branch (Document Control Desk). 5pp. 41223:113-41223:117. 

8706090384 Responds to request for addi clarification re SORT Audit Item BOP-1, per 
870603 telcon. Pictorial on attachment Page 3 of previous submittal (ST-HL-AE-2148) 
re seismic model of generic panel clarified. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/05. Document Control 

Branch (Document Control Desk). 2pp. 41223:019-41223:020. 

8706100048 Advises that as-built reconciliation program for safety- related piping sys 
completed w/exception of three cases. Final documentation of remaining evaluations 
will be completed by 870612 & NRC notified. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/05. Document Control 

Branch (Document Control Desk). 2pp. 41232:360-41232:361. 

8706100081 Forwards annotated revs to FSAR Sections 9.2.2, 9.2.5 & Table 9.2.2-4 re 
component cooling water (CCW) & emergency cooling water (ECW) sys.Changes 
result of calculation finalization efforts & final verification of vendor info. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/05. Document Control 

Branch (Document Control Desk). 5pp. 41232:343-41232:347. 

8706100143 Provides addI info re verification that fault testing performed in manner to 
demonstrate that lack of Reg Guide 1.75 separation would not foster propagation 
within quality display processing sys cabinets. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/05. Document Control 

Branch (Document Control Desk). 3pp. 41242:155-41242:157. 

8706150222 Forwards final draft Tech Specs & technical changes w/ justifications.Tech 
Specs consistent w/FSAR.SER & as-built facility w/exceptions, editorial changes & 
corrections noted on end marked-up pages. 

VAUGHN, Q.E. Houston Lighting & Power Co. 87/06/05. Document Control Branch 
(Document Control Desk). 146pp. 41290:325-41291:110. 

8706160453 Forwards environ assessment & finding of no significant impact re util 
870515 request for schedular exemption from GDC 57 requirements. 

CALVO,J.A. Project Directorate IV. 87/06/09. GOLDBERG, J.H. Houston Lighting & 
Power Co. 4pp. 41345:152-41345:159. 

-8706160469 Notice of environ assessment & finding of no significant impact for sched- 
ular exemption from portion of 10CFR50, App A, GDC 57 requirements.Action will not 
have significant effect on quality of human environ. 

CRUTCHFIELD, D. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/06/09. 4pp. 41345:156-41345:159. 

8706160540 Informs that facility safety analysis value of “T avg” has changed from 
597.7 F to 598 F.Change consistent w/most recent rev of facility statistical setpoint 
study & safety evaluation of licensing basis accident analysis. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/09. Document Control 
Branch (Document Control Desk). 4pp. 41340:275-41340:278. 

8706160654 Requests comments on end draft low power License NPF-71 by 
870622.Tech Specs, environ protection plan & indemnity agreement not included. 
CALVO.J.A. Project Directorate IV. 87/06/10. GOLDBERG, J.H. Houston Lighting & 
Power Co. 18pp. 41345:128-41345:145. 

8706170212 Clarifies explanation re use of non-nuclear safety angle frames submitted 
on 87041 7,per 870529 telcon w/N Romney of NRC & Bechtel.Steel angle frames not 
critical structural elements subj to high stresses & safety matl adequate. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 3pp. 41371:013-41371:015. 


8706170261 Forwards annotated rev to FSAR Section 6.4.5. 1, “Control Room Envelope 
HVAC Integrity & Leaktightness Test." Revised Section 6.4. 5.1 will be included in 
future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 3pp. 41370:357-41370:359. 

8706170395 Forwards revised FSAR Figure 6.2.4-1 to indicate presence of inboard 
remote manual isolation valve in each component cooling water return line. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 7pp. 41369:080-41369:086. 

8706170429 Fonvards annotated rev to FSAR Section 12.3.4.1.2, “Design Criteria" re 
area radiation monitors.Change provides clarification re two reactor containment bldg 
monitors.Rev will be included in future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 4pp. 41385:267-41385:270. 

8706170470 Forwards annotated revs to FSAR App 3.6.A. “Isolation Valve Cubicle Sub- 
compartment Analysis." Rev due to calculation results showing that some high energy 
line break effects worse than main steam line break.Rev will be in FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 13pp. 41385:086-41385:098. 

8706170581 Forwards annotated revs to FSAR Section 7. 7. 1.9.2 to reflect design 
changes to reduce BMI thimble vibration & wear, per Confirmatory Item 45.Revs will be 
included in future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 5pp. 41387:008-41387:012. 

8706160279 Forwards draft License NPF-71. License conditions & exemptions subj to fi- 
nalization of environ assessment & SER. Comments requested by 870619. 

CALVO.J.A. Project Directorate IV. 87/06/11. ROSSI.C.E. Division of Operational 
Events Assessment (Post 870411). SHAO.L. Division of Engineering & Systems Tech- 
nology (Post 870411). PARTLOW.J.G. Division of Reactor Inspection & Safeguards 
(Post 870411). 48pp. 41319:222-41319:269. 

8706170173 Forwards Nonproprietary WCAP-11508 & Proprietary WCAP-11506, “Full- 
Flow Filter Recovery & Equipment Assessment.” Proprietary rept withheld (ref 
10CFR2.790).Application for withholding rept & affidavit end. 

JOHNSON.W.J. Westinghouse Electric Corp. 87/06/11. THADANI.A.C. Assistant Di- 
rector for Systems. HODGES, M.W. Reactor Systems Branch; 2pp. 41370:048- 
41370:122. 

-8706170181 Requests that WCAP-11506, "Full-Flow Filter Recovery & Equipment As- 
sessment" be withhheld (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/06/11. MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 41370:050-41370:056. 

-8706170186 “Full-Flow Filter Recovery & Equipment Assessment." 

REX.J.A.. BOYLE.D.E. Westinghouse Electric Corp. WCAP-11508. 87/06/01. 63pp. 
41370:057-41370:122. 

8706170359 Notifies of intent to use respiratory protective equipment per 
10CFR20.103(g).Requests authorization to use MSA Ultra Vue Respirator w/MSA Car- 
tridge GMR-I to protect against radioiodine.Equipment list & description end. 
VAUGHN.G.E. Houston Lighting & Power Co. 87/06/11. Document Control Branch 
(Document Control Desk). 3pp. 41370:160-41370:162. 

8706170478 Forwards revised FSAR Figures 12.3.1-1 through 12.3.1-4 re radiation 
zones for reactor containment bldg elevations.As result of Bechtel reanalysis, Area 308 
SW could become Radiation Zone 5 after lifting of pressurizer relief valve. 
WISENBURG,M.R. Houston Lighting & Power Co. 87/06/11. Document Control 
Branch (Document Control DeskL 10pp. 41380:295-41380:304. 

8706170490 Forwards annotated rev to FSAR Table 3.12-1, “Reg Guide Matrix," incor- 
porating editorial corrections re Reg Guides 1.61 & 1 .62.Rev will be included in FSAR 
Amend 61. 

WISENBURG.M.R. Houston Liahting & Power Co. 87/06/11. Document Control 
Branch (Document Control Desk). 3pp. 41384:354-41384:356. 

8706170571 Provides addi info re FSAR changes transmitted by util 870529 
ltr, describing containment isolation, component cooling water supply/return to reactor 
coolant pumps, reactor coolant drain tank HX & excess letdown HX. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/11. Document Control 
Branch (Document Control Desk). 6pp, 41385:044-41385:049. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73,57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170383 Forwards Rev 18 to facility QA program, Parts A,B & C for design & const 
phase.Rev reflects organizational, title & functional changes. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/12. Document Control Branch 
(Document Control Desk), 5pp. 41374:135-41375:020. 

“8706170388 Rev 18 to Part A of QA program description for facility. 

* Houston Lighting & Power Co, 87/06/12. 51pp. 41374:139-41374:189. 

“8706170390 Rev 18 to Part B of QA program description for facility. 

* Bechtel Corp. 87/06/12. 80pp. 41374:190-41374:269. 

-8706170394 Rev 18 to Part C of QA program description for facility. 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 87/06/12. 112pp, 41374:270- 
41375:020. 

8706190381 Notifies of completion of verification of as-built loads on safety related 
pumps & valves. # 

WISENBERG.M.R. Houston Lighting & Power Co. 87/06/12. Document Control 
Branch (Document Control Desk). 2pp. 41399:193-41399:194. 

8706230512 Forwards revised FSAR pages reflecting change in commitment to Reg 
Guide 8.27 re conduct of general employee training courses in accordance w/INP(3 
guidelines. 

WISENBURG.M.R, Houston Lighting & Power Co. 87/06/12. Document Control 
Branch (Document Control Desk). 4pp, 41433:145-41433:148. 
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8706240115 Requests approval of end tables of preoperational test results for fuel han- 
dling bldg HVAC, demonstrating more conservative flow rates, per compliance w/final 
draft Tech Spec surveillance requirements & Rev 2 to Reg Guide 1.52. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/13. Document Control 
Branch (Document Control Desk). 5pp. 41455:241-41455:245. 

8706230019 Forwards notice of environ assessment & frriirc cf no significant impact re 
870526 request for scheduler exemption from GCC -LAco rv :r> ‘0CFR50. 

CALVO.J.A. Project Directorate IV. 87/06/15. GC-l'f3r£RG..j.---. Houston Lighting & 
Power Co. 3pp. 41436:304-41436:31 1. 

->8706230022 Notice of environ assessment & finding of no significant impact re 870526 
request for schedular exemption from GDC 4. App A to 10CFR50. 

SCHROEDER.F. Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 87/06/15. 5pp. 41436:307-41436:311. 

8706240120 Notice of 870618 significant licensee meeting to discuss util proposed fuel 
load schedule & readiness to receive low power OL. 

* Region 4, Office of Director. 87/06/15. Region 4, Office of Director. 2pp. 
41438:272-41438:273. 

8706240129 Advises that 861219 Rev 16 to QA program for design & const phase of 
facility consistent w/provisions of 10CFR50,App B & acceptable. 

GAGLIARDO,J.E, Region 4, Office of Director. 87/06/15. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 41449:258-41449:259. 

8706170594 Errata replacing Ltr ST-HL-AE-2239.Previously mailed Itr contained as at- 
tachment "Third Interim Rept re Electrical Splices Using Raychem Heat Shrink," in- 
stead of final rept as now end. 

* Houston Lighting & Power Co. 87/06/17. NRC - No Detailed Affiliation Given. Ip. 
41386:079-41386:087. 

8706230426 Fonwards annotated revs to FSAR Sections 6. 2. 1.4 & 10.4.7, Tables 6.2.4-2 
& 15.1-1 & Figure 6.2.4-1 (Sheets 6-9) re closure time for main feedwater isolation 
valves.Changes result from startup testing.Values will be incorporated. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/17. Document Control 
Branch (Document Control Desk). 14pp. 41428:018-41428:031. 

8706230471 Fonwards addi info re thermal relief capacity for component cooling water 
subsystem providing cooling water to reactor coolant pump, reactor coolant drain tank 
& excess letdown HXs.per C Tinkler request. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/17. Document Control 
Branch (Document Control Desk). 3pp. 41433:359-41433:361. 

8706230439 Documents 870511 meeting between NRC Region IV & util re status & 
schedule for completion of Unit 1. Other areas discussed included equipment 
qualification.fire protection, security & emergency preparedness. Related figures end. 
MARTIN, R.D. Region 1. Office of Director. 87/06/18. GOLDBERG.J.H. Houston Light- 
ing & Power Co. 14pp. 41428:004-41428:017. 

8706250082 Comments on 870413,14 & 0508 util Itrs re proposed revs to FSAR Sec- 
tions 2.5.4.6.2, "Groundwater Control Criteria" & 2.5.6 "Embankment Settlement." 
Concludes that changes should not affect SER conclusions previously reached. 
WRIGHT.D.E. Army, Dept, of. Corps of Engineers. NRC-03-82-102. 87/06/18. 
PICHUMANI.R. Structural & Geosciences Branch. 2pp. 41474:039-41474:040. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706260147 Informs of intention to disable transfer switch so that 13.8-kV switchgear 
will be connected to normal 1 25 volt dc control power source.Corrective action will be 
implemented by first refueling outage. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/19. Document Control 
Branch (Document Control Desk). 2pp. 41479:147-41479:148. 

8706300209 Advises that 870323 Rev 17 & 870612 Rev 18 to QA program for design & 
const phase of plant.reviewed & acceptable per lOCFRSO.App B. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/23. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41494:288-41494:289. 

8706300927 Fonwards comments on draft license for facility.Opportunity to review App 
B re environ protection plan.prior to issuance of OL.SPDS audit items should be 
moved from Attach 1 to introductory portion of Section 2.C.(6). 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/24. Document Control 
Branch (Document Control Desk). 5pp. 41514:208-41514:212. 


C. Utility Environmental Report (ER), amends & correspondence 

8706230365 Forwards Amend 10 to environ rept, consisting of updated description of 
plant sanitary waste sys in Section 3.7 & revised description of fog monitoring pro- 
gram in Section 6,2.4.2. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/16. Document Control Branch 
(Document Control Desk). 5pp. 41429:133-41429:147. 

-8706230369 Amend 10 to environ rept. 

* Houston Lighting & Power Co. 87/06/16. 10pp. 41429:138-41429:147. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8706080158 Forwards SER input re audit of pump & valve operability assurance pro- 
gram for facility.EncI matl is status summary of audit for Unit 1 & intended as input to 
SER, Section 3.10.2.per NUREG-0781, 

OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6415. 87/03/03. CARRINGTON, M. Planning & 
Program Analysis Staff (851125-870411). 17pp. 41210:317-41210:333. 

8706240260 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SOUTH TEXAS PROJECT, UNITS 1 AND ZDocket Nos. 50-498 And 50-499. (Houston 
Lighting And Power Company) 

* Division of Reactor Projects - III,1V,V & Special Projects (Post 870411). NUREG- 
0781 S03. 87/05/31. 172pp. 41441:226-41442:036. 


8706150225 Responds to question re bottom mounted instrumentation thimble 
vibration.At first refueling, random sample of thimbles will be inspected for wear.lssue 
not safety concern & SER Confirmatory item should be closed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/08. Document Control 

Branch (Document Control Desk). 2pp. 41291:360-41291:361. 

8706160017 Forwards info re use of supplementary tests for certain installations of Ray- 
chem splices, per H Walker telcon request.lnfo provided for staff immediate use in 
preparation of SSER 4. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/08. Document Control 

Branch (Document Control Desk). 5pp. 41305:285-41305:289. 

8706170485 Requests rev of SSER 3, Page 8-2, to reflect actual program performed to 
address Raychem splice issue.Termination ends required to perform function of pro- 
viding electrical insulation, not environ seal. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 

Branch (Document Control Desk). 3pp. 41385:140-41385:147. 

8706170337 Requests acceptance of end deviations taken to Apps R & A of BTP- 
APCSB 9.5-1 .Clarification to two evaluations in SER (NUREG-0781, Suppl 3) also pro- 
vided. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/11. Document Control 

Branch (Document Control Desk). 7pp. 41373:053-41373:059. 


F. Security, medical, emergency & fire protection plans 


8706030389 Forwards addI info re mods being employed for fire barriers in which seis- 
mic gap filler matl (Rotofoam) installed.per 870330-0403 App R fire protection audit. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 

Branch (Document Control Desk). 8pp. 41170:045-41170:052. 

8706030410 Forwards annotated pages to plant FHAR dccurr'entmq & Justifying App R 
Section III.G.2.a deviation for separation of Fire Areas 8> i .' Cvjv.at;:. - will be incor- 
porated in future amend to FHAR. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 

Branch (Document Control Desk). 4pp. 41170:026-41170:029. 

8706040277 Forwards revised FSAR Section 9.5.1, "Fire Protection Sys,” Figures 9.5.1- 
40 through 9.5.1 -46, Figure 9.5. 1-50, responses to Questions 280.07N & 280.08N & 
Table 3.2. A-1. Revs incorporated for consistency w/fire hazards analysis rept. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 

Branch (Document Control Desk). 28pp. 41180:135-41180:162. 

8706080339 Forwards Special Team Insps 50-498/87-17 & 50-499/87-17 on 870330- 
0403.No violations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/01. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41217:170-41217:206. 

-8706080344 Insp Repts 50-498/87-17 & 50-499/87-17 on 870330-0403.No violations 
or deviations noted. Major areas inspected: implementation of fire protection program 
& compliance w/requirements of lOCFRSO.App R (safe shutdown). 

MULLIKIN.R.P., MURPHY, M.E.. GARRISON.D.L. Region 4, Office of Director. 87/05/ 
29. 35pp. 41217:172-41217:206. 

8706090024 Forwards Insp Repts 50-498/87-28 & 50-499/87-28 on 870504-07.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/01. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41221:114-41221:120. 

-8706090042 Insp Repts 50-499/87-28 & 50-498/87-28 on 870504-07.No violations or 
deviations noted. Major areas inspected: licensee implementation of corrective actions 
^or emergency oreparedness appraisal deficiencies. 

BAIRD. -R.. "iSi-!L:F.'/V.L. Region 4, Office of Director. 87/06/01. 5pp. 41221:116- 
41221:120. 

8706090432 Submits note to be placed on top of transmittals of documentation re 
emergency preparedness exercise objectives, scenarios & related info informing that 
info should not be released to PDR before stated date. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41222:067-41222:068. 

8706150056 Notification of 870609 meeting w/util at Region IV ofc to review status of 
safeguards program. 

* Region 4, Office of Director. 87/06/05. Region 4, Office of Director. Ip. 41290:189- 
41290:189. 

8706170440 Forwards interim finding on offsite radiological emergency preparedness 
plans for State of TX & Matagorda County. Initial exercise conducted on 870408.Plans 
acceptable. 

KRIMM.R.W. Federal Emergency Management Agency. 87/06/05. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 71pp. 
41386:001-41386:071. 

8706120306 Forwards list of items requiring Region IV insp effort to support NRR safety 
evaluation.including procedures on emergency communication sys, fire protection audit 
items & Raychem splices. 

CRUTCHFIELD.D. Division of Reactor Projects - lil.lV.V & Special Projects (Post 
870411). 87/06/09. JOHNSON.E. Region 4, Office of Director. 2pp. 41280:255- 
41280:256. 

8706230362 Submits info in response to RL Perch 870529 Itr re FEMA Guidance 
Memorandum MS-1, "Medical Sves.” Offsite planning at plant meets criteria of MS-1 
except for list of hosps not annotated as to ambulatory vs nonafmbulatory capacities. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/12. Document Control 
Branch (Document Control Desk). 2pp. 41433:336-41433:337.* 

8706190307 Forwards Amend 7 to fire hazards analysis rept, reflecting completion of 
App R safe shutdown evaluation. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/16. Document Control Branch 
(Document Control Desk). 6pp. 41406:001-41406:321. 

"8706190310 Amend 7 to fire hazards analysis rept. 

* Houston Lighting & Power Co. 87/06/16. 350pp. 41406:007-41406:320. 
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8706230439 Documents 870511 meeting between NRC Region IV & util re status & 
schedule for completion of Unit 1. Other areas discussed included equipment 
'ijali'-rat’cn/iro protection, security & emergency preparedness. Related figures end. 
VAR'"IN.R.D. r-'r-gon 1, Office of Director. 87/06/18. GOLDBERG.J.H. Houston Light- 
ruj & Power Co. i-'pp. 41428:004-41428:017. 

8706260286 Forwards Insp Repts 50-498/87-25 & 50-499/87-25 on 870420 & 0427- 
0501. No violations or deviations noted.Details of repts withheld (ref 10CFR73.21). 
GAGLIARDO.J.E. Region 4. Office of Director. 87/06/22. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41479:245-41479:248, 

-8706260291 Part'a'ly withheld Insp Repts 50-498/87-25 & 50-499/87-25 on 870420 & 
0427-0501 ('e: ' jCFR.' 3.2' /.No violations or deviations noted.Major areas 

inspected:security plan & procedures, security organization, audits, records & repts. 
KELLY, J.A.. EARNEST,A.B.. YANDELL,L.A. Region 4, Office of Director. 87/06/03. 
2pp. 41479:247-41479:248. 

8706260298 Forwards Insp Repts 50-498/87-34 & 50-499/87-34 on 870602-05.No vio- 
lations or deviations noted. Status of util actions re deficiencies previously identified 
during emergency preparedness implementation appraisal discussed. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/23. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41479:249-41479:255. 

-8706260304 Insp Repts 50-498/87-34 & 50-499/87-34 on 870602-05.No violations or 
deviations noted.Major areas inspected: implementation of corrective actions for emer- 
gency preparedness appraisal deficiencies. 

BAIRD.J.B., TERC.N.M., FISHER, W.L Region 4, Office of Director. 87/06/17. 5pp. 
41479:251-41479:255. 


G. Adjudicatory correspondence 


8706030292 Motion & memo to quash subpoena.* BP Garde motion that Commission 
quash V Stello 870520 subpoena. 

ROISMAN.A.Z., RUBINTON.D.S. Government Accountability Project. #287 3635. 87/ 
05/29. Commissioners. 116pp. 41138:213-41138:328. 

8706030309 Petition of GAP.* Requests that NRC initiate special investigative unit com- 
plying w/NRC Chapter Manual 0517, excluding Region IV & V Stello from 
participation.to investigate employee allegations.Supporting matl end. 

GARDE.B.P., CONDIT.R.E. Government Accountability Project. #287 3636. 87/05/29. 
Commissioners. 165pp. 41138:048-41138:212. 

8706090110 Order.* Directing NRC Staff & Commission to file response to GAP 870529 
motion to quash EDO 870520 subpoena by 870612. Served on 870604. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3658. 87/06/04. Office 
of the General Counsel. Ip. 41207:329-41207:329. 

8706100183 Advises that util will not file formal response to Citizens Concerned About 
Nuclear Power, Inc 870529 motion to reopen hearing record on license application 
unless appropriate. W/Certificate of Svc. 

NEWMAN,J.R. Houston Lighting & Power Co. NEWMAN, J.R. San Antonio, TX. 
NEWMAN,J.R. Central Power & Light Co. #287 3678. 87/06/04. CHILK.S.J. Office of 
the Secretary of the Commission. 6pp. 41226:199-41226:204. 

8706160103 Recommends denial of 870529 motion to quash subpoena to B Garde to 
present info re plant safety & petition per 10CFR2.206.lnvestigation of GAP allega- 
tions urged.W/ Certificate of Svc. 

NEWMAN,J.R. Houston Lighting & Power Co. NEWMAN, J.R. Newman & Holtzinger, 
#287 3721. 87/06/11. CHILK.S.J. Office of the Secretary of the Commission. lOpp, 
41296:148-41296:157. 

8706190092 NRC Staff answer opposing motion to quash subpoena filed by BP 
Garde, Esquire.* GAP has not provided sufficient basis on which Commission could 
conclude that attorney-client privilege protects info sought by NRC.W/Certificate of 
Svc. 

GOLDBERG, J.R. , PATON.W.D., WAGNER, M.E. Assistant General Counsel for Hear- 
ings. #287 3775. 87/06/11. Commissioners. 29pp. 41388:104-41388:132. 

8706300456 Reply of BP Garde to NRC Staff opposition to motion to quash & de facto 
opposition to petition per 10CFR2.206.* NRC has not established that Garde asser- 
tions not sustainable.Certificate of Svc end. 

ROISMAN.A.Z., CONDIT.R.E. Government Accountability Project. #287 3844. 87/06/ 
25. NRC - No Detailed Affiliation Given. 13pp. 41495:278-41495:290. 


J. Insurance & Indemnity information 

8706300727 Forwards Policy 1 to NELIA Certificate N-113 & MAELU Certificate M-113. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/22. Document Control 
Branch (Document Control Desk). 1 7pp. 41 501 :001 -41 501 ;01 7. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706110271 Forwards Amend 59 to FSAR for South Texas Project Units 1 & 2.0ver- 
view of revs listed. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/15. Document Control Branch 
(Document Control Desk). 8pp. 41269:230-41270:295. 

“8706110275 Amend 59 to FSAR for South Texas Project Units 1 & 2. 

* Houston Lighting & Power Co. 87/05/15. 410pp. 41269:246-41270:295. 

8706120112 Amend 60 to FSAR for South Texas Project Units 1 & 2.W/ 870515 Itr. 
GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/15. 1,058pp. 41337:023- 
41339:360. 

8706190367 Forwards Amend 61 to FSAR for South Texas Project Units 1 & 2.0ver- 
view of revs listed. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/16. Document Control Branch 
(Document Control Desk). 5pp, 41399:208-41400:268. 

“8706190373 Amend 61 to FSAR for South Texas Project Units 1 & 2. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/16. 419pp. 41399:213- 
41400:268. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706050065 Forwards Insp Repts 50-498/87-08 & 50-499/87-08 on 870309-0410 & 
notice of violation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 41191:100-41191:184. 

-8706050067 Notice of violation from insp on 870309-0410. 

* Region 4, Office of Director. 87/05/29. 2pp. 41191:103-41191:104. 

-8706050075 Insp Repts 50-498/87-08 & 50-499/87-08 on 870309-0410. Violations 
noted:failure to follow procedures for testing & inadequate cleanliness controls over 
open RCS.Major areas inspected:TMI & Generic Ltr 83-28 action items. 
CARPENTER.D.R.. REIS.T., BUNDY, H.F. Region 4. Office of Director. 87/05/29. 
80pp. 41191:105-41191:184. 

8706080071 Forwards Insp Repts 50-498/87-20 & 50-499/87-20 on 870427-0501. No 
violations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41218:235-41218:245. 

-8706080078 Insp Repts 50-498/87-20 & 50-499/87-20 on 870427-0501. No violations 
or deviations noted.Major areas inspected: radwaste mgt program.including organiza- 
tion & mgt controls, training & qualifications & solid radwaste. 

BAER.R.E., SCOTT.H.L., MURRAY, B. Region 4, Office of Director. 87/05/22. 9pp. 
41218:237-41218:245. 

8706080339 Forwards Special Team Insps 50-498/87-17 & 50-499/87-17 on 870330- 
0403. No violations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/01. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41217:170-41217:206. 

-8706080344 Insp Repts 50-498/87-17 & 50-499/87-17 on 870330-0403.No violations 
or deviations noted.Major areas inspected: implementation of fire protection program 
& compliance w/ requirements of 10CFR50,App R (safe shutdown). 

MULLIKIN.R.P., MURPHY.M.E., GARRISON.D.L. Region 4, Office of Director. 87/05/ 
29. 35pp. 41217:172-41217:206. 

8706090024 Forwards Insp Repts 50-498/87-28 & 50-499/87-28 on 870504-07.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/01. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41221:114-41221:120. 

-8706090042 Insp Repts 50-499/87-28 & 50-498/87-28 on 870504-07.No violations or 
deviations noted.Major areas inspected: licensee implementation of corrective actions 
for emergency preparedness appraisal deficiencies. 

BAIRD.J.B., FISHER.W.L. Region 4. Office of Director. 87/06/01. 5pp. 41221:116- 
41221:120. 

8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706160343 Responds to Violation 8703-01 dtd 87051 S.Corrective actions: datasheets 
for fuel receipt reviewed & corrected, health & safety technicians involved w/fuel re- 
ceipt trained re procedural requirements & procedures revised. 

VAUGHN,G.E. Houston Lighting & Power Co. 87/06/05. Document Control Branch 
(Document Control Desk). 4pp. 41335:081-41335:084. 

8706150225 Responds to question re bottom mounted instrumentation thimble 
vibration.At first refueling.random sample of thimbles will be inspected for wear.lssue 
not safety concern &. SER Confirmatory item should be closed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/08. Document Control 
Branch (Document Control Desk). 2pp. 41291:360-41291:361. 

8706120306 Forwards list of items requiring Region IV insp effort to support NRR safety 
evaluation.including procedures on emergency communication sys.fire protection audit 
items & Raychem splices. 

CRUTCHFIELD, D. Division of Reactor Projects - 111, IV, V & Special Projects (Post 
870411). 87/06/09. JOHNSON, E. Region 4, Office of Director. 2pp. 41280:255- 
41280:256. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706170233 Forwards Insp Repts 50-498/87-07 & 50-499/87-07 on 870202-0327.No 
violations or deviations noted. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/10. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41385:192-41385:217. 

“8706170245 Insp Repts 50-498/87-07 & 50-499/87-07 on 870202-0327.No violations 
noted.Major areas inspected:site tours, licensee action on previous insp 

findings, previously reported items & IE circulars. 

JOHNSON, C.E., GARRISON.D.L, TAYLOR.R.G. Region 4, Office of Director. 87/06/ 
02. 24pp, 41385:194-41385:217. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc, 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York. Inc. 123pp. 41299:270-41300:035. 
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8706170363 Responds to NRC 870529 !tr re Violation 8708-02 noted in Insp Repts 50- 
498/87-08 & 50-499/87-08. Corrective actions: replaced damaged portions of adverse- 
ly affected pipe supports & damaged pressure safety valve. 

VAUGHN.G.E. Houston Lighting & Power Co. 87/06/12. Document Control Branch 
(Document Control Desk). 4pp. 41370:151-41370:159. 

8706170496 Responds to JE Gagliardo 870512 !tr re deficiercics .ncted du'mg =r.sp on 
870406-1 0.EncI schedule reflects plans for resolution of ceiscierc.es.Acdl tra-n-ntj of 
personnel planned as corrective action. 

VAUGHN.G.E. Houston Lighting & Power Co. 87/06/12. Document Control Branch 
(Document Control Desk). 3pp. 41385:024-41385:026. 

8706190304 Forwards Insp Repts 50-498/87-16 & 50-499/87-16 on 870427-0522.No 
violations or deviations noted. 

GAGLIARDO, J.E. Region 4, Office of Director. 87/06/15. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41394:219-41394:228. 

-8706190311 Insp Repts 50-498/87-16 & 50-499/87-16 on 870427-0522.No violations 
or deviations noted. Major areas inspected:site design activities & licensee action on 
previously identified insp findings. 

TAPIA, J.L, STEWART.R.C., HUNNICUTT.D.M. Region 4. Office of Director. 87/06/09. 
8pp. 41394:221-41394:228. 

8706190342 Forwards Insp Repts 50-498/87-19 & 50-499/87-14 on 870327- 0508 & 
notice of violation. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/15. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 41399:159-41399:174. 

-8706190353 Notice of violation from insp on 870327-0508. 

* Region 4, Office of Director. 87/06/15. 2pp. 41399:161-41399:162. 

-8706190357 Insp Repts 50-498/87-19 & 50-499/87-14 on 870327-0508. Violations 
noted:exams revealc-d that cc.atincs on rrachmc-d surfaces of Pipe Supports 

FC-1009-RR02 & FC- 'Cra-RCCl :^cr.:r,Dr, ;o p'rjjoct specs. 

JOHNSON.C.E., GARRISON.D.L. TAYLOR.R.G. Region 4. Office of Director. 87/06/ 
12. 12pp. 41399:163-41399:174. 

8706240348 Forwards Insp Repts 50-498/87-36 & 50-499/87-36 on 87051 8-22.No vio- 
lations noted. Unresolved items identified should be reviewed. 

GAGLIARDO, J.E. Region 4, Office of Director. 87/06/16. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41454:347-41454:355. 

-8706240361 Insp Repts 50-498/87-36 & 50-499/87-36 on 870518-22.No violations 
noted. Major areas inspected:program for insp & rework of electrical splices using Ray- 
chem heat shrinkable tubing. 

NORMAN, D.E., IRELAND, R.E. Region 4, Office of Director. 87/06/12. 7pp. 
41454:349-41454:355. 

8706250193 Ack receipt of 870605 responses to notice of violation from Insp Repts 50- 
498/87-03 & 50-499/87-03.Reply responsive to concerns noted.Corrective actions will 
be reviewed during future insps. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/16. GOLDBERG,J.H. Houston 
Lighting & Power Co. 2pp. 41474:105-41474:110. 

8706170115 NRC info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706260162 Responds to NRC 870529 Itr re open items noted in Insp Repts 50-498/ 
87-08 & 50-499/87-08.Operation Procedure 0PGPO3-Z0-0003 revised to cause re- 
viewers to ensure that previous license compliance evaluation performed. 
VAUGHN,G.E. Houston Lighting & Power Co. 87/06/22. Document Control Branch 
(Document Control Desk). 5pp. 41479:154-41479:158. 

8706260286 Forwards Insp Repts 50-498/87-25 & 50-499/87-25 on 870420 & 0427- 
0501 .No violations or deviations noted.Details of repts withheld (ref 10CFR73.21). 
GAGLIARDO,J.E. Region 4, Office of Director. 87/06/22. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41479:245-41479:248. 

-8706260291 Partially withheld Insp Repts 50-498/87-25 & 50-499/87-25 on 870420 & 
0427-0501 (ref 10CFR73.21).No violations or deviations noted.Major areas 
ipspected:sec'.j''itY clan & procedures, security organization, audits,records & repts. 
■''J-..LY,.J.A., r. ARNES YANDELL.L.A. Region 4, Office of Director. 87/06/03. 
2pp. 41479:247-41479:248. 

8706300353 Discusses Insp Rept 50-498/87-27 on 870518-21 & 0608-11 & forwards 
notice of violation, 

GAGLIARDO, J.E. Region 4, Office of Director. 87/06/22. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41 500:017-41 500:020, 

—8706300369 Notice of violation from insp on 870518-21 & 0608-11. Violations 
noted:failure to provide adequate design change control & use correct procedure to 
install bolts. 

* Region 4, Office of Director. 87/06/22. 2pp. 41500:019-41500:020. 

8706260298 Forwards Insp Repts 50-498/87-34 & 50-499/87-34 on 870602-05.No vio- 
lations or deviations noted.Status of util actions re deficiencies previously identified 
during emergency preparedness implementation appraisal discussed. 

GAGLIARDO, J.E. Region 4. Office of Director. 87/06/23. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41479:249-41479:255. 

-8706260304 Insp Repts 50-498/87-34 & 50-499/87-34 on 870602-05.No violations or 
deviations noted.Major areas inspected: implementation of corrective actions for emer- 
gency preparedness appraisal deficiencies. 

BA1RD.J.3., TERC.N.M., FISHER, VV.L. Region 4, Office of Director. 87/06/17. 5pp. 
41479:251-41479:255. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 


8706030433 Second interim deficiency rept re failure of reactor vessel temporary full 
flow filters.lnitially reported on 870406. Detailed insp of reactor coolant & interfacing 
sys for failed screen matl in progress. Next rept provided by 870612. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/27. Document Control Branch 
(Document Control Desk). 5pp. 41153:090-41 153:094. 

8706040027 Part 21 & final deficiency rept re electrical auxiliary bldg HVAC fan motor 
failures.lnitially reported on 870428. American Air Filter committed to revise & resub- 
mit air-over curves for affected fans. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/28. Document Control Branch 
(Document Control Desk). 5pp. 41171:221-41171:225. 

8706040005 Third interim deficiency rept re electrical splices usi-c Raychem heat shrink 
insulation matl installed incorrectly. Initially reported cn 870219 ns;; in progress to de- 
termine number of incorrectly installed splices.Next rept by 870610. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/29. Document Control Branch 
(Document Control Desk). 5pp. 41171:154-41171:158. 

8706040009 Final deficiency rept re small break LOCA mitigation during plant 
shutdown.Initially reported on 860929.For small breaks in Modes 3 & 4, issue not re- 
portable under 10CFR50.55(e). 

GOLDBERG.J.H, Houston Lighting & Power Co, 87/05/29. Document Control Branch 
(Document Control Desk). 5pp. 41171:160-41171:164. 

8706100095 Final deficiency rept re leaking hydraulic fluid from main steam 
PORV. Initially reported on 870323.Affected actuators shipped to Paul-Munroe for eval- 
uation & overhaul.Unit 1 & 2 actuators due back in mid-June & Aug, respectively. 
GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/03. Document Control Branch 
(Document Control Desk). 5pp. 41233:272-41233:276. 

8706100415 Third interim deficiency rept re failure of reactor vessel temporary full flow 
filters.lnitially reported on 870406. Detailed insp of RCS & interfacing sys for failed 
screen matl underway.Next rept will be submitted by 870612. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/03. Document Control Branch 
(Document Control Desk). 24pp. 41243:057-41243:080. 

8706170553 Final deficiency rept re electrical splices using Raychem heat shrink insula- 
tion matl.Craft, field engineers & field QC personnel reinstructed on use of Raychem 
matl & Site Std Procedure 26, “Termination of Electrical Cables," revised. 
GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/10. Document Control Branch 
(Document (Control Desk). 5pp. 41386:192-41386:196. 

8706170435 Forwards annotated revs to FSAR, including Tables 3.9-1 .2, "Active Valves 
(BOP Sys)” & 6.2.4-1 , “Containment Isolation Sys Failure Modes & Effects Analysis" 
re deficiency reported on 831118 involving target rock solenoid valves. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/11. Document Control 
Branch (Document Control Desk). 11pp. 41385:336-41385:346. 

8706220257 Final deficiency rept re reactor vessel temporary full flow filters.lnitially re- 
ported on 870406.Data gathered & analyzed to establish weight of missing screen 
matl.Matl does not constitute threat to safe operation of plant. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/15. Document Control Branch 
(Document Control Desk). 11pp. 41410:306-41411:025. 

8706300539 Suppis 870615 final deficiency rept re reactor vessel temporary full flow 
filters in response to NRC 870623 request for addi info on current fuel cycle for french 
units ref in Topical Rept WCAP-11506.French plants listed. 

WISENBURG.M.R, Houston Lighting & Power Co. 87/06/25. Document Control 
Branch (Document Control Desk). 3pp. 41514:001-41514:003. 


DOCKET STN-50-499 SOUTH TEXAS PROJECT, UNIT 2 


A. Application/construction stage documents & correspondence 

8706080093 Forwards EGG-REQ-7542, "Review of South Texas Project Quality Data 
Processing Sys Reliability Study,” draft technical evaluation rept.Concludes that digital 
channels for subj sys have higher availability than analog channels, 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6019. 87/03/09. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (851125-870411). Ip. 41212:173-41212:201. 

“8706080105 “Review of South Texas Project Quality Data Processing Sys Reliability 
Study," draft technical evaluation rept. 

POLOSKkJ.P. EG&G Idaho. Inc. (subs, of EG&G. Inc.). POLOSKI.J.P. Idaho National 
Engineering Laboratory. FIN D-6019. EGG-REQ-7542. 87/02/28. NRC - No Detailed 
Affiliation Given. 28pp. 41212:174-41212:201. 

8706080254 Forwards technical evaluation rept re licensee isolator test rept. Isolators 
qualified for use in Class 1 E sys. 

ROBERTS.E.W. Idaho National Engineering Laboratory. ROBERTS.E.W. EG&G Idaho, 
Inc. (subs, of EG&G. Inc.). FIN D-6019. 87/03/25. CARRINGTON, M. Office of Nuclear 
Reactor Regulation, Director (851125-870411). 7pp. 41212:203-41212:209. 

8706010190 Summarizes status of requests for exemption from requirements of 
10CFR50,App A,GDC-4.Exemption would eliminate protection from dynamic effects re 
postulated pipe breaks.Figure of 12-inch accumulator line end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/26. Document Control 
Branch (Document Control Desk). 5pp. 41119:267-41119:271. 

8706020202 Submits addI info re facility project request for approval on increased cu- 
mulative usage factor. Util considers confirmatory item closed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/27. Document Control 
Branch (Document Control Desk). 3pp. 41135:068-41135:070. 

8706020258 Forwards editorial corrections for Amends 59 & 60 to FSAR, revising re- 
sponses to Questions 220,31 N & 220.32N, respectively.Changes will be incorporated 
in Amend 61 to FSAR. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/27. Document Control 
Branch (Document Control Desk). 6pp. 41134:163-41134:168. 



DOCKETED ITEMS 259 


8706030250 Forwards proprietary & nonproprietary “Addl Info in Support of Elimination 
of Postulated Pipe Ruptures in Accumulator Lines of South Texas Projects Units 1 & 2 
(WCAP- 11383/11351) (10-Inch & 8-Inch RHR Piping Attached to Accumulator Line)." 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 3pp. 41152:107-41152:147. 

-8706030260 Requests proprietary “Addl Info in Support of Elimination of Postulated 
Pipe Ruptures in Accumulator Line of South Texas Power Project Units 1 & 2 (WCAP- 
11383/11351)...’’ be withheld (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. 87/05/26. MURLEY.T- Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 7pp. 41152:1 10-41152:116. 

-8706030267 Nonproprietary "Addl Info in Support of Elimination of Postulated Pipe 
Ruptures in Accumulator Lines of South Texas Power Project Units 1 & 2 (WCAP- 
11383/1 1351 )(1 0-Inch & 8-Inch RHR Piping Attached to Accumulator Line).’’ 
SWAMY.S.A., WITT.F.J., LEE.Y.S. Westinghouse Electric Corp. 87/05/31. 31pp. 
41152:117-41152:147. 

8706030380 Fonvards annotated rev to FSAR Section 3.9.1. 2.2 re use of computer pro- 
grams for piping analyses.Rev incorporates ref to two addl computer programs being 
used in small bore pipe support analysis.Rev to be included in next FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 4pp. 41170:053-41170:056. 

8706030391 Forwards revised FSAR Sections 9.5.5 & 9.5.6 indicating that ac motor 
driven jacket water standby pump automatically starts on low water pressure & traps 
provided in air receiver drains if needed, respectively. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 4pp. 41170:041-41170:044. 

8706030416 Forwards revised FSAR Section 3.6.1. 1(9), “Design Bases...,’’ allowing for 
use of analytical methods to evaluate capability of impacted piping to withstand whip 
impact w/o rupture. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 3pp. 41170:023-41170:025. 

8706030423 Forwards revised FSAR Table 11.2-3, “Equipment Principal Design Param- 
eters” which incorporates change to capacity of Waste Monitor Tank Pumps 1D,1E & 
1 F due to startup field testing. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 3pp. 41170:013-41170:015. 

8706090403 Forwards IE Info Notice 86-098, “Offsite Medical Svcs,” & informs of criti- 
cal deadline approaching for plants w/o full power OLs by effective date of FEMA 
Guidance Memmo MS-1 on 861113.Schedule for util submittal requested within 15 
days. 

PERCH, R.L. Project Directorate IV. 87/05/29. GOLDBERG, J.H. Houston Lighting & 
Power Co. 3pp. 41230:271-41230:287. 

8706090424 Responds to questions raised in 870505 meeting w/NRC re util compliance 
w/GDC 56 & 57 & SRP 6.2.4 concerning remote manual isolation of primary contain- 
ment isolation valves following DBA.Revised response to Generic Ltr 85-12 end. 
WISENBURG.M.R- Houston Lighting & Power Co. 87/05/29. Document Control 
Branch (Document Control Desk). 50pp. 41221:338-41222:027. 

8706260274 Forwards EGG-NTA-7721 . “TMI Action-NUREG-0737 (II.D.I), Relief & 
Safety Valve Testing.South Texas Units 1 & 2,” technical evaluation rept.Applilcant 
provided acceptable submittals reconfirming that listed GDC met. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6005. 87/05/29. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). ip. 41480:176-41480:209. 

-8706260278 “TMI Actlon-NUREG-0737 (II.D.I ).Relief & Safety Valve Testing.South 
Texas Units 1 & 2,” technical evaluation rept. 

YUAN.C., NALEZNY.C.L EG&G Idaho. Inc. (subs, of EG&G, Inc.). YUAN.C. Idaho Na- 
tional Engineering Laboratory. FIN D-6005. EGG-NTA-7721. 87/05/31. NRC - No De- 
tailed Affiliation Given. 33pp. 41480:177-41480:209. 

8706090261 Provides clarification & justification for deletion of commitments to Reg 
Guide 1.21 & ANSI N13.1 in Section 9.3.2.2.4 for process sampling sys.Revised FSAR 
Table 3.12-1 end. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 4pp. 41222:199-41222:202. 

8706090377 Forwards revised FSAR Tables 11.5-1, "Process & Effluent Radiation Sys” 
& 12.3.4-2, “Bldg Ventilation Monitors.” Revs reflect miscellaneous setpoint changes 
& revised gross failed fuel monitor range. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 8pp. 41234:200-41234:207. 

8706090396 Forwards.for ref & use, Contract DE-CR01-87RW00129 for disposal of 
spent fuel &/or high level radwaste. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 75pp. 41234:238-41234:306. 

8706090422 Forwards annotated revs to FSAR.reflecting design changes issued to 
change automatic containment isolation signal from letdown stop valves to orifice iso- 
lation valves prior to fuel load.Changes to logic drawings also end. 

WISENBURG.M.R. Houston Lighting & Power Co, 87/06/02. Document Control 
Branch (Document Control DeskX 18pp. 41223:309-41223:326. 

8706100156 Forwards revised FSAR Table 3.9-9, "Max Deflections for Reactor Internal 
Support Structures.” Value of 1.4 inches represents loss-of-function deflection for rod 
cluster guide tubes.SER conclusions remain valid. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 3pp. 41 241 :1 51 -41 241 :1 53. 

8706100226 Forwards annotated rev to FSAR Section 9,1.4.2.4.1, changing description 
of refueling machine control sys.Rev will be incorporated into future FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 3pp, 41238:058-41238:060. 

8706100297 Forwards annotated revs to FSAR Section 17.2 re QA at facility.Changes 
initiated to reflect organizational changes & provide clarifying descriptions of facility 
QA program. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 25pp. 41241:282-41241:306. 


8706110306 Forwards annotated rev to FSAR Section 7A.il. K.3. 17 re NUREG-0737 po- 
sition on repts of outages of ECCS.Info re ECCS outages will be submitted in written 
rept following 5 yrs of commercial operation.Rev to be incorporated in future amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/02. Document Control 
Branch (Document Control Desk). 3pp. 41266:108-41266:110. 

8706100120 Discusses justification for request to delete initial startup loss of offsite 
power tesLPreoperational test on IE ac power distribution & preoperational & initial 
startup tests meet Reg Guide 1.68, Rev 2 Test Description JJ. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/03. Document Control 
Branch (Document Control Desk). 9pp. 41240:076-41240:084. 

8706100455 Forwards revised FSAR Section 5.3.2. 1, Ref Section 5.3 & Fig 5. 3-3, incor- 
porating revs to pressure-temp limits based upon comparison of Reg Guide 1.99, Rev 
1 & revised fluences. 

WISENBURG,M.R. Houston Lighting & Power Co. 87/06/03. Document Control 
Branch (Document Control Desk). 8pp. 41241:223-41241:230. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706100087 Forwards Field Change Requests HBM-00977 & BM-00976,per NRC 
requestMods will permit introduction of calibr & nitrogen purge gas into gaseous 
waste processing sys & safe removal of calibr gas from sys prior to charcoal tanks. 
WISENBURG,M.R. Houston Lighting & Power Co. 87/06/04, Document Control 
Branch (Document Control Desk). 8pp. 41232:348-41232:355. 

8706100417 Forwards annotated revs to FSAR Chapters 13 & 14.Revs update descrip- 
tion of facilities electric generating station organization & provide editorial 
charwes-Changes will be incorporated in future FSAR amend, 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/04. Document Control 
Branch (Document Control Desk). 54pp. 41243:081-41243:134. 

8706110115 Forwards status rept of CRDR items & commitments discussed w/NRC 
during 870528 telcon.Zone coding for indicators in safety-related sys in control room 
will be completed prior to entering operating mode. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/04. Document Control 
Branch (Document Control Desk). 7pp. 41260:257-41260:263. 

8706110439 Forwards annotated rev to FSAR Chapter 12, “Radiation Protection,” re- 
flecting personnel organization.corrections, clarifications & editorial changes.Rev will 
be incorporated into future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/04. Document Control 
Branch (Document Control Desk). 74pp. 41264:201-41264:277. 

8706090331 Forwards implementation ltr rept re preoperational testing of reactor vessel 
water level sys, per NRC 870602 ltr & Item I1.F.2 of NUREG-0737.Preoperational test- 
ing of sys complete & test results available onsite for NRC review. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/05. Document Control 
Branch (Document Control Desk). 5pp. 41223:113-41223:117. 

8706100081 Forwards annotated revs to FSAR Sections 9.2.2,9.2.5 & Table 9.2.2-4 re 
component cooling water (CCW) & emergency cooling water (ECW) sys.Changes 
result of calculation finalization efforts & final verification of vendor info. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/05. Document Control 
Branch (Document Control Desk). 5pp. 41232:343-41232:347, 

8706100143 Provides addl info re verification that fault testing performed in manner to 
demonstrate that lack of Reg Guide 1.75 separation would not foster propagation 
within quality display processing sys cabinets. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/05. Document Control 
Branch (Document Control Desk). 3pp. 41242:155-41242:157. 

8706160540 Informs that facility safety analysis value of “T avg” has changed from 
597.7 F to 598 F.Change consistent w/most recent rev of facility statistical setpoint 
study & safety evaluation of licensing basis accident analysis. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/09. Document Control 
Branch (Document Control Desk), 4pp. 41340:275-41340:278. 

8706170212 Clarifies explanation re use of non-nuclear safety angle frames submitted 
on 87041 7, per 870529 telcon w/N Romney of NRC & Bechtel.Steel angle frames not 
critical structural elements subj to high stresses & safety matl adequate. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 3pp. 41371:013-41371:015. 

8706170261 Forwards annotated rev to FSAR Section 6.4.5.1, “Control Room Envelope 
HVAC Integrity & Leaktightness Test.” Revised Section 6.4.5.1 will be included in 
future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 3pp, 41370:357-41370:359, 

8706170395 Forwards revised FSAR Figure 6.2.4-1 to indicate presence of inboard 
remote manual isolation valve in each component cooling water return line. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 7pp. 41369:080-41369:086. 

8706170429 Forwards annotated rev to FSAR Section 12.3.4.1.2, “Design Criteria” re 
area radiation monitors.Change provides clarification re two reactor containment bldg 
monitors.Rev will be included in future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk), 4pp, 41385:267-41385:270. 

8706170470 Fonvards annotated revs to FSAR App 3.6. A, "Isolation Valve Cubicle Sub- 
compartment Analysis.” Rev due to calculation results showing that some high energy 
line break effects worse than main steam line break.Rev will be in FSAR amend. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 13pp. 41385:086-41385:098. 

87(^170581 Forwards annotated revs to FSAR Section 7.7.1. 9.2 to reflect design 
changes to reduce BMI thimble vibration & wear, per Confirmatory Item 45.Revs will be 
included in future FSAR amend. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 5pp. 41387:008-41387:012. 
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8706170359 Notifies of intent to use respiratory protective equipment per 
10CFR20. 103(g). Requests authorization to use MSA Ultra Vue Respirator w/MSA Car- 
tridge GMR-I to protect against radioiodsne. Equipment list & description end. 

VAUGHN, G.E. Houston Li;‘'-t-nc & Cc B"' ^06/11. Document Control Branch 

(Document Control Desk). C-pp. ■■ '.o 

8706170478 Forwards revised FSAR Figures 12.3.1-1 through 12.3.1-4 re radiation 
zones for reactor containment bldg elevations.As result of Bechtel reanalysis, Area 308 
SW could become Radiation Zone 5 after lifting of pressurizer relief valve. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/11. Document Control 
Branch (Document Control Desk). 10pp. 41380:295-41380:304. 

8706170490 Forwards annotated rev to FSAR Table 3.12-1, “Reg Guide Matrix,” incor- 
porating editorial corrections re Reg Guides 1.61 & 1 .62.Rev will be included in FSAR 
Amend 61 . 

WISENBURG,M.R. Houston Lighting & Power Co. 87/06/11. Document Control 
Branch (Document Control Desk). 3pp. 41384:354-41384:356. 

8706170571 Provides addi info re FSAR changes transmitted by util 870529 
ltr,describing containment isolation, component cooling water supply/return to reactor 
coolant oumcs reactc' coolant drain tank HX & excess letdown HX. 

.VSENEJRG V.R riouston Lighting & Power Go. 87/06/11. Document Control 
3r:rL-.n ipccjmerv Control Desk). 6pp. 41385:044-41385:049. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MlRAGLtA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706170383 Fcrwarris Rev IS to facilit*/ OA crogram. Parts A,B & C for design & const 
phase.Rev rciecls crgarizafon.Hl.tiiie a. :.jnciO''E: cnanges. 

GOLDBERG.J.H. -ojaicr Li (:!-.;.'-..3 & ■■cwat Zo. ‘3//'J6/12. Document Control Branch 
(Document Centre: Desk). 5pp 3-TyC20 

“8706170388 Rev 18 to Part A of QA program description for facility. 

• Houston Lighting & Power Co. 87/06/12. 51pp. 41374:139-41374:189. 

“8706170390 Rev 18 to Part B of QA program description for facility. 

* Bechtel Corp. 87/06/12. 80pp. 41374:190-41374:269. 

”8706170394 Rev 18 to Part C of QA program description for facility. 

' Ebasco Services, Inc. (subs, of Enserch Corp.). 87/06/12. 112pp. 41374:270- 
41375:020. 


C. Utility Environmental Report (ER), amends & correspondence 

8706230365 Forwards Amend 10 to environ rept, consisting of updated description of 
plant sanitary waste sys in Section 3.7 & revised description of fog monitoring pro- 
gram in Section 6.2.4.2. 

GOLDBERG,J.H. Houston Lighting & Power Co. 87/06/16. Document Control Branch 
(Document Control Desk). 5pp. 41429:133-41429:147. 

“8706230369 Amend 10 to environ rept. 

* Houston Lighting & Power Co. 87/06/16. 10pp. 41429:138-41429:147. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 


8706240260 SAFETY EVALUATION REPORT RELATED TO THE OdfRatio\i of 
SOUTH TEXAS PROJECT,UNlTS 1 AND 2.Docket Nos. 50-498 And l-ic-.s-ori 

Lighting And Power Company) 

* Division of Reactor Projects - lll,IV,V & Special Projects (Post 870411) NUREG- 
0781 803. 87/05/31. 172pp. 41441:226-41442:036. 

8706150225 Responds to question re bottom mounted instrumentation thimble 
vibration.At first refueling, random sample of thimbles will be inspected for wear.lssue 
not safety concern & SER Confirmatory item should be closed. 

WISENBURG,M.R. Houston Lighting & Power Co. 87/06/08. Document Control 
Branch (Document Control Desk). 2pp. 41291:360-41291:361. 

8706170485 Requests rev of SSER 3, Page 8-2,to reflect actual prooram cp’^ormed to 
address Raychem splice issue.Termination ends required to periorir (i.rici:-'. of pro- 
viding electrical insulation,not environ seal. 

WlSENBURG,M.R. Houston Lighting & Power Co. 87/06/10. Document Control 
Branch (Document Control Desk). 3pp. 41385:140-41385:147. 

8706170337 Requests acceptance of end deviations taken to Apps R & A of BTP- 
APCSB 9.5-1 .Clarification to two evaluations in SER (NUREG-078l,Suppl 3) also pro- 
vided. 

WISENBURG,M.R. Houston Lighting & Power Co. 87/06/11. Document Control 
Branch (Document Control DeskL 7pp. 41373:053-41373:059. 


F. Security, medical, emergency & fire protection plans 


8706190381 Notifies of completion of verification of as-built loads on safety related 
pumps & valves. 

WISENBERQ.M.R. Houston Lighting & Power Co. 87/06/12. Document Control 
Branch (Document Control Desk). 2pp. 41399:193-41399:194. 

8706230512 Forwards revised FSAR pages reflecting change in commitment to Reg 
Guide 8.27 re conduct of general employee training courses in accordance w/INPO 
guidelines. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/12. Document Control 
Branch (Document Control Desk). 4pp. 41433:145-41433:148. 

8706230019 Forwards notice of environ assessment & finding of no significant impact re 
870526 request for scheduler exemption from GDC 4.App A to 10CFR50. 

CALVO.J.A. Project Directorate IV. 87/06/15. GOLDBERG.J.H. Houston Lighting & 
Power Co. 3pp. 41436:304-41436:311. 

”8706230022 Notice of environ assessment & finding of no significant impact re 870526 
request for schedular exemption from GDC 4, App A to 1 GCFR50. 

SCHROEDER.F. Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 87/06/15. 5pp. 41436:307-41436:311. 

8706240129 Advises that 861219 Rev 16 to QA program for design & const phase of 
facility consistent w/provisions of 10CFR50.App B & acceptable. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/06/15. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41449:258-41449:259. 

8706170594 Errata replacing Ltr ST-HL-AE-2239. Previously mailed ltr contained as at- 
tachment "Third Interim Rept re Electrical Splices Using Raychem Heat Shrink," in- 
stead of final rept as now end. 

* Houston Lighting & Power Co. 87/06/17. NRC - No Detailed Affiliation Given. 1p. 
41386:079-41386:087. 


8706230426 Fowards annotated revs to FSAR Sections 6.2.1. 4 & 10.4.7, Tables 6.2.4-2 
& 15.1-1 & Figure 6. 2.4-1 (Sheets 6-9) re closure time for main feedwater isolation 
valves.Changes result from startup testing.Values will be incorporated. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/17. Document Control 
Branch (Document Control Desk). 14pp. 41428:018-41428:031. 

8706230471 Forwards addI info re thermal relief capacity for component cooling water 
subsystem providing cooling water to reactor coolant pump, reactor coolant drain tank 
& excess letdown HXs.per C Tinkler request. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/17. Document Control 
Branch (Document Control Desk). 3pp. 41433:359-41433:361. 

8706250082 Comments on 870413,14 & 0508 util Itrs re proposed revs to FSAR Sec- 
tions 2.5.4.6.2. “Groundwater Control Criteria” & 2.5,6 “Embankment Settlement." 
Concludes that changes should not affect SER conclusions previously reached. 

Engineers. NRC-03-82-102. 87/06/18. 
PICHUMANI.R. Structural & Geosciences Branch. 2pp. 41474:039-41474:040. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19 Alabama 

Power Co. 70pp, 41582:001-41582:070. 


8706260147 Informs of intention to disable transfer switch so that 13.8-kV switchgear 
will be connected to normal 125 volt dc control power source.Corrective action will be 
implemented by first refueling outage. 

Houston Lighting & Power Co. 87/06/19. Document Control 
Branch (Document Control Desk). 2pp. 41479:147-41479:148. 

8706300209 Advises that 870323 Rev 17 & 870612 Rev 18 to QA program for design & 
plant.reviewed & acceptable per lOCFRSO.App B. 

GAGLiARDO,J.E. Region 4, Office of Director. 87/06/23, GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41494:288-41494:289. 


8706030389 Forwards addi info re mods being employed for fire barriers in which seis- 
mic gap filler matl (Rotofoam) installed. per 870330-0403 App R fire protection audit. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 

Branch (Document Control Desk). 8pp. 41170:045-41170:052. 

8706030410 Forwards annotated pages to plant FHAR documenting & justifying App R 
Section III.G.2.a deviation for separation of Fire Areas 2 & l7.Deviation will be incor- 
porated in future amend to FHAR. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 

Branch (Document Control Desk). 4pp. 41170:026-41170:029. 

8706040277 Forwards revised FSAR Section 9.5.1, “Fire Protection Sys," Figures 9.5,1- 
40 through 9.5.1 -46,Figure 9.5. 1-50, responses to Questions 280.07N & 280.08N & 
Table 3.2.A-1.Revs incorporated for consistency w/fire hazards analysis rept. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/05/29. Document Control 

Branch (Document Control Desk). 28pp. 41180:135-41180:162. 

8706080339 Forwards Special Team Insps 50-498/87-17 & 50-499/87-17 on 870330- 
0403.No violations or deviations noted. 

GAGLlARDO,J.E. Region 4, Office of Director. 87/06/01. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41217:170-41217:206. 

-8706080344 Insp Repts 50-498/87-17 & 50-499/87-17 on 870330-0403.No violations 
or deviations noted.Major areas inspected: implementation of fire protection program 
& compliance w/ requirements of 10CFR50,App R (safe shutdown). 

MULLIKIN.R.P., HUNTER.D.R., CONSTABLE, G.L Region 4, Office of Director. 87/05/ 
29. 35pp. 41217:172-41217:206. 

8706090024 Forwards Insp Repts 50-498/87-28 & 50-499/87-28 on 870504-07.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/01. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41221:114-41221:120. 

“8706090042 Insp Repts 50-499/87-28 & 50-498/87-28 on 870504-07.No violations or 
deviations noted.Major areas inspected: licensee implementation of corrective actions 
for emergency preparedness appraisal deficiencies. 

BAIRD, J.B. Region 4, Office of Director. 87/06/01. 5pp. 41221:116-41221:120. 

8706090432 Submits note to be placed on top of transmittals of documentation re 
emergency preparedness exercise objectives, scenarios & related info informing that 
info should not be released to PDR before stated date. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/03. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41222:067-41222:068. 

8706150056 Notification of 870609 meeting w/util at Region IV ofc to review status of 
safeguards program. 

^ Region 4, Office of Director. 87/06/05. Region 4, Office of Director. Ip, 41290:189- 
41290:189. 

8706170440 Forwards interim finding on offsite radiological emergency preparedness 
plans for State of TX & Matagorda County. Initial exercise conducted on 870408.Plans 
acceptable. 

KRIMM.R.W. Federal Emergency Management Agency. 87/06/05. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 71 pp, 
41386:001-41386:071. « / k ; kh 

8706120306 Forwards list of items requiring Region IV insp effort to support NRR safely 
evaluation.including procedures on emergency communication sys.fire protection audit 
items & Raychem splices. 

CRUTCHFIELD, D. Division of Reactor Projects - 111, IV, V & Special Projects (Post 
870411). 87/06/09. JOHNSON, E. Region 4, Office of Director. 2pp. 41280:255- 
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8706230362 Submits info in response to RL Perch 870529 Itr re FEMA Guidance 
Memorandum MS-1. "Medical Svcs.” Offsite planning at plant meets criteria of MS-1 
except for list of hosps not annotated as to ambulatory vs nonambulatory capacities. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/12. Document Control 
Branch (Document Control Desk). 2pp. 41433:336-41433:337. 

8706190307 Forwards Amend 7 to fire hazards analysis rept, reflecting completion of 
App R safe shutdown evaluation. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/16. Document Control Branch 
(Document Control Desk). 6pp. 41406:001-41406:321. 

-8706190310 Amend 7 to fire hazards analysis rept. 

* Houston Lighting & Power Co. 87/06/16. 350pp. 41406:007-41406:320. 

8706230439 Documents 870511 meeting between NRC Region IV & util re status & 
schedule for completion of Unit 1. Other areas discussed included equipment 
qualification, fire protection, security & emergency preparedness.Related figures end. 
MARTIN, R.D. Region 1, Office of Director. 87/06/18. GOLDBERG.J.H. Houston Light- 
ing & Power Co. 14pp. 41428:004-41428:017. 

8706260286 Forwards Insp Repts 50-498/87-25 & 50-499/87-25 on 870420 & 0427- 
0501. No violations or deviations noted.Details of repts withheld (ref 10CFR73.21). 
GAGLIARDO.J.E. Region 4. Office of Director. 87/06/22. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41479:245-41479:248. 

-8706260291 Partially withheld Insp Repts 50-498/87-25 & 50-499/87-25 on 870420 & 
0427-0501 (ref 10CFR73.21).No violations or deviations noted.Major areas 
inspected:security plan & procedures.security organization, audits, records & repts. 
KELLY, J.A. Region 4, Office of Director. 87/06/03. 2pp. 41479:247-41479:248. 

8706260298 Forwards Insp Repts 50-498/87-34 & 50-499/87-34 on 870602-05.No vio- 
lations or deviations noted.Status of util actions re deficiencies previously identified 
r!‘.‘-ir.o errercencv preparedness implementation appraisal discussed. 

GAGr ARDC,...E: Region 4. Office of Director. 87/06/23. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41479:249-41479:255. 

-8706260304 Insp Repts 50-498/87-34 & 50-499/87-34 on 870602-05.No violations or 
deviations noted.Major areas inspected: implementation of corrective actions for emer- 
gency preparedness appraisal deficiencies. 

BAIRD, J.B. Region 4. Office of Director. 87/06/17. 5pp. 41479:251-41479:255. 


G. Adjudicatory correspondence 

8706030292 Motion & memo to quash subpoena.* BP Garde motion that Commission 
quash V Stello 870520 subpoena. 

ROISMAN.A.Z.. RUBINTON.D.S. Government Accountability Project. #287 3635. 87/ 
05/29. Commissioners. 116pp. 41138:213-41138:328. 

8706030309 Petition of GAP.* Requests that NRC initiate special investigative unit com- 
plying w/NRC Chapter Manual 0517, excluding Region IV & V Stello from 
participation, to investigate employee allegations.Supporting mat! end. 

GARDE, B.P., CONDIT.R.E. Government Accountability Project. #287 3636. 87/05/29. 
Commissioners. 165pp. 41138:048-41138:212. 

8706090110 Order.* Directing NRC Staff & Commission to file response to GAP 870529 
motion to quash EDO 870520 subpoena by 870612. Served on 870604. 

CHILK,S.J. Office of the Secretary of the Commission. #287 3658. 87/06/04. Office 
of the General Counsel. Ip. 41207:329-41207:329. 

8706100183 Advises that util will not file formal response to Citizens Concerned About 
Nuclear Power, Inc 870529 motion to reopen hearing record on license application 
unless appropriate. W/Certificate of Svc. 

NEWMAN,J.R. Houston Lighting & Power Co. NEWMAN, J.R. San Antonio, TX. 
NEWMAN, J.R. Central Power & Light Co. #287 3678. 87/06/04. CHILK,S.J. Office of 
the Secretary of the Commission. 6pp. 41226:199-41226:204. 

8706160103 Recommends denial of 870529 motion to quash subpoena to B Garde to 
present info re plant safety & petition per 10CFR2.206.lnvestigation of GAP allega- 
tions urged.W/ Certificate of Svc. 

NEWMAN, J.R. Houston Lighting & Power Co. NEWMAN, J.R. Newman & Holtzinger. 
#287 3721. 87/06/11. CHILK,S.J. Office of the Secretary of the Commission. 10pp. 
41296:148-41296:157. 

8706190092 NRC Staff answer opposing motion to quash subpoena filed by BP 
Garde, Esquire.* GAP has not provided sufficient basis on which Commission could 
conclude that attorney-client privilege protects info sought by NRC.W/Certificate of 
Svc. 

GOLDBERG,J.R., PATON.W.D., WAGNER.M.E. Assistant General Counsel for Hear- 
ings. #287 3775. 87/06/11. Commissioners. 29pp. 41388:104-41388:132. 

8706300456 Reply of BP Garde to NRC Staff opposition to motion to quash & de facto 
opposition to petition per 10CFR2.206.* NRC has not established that Garde asser- 
tions not sustainable.Certificate of Svc end. 

ROISMAN.A.Z., CONDIT.R.E. Government Accountability Project. #287 3844. 87/06/ 
25. NRC - No Detailed Affiliation Given. 13pp. 41495:278-41495:290, 


J. Insurance & indemnity information 

8706300727 Forwards Policy 1 to NELIA Certificate N-113 & MAELU Certificate M-113. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/22. Document Control 
Branch (Document Control Desk). 17pp. 41501:001-41501:017. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8706110271 Forwards Amend 59 to FSAR for South Texas Project Units 1 & 2.0ver- 
view of revs listed. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/15. Document Control Branch 
(Document Control Desk). 8pp. 41269:230-41270:295. 

“8706110275 Amend 59 to FSAR for South Texas Project Units 1 & 2. 

* Houston Lighting & Power Co. 87/05/15. 410pp. 41269:246-41270:295. 

8706120112 Amend 60 to FSAR for South Texas Project Units 1 & 2.W/ 870515 Itr. 
GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/15. 1,058pp. 41337:023- 
41339:360. 


8706190367 Forwards Amend 61 to FSAR for South Texas Project Units 1 & 2.0ver- 
view of revs listed. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/16. Document Control Branch 
(Document Control Desk). 5pp. 41399:208-41400:268. 

-8706190373 Amend 61 to FSAR for South Texas Project Units 1 & 2. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/16. 419pp. 41399:213- 
41400:268. 


Q. Inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706050065 Forwards insp Repts 50-498/87-08 & 50-499/87-08 on 870309-0410 & 
notice of violation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 41191:100-41191:184. 

“8706050067 Notice of violation from insp on 870309-0410. 

* Region 4. Office of Director. 87/05/29. 2pp. 41191:103-41191:104. 

“8706050075 Insp Repts 50-498/87-08 & 50-499/87-08 on 870309-0410. Violations 
noted:failure to follow procedures for testing & inadequate cleanliness controls over 
open RCS.Major areas inspected:TMI & Generic Ltr 83-28 action items. 
CARPENTER.D.R., REIS.T., BUNDY.H.F. Region 4, Office of Director. 87/05/29. 
80pp. 41191:105-41191:184. 

8706080071 Forwards Insp Repts 50-498/87-20 & 50-499/87-20 on 870427-0501. No 
violations or deviations noted. 

GAGLIARDO.J.E. Region 4. Office of Director. 87/05/29. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41218:235-41218:245. 

“8706080078 Insp Repts 50-498/87-20 & 50-499/87-20 on 870427-0501 .No violations 
or deviations noted.Major areas inspected: radwaste mgt program.induding organiza- 
tion & mgt controls, training & qualifications & solid radwaste. 

BAER.R.E., SCOTT, H.L, MURRAY, B. Region 4, Office of Director. 87/05/22. 9pp. 
41218:237-41218:245. 

8706080339 Forwards Special Team Insps 50-498/87-17 & 50-499/87-17 on 870330- 
0403.No violations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/01. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41217:170-41217:206. 

“8706080344 Insp Repts 50-498/87-17 & 50-499/87-17 on 870330-0403.No violations 
or deviations noted.Major areas inspected: implementation of fire protection program 
& compliance w/requirements of 10CFR50,App R (safe shutdown). 

MULLIKIN.R.P., MURPHY.M.E.. GARRISON, D.L Region 4. Office of Director. 87/05/ 
29. 35pp. 41217:172-41217:206. 

8706090024 Forwards Insp Repts 50-498/87-28 & 50-499/87-28 on 870504-07.No vio- 
lations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/01. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41221:114-41221:120. 

“8706090042 Insp Repts 50-499/87-28 & 50-498/87-28 on 870504-07.No violations or 
deviations noted.Major areas inspected: licensee implementation of corrective actions 
for emerqencv preparedness appraisal deficiencies. 

BAIRD, J.O.. “.ShER.W.I Region 4, Office of Director. 87/06/01. 5pp. 41221:116- 
41221:120. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, inc. 105pp. 41393:001-41393:105. 

8706160343 Responds to Violation 8703-01 dtd 87051 S.Corrective actions: data sheets 
for fuel receipt reviewed & corrected, health & safety technicians involved w/fuel re- 
ceipt trained re procedural requirements & procedures revised. 

VAUGHN, G.E. Houston Lighting & Power Co. 87/06/05. Document Control Branch 
(Document Control Desk). 4pp. 41335:081-41335:084. 

8706150225 Responds to question re bottom mounted instrumentation thimble 
vibration.At first refueling, random sample of thimbles will be inspected for wear.lssue 
not safety concern & SER Confirmatory item should be dosed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/08. Document Control 
Branch (Document Control Desk). 2pp. 41291:360-41291:361. 

8706120306 Forwards list of items requiririg Region IV insp effort to support NRR safety 
evaluation, including procedures on emergency communication sys.fire protection audit 
items & Raychem splices. 

CRUTCHFIELD.D. Division of Reactor Projects III, IV, V & Special Projects (Post 
870411). 87/06/09. JOHNSON.E. Region 4, Office of Director. 2pp. 41280:255- 
41280:256. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706170233 Forwards Insp Repts 50-498/87-07 & 50-499/87-07 on 870202-0327.No 
violations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/06/10. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41385:192-41385:217. 

“8706170245 Insp Repts 50-498/87-07 & 50-499/87-07 on 870202-0327.No violations 
noted.Major areas inspectedrsite tours, licensee action on previous insp 
findings, previously reported items & IE circulars. 

JOHNSON, C.E.. GARRISON, D.L., TAYLOR, R.G. Region 4, Office of Director. 87/06/ 
02. 24pp. 41385:194-41385:217. 
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8706050209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end, 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413) 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.’* Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170363 Responds to NRC 870529 Itr re Violation 8708-02 noted in Insp Repts 50- 
498/87-08 & 50-499/87-08.Corrective actions: replaced damaged portions of adverse- 
ly affected pipe supports & damaged pressure safety valve. 

VAUGHN, G.E. Houston Lighting & Power Co. 87/06/12. Document Control Branch 
(Document Control Desk). 4pp. 41370:151-41370:159. 

8706170496 Responds to JE Gagliardo 870512 Itr re deficiencies noted during insp on 
870406-1 0.Encl schedule reflects plans for resolution of deficiencies.AddI training of 
personnel planned as corrective action. 

VAUGHN, G.E. Houston Lighting & Power Co. 87/06/12. Document Control Branch 
(Document Control Desk). 3pp. 41385:024-41385:026. 

8706190304 Forwards Insp Repts 50-498/87-16 & 50-499/87-16 on 870427-0622.No 
violations or deviations noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 87/06/15. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41394:219-41394:228. 

-8706190311 Insp Repts 50-498/87-16 & 50-499/87-16 on 870427-0522. No violations 
or deviations noted.Major areas inspected.site design activities & licensee action on 
previously identified insp findings. 

TAPIA, J.I., STEWART,R.C.. HUNN1CUTT,D.M. Region 4. Office of Director. 87/06/09. 
8pp. 41394:221-41394:228. 

8706190342 Forwards Insp Repts 50-498/87-19 & 50-499/87-14 on 870327- 0508 & 
notice of violation. 

GAGLIARDO, J.E. Region 4. Office of Director. 87/06/15. GOLDBERG.J.H, Houston 
Lighting & Power Co. 2pp. 41399:159-41399:174. 

-8706190353 Notice of violation from insp on 870327-0508. 

• Region 4, Office of Director. 87/06/15. 2pp. 41399:161-41399:162. 

-8706190357 Insp Repts 50-498/87-19 & 50-499/87-14 on 870327-0508. Violations 
noted:exams revealed that coatings placed on machined surfaces of Pipe Supports 
FC-1009-RR02 & FC-1009-R001. contrary to project specs. 

JOHNSON, C.E., GARRISON.D.L., TAYLOR, R.G. Region 4. Office of Director. 87/06/ 
12. 12pp. 41399:163-41399:174. 

8706240348 Forwards Insp Repts 50-498/87-36 & 50-499/87-36 on 87051 8-22.No vio- 
lations noted.Unresolved items identified should be reviewed. 

GAGLIARDO, J.E. Region 4, Office of Director. 87/06/16. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41454:347-41454:355. 

-8706240361 Insp Repts 50-498/87-36 & 50-499/87-36 on 87051 8-22.No violations 
noted.Major areas inspected:program for insp & rework of electrical splices using Ray- 
chem heat shrinkable tubing. 

NORMAN.D.E.. IRELAND, R.E. Region 4, Office of Director. 87/06/12. 7pp. 
41454:349-41454:355. 

8706250193 Ack receipt of 870605 responses to notice of violation from Insp Repts 50- 
498/87-03 & 50-499/87-03. Reply responsive to concerns noted.Corrective actions will 
be reviewed during future insps. 

GAGLIARDO, J.E. Region 4, Office of Director, 87/06/16. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41474:105-41474:110. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706260162 Responds to NRC 870529 Itr re open items noted in Insp Repts 50-498/ 
87-08 & 50-499/87-08.Operation Procedure 0PGP03-Z0-0003 revised to cause re- 
viewers to ensure that previous license compliance evaluation performed. 

VAUGHN, G.E. Houston Lighting & Power Co. 87/06/22. Document Control Branch 
(Document Control Desk). 5pp. 41479:154-41479:158. 

8706260286 Forwards Insp Repts 50-498/87-25 & 60-499/87-25 on 870420 & 0427- 
0501 .No violations or deviations noted.Details of repts withheld (ref 10CFR73.21). 
GAGLI/^RDO.J.E. Region 4, Office of Director. 87/06/22. GOLDBERG.J.H. Houston 
Lighting & Power Op. 2pp. 41479:245-41479:248, 

-8706260291 Partially withheld Insp Repts 50-498/87-25 & 50-499/87-25 on 870420 & 
0427-0501 (ref 10CFR73.21),No violations or deviations noted.Major areas 
inspected’.security plan & procedures, security organization.audits, records & repts. 
KELLY, J.A.. EARNEST, A.B., YANDELL,L.A. Region 4, Office of Director. 87/06/03. 
2pp. 41479:247-41479:248. 

8706260298 Forwards Insp Repts 50-498/87-34 & 50-499/87-34 on 870602-05.No vio- 
lations or deviations noted.Status of util actions re deficiencies previously identified 
during emergency preparedness implementation appraisal discussed. 

GAGLIARDO, J.E. Region 4. Office of Director. 87/06/23. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 41479:249-41479:255. 

-8706260304 Insp Repts 50-498/87-34 & 50-499/87-34 on 870602-05,No violations or 
deviations noted.Major areas inspected: implementation of corrective actions for emer- 
gency preparedness appraisal deficiencies. 

BAIRD,J.B., TERC.N.M., FISHER, W.L Region 4, Office of Director. 87/06/17. 5pp. 
41479:251-41479:255. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706030433 Second interim deficiency rept re failure of reactor vessel temporary full 
flow filters.lnitially reported on 870406. Detailed insp of reactor coolant & interfacing 
sys for failed screen matl in progress.Next rept provided by 870612. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/27. Document Control Branch 
(Document (jontrol Desk). 5pp. 41153:090-41153:094. 

8706040027 Part 21 & final deficiency rept re electrical auxiliary bldg HVAC fan motor 
failures. Initially reported on 870428. American Air Filter committed to revise & resub- 
mit air-over curves for affected fans. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/28. Document Control Branch 
(Document Control Desk). 5pp. 41171:221-41171:225. 

8706040005 Third interim deficiency rept re electrical splices using Raychem heat shrink 
insulation matl installed incorrectly. Initially reported on 87021 S.Tnsp in progress to de- 
termine number of incorrectly installed splices.Next rept by 870610. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/29. Document Control Branch 
(Document Control Desk). 5pp. 41171:154-41171:158. 

8706040009 Final deficiency rept re small break LOCA mitigation during plant 
shutdown.lnitially reported on 860929.For small breaks in Modes 3 & 4,issue not re- 
portable under 10CFR50.55(e). 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/05/29. Document Control Branch 
(Document Control Desk). 5pp. 41171:160-41171:164. 

8706100095 Final deficiency rept re leaking hydraulic fluid from main steam 
PORV.Initially reported on 870323.Affected actuators shipped to Paul-Munroe for eval- 
uation & overhaul. Unit 1 & 2 actuators due back in mid-June & Aug.respectively. 
GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/03. Document Control Branch 
(Document Control Desk). 5pp. 41233:272-41233:276. 

8706100415 Third interim deficiency rept re failure of reactor vessel temporary full flow 
filters.lnitially reported on 870406. Detailed insp of RCS & interfacing sys for failed 
screen matl underway.Next rept will be submitted by 870612. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/03. Document Control Branch 
(Document Control Desk). 24pp. 41243:057-41243:080. 

8706170553 Final deficiency rept re electrical splices using Raychem heat shrink insula- 
tion matl.Craft, field engineers & field QC personnel reinstructed on use of Raychem 
matl & Site Std Procedure 26. "Termination of Electrical Cables," revised. 
GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/10. Document Control Branch 
(Document Control Desk). 5pp. 41386:192-41386:196. 

8706170435 Forwards annotated revs to FSAR, including Tables 3.9-1 .2, "Active Valves 
(BOP Sys)" & 6.2.4-1 , "Containment Isolation Sys Failure Modes & Effects Analysis*' 
re deficiency reported on 831118 involving target rock solenoid valves. 
WISENBURG.M.R. Houston Lighting & Power Co. 87/06/11. Document Control 
Branch (Document Control Desk). 11pp. 41385:336-41385:346. 

8706220257 Final deficiency rept re reactor vessel temporary full flow filters.lnitially re- 
ported on 870406.Data gathered & analyzed to establish weight of missing screen 
matl.Matl does not constitute threat to safe operation of plant. 

GOLDBERG.J.H. Houston Lighting & Power Co. 87/06/15. Document Control Branch 
(Document Control Desk). 11pp. 41410:306-41411:025. 

8706300539 Suppis 87061 5 final deficiency rept re reactor vessel temporary full flow 
filters in response to NRC 870623 request for addi info on current fuel cycle for french 
units ref in Topical Rept WCAP-11506.French plants listed. 

WISENBURG.M.R. Houston Lighting & Power Co. 87/06/25. Document Control 
Branch (Document Control Desk). 3pp, 41514:001-41514:003. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Application/construction stage documents & correspondence 

8706080275 Forwards Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28,Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 

2, Palisades,Palo Verde 1,2 & 3, San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3 & WNP 

3. " 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
CARRINGTON,M, Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41213:001-41213:027. 

-8706080284 Rev 1 to "Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2.Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, Millstone 2, Palisades, Palo 
Verde 1,2 & 3,San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3 & WNP 3.” 

FARMER,F.G. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706030453 Notification of significant meeting on 870529 w/util in Walnut Creek, CA to 
discuss licensee overview presentation of completed activities of Readiness Review 
Const Assurance Module C3-02 re concrete. 

* Region 5, Office of Director. 87/05/21. Region 5. Office of Director. Ip. 41169:357- 
41169:357. 

8706180119 Submits rept for Concrete Module C3-02 of const assurance program, per 
readiness review program agreements.Certifies that completed concrete structures.w/ 
noted exceptions, meet design & const requirements. 

MAZUR, D.W. Washington Public Power Supply System. 87/06/01. MARTIN.J.B. 
Region 5, Office of Director. 4pp. 41397:356-41397:359. 

8706180062 Forwards safety evaluation supporting use of modified ITT/ Grinnell Figure 
215 type stiff clamps in safety-related piping sys at facility.SER can be consolidated 
w/851 119 draft SER. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
MAZUR,D,W. Washington Public Power Supply System. 3pp. 41393:254-41393:263. 

-8706180068 Safety evaluation supporting application of modified ITT/ Grinnell stiff 
clamps for use in safety-related piping sys. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/11. 7dd. 

41 393:257r41 393:263. v / 
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8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706190168 Forwards cost analyses for OL application reviews for 850623-860621 . 
HOLLOWAY.C.J. License Fee Management Branch. 87/06/15. SORENSEN, G.C. 
Washington Public Power Supply System. 5pp. 41407:168-41407:172. 

8706230450 Advises that on 87031 7, util realigned corporate QA functional responsibil- 
ities to consist of consolidation of corporate QA audit & const QA activities.Also ad- 
vises ‘.hat e'fo.-fvc 370701. rngt of util will be integrated w/EBASCO. 

SOREN.SFN.G.C ash^nnlcn Public Power Supply System, 87/06/18. Document 
Cc' irc Trivic;:- /Oocumer'.i C;?ntrol Desk). 2pp. 41434:042-41434:043. 

8706230486 Generic Ltr 87-11 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706230133 Forwards Insp Rept 50-508/87-03 on 87051 2-1 5.No violations identified. 
PATE.R.J. Region 5, Office of Director. 87/06/02. MAZUR, D.W. Washington Public 
Power Supply System. 2pp. 41429:075-41429:089. 

—8706230146 Insp Rept 50-508/87-03 on 87051 2-1 5.No violations noted. Major areas 
inspected:licensee actions on previous insp findings re util readiness review program 
implementation. 

TOTH.A.D.. PATE.R.J. Region 5, Office of Director. 87/06/02. 13pp. 41429:077- 
41429:089. 

8706160419 Ack receipt of 870331 ltr denying violations noted in NRC 870226 ltr based 
on FSAR commitments.Violation re grout reduced to open item based on addl info 
provided. Amended reply re violation on reinforced steel expected by 870601 . 
KIRSCH.D.F. Region 5, Office of Director. 87/06/03. MAZUR, D.W. Washington Public 
Power Supply System. 2pp. 41335:353-41336:025. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSl,C.E, Division of Operational Events Assessment (Post 870411). 87/06/04, 
Consolidated Edison Co. of New York. Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706230041 Amends util 870331 response to Violation Item 86-13-18 noted in Insp 
Rept 50-508/86-1 S.Spec combined w/design drawings meet rebar spacing require- 
ments of ACI Code. 

OLSON, P.D. Washington Public Power Supply System. 87/06/15. Document Control 
Branch (Document Control Desk). 3pp. 41421:269-41421:271. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


S. Reportable occurrences, LERs & related correspondence 

8706010386 Final Deficiency Rept NY-QA-8 re Atwood & Morrill natural frequency 
ASME ill active valves,identified during Ebasco Engineering review. Initially reported on 
87051 S.Valves will be reanalyzed & modified.Not reportable per 10CFR50.55(e). 
OLSON. P.D. Washington Public Power Supply System. 87/05/27. Document Control 
Branch (Document Control Desk). 2pp. 41118:155-41118:156. 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 


8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 


8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM. R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


Q. inspection reports, IE Bulletins & correspondence 


8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. I06pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413), 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit.Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


P. Security, medical, emergency & fire protection plans 

8706110001 Requests that MJ Davis be provided w/unescorted access of site periodi- 
cally on continuing basis while assigned NRC reactor project manager for Unit 3. Davis 
should be provided w/listed training. Deschpt'on of Davis encl.W/o end. 
KNIGHTON.G.W. Project Dirociora'e V. 57/C;-)- 2.'. VAN BRUNT, E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 41260:294-41260:295. 


G. Adjudicatory correspondence 


8706250088 Director’s decision under 10CFR2.206.* Decision DD-87-11, denying Coali- 
tion for Responsible Energy Education 861021 petition based on failure to provide suf- 
ficient info to take further action under 10CFR2.206.Related documentation end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). #287 
3835. 87/06/22. Coalition for Responsible Energy Education. 33pp. 41448:003- 
41448:035. 


J. Insurance & indemnity information 


8706040170 Forwards executed Amend 8 to Indemnity Agreement B-95, revising Item 3 
in entirety re license numbers. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/25. Office of Nuclear Reactor Regulation. Director (Post 870411). 3pp. 
41172:185-41172:187. 
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8706170122 Forwards Endorsements 18 & 36 to MAELU Policy MF-116 & NELIA Policy 
NF-266, respectively. 

HAYNES, J.G. Arizona Nuclear Power Project {formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk). 3pp. 41370:227- 
41370:229. 


P. Operating license stage documents & correspondence 

8706080275 Forwards Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2.Fort Calhoun, Main Yankee, Millstone 

2, Palisades, Palo Verde 1,2 & 3, San Onofre 2 & 3,St Lucie 1 & 2.Waterford 3 & WNP 

3. " 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. 87/03/12. 
CARRINGTON, M. Office of Nuclear Reactor Regulation. Director (851125-870411). 
1p. 41213:001-41213:027. 

“8706080284 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2.Calvert Cliffs 1 & 2,Fort Calhoun, Main Yankee,Millstone 2,Palisades,Palo 
Verde 1,2 & 3, San Onofre 2 a 3.St Lucie 1 a 2, Waterford 3 a WNP 3." 

FARMER.F.G. EGaG Idaho, Inc. (subs, of EGaG, Inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706260407 Forwards final “Conformance to Generic Lte 83-28, Item 2.2.2 --Vendorln- 
terface Programs for All Other Safety-Related Components:Palo Verde 1,2 a 3.” infor- 
mal rept. Licensee conforms to generic ltr on sub] item. 

ROBERTS,E.W. EGaG Idaho. Inc. (subs, of EGaG, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/05/01. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:066-41483:082. 

“8706260408 Final “Conformance to Generic Ltr 83-28,ltem 2.2.2--Vendor Interface 
Programs for All Other Safety-Related Components: Palo Verde 1,2 a -3,” informal 
rept, 

UDY,A.C. EGaG Idaho, Inc. (subs, of EGaG, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG-NTA-7648. 87/04/30. NRC - No Detailed Affiliation 
Given. 14pp. 41483:067-41483:082. 

8706290015 Second corrected copy of ltr forwarding Section 5, “Periodic Testing,” of 
hydrogen recombiner operation a maint manual. to facilitate NRC review of 870123 
proposed Tech Spec changes. Correction adds more ends. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. Document Control Branch (Document Control Desk). 39pp. 41485:006- 
41485:044. 

8706030271 Application for amend to License NPF-41. revising Tech Specs to eliminate 
typos.provide addi clarification, improve consistency, adjust nomenclature & bring Tech 
Specs in line w/ recent generic Itrs.Description & basis for changes end. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/25. Document Control Branch (Document Control Desk). 32pp. 41156:321- 
41157:145. 

“8706030276 Proposed Tech Specs, revising sections re process control 

program, moderator temp coeffictent,reactivity control sys, boron dilution 

alarms.mcvable control assemhiies.pos'tion indicator channels & boration sys. 

Arizona Nuc.ear Fowc' ?'c]cc: (fcm-eriy Arizona Public Service Co.). 87/05/25. 
153pp. 41156:353-41157:145. 

8706050262 Application for amend to License NPF-41, changing Tech Spec Section 
3.3.3.2.limiting coridition for operation re operability of in-core detectors & Sections 
3.9.1 & 3.10.1, action statements re flowrate for boration.Fee paid. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/28. Document Control Branch (Document Control Desk). 7pp. 41205:067- 
41205:081. 

“8706050266 Proposed Tech Specs changing operability of in-core detectors to allevi- 
ate potential problems & flowrate requirements for boration. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/05/28 8 dd 
41205:074-41205:081. 

8706010435 Clarifies statement re positive moderate temp coefficient identified as third 
sentence of third paragraph in minutes of 870422 meeting w/NRC concerning Cycle 2 
reloads. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/29. KNIGHTON, G.W. Office of Nuclear Reactor Regulation, Director (Post 
870411), 2pp. 41118:074-41118:075. 

8706040369 Forwards request for additional info re onsite evaporation ponds, per 
870510 request for relief concerning secondary sys liquid waste discharges.Info re- 
quested by 870612. 

LIC1TRA,E.A. Project Directorate V. 87/05/29. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 3pp. 41174:341-41174:343. 

870611 01 24_Requests extension of comment period for application for amend to Li- 
41 & proposed NSHC determination to 870608.0pposes proposed NSHC 
isons if request for extension denied. 

Affiliation Not Assigned. 87/06/02. LICITRA,E.A. NRC - No Detailed Af- 
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8706150004 Fonvards Amend 17 to License NPF-41 & safety evaluation. Amend revises 
Tech Specs re changing pressure values for testing containment leakage rates & al- 
lowing air lock door to be open. Rev to Amend 15, Page 3/4 6-30 also end. 
LICITRA.E.A. Project Directorate V. 87/06/03. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 4pp. 41304:230-41304:252. 

“8706150018 Amend 17 to License NPF-41. revising Tech Specs to change pressure 
values for testing containment leakage rates & to allow air lock door to be open. 
KNIGHTON, G.W. Project Directorate V. 87/06/03. 14pp. 41304:234-41304:247. 

“8706150027 Corrected Page 3/4 6-30 to Amend 15 to License NPF-41 re Table 3.6-1 
concerning containment isolation valves. 

* NRC - No Detailed Affiliation Given. 87/06/03. Ip. 41304:248-41304:248. 

“8706150034 Safety evaluation s.,:ppGrt;rg Amend “T to License NPF-41. 

• Office of Nuclear Reactor Rc-quia'.ic-r'. D.ie.'rtcr (Post 870411), 87/06/03 4dd 
41304:249-41304:252. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04 Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706170510 Forwards response to NRC questions re temp dependent shutdown 
margin, per 870508 meeting in Bethesda,MD.Info clarifies definition of Kn-1 & ensures 
that bases for Tech Spec changes reflected clarification. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk). 6pp. 41385:110- 
41385:115. 

8706180154 Forwards withheld proprietary slide package of 870422 meeting w/NRC, util 
& C-E.Affidavit delineating reasons for proprietary classification of slide packaqe 
encl.Package withheld (ref 10CFR2.790). 

HAYNES,J.G. Arizona Nuclear Power Project f^ormeriv Arizona Public Service Co.). 
87/06/08. Document Control Branch ^Dccjm-v*.: Ccrrro’ Desk). 5pp. 41405:308- 
41405:312. 


8706170417 Confirms that currrent plant Tech Specs require leak rate testing of pres- 
sure isolation valves. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/11. Document Control Branch (Document Control Desk). Ip. 41386:301- 
41386:301. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180023 Responds to 870529 request for addI info to suppport util evaluation of 
secondary sys liquid waste discharges to onsite evaporation ponds.Utit to submit re- 
quested Info by 870731. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/12. Document Control Branch (Document Control Desk). Ip. 41391:126- 
41391:126. 

8706290028 Forwards Mgt Meeting Repts 50-528/87-19.50-529/87-21 & 50-530/87-21 
on 87051 1. Concerns re personnel errors, procedure adherence & inverter reliability 
discussed. 

MARTIN.J.B. Region 5, Office of Director. 87/06/12. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 41485:139-41485:146. 

-8706300208 Notification of 87051 1 significant meeting w/util in Region V ofcs, Walnut 
Creek, CA to discuss licensee actions to improve plant performance & recent events at 
plant. 

* NRC - No Detailed Affiliation Given. 87/05/01. NRC - No Detailed Affiliation Given 
ip. 41485:146-41485:146. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250454 Responds to 861021 petition re results of certain polygraph tests of util 
officials.Request for issuance of order to show cause denied & initiation of investiga- 
tion of document falsification denied in Director's Decision DD 87-11. 

MURLEY,T.E. Cffice of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 
22. SCOTT, M.L Coalition for Responsible Energy Education. KOHN.S.M. Government 
Accountability Project. 5pp. 41467:193-41467:202. 

8706250495 Ack receipt of 870427 petition requesting that NRC issue order to show 
cause why notice of violation & civil penalty of not less than $100,000 be issued to 
util.PetItion being evaluated. Forwards FR notice. 
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-8706300609 Forwards generic issue data sheet re possible generic problem re C-E re- 
actor coolant pump pressure tap nozzles developing through wall cracks due to stain- 
less steel sensitization. 

CREWS, J.L. Region 5, Office of Director. 83/04/06. JORDAN, E.L. Division of Emer- 
gency Preparedness & Engineering Response (850212-870411). 3pp. 41515:170- 
41515:172. 

“8706300637 Forwards background info on LPSI pumps & HPSI pump item. Task Inter- 
face Agreement 84-13 also end. 

NARBUT.P. Region 5, Office of Director. 84/02/15. LICITRA.E. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 2pp. 41515:173-41515:175. 

8706300524 Application for amends to Licenses NPF-41 & NPF-51, revising Tech Spec 
3.7. 1.3 to change required condensate storage tank level from existing 23 ft to indicat- 
ed level of 25 ft.Fee paid. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/24. Document Control Branch (Document Control Desk). 7pp. 41512:087- 
41512:095. 

—8706300532 Proposed Tech Spec 3.7.1. 3 changing required condensate storage tank 
level from existing 23 ft to indicated level of 25 ft. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/06/24. 2pp. 
41512:094-41512:095. 

8706300993 FonArards summary of resolutions reached re piping & verification test,per 
License Condition 2.C.9.Test 73HF-12211 deleted from procedure & test results ap- 
proved on 861113. 

HAYNES,J.G. Arizona Nuclear Power Project (^orrrer'v Anzona Public Service Co.). 
87/06/24. Document Control Branch (Dcc-.jrnon: Control Desk). 2pp. 41512:109- 
41512:110. 


Q. Inspection reports, IE Bulletins & correspondence 

8706080113 Forwards Insp Repts 50-528/87-15,50-529/87-16 & 50-530/87-17 on 
870406-10 & 20-23. No violations noted. 

WENSLAESKI,F.A. Region 5, Office of Director. 87/05/14. VAN BRUNT, E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 41218:305- 
41218:317. 

-8706080118 Insp Repts 50-528/87-15,50-529/87-16 & 50-530/87-17 on 870406-10 & 
20-23.No violations or deviations noted.Major areas inspected:low level radwaste stor- 
age facilities, liquid & liquid wastes, gaseous waste sys & review of repts. 

NORTH,H.S., YUHAS.G.P. Region 5, Office of Director. 87/05/14. 11pp. 41218:307- 
41218:317. 

8706010135 Revises scheduler commitments made in 860630 response to IE Bulletin 
85-003, “Motor-Operated Valve Common Mode Failures During Plant Transients Due 
to Improper Switch Settings." Addl time needed for technical evaluation & work con- 
trol. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. KIRSCH,D.F. Region 5, Office of Director. 2pp. 41129:358-41129:359. 

8706050175 Forwards Insp Repts 50-528/87-12,50-529/87-13 & 50-530/87-14 on 
870323-041 0.No violations or deviations noted. 

CHAFFEE, A. Region 5, Office of Director. 87/05/21. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 41200:060-41200:066. 

“8706050184 Insp Repts 50-528/87-12,50-529/87-13 & 50-530/87-14 on 870323- 
041 0.No violations noted.Major areas inspected; licensee emergency operating proce- 
dures. 

QUALLS.P., IVEY.K.. JOHNSON.P.H. Region 5, Office of Director. 87/05/20. 5pp. 
41200:062-41200:066. 

8706050241 Forwards Insp Repts 50-528/87-10,50-529/87-11 & 50-530/87-12 on 
870223-0404 & notice of violation. 

KIRSCH,D.F. Region 5, Office of Director. 87/05/21. VAN BRUNT,E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 41 1 98:046-41 198:083. 

“8706050246 Notice of violation from insp on 870223-0404. 

KIRSCH,D.F. Region 5. Office of Director. 87/05/21. 2pp. 41198:049-41198:050. 

“8706050256 Insp Repts 50-528/87-10.50-529/87-11 & 50-530/87-12 on 870223- 
0404.Violations noted:failure to remove piece of measuring & test equipment overdue 
for calibr from svc & to satisfy Tech Specs re pressurizer heater operability. 
21MMERMAN.R.. BALL.J., FIORELLI.G. Region 5, Office of Director. 87/05/15. 33pp. 
41198:051-41198:083. 

8706020250 Forwards proposed change to FSAR Section 1.8 re QA program. Change 
exempts personnel performing preliminary visual insps prior to unloading shipments 
from N45.2.6 requirements re Reg Guide 1.38,Rev 2 & ANSI N45.2.2-1972. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/25. Document Control Branch (Document Control Desk). 3pp. 41134:106- 
41134:108. 

8706030430 Ack receipt of 870512 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-528/87-03. 

WENSLAWSKI.F.A. Region 5, Office of Director. 87/05/26. VAN BRUNT, E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co,). 2pp. 41170:007- 
41170:012. 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706230408 Forwards Insp Repts 50-528/87-14,50-529/87-15 & 50-530/87-16 on 
870405-0509.No violations or deviations noted. 

PATE.R.J. Region 5, Office of Director. 87/06/02. VAN BRUNT, E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 41432:216-41432:232, 

-8706230420 Insp Repts 50-528/87-14.50-529/87-15 & 50-530/87-16 on 870405- 
0509.No violations notedtMajor areas inspected:plant maint,surveillance & local leak 
rate testing, inverter problem & periodic & special repts review. 

BALL,J.. FIORELLI.G.. IVEY.K. Region 5. Office of Director. 87/06/01. 13pp, 
41432:218-41432:232. 


8705290040 NRC Info Notice 87-024. “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources.” Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp, 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-026, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit,Wrong Train or Wrong Component Events,” Svc list 
end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706290028 Forwards Mgt Meeting Repts 50-528/87-19,50-529/87-21 & 50-530/87-21 
on 87051 1. Concerns re personnel errors, procedure adherence & inverter reliability 
discussed. 

MARTIN.J.B. Region 5. Office of Director. 87/06/12. VAN BRUNT,E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 41485:139-41485:146. 

-8706290033 Mgt Meeting Repts £0-528/87 -1 9, EO-529/57.21 & 50-530/87-21 on 
870511 .Major areas discussed:plant pc-'o'marce ndicatc.-s.::'.:. ucmg LERs,personnel 
errors,reactor trips & ESP actuations. 

ZIMMERMAN.R., RICHARDS, S. Region 5, Office of Director. 87/06/11. 4pp. 
41485:142-41485:145. 

-8706300208 Notification of 870511 significant meeting w/util in Region V ofcs, Walnut 
Creek, CA to discuss licensee actions to improve plant performance & recent events at 
plant. 

* NRC - No Detailed Affiliation Given. 87/05/01. NRC - No Detailed Affiliation Given. 
Ip. 41485:146-41485:146. 

8706260341 Responds to NRC 870521 Itr re violations noted in Insp Repts 50-528/87- 
10,50-529/87-11 & 50-530/87-12 on 870223-0404. Corrective actions:Rotometer EG- 
4092 removed from svc & replaced w/calibr rotometer on 870414. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co,), 87/06/19. Document Control Branch (Document Control Desk). 13pp. 
41481:194-41481:206. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300986 Forwards response to IE Bulletin 86-098, “Offsite Medical Svc" & Guid- 
ance Memorandum MS-1 , “Medical Svcs.” 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/24. Document Control Branch (Document Control Desk). 11pp. 41512:122- 
41512:132. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706230378 Monthly operating repts for May 1987,W/870612 itr. 

COLVILLE, J.M., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/31. 16pp. 41429:045-41429:060. 

8706100343 Forwards annual rept of changes, including description of changes,t 0 sts & 
experiments & summary of safety evaluation of each change, during CY86,per require- 
ments of 10CFR50,59.* 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/01. Document Control Branch (Document Control Desk). 79pp. 41242:321- 
41243:039. 


S. Reportable occurrences, LERs & related correspondence 

8706160136 Special Rept 1-SR-87-019:on 870504, radiation monitor declared inoperable 
due to spurious detector failure alarms. Cause of alarms unknown. Monitor returned to 
operability after completion of surveillance testing. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk). 2pp. 41305:195- 
41305:196. 


V. Operator Exanninations 

8706010390 Forwards revised NRC Form 398.Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new afDplications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE,R.J. Region 5, Office of Director. 87/05/22. LAMB.I. Aerotest Operations, Inc. 
TURNER, P. Sacramento Municipal Utility District. NICHOLS, S. Portland General Elec- 
tric Co. 16pp. 41118:139-41118:154. 

8706100082 Grants waiver of multi-unit written & oral exam for six senior reactor opera- 
tors & seven reactor operators listed in end. per util 870^-3C roquestAV 'e enc'. 
ELlN,J.O. Region 5, Office of Director. 87/05/28. VAN BRLN- .E.E A>7cna Nuclear 
Power Project (formerly Arizona Public Service Co.). 1p. 4 l.?38.3“: 6-4 ■238:3 16. 
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F. Security, medical, emergency & fire protection plans 

8706110001 Requests that MJ Davis be provided w/unescorted access of site periodi- 
cally on continuing basis while assigned NRC reactor project manager for Unit S.Davis 
should be provided w/listed trair'.="o Desc-iption c* Davis encl.W/o end. 
KNIGHTON.G.W. Project Direc-cra'ie v. 3/ 'C5/?7 VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.}. 2pp. 41260:294-41260:295. 


G. Adjudicatory correspondence 

8706250088 Director’s decision under 10CFR2.206.* Decision DD-87-11, denying Coali- 
tion for Responsible Energy Education 861021 petition based on failure to provide suf- 
ficient info to take further action under 1 0CFR2.206.Related documentation end. 
MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). #287 
3835. 87/06/22. Coalition for Responsible Energy Education. 33pp. 41448:003- 
41448:035. 


J. insurance & Indemnity information 

8706040170 Forwards executed Amend 8 to Indemnity Agreement B-95, revising Item 3 
in entirety re license numbers. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Sen/ice Co.). 
87/05/25. Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp. 
41172:185-41172:187. 

8706170122 Forwards Endorsements 18 & 36 to MAELU Policy MF-116 & NELIA Policy 
NF-266.respective!y. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk). 3pp. 41370:227- 
41370:229. 


P. Operating license stage documents & correspondence 

8706080275 Forwards Rev 1 to ‘‘Conformance to Item 4.5.2 of Generic Ltr 83-28,Arkan- 
sas Nuclear One 2, Calvert Cliffs 1 & 2, Fort Calhoun,Main Yankee.Mlllstone 

2, Palisades,Palo Verde 1,2 & 3, San Onofre 2 & 3,St Lucie 1 & 2, Waterford 3 & WNP 

3. ” 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, inc.). FIN D-6002. 87/03/12. 
CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (851125-870411). 
Ip. 41213:001-41213:027. 

“8706080284 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansas Nu- 
clear One-2, Calvert Cliffs 1 & 2.Fort Calhoun, Main Yankee, Millstone 2,Palisades,Palo 
Verde 1 ,2 & 3,San Onofre 2 & 3, St Lucie 1 & 2, Waterford 3 & WNP 3.” 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, inc.). FIN D-6002. EGG-NTA-7463 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:027. 

8706260407 Forwards final “Conformance to Generic Lte 83-28,ltem 2.2.2 --Vendorln- 
terface Programs for All Other Safety-Related Components:Palo Verde 1.2 & 3.’’ infor- 
mal rept.Licensee conforms to generic ltr on subj item. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/05/01. CARRINGTON, M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:066-41483:082. 

"8706260408 Final “Conformance to Generic Ltr 83-28.1tem 2.2.2--Vendor Interface 
Programs for All Other Safety-Related Components: Palo Verde 1,2 & -3,” informal 
rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6002. EGG-NTA-7648. 87/04/30. NRC - No Detailed Affiliation 
Given. 14pp. 41483:067-41483:082. 

8706290015 Second corrected copy of ltr fonvarding Section 5, “Periodic Testing," of 
hydrogen recombiner operation & maint manual.to facilitate NRC review of 870123 
proposed Tech Spec changes. Correction adds more ends. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. Document Control Branch (Document Control Desk). 39pp. 41485:006- 
41485:044. 

8706040369 Fonwards request for additional info re onsite evaporation ponds.per 
870510 request for relief concerning secondary sys liquid waste discharges.Info re- 
quested by 87061 2. 

LICITRA,E.A, Project Directorate V. 87/05/29. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 3pp. 41174:341-41174:343. 

8706120048 Notifies that 861226 proposed Tech Spec change re snubber visual insps 
no longer needed & requests that NRC discontinue processing Tech Spec change. 
HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/02. Document Control Branch (Document Control Desk). Ip. 41272:160- 
41272:160. 

8706100231 Summary of 870508 meeting w/util in Bethesda.MD re proposed Tech 
Spec changes re revised shutdown margin requirements & variable overpower trip 
setpoints. List of attendees end. 

LICITRA,E.A. Project Directorate V. 87/06/03. Project Directorate V. 4pp. 41246:083- 
41246:086. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706170510 Forwards response to NRC questions re temp dependent shutdown 
margin.per 870508 meeting in Bethesda,MD.Info clarifies definition of Kn-1 & ensures 
that bases for Tech Spec changes reflected clarification. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk). 6pp. 41385:110- 
41385:115. 


8706180154 Forwards withheld proprietary slide package of 870422 meeting w/NRC.util 
& C-E.Affidavit delineating reasons for proprietary classification of slide package 
encl.Package withheld (ref 10CFR2.790). 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk). 5pp. 41405:308- 
41405:312. 

8706170417 Confirms that currrent plant Tech Specs require leak rate testing of pres- 
sure isolation valves. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/11. Document Control Branch (Document Control Desk). 1p. 41386:301- 
41386:301. 


8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
1 0CFR73.57 requirements for FBI criminal history checks.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180023 Responds to 870529 request for addi info to suppport util evaluation of 
secondary sys liquid waste discharges to onsite evaporation ponds.Util to submit re- 
quested info by 870731. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/12. Document Control Branch (Document Control Desk). Ip. 41391:126- 
41391:126. 

8706290028 Fonwards Mgt Meeting Repts 50-528/87-19,50-529/87-21 & 50-530/87-21 
on 870511. Concerns re personnel errors, procedure adherence & inverter reliability 
discussed. 

MARTIN, J.B. Region 5, Office of Director. 87/06/12. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 41485:139-41485:146. 

“8706300208 Notification of 87051 1 significant meeting w/util in Region V ofcs.Walnut 
Creek,CA to discuss licensee actions to improve plant performance & recent events at 
plant. 

NRC - No Detailed Affiliation Given. 87/05/01. NRC - No Detailed Affiliation Given. 
Ip. 41485:146-41485:146. 

8706240326 Forwards SuppI 2 to “Palo Verde Nuclear Generating Station Unit 2 Startup 
Rept,” per 870313 commitment & Tech Spec 6.9.1. 3 of App A.SuppI 2 addresses re- 
actor coolant & secondary chemistry & radiochemistry. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/18. Document Control Branch (Document Control Desk). 2pp. 41449:030- 
41449:034. 

“8706240329 SuppI 2 to “Palo Verde Generating Station Unit 2 Startup Rept." 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/06/30. 3pp. 
41449:032-41449:034. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250454 Responds to 861021 petition re results of certain polygraph tests of util 
officials. Request for issuance of order to show cause denied & initiation of investiga- 
tion of document falsification denied in Director’s Decision DD 87-1 1 . 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 
22. SCOTT,M,L. Coalition for Responsible Energy Education. KOHN.S.M. Government 
Accountability Project. 5pp. 41467:193-41467:202. 

8706300507 Partial response to FOIA request for documents re defective Westinghouse 
motors & reactor coolant pump pressure tap nozzles developed through wall 
cracks.Forwards App C documents.Documents in Apps B & C available in PDR. 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/23. HOLMES.G.A. 
Technical Associates. 7pp. 41515:161-41515:175. 

“8706300582 Informs that per Task Interface Agreement 84-1 3, Region 5 transferred 
lead responsibility for evaluation of LPSI pump problems to NRR. 

BISHOP,T.W. Division of Resident, Reactor Project & Engineering Programs. 84/04/ 
25. JORDAN, E.L. Division of Emergency Preparedness & Engineering Response 
(850212-870411). Ip. 41515:169-41515:169. 

“8706300609 Forwards generic issue data sheet re possible generic problem re C-E re- 
actor coolant pump pressure tap nozzles developing through wall cracks due to stain- 
less steel sensitization. 

CREWS.J.L. Region 5, Office of Director. 83/04/06. JORDAN,E.L. Division of Emer- 
gency Preparedness & Engineering Response (850212-870411). 3pp. 41515:170- 
41515:172. 

“8706300637 Forwards background info on LPSI pumps & HPSI pump item. Task Inter- 
face Agreement 84-13 also end. 

NARBUT,P. Region 5, Office of Director. 84/02/15. LICITRA,E. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 2pp. 41515:173-41515:175. 

8706300524 Application for amends to Licenses NPF-41 & NPF-51, revising Tech Spec 
3.7.1. 3 to change required condensate storage tank level from existing 23 ft to indicat- 
ed level of 25 ft. Fee paid. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Go.). 
87/06/24. Document Control Branch (Document Control Desk). 7pp. 41512:087- 
41512:095. 

“8706300532 Proposed Tech Spec 3.7.1. 3 changing required condensate storage tank 
level from existing 23 ft to indicated level of 25 ft. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 87/06/24. 2pp. 
41512:094-41512:095. 


Q. inspection reports, IE Bulletins & correspondence 


8706080113 Forwards Insp Repts 50-528/87-15,50-529/87-16 & 50-530/87-17 on 
870406-1 0 & 20-23.No violations noted. 

WENSLAESKLF.A. Region 5. Office of Director. 87/05/14. VAN BRUNT.E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 2pp. 41218:305- 
41218:317. 
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-8706080118 Insp Repts 50-528/87-15,50-529/87-16 & 50-530/87-17 on 870406-10 & 
20-23.No violations or deviations noted.Major areas inspecteddow level radwaste stor- 
age facilities, liquid & liquid wastes, gaseous waste sys & review of repts. 

NORTH.H.S., YUHAS.G.P. Region 5, Office of Director. 87/05/14. 11pp. 41218:307- 
41218:317. 

8706010135 Revises scheduler commitments made in 860630 response to IE Bulletin 
85-003, "Motor-Operated Valve Common Mode Failures During Plant Transients Due 
to Improper Switch Settings.” AddI time needed for technical evaluation & work con- 
trol. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. KIRSCH.D.F. Region 5, Office of Director. 2pp. 41129:358-41129:359. 

8706050175 Forwards Insp Repts 50-528/87-12,50-529/87-13 & 50-530/87-14 on 
870323-041 0.No violations or deviations noted. 

CHAFFEE, A. Region 5, Office of Director. 87/05/21. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 41200:060-41200:066. 

-8706050184 Insp Repts 50-528/87-12,50-529/87-13 & 50-530/87-14 on 870323- 
0410.No violations noted.Major areas inspected: licensee emergency operating proce- 
dures. 

QUALLS, P., IVEY.K., JOHNSON.P.H. Region 5. Office of Director. 87/05/20. 5pp. 
41200:062-41200:066. 

8706050241 Forwards Insp Repts 50-528/87-10,50-529/87-11 & 50-530/87-12 on 
870223-0404 & notice of violation. 

KIRSCH,D.F. Region 5. Office of Director. 87/05/21. VAN BRUNT.E.E. Arizona Nude- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 41 1 98:046-41 1 98:083. 

-8706050246 Notice of violation from insp on 870223-0404. 

KIRSCH.D.F. Region 5, Office of Director. 87/05/21. 2pp. 41198:049-41198:050. 

-8706050256 Insp Repts 50-528/87-10,50-529/87-11 & 50-530/87-12 on 870223- 
0404.Violations noted:failure to remove piece of measuring & test equipment overdue 
for calibr from svc & to satisfy Tech Specs re pressurizer heater operability. 
ZIMMERMAN, R., BALL.J.. FIORELLI.G. Region 5. Office of Director. 87/05/15. 33pp. 
41198:051-41198:083. 

8706020250 Forwards proposed change to FSAR Section 1.8 re QA program. Change 
exempts personnel performing preliminary visual insps prior to unloading shipments 
from N45.2.6 requirements re Reg Guide 1.38, Rev 2 & ANSI N45.2.2-1972. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/25. Document Control Branch (Document Control Desk). 3pp. 41134:106- 
41134:108. 

8705200749 NRC Info Notice 87-023. “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706120048 Notifies that 861226 proposed Tech Spec change re snubber visual insps 
no longer needed & requests that NRC discontinue processing Tech Spec change. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/02. Document Control Branch (Document Control Desk). Ip. 41272:160- 
41272:160. 

8706230408 Forwards Insp Repts 50-528/87-14.50-529/87-15 & 50-530/87-16 on 
870405-0509. No violations or deviations noted. 

PATE,R.J. Region 5. Office of Director. 87/06/02. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 41432:216-41432:232. 

-8706230420 Insp Repts 50-528/87-14,50-529/87-15 & 50-530/87-16 on 870405- 
0509.No violations noted.Major areas inspected:plant maint.surveillance & local leak 
rate te8ting,inverter problem & periodic & special repts review, 

BALL,J., FIORELLI.G., IVEY.K. Region 5, Office of Director. 87/06/01, 13pp. 
41432:218-41432:232. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143, 

87060S0209 NRC Info Notice 87-026, "Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, In.c. 123pp. 41299:270-41300:035. 

8706290028 Forwards Mgt Meeting Repts 50-528/87-19.50-529/87-21 & 50-530/87-21 
on 870511. Concerns re personnel errors, procedure adherence & inverter reliability 
ciiscus$ 0 (j[ 

MARTIN, j.B. Region 5. Office of Director. 87/06/12. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 41485:139-41485:146. 

-8706290033 Mgt Meeting Repts 50-528/87-19,50-529/87-21 & 50-530/87-21 on 
87051 1 .Major areas discussed:plant performance Indicators.including LERs.personnel 
errors, reactor trips & ESF actuations. 

ZIMMERMAN.R., RICHARDS,S. Region 5, Office of Director, 87/06/11. 4pp. 
41485:142-41485:145. 

8706260341 Responds to NRC 870521 Itr re violations noted in Insp Repts 50-528/87- 
10,50-529/87-11 & 50-530/87-12 on 870223-0404. Corrective action8:Rotometer EQ- 
4092 removed from svc & replaced w/callbr rotometer on 870414. 

VAN BRUNT,E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 87/06/19. Document Control Branch (Document Control Desk). 13pp. 
41481:194-41481:206. 


8706300067 Forwards status of actions taken to correct items noted in notice of viola- 
tion re Insp Repts 50-529/86-33 & 50-530/86*27.Distribution list being developed to 
indicate organization responsible to take further action. 

VAN BRUNT,E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 87/06/19. Document Control Branch (Document Control Desk). 2pp. 41487:125- 
41487:126. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list end. 
ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300986 Forwards response to IE Bulletin 86-098, “Offsite Medical Svc” & Guid- 
ance Memorandum MS-1, "Medical Svcs." 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/24. Document Control Branch (Document Control Desk). 11pp. 41512:122- 
41512:132. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E, Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706230378 Monthly operating repts for May 1987.W/870612 Itr. 

COLVILLE.J.M., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/31. 16pp. 41429:045-41429:060. 

8708100343 Forwards annual rept of changes,including description of changes.tests & 
experiments & summary of safety evaluation of each change, during CY86.per require- 
ments of 10CFR50.59. 

HAYNES, J.G, Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/01. Document Control Branch (Document Control Desk). 79pp. 41242:321- 
41243:039. 


S. Reportable occurrences, LERs & related correspondence 


8706010081 Special Rept 2-SR-87-014:on 870426, radioactive gaseous effluent monitors 
RU-144 inoperable for more than 72 h. Caused by test performance & subsequent 
GM detector failure. Monitor will be returned to svc by 870529. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/22. Document Control Branch (Document Control Desk). 3pp. 41120:227- 
41120:229. 

8706010084 PNO-V-87-039:on 870521 .plant worker sprayed w/reactor coolant while re- 
placing lead shielding around post-accident sampling sys.Worker contaminated w/ra- 
dioactive matl on head & shoulders.Investigation initiated. 

YUHAS.G.P., WENSLAWSKI.F.A. Region 5. Office of Director. 87/05/22. 1p. 
41119:193-41119:193. 

8706100067 LER 87-01 1-00:on 870503, control room operator discovered that several 
shiftly channel checks not performed within required surveillance intervai.Caused by 
misstng pages to surveillance test procedure.Checks performed.W/870529 Itr. 
BRADISH.T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/29. 4pp. 41232:339-41232:342. 

8706100353 LER 87-009-00:on 870506.discovered particulate & iodine channels of con- 
denser vacuum pump/gland seal exhaust radiation monitor inoperable.Caused by per- 
sonnel error. Procedure change notice issued.W/870604 Itr. 

BRADISH.T.R., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/06/04. 4pp. 41241:1 11-41241:11 4. 

8706160143 PNO-V-87-042:on 870604, reactor trip occurred due to low steam generator 
level.Caused by malfunction in automatic feedwater control sys during sys trouble- 
shooting/testing. Investigation into cause of malfunction ongoing. 

RICHARDS, S., ZIMMERMAN.R. Region 5, Office of Director. 87/06/04. Ip. 
41305:193-41305:193. 

8706150248 Special Rept 2-SR-87-015:on 870509.containment area monitor Channel A 
inoperable for greater than 72 h.Caused by repairing single channel area monitor 
board.Analysis begun to determine cause of board failure on 870506. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Sen/ice Co.). 
87/06/08. Document Control Branch (Document Control Desk). 2pp. 41290:246- 
41290:247. 

8706160033 Special Rept 2-SR-87-016:on 870509,radioactive gaseous effluent monitor 
exceeded 72 h limit for operability.Caused by maint of low flow alarm.Surveillance test 
performed & monitor declared operable on 87051 2. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk), 2pp. 41306:003- 
41306:004. 

6706160395 LER 87-01 3-00:on 8705 10, shutdown commenced per Tech Spec 3.8.3. 1 
due to inoperable inverter.Caused by loose silicon controlled rectifier (sCR). Loose 
SCR replaced & other SCRs retorqued.W/870608 Itr. 

BRADISH.T.R., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/06/08. 4pp. 41317:014-41317:017. 

8706170329 Special Rept 2-SR-87-01 7:on 870604,reactor/turbine trip occurred due to 
low level condition in Steam Generator 2. Trip caused excessive feedwater flow which 
was attributed to delay in closing economizer valves. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/09. Document Control Branch (Document Control Desk). 2pp. 41385:165- 
41385:166. 

8706230164 LER 86-044”00:on 87051 5, discovered that both independent trains of con- 
trol room essential filtration sys inoperable on 870423-25 due to maint on one 
train.Cau8ed by deslon flaw. Isolation dbmpers will be installed.W/870612 itr. 
BRADISH.T.R., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/06/12. 4pp. 41427:209-41427:212. 
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8706300379 Special Rept 2-SR-87-018;on 870523, high & low range noble gas activity 
monitors inoperable for greater than 72 h. Caused by defective amplifier displacement 
card which caused low readings.Card replaced. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/22. Document Control Branch (Document Control Desk). 2pp. 41500:010- 
41500:011. 


V. Operator Examinations 

8706010390 Forwards revised NRC Form 398. Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
cluding educ, training & expe'-'ence Chances detailed in Enel 2. 

PATE.R.J. Region 5, Of:ic-:: r D:r:'c;or LAMB.I. Aerotest Operations. Inc. 

WYRICK.J. Washington Public Power Supply System. MARTIN,!. Pacific Gas & Elec- 
tric Co. 16pp. 41118:139-41118:154. 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8706110001 Requests that MJ Davis be provided w/unescorted access of site periodi- 
cally on continuing basis whi'e assic'^ed N°C reactor project manager for Unit S.Davis 
should be provided w/listed ■■■; ■vnTDiJScr:::'cn c' Davis encl.W/o end. 

KNIGHTON, G.W. Project Dir:r,:cra;£ Y 5".'C;"3. 27. VAN BRUNT, E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 41260:294-41260:295. 

8706100102 Forwards IE Info Notice 86-098, “Offsite Medical Sves’’ that transmits 
FEMA Guidance Memo (GM) MS-1, “Medical Sves." Rept re status of arrangements 
for medical sves requested within 15 days of Itr receipt. W/o end. 

DAVIS, M.J. Project Directorate V. 87/06/01. VAN BRUNT, E.E. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 3pp. 41245:041-41245:056. 


G. Adjudicatory correspondence 


8706250088 Director’s decision under 10CFR2.206.’’ Decision 00-87-11, denying Coali- 
tion for Responsible Energy Education 861021 petition based on failure to provide suf- 
ficient info to take further action under 10CFR2.206. Related documentation end. 
MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). #287 
3835. 87/06/22. Coalition for Responsible Energy Education. 33pp. 41448:003- 
41448:035. 


J. Insurance & Indemnity information 

8706040170 Forwards executed Amend 8 to Indemnity Agreement B-95, revising Item 3 
in entirety re license numbers. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/25. Cffice of Nuclear Reactor Regulation, Director (Post 870411). 3pp. 
41172:185-41172:187. 


8706170122 Forwards Endorsements 18 & 36 to MAELU Policy MF-1 16 & NELIA Policy 
NF-266, respectively. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk). 3pp. 41370:227- 
41370:229. 


M. Antitrust correspondence 


8706040321 Requests that Commission stay proceeding instituted by Plains Electric 
Generations & Transmission Cooperative, Inc (“Plains”) in 861128 “Comments of 
Plains on Antitrust Info, Request for...” no later than 870605. 

MILLER, F.L. Duncan, Weinberg & Miller. MILLER, F.L Plains Electric Generation & 
Transmission Cooperative. 87/05/28. VOGLER.B.H. NRC - No Detailed Affiliation 
Given. 2pp. 41177:114-41177:115. 

8706120345 Confirms F Miller advice that util engaged in discussions w/Plains to re- 
solve matters raised in Plains comments. Duration of NRC deferral of action re com- 
ments while discussions continue will rot ?:^fcct reso'utbn. 

GAD.R.K. Ropes & Gray. GAD.R.K. E. L'iec-.i-c Co. 87/05/28. VOGLER.B.H. 
NRC - No Detailed Affiliation' Given. Ip. 41279:177-41279:177. 

8706170404 Informs that Plains Electric Generation & Transmission Cooperative, Inc 
reached settlement agreement w/EI Paso Electric Co involving withdrawal of Plains 
comments. Requests that action cease on comment allegations. Agreement end. 
LICHTENBERG.J. Duncan, Weinberg & Miller. 87/06/10, VOGLER.B. NRC - No De- 
tailed Affiliation Given. 7pp. 41384:324-41384:330. 

8706220087 Informs that Plains Electric Co & El Paso Electric Co entered into agree- 
ment resolving issues of concerns re transmission access in desert 
Southwest.Anticipates that antitrust review of plant will not impact licensing of unit. 
PUNCHES, J.L Policy Development & Technical Support Branch (Post 870411). 87/ 
06/15. SNIEZEK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411), 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). Ip. 41418:268- 
- 41418:276. 


--8706220105 Advises that Plains Electric Generation & Transmission Cooperative.Inc 
(Plains) reached settlement agreement w/ El Paso Electric Co as result of which 
Plains withdraws cc-^ronf*; r pr:ror;d‘'-c.Sstt’ =m£.''’t agree-'. enl end. 

LICHTENBERG.J. ..'an, - r'.be'c & Viiier. 5'i'-05/-0. VOGlFR.B. Assistant Gen- 

eral Counsel for Hearings. 7pp. 41418:269-41418:275. 

--8706220114 Advises that Plains Electric Generation & Transmission Cooperative.Inc 
(Plains) petitioned NRC for finding of “significant change” in connection w/OL anti- 
trust review of facility. 

DLMSTEAD,\A.J. NRC - No Detailed Affiliation Given. 87/04/17. PARLER,W.C. NRC - 
No Detailed ATiliation Given. Ip. 41418:276-41418:276. 


P. Operating license stage documents & correspondence 


8706080275 Forwards Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28 Art 
sas Nuclear One 2,Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee, 

2,Palisades,Palo Verde 1,2 & 3.San Onofre 2 & 3, St Lucie 1 & 2.Waterford 3 & \VfUp 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. ST/Qg.^ 
CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (851125-87n7^.'7 
Ip. 41213:001-41213:027. 

--8706080284 Rev 1 to “Conformance to Item 4.5.2 of Generic Ltr 83-28, Arkansgg 
clear One-2, Calvert Cliffs 1 & 2, Fort Calhoun, Main Yankee.Millstone 2, Palisades d!;!I 
Verde 1,2 & 3, San Onofre 2 & 3, St Lucie 1 & 2,Waterford 3 & WNP 3.” ' 

FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA-y^ca 
R01. 87/03/31. NRC - No Detailed Affiliation Given. 24pp. 41213:002-41213:02?/^®'^ 

8706090072 Forwards EGQ-NTA-7577, “Evaluation of Palo Verde Nuclear Generatina 
Station Unit 3 Tech Specs,” informal rept. 

CBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F 
National Engineering Laboratory. FIN A-6824. 87/03/12. CARRINGTON, M. Office nf 
Nuclear Reactor Regulation, Director (851 125-870411). ip. 41232:187-41232:213 ° 

-8706090081 “Evaluation of Palo Verde Nuclear Generating Station Unit 3 -j- 
Specs,” informal rept. 

BAXTER.D.E., BRANSON.G.L EG&G Idaho, Inc. (subs, of EG&G, Inc.). BAXTEfh n E 
Idaho National Engineering Laboratory. FIN A-6824. EGG-NTA-7577 ERR. 87/03/o-t* 
Division of Licensing (800428-851124). 26pp. 41232:188-41232:213. 

8706260407 Forwards final “Conformance to Generic Lte 83-28, Item 2.2.2 -Vendorln- 
terface Programs for All Cther Safety-Related Components:Palo Verde 1 ,2 & 3.” infor- 
mal rept.Licensee conforms to generic Itr on subj item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. 87/05/01. CARRINGTON.M. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). Ip. 41483:066-41483:082. 

-8706260408 Final “Conformance to Generic Ltr 83-28,ltem 2.2.2-Vendor Interface 
Programs for All Other Safety-Related Components; Palo Verde 1,2 & -3," informal 
rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6O02. EGG-NTA-7648. 87/04/30. NRC - No Detailed Affiliation 
Given. 14pp. 41483:067-41483:082. 

8706290015 Second corrected copy of Itr forwarding Section 5, “Periodic Testing,” of 
hydrogen recombiner operation & maint manual.to facilitate NRC review of 870123 
proposed Tech Spec changes. Correction adds more ends. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. Document Control Branch (Document Control Desk). 39pp. 41465:006- 
41485:044. 

8706040369 Fon//ards request for additional info re onsite evaporation ponds, per 
870510 request for relief concerning secondary sys liquid waste discharges.) nfo re- 
quested by 870612. 

LICITRA.E.A. Project Directorate V. 87/05/29. VAN BRUNT, E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 3pp. 41174:341-41174:343. 

8706100231 Summary of 870508 meeting w/util in Bethesda.MO re proposed Tech 
Spec changes re revised shutdown margin requirements & variable overpower trip 
setpoints. List of attendees end. 

LICITRA.E.A. Project Directorate V. 87/06/03. Project Directorate V. 4pp. 41246:083- 
41246:086. 

8706090039 Generic Ltr 87-09 to all LWR licensees & applicants re Sections 3.0 & 4.0 
of STS on applicability of limiting conditions for operation & surveillance 
requirements.Svc list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/04. Alabama 
Power Co. 75pp. 41348:323-41349:036. 

8706170510 Forwards response to NRC questions re temp dependent shutdown 
margin.per 870508 meeting in Bethesda.MD.Info clarifies definition of Kn-1 & ensures 
that bases for Tech Spec changes reflected clarification. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk). 6pp. 41385:110- 
41385:115. 

8706170417 Confirms that currrent plant Tech Specs require leak rate testing of pres- 
sure isolation valves. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/11. Document Control Branch (Document Control Desk). Ip. 41386:301- 
41386:301. 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. 

M1RAGLIA,F.J. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706180023 Responds to 870529 request for add! info to suppport util evaluation of 
secondary sys liquid waste discharges to onsite evaporation ponds. Util to submit re- 
quested info by 870731 . ^ 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service 
87/06/12. Document Control Branch (Document Control Desk). Ip. 41391**26- 
41391:126. 

8706290028 Forwards Mgt Meeting Repts 50-528/87-19,50-529/87-21 & 50-530/97:21 
on 870511. Concerns re personnel errors, procedure adherence & inverter reli®°">ty 
discussed. .. 

MARTIN. J.B. Region 5, Cffice of Director. 87/06/12. VAN BRUNT.E.E. Arizona NtJCle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 41485:139-41485:1'^®' 

--8706300208 Notification of 87051 1 significant meeting w/util in Region V ofcSiV^^*nut 
Creek, CA to discuss licensee actions to improve plant performance & recent evems at 
plant. ^ 

* NRC - No Detailed Affiliation Given. 87/05/01. NRC - No Detailed Affiliation 
Ip. 41485:146-41485:146. 
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8706230486 Generic Ltr 87-1 1 all oce'-atinc licensees, CP holders & applicants for 
CPs re relaxation in arhit-'any .•i-.zrrTiecia:':; p|:o -Lpi -rc: requirements. 

MIRAGLIA.FJ. As-ioc t-'.o Z-’-jz\c’ for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706250454 Responds to 861021 petition re results of certain polygraph tests of util 
officials.Request for issuance of order to show cause denied & initiation of investiga- 
tion of document falsification denied in Director's Decision DD 87-11. 

MURLEY.T.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 87/06/ 
22. SCOTT, M.L. Coalition for Responsible Energy Education. KOHN.S.M. Government 
Accountability Project. 5pp. 41467:193-41467:202. 

8706300507 Partial response to FOIA request for documents re defective Westinghouse 
motors & reactor coolant pump pressure tap nozzles developed through wall 
cracks. Forwards App C documents.Documents in Apps B & C available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/23. HOLMES.G.A. 
Technical Associates. 7pp. 41515:161-41515:175. 

“8706300582 Informs that per Task Interface Agreement 84-1 3. Region 5 transferred 
'oar' resco"sibMitv for evaluation of LPSI pump problems to NRR. 

5 S-.C!' 1..‘. . D-vision of Resident.Reactor Project & Engineering Programs. 84/04/ 
?r; jZPZW :■ L Division of Emergency Preparedness & Engineering Response 
(850212-870411). Ip. 41515:169-41515:169. 

“8706300609 Forwards generic issue data sheet re possible generic problem re C-E re- 
actor coolant pump pressure tap nozzles developing through wall cracks due to stain- 
less steel sensitization. 

CREWS, J.L. Region 5, Office of Director. 83/04/06. JORDAN, E.L. Division of Emer- 
gency Preparedness & Engineering Response (850212-870411). 3pp. 41515:170- 
41515:172. 

“8706300637 Forwards background info on LPSI pumps & HPSI pump item. Task Inter- 
face Agreement 84-13 also end. 

NARBUT.P. Region 5, Office of Director. 84/02/15. LICITRA.E. Office of Nuclear Re- 
actor Regulation, Director (pre-851 125). 2pp. 41515:173-41515:175. 


Q. Inspection reports, IE Bulletins & correspondence 

8706080113 Forwards Insp Repts 50-528/87-15,50-529/87-16 & 50-530/87-17 on 
870406-10 & 20-23. No violations noted. 

WENSLAESKl.F.A Pcdon 5. Office of Director. 87/05/14. VAN BRUNT.E.E. Arizona 
Nuclear Power P'oe::i i'lo'r^-riy Arizona Public Service Co.). 2pp. 41218:305- 
41218:317. 

“8706080118 Insp Repts 50-528/87-15,50-529/87-16 & 50-530/87-17 on 870406-10 & 
20-23. No violations or deviations noted. Major areas inspected:low level radwaste stor- 
age facilities, liquid & liquid wastes.gaseous waste sys & review of repts. 

NORTH, H.S., YUHAS.G.P. Rcg-CM i), Ciucc of Director. 87/05/14. 11pp. 41218:307- 
41218:317. 

8706010135 Revises scheduler commitments made in 860630 response to IE Bulletin 
85-003, "Motor-Operated Valve Common Mode Failures During Plant Transients Due 
to Improper Switch Settings.’’ AddI time needed for technical evaluation & work con- 
trol. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/15. K1RSCH,D.F. Region 5, Office of Director. 2pp. 41129:358-41129:359. 

8706050175 Forwards Insp Repts 50-528/87-12,50-529/87-13 & 50-530/87-14 on 
870323-041 0.No violations or deviations noted. 

CHAFFEE, A. Region 5, Office of Director. 87/05/21. VAN BRUNT,E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 41200:060-41200:066. 

“8706050184 Insp Repts 50-528/87-12,50-529/87-13 & 50-530/87-14 on 870323- 
0410.No violations noted.Major areas inspected: licensee emergency operating proce- 
dures. 

QUALLS,P., 1VEY,K., JOHNSON,P.H. Region 5, Office of Director. 87/05/20. 5pp. 
41200:062-41200:066. 

8706050241 Forwards Insp Repts 50-528/87-10,50-529/87-11 & 50-530/87-12 on 
870223-0404 & notice of violation. 

KIRSCH.D.F. Region 5, Office of Director. 87/05/21. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 41198:046-41198:083. 

“8706050256 Insp Repts 50-528/87-10,50-529/87-11 & 50-530/87-12 on 870223- 
0404.Violations noted:failure to remove piece of measuring & test equipment overdue 
for calibr from svc & to satisfy Tech Specs re pressurizer heater operability. 
ZIMMERMAN, R., BALL,J., FIORELLI,G. Region 5, Office of Director. 87/05/15. 33pp. 
41198:051-41198:083. 

8706020250 Forwards proposed change to FSAR Section 1 .8 re QA program. Change 
exempts personnel performing preliminary visual insps prior to unloading shipments 
from N45.2.6 requirements re Reg Guide 1.38, Rev 2 & ANSI N45. 2.2-1 972. 
HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/05/25. Document Control Branch (Document Control Desk). 3pp. 41134:106- 
41134:108. 

8705200749 NRC Info Notice 87-023, "Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8706100102 Forwards IE Info Notice 86-098, "Offsite Medical Svcs” that transmits 
FEMA Guidance Memo (GM) MS-1 , "Medical Svcs.” Rept re status of arrangements 
for medical svcs requested within 15 days of ltr receipt.W/o end. 

DAVIS, M.J. Project Directorate V. 87/06/01. VAN BRUNT, E.E, Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 3pp. 41245:041-41245:056. 

8706230408 Forwards Insp Repts 50-528/87-14,50-529/87-15 & 50-530/87-16 on 
r5C9 No viclaLons or deviations noted. 

PA-ci.R.,.. ccqicn 5. Office of Director. 87/06/02. VAN BRUNT,E.E. Arizona Nuclear 
Pc.-.or ■ncje.-:'. (lormor:/ Arizona Public Service Co.). 2pp. 41432:216-41432:232. 

“8706230420 Insp Repts 50-528/87-14,50-529/87-15 & 50-530/87-16 on 870405- 
0509.No violations noted.Major areas inspected:plant maint, surveillance & local leak 
rate testing, inverter problem & periodic & special repts review. 

BALL,J., FIORELLl.G., IVEY.K. Region 5, Office of Director. 87/06/01. 13pp. 
41432:218-41432:232. 


8705290040 NRC Info Notice 87-024, "Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, "Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, "Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706290028 Forwards Mgt Meeting Repts 50-528/87-19,50-529/87-21 & 50-530/87-21 
on 870511 .Concerns re personnel errors, procedure adherence & inverter reliability 
discussed. 

MARTIN,J.B. Region 5, Office of Director. 87/06/12. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 3pp. 41485:139-41485:146. 

“8706290033 Mgt Meeting Repts 50-528/87-19,50-529/87-21 & 50-530/87-21 on 
870511. Major areas discussed:plant performance indicators,including LERs,personnel 
errors.reactor trips & ESF actuations. 

ZIMMERMAN, R., RICHARDS,S. Region 5, Office of Director. 87/06/11. 4pp. 
41485:142-41485:145. 


8706260341 Responds to NRC 870521 ltr re violations noted in Insp Repts 50-528/87- 
10,50-529/87-11 & 50-530/87-12 on 870223-0404. Corrective actions:Rotometer EG- 
4092 removed from svc & replaced w/ calibr rotometer on 870414. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 87/06/19. Document Control Branch (Document Control Desk). 13pp. 
41481:194-41481:206. 

8706300067 Forwards status of actions taken to correct items noted in notice of viola- 
tion re Insp Repts 50-529/86-33 & 50-530/86-27.Distribution list being developed to 
indicate organization responsible to take further action. 

VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 87/06/19. Document Control Branch (Document Control Desk). 2pp. 41487:125- 
41487:126. 


8706170115 NRC Info Notice 87-028, "Air Sys Problems at US LWRs." Svc list end. 
ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706300986 Forwards response to IE Bulletin 86-098, "Offsite Medical Svc" & Guid- 
ance Memorandum MS-1, "Medical Svcs." 

HAYNES.J.G. Arizona Nuclear Power Project (formerly. Arizona Public Service Co.). 
87/06/24. Document Control Branch (Document Control Desk). 11pp. 41512:122- 
41512:132. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 


R. Periodic operating reports & related correspondence 


8706230378 Monthly operating repts for May 1987.W/870612 ltr. 

COLVILLE, J.M., HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 87/05/31. 16pp. 41429:045-41429:060. 


S. Reportable occurrences, LERs & related correspondence 


8706160159 Special Rept 3-SR-87-00T.on 870514, high range noble gas activity monitor 
RU-144 inoperable for greater than 72 h. Caused by low & high range plant vent mon- 
itors being taken out of svc on 870511 for implementation of change package. 
HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
87/06/08. Document Control Branch (Document Control Desk). 2pp. 41318:218- 
41318:219. 

8706240167 PNO-V-87-043:on 870605, discovered through wall crack in both 8R cylin- 
der head & piston liner of diesel generator B.Cause under review.Piston liner 
replaced.Preparations made to install spare cylinder head. 

WAGNER, W.. ZIMMERMAN.R. Region 5, Office of Director. 87/06/08. Ip. 41455:357- 
41455:357. 


V. Operator Examinations 


8706010390 Forwards revised NRC Form 398.Rev reflects changes to 10CFR55 effec- 
tive on 870526.Revised form requires new applications to complete each category in- 
cluding educ, training & experience.Changes detailed in End 2. 

PATE.R.J. Region 5, Office of Director. 87/05/22. LAMB.I. Aerotest Operations, Inc. 
WYRICK,J. Washington Public Power Supply System. MARTIN,T. Pacific Gas & Elec- 
. trie Co. 16pp. 41118:139-41118:154. 
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A. AppHcation/construction stage documents & correspondence 

8706150058 Generic Ltr 87-10 to all power reactor licensees re implementation of 
10CFR73.57 requirements for FBI criminal history checks.Svc list end. ’ 

MIRAGLIA.FJ. Associate Director for Projects (Post 870411). 87/06/12. Atlantic City 
Electric Co. 48pp. 41392:073-41392:120. 

8706230486 Generic Ltr 87-11 to all operating licensees, CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 


DOCKET 50-538 MEMPHIS STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8706160684 Requests continuation of technical assistance for review of Memphis State 
Univ 861112 application for decommissioning & termination of License R-127.Review 
completion date of 870713 requested.W/o stated end. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/10. 
CUNNINGHAM, LJ. Radiation Protection Branch. 2pp. 41351:090-41351:091. 

8706170029 Informs of name change due to NRR reorganization & appointment of A 
Adams as facility project manager. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/11. 
OLtPHANT,V.N. Memphis State Univ., Memphis, TN. 3pp. 41381:297-41381:299. 


DOCKET STN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation." Svc list end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters." Svc list end. 

ROSSI, C.E; Division of Operational Events Assessment (Post 870411). 87/06/04. 
Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders.” Svc list end. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events.” Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs." Svc list encl. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/22. 
Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors.” Svc list encl. 

CUNN1NGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109 dd 
41582:071-41582:179. 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 

8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 87/05/27. 
Consolidated Edison Co. of New York. Inc. 108pp, 41142:332-41143:075. 

Notice 87-024, "Operational Experience Involving Losses of 


8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irrs. 
tors." Svc list encl. 

CUNNINGHAM.R.E. Division of Fuel Cycle, Medical, Academic & Commercial 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York Inc IQnW 
41582:071-41582:179. 


DOCKET 50-601 RESAR SP/90 


A. Appiication/construction stage documents & correspondence 


8706010455 Notification of 870603 meeting w/Westinghouse in Bethesda.MD to prc^. 
NRC w/background info re RESAR SP/90 design, including general layout of 
power block & unique design features. 

KENYON, T.J. Standardization & Non-Power Reactor Project Directorate. 87/OS. 
BERKOW.H. Standardization & Non-Power Reactor Project Directorate 
41142:258-41142:259. ‘ \ 


8706040023 Forwards notification of meeting on 870603 to discuss RESAR SP-90.Vb 
tinghouse will be making presentation re general layout & unique features of 
design.W/o end. 

KENYON.T.J. Standardization & Non-Power Reactor Project Directorate. 87/05/ 
CHENG.C.Y., SULLIVAN.E.. JOHNSON.G. NRC - No Detailed Affiliation Given. 
41176:037-41176:040. 


8706090284 Forwards proprietary Westinghouse Advanced PWR RESAR-SP/90 pr^j: 
nary design approval plant overview presentation for NRC 870603 meeting.EncI vTi' 
held (ref 10CFR2.790). “ 

JOHNSON, W.J. Westinghouse Electric Corp. 87/06/01. BERKOW.H.N. StandarQ^ 
tion & Non-Power Reactor Project Directorate. Ip. 41223:308-41223:308. 


8706220128 FOIA request for 870319 memo detailing status of RESAR-SP/90 revk 
GORMAN, K.L. Affiliation Not Assigned. 87/06/01. Division of Rules & Records (fa^ 
870413). Ip. 41418:118-41418:118. 


8706170461 Informs of completion of preliminary design & engineering of advar>r^ 
PWR.Westinghouse currently working on final design & engineering efforts & encjf 
aged that issuance of preliminary design approval will be achieved in early 1988. 
JOHNSON.W.J. Westinghouse Electric Corp. 87/06/09. MURLEY.T.E. Office of 
clear Reactor Regulation, Director (Post 870411). Ip. 41385:073-41385:073. 

8706220461 Summary of 870603 meeting w/Westinghouse to discuss general desw 
features of RESAR SP/90.List of attendees encl. ^ 

KENYON.T.J. Standardization & Non-Power Reactor Project Directorate. 87/06/1* 
Standardization & Non-Power Reactor Project Directorate. 4pp. 41416:357-41416:3^ 

8706240246 Forwards proprietary comments on draft BNL/NRC rept on SP/90 PDa 
“PRA," per 870430 request.Comments withheld (ref 10CFR2.790).Applicatton for with, 
holding comments encl. 

JOHNSTON.W.J. Westinghouse Electric Corp. 87/06/15. BERKOW.H.N. Standardlzg. 
tion & Non-Power Reactor Project Directorate. 2pp. 41438:128-41438:130. 

-8706240256 Requests that encl comments on draft BNL/NRC rept on SP/90 PDA 
"PRA” be withheld (ref 10CFR2.790). 

WIESEMANN,R.A. Westinghouse Electric Corp. 87/06/15. BERKOW.H.M. Standardi- 
zation & Non-Power Reactor Project Directorate. Ip. 41438:130-41438:130. 

8706220134 Partial response to FOIA request for records.Apps A & B documents avail- 
able in PDR.App B document encl. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/17 

GORMAN, K.L Affiliation Not Assigned. 3pp. 41418:119-41418:130. 

—8703270153 Submits assessment of status of review for Westinghouse RESAR-SP/SCi 
design.per 870310 request.Most technical matl needed for review submitted.Review 
could be completed within several months if priority established. 

OLSHAN.L. PWR Project Directorate 3. 87/03/19. NOVAK.T.M. Division of Pressur- 
ized Water Reactor Licensing - A (851125-870411). 9pp. 41418:122-41418:130. 

8706300229 Discusses review approach & schedule for RESAR SP/®^ 
application.! ntegrated review rather than modular review appropriate.Project will 
given sufficient priority to meet review dates listed in encl rev to review schedule. 
CRUTCHFIELD, D. Division of Reactor Projects - III, IV, V & Special Projects (P*^‘ 
870411). 87/06/19. JOHNSON.W.J. Westinghouse Electric Corp. 5pp. 41516:00'^' 
41516:005. 

8706260270 Informs of recent reorganization of NRR.Licensing of RESAR SP/90 desC 
will be performed through Standardization & Nonpower Reactor Proi^^ 
Directorate. Proiect manaaer will be T Kenvnn 
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DOCKET 70-0008 BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 

8706250168 Partial response to FOIA request for documents re Maxey Flats area of 
Fleming County, KY. Forwards App C & D documents.App C.D & E documents avail- 
able in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/16. MINTON, LE. 
Hunton & Williams. 7pp. 41467:322-41470:137. 

"8702240242 Informs that end notice of demand received from EPA citing Battelle as 
potentially responsible party for costs re response or remedial action taken & planned 
by EPA at Morehead Nuclear Waste Disposal Site, Fleming County, KY. 

OLSON, K.A. Battelle Memorial Institute, Columbus Laboratories. 87/01/28. Office of 
Nuclear Material Safety & Safeguards.Director. 2pp. 41468:112-41468:113. 

8706030084 “Environ Rept for CY86 on Radiological & Nonradiological Parameters to 
US DOE,Chicago Operations Ofc.” W/870511 Itr. 

TOY.H.L., KIRCH,G.E. Battelle Memorial Institute, Columbus Laboratories. 86/12/31. 
ROUSE, L.C. Office of Nuclear Material Safety & Safeguards,Director. 79pp. 
41166:179-41166:258. 

8706030454 Forwards Amend 13 to License R-4 in support of request to amend Li- 
cense SNM-7. 

TOY.H.L. Battelle Memorial Institute, Columbus Laboratories. 87/05/14. LOYSEN.P. 
Fuel Cycle Safety Branch. Ip. 41162:219-41162:241. 

"8706030479 Forwards Amend 13 to License R-4 & safety evaluation.Amend revises 
Tech Specs to delete operability & surveillance requirements for equipment no longer 
needed & subsequently removed following decommissioning. 

LEAR.G. Operating Reactors Branch 3 (Pre 800428). 76/07/19. BATCH, J.M. Battelle 
Memorial Institute, Columbus Laboratories. Ip. 41162:220-41162:241. 

"8706030482 Amend 13 to License R-4,revising Tech Specs to delete operability & sur- 
veillance requirements for equipment no longer needed & subsequently removed fol- 
lowing decommissioning. 

LEAR.G. Operating Reactors Branch 3 (Pre 800428). 76/07/19. 18pp. 41162:221- 
41162:238. 

"8706030485 Safety evaluation supporting Amend 1 3 to License R-4. 

* Office of Nuclear Reactor Regulation, Director. 76/07/19. 3pp. 41162:239- 
41162:241. 

8706100340 Forwards Amend 2 to License SNM-7,revising Condition 23 to include reac- 
tor in financial plan for decommissioning & adding Condition 27 to require radiological 
monitoring. Safety evaluation & environ assessment encl. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/06/02. TOY.H.L. Battelle Memorial Insti- 
tute, Columbus Laboratories. Ip. 41246:138-41246:152. 

"8706100350 Amend 2 to License SNM-7 for BMI.revisinp Condition 23 to include reac- 
tor in financial plan for decommissioning.adding Condition 27 to require radiological 
monitoring & adding Annex A to revise effective page list. 

ROUSE.L.C. Fuel Cycle Safety Branch. 87/06/02. 10pp. 41246:139-41246:148. 

"8706100363 SER supporting Amend 2 to License SNM-7. 

LOYSEN.P. Fuel Cycle Safety Branch. ROUSE.L.C. Division of Fuel Cycle. Medical. 
Academic & Commercial Use Safety (Post 870413). 87/06/02. 2pp. 41246:149- 
41246:150. 

-8706100376 Determines that licensee 870306 request for amend to License SNM-7 
meets requirements of 10CFR51.22 re eligibility for categorical exclusion.Environ as- 
sessment & EIS not required for amend. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/06/02. Fuel Cycle Safety Branch. 2pp. 
41246:151-41246:152. 

8706160444 Forwards Safety Insp Repts 70-0008/87-02 & 50-006/87-02 on 870518- 
22.No violations noted. 

SHAFER.W.D. Region 3, Office of Director. 87/06/09. MADIA.W.J. Battelle Memorial 
Institute, Columbus Laboratories. Ip. 41335:276-41335:284. 

"8706160458 Health & Safety Insp Repts 70-0008/87-02 & 50-006/87-02 on 870518- 
22.No violations noted.Major areas inspected:nuclear criticality safety.radiation 
protection, including training, exposure control, surveys & repts. 

FRANCE.G.M., GREGER.L.R. Region 3, Office of Director. 87/06/09. 8pp. 41335:277- 
41335:284. 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP., CANOGA PARK, CA 

8706160295 Forwards Revised Pages 14 & 15 to ESG-80-17, “Physical Security Plan 
for Protection of Moderate Strategic Quantities of SNM at Hot Labs....’’ Revs withheld 
(ref 10CFR2.790(d)). 

REMLEY.M.E. Rockwell International Corp. 87/05/28. MARTIN, J.B. Region 5, Office 
of Director. 2pp. 41348:196-41348:197. 

8706100430 Fonvards Reactive Safeguards Insp Rept 70-0025/87-02 on 87051 1-14.No 
violations noted. 

MONTGOMERY,J.L. Region 5, Office of Director. 87/06/02. MCDONALD,J.S. Rock- 
well International Corp. 2pp. 41248:244-41248:246. 

-8706100449 Partially withheld Insp Rept 70-0025/87-02 on 870511-14 (ref 
10CFR2.790).No violations or deviations noted.Major areas inspected:facility organiza- 
tion & mgt controls, operations & internal controls & measurement sys, 

NELSON.G.B., SCHUSTER,M.D. Region 5, Office of Director. 87/06/01. Ip. 
41248:246-41248:246. 

8706180132 Forwards Insp Rept 70-00025/87-03 on 870520-22 & notice of 
violation.Violation noted:employee badge number issue sys changed w/o notifying 
NRC.Rept & notice withheld (ref 10CFR2.790). 

MONTGOMERY.J.L. Region 5. Office of Director. 87/06/09. MCDONALD, J.S. Rock- 
well International Corp. 2pp. 41405:328-41405:329. 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8706030409 Remits exemption fee required by 10CFR170 inadvertently omitted from 
870304 Itr. 

BOYD,C.C. Babcock & Wilcox Co. 87/03/09. BROWN.W.B Material Licensing & Inter- 
national Activities Branch. 2pp. 41161:355-41161:356. 


8706150204 Submits corrections to results reported in licensee 870311 Itr of samples 
from recovery retention tank,equalization pond, liquid effluent released to James 
River. recovery stack & eastern boundary. 

BOYD,C.C. Babcock & Wilcox Co. 87/04/10. GLOERSEN,W. Region 2, Office of Di- 
rector. 2pp. 41298:123-41298:124. 

8706030227 Forwards photographs of Gate 3 gatehouse const a-ca & sj'rcundirc iso 
lation zones, per O Smith request during 870414-16 site vi«:!.Desc''r;:!o:is oi pliCio- 
graphs listed in Encl 1 .W/o photographs. 

BOYD,C.C. Babcock & Wilcox Co. 87/05/07. BRACH,E.W. Division of Safeguards & 
Transportation (Post 870413). 3pp. 41163:112-41163:114. 

8706160240 Forwards Insp Rept 70-0027/87-09 on 87041 3-1 6.No violations or devi- 
ations noted. 

CLtNE,W.E. Region 2, Office of Director. 87/05/08. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 41334:323-41334:325. 

"8706160319 Partially withheld Insp Rept 70-00027/87-09 on 870413-17 (ref 
10CFR2.790 & 73.21), No violations or deviations noted. Major areas 

inspected:measurements & followup on previous identified items. 

BATES.J.W., MCALPINE.E.J. Region 2, Office of Director. 87/05/06. Ip. 41334:325- 
41334:325. 

8706160180 Forwards quarterly update of schedule for facility const & installment of 
equipment to meet new requirements identified in regulatory effectiveness review 
audit-EncI withheld (ref 10CFR9.5(a)(1)). 

BOYD,C.C. Babcock & Wilcox Co. 87/05/19. BRACH.E.W, Division of Safeguards & 
Transportation (Post 870413). Ip. 41348:320-41348:320. 

8706150059 Forwards Insp Rept 70-0027/87-10 on 870429-0504.No violations or devi- 
ations noted. 

CLINE, W.E. Region 2, Office of Director. 87/05/21. TETRAULT,R.E. Babcock & 
Wilcox Co. 2pp. 41290:186-41290:188. 

"8706150060 Partially withheld Insp Rept 70-0027/87-10 on 870429-0504 (ref 
10CFR2.790 & 73.21 ).No violations or deviations noted. Major areas 

inspected:licensee program for conducting physical inventories. 

JONES,D.W.. KASNICKI.D.A., MCALPINE.E.J. Region 2, Office of Director. 87/05/21. 
2pp. 41290:188-41290:188. 

8706050197 Confirms mgt meeting scheduled for 870529 in Region 11 to discuss per- 
formance improvement program for licensee radiation protection program, per telcon. 
STOHR.J.P. Region 2. Office of Director. 87/05/22. TETRAULT.R.E. Babcock & 
Wilcox Co. Ip. 41192:340-41192:340. 

8706030319 Advises that License SNM-42 amended to authorize audit reviews by radi- 
ation control supervisor & date of 861216 incorporated into Item 9 of License Condi- 
tion 22.SER encl. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/05/28, BOYD.C.C. Babcock & Wilcox Co. 
1p. 41161:302-41161:306. 

"8706030382 SER re licensee 861216 application for amend to License SNM-42, au- 
thorizing audit reviews by radiation control supervisor.Approval of proposed licensing 
action recommended. 

BIDINGER.G.H.. ROUSE.LC. Fuel Cycle Safety Branch. 87/05/28. Ip. 41161:303- 
41161:304. 

"8706030393 Discusses categorical exclusion for licensee 861216 application for 
amend to License SNM-42 to reflect procedural changes.Environ assessment or EIS 
unwarranted for proposed action. 

ROUSE.L.C. Fuel CDycle Safety Branch. 87/05/28. Fuel Cycle Safety Branch. 2pp. 
41161:305-41161:306. 

8706090352 Forwards summary of 870529 meeting w/licensee at Region II ofc re Insp 
Rept 70-0027/87-1 2.Licensee discussed establishment of radiation control board 
which will act as advisory board to plant manager. 

STOHR.J.P. Region 2. Office of Director. 87/06/02. TETRAULT.R.E. Babcock & 
Wilcox Co. 8pp. 41221:029-41221:036. 

8706250375 Provides addl info to suppi 870408 Itr re response to findings of NRC Insp 
Rept 70-0027/ 87-01. Info presented is consistent w/discussions held in meeting be- 
tween NRC Region II & B&W-NNFD representatives in Region II headquarters. 
TETRAULT.R.E. Babcock & Wilcox Co. 87/06/02. NRC - No Detailed Affiliation Given. 
8pp. 41475:170-41475:177. 

8706160025 Forwards Insp Rept 70-0027/87-11 on 87051 8-22.No violations or devi- 
ations noted. 

CLINE, W.E. Region 2. Office of Director. 87/06/04. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 41305:282-41305:284. 

"8706160031 Partially withheld Insp Rept 70-0027/87-11 on 87051 8-22.No violations or 
deviations noted.Major areas inspected: organization, physical barriers, protected 
area, compensatory measures.access control & personnel. 

ENNIS.J.D.. MCGUIRE, D.R. Region 2, Office of Director. 87/06/03. Ip. 41305:284- 
41305:284. 

8706230511 Suppis response to violations noted in Insp Rept 70-0027/87-01. Corrective 
actions:radiation control technician staff increased to support increased workload re- 
sulting from addl fixed air sampler data collection. 

TETRAULT.R.E. Babcock & Wilcox Co. 87/06/17. NRC - No Detailed Affiliation Given. 
2pp. 41433:143-41433:144. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872. Forwards App A.C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERLING.L.I. McKenna, Conner &. Cuneo. 12pp. 41453:003-41453:108. 

"8706180459 Responds to 590507 Itr re possible effect of activities of plant on well 
water at Hematite,MO. 

ROGERS, LR. Atomic Energy Commission. 59/07/14. WHITEHEAD, J.A. Affiliation Not 
Assigned. 1p. 41453:196-41453:196. 
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•8706180481 Forwards complaint against plant at Hematite, MO. Investigation of licens- 
ee activities requested in order to obtain info necessary to reply to complaint. 

ROGERS, L.R. Atomic Energy Commission. 59/07/14. MANN.M.M. Atomic Energy 
Commission. Ip. 41453:197-41453:197. 


-8706040251 Insp Repts 70-0135/87-01 & 70-0364/87-01 on 870427-0501. Violation 
noted: radiation protection procedures violated. No citation issued. 

CIOFFI.J.A., SHANBAKY.M.M. Region 1. Office of Director. 87/05/20. IOdd 
41173:329-41173:338. 


-8706250595 Offers opposition to atomic plant operating at Hematite, MO. 

WHITEHEAD, J.A. Affiliation Not Assigned. 59/05/07. Atomic Energy Commission. 
4pp. 41453:357-41454:090. 

8706030128 Requests delay in performing 1986 SNM review & audit of Hematite matt 
control & accounting procedures to wk of 87051 1 .Delay due to scheduling problems 
w/review & audit team.Fee will be forwarded under separate cover. 

PARKS, D.L. Combustion Engineering, Inc. 87/04/29. JACKSON, R. NRC - No Detailed 
Affiliation Given. Ip. 41162:331-41162:332. 

8706010049 Forwards Safety Insp Rept 70-0036/37-01 on 870420-24.No violations 
noted.Corrective actions described in 870206 Itr from 861117-21 insp also verified. 
SHAFER, W.D. Region 3, Office of Director. 87/05/22. LICHTENBERGER Combustion 
Engineering, Inc. ip. 41118:313-41118:328. 

—8706010056 Safety Insp Rept 70-0036/87-01 on 870420-24. No violations or deviations 
noted. Major areas inspected:organization, training, operations 

review, maint,surveillance, radiation protection program & transportation activities. 
FRANCE,G.M., GREGER.LR. Region 3, Office of Director, 87/05/22. 15pp. 
41118:314-41118:328. 


DOCKET 70-0113 PENNSYLVANIA STATE UNIV., UNIVERSITY PARK, PA 

8706030398 Forwards renewed License SNM-95 & S^R.Add! conditions conntained in 
license per RW Granlan 870512 discussion w/ M Horn. 

BIDINGER,G.H. Fuel Cycle Safety Branch. 87/05/28. HOSLER,C.L Pennsylvania 
State Univ., University Park, PA. 1p. 41163:326-41163:339. 

-8706030422 Renewed License SNM-95,authorizing use of U-235 & Pu-239. 
BIDtNGER,G.H. Fuel Cycle Safety Branch. 87/05/28. 3pp. 41163:327-41163:329. 

-8706030426 SER supporting renewal of License SNM-95 for 5 yr period in accordance 
w/application & subj to recommended conditions. 

HORN,M.L., BIDINGER,G.H. Fuel Cycle Safety Branch. 87/05/28. 10pp. 41163:330- 
41163:339. 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 

8706170107 Responds to FOIA request for documents re NUMEC facilities. Forwards 
App A documents.Documents also available in PDR.App B & C documents totally & 
partially withheld (ref FOIA Exemption 3). 

GR1MSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/12. CONROY,R. 
Valley News Dispatch, Tarentum, PA. 5pp. 41380:324-41381:204. 

“8706170190 Responds to 761230 memo re cumulative MUF figure given in nulcear 
mats safeguards status rept for high enriched U at B&W Apollo site.Reduction in cu- 
mulative MUF will not occur until task force has completed work & final work. 
BRIGHTSEN,R.A. Assistant Director for Licensing. 77/01/07. CHAPMAN.K.R. Office 
of Nuclear Material Safety & Safeguards,Director. ip. 41381:002-41381:002. 

-8706170208 Notifies that B&W reported ID of 4.7 kg U-235 HEU for 771220-870220 
matl balance period.Plant to shut down & reinventory on 870329.AI1 remaining oper- 
ations will involve cleanup & scrap recovery. 

PARTLOW,J.G. Materials Licensing Branch. 87/03/23. SMITH, C.V. Office of Nuclear 
Material Safety & Safeguards, Director. Ip. 41381:004-41381:004. 

8706160593 FOIA request for documents re listed inventory repts on radioactive matls 
for Apollo & Parks Township.PA facilities. 

VIROSTEK,C. Kiski Valley Coalition to Save Our Children. 86/04/18. NRC - No De- 
tailed Affiliation Given. 2pp. 41351:305-41351:306. 

8706170080 FOIA request for documents re all SNM received,produced, 
possessed,transferred,consumed,disposed of or lost by NUMEC facilities. 

CONROY, B. Valley News Dispatch. Tarentum, PA. 86/07/22. Division of Rules & 
Records (Post 870413). 2pp. 41380:322-41380:323. 

8706160730 FOIA request for documents listed re NUMEC facilities in Apollo & Parks 
Township.PA. 

VlROSTEK,C. Kiski Valley Coalition to Save Our Children. 86/08/14. Office of Admin- 
istration (Pre 870413). 3pp. 41351:225-41351:227. 


8706120060 Responds to 870331 Itr expressing disappointment in 861110 meeting v;/ 
author, M Chelko & C Virostek re safety & history of operations of Apollo & .^a'l'.s 
Township facilities. 

MARTIN,T.T. Region 1 , Office of Director. 87/06/03. TROZZI.V. Affiliation Not As- 
signed. 4pp. 41272:109-41272:114. 

-8706120064 Requests that V Stello respond directly to concerns noted in end V 
Trozzi 870331 Itr expressing displeasure over unfulfilled promises from visit to Region 

MURTHA,J.P. House of Rep. 87/04/10. STELLO,V. Office of the Executive Director 
for Operations. 2pp. 41272:113-41272:114. 

8706160607 Final response to FOIA request for documents re Apollo & Parks Township 
facility nuclear transaction repts.App A documents withheld (ref FOIA Exemption 
4). B&W Form 742, “Matl Status Rept,” addressed in FOIA 86-837. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. VIROSTEK, C. 
Kiski Valley Coalition to Save Our Children. 3pp. 41351:307-41351:309. 

8706170033 Partial response to FOIA request for documents.Forwards App B,C & D 
documents.App A & B documents available in PDR.App C & D documents partially 
withheld (ref FOIA Exemptions 3 & 4.) 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. VIROSTEK, C. 
Kiski Valley Coalition to Save Our Children. 6pp. 41381:257-41381:293. 

-8706170070 Advises that 790619 revised security training & qualification plan 
acceptable. Forwards revised Conditions 9.1.C to Licenses SNM-145 & SNM-414. 
MCCORKLE.G.W. Physical Security Lice'^sinq Branch. 79/08/13. AUSTIN, M.A. Bab- 
cock & Wilcox Co. 3pp. 41331-263 ''■1381 25:;. 

-8706170092 Partially withheld Itr issuing License Condition 9.4.8 & amending License 
Condition 9.3.5 to Amend MPP-1 of License SNM-145,exempting EDRA couriers from 
searches (ref 10CFR2.790). 

MCCORKLE.G.W. Physical Security Licensing Branch. 77/03/18. WiLLIAMS,R.A. Bab- 
cock & Wilcox Co. 3pp. 41381:266-41381:268. 

-8706170102 Partially withheld response to NRC 760713,0811 & 13 Itrs imposing li- 
cense conditions on License SNM-145 (ref 10CFR2.790). Revised physical security 
plan & proposed rev to Section 9.0 of MPP-1 end. 

WILLIAMS.R.A. Babcock & Wilcox Co. 76/08/27. MCCORKLE.G.W. Physical Security 
Licensing Branch. 6pp. 41381:269-41381:274. 

“8706170112 Partially withheld Itr issuing revised Conditions 9.3.13.1 & 9,3.28 to MPP-1 
to Licenses SNM-145 & SNM-414,respectively, per 770919 request (ref 10CFR2.790 
& 9.5(a)(4)). 

MCCORKLE.G.W. Physical Securih/ ! icensipa Branch. 77/10/05. WILLIAMS.R.A. Bab- 
cock & Wilcox Co. 6pp. 4138 • 2'.''5-4-3o'. 

-8706170127 Fonwards revs & instructions for inclusion of revs in security training & 
qualification plan.W/o revs. 

AUSTIN.M.A. Babcock & Wilcox Co. 79/06/19. MCCORKLE.G.W. Physical Security Li- 
censing Branch. 3pp. 41381:288-41381:290. 

-8706170143 Partially withheld request that mods to B&W fundamental nuclear matl 
control plan be made to accommodate measurements control program (ref 
10CFR2.790& 9.5(a)(4)). 

PARTLOW.J.G. Material Control Licensing Branch. 79/08/24. AUSTIN.M.A. Babcock 
& Wilcox Co. 3pp. 41381:291-41381:293. 

8706160733 Partial response to FOIA request for documents re NUMEC facilities in 
Apollo & Parks Township.PA. Forwards App A documents.App A & B documents avail- 
able in PDR.App B documents partially withheld (ref FOIA Exemptions 3 & 4) 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. ViROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 5pp. 41351:228-41351:290. 

—8706160736 Partially withheld “Analysis of Changes to Operations Necessary to 
Achieve Improved Inventory Discrepancy Performance for High Enriched U at Apollo 
& Type-ll Facilities.” 

‘ Babcock & Wilcox Co. 77/05/27. 14pp. 41351:257-41351:272. 

-8706160737 Partially withheld “Status Rept of Chapman Plan.” 

* Babcock & Wilcox Co. 77/10/30. 8pp. 41351:273-41351:290. 


8706170018 FOIA request for listed documents re NUMEC facilities in Apollo & Parks 
Township.PA. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/08/14. Office of Admin- 
istration (Pre 870413). 4pp. 41381:253-41381:256. 


8706220119 FOIA request for listed documents re NUMEC facilities in Apollo & Parks 
Township.PA. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/08/14. Office of Admin- 
istration (Pre 870413). 3pp. 41418:175-41418:177. 


8706220166 Partial response to FOIA request for documents re NUMEC facilities in 
Apollo & Parks Township, PA.Forwards Apps B & C documents. Apps A & B docu- 
ments available in PDR.App C documents partially withheld (ref FOIA Exemption 3). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 5pp. 41418:178-41418:199. 

-8706220390 Partially withheld App A to proposed rev to Section 9.0 of Amend MPP-1 
to License SNM-145 re addi protection measures (ref 10CFR2.790). 

* Atomic Energy Commission. 74/05/07. ip. 41418:186-41418:193. 


8706040006 FOIA request for all copies of submitted Forms AEC-742, “Matl Status 
Repts" required by License Condition 7.3.Amend MPP-1 & 540405 application re fa- 
cilities. 


VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/12/04. Office of Admin- 
istration (Pre 870413). 2pp. 41176:031-41176:032. 


8706160139 Responds to C Virostek 870224 2.206 petition requesting that NRC sus- 
pend and eventually terminate License SNM-1 45 for listed reasons.Recommends peti- 
tion be denied. 

CULBERSON, D.G. Babcock & Wilcox Co. 87/05/20. ROUSE, L.C. Fuel Cycle Safety 
Branch, 15pp. 41314:318-41314:332. 


“8706220400 Partially withheld App A to Amend MPP-2 to License SNM-145 (ref 
10CFR2.790). 

* NRC - No Detailed Affiliation Given. 76/05/06. Ip. 41418:194-41418:195. 

“8706220408 Partially withheld App A to proposed rev to Section 9 of Amend MPP-1 of 
License SNM-145 (ref 10CFR2.790). 

* NRC - No Detailed Affiliation Given. 76/05/18. Ip. 41418:196-414^8:198. 

-8706220434 Partially withheld App A to Section 9.0 of App MPP-1 to License SNM- 
145 (ref 10CFR2.790). 

* NRC - No Detailed Affiliation Given. 76/08/11. Ip. 41418:199-41418:199. 


8706040244 Forwards Insp Repts 70-0135/87-01 & 70-0364/87-01 on 870427- 
0501. Violation of radiation protection procedures noted. No citation will be made at 
present time due to prompt & effective corrective actions. 

MARTIN.T.T. Region 1, Office of Director. 87/05/21. COLEMAN, W.L Babcock & 
Wilcox Co. 2pp. 41 173:327-41 173:338 


8706250383 Responds to 870526 Itr re followup inquiry by constituent, R 
Artman, concerning activities at Apollo & Parks Township facilities. NRC reestablished 
LPDR at Apollo Memorial Library for review of ref info. 

STELLO.V. Office of the Executive Director for Operations. 87/06/18. SPECTER.A. 
Senate. 3pp. 41463:009-41463:013. 
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.-8706250390 Forwards R Arlman 870427 Itr requesting info re B&W facilities in Apollo 
& Porks Township, PA for response. 

SPECTER. A. Senate. 87/05/26, NRC - No Detailed Affiliation Given. 2pp. 41463:012- 
41463:013, 

docket 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

8706220270 Partial response to FOIA request for riccLments re NFS Erwin, TN 
facility Forwards App J documents.Documents also avasiah'o m PCP. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/15. CONNOR. L. 
DoC'Search Associates. 6pp. 41422:240-41423:212. 

-8706220301 Requests preparation of testimony for upcoming Markey hearing on NFS 
to address status of allegations & operational record.List of anticipated questions due 
to C Rowe by 860506. Draft testimony requested by 860512. 

BARR.K.P. Region 2. Office of Director. 86/05/01. COLLINS, D.M., MCALPINE.E.J., 
MCGUIRE, D.R. Region 2, Office of Director. 2pp. 41422:247-41422:248. 

-8706220368 Discusses investigation of alleged guard & guard supervisor misconduct 
while on duly, per WB Brown 860404 memo based on 860414-18 physical security 
insD NRC unable to confirm that any violations of regulatory requirements occurred. 
MCGUIRE DR, Region 2, Office of Director. 86/05/01. URYC.B. Region 2, Office of 
Director. 2pp. 4 142'2:249-4 1422:250. 

-8706220398 Responds to concern expressed during 860210 meeting w/NRC re sensi- 
tive info at NFS.EncI provides guidance on what items considered sensitive info. 

BARR K.P. Region 2, Office ol Director, 86/05/09. TOLLY, L, Oil, Chemical & Atomic 
Workers International Union, 2pp. 41422:251-41422:252. 

-8706220414 Forwards list of health & safety concerns from NFS worker discussions 
w/ Region II members for investigation.Requests advisement of findings & actions 
taken or proposed re matters by 860620. ^ ^ 

BARR K P Region 2, Office of Director, 86/05/13. GUINN, F.K. Nuclear Fuel Services, 
tne (SLibs.'of Getty Oil Co.). 13pp. 41422:253-41422:265. 

fl7n6220429 Advisos that sampling sys in Stack 278 will be modified prior to resump- 
tion of operati^^^^^^ response to JP Stohr 860428 Itr to FK Guinn.Mods will 

include installation of new stack extension. 

GUINN F.K. Nuclear Fuel Sen/ices, Inc. (subs, of Getty Oil Co.). 86/05/28. 
STOHR, J.P. Region 2, Office of Director. Ip. 41422:266-41422:266. 

—R706220443 Providos identification & clearance data necessary to grant unescorted 
access to NRC personnel inspecting or visiting facility routinely or in 
emorger>cy Rocommondod levels of unescorted access for mail & protected access 

Roqion 2, Olfico of Director. 86/06/02. GUINN.F.K. Nuclear Fuel 
S“lno (subs, of Getty Oil Co.), Spp. 41422:267-41422:271. 

-.8706220454 Rov 1 to notification of 860617 mgt meeting in Enwn.TN to dis- 

CUSS status of porformanco improvement program & other current issues. 

* RcuSiori 2 Office of Director 86/06/03. Region 2. Office of Director. Ip. 41422:272- 
41422:272. 

R7ne35»047S Forwards Insp Rept 70-0143/86-25 on 860417-18 & 23-25 & notice ^ 

** violation NRC concerned that majority of employees observed during insp failed to 

SbACF fNToqio‘'n“2°o"fc“o7K^^^^ GUINN.F.K. Nuclear Fuel Setv- 

S Vnc (subs“^of Sotty a^^^^^^ 2pp. 41422:273-41422:274. 

-8706220484 Notice Of violation fro^m insp oh ^ ??;?9.P75 41422-276 

(iHAUt'.J N, Region 2, Office of Director. 86/06/18. 2pp. 41422.275-41422.4/0. 

-8706220492 Insp Ropt 70-0143/86-25 on 860417-18 & 23-25.VioIation noted:failure to 

icos, Inc. (subs, of Gotty Oil Co.). 3pp. 41422:283-41422.285. 

-8706220S10 Provides reasons for 860625 ^^m^^RMion ^'^n/NF^S^^orker 

860703 to respond to ^9 

discussions.Number of allegations ambiguous, vague y 

CLARK, J.R. Nuclear Fuel Services, 'j®* ^ 

Region 2. Office of Director. Ip. 41422:286-41422.286. 

-8706220617 Advisos that based vehicle 

documontation.insufficient evidence ex'fs ^ 

search incident.List of ite'TS considered & evalua^ ^ 2, Office 

Mf:GUiRF.D.R. Region 2. Office of Director. 86/06/40. Jsiunn, 
of Dirocior. 2pp. 4 1422:287-41422:288. 

-8706220521 Forwards draft SSoVaa'w/mgt 

activities at NFS.Author proposes that meeting be neio aunr.y 

P-9ran> Branch. 3pp. 

41422:289-41422:291, view by 

-8706220623 Forwards list of allegations in i^® S agency 

apprwiate sections.Fifteen allegaWons reopened.io r 

ior review, 12 to be BARR, K.P. NRC - No De- 

ROWE.C.A. NRC . NO Detai ed AffHiato 86/o//a 

tailed Affiliation Given. Ip. 41422:292-41422.292. documents 

-8706230036 Requests 

contain info of type n^ to t''® withholding reques . 

review of 10 documents. |C ^homaker should be n^ Nuclear Fuel Serv 

STOHR, J.P. Region 2. Office of 
ices. Inc. (subs, of Getty Oil Co.). Ip. 41422.294 


-8706230046 Towards iden!.f;';at.c" i ze=-c.^'Zc zi'i - 

to NRC personnel during rou!:'“e C" e-'e':*”':. . "‘i ' 

areas.fnfo supersedes crev':o:..s rc"eso:'-de'-:c 
LANKFORD.J.B. Region 2. CA'oe o’ C.-e,:':- >1 I’ 

Services, Inc. (subs, cf Ge!:» C , Cc ; £pp -t'urr 4 - 

-8706230061 Forwards jdertdicat.on & :.ea"a'":e zzz-zz 

to NRC personnel dunrig rcuTne or .on: i c'':‘e:n:;'d 

areas.Previcusccrresccrde'se-'epersc'ne 5 ,:;esi 

-8706230071 Provides rev to NRC 35C522 pe'SC”"* z:::.' '"I- ai' z* ad'ied 

End 1. 

LANKFORD.J.B. Region 2. C^Tce cf C;re:*c' icCGIS 2 '. NN - •*' N:.: ca: 
Services, !nc. (subs, of Getty Oa Co.;,, "p 4*422 3':.4-4*4£'£: 374 

-8706230080 Forwards results o* raP:C'‘uc:Pe cc'^ze-t'a*/:'" ana v sec Sa'-p as 

1 -4 at NFS ErwinJN site. 

BERGER.J.D. Oak Ridge Associated ■.^'*.vs 56, *" 33, “',:..ZC 3 Regc,'" 3 3"'ce 'C 

Director. 2pp. 41422:305-41 422;3G€. 

-8706230108 Package consisting c! I’t fc'wa'd.ng taP'e s'"':-*":,; 
cal oxygen demands monitcnr.g ’cr A', 2 s!e 'A,a!£* ':.'ca:"';,e’‘’ % 'zz ~zz‘ '-a • 

1986 & NRC Region i! “Mornsng Repts" *or N-S ^ 

GUINN.F.K. Nuclear Fuel Ser/oes. ;nc, fs-ds c* CeC? C Cc ,36, ,3,5 34 en'-es- 

see, State of. 9pp. 41422:337-4 •’,422;37 5 

-8706230341 Notification cf 360604 rr.gt rr.eet.ng ^a,'NRS T *0 dat-S 

of performance Imo'cvemert c'cc'E"- & ctner zzreri ^ ^ 

* Region 2, Cffice cf Ceectc' 56,' 05 '22 reg/Cn 2. Cf'f'ce Ct -,':rec,!':'r tfPP' 

41422:316-41422:317. 

“8706230348 Public version of response to viOiatiCra nc'e'd ,csp^ Repf "Of 

13.Corrective actions:no shipments 0^ radwaste na*'e pee"*' ma'de Sd'Ce dc.Cit'ncv 
identified by US Ecology. NFS procedures reviewed & change's 
GUINN.F.K. Nuclear Fuel Semces, me, .Isuts c* 3e'ty -C ' ht ,-'4 

STOHR, J.P. Region 2, Office of Director. Spp, 4"422:3* 5-4^23 414 

8706030375 Forwards title page cf Rev 4 tc '"Rad'C-og.oa, Cc-t-ngehcv -an, Tt Npv 
1986.per 870409 lelcon. ^ ^ 

LONG,J.A. Nuclear Fuel Ser/jces, ,nc. .subs d RetN ^ -.m ^ ^P' 

SOONG.A.L Office of Nuclear Materia: Safety & Sa*egua'ds,-.:h2‘:t,pr upp * .c, .-..c- 

41161:354. 

8706030163 Forwards "Radiological Characten 2 at.cn p'* Cnsite , 3 ur,a 
interim reptSurvey consisted of surface & subsur’ace r-'.easuremen.s s -- 

radionuclides from burials into e".’''C" pa- 

BERQER.J.D. Cak R:cge Assoc, atec Umvs. 

Material Safety & Safeguaros.Directcr. 1 p. 4 . ieo;u4^;.H . fc- u-'U 


'Cns.te £,j. 


. A,^eas ‘ 


-8706030165 “Radiological Charactenzation s 

•^Oak Ridge Associated Univs. FjN A-9C93-'G. 37. '‘"-5: '34 NRC - No -.eta./ed .na.i.. 

Given, lip?. 41165:343-41165:353. 


8705190031 Responds to 870407 :t: re proposed purchase c* N 
Svcs.Ltd.Proposal currently under re'^ew, b- •-£ 

STELLOV. Office of the Executive Director for ’^pera-.'-.*s. 

House of Rep. Ip. 68876:136-68876:141, 


-S StOCK P> 


' p'odcsed cu":*". 2 se of UfS stock, 

5'' '.:4T''^'z£ 3- ::;-imjss.cners. 2p‘p, 


^63- 


-870519G05C 3om.';:e' t.s ' s.oop 
4 146.2.' 63 

8705290293 Responds to 870416 Itr re P'cPCf 
Svc.Inc.Requests for full public heanng ?u 

Atomic Workers intt Union. Se-a*e ^p 41'2S:C'3-4^’23C2£ 

ZECH.LW. Commissioners. 87/05/ 15. O'^h^.a. 4>e..a.e. ,f-. 

-8706010016 Advises that Oil, Chemical & 

proximately 400 hourly workers employed by 

TN.Proposed transfer of license to -- c I.:/':'' ral Unjcr: 87''33.’09 

ALEXANDER, D.T. Oil. Chemical & “- 0 ..,:.,“ 'n -‘‘-i-tof 2pp, 4''2£ 014- 

CROW.W.T. Office of Nuclear Maiena =<=,c., A ■ h 

41128:015. 

a 'nt! njO'iT • dorn,ir;ating .aPC':' 

-8706010030 Advises that Oii.Chemica. & app'fC'Amatei'V 

oraanization representing workers m nuDe,... - ■ 

3I) workers emplO'^I^ NFS.inc at fac^y ‘I, ijn.cn, 87^04/29, 

ALEXANDER, D.T. Oil. Chemica!_& Atomic ..... 

CROW.W.T. Uranium Fuel Licensing Branc... 4jj-p. - 

_ - c£i-i of stocK of NFS.lnc fey 74F£.i.td 

-8706010075 Expresses interest ~ 

in TN.Requests for approval o^sae;-u^^ .oCCD.;' ' 4112S,C21-41^2S Q25. 

GORE, A. Senate. 87/04/16. .v 

attend'Ces, agenda & viewgraphs also ena. LONG.u.A. Nuaear Fae; Ser#- 

1 o nffjce OT _ 


atterKi'ees, agenda & vieii^rapn^^ o7.,/n6,.MS LONG.u.^ 

grace, J.N. Region 2. Office f •■uh.ui- I'lu 

ices, Inc. (subs, of Getty Oil Co.), .^yr 

, I, _ — is'je '■esDorse to 

8706120262 Informs NRC of mcomp^e de- 

violations noted in Insp ^ “ L o tc n-'5--£-3“ „ 

velO'pment of exposure -s'"'’* C ■ Cc 5' : f ' : - - a.P 

L0NG,J-A. Nuclear Fuel Services, -^ 2 ^ 

R^ion 2. Office of Director. 2pp. - ^ 

10 alienations transmitted by recipient 870120 itr. per 
8706160235 Forwards re^se to 19 aSegatans la« speotat, er 

870303 cO'm'm»tment.Vendor notes 

rot well defined.making e^toton-^r._.t^^ 87(05/20. STOHR. j F 

,LQNG.J.A. Nuctear Fuel Services. ,, , 

Region 2, Office of Director. 7pp. - 
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8706170128 Forwards proprietary response to violations noted in Insp Rept 70-143/87- 
09. Response withheld (ref 10CFR2. 790(d)). 

LONG.J.A. Nuclear Fuel Ser^'ices, Inc. (subs, of Getty Oil Co.). 87/05/20. STOHR.J.P. 
Region 2, Office of Director. Ip. 41377:037-41377:037. 

8706010376 Forwards Insp Rept 70-0143/87-17 on 870420-24 & notice of 
violation, Response to violations should include root cause of problem & corrective 
action to prevent recurrence, per 870518 telcon. 

GRACE, J.N. Region 2, Office of Director. 87/05/22. LONG.J.A. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 2pp. 41123:245-41123:260. 

-8706010379 Notice of violation from insp on 870420-24. 

GRACE, J.N. Region 2, Office of Director. 87/05/22. 2pp. 41123:247-41123:248. 

-8706010394 Insp Rept 70-0143/87-17 on 870420-24.Violations noted: failure to ade- 
quately survey potentially contaminated matl prior to offsite release & failure to label 
radioactive matl & post storage area. 

WEDDINGTON.R.E., KUZO.G.B., HOSEY,C.M. Region 2. Office of Director. 87/05/12. 
12pp. 41123:249-41123:260. 

8706160326 Forwards Rev 91 to NFS fundamental nuclear matl control plan.Section 
1,per 10CFR70.32.Encls withheld due to commercial & financial proprietary info. 
HENSLEY,K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 87/05/22. 
GRACE, J.N, Region 2, Office of Director. Ip. 41334:237-41334:237. 

8706100079 Forwards partially withheld Insp Rept 70-0143/87-15 on 870406-08.No vio- 
lations or deviations noted. 

CLINE, W.E. Region 2, Office of Director. 87/05/27. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 41233:251-41233:253. 

“8706100083 Partially withheld Insp Rept 70-0143/87-15 on 870406-08.No violations or 
deviations noted. Major areas inspected;special investigation of inventory difference. 
CLAY.E.L, MCALPINE.E.J. Region 2, Office of Director. 87/05/27. Ip. 41233:253- 
41233:253. 

8706080190 Ack receipt of 870421 Itr responding to issues raised in NRC Jan 1987 Itr 
re May 1986 nuclear criticality safety assessment.lssues will be reviewed during li- 
cense renewal process. 

ROUSE.L.C. Fuel Cycle Safety Branch. 87/06/01. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 41210:016-41210:017. 

8706080049 Forwards draft analysis of proposed acquisition of NFS.Inc by NFS 
Svcs, Ltd. Analysis based on consideration of public health & safety & common de- 
fense & security aspects re proprosed ourch<?.s<'“ Corrments .•'eederi bv 8706" C. 
ROUSE.LC. Fuel Cycle Safety Branch 8?/ j6.'02. MC-<."E.K.F. Na.-y. Cc-pi. cf. Naval 
Sea Systems Command. 7pp. 41212:060-41212:066. 

8706160437 Forwards Insp Rept 70-0143/87-19 on 870406-0501. No violations or devi- 
ations noted. 

CLINE, W.E. Region 2. Office of Director. 87/06/03. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 41317:019-41317:026. 

-8706160470 Safety & Safeguards Insp Rept 70-0143/87-19 on 870406-0501. No viola- 
tions or deviations noted. Major areas inspected: licensee action on previous insp 
findings, facility operations & nuclear criticality safety. 

LEE.T.D., MCALPINE.E.J. Region 2, Office of Director. 87/06/01. 6pp. 41317:021- 
41317:026. 

8706160161 Ack receipt of 870522 itr which forwarded Rev 91 to Erwin.TN facility 
plan.Rev consistent w/ provisions of 10CFR70.32(c) & acceptable. 

STOHR.J.P. Region 2, Office of Director. 87/06/05. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). Ip. 41318:217-41318:217. 

8706190100 Memorandum & order.* Oil, Chemical & Atomic Workers Inti Union request 
for statutory hearing denied.Meeting between union & senior NRC staff official to hear 
& consider info re proposed purchase arranged.Served on 870612. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3766. 87/06/12. Oil. 
Chemical & Atomic Workers International Union. 4pp. 41388:139-41388:142. 

8706240006 Confirms 870619 meeting w/union representatives in Washington.DC to 
hear & consider any info union -^ay have tea''.".; cn Commission statutory responsi- 
bilities re stock purchase of NFS..':C bv \:-£ Svcs.. '..c.oor 870612 telcon. 

THOMPSON, H.L Office of Nuc'c-ar M.-.:erc: Sa:e!y & Se/ogua'ds. Director. 87/06/15. 
ALEXANDER, D.T. Oil, Chemical & Atomic Workers l".:orr.a:cri.i: Union. Ip 
41450:118-41450:120. 

-8706240008 Requests public hearing on 870619 in Washington, DC.per 870612 telcon. 
MCKENDREE.J.W. Oil. Chemical & Atomic Workers International Union. 87/06/12. 
FONNER,R. Office of the General Counsel. 2pp. 41450:119-41450:120. 

8706240186 Forwards insp Rept 70-0143/87-23 on 87051 1-14.No violations or devi- 
ations noted. 

CLINE, W.E, Region 2, Office of Director. 87/06/15. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 41455:354-41455:356. 

“8706240193 Partially withheld Insp Rept 70-0143/87-23 on 87051 1-14.No violations or 
deviations noted.Major areas inspected: measurements & followup on previous insp 
findings. 

BATES, J.W., MCALPINE.E.J. Region 2, Office of Director. 87/06/15. 1p. 41455:356- 
41455:356. 

8706260221 Forwards Insp Rept 70-0142/87-16 on 870324-27.No violations or devi- 
ations noted. 

CLINE.W.E. Region 2, Office of Director. 87/06/15. LONG.J.A. Nuclear Fuel Services. 
Inc. (subs, of Getty Oil Co.). 2pp. 41479:187-41479:192. 

-8706260226 Insp Rept 70-0143/87-16 on 870324-27.Major area inspected: nuclear 
criticality safety. 

KASNICKl.D.A., LEE.T.D.. MCALPINE.E.J, Region 2, Office of Director. 87/06/15 
4pp. 41479:189-41479:192. 

8706240026 Partial response to FOIA request for documents.Forwards App K 
documents.Documents also available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/22. CONNOR.L 
Doc-Search Associates. 2pp. 41450:046-41450:053. 


--8706240033 Forwards documents w/brackets around NFS proprietary info & affidavit 
in support of request to withhold bracketed info, per NRC 860801 request.Certain data 
in end appears to be dated &/or inaccurate. 

CLARK, J.R. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/08/20 
SHOMAKER.E.C. Office of the General Counsel. Ip. 41450:049-41450:050. 

-8706240037 Forwards 78 SNM access authorizations for Category B of submittal 
schedule.W/o encIs.Fee paid. 

JOHNSON.S.C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/05/09. 
BRADY,R.J. NRC - No Detailed Affiliation Given. Ip. 41450:051-41450:051. 

—8706240042 Forwards 169 SNM access authorizations for remaining employees under 
Category B.W/o encIs.Fee paid. 

JOHNSON,S.C, Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/10/27. 
BRADY, R.J. NRC - No Detailed Affiliation Given. Ip. 41450:052-41450:052. 

-8706240045 Forwards SNM access authorizations for 12 contractors under Category 
B,13 requests for R level clearances under Category A & applications for certification 
of DOE Q & NRC U clearance for 12 employees. W/o encIs.Fee paid. 

JOHNSON.S.C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/10/28. 
BRADY, R.J. Division of Security (Pre 870413). Ip. 41450:053-41450:053. 

8706300693 Forwards Insp Rept 70-0143/87-24 on 870504-29. No violations or devi- 
ations noted. 

CLINE,W.E. Region 2, Office of Director. 87/06/22. LONG.J.A. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 2pp. 41500:256-41500:263. 

—8706300737 Insp Rept 70-0143/87-24 on 870504-29.One violation noted in area of 
nuclear criticality safety.Major areas inspected: licensee action on previous insp 
findings.facility mgt.matl control & accounting & physical protection. 

MCALPINE.E.J., LEE.T.D. Region 2, Office of Director. 87/06/22. 6pp. 41500:258- 
41500:263. 


DOCKET 70-0152 PURDUE UNIV., WEST LAFAYETTE, IN 


8706030197 Forwards revised emergency procedures for FBBF lab in response to M 
Horn 870506 request for addi info re 860922 application for renewal of License SNM- 
1 42.Discretion requested for making nonradiological changes to plan. 

BORN.G.S. Purdue Univ., West Lafayette, IN. 87/05/11. ROUSE, L. Fuel Cycle Safety 
Branch. Ip. 41165:304-41165:320. 

-8706030475 Revised emergency plans for FBBF lab B28 physics bldg. 

* Purdue Univ., West Lafayette, IN. 87/05/11. 16pp. 41 165:305-41165:320. 

8706250066 Forwards renewed License SNM-1 42. License renewed for 5-yr 
period, expiring 920630.License contains addI conditions agreed to by recipient & M 
Horn. 

BIDINGER,G.H. Fuel Cycle Safety Branch. 87/06/18. BORN,G.S. Purdue Univ., West 
Lafayette, IN. Ip. 41485:221-41485:233. 

—8706250084 Renewed License SNM-1 42, authorizing possession & use of U-235,U- 
233,Np-237.Pu-238,Th-230,Ac-227 & Cu-244. 

BIDINGER, G.H. Division of Fuel Cycle, Medical, Academic & Commercial Use Safety 
(Post 870413). 87/06/18. 3pp. 41485:222-41485:224. 

-8706250095 Safety evaluation supporting renewal of License SNM-1 42 for 5-yr period. 
HORN,M.L., BIDINGER,G.H. Fuel Cycle Safety Branch. 87/06/18. 9pp. 41485:225- 
41485:233. 


DOCKET 70-0157 TEXAS, UNIV. OF, AUSTIN, TX 


8706030465 Forwards recent biographical data sheet for HW Bryant. Bachelor degree 
completed in 1 982, per 87051 1 telcon. 

BAUER, T.L Texas. Univ. of. Austin, TX. 87/05/11. PROVENCHER.R. Office of Nucle- 
ar Material Safety & Safeguards.Director. 3pp. 41 164:001-41164:003. 


DOCKET 70-0168 NUCLIDE CORP., STATE COLLEGE, PA 


8706040332 Forwards Closeout Insp Rept 70-0168/87-01 on 870311. No violations 
noted. 

WHITE, J.R. Region 1, Office of Director. 87/05/20. HERZOG.L. Nuclide Corp. 2pp. 
41177:120-41177:125. 

—8706040339 Closeout Insp Rept 70-0168/87-01 on 870311. No violations noted.Major 
areas inspected: interviews w/personnel & independent measurements. 

TAYLOR, M.J., WHITE.J.R. Region 1, Office of Director. 87/05/14. 4pp. 41177:122- 
41177:125. 


DOCKET 70-0248 MALLINCKRODT CHEMICAL WORKS, ST. LOUIS, MO 

8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872.Forwards App A,C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERLING.LI. McKenna, Conner & Cuneo. 12pp. 41453:003-41453:108. 

-8706180459 Responds to 590507 Itr re possible effect of activities of plant on well 
water at Hematite, MO. 

ROGERS,LR. Atomic Energy Commission. 59/07/14. WHITEHEAD, J.A. Affiliation Not 
Assigned. Ip. 41453:196-41453:196. 

-8706180481 Fonwards complaint against plant at Hematite, MO. Investigation of licens- 
ee activities requested in order to obtain info necessary to reply to complaint. 
ROGERS,LR. Atomic Energy Commission. 59/07/14. MANN.M.M. Atomic Energy 
Commission. Ip. 41453:197-41453:197. 

—8706250595 Offers opposition to atomic plant operating at HGmatite,MO. 

WHITEHEAD, J.A. Affiliation Not Assigned. 59/05/07. Atomic Energy Commission. 
4pp. 41453:357-41454:090. 
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DOCKET 70-0299 MALUNCKRODT, INC., ST. LOUIS, MO 

8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872.Forwards App A.C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERLING.LI. McKenna, Conner & Cuneo. 12pp. 41453:003-41453:108. 

-8706180459 Responds to 590507 Itr re possible effect of activities of plant on well 
water at Hematite.MO. 

ROGERS.LR. Atomic Energy Commission. 59/07/14. WHITEHEAD, J.A. Affiliation Not 
Assigned. Ip. 41453:196-41453:196. 

—8706250595 Offers opposition to atomic plant operating at Hematite.MO. 
WHITEHEAD.J.A. Affiliation Not Assigned. 59/05/07. Atomic Energy Commission. 
4pp. 41453:357-41454:090. 

-8706180481 Forwards complaint against plant at Hematite.MO. Investigation of licens- 
ee activities requested in order to obtain info necessary to reply to complaint. 
ROGERS,L.R, Atomic Energy Commission. 59/07/14. MANN.M.M. Atomic Energy 
Commission. Ip. 41453:197-41453:197. 


DOCKET 70-0364 BABCOCK & WILCOX CO., APOLLO, PA 

8706170107 Responds to FOIA request for documents re NUMEC facilities. Forwards 
App A documents.Documents also available in PDR. App B & C documents totally & 
partially withheld (ref FOIA Exemption 3). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. CONROY.R. 
Valley News Dispatch, Tarentum, PA. 5pp. 41380:324-41381:204. 

-8706170468 Requests that LEID limit be increased to 1% of additions to &/or remov- 
als from process.for June 1979 - May 1980. Reasons necessitating request listed.Fee 
paid. 

AUSTIN.M.A. Babcock & Wilcox Co. 79/09/11. PARTLOW.J.G. Materials Licensing 
Branch. 3pp. 41381:027-41381:029. 

—8706170486 Forwards summary of matl control & accounting assessment closeout 
meeting on 770916 w/B&W in Apollo & Leechburg.PA to discuss HEU 
operation.Related info end. 

MAY,E.L. Division of Safeguards Inspections. 77/09/16. Division of Safeguards In- 
spections. 9pp. 41381:042-41381:129. 

8706160593 FOIA request for documents re listed inventory repts on radioactive matls 
for Apollo & Parks Township.PA facilities. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/04/18. NRC - No De- 
tailed Affiliation Given. 2pp. 41351:305-41351:306. 

8706170080 FOIA request for documents re all SNM received,produced, 
possessed, transferred, consumed,disposed of or lost by NUMEC facilities. 

CONROY.B. Valley News Dispatch, Tarentum, PA. 86/07/22. Division of Rules & 
Records (Post 870413). 2pp. 41380:322-41380:323. 

8706160730 FOIA request for documents listed re NUMEC facilities in Apollo & Parks 
Township,PA. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/08/14. Office of Admin- 
istration (Pre 870413). 3pp. 41351:225-41351:227. 

8706220119 FOIA request for listed documents re NUMEC facilities in Apollo & Parks 
Township.PA. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/08/14. Office of Admin- 
istration (Pre 870413). 3pp. 41418:175-41418:177. 

8706040006 FOIA request for all copies of submitted Forms AEC-742, “Matl Status 
Repts" required by License Condition 7.3,Amend MPP-1 & 540405 application re fa- 
cilities. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/12/04. Office of Admin- 
istration (Pre 870413). 2pp. 41176:031-41176:032. 

8706250384 Fonvards.for info, packet of matl re B&W nuclear waste compaction & incin- 
eration proposaI.RP Wilms 870226 Itr to Mayor JW Hutchison of borough of Apollo 
also encl.Served on 870520. 

DUPPSTADT.A.G. Affiliation Not Assigned. #287 3505. 87/05/20. NRC - No Detailed 
Affiliation Given. 6pp. 41462:170-41462:175. 

8706040244 Forwards Insp Repts 70-0135/87-01 & 70-0364/87-01 on 870427- 
0501 .Violation of radiation protection procedures noted.No citation will be made at 
present time due to prompt & effective corrective actions. 

MARTIN.T.T. Region 1, Office of Director. 87/05/21. COLEMAN, W.L Babcock & 
Wilcox Co. 2pp. 41 173:327-41 173:338. 

-8706040251 Insp Repts 70-0135/87-01 & 70-0364/87-01 on 870427-0501. Violation 
noted:radiation protection procedures violated. No citation issued. 

CIOFFI.J.A., SHANBAKY.M.M. Region 1. Office of Director. 87/05/20. 10pp. 
41173:329-41173:338. 

8706020095 Responds to 870521 Itr requesting that FL Munko be made party to Parks 
Township proceeding.Parks Township proceeding closed on 870518 by supplemental 
decision on issue remanded for reconsideration by Commisslon.Served on 870529. 
PARIS,O.H. Atomic Safety and Licensing Board Panel. #287 3545. 87/05/28. 
MUNKO, F.L Armstrong County, PA. 2pp. 41125:001-41 125:002. 

87(^020150 Order.* Time for Commission to determine whether to review ASLBP-815- 
51 1-01 -ML extended to 87071 0.per 10CFR2.2772. Served on 870528. 

CH1LK.S.J. Office of the Secretary of the Commission. #287 3617. 87/05/28. Com- 
missioners. Ip. 41123:328-41123:328, 

8706120060 Responds to 870331 Itr expressing disappointment in 861110 meeting w/ 
author, M Chelko & C Virostek re safety & history of operations of Apollo & Parks 
Township facilities. 

MARTIN.T.T. Region 1, Office of Director. 87/06/03. TROZZI.V. Affiliation Not As- 
signed 4pp. 41272:109-41272:114. 

-8706120064 Requests that V Stello respond directly to concerns noted in end V 
Trozzi 870331 Itr expressing displeasure over unfulfilled promises from visit to Region 

MURTHA,J.P. House of Rep. 87/04/10. STELLO, V. Office of the Executive Director 
for Operations. 2pp. 41 272:1 1 3-41 272:1 14. 


8706150036 Responds to 870429 Itr to TT Martin re NRC review of B&W proposed 
volume reduction svcs facility (VRSF).NRC unaware of B&W plans to install & operate 
addi incinerators in future. Authorization by NRC required for addi incinerators. 

ROUSE, L.C. Fuel Cycle Safety Branch. 87/06/08. ALPER.J.M. Environmental Protec- 
tion Agency. 3pp. 41305:001-41305:007. 

-8706150042 Ack receipt of 870429 Itr re volume reduction compactor & incinerator for 
processing low level radwaste proposed by B&W.Ltr forwarded to NMSS ofc in Silver 
Spring, MD for processing by licensing authority for facility. 

MARTIN.T.T. Region 1, Office of Director. 87/05/27. ALPER.J.M. Environmental Pro- 
tection Agency. Ip. 41305:004-41305:004. 

-8706150054 Discusses EPA review of NRC Mar 1986 environ assessment re proposed 
const & operation of high force, vol reduction compactor & incinerator to process low 
level radwaste. 

ALPER.J.M. Environmental Protection Agency. 87/04/29. MARTIN.T.T. Region 1, 
Office of Director. 3pp. 41305:005-41305:007. 

8706160607 Final response to FOIA request for documents re Apollo & Parks Township 
facility nuclear transaction repts.App A documents withheld (ref FOIA Exemption 
4).B&W Form 742, “Matl Status Rept," addressed in FOIA 86-837. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 3pp. 41351:307-41351:309. 

8706170033 Partial response to FOIA request for documents.Forwards App B,C & D 
documents.App A & B documents available in PDR.App C & D documents partially 
withheld (ref FOIA Exemptions 3 & 4.) 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. VIROSTEK.C, 
Kiski Valley Coalition to Save Our Children. 6pp. 41381:257-41381:293. 

-8706170070 Advises that 790619 revised security training & qualification plan 
acceptable. Forwards revised Conditions 9,1. C to Licenses SNM-145 & SNM-414. 
MCCORKLE.G.W. Physical Security Licensing Branch. 79/08/13. AUSTIN.M.A. Bab- 
cock & Wilcox Co. 3pp, 41381:263-41381:265. 

-8706170112 Partially withheld Itr issuing revised Conditions 9.3.13,1 & 9.3.28 to MPP-1 
to Licenses SNM-145 & SNM-414,respectively, per 770919 request (ref 10CFR2.790 
& 9.5(a)(4)). 

MCCORKLE.G.W. Physical Security Licensing Branch. 77/10/05. WILLIAMS.R.A. Bab- 
cock & Wilcox Co. 6pp. 41381:275-41381:287. 

-8706170127 Forwards revs & instructions for inclusion of revs in security training & 
qualification plan.W/o revs. 

AUSTIN,M.A. Babcock & Wilcox Co. 79/06/19. MCCORKLE.G.W. Physical Security Li- 
censing Branch. 3pp. 41381:288-41381:290. 

“8706170143 Partially withheld request that mods to B&W fundamental nuclear matl 
control plan be made to accommodate measurements control program (ref 
10CFR2.790 & 9.5(a)(4)). 

PARTLOW.J.G. Material Control Licensing Branch. 79/08/24. AUSTIN.M.A. Babcock 
& Wilcox Co. 3pp. 41381:291-41381:293. 

8706160733 Partial response to FOIA request for documents re NUMEC facilities in 
Apollo & Parks Township, PA.Forwards App A documents.App A & B documents avail- 
able in PDR.App B documents partially withheld (ref FOIA Exemptions 3 & 4) 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 5pp. 41351:228-41351:290. 

-8706160736 Partially withheld "Analysis of Changes to Operations Necessary to 
Achieve Improved Inventory Discrepancy Performance for High Enriched U at Apollo 
& Type-ll Facilities." 

* Babcock & Wilcox Co. 77/05/27. 14pp. 41351:257-41351:272. 

-8706160737 Partially withheld "Status Rept of Chaprnan Plan." 

* Babcock & Wilcox Co. 77/10/30. 8pp. 41351:273-41351:290. 

8706220166 Partial response to FOIA request for documents re NUMEC facilities in 
Apollo & Parks Township, PA.Forwards Apps B & C documents.Apps A & B docu- 
ments available in PDR.App C documents partially withheld (ref FOIA Exemption 3). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 5pp. 41418:178-41418:199. 

8706250383 Responds to 870526 Itr re followup inquiry by constituent, R 
Artman, concerning activities at Apollo & Parks Township facilities.NRC reestablished 
LPDR at Apollo Memorial Library for review of ref info. 

STELLO.V. Office of the Executive Director for Operations. 87/06/18. SPECTER, A. 
Senate. 3pp. 41463:009-41463:013. 

..8706250390 Forwards R Artman 870427 Itr requesting info re B&W facilities in Apollo 
& Parks Township.PA for response. 

SpecTER,A. Senate. 87/05/26. NRC - No Detailed Affiliation Given. 2pp. 41463:012- 
41463:013. 

8706170018 FOIA request for listed documents re NUMEC facilities in Apollo & Parks 
Township.PA. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/08/14. Office of Admin- 
istration (Pre 870413). 4pp. 41381:253-41381:256. 


DOCKET 70-0371 UNC NAVAL PRODUCTS, INC,, UNCASVILLE, CT 


8706160443 Forwards revised Pages 1.1-1 ,2. 1-1 .2.2-1 ,8.2-9 of Part I & 2.1-2 of Part 
II, addressing comments In WT Crow 870306 Itr to WF Kirk,for incorporation in License 
SNM-368.Pag0 8.2-9 revised to specify 1 2-inch edge to edge fuel separation. 
KIRK,W.F. United Nuclear Corp. (subs, of UNC Resources, Inc.). 87/05/22. 
ROUSE.LC. Division of Fuel Cycle, Medical, Academic & Commercial Use Safety 
(Post 870413). 14pp. 41319:168-41319:181. 

8706230107 Forwards SER advising that License SNM-368 amended to authorize new 
criticality safety limits & to approve organizational changes. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/06/16. KIRK.W.F. United Nuclear Corp. 
(subs, of UNC Resources. Inc.). 1p. 41437:049-41437:052. 
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•8706230111 Safety evaluation approving Amend 11 to License SNM-368, authorizing 
new criticality safety limits & approving organizational chances 

BIOINGER.G.H., ROUSE, LC. Fuel Cycle Safety Brarsc". 57/D6/ '6. 2pp. 41437:050- 
41437:051. 

■8706230118 Informs of categorical exclusion re organizational changes & new/revised 
nuclear criticality limits & advises that neither environ assessment nor EIS warranted 
for proposed action. ^ ^ ^ 

ROUSE, L.C. Fuel Cycle Safety Branch. 87/06/16. Fuel Cycle Safety Branch. Ip. 
41 437:052-41 437:052. 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


8706030432 Requests delay in semiannual SNM inventory to on or before 870630 to 
counter orcduction schedulinq difficulties & coincide w/process cleanup.Fee pad. 
PARKS.!) L. Comt)us;:on Eng.nocring. nc 67/04/29. JACKSON, R. NRC - No Detailed 
A:;i!.atior. Given. 2pp -''■1 ’ /4:346-4i /4.3.1 ' 

8706090274 Forwards Insp Rept 70-1100/87-01 on 870413-16 & notice of 
violation.Program weaknesses brought to attention during previous insps remained 
uncorrected.Weaknesses involved lack of certain radiological protectran procedures. 
MARTIN.T.T. Region 1. Office of Director. 87/05/26. LICHTENBERGER Combustion 
Engineering, Inc. 2pp. 41222:325-41222:344. 


8706040270 Informs that insp responsibility for individual research & test reactor faciji- 
ties now distributed throughout Rec'on I D'v of Reactor Projects as discussed in 
end. End 10CFR50 & 51 final ru :i a. sc disvcussoc. 

WENZINGER,E.C. Region 1, Oi-.co c' D-rectc-.'. 87/05/27. MCGOVERN, J.J. Cinti- 
chem, Inc. 3pp. 41172:247-41172:282. 


DOCKET 70-0734 GA TECHNOLOGIES, INC., SAN DIEGO, CA 

8706100211 FOIA request for documents re transfer of ownership &/or nuclear mails 
license for GA Technc'ocies f'-om Chevron Co'-d to Neal & Linden Blue in 1986. 
HILL,M. San Dice:;- Macazr e 37.'C5. HGBINSON.LL Freedom of Information & 
Privacy Acts Bra::r,n. ‘p ■'.12-'‘-6:C5:--‘ t?46..';5‘ 

8706160206 Forwards revised pages to physical protection plan incl^uding editorial 
corrections,updated description of facility & addition of -‘^a’ag'apns 1.5 & 1.6 to Part 
iI.Rev withheld (ref 10CFR2.790) 

ASMUSSEN,K.E. GA Technologies. Inc./General Atomic Co. 87/05/22. MARTIN.J.B. 
Region 5. Office of Director. Ip. 41314:038-41314:038. 

8706100225 Final response to FOIA request for documents re transfer of ownership or 
nuclear mails license for GA Technologies from Chevron Corp to Neal & Linden 
Blue.No records subj to request located. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. HILL.M. San 
Diego Magazine. Ip. 41246:082-41246:082. 

8706230123 Forwards Insp Rept 70-0734/87-05 on 870518-20 & notice of 
violation.Violation noted:SNM of low strategic significance stored in noncontrolled 
access area. Insp rept & notice of violation withheld (ref 10CFR2. 790(d)). 
MONTGOMERY.J.L. Region 5, Office of Director. 87/06/09. RADEMACHER.R.N. GA 
Technologies, Inc./General Atomic Co. 2pp. 41427:253-41427:254. 


“8706090276 Notice of violation from insp on 870413-17. 

* Region 1. Office of Director. 87/05/26. 3pp. 41222:327-41222:329. 


--8706090285 Insp Rept 70-1100/87-01 on 87041 3-1 7.Violations noted: failure to con- 
duct independent criticality & radiological safety audits & failure to establish radiation 
protection procedures. ^ ^ 

CIOFFI.J.A., LOESCH.R., SHANBAKY.M.M. Region 1. Office of Director. 87/05/22. 
15pp. 41222:330-41222:344. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 


8706260222 Forwards author feeder rept re 870114-16 onsite team 
assessment.Preliminary findings include two potential items of noncompliance & two 
safety issues that should be pursued by Region II. „ 

BIDINGER.G.H. Uranium Fuel Licensing Branch. 87/03/02. CLiNE.W.E. Region 2, 
Office of Director. 5pp. 41483:200-41483:204. 

8706260055 Responds to weaknesses & improvement items noted in Operational 
Safety Assessment Insp Rept 70-1113/86-22. Corrective actionsrhose stations will be 
tested annually.App E info withheld (ref 10CFR2.790). 

WINSLOW,T.P. General Electric Co. 87/04/29. STOHR,J.P. Region 2. Office of Direc- 
tor. 24pp. 41478:160-41478:183. 

8706030219 Forwards 870515 revised pages to fundamental nuclear matl control plan 
for fuel fabrication facility & descriptive listing of changes.EncIs withheld (ref 
10CFR2.90(d)). 

WlNSLOW,T.P. General Electric Co. 87/05/15. GRACE,J.N. Region 2. Office of Direc- 
tor. 1 p. 41 1 63:087-41 1 63:087. 


8706230205 Ack receipt of 861210 Itr which submitted changes to fundamental nuclear 
matl control plan c'^anges found to be consistent w/provision of 10CR70.32(c). 
MONTGOMERY.J L ' R:-- or 5. C'fice of Director. 87/06/16. ASMUSSEN,K.E. GA 
Technologies, r'C 'Ge.'e':-* Aiorr.ic Co. Ip. 41429:172-41429:172. 


8706150085 Forwards Insp Rept 70-1113/87-07 on 870427-30.No violations or devi- 
ations noted. ^ * 

CLINE.W.E. Region 2. Office of Director. 87/05/26. LEES.E.A. General Electric Co. 
2pp. 41291:116-41291:118. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 

8706240160 ForAm'ds Sn^ecuarris Insp Rept 70-0754/87-02 on 870602-04.No violations 
or deviations o-.i. 

MONTGOMERY.J.L. Region 5. Office of Director. 87/06/16. DARMITZEL.R.W. Gener- 
al Electric Co. 2pp. - l ■'z":237^■'^!^'■5b:P.::•) 

--8706240165 Partially withheld Matl Control & Accounting Insp Rept 70-0754/87-02 on 
870602-04 (ref 10CFR2.790).No violations or deviations identified.Major areas 
inspected;entrance & exit interviews. 

NELSON.G.B., SCHUSTER.M.D. Region 5, Office of Director. 87/06/12. 1p. 
41455:239-41455:239. 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8706160345 Informs that review of draft rept of survey to verify that condition of Bldg A 
at Lynchburg Research Ctr meets release criteria in Annex C to License SNM-778. 
COLLINS, D.M. Region 2, Office of Director. 87/05/08. ROUSE, LC. Division of Fuel 
Cycle, Medical, Academic & Commercial Use Safety (Post 870413). 2pp. 41334:239- 
41334:240. 

8706160388 Forwards advance notification of shipments of nuclear spent fuel & NRC 
approved route survey data for two shipments of spent fuel scheduled to take place 
during May & June 1987. W/o end. 

LONG.K.D. Babcock & Wilcox Co. 87/05/20. HILLMAN, C. Office of Nuclear Material 
Safety & Safeguards, Director. Ip. 41319:121-41319:121. 

8706160140 Responds to NRC comments on proposed reorganization of NNFD Re- 
search Lab.lnstruction sheet for entering attached replacement pages in application 
manual encI.Responses address final questions on renewal application. 

OLSEN,A.F. Babcock & Wilcox Co. 87/05/26. ROUSE.LC. Fuel Cycle Safety Branch. 
39pp. 41320:233-41320:272. 

8706170182 Responds to 870323 request for approval of route to be used for transport 
of spent reactor fuel.Advises that route meets regulatory requirements per 
10CFR73.37 for shipments of spent fuel & approved. 

MACDONALD.C.E. Transportation Branch. 87/06/11. OLSEN, A.F. Babcock & Wilcox 
Co. 15pp. 41381:221-41381:235. 


DOCKET 70-0984 BATTELLE MEMORIAL INSTITUTE, RICHLAND, WA 

8706230162 Forwards Insp Rept 70-0984/87-01 on 870427-0501 & 14.No violations 
noted. 

MONTGOMERY, J.L. Region 5, Office of Director. 87/06/15. CHIKALLA.T.D. Battelle 
Memorial Institute, Pacific Northwest Laboratories. 2pp. 41429:022-41429:036. 

“8706230182 Insp Rept 70-0984/86-01 on 870427-0501 & 14.No violations 

identified.Major areas inspected:mgt organization & controls.training.criticality 
safety, operations review, radiation protection & transportation/radwaste mgt 
BROCK, B.L, THOMAS, R.D. Region 5, Office of Director. 87/06/08. 13pp. 41429:024- 
41429:036. 


—8706150094 Partially withheld Insp Rept 70-1113/87-07 on 870427-30 (ref 
10CFR2.790 & 73.21 ).No violations or deviations noted. Major areas inspected;exam of 
measurement differences between GE & New Brunswick Lab associated w/U02 
powder. 

BATES, J.W., NINH.S.Q., SEYMOUR,D.A. Region 2, Office of Director. 87/05/22. Ip. 
41291:118-41291:118. 

8706120304 Advises that 870508 rev to fundamental nuclear matl control plan consist- 
ent w/provisions of 1 0CFR2.790(d) & acceptable. 

STOHR.J.P. Region 2, Office of Director. 87/06/27. LEES.E.A. General Electric Co. 
Ip. 41274:096-41274:097. 

-8706120305 Advises that preliminary review of 870515 revs to fundamental nuclear 
malt control plan revealed changes not consistent w/provisions of 10CFR70.32(c). 
STOHR.J.P. Region 2, Office of Director. 87/05/29. LEES.E.A. General Electric Co. 
1p. 41274:097-41274:097. 

8706100409 Forwards Insp Rept 70-1113/87-05 on 870505-08.No violations or devi- 
ations noted.No notice of violation will be issued for unresolved item identified in Insp 
Rept 70-1113/87-01. 

CLINE.W.E. Region 2, Office of Director. 87/06/02. LEES.E.A. General Electric Co. 
2pp. 41248:199-41248:201. 

-8706100425 Partially withheld Insp Rept 70-1113/87-05 on 870504-08 (ref 
10CFR2.790(d) & 73.21 ).Violation noted:failure to properly approve procedure prior to 
use. 

CLAY.E.L, MCALPINE.E.J. Region 2, Office of Director. 87/05/29. Ip. 41248:201- 
41248:201. 


8706220095 Informs that revised correspondence for Insp Rept 70-1113/86-22 accu- 
rately reflects nuclear criticality safety findings of Oct 1 986 team assessment.Concern 
discussed in author 870303 memo eliminated by rev. 

BIDINGER.G.H. Fuel Cycle Safety Branch. 87/06/11. CLINE.W.E. Region 2. Office of 
Director. 2pp. 41418:282-41418:283. 

8706230269 Forwards SER & revised Annex A, updating License SNM-1097,per 870522 
application for amend.Amend authorizes exemption from labeling requirements of 
10CFR20.203(f). 

ROUSE.LC. Fuel Cycle Safety Branch. 87/06/11. WINSLOW, T.P. General Electric 
Co. Ip. 41436:288-41436:295. 

—8706230271 SER supporting amend to License SNM-1097 re exemption from 
10CFR20.203(f) requirements. 

BIDINGER.G.H., ROUSE.LC. Fuel Cycle Safety Branch. 87/06/11. Ip. 41436:289- 
41436:293. 

“8706230282 Informs that neither environ assessment nor EIS needed for GE 870527 
request to amend License SNM-1097 re rev to Chapter 1 & exemption from labeling 
requirements. 

ROUSE, L.C. Fuel Cycle Safety Branch. 87/06/11. Fuel Cycle Safety Branch. 2pp. 
41436:294-41436:295. 



DOCKETED ITEMS 277 


DOCKET 70-1151 WEStiNGHOUSE ELECTRIC CORP., COLUMBIA, SC 


8706030185 Application for amend to License SNM-1 107, authorizing release of industri- 
al waste treatment products, consisting of calcium fluoride & other mixtures.for distribu- 
tion to briquette mfgs.Revised license condition encl.Fee paid. 

NARDI.AJ. Westinghouse Electric Corp. 87/04/24. CROW.W.T. Office of Nuclear Ma- 
terial Safety & Safeguards,Director. 14pp. 41146:044-41146:059. 

8705190606 Forwards Insp Rept 70-1151/87-07 on 870409 & notice of violation.Notice 
of violation & insp rept withheld (ref 10CFR2.790 & 73.21) 

STOHR.J.P. Region 2, Office of Director. 87/04/29. LOCH,E.P. Westinghouse Electric 
Corp. 2pp. 40975:078-40975:079. 

8706020234 Forwards proprietary Insp Rept 70-1151/87-06 on 870324-27 & notice of 
violation.lnsp rept & notice of violation withheld (ref 10CFR2.790 (d) & 10CFR73.21). 
CLINE.W.E. Region 2. Office of Director. 87/05/20. LOCH,E.P. Westinghouse Electric 
Corp. 2pp. 41146:258-41146:259. 

8706010322 Responds to NRC 870217 Itr re violations noted in Insp Rept 70-1151/87- 
01 on 87011 2-1 e.Corrective actions:Regulatory Affairs Procedure RA-300 incorporated 
philosophy that favorable geometry should be primary control for safety. 

LOCH.E.P. Westinghouse Electric Corp. 87/05/21. STOHR,J.P. Region 2, Office of Di- 
rector. 22pp. 41123:188-41123:209. 

8706160511 Fonwards Insp Rept 70-1151/87-08 on 870428-0501. No violation or devi- 
ation noted. 

CLINE,W.E. Region 2, Office of Director. 87/05/27. LOCH,E.P. Westinghouse Electric 
Corp. 2pp. 41340:272-41340:274. 

-8706160520 Partially withheld Insp Rept 70-1151/87-08 on 870428-0501 (ref 
10CFR2.790).No violations or deviations identified. Major areas inspected:licensee in- 
vestigation of inventory difference & resolution of IAEA insp concerns. 

TODD,G.A.. MCALPINE.E.J. Region 2. Office of Director. 87/05/27. Ip. 41340:274- 
41340:274. 

8706100014 Responds to NRC 870429 Itr re violations noted in Insp Rept 70-1151/87- 
07.Corrective actions:large signs erected at both access gates, warning of requirement 
to remove keys from unattended vehicles & handbills printed. 

LOCH,E.P. Westinghouse Electric Corp. 87/05/29. STOHR.J.P. Region 2, Office of Di- 
rector. 3pp. 41233:359-41233:361. 

8706100181 Discusses 870416 mgt meeting w/Westinghouse re organization, US/IAEA 
program & NRC operational safety assessment.Meeting agenda end. 

GRACE.J.N. Region 2, Office of Director. 87/05/29. LOCH.E.P. Westinghouse Electric 
Corp. 2pp. 41241:144-41241:145. 

8706250300 PNO-ll-87-038:on 870608.truck carrying fresh fuel shipping containers 
overturned.Containers will be transported back to Westinghouse mfg facility for exam 
for possible damage. No radioactive contamination found at accident site. 

TROUP, G., TROJANOWSKI.R. Region 2, Office of Director. 87/06/09. Ip. 41474:056- 
41474:056. 

8706240382 Ack receipt of 870529 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-1151/87-07. 

STOHR,J.P. Region 2, Office of Director. 87/06/11. LOCH.E.P. Westinghouse Electric 
Corp. Ip. 41449:114-41449:114. 

8706300489 Forwards proprietary response to violations noted in Insp Rept 70-1151/ 
87-06 on 870324-27, per 870520 Itr.EncI withheld (ref 10CFR2.790(d)). 

LOCH.E.P. Westinghouse Electric Corp. 87/06/19. CLINE.W.E. Region 2. Office of Di- 
rector. Ip. 41511:222-41511:222. 

8706300913 Forwards Insp Rept 70-1151/87-09 on 870602-05. No violations or devi- 
ations noted. 

CLINE,W.E. Region 2, Office of Director. 87/06/19. LOCH.E.P. Westinghouse Electric 
Corp. 2pp. 41504:200-41504:202. 

-8706300922 Partially withheld Insp Rept 70-1151/87-09 on 870602-05 (ref 
10CFR2.790 & 73.21 ).No violations or deviations noted.Major areas 

inspected:overseas shipment & measurements. 

BATES.J.W., MCALPINE.E.J. Region 2, Office of Director. 87/06/19. Ip. 41504:202- 
41504:202. 


DOCKET 70-1201 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8706160693 Forwards Insp Rept 70-1201/87-05 on 87051 8-21 .No violations or devi- 
ations noted. 

COLLINS.D.M. Region 2, Office of Director. 87/05/29. ALTO.R.A. Babcock & Wilcox 
Co, 2pp. 41349:295-41349:304. 

“8706160695 Insp Rept 70-1201/87-05 on 87051 8-21. No violations or deviations 
noted.Major areas inspected-.review of radiation protection program.solid radwaste 
mgt, transportation of radioactive matls & info notices. 

COLLINS, T.R., HOSEY.C.M. Region 2, Office of Director. 87/05/29, 8pp. 41349:297- 
41349:304. 

8706170120 Forwards response to weaknesses and recommendations noted in Insp 
Rept 70-1201/87-02 on 870202-06.Corrective actions: notices re use of fire hoses 
standardized to agree w/license & procedural requirements. 

ALTO,R.A. Babcock & Wilcox Co. 87/06/01. STOHR.P. Region 2, Office of Director. 
16pp. 41371:256-41371:271. 


DOCKET 70-1207 NAVY, DEPT. OF, SILVER SPRING, MD 

8706160210 Application for amend to License SNM-1 1 47, incorporating rev to SNM pro- 
gram drastically reducing amount of matl on hand. More than 200 g of matl still re- 
quired for work. 

CANTWELL,G.J. Navy, Dept. of. 87/06/03. ROUSE,L Division of Fuel Cycle, Medical, 
Academic & Commercial Use Safety (Post 87041 3). Tp. 41334:151-41334:153. 

8706160267 Application to renew License SNM-1 147, authorizing quantities of SNM ex- 
ceeding Condition 8.C of License 45-23645-01 N A. 

DURFEE,P.J. Navy, Dept. of. 87/06/05. Fuel Cycle Safety Branch. 2pp. 41334;311- 
41334:313. 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 

8706030021 Application for amend to License SNM-1 227, revising App II of license to 
reflect recent acquisition of Advanced Nuclear Fuels Corp by Siemens Capital Corp 
(Slemens),US affiliate of Siemens AG. Fee paid. 

MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
05/12. ROUSE, LC. Fuel Cycle Safety Branch. 2pp. 41145:305-41145:310. 

—8706030049 Revised App II to “Decommissioning Plan." 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.), 87/05/31. 2pp. 
41145:307-41145:308. 

-8706030066 Informs that Siemens Capital Corp assures that Advanced Nuclear Fuels 
Corp at time of decommissioning will have resources available required to satisfy obli- 
gation to decontaminate & decommission facility. 

DECKER.H.W. Siemens Corp. 87/04/28. ROUSE,L.C. Fuel Cycle Safety Branch. 2pp. 
41145:309-41145:310. 

8706040110 Forwards errata to 860912 application for renewal of License SNM- 
1227,chanqing name & affiliations of licensee. Siemens 1986 annual rept also end. 
MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
05/12. ROUSE.L.C. Fuel Cycle Safety Branch. 2pp. 41181:100-41181:179. 

--8706040131 Application for renewal of License SNM-1 227, consisting of Rev 13 to XN- 
2, changing licensee name to Advanced Nuclear Fuel Corp. 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/05/31. 10pp. 
41181:102-41181:111. 

-8706040138 “Siemens, Annual Rept 1986.” 

KASKE,K. Siemens Corp. 86/12/31. 69pp. 41181:112-41181:179. 

8706160170 Forwards response to Comment 1 1 of 870406 re incinerator not included in 
earlier response to comment package & info orally requested by GH Bidinger.Revised 
pages to Part II of license application also included. 

MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
05/18. HORN,M. Fuel Cycle Safety Branch. 15pp. 41314:133-41314:155. 

-8706160189 Revised pages to application for License SNM-1 227, describing incinerator 
operations. 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 86/09/30. 7pp. 
41314:148-41314:155. 

8706160288 Forwards response to NRC comments re 860912 application for renewal of 
License SNM-1 227 & revised pages to sub] application. Issuance of final draft applica- 
tion to reflect change in company name planned. 

MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
05/18. ROUSE.L.C. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 12pp. 41348:153-41348:195. 

-8706160317 Revised pages to 860912 application for renewal to License SNM- 
1227,consisting of XN-2 to reflect NRC comments & 870303 discussion. 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/05/31. 28pp. 
41348:165-41348:195. 

8706160309 Forwards revised pages to 870331 application for amend to License SNM- 
1227, per WT Crow 870302 request for identification of controls which prevented intro- 
duction of hydrocarbons into UF6 sys to be included in license. 

MALODY.C.W. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
05/21. ROUSE.L.C. Fuel Cycle Safety Branch. Ip. 41320:325-41320:342. 

-8706160327 Revised pages to 870331 application to amend License SNM-1 227, identi- 
fying controls that prevented introduction of hydrocarbons into UF6 sys to be included 
in license. 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/05/31. 17pp. 
41320:326-41320:342. 

8706030093 Issues Amend 29 to License SNM-1 227, revising financial commitment for 
decommissioning plan, per 870512 application. Condition 9 amended to include date of 
870512. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/05/27. MALODY.C.W. Advanced Nuclear 
Fuels Corp. (formerly Exxon Nuclear Co., Inc.). Ip. 41163:051-41163:053. 

-8706030280 Advises that licensee 870512 application for amend to License SNM- 
1227, revising App II of license to reflect acquisition of licensee by Siemens, will have 
no effect on public health & safety of environ.EIS not warranted. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/05/27. Fuel Cycle Safety Branch. 2pp. 
41163:052-41163:053. 

8706040333 Confirms NRC acceptance of Siemens Capital Corp 870428 Itr of financial 
assurance in lieu of & in substitution for Exxon Corp 781208 & 860909 Itrs.in response 
to 870512 Itr. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/06/01. MALODY.C.W. Advanced Nuclear 
Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 2pp. 41181:090-41181:090. 

8706230136 Forwards Oak Ridge Associated Univ final rept, “Confirmatory Survey of 
Centrifuge Test Facility," May 1 987.Centrifuge test facility deleted from license as au- 
thorized place of use by 870220 Amend 28.W/0 end. 

B1DINGER,G.H. Fuel Cycle Safety Branch. 87/06/16. MALODY.C.W, Advanced Nu- 
clear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 2pp. 41437:057-41437:058, 


DOCKET 70-1308 GENERAL ELECTRIC CO., SAN JOSE, CA 


8706160194 "GE Annual Financial Rept.” W/870520 Itr. 

HOOD.E.E., WELCH, J.F., JUDSON.B.F. General Electric Co. 86/12/31. 
CUNNINGHAM.R.E. Office of Nuclear Material Safety & Safeguards, Director. 66pp. 
41334:081-41334:146. 


DOCKET 70-1334 AVCO EVERETT RESEARCH LABORATORY, INC., EVERETT, MA 


8706150199 Discusses Insp Rept 70-1334/87-01 on 870504.No violations noted.Major 
areas inspected:radiation safety. 

KINNEMAN.J.D. Region 1, Office of Director. 87/06/10. SCHLIER.R.E. Avco Everett 
Research Laboratory, Inc. 2pp. 41291:323-41291:324. 
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DOCKET 70-1359 IRT CORP., SAN DIEGO, CA 

8706160231 Forwards IRT 4171-012, “Application for Renewal of SNM License SNM- 
1405." Fee paid. 

MASCHKA.P.R. IRT Corp. 87/05/21. ROUSE.LC. Fuel Cycle Safety Branch. 2pp. 
41320:072-41320:200. 

“8706160237 Application for renewal of License SNM-1405. 

* IRT Corp. 87/05/20. 125pp. 41320:074-41320:200. 

8706220067 Ack receipt of 870521 application for renewal of License SNM-1405.Li- 
cense will not expire until application determined by Commission. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/06/11. MASCHKA.P.R. IRT Corp. 2pp. 
41416:163-41416:164. 


DOCKET 70-3000 COMMONWEALTH EDISON CO., CHICAGO, IL 

8706030455 Forwards executed Amend 2 to Indemnity Agreement B-102, deleting Item 
3 re Licenses SNM-1938.NPF-59 & NPF-70. 

OSTER.J. Commonwealth Edison Co. 87/05/27. DINITZ.I. Office of Nuclear Reactor 
Regulation, Director (Post 870411), 2pp. 41168:359-41168:360. 


DOCKET 70-3041 INTERNATIONAL FREIGHT FORWARDERS, INC., ATLANTA, GA 

8706160167 Notifies that shipment of spent nuclear fuel will be transported from 
Savannah, GA to Aiken, SC & forwards description.W/o end. 

HALPAUS.P. International Freight Forwarders, Inc. 87/06/04. HILLMAN, C. NRC - No 
Detailed Affiliation Given. Ip. 41348:321-41348:321. 


DOCKET 70-3051 TRANSNUCLEAR, INC., AIKEN, SC 

8706110427 Discusses items of interest, including addl info needed for licensing review 
of Transnuclear.Inc site, West Valley supernatant treatment sys 99% completed & 
status of pending hearings. 

ROUSE.LC. Fuel Cycle Safety Branch. 87/06/03. THOMPSON, H.L Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 41261:210-41261:211. 

8706120215 Trip rept of 870602 site visit to Aiken,SC re Transnuclear, Inc application 
for license to authorize storage of UF6 cylinders containing SNM heels.Request for 
addl info end. 

HORN.M.L Fuel Cycle Safety Branch. 87/06/08. ROUSE,L.C. Fuel Cycle Safety 
Branch. 3pp. 41280:247-41280:249. 

8706250195 Forwards Transnuclear,lnc application to store SNM at Aiken, SC 
facility. License will be provided to state when issued, per 87061 7 request.W/o end. 
HORN,M.L. Fuel Cycle Safety Branch. 87/06/18. AUTRY.V.R. South Carolina, State 
of. 2pp. 41462:315-41462:316. 

8706250041 Forwards request for addl info re 870302 application for license. End ques- 
tions discussed during 870602 site visit. Response requested by 87071 S.Rev 5 to 
ORO-651 also end. W/o second end. 

HORN.M.L. Fuel Cycle Safety Branch. 87/06/22. MCCREERY.P. Transnuclear. Inc. 
2pp. 41465:061-41465:063. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0420 RADIATION TECHNOLOGY, INC. 

8706160208 Forwards QA program for shipping radioactive matl for Commission approv- 
al per 10CFR71.101(c).Fee paid. 

VARAKLIS.T. Radiation Technology, Inc. 87/04/30. Office of Nuclear Material Safety 
& Safeguards.Director. Ip. 41314:333-41314:345. 

—8706160213 QA program for shipping radioactive matt. 

* Radiation Technology, Inc. 87/04/30. 10pp. 41314:334-41314:343. 

“8706160221 Requests fee for 870430 application for amend to QA program approval 
for radioactive matl package:0420.W/o stated 10CFR170. 

JACKSON,G. License Fee Management Branch. 87/05/20. VARAKLIS.T. Radiation 
Technology, Inc. 1p. 41314:344-41314:344. 

“8706160227 Forwards application fee for amend to QA program for radioactive matl 
packages. 

VARAKLIS.T. Radiation Technology, Inc. 87/05/28. JACKSON, G. License Fee Man- 
agement Branch. Ip. 41314:345-41314:345. 

8706160563 Forwards QA program approval for radioactive matl package: 0420, Rev 3. 
MACDONALD, C.E. Transportation Branch. 87/06/10. VARAKLIS.T. Radiation Tech- 
nology, Inc. Ip. 41345:032-41345:034. 

-8706160570 QA program approval for radioactive matl package:0420,Rev 3. 
MACDONALD.C.E. Transportation Branch. 87/06/10. Ip. 41345:033-41345:034. 


“8706030212 Requests QA program approval for radioactive matl package: 0456.Pro- 
teus Instruction 9900.4B enci for approval, per 10CFR71. 

MIDDENTS, P.W. Navy, Dept. of. 87/03/27. Transportation Certification Branch. 3pp. 
41163:057-41163:084. 

“8706030217 “QA Program for Packaging of Radioactive Matl for Transport & Trans- 
portation of Radioactive Matl Under Certain Conditions (10CFR71)." 

* Defense. Dept. of. 87/03/17. 25pp. 41163:060-41163:084. 

8706230092 Forwards QA program approval for radioactive matl package: 0456,Rev 2. 
MACDONALD.C.E. Transportation Branch. 87/06/16. Navy, Dept. of. Ip. 41422:105- 
41422:106. 

“8706230096 QA program approval for radioactive matl package:0456.Rev 2. 
MACDONALD.C.E. Transportation Branch. 87/06/16. Ip. 41422:106-41422:106. 


DOCKET 71-0471 PENNSYLVANIA POWER & LIGHT 


8706100261 Notifies that QA approval for radioactive matl package:0471 expired on 
870430. License to transport or deliver licensed matl to carrier for transport terminated. 
MACDONALD.C.E. Transportation Branch. 87/06/05. CURTIS.N.W. Pennsylvania 
Power & Light Co. Ip. 41246:103-41246:103. 


DOCKET 71-0472 ABC TESTING 


8706190046 Forwards QA program approval for radioactive matl package: 0472,Rev 2. 
MACDONALD.C.E. Transportation Branch. 87/06/16. RiCHARDSON.C.A. ABC Test- 
ing. Ip. 41407:076-41407:077. 

“8706190048 QA program approval for radioactive matl package:0472,Rev 2. 
MACDONALD.C.E. Transportation Branch. 87/06/16. Ip. 41407:077-41407:077. 


DOCKET 71-0473 PITTSBURGH-DES MOINES CORP. 


8706160440 Forwards QA program, per 10CFR71. 51. Program implemented by using 
contents of radiation safety manual & matls license. Organizational chart in manual 
also applies.Radiation safety officer responsible for QA program. Fee paid. 
DEFRANCISCO.A. Pitt-Des Moines, Inc. 87/05/29. Transportation Branch. 2pp. 
41348:077-41348:139. 

“8706160448 "Radiographer Manual.” 

* Pitt-Des Moines. Inc. 87/05/29. 49pp. 41348:081-41348:130. 

“8706160471 Amend 20 to License 14-01837-04 for Pittsburgh-Des Moines 
Corp, amending license in entirety. 

* Division of Fuel Cycle & Material Safety (Pre 870413). 82/10/13. 3pp. 41348:131- 
41348:139. 

8706180479 Forwards QA program approval for radioactive matl package: 0473, Rev 2. 
MACDONALD.C.E. Transportation Branch. 87/06/16. DEFRANCISCO.A. Pitt-Des 
Moines, Inc. 1 p. 4 1 392:354-41 392:355. 

“8706180489 QA program approval for radioactive matl package:0473,Rev 2. 
MACDONALD.C.E. Office of Nuclear Material Safety & Safeguards.Director. 87/06/16. 
Ip. 41392:355-41392:355. 


DOCKET 71-0477 WILSON INSPECTION SERVICE 


8706160200 Confirms that search of files verified that Wilson Insp Svcs.lnc License 35- 
19632-01 was terminated on 840907, consequently QA program being 
terminated.Attempt to notify company by mail that program expires on 870630 failed. 
GORDON, L.L. Division of Safeguards & Transportation (Post 870413). 87/06/10. Divi- 
sion of Safeguards & Transportation (Post 870413). Ip. 41348:319-41348:319. 


DOCKET 71-0479 SOUTH CAROLINA ELECTRIC & GAS CO. 


8706050168 Application for renewal of QA program approval for radioactive matl 
package:0479.Fee paid. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 87/05/28. MACDONALD.C.E. 
Transportation Branch. 2pp. 41192:129-41192:130. 

8706100237 Forwards QA program approval for radioactive matl package: 0479,Rev 2, 
MACDONALD,C.E. Transportation Branch. 87/06/05. NAUMAN.D.A. South Carolina 
Electric & Gas Co. Ip. 41246:087-41246:088. 

“8706100238 QA program approval for radioactive matl package:0479,Rev 2. 
MACDONALD,C.E. Transportation Branch. 87/06/05. Ip. 41246:088-41246:088. 


DOCKET 71-0598 KANSAS GAS & ELECTRIC CO. 
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DOCKET 71-4986 MODEL: RA-2, RA-3, RA-J, GENERAL ELECTRIC CO. 

8706160260 Requests registration as user of Models CNSI 1'13G, CNSl 1-13C,CNSI 14- 
170.Series 111, CNSl 7-100.CNS1 8-120A, CNSl 6-80-2.CNSI 14-190H.CNSI 6-75.CNSI 
15-160B.CNSI 4-85, CNSl 6-1 01, CNSl 14-170.CNSI 21-300,CNS1 14-195H & CNSl 3- 
55. 

WEBSTER. B.H. Carolina Power & Light Co. 87/05/14. MCDONALD, C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD, C.E. Transportation Branch. 87/06/05. WEBSTER. B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 


DOCKET 71-5787 MODEL: D-38, ENERGY, DEPT. OF 

8706160242 Application for renewal of Certificate of Compliance 5787 for Model D-38. 
MAUCK.C.J. Energy, Dept. of. 87/06/02. MACDONALD.C.E. Office of Nuclear Materi- 
al Safety & Safeguards.Director. 2pp. 41348:147-41348:148. 


DOCKET 71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 

8706160260 Requests registration as user of Models CNSl 1-1 3G, CNSl 1-13C,CNSI 14- 
170.Series lll.CNSI 7-100.CNSI 8-1 20A. CNSl 6-80-2.CNSI 14.190H.CNSI 6-75, CNSl 
15-160B,CNSI 4-85, CNSl 6-101, CNSl 14-170.CNSI 21-300, CNSl 14-195H & CNSl 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD, C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706160282 Requests registration as user of Model CNS 3-55.AII future 
Itrs.SARs.drawings & add! documents re licensed transport casks should be fon^^arded 
to author at listed address. 

ELKIN, B. Commonwealth Edison Co. 87/05/22. MACDONALD, C.E. Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 41334:241-41334:242. 

8706100392 Notification of registration as user of Model CNS 3-55,in response to 
870522 request. 

MACDONALD,C.E. Transportation Branch. 87/06/05. ELKIN, B. Commonwealth 
Edison Co. 1p. 41246:173-41246:173. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD,C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. ip. 41260:313-41260:313. 


DOCKET 71-5939 MODEL: GE-1500, GENERAL ELECTRIC CO. 

8706030287 Responds to 870310 Itr re 861203 application to amend Certificate of Com- 
pliance 5939. Forwards Rev 5 to Drawing 129D4748,in which phrase “shown for clarity 
only" from note on Item 4, lock wire,deleted. 

CUNNINGHAM,G.E. General Electric Co. 87/05/14. MACDONALD.C.E. Office of Nu- 
clear Material Safety & Safeguards.Director. 4pp. 41 143:076-41143:079. 


DOCKET 71-5957 MODEL: BMI-1, BATTELLE COLUMBUS LABORATORY 

8706160249 Advises that licensee will take title to Model BMI-1 shipping cask.Licensee 
should be listed as phman/ owner. 

RUZICKA./.-.G. :':iriichom. Inc. 87/05/01. MACDONALD.C.E. Division of Safeguards & 
Transportation (Post 870413). 2pp. 41320:212-41320:213. 

8706160311 Advises that in order to list name as primary user of Model BMl-1 .applica- 
tion requesting change & stating that previously submitted statements & representa- 
tion by BMl acceptable, required. 

MACDONALD.C.E. Transportation Branch. 87/06/10. RUZICKA.W.G. Cintichem, Inc. 
2pp. 41334:225-41334:226. 


DOCKET 71-6003 MODEL: M-130, ENERGY, DEPT. OF 

8706110012 Forwards Certificate of Compliance.Rev 7,for Model M-130. 
MACDONALD.C.E. Transportation Branch. 87/06/05. ENGEL, W.P. Energy, Dept. of. 
Ip. 41260:304-41260:312. 

-8706110029 Certificate of Compliance 6003, Rev 7, for Model M-130. Approval record 
end. 

MACDONALD.C.E. Transportation Branch. 87/06/05. 8pp. 41260:305-41260:312. 


DOCKET 71-6144 MODEL: B-2, U.S. ECOLOGY, INC. 

8706160260 Requests registration as user of Models CNSl 1-13G, CNSl 1-13C,CNSI 14- 
170.Series lll.CNSI 7-1 00, CNSl 8-1 20A, CNSl 6-80-2, CNSl 14-190H.CNSI 6-75, CNSl 
15-160B,CNSI 4-85, CNSl 6-101, CNSl 14-170.CNS1 21-300.CNSI 14-195H & CNSl 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD, C.E. Transporta- 
tion Branch. 3pp, 41334:308-41334:310. 

8706110013 informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05, WEBSTER.B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 


DOCKET 71-6244 MODEL: 6244, CHEM-NUCLEAR SYSTEMS, INC. 

8706160260 Requests registration as user of Models CNSl 1-1 3G, CNSl 1-13C,CNS1 14- 
170, Series lll.CNSI 7-100.CNSI 8-1 20A, CNSl 6-80-2, CNSl 1 4-1 90H, CNSl 6-75,CNSI 
1 5-1 60B, CNSl 4-85, CNSl 6-1 01, CNSl 14-170.CNS1 21 -300, CNSl 14-195H & CNSl 3- 
55. 

V.'EESTrc.3>;. Carolina Power & Light Co. 87/05/14. MCDONALD, C.E. Transporta- 
;ior Hrarch. 3pp. 41334:308-41334:310. 


8706110013 informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 


DOCKET 71-6574 MODEL: HN-200, WESTINGHOUSE-HITTMAN NUCLEAR, INC. 

8706160304 Application for transfer of C- r-ccTirr aocroved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Op-ry r-: Cc:.'. Responsibility for use of any 
shipping casks covered by QA program ■..';j'is--j-r:::.!.Fee paid. 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON, H.L. Office 
of Nuclear Material Safety & Safeguards.Director. 2pp. 41320:354-41320:357. 


DOCKET 71-6601 MODEL: CNS 8-120, CHEM-NUCLEAR SYSTEMS, INC. 


8706160304 Application for transfer of OA program approved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp. Responsibility for use of any 
shipping casks covered bv Qa oroc'arr. w''! bo transferred. Fee paid. 

BAILEY.J.A. Wolf Creek CpC'-;-..' :: Cc'p. 87/04/30. THOMPSON.H.L Office 

of Nuclear Material Safety 5. 5u-eg„a'{:s.Ljrc-:;to- 2pp. 41320:354-41320:357. 

8706160260 Requests registration as user of Models CNSl 1-1 3G, CNSl 1-13C,CNSI 14- 
170, Series lll.CNSI 7-100,CNSI 8-1 20A, CNSl 6-80-2.CNSI 14-190H,CNS! 6-75, CNSl 
1 5-1 60B, CNSl 4-85, CNSl 6-1 01, CNSl 14-1 70, CNSl 21-300.CNS1 14-195H & CNSl 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary, 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. ip. 41260:313-41260:313. 

8706190134 Notification of registration as user of Models CNS 14-1 95-H, CNS 6-80- 
2, CNS 6-80-2A & CNS 8-120 B,in response to 870520 request. 

MACDONALD.C.E. Transportation Branch. 87/06/16. MIS.F.J. Rochester Gas & Elec- 
tric Corp. 1p. 41407:148-41407:148. 


DOCKET 71-9010 MODEL: NLI-1/2, NUCLEAR ASSURANCE CORP. 

8706030083 Application for Itr amend to Certificate of Compliance 9010, authorizing 
transport of three BWR fuel assemblies having average burnup marginally exceeding 
limit established by current certificate. Fee paid. 

DANESE.F.L Nuclear Assurance Corp. 87/05/19. MCDONALD.C.E. Office of Nuclear 
Material Safety & Safeguards.Director. 2pp. 41145:350-41145:351. 

8706160283 Revised application for amend to Certificate of Compliance 9010, authoriz- 
ing transport of three BWR fuel assemblies from B&W to Quad Cities to include aver- 
age enrichment of 2.82 w/o cool time of 300 days & average burnup of 29,522 MWD/ 
MTU. 

DANESE.F.L. Nuclear Assurance Corp. 87/05/21. MCDONALD.C.E. Office of Nuclear 
Material Safety & Safeguards.Director. 2pp. 41334:243-41334:244. 

8706110121 Advises that Certificate of Compliance 9010,amended,for Model NLI-1/ 
2,authorizing two add! BWR U-235 fuel assemblies. Approval record end. 
MACDONALD.C.E. Transportation Branch. 87/05/28. DANESE.F.L. Nuclear Assur- 
ance Corp. 2pp. 41261:134-41261:135. 

8706160480 Application for amend to Certificate of Compliance 9010, Rev 20, permitting 
shipment of up to 24 PWR or 24 BWR rods, having burnups of 55,000 MWD/MTU or 
50,000 MWD/MTU, respectively.Fee paid. 

DANESE.F.L. Nuclear Assurance Corp. 87/05/29. MACDONALD.C.E. Transportation 
Branch. 42pp. 41351:108-41351:149, 


DOCKET 71-9015 MODEL: TN-8, -8L, TRANSNUCLEAR, INC. 

8706160021 Forwards Rev 2 to E-8893, “Stainless Steel Clad PWR Fuel Assemblies up 
to 4.0 wt% U235 & Bundles of Fuel Rods," TN-8/8L/9 SAR addendum for TN-8/8L 
packagings, revising pages & drawing per CE MacDonald 870402 request. 

NOLAN,D. Transnuclear, Inc. 87/05/15. MACDONALD.C.E. NRC - No Detailed Affili- 
ation Given. 4pp. 41310:228-41310:238. 

—8706160027 Rev 2 to "Addendum for TN-8/8L Packagings Staninless Steel Clad PWR 
Fuel Assemblies up to 4.0 wt% U235 & Bundles of Fuel Rods." 

* Transnuclear, Inc. 87/05/15. 8pp. 41310:232-41310:238. 


DOCKET 71-9044 MODEL: GE-1600, GENERAL ELECTRIC CO. 

8706160260 Requests registration as user of Models CNSl 1-13G, CNSl 1-13C,CNSI 14- 
170.Series lll.CNSI 7-100.CNSI 8-1 20A. CNSl 6-80-2.CNSI 14-190H.CNS1 6-75, CNSl 
1 5-1 60B, CNSl 4-85, CNSl 6-1 01. CNSl 14-1 70, CNSl 21 -300, CNSl 14-195H & CNSl 3- 

55 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 


DOCKET 71-9073 MODEL: OH-142 SERIES, NUCLEAR PACKAGING, INC. 

8706160304 Application for transfer of QA program approved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp.Responsibility for use of any 
shipping casks covered by QA program will be transferred.Fee paid, 

BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON.H.L. Office 
of Nuclear Material Safety & Safeguards.Director. 2pp. 41320:354-41320:357. 
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87031S0335 -o' amend to Certificate of Compliance 9073, changing listed 

mode .CMv.-nc & numbers, name of company to LN Technologies Corp due 

!o r-.c'cicr t s!.;::-::.;./-;; ■Vf/-023 leak test procedure w/WM-01l.Fee paid. 

- !. \ Fvchnologies Corp. (formerly NUS Corp.). 87/06/01. 

MCDONALD, C E Office of Nuclear Material Safety & Safeguards, Director. 3pp. 
41320:026-41320:071. 


■-8706160340 Rev E to WM-021, "Operating Instructions for Loading & Unloading LN- 
142 Cask." 

BUSH.F., MCCOY, S.B. LN Technologies Corp. (formerly NUS Corp.). 87/04/21. 20pp. 
41320:036-41320:055. 


-8706160344 Rev F to WM-022, ‘‘LN-142 Maint.” 

BUSH.F., MCCOY.S.B. LN Technologies Corp. (formerly NUS Corp.). 87/04/21. 15pp. 
41320:056-41320:071. 


DOCKET 71-9079 MODEL: NUPAC 14D-2.0, WESTINGHOUSE-HITTMAN NUCLEAR 


8706160304 Application for transfer of QA program approved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp.Responsibility for use of any 
shipping casks covered by QA program will be transferred. Fee paid. 

BAILEY, J.A. Wolf Creek Nue'ear Ope-atmg Cct- 87/04/30. THOMPSON,H.L. Office 
of Nuclear Material Safety & 5.”:fv!.jL..7.rr;s.i: .-o.cjc' 2pp. 41320:354-41320:357. 


DOCKET 71-9094 MODEL: CNS 14-195-H, CHEM-NUCLEAR SYSTEMS, INC. 


8706160304 Application for transfer of QA program approved fer ^ac^itv Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Coro.R(; :-:jcnsiC : :y - j: '.se c: any 
shipping casks covered by QA program will be transferred. Fee paid. 

BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON.H.L. Office 
of Nuclear Material Safety & Safeguards. Director. 2pp. 41320:354-41320:357. 

8706160260 Requests registration as user of Models CNSl 1-1 3G, CNSi 1-13C,CNS! 14- 
170.Series III.CNSI 7-1 00, CNSI 8-1 20A, CNSI 6-80-2.CNSI 1 4-1 90H, CNSI 6-75,CNSI 
15-160B,CNSI 4-85. CNSI 6-1 01, CNSI 14-170.CNSI 21 -300, CNSI 14-1 95H & CNS! 3- 
55 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. 1p. 41260:313-41260:313. 

8706190134 Notification of registration as user of Models CNS 14-195-H. CNS 6-80- 
2, CNS 6-80-2A & CNS 8-120 B,in response to 870520 request. 

MACDONALD.C.E. Transportation Branch. 87/06/16. MIS.F.J. Rochester Gas & Elec- 
tric Corp. Ip. 41407:148-41407:148. 


8706160260 Requests registration as user of Models CNSI 1-13G. CNSI 1-13C,CNSI 14- 
170, Series Ili.CNSI 7-100, CNSI 8-120A. CNSI 6-80-2.CNSI 14-190H.CNSI 6-75,CNSI 
15-160B.CNS! 4-85, CNSI 6-101, CNSI 14-170, CNSI 21-300,CNS1 14-195H & CNSI 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 


DOCKET 71-9080 MODEL: HN-600 & NUPAC 100, WESTINGHOUSE-HITTMAN 
NUCLEAR 


8706160304 Application for transfer of QA program approved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp.Responsibility for use of any 
shipping casks covered by QA program will be transferred. Fee paid. 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON.H.L Office 
of Nuclear Material Safety & Safeguards, Director, 2pp, 41320:354-41320:357. 


DOCKET 71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 


8706160304 Application for transfer of QA program approved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp.Responsibility for use of any 
shipping casks covered by QA program will be transferred. Fee paid. 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON.H.L Office 
of Nuclear Material Safety & Safeguards, Director. 2pp. 41320:354-41320:357. 

8706160260 Requests registration as user of Models CNSI 1-13G, CNSI 1-13C,CNSI 14- 
170.Series Ili.CNSI 7-100, CNSI 8-120A, CNSI 6-80-2, CNSI 14-190H,CNSI 6-75, CNSI 
15-160B.CNSI 4-85, CNSI 6-101, CNSI 14-170.CNSI 21-300, CNSI 14-195H & CNSI 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 87051 4 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 


8706160260 Requests registration as user of Models CNSI 1-1 3G, CNSI 1-13C,CNS1 14- 
170,Series Ili.CNSI 7-1 00, CNSI 8-1 20A, CNSI 6-80-2.CNSI 14-190H,CNSi 6-75,CNSI 
1 5-1 60B, CNSI 4-85, CNSI 6-1 01 .CNSI 14-1 70, CNSI 21-300.CNSI 14-195H & CNSI 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 


DOCKET 71-9099 MODEL: ATR, EXXON NUCLEAR IDAHO CO. 


8706030294 Requests registration as user of Model ATR shipping package. 

BOYD.C.C. Babcock & Wilcox Co. 87/05/07, Office of Nuclear Material Safety & 
Safeguards.Director. 2pp. 41163:221-41163:222. 


8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 


DOCKET 71-9081 MODEL: CNS 1-13C, CHEM-NUCLEAR SYSTEMS, INC. 


8706160260 Requests registration as user of Models CNSI 1-1 3G, CNSI 1-13C,CNSI 14- 
170,Series Ili.CNSI 7-100.CNSI 8-1 20A. CNSI 6-80-2,CNSi 14-190H,CNSI 6-75, CNSI 
15-160B.CNSI 4-85, CNSI 6-1 01. CNSI 14-1 70, CNSI 21 -300, CNS! 14-1 95H & CNSI 3- 

55 

WEBSTER.B.H. Carolina Power & Light Co, 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs t^'at CP&L reqiijte'-ed as user of package numbers listed in recipi- 
ent 870514 Itr.No '.jr-.e' .■’.eco.ssn'y. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 


DOCKET 71-9086 MODEL: HN-100, SERIES 1, HITTMAN NUCLEAR & 
DEVELOPMENT 


8706160304 Application for transfer of QA program approved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp.Responsibility for use of any 
shipping casks covered by QA program will be transferred. Fee paid. 

BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON.H.L Office 
of Nuclear Material Safety & Safeguards.Director. 2pp. 41320:354-41320:357. 


DOCKFT 7i-onon MODEL HN-100S, HITTMAN NUCLEAR & DEVELOPMENT CORP. 


DOCKET 71-9102 MODEL: NPI-20WC-6, NEUTRON PRODUCTS, INC. 


8706160216 Forwards Rev 2 to Procedure R 2014,per NRC request for info re applica- 
tion for approval of Model NPI-20WC-6-MKII.Info submitted as revised pages to 
860805 application.W/two oversize drawings. 

SCHWOERER.F. Neutron Products, Inc. 87/05/18. MACDONALD.C.E. NRC - No De- 
tailed Affiliation Given. 3pp. 41348:063-41348:076. 

“8706160225 Rev 2 to ‘‘Teletherapy Shipping/Transfer Cask Unloading & Loading Pro- 
cedure.” 

SCHWOERER.F., CORUN, J.W.. COSTLEY.W.J. Neutron Products, Inc. 87/05/13. 
10pp. 41348:066-41348:076. 


DOCKET 71-9105 MODEL: RAD-WASTE CR.I, CHEM-NUCLEAR SYSTEMS, INC. 


8706160260 Requests registration as user of Models CNSI 1-13G, CNSI 1-13C,CNS1 14- 
170, Series Ili.CNSI 7-1 00, CNSI 8-1 20A, CNSI 6-80-2, CNSI 14-190H,CNSI 6-75, CNSI 
1 5-1 60B, CNSI 4-85. CNSI 6-1 01, CNSI 14-1 70, CNSI 21-300,CNSI 14-195H & CNSI 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
t\on Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E, Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. 1p. 41260:313-41260:313. 


DOCKET 71-9108 MODEL: CNS 6-75, CHEM-NUCLEAR SYSTEMS, INC. 
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8706160304 Application for transfer of QA proc''?.'^ apo-oved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclea:' Cperanr Ccc Rospor-.s r/i.ty for use of any 
shipping casks covered bv OA o'cara*^. w..- t:e imrs-'errec Fee paid. 

BAILEY, J. A. Wolf Creek Nucicar Gperatinq Cc-p. 87/04/30. THOMPSON, H.L Office 
of Nuclear Material Safety & S;-!-:;(j-..ards C .'e:;cr. 2pp. 41320:354-41320:357. 

8706160260 Requests registration as user of Models CNSl 1-1 3G, CNSI 1-13C.CNSI 14- 
170.Series III.CNSl 7-100, CNSI 8-120A, CNSI 6-80.2.CNSI 14-190H.CNSI 6-75.CNS1 
15-160B,CNSI 4-85. CNSI 6-101,CNSI 14-1 70, CNSI 21-300.CNSI 14-195H & CNSI 3.- 
55. 

WEBSTER.B.H. Carolina Povwer & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. 1p. 41260:313-41260:313. 

8706190134 Notification of registration as user of Models CNS 14-195-H. CNS 6-80- 
2,CNS 6-80-2A & CNS 8-120 B,in response to 870520 request. 

MACDONALD.C.E. Transportation Branch. 87/06/16. MIS.F.J. Rochester Gas & Elec- 
tric Corp. Ip. 41407:148-41407:148. 


DOCKET 71-9142 MODEL: MRC-20WC, MONSANTO RESEARCH CORP. 

8706160368 Advises that Rev 2 to Certificate of Compliance 9142 for Model MRC- 
20WC expired on 870430. Use of package under general license of Subpart C of 
10CFR71 or provisions of 49CFR173.471 terminated. 

MACDONALD.C.E. Transportation Branch. 87/06/10. BOOTH.J.A. Monsanto Re- 
search Corp. Ip. 41319:221-41319:221. 


DOCKET 71-9145 MODEL: NUPAC 50-1.5L, NUCLEAR PACKAGING, INC. 

8706160304 Application for transfer of QA program approved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp. Responsibility for use of any 
shipping casks covered by QA program will be transferred. Fee paid. 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON, H.L Office 
of Nuclear Material Safety & Safeguards.Director. 2pp. 41320:354-41320:357. 


DOCKET 71-9151 MODEL: HN-100 SERIES 3, WESTINGHOUSE-HITTMAN 
NUCLEAR 


8706160304 Application for transfer of QA program approved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp. Responsibility for use of any 
shipping casks covered by QA program will be transferred. Fee paid. 

BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON.H.L Office 
of Nuclear Material Safety & Safeguards.Director. 2pp. 41320:354-41320:357. 

8706030126 Advises that licensee 870428 Itr erroneously requests that Procedure WM- 
012 be deleted from Section 10 (ii) of certificate.Procedure WM-014 should be deleted 
instead. Corrected Attachment IX of Itr end. 

FRAZER, W.H. LN Technologies Corp. (formerly NUS Corp.). 87/05/05. 
MACDONALD.C.E. Office of Nuclear Material Safety & Safeguards.Director. 13pp. 
41162:316-41162:328. 

8706160260 Requests registration as user of Models CNSI 1-1 3G. CNSI 1-13C,CNSI 14- 
170, Series III, CNSI 7-1 00, CNSI 8-1 20A, CNSI 6-80-2,CNSI 1 4-1 90H, CNSI 6-75, CNSI 
1 5-1 60B, CNSI 4-85, CNSI 6-1 01, CNSI 14-1 70, CNSI 21 -300, CNSI 14-195H & CNSI 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706170028 Application for renewal of Certificate of Compliance 9151 for Model HN- 
100 Series 3.Rev 9 to "SAR for HN-100 Series 3 Radwaste Shipping Cask" end. Fee 
paid.W/10 oversize drawings. 

ROY.B.A. Westinghouse Hittman Nuclear. Inc. 87/05/26. MACDONALD.C.E. Office of 
Nuclear Material Safety & Safeguards.Director. 3pp. 41383:317-41384:108. 

-8706170031 Rev 9 to "SAR for HN-100 Series 3 Radwaste Shipping Cask.” 

• Westinghouse Hittman Nuclear, Inc. STD-R-02-001 R09. 87/05/27. 148pp. 
41383:320-41384:108. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 

8706190134 Notification of registration as user of Models CNS 14-195-H, CNS 6-80- 
2, CNS 6-80-2A & CNS 8-1 20 B.ln response to 870520 request. 

MACDONALD.C.E. Transportation Branch. 87/06/16. MIS.F.J. Rochester Gas & Elec- 
tric Corp. Ip. 41407:148-41407:148. 


DOCKET 71-9159 MODEL: NUPAC 14/190L, M & H, NUCLEAR PACKAGING, INC. 

8706160304 Application for transfer of QA program approved for fadlity from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp.Responsibility for use of any 
shipping casks covered by QA program will be transferred. Fee paid. 

BAILEY, J.A. Wolf Creek Nudear Operating Corp. 87/04/30. THOMPSON.H.L Office 
of Nuclear Material Safety & Safeguards.Director. 2pp. 41320:354-41320:357. 

8706160260 Requests registration as user of Models CNSt 1-13G, CNSI 1-13C,CNSI 14- 
170, Series III.CNSl 7-1 00, CNSI 8-1 20A, CNSI 6-80-2.CNSI 1 4-1 90H, CNSI 6-75, CNSI 
1 5-1 60B, CNSI 4-85, CNSI 6-1 01, CNSI 14-1 70, CNSI 21 -300, CNSI 14-195H & CNSI 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. Ip. 41260:313-41260:313. 


DOCKET 71-9168 MODEL: CNS 8-120B. CHEM-NUCLEAR SYSTEMS, INC. 


8706160304 Application for transfer of OA p'^ccram. .app'-oved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Op-v-a*. r; ] Ci;'p.r-:os.ocr'p'b''ifv for use of any 
shipping casks covered by QA program /.■■I! Le I'-ir'r.iu-ro.l' 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON.H.L. Office 
of Nuclear Material Safety & Safeguards.Director. 2pp. 41320:354-41320:357. 

8706160529 Forwards Drawing C-1 10-E-0007.Rev G, Sheets 1,2 & 3 for CNS 8-1 20B 
shipping cask, per CE MacConald 870504 requestW/three oversize drawings. 
ANDERSON.R.T. Chem-Nuclear Systems, Inc. 87/05/19. MACDONALD.C.E. Trans- 
portation Branch. 2pp. 41348:060-41348:062. 

8706160061 Forwards Rev 4 to Certificate of Compliance 9168 for Model CNS 8-1 20B. 
MACDONALD.C.E. Transportation Branch. 87/06/10. KINTNER.S. Chem-Nuclear Sys- 
tems. Inc. 5pp. 41314:359-41315:006. 

“8706160071 Certificate of Compliance 9168, Rev 4, for Model CNS 8-120B. Approval 
record also end. 

MACDONALD.C.E. Transportation Branch. 87/06/10. 4pp. 41315:003-41315:006. 

8706190134 Notification of registration as user of Models CNS 14-195-H, CNS 6-80- 
2, CNS 6-80-2A & CNS 8-120 B,in response to 870520 request. 

MACDONALD.C.E. Transportation Branch. 87/06/16, MIS.F.J. Rochester Gas & Elec- 
tric Corp, Ip. 41407:148-41407:148. 


DOCKET 71-9176 MODEL: NUPAC 14/210L & 14/210H, NUCLEAR PACKAGING, 
INC. 


8706160304 Application for transfer of QA program approved for facility from Kansas 
Gas & Electric Co to Wolf Creek Nuclear Operating Corp.Responsibility for use of any 
shipping casks covered by QA program will be transferred. Fee paid. 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 87/04/30. THOMPSON.H.L. Office 
of Nudear Material Safety & Safeguards.Director. 2pp. 41320:354-41320:357. 

8706160260 Requests registration as user of Models CNSI 1-1 3G, CNSI 1-13C.CNSI 14- 
170,Series III.CNSl 7-^OC.CNS' 8--2CA, CNSI 6-80-2, CNSI 14-1 90H, CNSI 6-75, CNSI 
1 5-1 60B, CNSI 4-85. CNS. 6-'C1,C\Sl 14-1 70, CNSI 21-300.CNSI 14-195H & CNSI 3- 
55. 

WEBSTER.B.H. Carolina Power & Light Co. 87/05/14. MCDONALD.C.E. Transporta- 
tion Branch. 3pp. 41334:308-41334:310. 

8706110013 Informs that CP&L registered as user of package numbers listed in recipi- 
ent 870514 Itr.No further action necessary. 

MACDONALD.C.E. Transportation Branch. 87/06/05. WEBSTER.B.H. Carolina Power 
& Light Co. 1p. 41260:313-41260:313. 


DOCKET 71-9184 MODEL: PAS-1, NUCLEAR PACKAGING, INC. 


8706030065 Requests registration as user of Model PAS-1. 

GUCWA,L.T. Georgia Power Co. 87/05/05. MACDONALD.C.E. Transportation Branch. 
2pp. 41145:339-41145:341. 


DOCKET 71-9186 MODEL: S-6213, ENERGY, DEPT. OF 

8706160232 Advises that Certificate of Compliance 9186 expires on 870831. Renewal 
must be requested within 30 days of expiration. If renewal not desired.NRC should be 
so notified. 

MACDONALD.C.E. Transportation Branch. 87/06/10. ENGEL.W.P. Energy, Dept. of. 
1p. 41320:203-41320:203. 


DOCKET 71-9204 MODEL: CNS 10-160B, CHEM-NUCLEAR SYSTEMS, INC. 


8706160174 Advises that complete response to items raised at 870409 meeting re ap- 
plication & suppl for Model CNS 10-160B shipping cask will be submitted by mid Oct 
1987.Addl test data being accumulated & analyzed. 

ANDERSON.R.T. Chem-Nuclear Systems. Inc. 87/05/19. MACDONALD.C.E. Office of 
Nuclear Material Safety & Safeguards.Director. 2pp. 41320:360-41320:361. 


DOCKET 71-9208 MODEL: NUPAC 10-142, NUCLEAR PACKAGING, INC. 


8706180391 Notification of registration as user of Model 10-1 42, per 870527 request. 
MACDONALD.C.E. Transportation Branch. 87/06/16. WEBSTER.B.H. Carolina Power 
.& Light Co. 1 p. 41 393:246-41 393:246. 


DOCKET 71-9792 MODEL: DIG CB-TS, ENERGY, DEPT. OF 


8706160590 Forwards request for addl info re 870327 partial response to 861229 Itr re 
Model DIG core basket-thermal shield Model 1 package. Response indicating when 
info will be provided requested within 30 days of Itr date. 

MACDONALD.C.E. Transportation Branch. 87/06/03. ENGEL.W.P. Energy, Dept. of. 
2pp. 41345:109-41345:110. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAU ELECTRIC CO. 

8706160194 "GE Annual Financial Rept." W/870526 Itr. 

HOOD.E.E., WELCH.J.F., JUDSON.B.F. General Electric Co. 86/12/31. 
CUNNINGHAM, R.E. Office of Nuclear Material Safety & Safeguards.Director. 66pp, 
41334:081-41334:146. 
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DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 


DOCKET 72-0003 CAROLINA POWER & LIGHT CO. 


8706120071 Forwards Rev 11 to ISFSI nuclear security personnel training & qualifica- 
tion program.Rev withheld (ref 10CFR73.21). 

STEWART. W.L. Virginia Power (Virginia Electric & Power Co.). 87/05/29. Document 
Control Branch (Document Control Desk), ip. 41272:247-41272:247. 


8706100296 Informs that recipient submittals & affidavits dtd Nov 1984, 850311 & Nov 
1985 determined to contain proprietary info & will be withheld per 10CFR2.790 
CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/03. MASSEY.J.V. NUTECH Engineers, Inc 2dd 
41246:105-41246:106. ^ 



NONDOCKETED ITEMS 


10CFR COMMISSlOK MEETING RECORDS 

8706030119 Submits info re main accomplishments of research program & way info 
should be used in implementation of integration of source term & severe accident 
programs, per request in 861119 staff requirements memo re draft NUREG-1150 publi- 
cation. 

STELLO.V. Office of the Executive Director for Operations. 87/02/17. 2ECH ROB- 
ERTS, ASSELSTINE Commissioners. 10pp. 41161:245-41161:256. 

8706160490 Transcript of 870609 public meeting re discussion of performance indicator 
programs.Pp 1 -55.Supporting documentation end. 

* Commissioners. 87/06/09. 66pp. 41351:159-41351:224. 

8706190113 Transcript of 870611 affirmation/discussion & possible vote in 
Washington, DC.Pp 1-7. 

* Commissioners. 87/06/11. 12pp. 41407:114-41407:124. 

8706190389 Transcript of 87061 1 briefing by DOE in Washington, DC re high level waste 
program. Pp 1-43. 

* Commissioners. 87/06/11. 48pp. 41406:347-41407:032. 

8706240073 Transcript of 870616 meeting w/states & affected Indian tribes in 
Washington, DC re status of natl high level waste program. Pp l-84.Supporting docu- 
mentation end. 

* Commissioners. 87/06/16. 189pp. 41452:192-41452:343. 

8706240253 Staff requirements memo re Commission 870611 affirmation/ discussion & 
vote in Washington, DC re SECY-87-7A concerning Commission order addressing in- 
tervenor motion to reopen facility emergency plan. 

CHILK.S.J. Office of the Secretary of the Commission. M870611B. 87/06/22. 
PARLER,W.C. Office of the General Counsel. 4pp. 41454:105-41454:108. 

8706240384 Transcript of 870617 public meeting in Washington,DC re discussion/possi- 
ble vote on util authorization to exceed 35% power level. Pp 1 -62.Supporting docu- 
mentation end. 

* Commissioners. 87/06/17. 78pp. 41454:176-41454:253. 

8706250409 Staff requirements memo re Commission briefing by B Rusche on status of 
DOE program for selecting & constructing repository for high level radwaste. 
CHILK.S.J. Office of the Secretary of the Commission. M870611A. 87/06/19. Office of 
the Secretary of the Commission. Ip. 41467:208-41467:208. 

8706300039 Staff requirements memo re 870616 meeting w/states & affected Indian 
tribes on status of natl high level waste program.Staff encouraged to continue discus- 
sions w/DOE on exploratory reviews of sites prior to shaft const. 

CHILK.S.J. Office of the Secretary of the Commission. M870616. 87/06/24. 

STELLO.V. Office of the Executive Director for Operations. 2pp. 41490:335- 

41490:336. 

8706300554 Staff requirements memo re 87061 7 discussion/possible vote on authoriza- 
tion to exceed 35% power level.Commission voted to authorize operation above 35% 
but not to exceed 82% of rated power. 

CHILK.S.J. Office of the Secretary of the Commission. M870617. 87/06/24. 

STELLO.V. Office of the Executive Director for Operations. Ip. 41490:009-41490:009. 


8706260170 Transcript of ACRS Subcommittee on Occupational & Environ Protection 
Sys 870623 meet'ng \r Pp 2zl-‘22. Succdirc documentation end. 

* Commissioners. 8/ .’ j" 22 20C.nn -'^56?.: ■-'*.'.-'-■37 322 


COMMISSION NRC COMMISSIONERS 


8705270105 Responds to end 870409 concern that Commission not giving sufficient 
weight to concerns of local govts as NRC reviews decisions re issuance of low power 
license.Served on 870519. 

ZECH.L.W. Commissioners. #287 3493. OL 87/05/19. CONTE, S.O. House of Rep. 
4pp. 41042:210-41042:213. 

-“8706040213 Expresses concerns on NRC posture re EP2 for facility. Commission not 
giving sufficient weight to legitimate concerns when reviewing decisions re issuance of 
low power license. 

CONTE.S.O. House of Rep. OL. 87/04/09. ZECH.L.W. Commissioners. 2pp. 
68900:186-68900:190. 


8705290293 Responds to 870416 Itr re proposed purchase of stock of NFS, Inc by NFS 
Svc, Inc. Requests for full public hearing on proposed purchase by Oil.Chemical & 
Atomic Workers Inti Union. 

ZECH.LW. Commissioners. 87/05/15. GORE.A. Senate. Ip. 41128:013-41128:025. 

■“8706010016 Advises that Oil.Chemical & Atomic Workers Intl Union represents ap- 
proximately 400 hourly workers employed by NFS, Inc at facility in State of 
TN.Proposed transfer of license to consortium would be violation of law. 

ALEXANDER, D.T. Oil, Chemical & Atomic Workers International Union. 87/03/09. 
CROW.W.T. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 41128:014- 
41128:015. 

“8706010030 Advises that Oil.Chemical & Atomic Workers Inti Union, dominating labor 
organization representing workers in nuclear energy field.represents approximately 
360 workers employed by NFS.Inc at facility in State of TN. 

ALEXANDER.D.T. Oil, Chemical & Atomic Workers International Union. 87/04/29. 
CROW.W.T. Uranium Fuel Licensing Branch. 4pp. 41128:016-41128:020. 

“8706010075 Expresses interest in proposed purchase of stock of NFS.Inc by NFS.Ltd 
in TN.Requests for approval of sale currently before Commission. 

GORE, A. Senate. 87/04/16. ZECH.LW. Commissioners. 3pp. 41128:021-41128:025. 

8706020215 Responds to 870504 Itr re NRC resources expended on further efforts by 
util to justify EP2.NRC review of petition ceased. Probabilistic safety assessment 
update under review. Served on 870528. 

BERNTHAUF.M. Commissioners. 87/05/27. MARKEY.E.J. House of Rep. 3pp. 
41180:167-41180:172. 

“8706040206 Discusses ASLB 870422 decision to reject Public Svc of New Hampshire 
861218 petition for waiver of Commission eme'-gency regulations to reduce plant EP2 
to 1 mile.Strongly urges NRC & BNL to •e'mrs:® tiov furmor revi-sw of facility PRA. 
MARKEY.E.J. House of Rep. 87/05/04. ZECi-’.L '.V. Ciim-THSicr.-srs 2pp. 68900:181- 
68900:184. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

8706030237 Transcript of ACRS Subcommittee on Generic Items 870527 meeting in 
Washington, DC.Pp 1-310.Supporting documentation end. 

• ACRS - Advisory Committee on Reactor Safeguards. 87/05/27. 390pp. 41140:111- 
41141:140. 

8706030245 Transcript of ACRS Subcommittee on Severe Accidents 870528 meeting in 
Washington.DC.Pp 1-222.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/05/28. 367pp. 41139:005- 
41140:011. 

8706090136 Transcript of ACRS Subcommitteee on Severe Accidents & Subcommittee 
on PRA joint subcommittee meeting on 870603 in Washington.DC.Pp 1 -272.Support- 
ing documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/06/03. 351pp. 41205:139- 
41206:129. 

8706100121 Transcript of ACRS 326th general meeting on 870604 in 
Washington.DC.Pp 1-l12.W/supporting documentation. 

• ACRS - Advisory Committee on Reactor Safeguards. 87/06/04. 138pp. 41228:142- 
41228:279, 


“8706040215 Markod-up memo mauesting comments re listed sentences proposed for 
addition to f-rs; caraq'aoh of CR-97-3*. responding to Chairman Markey. 

GWYNN.P. CornmiSSicr(»rs. 67, '05/2 L REHM.T. Office of the Executive Director for 
Operations. SNIEZEK.J., MIRAGLIA.F. Office of Nuclear Reactor Regulation. Director 
(Post 870411). Ip. 41180:172-41180:172. 

8706090077 Weekly info rept for wk ending 870522. 

REHM.T.A. Office of the Executive Director for Operations. 87/05/28. 33pp. 

41230:053-41230:085. 

8706160001 Weekly info rept for wk erdir'.g 
REHM.T.A. Office of the Exoc-.-tive D!rec;or for Operations. 87/06/04. 30pp. 

41310:325-41310:354. 

8706160003 Weekly info rept for wk ending 870605. 

REHM.T.A. Office of the Executive Director for Operations. 87/06/11. 31pp. 

41311:001-41311:031. 

8706230139 Weekly Info rept for wk ending 870612. 

REHM,T.A. Office of the Executive Director for Operations. 87/06/18. 40pp. 

41437:059-41437:098. 


8706100152 Transcript of ACRS 326th general meeting on 870605 in 
Washington.DC.Pp 1-274.Related documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/06/05. 415pp. 41227:087- 
41228:141. 


8706230377 Forwards “NRC Quarterly Rept on Nondisclosure of Safeguards Info for 


ASSELSTINE.J.K. Commissioners. 87/06/02. BUSH.G.H. Senate, President of the 
Senate. WRIGHT, J. House of Rep., Speaker of the House. 1p. 41448:341-41448:347. 


8706180314 Transcript of ACRS Subcommittee on Auxiliary Sys 870611 meeting in 
Washington.DC.Pp l-199.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/06/11. 248pp, 41368:016- 
41368:265. 

8706230216 Transcript of ACRS Subcommittee on Advanced Reactor Designs 870617 
meeting.Pp 1 -274.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/06/17. 375pp, 41413:230- 
41415:027. 

8706250235 Transcript of ACRS Subcommittee on Occupational & Envirpn Protection 
Sys 870622 meeting in Washington.DC.Pp 1-258, Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/06/22. 300pp. 41446:183- 
41447:151. 

8706250283 Transcript of ACRS Subcommittee on Thermal Hydraulic Phenomena 
870618 meeting in Washington.DC.Pp 1-289.Related info end. 

* ACRS - Advisory Committee on Reactor Safeguards. 87/06/18. 463pp. 41445:078- 
41446:182. 


8706240007 Requests approval to reprogram funds in FY87 as shown in end table & 
associated explanation. End also serves as NRC FY87 base table rept through 
870430. 

ZECH.LW. Commissioners. 87/06/16. BEVILL.T. House of Rep., Appropnations. 
BREAUX, J.B. Senate, Environment & Public Works. SHARP.P.R. House of Rep., 
Energy & Commerce. 14pp. 41450:121-41450:135. 


8706240011 Ack receipt of Itr re proposed change to Commission emergency planning 
rules.Ltr placed in docket of rulemaking proceeding & will be taken into account in 
Commission decision making process. 

ZECH.LW. Commissioners. 87/06/16. PRICE, D. House of Rep. 1p. 41450:136- 
41450:138. 


“8706240013 Comments on proposed rule re amend for offsite emergency planning at 
nuclear power eites.Opposes rule due to effect of weakening regulations & reducing 
10 mile radius evacuation zone. . . .. 

PRICE.D. House of Rep. 87/05/20. ZECH.LW. Commissioners. 2pp. 41450:137- 
41450:138. 
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8706240077 informs of actions re recent radio broadcast from Tehran, Iran, stating that 
US nuclear reactors & other US interests worldwide can be more vulnerable to attack 
than Iranian missile bases in Iran.lnfo notice issued. 

ZECH.L.W. Commissioners. 87/06/16. JOHNSTON, J.B. Senate, Appropriations. 
BEVILL.T. House of Rep., Appropriations. UDALL.M. House of Rep., Interior & Insular 
Affairs. 5pp. 41449:339-41449:343. 

8706240142 Recommends DOJ promulgate regulations that make assaulting or killing 
NRC employee engaged in or on account of performance of official duties federal 
crime.Fear of threats of harm car. snriouslv safety of regulatory decisions. 
ZECH.L.W. Commissioners. 8. ’.'06, :C. \\b. S.'A'.r. Justice, Dept. of. 2pp. 41449:354- 
41449:359. 

“8706240155 Forwards regulation published on 870217 adding coverage of several 
add! categories of federal employees, including NRC employees to statutes stating that 
killing of federal employee federal offense. 

WELD,W.F., LIPPE.L Justice, Dept. of. 87/04/22. Commissioners. 4pp. 41449:356- 
41449:359. 


8706250134 Informs of recent developments re 870413 response to questions re im- 
ports of U from South Africa.On 870507, NRC learned that Ediow Inti Corp had import- 
ed into US in Mar 1987 approx 178,000 kg of South African natural U-308. 
ASSELSTINE.J.K. Commissioners. 87/06/03. SIMPSON, A.K. Senate, Environment & 
Public Works. 2pp. 41462:215-41462:216. 

8706250164 Forwards NRC functional organization chart (NUREG-0325) & addendum to 
NRC budget estimates for FY88-89 (NUREG-1100,Vol 3), recasting budget estimates 
submitted in Jan 1987.Level of resources & activities unchanged. W/o ends. 
ZECH,L.W. Commissioners. 87/06/16. JOHNSTON, J.B. Senate, Appropriations Id 
41462:307-41462:307. , 

8706250183 Forwards NRC functional organization chart (NUREG-0325), reflecting new 
organizational structure & addendum to NRC budget estimates for FY88-89 (NUREG- 
IIOO.Vol 3), recasting estimates submitted in Jan 1987. W/o ends. 

ZECH.LW. Commissioners. 87/06/16. SHARP, P.R. House of Rep., Energy & Com- 
merce. BEVILL,T. House of Rep., Appropriations. BREAUX,J. House of Rep Environ- 
ment & Public Works. 4pp. 41462:31 1-41462:314. 


8706240191 Ack receipt of 870612 Itr re concerns on addi review requirements for 
facilities.Ltr forwarded to EDO & other Commissioners.Keppler will keep util informed 
of pace of review. 

ZECH.LW. Commissioners. 87/06/18. DEAN.C.H., WATERS.J.B, Tennessee Valley 
Authority. Ip. 41454:097-41454:099. 

“8706240195 Discusses concerns re NRC 870608 decision to require addI design verifi- 
cation for facility.Action could result in delay of restart schedule w/o improvement in 
plant safety. 

DEAN.C.H., WATERS.J.B. Tennessee Valley Authority. 87/06/12. ZECH.L. Commis- 
sioners. 2pp. 41454:098-41454:099. 

8706240230 Ack receipt of Itr re proposed change to Commission emergency planning 
rules.Ltr placed in docket of rulemaking proceeding & will be taken into account in 
Commission decisionmaking process. 

ZECH.LW. Commissioners. 87/06/16. MARKEY.E. House of Rep. Ip. 41449:347- 
41449:353. 

“8706240237 Comments on proposed rule re full power licensing of new nuclear power 
plants in absence of state & local cooperation in emergency planning.Opposes rule. 
MARKET, E.J. House of Rep. 52FR6980. 87/06/04. CHILK.S.J. Office of the Secretary 
of the Commission. 6pp. 41449:348-41449:353. 

8706240269 Advises that review of B&W designed nuclear power plants will not satis- 
factorily address safety issues associated w/ B&W design.Supports efforts to create 
independent safety review board. 

ASSELSTINE.J.K. Commissioners. 87/06/05. BUMPERS, D., PRYOR, D. Senate, Small 
Business. 3pp. 41454:093-41454:096. 


8706250356 Informs that because plants adjudicatory hearings currently before 
NRC, comments on merits of plant issues would be inappropriate, per end recipient 
870422 Itr.Served on 870506. 

CARR.K.M. Commissioners. #287 3377. OL-3. 87/05/05. GONDEK.J. Affiliation Not 
Assigned. Ip. 41462:356-41462:359. 

8706250358 Forwards package of 250 documents re external influences on Commission 
adjudicatory process in Shoreham proceeding. 

* Correspondence & Records Branch. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). 1 p. 41 459:066-41 462:071 . 

“8501160546 Decries licensee refusal to provide info to public re status of fuel 
loading.lmmediate NRC order directing util to provide regular, full & accurate disclosure 
of fuel loading & low power testing requested. 

KESSELR.M. New York, State of. 84/12/19. PALLADINO.N. Commissioners 2dd 
41461:108-41461:117. ‘ 

“8502190034 Supports resolution, "Sense of Legislature Resolution Requesting That 
NRC Permit Suffolk County to Present Oral Arguments Opposing Util Request for Low 
Power License for Shoreham Nuclear Power Plant.’’ Resolution end. 

D'ANDRE.M.M. Suffolk County, NY. 84/12/20. Office of Public Affairs 2dd 
41461:106-41461:107. 

“8508080761 Responds to 850711 & 15 requests for suspension of low power testing 
program at facility & review of training of personnel & condition of equipment to deter- 
mine if plant safe to test at low power.Plant safely operated by util. 

MURLEY.T.E. Region 1, Office of Director. 85/07/30. KESSEL.R.M. New York State 
of. 6pp. 41460:358-41461:036. 


8706240289 Corrects misimpression conveyed in V Stello response to issues raised at 
870409 hearing before Governmental Affairs Committee. 

ASSELSTINE.J.K. Commissioners. 87/06/01. GLENN, J, Senate, Governmental Af- 
fairs. 3pp. 41440:168-41440:170. 

8706240314 Responds to end recipient 870402 Ur re possible transfer of DOE U enrich- 
ment enterprise to private sector.NRC preparing technical positions re requirements 
for U enrichment applications & review plan. 

ZECH.L.W. Commissioners. 87/06/10. HERRINGTON, J.S. Energy, Dept. of. 2pp. 
41456:209-41456:211. 

”8706240324 Requests views on listed actions re transfer of U enrichment enterprise to 
private sector per President privatization policy. 

HERRINGTON.J.S. Energy. Dept. of. 87/04/02. ZECH.L. Commissioners. Ip. 
41456:211-41456:211. 

8706240316 Responds to 870317 Itr re Commission role in implementation of Section 
603 of Omnibus Diplomatic Security & Antiterrorism Act of 1986. Answers to questions 
end. 

ZECH.LW. Commissioners. 87/06/12. FASCELLD.B., BONKER.D. House of Rep., 
Foreign Affairs. WOLPE.H. House of Rep. 7pp. 41454:161-41454:175. 

“8706240336 Advises that NRC staff, using existing procedural framework prepared to 
provide prompt assistance in order to facilitate preparation of Executive Branch views 
on pending NRC export license applications. 

PETERSON, M.R, Assistant Director for Export/ Import & International Safeguards. 87/ 
03/31. THORNE, C. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. Ip. 41454:168-41454:168. 

“8706240344 Responds to 870213 Itr proposing that interagency meeting be convened 
for purpose of reaching agreement on “appropriate interagency procedures.’’ Urges 
that questions attached to 870114 Itr be promptly addressed. 

OPLINGER.G.G. Defense, Dept. of. 87/03/19. SHEA.J.R, Office of International Pro- 
grams, Director (Pre 870413). 2pp. 41454:169-41454:171. 

“8706240360 Requests Commission provide listed info to House Committee on Foreign 
Affairs re implementation of Section 603 to Omnibus Diplomatic Security & Antiterror- 
ism Act of 1 986. 

WOLPE,H.. BONKER.D.. FASCELLD.B. House of Rep. 87/03/17. ZECH.LW. Com- 
missioners. 4pp. 41454:172-41454:175. 


“8508080764 Requests suspension of low power testing at facility until investigation of 
accident causing hot shutdown of plant & review of training of personnel & condition 
of equipment complete. 

KESSELR.M. New York, State of. 85/07/15. PALLADINO.N. Commissioners. Id 
41461:001-41461:001. 

“8508080766 Requests immediate halt of low power testing at facility until investigation 
of 850710 accident in which valve sys in primary containment bldg improperly left 
open releasing gas into atmosphere complete. 

KESSEL.R.M. New York, State of. 85/07/11. PALLADINO.N. Commissioners. Id 
41461:002-41461:036. 

“8706040107 Responds to RJ Mrazek 870416 Itr re util request to operate facility at 
25% power.Commission will not make decision on merits of request until all parties 
have opportunity to have views considered. 

ZECH.LW. Commissioners. 87/05/15. MRAZEK, R.J. House of Rep, Ip. 41459-094- 
41459:095. 

“8706040121 Comments on util 870414 request to raise approved level of facility to 
25% power.lssuance of license for greater than 5% power would be irresponsible due 
to unresolved issue of noncooperation by State of NY & Suffolk County. 

MRAZEK, R.J. House of Rep., Appropriations. 87/04/16. ZECH.L. Commissioners Id 
41459:095-41459:095. ’ 

“8706250386 Responds to 870508 request for testimony at 870514 hearing on external 
influence on NRC adjudicatory procedures in Shoreham proceeding. Index of pertinent 

ZECH.LW. Commissioners. 87/06/10. BREAUX, J.B., SIMPSON, A.K. Senate, Environ- 
ment & Public Works. 20pp. 41459:067-41459:086. 

“8706250391 Requests appearance before Senate Subcommittee on Nuclear Regula- 
tion on 870514 to provide testimony re ex parte communications in Shoreham pro- 
ceeding. 

BREAUX.J.. SIMPSON, A.K. Senate, Environment & Public Works. 87/05/08 
ZECH.LW. Commissioners. Ip. 41459:087-41459:087. 

“8706250393 Responds to 870512 request for info re ex parte rule violations in Shore- 
ham proceeding.No info identified. 

CUTCHIN.J.M. Commissioners. 87/06/08. PARLER.W.C. Office of the General Coun- 
sel. 1p. 41459:088-41459:090. 


8706240337 Ack receipt of 870618 Itr re Federal Womens Program Achievement 
Awards Program. Provides E Marshal to assist in development & implementation of 
third awards program. 

ZECH.LW. Commissioners. 87/06/18. Federal Women’s Interagency Board. Ip. 
41454:159-41454:160. 


“8706250401 Responds to 870512 request for info/documents re ex parte rule 
violations. Neither Chairman nor any member of Chairman staff had improper ex parte 
communications in OL proceeding, 

JONES, B.W. Commissioners. 87/05/15. PARLER.W.C. Office of the Genera! Counselv 


“8706240343 Requests assistance of E Marshal in developing & implementing 1987 
Federal Womens Program Managers Achievement Awards Program.Program will be 
presented in Nov 1987. 

POWELLM.L Federal Women's Interagency Board. 87/05/18. ZECH.L. Commission- 
ers. Ip. 41454:160-41454:160. 


“8706250406 Responds to 870508 request re Shoreham ex parte contacts. Continued 
attempts by Congress to influence Commission decision not only violate ex parte rule 
but Pillsbury doctrine as well. 

SOHINKI.S. Commissioners. 87/05/15. PARLER.W. Office of the General Counsel 
Ip. 41459:092-41459:092. 


8706250022 Requests that member of Congress ask Comptroller General to permit D 
Williams to accept assignment re review of plant. 

ZECH.LW. Commissioners. 87/06/08. DINGELL.J.D.. MARKEY.E J SHARP PR 
Houseof Rep. 4pp. 41465:052-41465:055. ' ' ’ ' ' 


“8706250412 Advises that Panel Ofc has no documents or info re ex parte rule 
violations.AII Panel documents already filed in PDR. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. 87/05/15. PARLER.W C 
Office of the General Counsel. 1p. 41459:093-41459:093 ’ * 
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-8706250426 Responds to 870515 memo re violations of ex parte rule in Shoreham 
proceeding.AII Itrs received from public placed in PDR. 

ASSELSTINE.J.K. Commissioners. 87/05/13. PARLER.W.C. Office of the General 
Counsel, ip. 41459:096-41459:096. 

-8706250437 Requests recipients search files in response to Congress 870508 Itr re ex 
parte rule violations in Shoreham o-oceeriinq Response due by 870518. 

PARLER.W.C. Office of the Genera-: Cou-’s-;-' ROSENTHAL.A.S. Atomic 

Safety a"d l.‘cena'ng .Appeal Panel. COTTER, B.P. Atomic Safety and Licensing Board 
Panel. .CNES.'-i \V \RC - No Detailed Affiliation Given, ip. 41459:097-41459:098. 

-8706250443 Responds to request for documents/info re violations of ex parte rule in 
SI'orc-han o'o^-'-c-ding Nc riocumc-nts exist in response. 

ROSEM'-i-'-s S Salov. and Licensing Appeal Panel. 87/05/12. 

PARLER.W.C. Office of the General Counsel. Ip. 41459:099-41459:100. 

-8706250457 Opposes licensing of facilities for all the same old reasons. 

GONDEK.J. Affiliation Not Assigned. 87/04/22. CARR.K. Commissioners. 3pp. 
41459:101-41459:109. 

-8706250461 Forwards IJ Singer 870224 Itr to parties in proceeding. Served on 
870309. 

KERR.K. Atomic Safety and Licensing Board Panel. OL-3. 87/03/06, Docketing & 
Services Branch. Ip. 41459:110-41459:110. 

-8706250468 Advises that Nassau County Board of Cooperative Educational Svcs has 
not entered into any agreement w/LILCO to have Salisbury campus used for reloca- 
tion facility in event of radiological emergency. 

SINGER.I.J. Affiliation Not Assigned. 87/02/24. MARGULIES.M.B. Atomic Safety and 
Licensing Board Panel. Ip. 41459:111-41459:268. 

-8706250473 Requests response to Senator Moynihan end 861204 Itr re Executive 
Branch contacts w/Commission on Shoreham. Response due by 861210. 

BLUME.M. Office of the General Counsel. 86/12/05. ZECH, ROBERTS, ASSELSTINE 
Commissioners. Ip. 41459:269-41459:270. 

-8706250475 Requests svc of end Itrs to parties in proceeding. Ser/od on 861205. 
KERR.K. Atomic Safetv and Licensing .Board Panel. OL-3’. 86/12/04. Docketing & 
Sen/ices Branch. Ip. 4l4bi? 27’ -4 

“8706250484 Responds to 861126 Itr to Judge Margulies.As per Canons of Judicial 
Ethics, judge cannot comment on pending or impending proceeriinc 
PRESTEMON.D.L. Atomic Safety and Licensing Board Pn'e . 36 » o:- BARBASH.M. 

Citizens to Replace LILCO. ip. 41459:283-41459:283. 

“8706250485 Requests opinion of “fairness" of Shoreham proceeding. 

BARBASH.M. Citizens to Replace LILCO. 86/11/26. MARGULIES.M.B. Atomic Safety 
and Licensing Board Panel, ip. 41459:284-41460:074. 

-8706250492 Requests svc of attached correspondence to parties.Served on 861009. 
KERR.K Atomic S.afetv and IJcensing Board Panel. OL-5. 86/10/07. CLEMENTS, W.L 
Doc-^-;.:’.!-:! & Services Brcnch. ip. 41460:075-41460:082. 

—8706250498 Supports licensing of facility due to close NRC scrutiny of const & oper- 
ation. 

WANDERER, P. Affiliation Not Assigned. 86/09/22. Atomic Safety and Licensing 
Board Panel. Ip. 41460:083-41460:083. 

“8706250502 Expresses resentment that LILCO represented Port Jefferson Station 
Teachers Assoc as participants in radiological emergency without association consent, 
CARR.R. Port Jefferson Station Teachers Association, Inc. 86/09/22. 
MARGULIES.M.B., KLEIN, J.R., SHON.F.J. Atomic Safety and Licensing Board Panel. 
1p. 41460:084-41460:084. 

—8706250507 Limited appearance statement in proceeding.Compares Shoreham w/ 
Chernobyl. 

LEWIS.M. Lewis, M. 86/09/26. 3pp. 41460:085-41460:122. 

-8706250526 Expresses gratitude for recipient being last bastion of honesty in proceed- 
ing. 

KLAUS, B.J. Affiliation Not Assigned. 86/08/20. ASSELSTINE.J.K. Commissioners. 
6pp. 41460:123-41460:128. 

—8706250536 Responds to 860826 Itr to Board.Submittal is highly inappropriate & unac- 
ceptable & cannot be condoned.lssue already remedied by Intervener 860829 submit- 
tal. 

MARGULIES.M.B. Atomic Safety and Licensing Beard Panel. OL-5. 86/09/02. 
IRWIN, D.F. Hunton & Williams. Ip. 41460:129-41460:228. 

—8706250594 Responds to 860604 Itr to NRC requesting that FEMA conduct public 
meeting re FEMA assessment of 861213 emergency planning exercise.Commission 
addressed similar response in 860606 Memorandum & Order. 

MALSCH.M.G. Office of the General Counsel. 86/06/16. D’ AMATO, A. Senate. Ip. 
41460:229-41460:238. 

“8706250601 Expresses concern re FEMA refusal to hold public post- exercise meeting 
to receive input re evacuation plan required prior to full-scale operation of plant. 
D’AMATO.A.M. Senate. 86/06/04. PALLADINO.N, Commissioners. 9pp. 41460:239- 
41460:357. 

“8706250606 Notifies that agreement between Valley Stream Union Free School Dis- 
trict Thirteen, American Red Cross & util re use of congregate care ctrs in event of 
nuclear plant emergency nonexistent.Served on 850603. 

LEE.T.J. Valley Stream Union Free School District, Valley Stream, NY. OL-3. 85/05/ 
23. MARGULIES.M.B. Atomic Safety and Licensing Board Panel. Ip. 41461:037- 
41461:037. 

-8706250607 Notifies that Roslyn Board of Education agreement w/util re use of con- 
gregate care ctrs in event of plant emergency nonexistent.Served on 850603. 

SEGALJ. Roslyn Public Schools, Roslyn, NY. OL-3. 85/05/20. MARGULIES.M.B. 
Atomic Safety and Licensing Board Panel. Ip. 41461:038-41461:038. 

-8706250608 Ack receipt of 841226 Itr requesting opportunity to orally present argu- 
ments to Commission re plant low-power testing. 

PLAINE.H.H. Office of the General Counsel. 85/02/12. ROMAINE.N.E., 
ROMAINE.R.E, Affiliation Not Assigned, Ip. 41461:093-41461:093. 


“8706250609 Notifies that Island Park School District agreement w/Red Cross & util re 
relocation in event of radiological emergency nonexistent.Served on 850603. 
MARR.G.W. Island Park Schools, Island Park, NY. OL-3. 85/05/17. MARGULIES.M.B. 
Atomic Safety and Licensing Board Panel. Ip. 41461:039-41461:044. 

-8706250610 Requests opportunity for attorneys for Suffolk County to orally present ar- 
guments re low power license for plant. 

ROMAINE.N.E., ROMAINE.R.E. Affiliation Not Assigned. 84/12/26. Commissioners. 
Ip. 41461:094-41461:105. 

“8706250611 Notifies that United Methodist Church of Hempstead, NY agreement w/ 
Red Cross & util re use of congregate care ctrs in connection w/util evacuation plan 
nonexistent.Served on 850603. 

CZAR.G. United Methodist Church of Hempstead. NY. OL-3. 85/05/15. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. Ip. 41461:045- 

41461:045. 

—8706250612 Notifies that Westbury Union Free School District agreement w/American 

Red Cross or util re svc as relocation ctr in event of plant emergency 

ronoxisterit.Sor.'od on 850603. 

f-RANCG.JM. Wes'.bury Union Free School District, W'estbu''/. NY. OL-3. 85/05/13. 
MARGULIES.M.B A'.cmic Safety and Licensing B-card Ip. 41461:048- 

41461:048. 

—8706250613 Requests opportunity to present oral arguments against issuance of low 
power license for plant.Served on 841213. 

LABUA.R.L. Suffolk County, NY. OL-4. 84/12/07. Commissioners. Ip. 41461:118- 
41461:281. 

—8706250614 Protests that willingness to participate w/American Red Cross in event of 
natural emergency extended by Red Cross to include any emergency occurring from 
plant atomic energy generators.Served on 850603, 

VAN NESS.W.J. Valley Stream Union Free School District, Valley Stream, NY. OL-3. 
85/05/10. MARGULIES.M.B. Atomic Safety and Licensing Board Panel. 1p. 
41461:046-41461:046. 

—8706250615 Forwards EJ Markey 840504 Itr to Honorable NJ Palladino requesting 
documents re plant emergency planning.Author unsure of whether Commission has 
specifically addressed end Itr. Requests response by 840622. 

FITZGERALD.J.A. Office of the General Counsel. 84/06/14. PALLADINO. GILINSKY, 
ROBERTS Commissioners. 1p. 41461:282-41462:071. 

—8706250616 Notifies that Freeport Public Schools not consulted by util re emergency 
evacuation plan & unaware of inclusion in plan until after publication. Served on 
850603. 

BIERWIRTH.J.E. Freeport Public Schools, Freeport, NY. OL-3. 85/05/09. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. Ip. 41461:047- 
41461:047. 

-8706250617 Informs that no legal agreement exists between Nassau County & util re 
use of plant.Served on 850603.W/service list & Certificate of Svc. 

SUOZZI.V.A. Glen Cove, NY. OL-3, 85/04/08. Atomic Safety and Licensing Board 
Panel. 5pp. 41461:050-41461:092. 

-8706250618 Notifies that permission to include school in evacuation plan, consistent 
w/plan evacuation schedule, g^ranted to no one.Served on 850603. 

BYAS.U. Roosevelt Union Free School District, Roosevelt, NY. OL-3. 85/05/08. 
MARGULIES.M. Atomic Safety and Licensing Board Panel. 2pp. 41461:049- 
41461:049. 

8706250418 Informs that NRC will respond to issues raised by recipient at NRC 870421 
authorization hearings re inappropriate actions in orgc'ng OL proceeding & request 
for NRC recusal as independent party in procoodinc. Sisr-.e’d on 870518. 

ZECH.LW. Commissioners. #287 3461. OL 6 7/05/ 15, .MARKEY.E.J. House of Rep. 
Ip. 41486:084-41486:086. 

“8706050010 Requests that Comrnission.including Executive Director of Commission, V 
Stello.recuse from further participation as independent party in licensing proceedings 
for facility. 

MARKEY.E.J. House of Rep. OL. 87/04/21. ZECH.LW. Commissioners. 2pp. 
41486:085-41486:086. 

8706260003 Discusses BB Hayes 870518 Itr suggesting addition of Ofc of Investigation 
to statutory inspector general ofc proposed in S.908.Commission believes that statuto- 
ry inspector general for NRC is unnecessary. 

ZECH,L.W. Commissioners. 87/06/01. GLENN, J. Senate, Governmental Affairs. 2pp. 
41481:097-41481:098. 

8706260004 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr inappropriate. Public health & safety always paramount 
consideration in decisions made on hearing.Served on 870421. 

CARR.K.M. Commissioners. #287 3163. OL 87/04/20. SMITHSON, P. Affiliation Not 
Assigned. Ip. 41486:069-41486:075. 

-8706260010 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipients 870323 Itr inappropriate.Concerns on proposed rule re 
emergency planning regulations also noted.Served on 870421. 

CARR.K.M. Commissioners. OL. 87/04/20. ATKINSON, T., ATKINSON, G. Affiliation 
Not Assigned. Ip. 41486:071-41486:073. 

-8706260016 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr inappropriate. Concerns on proposed rule re emergency 
planning regulations also noted.Served on 870421. 

CARR,K.M. Commissioners. OL. 87/04/20. CHARPENTIER.E. Affiliation Not As- 
signed. 1p. 41486:074-41486:074. 

-8706260024 Comments opposing proposed rule re elimination of state approval of 
evacuation plans & reduction of 10-mile evacuation zone.Allegations of const faults & 
drug & alcohol abuse at plant should be investigated, 

CHARPENTIER.E. Affiliation Not Assigned. OL. 87/04/08. CARR.K. Commissioners. 
Ip. 41486:075-41486:075. 

8706260015 Discusses release of GE proprietary Reed rept & whether or not release 
will harm GE competative position. Disagrees w/GE that rept is proprietary.GE should 
reach acceptable accommodation for release of rept. 

ZECH.LW. Commissioners. 87/06/18. CHEMA.T.V. Ohio, State of. Ip. 41481:159- 
41481:161. 
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-8706260064 Requests that further disclosure of contents in Reed rept be 
provided. Disclosure of content may be of significance to outcome of State of OH pro- 
ceeding re investigation of costs associated w/const of plant.Response requested by 
870616. 

CHEMA.T.V. Ohio. State of. 87/06/11. ZECH.LW. Commissioners. 2pp. 41481:160- 
41481:161. 


8706030079 Notification of contract execution. Mod 5, to “Data Base Mgt Sys & Support- 
ing Integrated Software Packages w/Reiated Support.” Contractor:Culliefit 
Software, Inc. 

PAGE.M. Contract Administration Branch. NRC-33-85-312. 87/05/26. MAGEE, W.A. 
Division of Information Support Services (Post 870413). SCATTOLINI.L NRC - No De- 
tailed Affiliation Given. Ip. 41164:356-41164:358. 


8706260195 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr inappropriate. Protection of public health & safety will be 
paramount consideration in decisions on hearing.Served on 870506. 

CARR.K.M. Commissioners. #287 3376. OL 87/05/05, COHEN.R. Affiliation Not As- 
signed. ip. 41486:076-41486:083. 


“8706030099 Mod 5, correcting error on Mod 3. revising Block 2 to four & changing NRC 
project officer to LB Scattolini.for “Data Base Mgt Sys & Supporting Integrated Soft- 
ware Packages w/Related Support." 

• Cullinet Software. Inc. WIGGINS, E.J. Division of Contracts (Post 870413). NRC-33- 
85-312. 87/05/26. 2pp. 41164:357-41164:358. 


“8706260200 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr re facility inappropriate.Served on 870506. 

CARR.K.M. Commissioners. OL. 87/05/05. JOHNSON, C. Affiliation Not Assigned. Ip. 
41486:078-41486:079. 

“8706260206 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr re facility inappropriate.Served on 870506. 

CARR.K.M. Commissioners. OL. 87/05/05, DEVESLIS.B.S. Affiliation Not Assigned. 
Ip. 41486:080-41486:080. 

“8706260210 Comments opposing change in zoning & licensing of plant. Concern re 
safety of facility discussed.Served on 870506. 

DEVESLIS.B.S. Citizens Within the Ten Mile Radius. OL. 87/04/11, NRC - No De- 
tailed Affiliation Given. Ip. 41486:081-41486:081. 

-8706260253 Advises that due to licensing hearings before Commission, comments on 
issues raised in recipient Itr re facility inapprcmriate.Evaluatlon of proposed rule re 
emergency planning regulations also discussed.Served on 870506. 

CARR.K.M. Commissioners. OL. 87/05/05. PRESLEY. W. Affiliation Not Assigned. Ip. 
41486:082-41486:083. 

8706300429 Weekly info rept for wk ending 870619. 

REHM.T.A. Office of the Executive Director for Operations. 87/06/24. 34pp. 
41514:292-41514:325. 

8706300829 Responds to 870513 Itr re specific steps taken to date during ongoing in- 
vestigation of Peach Bottom matter.lnsp Rept 50-278/85-22,850717 & 0816 Itrs on 
Enforcement Conference 50-278/85-22 & 870331 order end. 

ZECH.LW. Commissioners. 87/06/22. GLENN, J. Senate, Governmental Affairs. 8pp. 
41515:071-41515:143. 

-8706300882 Expresses appreciation for cooperation at 870409 hearing. Assistance in 
responding to questions posed by Senator Heinz requested. 

GLENN, J. Senate, Governmental Affairs. 87/05/13. 2ECH,L.W. Commissioners. 2pp. 
41515:142-41515:143. 


CONTRACT MRC CONTRACTS AND MODIFICATIONS 


8706010234 Notification of contract execution, Mod 13.to "Review & Evaluation of Co- 
manche Peak Program Plan." Contracton Teledyne Engineering Svcs. 

HAGEY.H. NRC - No Detailed Affiliation Given. FIN D-1338. NRC-03-85-067. 87/05/ 
08. AXELRAD.J.A. Office of Special Projects. LYONS.J. NRC - No Detailed Affiliation 
Given. Ip, 41127:044-41127:048. 

—8706010241 Mod 13, adding incremental funds & changing monthly business Itr rept for 
task orders, to "Review & Evaluation of Comanche Peak Program Plan." 

SWANSON, D. Teledyne Engineering Services, WIGGINS,IE.J. Division of Contracts 
(Post 870413). FIN D-1338. NRC-03-85-067. 87/05/08. 4pp. 41127:045-41127:048. 

8706010316 Notification of contract execution, Mod 8, to “NRC Practice & Procedures 
Digest." Contractor:Aspen Sys Corp. 

PAQE.M. Contract Administration Branch. FIN B-1588. NRC-1 4-85-392. 87/05/26. 
PARLER.W.C. Office of the General Counsel. LEWIS, S. NRC - No Detailed Affiliation 
Given. 1p. 41127:133-41127:135. 


-8706010335 Mod 8, extending period of performance for completion of work, to "NRC 
Practice & Procedures Digest.” 

BRANNOCK,E.A. Aspen Systems, Inc. WIGGINS, EJ, Contract Administration Branch. 
FIN B-1588. NRC-1 4-85-392. 87/05/26. Ip. 41 127:134-41 127:135, 


8706010442 Notification of contract execution, Mod 2.to "Simulator Lease for C-E Train- 
ing Course.” Contractor:C-E,Inc. 

EDGEWORTH, P. Contract Administration Branch. FIN D-1761. NRC-05-86-165. 87/ 
05/06. JORDAN, E. Office for Analysis & Evaluation of Operational Data, Director. 
BELL,T.L NRC - No Detailed Affiliation Given. Ip. 41142:109-41142:114. 


—8706010453 Mod 2, changing scope to provide training courses,increaslng ceiling 
amount & providing incremental funding, to "Simulator Lease for C-E Training Course.” 
LANDRY.R.E. Combustion Engineering, Inc. WIGGINS, E. Contract Administration 
Branch. FIN D-1761. NflC-05-86-165. 87/05/06. 6pp. 41142:110-41142:114 


8706030038 Notification of contract execution, Mod 7, to "Operation & Maint of Info 
Technology Svcs Training Lab." Contractor: Graduate School, USDA. 

VITALE, P. Contract Administration Branch. NRC-1 0-86-21 3. 87/05/28. 

GOLDMAN, P.J, Office of Personnel (Post 870413). RATHBUN,P. NRC - No Detailed 
Affiliation Given. Ip. 41145:313-41145:315. 


-8706030052 Mod 7,modlfylng Section H.1 re key personnel, to "Operation & Maint of 
Info Technology Svcs Training Lab." 

• Agriculture, Dept of. Graduate School, Washington, DC. WIGGINS.E. Division of 
Contracts (Post 870413). NRC-1 0-86-21 3. 87/05/28, 2pp. 41145:314-41145:315. 

8706030054 Notification of contract execution, Mod 6,to "Emergency Response Data 
Sys Requirements Analysis.” ContractonPhoenix Assoc, Inc. 

HAGEY.H. Contract Administration Branch. FIN B-8749, NRC-05-85-163. 87/05/28. 

& Evaluation of Operational Data, Director, 
HICKMAN J. NRC - No Detailed Affiliation Given. Ip. 41144:016-41144:017. 

“8706030059 Mod 6, amending Section H.8 to delete Paragraph (i) re conflict of 
"Emergency Response Data Sys Requirements Analysis." 
m Associates. Inc. WIGGINS, E.J. Division of Contracts 

{Post 870413), FIN B-8749. NRC-OS-85-163. 87/05/28. 1p. 41144:017-41144:017 


8706030174 Notification of contract execution: “Relocation Svcs for NRC Employees." 
awarded to Howard Relocation Group. 

MEARSE.S.D. Contract Negotiation Branch-2. NRC-1 0-87-352. 87/05/22. 

MCDONALD, W.G. Office of Administration & Resources Management, Director (Post 
870413). SCHEMM.P. NRC - No Detailed Affiliation Given. Ip. 41163:017-41163:046. 

“8706030177 Contract: “Relocation Svcs for NRC Employees.” awarded to Howard Re- 
location Group. 

* Howard Relocation Group. THOMPSON, R.D. Division of Contracts (Post 870413). 
NRC-1 0-87-352. 87/05/22. 29pp. 41163:018-41163:046. 

8706030189 Notification of contract execution, Mod 22, to “Computer Timesharing & Re- 
lated Svcs." Contractor.NlH. 

LITTLE, M. Contract Administration Branch. FIN B-1666. NRC-25-82-312. 87/05/28. 
MAGEE, W.A. Division of information Support Services (Post 870413). DIEHL.D. NRC - 
No Detailed Affiliation Given. 1p. 41163:048-41163:049. 

“8706030202 Mod 22, increasing funds, to "Computer Timesharing & Related Svcs." 

* Health & Human Services, Dept, of, U.S. Public Health Service. WIGGINS, E.J. Divi- 
sion of Contracts (Post 870413). FIN B-1666. NRC-25-82-312. 87/05/28. 1p. 
41163:049-41163:049. 

8706030209 Notification of contract execution, Mod 9, to "Sys Mgt/ Programming Sup- 
port.” Contractor:SBA.Subcontractor; Technassociates.Inc. 

VITALE, P. Contract Administration Branch. FIN D-1363. NRC-33-85-322. 87/05/27. 
EYSYMONTT.G. Division of Computer & Telecommunications Services (Post 870413). 
SEEHERMAN.J. NRC - No Detailed Affiliation Given. 1p. 41164:330-41164:332. 

“8706030218 Mod 9, increasing obligated amount & ceiling amount for extended period 
through 870930, to "Sys Mgt/ Programming Support." 

* Small Business Administration. * Technassociates, Inc. WIGGINS, E.J, Division of 
Contracts (Post 870413). FIN D-1363. NRC-33-85-322. 87/05/27. 2pp. 41164:331- 
41164:332. 

8706030222 Notification of contract execution, Mod 1,to "Lab Studies of Thermoconvec- 
tive Phenomena in High-Level Waste Disposal & Development of Empirical Heat 
Transfer Correlations for Repository Licensing." Contractor; Colorado State Univ. 
FIELDS, J. Contract Administration Branch. FIN D-1674. NRC-04-86-115. 87/05/28. 
GOLLER.K. Office of Nuclear Regulatory Research, Director (Post 660720). 
RANDALL, J. NRC - No Detailed Affiliation Given. Ip. 41163:088-41163:089. 

“8706030233 Mod 1, extending contract period of performance at no addl cost, to "lab 
Studies of Thermoconvective Phenomena in High- Level Waste Disposal & Develop- 
ment of Empirical Heat Transfer Correlations for Repository Licensing." 

BROWN,J.F. Colorado State Univ., Fort Collins, CO. WIGGINS, E.J. Division of Cor^- 
tracts (Post 870413). FIN D-1674. NRC-04-86-115. 87/05/28. Ip. 41163:089- 
41163:089. 

8706030257 Notification of contract execution. Mod 4, to "Commercial Facilities Mgt of 
One White Flint North." Contractor: Parsons Brinckerhoff Maint Svcs, Inc. 

PAGE.M. Contract Administration Branch. NRC-1 0-87-1 71. 87/05/28. CORLEY.J.H. 

. Division of Facilities & Operations Support (Post 870413), FISHER, L NRC - No De- 
tailed Affiliation Given. Ip. 41163:202-41163:205. 

—8706030270 Mod 4, requiring contractor to hang pictures & bulletin boards at other 
NRC-occupied bldgs, to "Commercial Facilities Mgt of One White Flint North." 
NOAKES.R.C. Parsons Brinckerhoff Maintenance Services, Inc. WIGGINS.E.J. Division 
of Contracts (Post 870413). NRC-1 0-87-1 71. 87/05/28. 3pp. 41163:203-41163:205. 

8706040129 Notification of cooperative agreement: "Maint & Operation of LPDR,” 
awarded to Univ of Toledo. 

RUNION.D. Contract Negotiation Branch-2. NRC-10-87-335. 87/05/27. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). SOUDER.J. NRC - No 
Detailed Affiliation Given. Ip. 41181:246-41181:248. 

“8706040199 Contract; “Maint & Operation of LPDR,” awarded to Univ of Toledo. 
ALLEN.H.L. Toledo, Univ. of, Toledo. OH. RUNION.D. NRC - No Detailed Affiliation 
Given. NRC-10-87-335. 87/05/27. 2pp. 41181:247-41181:248. 

8706040157 Notification of cooperative agreement: “Maint & Operation of LPDR," 
awarded to York County Library. 

RUNION.D. Contract Negotiation Branch-2. NRC-1 0-87-331. 87/05/27. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). SOUDER.J. NRC - No 
Detailed Affiliation Given. Ip. 41181:273-41181:292. 

“8706040356 Contract: "Maint & Operation of LPDR," awarded to York County Library. 
LYON.D. York County, SC. NORTHERN, S. Division of Contracts (Post 870413). NRC- 
10-87-331. 87/05/27. 19pp. 41181:274-41181:292. 

8706050100 Notification of contract execution, Mod 2,to "Technical Assistance in Devel- 
opment of Engineering Criteria & Requirements for Alternative Near-Surface Meth- 
ods...." ContractorUS Army Engineer Waterways Experiment Station. 

LITTLE, M. Contract Administration Branch. NRC-02-87-006. 87/05/29. 

SURMEIER.J.J. Program Analysis Branch. KANE.J. NRC - No Detailed Affiliation 
Given. Ip. 41201:032-41201:033. 

—8706050120 Mod 2, changing project officer from L Yang to J Kane, to “Technical As- 
sistance In Development of Engineering Criteria & Requirements for Alternative Near- 
Surface Methods for Disposal of Low Level Radwaste," 

* Army, Dept, of, Army Engineer Waterways Experiment Station. WIGGINS.E.J. Divi- 
sion of Contracts (Post 870413). NRC-02-87-006. 87/05/29. 1p. 41201:033- 
41201:033. 
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8706050102 Notification of contract execution, Mod 3, to "Lease/ Purchase of GE Black 
Fox 3WR'6 Simu'ato*' ’’ ContractonGE. 

t-IELDS.,; A Ccr-.ra:! Administration Branch (860421-870413). FIN B-8754. NRC>05- 
B-j-'Oi} t. '.02 BLAHA.J.L. Program Support & Analysis Staff (Pre 870411) 
ROESSLER.S. NRG - No Detailed Affiliation Given. 1p. 41200:170-41200:171. 

-8706050118 Mod 3, providing addi funds for “Lease/Purchase of GE Black Fox BWR/ 
6 Simulator." 

* General Electric Co. WIGGINS, E.J. Division of Contracts (Pre 870413). FIN B-8754 
NRC-05-86-169. 87/02/05. Ip. 41200:171-41200:171. 

8706050113 Notification of contract execution, Mod 12, to "Technical Assistance Assess- 
ment of Repository Siting & Design." Contractor:US Bureau of Mines. 

LITTLE, M. Contract Administration Branch. FIN B-6934. NRC-02-3C-075. 57/05.-'29. 
ROE,J.W. Program Management, Policy Development & AnaLS'.s Staff .s-^os* 87D*'-13) 
TIKT1NSKY,D. NRC - No Detailed Affiliation Given. Ip. 41 201:034-41 20 1':035. 

-8706050121 Mod 12, changing project officer from B Jagannath to DH Tiktinsky.to 
"Technical Assistance Assessment of Repository Siting & Design." 

* Interior, Dept, of. Bureau of Mines. WIGGINS,E.J. Division of Contracts (Post 
870413). FIN B-6934. NRC-02-80-075. 87/05/29. 1p. 41201:035-41201:035. 

8706050332 Notification of contract execution, Mod 4, to "Cognitive Modeling Behavior of 
Nuclear Power Plant Personnel." ContractonWestinghouse. 

HAGEY,H. Contract Administration Branch. FIN D-1167. NRC-04-85-103. 87/05/29. 
GUSTAVE,R. Program Management, Policy Development & Analysis Staff (Post 
870413). RYAN,T.G. NRC - No Detailed Affiliation Given. 1p. 41200:199-41200:200. 

-8706050337 Mod 4,extending period of performance for 2 months at no addI cost,to 
"Cognitive Modeling Behavior of Nuclear Power Plant Personnel." 

NOGA.D.M. Westinghouse Electric Corp. WIGGINS, E.J. Division of Contracts (Post 
870413). FIN D-1167. NRC-04-85-103. 87/05/29. Ip. 41200:200-41200:200. 

8706050359 Notification of contract execution,Mod 5, to "Facilities Mgt of P-634 & Mary- 
land Natl Bank Bldg Computer Facilities." Contractor;SBA,Subcontractor:Kenrob & 
Assoc Inc. 

MEEHAN.B. Contract Administration Branch. FIN D-1387. NRC-33-86-279. 87/05/29. 
MAGEE.W.A. Division of Information Support Services (Post 870413). KING.M. NRC - 
No Detailed Affiliation Given. Ip. 41200:201-41200:202. 

-8706050360 Mod 5, providing incremental funding to fully fund Yr 1 of contract,to “Fa- 
cilities Mgt of P-634 & Maryland Natl Bank Bldg Computer Facilities." 

* Small Business Administration. * Kenrob & Associates, Inc. WIGGINS,E.J. Division 
of Contracts (Post 870413). FIN D-1387. NRC-33-86-279. 87/05/29. Ip. 41200:202- 
41200:202. 

8706050361 Notification of contract execution, Mod 12, to "Use of TVA Reactor Simula- 
tor Facilities at Chattanooga, TN for Training on Browns Ferry, Sequoyah & Bellefonte 
Simulators." ContractonTVA. 

MEEHAN.B. Contract Administration Branch. FIN B-8717. NRC-05-84-153. 87/05/29. 
JORDAN.E. Office for Analysis & Evaluation of Operational Data. Director. SHOWE.S. 
NRC - No Detailed Affiliation Given. Ip. 41200:203-41200:205. 

--8706050363 Mod 12, providing incremental funds & increasing ceiling, to "Use of TVA 
Reactor Simulator Facilities at Chattanooga, TN for Training on Browns 
rcf:y.St?::uoy<'!h & Bellefonte Simulators," 

SAIN, ...I- ■■(I'lnessee Valley Authority. WIGGINS, E.J. Division of Contracts (Post 
870413). FIN B-8717. NRC-05-84-153, 87/05/29. 2pp. 41200:204-41200:205. 

8706080006 Notification of contract execution, Mod 2, to "NRC Practice & Procedure 
Digest." Contractor:Aspen Sys Corp. 

VITALE.P. Contract Administration Branch. FIN B-1588. NRC-1 8-87-31 6. 87/06/02. 
MURRAY.J.P. Office of the General Counsel. LEWIS, S. NRC - No Detailed Affiliation 
Given. Ip. 41211:357-41211:359. 

—8706080013 Mod 2, modifying Subsection F.1.1 re deliverable end Items.to “NRC Prac- 
tice & Procedure Digest." 

BRANNOCK.E.A, Aspen Systems. Inc. WIGGINS, E.J. Division of Contracts (Post 
870413). FIN B-1588. NRC-1 8-87-31 6. 87/06/02. 2pp. 41211:358-41211:359. 

8706080018 Notification of contract execution.Mod 10, to “Automated Data Processing 
Sys Maint" Contractor:SBA.Subcontractor: Technassociates.lnc. 

LITTLE.M. Division of Contracts (Post 870413). FIN D-1391. NRC-33-06-266. 87/06/ 
02, MCDONALD, W.G., BURTON. J. NRC - No Detailed Affiliation Given. 1p. 
41211:156-41211:158. 

—8706080026 Mod 10, providing incremental funding & changing key personnel clause, to 
“Automated Data Processing Sys Maint." 

* Small Business Administration. * Technassociates, Inc. WIGGINS, E.J. Division of 
Contracts (Post 870413). FIN D-1391. NRC-33-86-266. 87/06/02. 2pp. 41211:157- 
41211:158. 

8706080045 Notification of contract execution.Mod 2, to "Publication of Proceedings for 
Waste Mgt 87." Contractor: Univ of Arizona. 

LITTLE.M. Contract Administration Branch. NRC-02-87-007. 87/05/29. ROE.J.W. Pro- 
gram Management, Policy Development & Analysis Staff (Post 870413). 
WIDMAYER.D. NRC - No Detailed Affiliation Given. Ip. 41212:001-41212:002. 

—8706080048 Mod 2, changing project officer under grant to D Widmayer.to "Publication 
of Proceedings for Waste Mgt 87." 

* Arizona, Univ. of, Tucson, AZ. WIGGINS,E.J. Division of Contracts (Post 870413). 
NRC-02-87-007. 87/05/29. Ip. 41212:002-41212:002. ^ 

8706080052 Notification of contract execution.Mod 7, to “Ofc Moving." 

ContractonAlliance Moving & Storage, Inc. 

VITALE.P, NRC - No Detailed Affiliation Given. NRC-1 0-86-256. 87/05/21. 
CORLEY. J.H., ESTEP.G. NRC - No Detailed Affiliation Given. 1p. 41211:288- 
41211:291. 

—8706080055 Mod 7, increasing contract ceiling amount for moves due to NRC 
reorganization, to “Ofc Moving." 

THOMAS.M.E. Small Business Administration. RILEY.J.A. Alliance Moving & Storage, 
Inc. WIGGINS, E.J. Division of Contracts (Post 870413). NRC-1 0-86-255. 87/05/21. 
3pp. 41211:289-41211:291, 


8706080139 Notification of cooperative agreement: "Maint & Operation of LPDR," 
awarded to Pennsville Public Library. 

NIEMEYER.E. Contract Negotiation Branch-1. NRC-1 0-87-339. 87/06/01. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). SOUDER.J. NRC - No De- 
tailed Affiliation Given, ip. 41210:276-41210:295. 

-8706080143 Cooperative agreement: “Maint & Operation of LPDR," awarded to 
Pennsville Public Library. 

BLOCKSOM.R. Pennsville, NJ. NIEMEYER.E. Division of Rules & Records (Post 
870413). NRC- 10-87-339. 87/06/01. 19pp. 41210:277-41210:295. 

8706080212 Notification of contract execution.Mod 2 ,to “Lease /Purchase of GE Black 
Fox BWR/6 Simulator." ContractonGE. 

FIELDS.J. NRC - No Detailed Affiliation Given. FIN B-8754. NRC-05-86-169. 87/02/ 
06. BLAHA.J.L. Program Support & Analysis Staff (Pre 870411). ROESSLER.S. NRC - 
No Detailed Affiliation Given. Ip. 41208:191-41208:196. 

-8706080214 Mod 2,revising contract scope of work & adding funds, to "Lease/Pur- 
chase of GE Black Fox BWR/6 Simulator." 

* General Electric Co. WIGGINS.E.J. Division of Contracts (Pre 870413). FIN B-8754. 
NRC-05-86-169. 87/02/06. 5pp. 41208:192-41208:196. 

8706080287 Notification of contract execution: "Acquisition of Modems," awarded to 
General DataComm.lnc. 

FLYNN.M.J. Contract Negotiation Branch-1. FIN D-1883. NRC-33-87-248. 87/05/21. 
EYSYMONTT.G. Division of Computer & Telecommunications Services (Post 870413). 
BROWNELLS. NRC - No Detailed Affiliation Given, ip. 41211:058-41211:097. 

“8706080291 Contract: "Acquisition of Modems," awarded to General DataComm.lnc. 

* General DataComm, Inc, HAGAN, T.F. Division of Contracts (Post 870413). FIN D- 
1883. NRC-33-87-248. 87/05/21. 3pp. 41211:059-41211:061. 

“8706080294 Forwards Amend 6 to RS-ADM-87-205 (formerly RS-ADM-86-380), chang- 
ing specs of contract solicitation Sections C.1.2.2, C.1.2.3 & C.1.2.4 & extending date 
& time for receipt of bids to 870204. 

* NRC - No Detailed Affiliation Given. 87/01/27. BRENNAN,T.J, General DataComm, 
Inc. 36pp. 41211:062-41211:097. 

8706080295 Notification of contract execution: “Acquisition of Modems," awarded to 
Anderson Jacobson. 

FLYNN.M. Contract Negotiation Branch-1. FIN D-1883. NRC-33-87-248. 87/05/26. 
EYSYMONTT.G. Division of Computer & Telecommunications Services (Post 870413). 
BROWNELL.B. NRC - No Detailed Affiliation Given. Ip. 41210:200-41210:253. 

“8706080297 Contract: "Acquisition of Modems," awarded to Anderson Jacobson. 

* Anderson-Jacobson, Inc. HAGAN, T.F. Division of Contracts (Post 870413). FIN D- 
1883. NRC-33-87-248. 87/05/26. 3pp. 41210:201-41210:203. 

“8706080302 Forwards Amend 6 to RS-ADM-87-205 (formerly RS-ADM-86-380), chang- 
ing specs of contract solicitation Sections C.1.2.2, C.1.2.3 & C.1,2.4 & extending date 
& time for receipt of bids to 870204. 

* NRC - No Detailed Affiliation Given. 87/01/27. BELANGER, S. Anderson-Jacobson, 
Inc. 50pp. 41210:204-41210:253. 

8706090154 Notification of grant execution: “Colloquium on Alternative Means of Dis- 
pute Resolution in Agency Decisionmaking," awarded to Administrative Conference of 
US. 

UMBEL.D. Division of Contracts (Pre 870413). FIN G-1119. NRC-04-87-097. 87/05/ 
29. GUSTAVE.R.P. Program Management, Policy Development & Analysis Staff (Post 
870413). RICHTER, B.J. NRC - No Detailed Affiliation Given. Ip. 41231:172- 
41231:174. 

“8706090161 Grant: “Colloquim on Alternative Means of Dispute Resolution in Agency 
Decisionmaking," awarded to Administrative Conference of US. 

MANN,D.F. Administrative Conference of the U.S. THOMPSON, R.D. NRC - No De- 
tailed Affiliation Given. FIN G-1119. NRC-04-87-097. 87/05/29. 2pp. 41231:173- 
41231:174. 

8706090272 Notification of contract execution; “Purchase of NDE Matls Testing Sys.” 
Contractor:lnfometrics,lnc. 

UMBEL,D. Division of Contracts (Post 870413). FIN B-8369. NRC-28-87-271. 87/05/ 
27. MCOSCAR.J. Region 1, Office of Director. STROSNIDER,J. NRC - No Detailed 
Affiliation Given. Ip. 41231:011-41231:029. 

“8706090282 Contract: “Purchase of NDE Matls Testing Sys," awarded to 
Infometrics.Inc. 

* Infometrics, Inc. THOMPSON, R.D. Contract Administration Branch. FIN B-8369. 
NRC-28-87-271. 87/05/27. 18pp. 41231:012-41231:029. 

8706100012 Notification of contract execution.Mod 8, to “Update of NRC Rules & Regu- 
lations." ContractonSBA.Subcontractor: Metrotec.Inc. 

PAGE.M. Contract Administration Branch. NRC-1 0-85-248. 87/06/03. GRIMSLEY.D.H. 
Division of Rules & Records (Post 870413), MEYER, D.L. NRC - No Detailed Affiliation 
Given. Ip. 41248:017-41248:018. 

“8706100015 Mod 8, changing project officer from MT Lesar to OL Meyer, to "Update of 
NRC Rules & Regulations.” 

* Small Business Administration. * Metrotec, Inc. WIGGINS.E.J. Division of Contracts 
(Pre 870413). NRC-1 0-85-248. 87/06/03. Ip. 41248:018-41248:018. 

8706100019 Notification of contract execution.Mod 2, to "BWR Nuclear Engineering 
Course.” Con tractor :GE. 

HAGEY.H. Contract Administration Branch. FIN B-8758. NRC-05-86-151 . 87/05/15. 
JORDAN.E. Office for Analysis & Evaluation of Operational Data. Director. 
ROESSLER.S. NRC - No Detailed Affiliation Given. Ip. 41248:019-41248:021. 

“8706100024 Mod 2, extending period of performance & increasing cost ceiling & obli- 
gated amount by $31 ,000, to “BWR Nuclear Engineering Course." 

HENDRICKS, C.D. General Electric Co. WIGGINS.E.J. Office of Administration & Re- 
sources Management, Director (Post 870413). FIN B-8758. NRC-05-86-151. 87/05/ 
15. 2pp. 41248:020-41248:021. 

8706110242 Notification of contract execution.Mod 1,to “Local Telephone Svc for 
Region I." Contractor:Bell Telephone of Pennsylvania. 

DORSEY, M. Division of Contracts (Post 870413). FIN C-1009. NRC-28-87-266. 87/ 
06/04. GODY,A.T. Region 1, Office of Director. GIANIOS.C. NRC - No Detailed Affili- 
ation Given. Ip. 41261:039-41261:042. 
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—8706110249 fw'od l.'ncreasing total estimated amount of contract to provide for instal- 
lation & lease of Cenirex Svs'l’-o "Local Telephone Svc for Region I.” 

WALDEYER.J.T. Bell of Pennsylvania. WIGGINS.E. Division of Contracts (Post 
870413). FIN C-1009. NRC-28-87.266. 87/06/04. 3pp. 41261:040-41261:042. 

8706120123 Notification of contract execution, Mod 2, to “Licensing Assistance in Geo- 
technical & Hydrological Evaluations." Contractor;SBA.Subcontractor:Goodson & 
Assoc Inc 

DORSEY, M. Contract Administration Branch. FIN B-8513. NRC-31 -85-377. 87/06/08. 
SMITH, R.D., GARCIA,P. Uranium Recovery Field Office. Ip. 41280:114-41280:117. 

-8706120127 Mod 2, reducing ceiling amount of contract,to “Licensing Assistance in 
Geotechnical & Hydrological Evaluations." 

MARTINE2,J. Small Business Administration. GOODSON,R.P. Goodson & Associates, 
Inc. WIGGINS, E.J. Division of Contracts (Post 870413). FIN B-8513. NRC-31 -85-377. 
87/06/08. 3pp. 41280:115-41280:117. 

8706120134 Notification of contract execution, Mod 2,tc "Prir^ar,' Interexchange Carrier 
for NRC Long Distance Telecommunications R-oq^.- r-rncr ts " Contractor: AT&T Com- 
munications. 

VITALE, P. Contract Administration Branch. NRC-33-87-235. 87/06/05. 

EYSY.MONTT,G. Division of Computer & Telecommunications Services (Post 870413). 
SHAVERS.M. NRC - No Detailed Affiliation Given. Ip. 41280:145-41280:147. 

“8706120152 Mod 2,modifying Subsection H.3, “Special Billing Provisions,” to “Primary 
Interexchange Carrier for NRC Long Distance Telecommunications Requirements." 
GUARRACINO,C.P. AT&T Communications. WIGGINS, E.J. Division of Contracts (Post 
870413). NRC-33-87-235. 87/06/05. 2pp. 41280:146-41280:147. 

8706120142 Notification of contract execution, Mod 5,to “Hydrogeologic Evaluation of U 
Recovery Facilities." Contractor:Williams & Assoc, Inc. 

DORSEY,M. Contract Administration Branch. FIN B-8505. NRC-31 -84-501. 87/06/05. 
ROSE,H. Uranium Recovery Field Office. KONWINSKf.G.R. NRC - No Detailed Affili- 
ation Given. 1 p. 41 280: 1 73-41 280: 1 75. 

“8706120148 Mod 5,deobligating funds, to “Hydrogeologic Evaluations of U Recovery 
F3ciiiti0s ** 

WILLIAMS,R.E. Williams & Associates. WIGGINS,E.J. Division of Contracts (Post 
870413). FIN B-8505. NRC-31 -84-501. 87/06/05. 2pp. 41280:174-41280:175. 

8706120219 Corrected notification of contract execution,Mod 11, to “Geophysical-Geo- 
logical Studies of Possible Extensions of Nev/ Madrid Fault Zone.” ContractonPurdue 
Research Foundation.Ending period of performance changed to 870630. 

BELL.S. Contract Administration Branch (860421-870413). NRC-04-81 -195-01. 87/04/ 
08. GUSTAVE, R. Office of Nuclear Regulatory Research, Director (Post 860720). 
2URFLUEH,E. NRC - No Detailed Affiliation Given. Ip. 41187:282-41187:282. 


8706150139 Notification of contract execution,Mod 3,to "Southern Appalachian Region- 
al Seismographic Network." Contractor: Memphis State Univ. 

FIELDS, J.A. Contract Administration Branch. FIN D-1553. NRC-04-85-107. 87/06/09. 
GOLLER.K. Office of Nuclear Regulatory Research, Director (Post 860720). 
MCMULLEN, R. NRC - No Detailed Affiliation Given. Ip. 41304:276-41304:278. 

”8706150143 Mod 3, providing incremental funds & changing NRC project officer to R 
McMullen,to “Southern Appalachian Regio^a' Seismoqraohd Network.” 

* Memphis State Univ., Memphis, TN. .vlDG.NS iT J. :: viscr. of Contracts (Post 
870413). FIN D-1553. NRC-04-85-107. 87/06/09. 2pp. 41304:277-41304:278. 

8706160259 Notification of contract execution, Mod 40, to "Licensing Technical Assist- 
ance." Contractor:Science Applications International Corp. 

HUGHES.A. NRC - No Detailed Affiliation Given. FIN D-1026. NRC-02-83-035. 87/06/ 
11. THOMPSON, H. Office of Nuclear Material SafeN- 8. Sa^ocuards.Droclc' 
LOYSEN,P. NRC - No Detailed Affiliation Given. 1p. T/B ■■■■■■ 334 3'J7, 

-8706160263 Mod 40.decreasing contract amount & amount obligated by 
Commission,to “Licensing Technical Assistance." 

LEVICK.M.L. Science Applications International Corp. (formerly Science Applications, 
Inc.). BELL.S. Division of Contracts (Post 870413). FIN D-1026. NRC-02-83-035 87/ 
06/11. Ip. 41334:307-41334:307. 

8706170042 Notification of contract execution,Mod 7,to "Sys Enqineerinq Expertise " 
Contractor: MITRE Corp. 

FIELDS,J. Contract Administration Branch. FIN B-8686. NRC-03-85-060. 87/06/08. 
FUNCHES.J.L. Office of Nuclear Reactor Regulatic" □■'•octor (Post 870411). POLK.H. 
NRC - No Detailed Affiliation Given. Ip. 4 [jv 

“8706170055 Mod 7,adding incremental funding to basic contract to, “Sys Engineering 
Expertise." 

* Mitre Corp. WIGGINS, E.J. Division of Contracts (Post 870413). FIN B-8685 NRC- 
03-85-060. 87/06/08. 2pp. 41382:300-41382:301. 

8706170199 Notification of contract execution: “Sensitive Nuclear Export Control Fact 
Book," awarded to US Customs Svc. 

COLEMAN,R. Contract Negotiation Branch-1. FIN D-1436. NRC-08-87-330. 87/05/18. 
SHEA.J.R. International Programs. HEMBY.E. NRC - No Detailed Affiliation Given. Ip. 
41381:239-41381:242. 


—8706170235 Ltr Contract NRC-08-87-330 to "Sensitive Nuclear Export Control Fact 
Book." 

HAGAN, T.F. NRC - No Detailed Affiliation Given. FIN D-1436. NRC-08-87-330. 87/02/ 
09. ANGELLATTA.L. Treasury, Dept, of, U.S. Customs Service. 3pp. 41381:240- 
41381:242. 


8706120309 Notification of contract execution, Mod 2,to “Assessment & Application of 
Thermal Hydraulic Phenomena for Severe Accident Decisions." ContractonUniv of 
California, Santa Barbara. 

FIELDS, J. Contract Administration Branch. FIN D-1341. NRC-03-86-055. 87/06/09. 
MORRIS, B.M. Office of Nuclear Reactor Recu'aticn. Dl.-octor (Post 870411). ALLEN,C. 
NRC - No Detailed Affiliation Given. 1p. 4:2'j J.3‘-S-4-.2SC:C2J 

-8706120314 Mod 2. providing incremental funds, to “Assessment & Application of Ther- 
mal Hydraulic Phenomena for Severe Accident Decisions." 

* California, Univ. of. Santa Barbara, CA. WIGGINS, E.J, Division of Contracts (Post 
870413). FIN D-1341. NRC-03-86-055. 87/06/09. 2pp. 41280:019-41280:020. 

8706120349 Notification of contract execution, Mod 5, to “Develop Principles for Design 
of Future Federal Research Program on Safety of Nuclear Power Generation." 
ContractonNAS. 

FIELDS, J.A. Contract Administration Branch. NRC-04-85-128. 87/02/17. GUSTAVE, R. 
Office of Nuclear Regulatory Research. Director (Post 860720). KELBER.C. NRC - No 
Detailed Affiliation Given. Ip. 41280:244-41280:245. 

-8706120351 Mod 5. extending period of performance to 870228, to “Develop Principles 
for Design of Future Federal Research Program on Safety of Nuclear Power Genera- 
tion." 

SMITH, P.M. National Academy of Sciences. WIGGINS.E.J. Division of Contracts (Post 
870413). NRC-04-85-128. 87/02/17. Ip. 41280:245-41280:245. 

8706150001 Notification of contract execution: "Maint & Operation of LPDR,” awarded 
to Univ of North Carolina at Wilmington. 

KNOX.E. Contract Negotiation Branch-1. NRC-1 0-87-215. 87/06/08. GRIMSLEY.D.H. 
Division of Rules & Records (Post 870413). SOUDER.J. NRC - No Detailed Affiliation 
Given. Ip. 41305:008-41305:016. 

“8706150002 Contract: “Maint & Operation of LPDR.” awarded to Univ of North Caroli- 
na at Wilmington. 

HIATT, S. North Carolina. Univ. of, Wilmington, NC. KNOX,E. Contract Negotiation 
Branch-1. NRC-1 0-87-21 5. 87/06/18. 8pp. 41305:009-41305:016. 

8706150033 Notification of contract execution, Mod 5, to "Technical Assistance for 
Vendor & Contractor Insps." Contractor; SMC O’Donnell & Assoejne. 

FIELDS,J.A. Contract Administration Branch. FIN B-8727. NRC-05-86-166. 87/06/10. 
SLAHA.J.L., PETTIS, R. NRC - No Detailed Affiliation Given. Ip. 41345:146-41345:147. 


8706170480 Notification of contract execution, Mod 2, to "Electrostatic Copying Sves." 
ContractonFacilities Mgt. 

LITTLE, M. -Contract Administration Branch. NRC-1 7-85-206. 87/06/10. HOYLE, J.C, 
Office of the Secretary of the Commission. KRONEBUSCH.J. NRC - No Detailed Affili- 
ation Given. Ip. 41383:137-41383:138. 

“8706170487 Mod 2, extending period of performance to 870708,to “Electrostatic Copy- 
ing Sves.’’^ 

3R-JMMER,n.K Facilities Management. WIGGINS.E.J. Division of Contracts (Post 
870413). NRC-1 7-85-206. 87/06/10. Ip. 41383:138-41383:138. 

8706180019 Notification of contract execution, Mod 14, to “Radionuclide Migration 
Around U Ore Bodies - Analogue of Radwaste Repositories." Contractor:AAEC. 
FIELDS, J. Contract Administration Branch (860421-870413). NRC-04-81 -172. 87/04/ 
08. GUSTAVE.R. Office of Nuclear Regulatory Research, Director (Post 860720). 
BIRCHARD, G. NRC - No Detailed Affiliation Given. Ip. 41393:212-41393:213. 

-8706180034 Mod 14, recognizing administrative changes due to NRC reorganization, to 
"Radionuclide Migration Around U Ore Bodies - Analogue of Radwaste Respositor- 
ies." 

* Australia, Govt. of. WIGGINS.E.J. Division of Contracts (Post 870413). NRC-04-81 - 
172. 87/04/08. Ip. 41393:213-41393:213. 

8706180022 Notification of contract execution, Mod 4,to “Word Processing Sves." 
Contractor: Keyboard Communications. 

HUGHES, A.M. Contract Administration Branch. NRC-1 0-85-21 2. 87/06/11, 

EYSYMONTT.G.P. Division of Computer & Telecommunications Services (Post 
870413). JOHANSEN, J. NRC - No Detailed Affiliation Given. Ip. 41392:356- 
41392:357. 


-8706180033 Mod 4,deobligating excess funds, to "Word Processing Sves," 

BRIGGS, H.J. Keyboard Communications, Inc. BELL,S.A. Division of Contracts (Post 
870413). NRC-1 0-85-21 2. 87/06/11. Ip. 41392:357-41392:357. 

8706180166 Notification of contract execution; "Maint & Operation of LPDR," awarded 
■ to TH Middleton Library, Louisiana State Univ. 

SMITH, P. Contract Negotiation Branch-1. NRC-1 0-87-337. 87/06/15. GRIMSLEY.D. 
Division of Rules & Records (Post 870413), SOUDER.J. NRC - No Detailed Affiliation 
Given. Ip. 41392:243-41392:245. 


-8706150043 Mod 5, adding incremental funding, to “Technical Assistance for Vendor & 
Contractor Insps." 

* O’Donnell & Associates, Inc. WIGGINS.E.J. Division of Contracts (Post 870413). FIN 
B-8727. NRC-05-86-166. 87/06/05. Ip. 41345:147-41345:147. 


“8706180403 Contract: “Maint & Operation of LPDR." awarded to TH Middleton Li- 
brary, Louisiana State Univ. 

PIKE.R.W. Louisiana State Univ., Baton Rouge, LA. SMITH, P. Division of Contracts 
(Post 870413). NRC-1 0-87-337. 87/06/15. 2pp, 41392:244-41392:245. 


8706150107 Notification of contract execution, Mod 8, to “Mr Hill Shall Serve as Adminis- 
trative Judge on ASLBP." ContractonE Hill. 

VITALE, P.A. Contract Administration Branch. NRC-2 1-83-426. 87/06/08. 
COTTER.B.P., FITTi.C. Atomic Safety and Licensing Board Panel. Ip. 41304:353- 
41304:356. 


8706180267 Notification of contract execution, Mod 7, to “Update of NRC Rules & Regu- 
lations." Conlra:*.or-S[3A.S.jbco''i!raoto':Mo:rc):oc. ‘-'.c. 

PAGE.M. Co-r.ract Acn-.nistration B.-arch. NR:;-::-b.5-2-'-f:. 87/06/08, GRIMSLEY.D.H 
Division of Rules & Records (Post 870413). LESAR,M. NRC - No Detailed Affiliation 
Given. Ip. 41393:217-41393:228. 


-8706150111 Mod 8, extending period of performance add! 10 months, increasing con- 
tract^ceiling & obligating addi funds, to “Mr Hill Shafl Serve as Administrative Judge on 


HILL,E.E. Affiliation Not Assigned. WIGGINS.E.J. Division of Contracts (Post 870413) 
NRC-21 -83-426. 87/06/08. 3pp. 41304:354-41304:356. 


•8706180278 Mod 7,extending contract term for 1 yr & revising wage determination, to 
“Update of NRC Rules & Regulations.” 

THOMAS, M.E. Small Business Administration. NELSON, J.E. Metrotec, Inc. 
EDGEWORTH, P.J. Division of Contracts (Post 870413). NRC-1 0-85-248. 87/06/08. 
11pp. 41393:218-41393:228. 
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8706180340 Notification of contract execution. Mod 5, to ‘‘Conversion & Implementation 
of Contract Preparation Sys." Contractor: CRC Sys.Inc. 

BELL.S. Contract Administration Branch. NRC-33-86-291. 87/06/09. EYSYMONTT.G. 
Division of Computer & Telecommunications Services (Post 870413). ABBOTT, C. 
NRC • No Detailed Affiliation Given. Ip. 41392:254-41392:256. 


—8706240023 Mod 17, recognizing administrative changes due to NRC reorganization to, 
“Coordination of Federal/State Radiation Control Activities & Assistance in Solving 
Radiation Control Problems." 

* Health & Human Services. Dept. of. WIGGINS, E.J. Division of Contracts (Post 
870413). NRC-06-76-247. 87/06/18. Ip. 41450:038-41450:038. 


-8706180476 Mod 5, extending period of performance completion date at no addi cost 
& changing facility address, to ‘‘Conversion & Implementation of Contract Preparation 
Sys.” 

COOPER.R.A. CRC Systems. Inc. WIGGINS, E.J. NRC - No Detailed Affiliation Given. 
NRC-33-86-291. 87/06/09. 2pp. 41392:255-41392:256. 


8706220116 Notification of contract execution, Mod 5, to “Development of Info Mgt Sys - 
Phase 11." ContractonWilson Hill Assoc, Inc. 

HUGHES.A. Contract Administration Branch. FIN B-8731. NRC-33-85-318. 87/06/16. 
EYSYMONTT.G. P. Division of Computer & Telecommunications Services (Post 
870413). CARTER.J. NRC - No Detailed Affiliation Given. Ip. 41416:182-41416:184. 

-8706220129 Mod 5,deobligating excess funds remaining in contract while closeout 
process continues, to ‘‘Development of Info Mgt Sys • Phase II." 

HILL.P.W. Wilson Hill Associates, Inc. BELL.S. A. Division of Contracts (Post 870413). 
FIN B-8731. NRC-33-85-318. 87/06/16. 2pp. 41416:183-41416:184. 

8706220171 Notification of contract execution.Mod 3, to “Technical Assistance in Sup- 
port of NRC Licensing Activities." ContractorrScience Applications Inti Corp. 

FIELDS, J.A. Contract Administration Branch. FIN D-1313. NRC-03-87-029. 87/06/15. 
BAJWA.S.S. Office of Nuclear Reactor Regulation, Director (Post 870411). WEST.S. 
NRC - No Detailed Affiliation Given. Ip. 41417:315-41417:317. 

-8706220176 Mod 3, providing addI funds, to "Technical Assistance in Support of NRC 
Licensing Activities.” 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
WIGGINS, E.J. Division of Contracts (Post 870413). FIN D-1313. NRC-03-87-029. 87/ 
06/15. 2pp. 41417:316-41417:317. 

8706220501 Notification of grant execution: “Evaluation of Structural Reliability in Stain- 
less Steel Pipe Weldments," awarded to Oregon Graduate Ctr, 

DEMARCO,D. Contract Negotiation Branch-2. FIN G-1107. NRC-G-04-87-105. 87/05/ 
28. GUSTAVE, R. Program Management, Policy Development & Analysis Staff (Post 
870413). MUSCARA,J. NRC - No Detailed Affiliation Given. Ip. 41417:280-41417:302. 

“8706220509 Grant: "Evaluation of Structural Reliability in Stainless Steel Pipe Weld- 
ments," awarded to Oregon Graduate Ctr. 

HUNTZICKER.J.J. Oregon Graduate Center, Beaverton, OR. FIN G-1107. NRC-G-04- 
87-105. 87/05/28. 22pp. 41417:281-41417:302. 

8706230078 Notification of contract execution: “NRC Comanche Peak Ofc Complex," 
awarded to Texas Utils Electric Co. 

SMiTH,P.A. Division of Contracts (Post 870413). FIN B-8516. NRC-35-87-341 . 87/06/ 
05. KEPPLER.J.G. Office of Special Projects. GRIMES, C. NRC - No Detailed Affiliation 
Given. 1p. 41437:039-41437:048. 

-8706230081 Contract: "NRC Comanche Peak Ofc Complex,” awarded to Texas Utils 
Electric Co. 

HALL,M. TU Electric (formerly Texas Utilities Generating Co.). THOMPSON,R.D. NRC 
- No Detailed Affiliation Given. FIN B-8516. NRC-35-87-341. 87/06/05. 9pp. 
41437:040-41437:048. 


8706240001 Notification of contract execution.Mod 5, to "NRC Ofc Automation Projects 
Evaluation." ContractonGeneral Svcs Admin, Ofc of Info Technology, 

LITTLE,M. Contract Administration Branch. NRC-33-85-337. 87/06/18. MAGEE. W., 
PAULSEN, G. NRC - No Detailed Affiliation Given. 1p. 41450:113-41450:114. 

-8706240002 Mod 5,recognizing administrative changes due to NRC reorganization, to 
"NRC Ofc Automation Projects Evaluation.” 

• General Services Administration. WIGGINS,E.J. Division of Contracts (Post 870413). 
NRC-33-85-337. 87/06/18. Ip. 41450:114-41450:114.- 

8706240003 Notification of contract execution.Mod 4, to "Independent Assessment & 
Analysis.” ContractonFranklin Research Ctr.Div of Calspan Corp. 

FIELDS.J.A. Contract Administration Branch. NRC-05-86-168. 87/06/17. ROSSI.C.E. 
Division of Operational Events Assessment (Post 870411). HIGGINS, K. NRC - No De- 
tailed Affiliation Given. Ip. 41450:115-41450:117. 

-8706240005 Mod 4,changing project officer & address for deliverables, to "Independent 
Assessment & Analysis.’^ 

* Calspan Corp. (subs. Arvin Industries/Franklin Research Center). WIGGINS, E.J. Di- 
vision of Contracts (Post 870413). NRC-05-86-168. 87/06/17. 2pp. 41450:116- 
41450:117. 


8706240015 Notification of contract execution.Mod 3, to "Independent Assessment of 
Advanced LWR Requirements Documents.” 

Contractor:SBA.Subcontractor:SciGntech,lnc, 

FIELDS.J. Contract Administration Branch. NRC-03-86-057. 87/06/18. BLAHA.J.L 
Planning, Program & Management Support Branch (Post 87041 1 ). MORAN,D. NRC - 
' No Detailed Affiliation Given. Ip. 41450:139-41450:140.’ 

-8706240018 Mod 3,recognizing administrative changes due to NRC reorganization.to 
"Independent Assessment of Advanced LWR Requirements Documents." 

* Small Business Administration. * Scientech, Inc. WIGGINS, E.J. Division of Contracts 
(Post 870413). NRC-03-86-057. 87/06/18. Ip. 41450:140-41450:140. 

8706240017 Notification of contract execution.Mod 3, to "Technical Assistance for 
Design Insp Svcs," Contractor:Westec Svcs, Inc. 

BA2IN,J.P. NRC - No Detailed Affiliation Given. FIN B-8762. NRC-06-86-1S5. 87/06/ 
17. BAJWA.S.S. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PARKHILL.R. NRC - No Detailed Affiliation Given. Ip. 41450:141-41450:142. 


8706240029 Notification of grant execution.Mod 8, to ‘‘Formulation of Recommendations 
on Radiation Protection & Measurement re Technology Base Needed to Assess 
Safety of Nuclear Power." ContractorNCRPM. 

DORSEY. M, Contract Administration Branch. NRC-G-04-81-029. 87/06/18. 

GUSTAVE, R. Program Management, Policy Development & Analysis Staff (Post 
870413). FOULKE.J. NRC - No Detailed Affiliation Given. 1p. 41450:054-41450:055. 

“8706240034 Mod 8, recognizing administrative changes due to NRC reorganization.to 
“Formulation of Recommendations on Radiation Protection & Measurement re Tech- 
nology Base Needed to Assess Safety of Nuclear Power." 

* National Council on Radiation Protection & Measurements. WIGGINS.E.J. Division of 
Contracts (Post 870413). NRC-G-04-81-029. 87/06/18. Ip. 41450:055-41450:055. 

8706240030 Notification of contract execution.Mod 6, to “Support of Continuing Activities 
of US Natl Committee of Tunneling Technology.” Contractor:US Bureau of Mines. 
LITTLE.M. Contract Administration Branch. NRC-02-84-004. 87/06/18. EVANS, J. 
Office of Nuclear Material Safety & Safeguards, Director. TANIOUS.N. NRC - No De- 
tailed Affiliation Given. Ip. 41450:056-41450:057. 

“8706240035 Mod 6,changing billing address as result of NRC reorganization.to "Sup- 
port of Continuing Activities of US Natl Committee of Tunneling Technology.” 

* Interior, Dept, of, Bureau of Mines. WIGGINS.E.J. Division of Contracts (Post 
870413). NRC-02-84-004. 87/06/18. Ip. 41450:057-41450:057. 

8706240032 Notification of contract execution.Mod 1 ,to "Development of Radwaste Ac- 
countability Sys Based on Heat Release Monitoring." Contractor:Geoscience,Ltd. 
FIELDS.J. Contract Administration Branch. NRC-04-86-132. 87/06/17. GUSTAVE.R. 
Office of Nuclear Regulatory Research, Director (Post 860720). SWANBERG.J. NRC - 
No Detailed Affiliation Given. Ip. 41450:058-41450:059. 

“8706240038 Mod 1, extending contract period of performance at no addi cost, to "De- 
velopment of Radwaste Accountability Sys Based on Heat Release Monitoring." 
SABIN, C.M. Geoscience, Ltd. WIGGINS.E.J. Division of Contracts (Post 870413). 
NRC-04-86-132. 87/06/17. Ip. 41450:059-41450:059. 

8706240066 Notification of contract execution.Mod 2,to “Support Svcs for Evaluation of 
Severe Accident Phenomena." Contractor: BMI. 

HAGEY.H. Contract Administration Branch. FIN D-1595. NRC-04-87-066. 87/06/01. 
GUSTAVE.R. Program Management, Policy Development & Analysis Staff (Post 
870413). WALKER.T. NRC - No Detailed Affiliation Given. Ip. 41450:071-41450:073. 

“8706240076 Mod 2, providing FY87 funds & changing key personnel & billing 
address.to "Support Svcs for Evaluation of Severe Accident Phenomena." 

* Battelle Memorial Institute, Columbus Laboratories. WIGGINS.E.J. Division of Con- 
tracts (Post 870413). FIN D-1595. NRC-04-87-066. 87/06/15. 2pp. 41450:072- 
41450:073. 

8706240128 Notification of contract execution.Mod 3,to "Calibr of Site Analysis Branch 
Economic impacts of Accidents." Contractor: Bureau of Economic Analysis.Dept of 
Commerce. 

FIELDS.J. Contract Administration Branch. NRC-03-85-057. 87/06/18. BLAHA.J.L. 
Planning, Program & Management Support Branch (Post 870411). CLEARY.D. NRC - 
No Detailed Affiliation Given. Ip. 41454:157-41454:158. 

“8706240146 Mod 3,recognizing administrative changes due to NRC reorganization.to 
"Calibr of Site Analysis Branch Economic Impacts of Accidents.” 

* Commerce, Dept. of. WIGGINS.E.J. Division of Contracts (Post 870413). NRC-03- 
85-057. 87/06/18. Ip. 41454:158-41454:158. 

8706240171 Notification of contract execution.Mod 8, to "Review & Analysis of Selected 
Topics in Nuclear Safety Regulatory." ContractorNAS. 

BELL.S. Contract Administration Branch. NRC-03-84-069. 87/06/18. BLAHA.J.L Plan- 
ning, Program & Management Support Branch (Post 87041 1). SPEIS.T. NRC - No De- 
tailed Affiliation Given. Ip. 41451:243-41451:244. 

“8706240175 Mod 8, recognizing administrative changes due to NRC reorganization.to 
“Review & Analysis of Selected Topics in Nuclear Safety Regulatory." 

* National Academy of Sciences. WIGGINS.E.J. Office of Administration & Resources 
Management, Director (Post 870413). NRC-03-84-069. 87/06/18. Ip. 41451:244- 
41451:244. 

8706240278 Notification of contract execution.Mod 12, to “Geotechnical Engineering 
Casework Review II,” Contractor: Dept of Army, Corps of Engineers. 

FIELDS,J. Contract Administration Branch. NRC-03-82-102. 87/06/18. BLAHA,J.L 
Planning, Program & Management Support Branch (Post 870411). BALLARD.R. NRC - 
No Detailed Affiliation Given. Ip. 41451:245-41451:246. 

“8706240290 Mod 12 , recognizing administrative changes due to NRC reorganization.to 
"Geotechnical Engineering Casework Review II.” 

* ’Army, Dept, of, Corps of Engineers. WIGGINS.E.J. Division of Contracts (Post 
870413). NRC-03-82-102. 87/06/18. Ip. 41451:246-41451:246. 

8706240283 Notification of contract execution.Mod 10,to "Scientific & Engineering As- 
sistance & Svcs." Contractor:SBA.Subcontactor: Engineering & Economics 
IRos^drch Inc 

BELLS. Contract Administration Branch. FIN D-1143. NRC-04-84-120. 87/06/08. 
GUSTAVE.R. Program Management, Policy Development & Analysis Staff (Post 
870413), FOREHAND, W. NRC - No Detailed Affiliation Given. Ip. 41451:255- 
41451:258. 


“8706240024 Mod 3,increasing obligated contract amount, to "Technical Assistance for 
Design Insp Svcs," 

* Westec Services, Inc, WIGGINS.E.J. Division of Contracts (Post 870413). FIN B- 
8762. NRC-05-86-155. 87/06/17. Ip. 41450:142-41450:142. 

8706240020 Notification of contract execution.Mod 17,to "Coordination of Federal/State 
Radiation Control Activities & Assistance in Solving Radiation Control Problems.” 
ContractonHHS. 

PAGE.M. Contract Administration Branch. NRC-06-76-247. , 87/0,6/18. 
SCHWARTZ.S.A. State, Local & Indian Tribe Programs. YOUNG.F. NRC j No Detailed 
Affiliation Given. Ip. 41450:037-41450:038. i 


“8706240296 Mod lO.changing indirect rates.to "Scientific & Engineering Assistance & 
Svcs." 

HAMILTON, M. Small Business Administration, DHlLLON,H.S. Engineering & Econom- 
ics Research, Inc. WIGGINS.E.J. Division of Contracts (Post 870413). FIN D-1143, 
NRC-04-84-120. 87/06/08. 3pp. 41451:256-41451:258. 

8706240300 Notification of contract execution.Mod 5, to "Effects of Mfg Processes on 
Failure of High Level Waste Containers.” Contractor:Mfg Sciences Corp. 

DORSEY, M. Contract Administration Branch. NRC-04-84-121. 87/06/18. GUSTAVE.R, 
Program Management, Policy Development & Analysis Staff (Post 870413). 
MCNEIL.M. NRC - No Detailed Affiliation Given. Ip. 41451:259-41451:260. 
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-8706240311 Mod 5, changing billing address due to NRC reorganization, to “Effects of 
Mfg Processes on Failure of High Level Waste Containers." 

* Manufacturino Sciences Corp. WIGGINS, E.J. Division of Contracts (Post 870413). 
NRC-04-84-121. 87/06/18. 1p. 41451:260-41451:260. 

8706240315 Notification of contract execution.Mod S.to “Shuttle Bus Svc." 
ContractonAirport Connection, Inc. 

VITALE.P. Contract Administration Branch. NRC-1 0-86-224. 87/06/19. CORLEY.J. Di- 
vision of Facilities & Operations Support (Post 870413). GRANT, L. NRC - No Detailed 
Affiliation Given. Ip. 41451:261-41451:264. 


8706250344 Notification of contract execution, Mod 6, to “Operation & Mainl of Info 
Technology Svcs Training Lab." Contractor: Graduate S.':f",-)o' ...SDA. 

V1TALE,P. NRC - No Detailed Affiliation Giver. NI-C.-iO-S-.'-PIS 87/n4/nfi 
GOLDMAN, P.J., RATHBUN,P. NRC - No Detailed A::.lif.; .on G 'in 
41462:166. 


-8706250352 Mod 6,reflect!ng chances in recent NRC reorganization to "Operation & 
Maint of Info Technology Svcs 1 rair.ing 1 ar: " 

* Agriculture, Dept. of. W'.GGiNS.L Div-son of Contracts (Pre 8704131 NRC-l0.ftfi 
213. 87/04/08. 2pp. 41462:165-41462:166. 


“8706240325 Mod 3, amending Section C.1.5, “Schedule of Stops," to coincide v^r/NRC 
new work hours effective on 870622, to “Shuttle Bus Svc." 

* Airport Connection, Inc. WIGGINS, E.J. Division of Contracts (Post 870413). NRC-1 0- 
86-224. 87/06/19. 3pp. 41451:262-41451:264. 

8706240391 Notification of contract execution.Mod 8,to “Technical Assistance in Geo- 
physical Methods for Site Characterization." Contractor.Weston Geophysical Corp. 
LITTLE.M. Contract Administration Branch. NRC-02-84-001. 87/06/19. ROE.J.W. Pro- 
gram Management, Policy Develccment S Analvsis Staft (^ost 870413). 1BRAH1M,A.B. 
NRC - No Detailed Affiliation G-.von. irj ‘. '-5 1 2.">3 1 -'-5 ■ -234. 


8706250398 Notification of contract execution.Mod 2, to “Piping & Fitting Dynamic Reli 
ability Test & Analysis Program." Contractor:ANCO Engineers.lnc. 

FIELDS.J. Contract Administration Branch (860421-870413). NRC-04-86-109 87/04/ 
08. GUSTAVE.R. Program Management, Policy Development & Analysis Staff /Pn<;} 
870413), GUZY.D. NRC - No Detailed Affiliation Given. 1p. 41462:186-41462:187 


-8706250402 Mod 2,changing contract billing address due to NRC reorganization to 
“Piping & Fitting Dynamic Reliability Test & Analysis Program." 

* ANCO Engineers, Inc. WIGGINS, E.J. Division of Contracts (Pre 8704131 NRP-n^ 
86-109. 87/04/08. Ip. 41462:187-41462:187. 


-8706240398 Mod 8,extending period of performance to 871209 at no addi cost to 
govt, to “Technical Assistance in Geophysical Methods for Site Characterization.” 
FANNON.M.M. Weston Geophysical Corp. WIGGINS.E.J. Division of Contracts (Post 
870413). NRC-02-84-001. 87/06/19. Ip. 41451:284-41451:284. 

8706240400 Notification of contract execution, Mod 7, to "Radiation Monitoring Program 
Requirements." Contractor:State of NC. 

DORSEY,M. NRC - No Detailed Affiliation Given. NRC-29-83-627. 87/04/08. 
MALEY.R.J. Region 2, Office of Director. KAHLE.J.B. NRC - No Detailed Affiliation 
Given. Ip. 41438:326-41438:327. 


8706250421 Notification of contract execution,Mod 3,to "Internal Emitter Asoecfs of Rs. 
diation Protection." Contractor:NCRP, ^ 

* Contract Administration Branch (860421-870413). NRC-04-85-118. 87/04/oa 
GUSTAVE,R.. FOULKE,J. NRC - No Detailed Affiliation Given. 1p 41462-188- 
41462:189. 


“8706250433 Mod 3,reflecting reorganization of NRC,to “Internal Emitter Aspects of 
Radiation Protection." 

• National Council on Radiation Protection & Measu'-errents. WIGGINS f= ' 

Contracts (Pre 870413). NRC-04-85-118. Cf;. '.p. ' ' 


-8706240406 Mod 7,changing contract billing address due to NRC reorganization, to 
“Radiation Monitoring Program Requirements.” 

* North Carolina, State of. WIGGINS.E.J. Division of Contracts (Post 870413). NRC- 
29-83-627. 87/04/08. Ip. 41438:327-41438:327. 

8706240401 Notification of cooperative agreement: “Maint & Operation of LPDR," 
awarded to Wiscasset Public Library. 

RUNION.D. Contract Negotiation Branch-2. NRC-1 0-87-348. 87/06/18. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). SOUDER.J. NRC - No 
Detailed Affiliation Given. Ip. 41454:254-41454:272. 

-8706240408 Cooperative agreement: "Maint & Operation of LPDR," awarded to Wis- 
casset Public library. 

TUCKER.J.S. Wiscasset. ME. RUNION.D. NRC - No Detailed Affiliation Given. NRC- 
10-87-348. 87/06/18. 18pp. 41454:255-41454:272. 

8706240432 Notification of contract execution.Mod S.to “Flow of Groundwater & Trans- 
port of Contaminants." Contractor: ln-Situ,lnc. 

MEEHAN.B. Contract Administration Branch. NRC-04-85-114. 87/06/19. GUSTAVE.R. 
Program Management, Policy Development & Analysis Staff (Post 870413). CHERY.D, 
NRC - No Detailed Affiliation Given. Ip. 41456:294-41456:296. 

-8706250021 Mod 8,providing definitization of Change Order 6,to “Flow of Groundwater 
& Transport of Contaminants.” 

STEELE, T.D. In-Situ, Inc. WIGGINS.E.J. Division of Contracts (Post 870413). NRC-04- 
85-114. 87/06/19. 2pp. 41456:295-41456:296. 

8706250015 Notification of contract execution.Mod 7,to "Stochastic Analysis of Solute 
Transport in Unsaturated Soils." Contractor:MIT. 

BELL,S. Contract Administration Branch (860421-870413), NRC-04-83-174. 87/04/08. 
GUSTAVE.R., NICHOLSON, T. NRC - No Detailed Affiliation Given. Ip. 41464:359- 
41464:360. 


-8706250018 Mod 7,recognizing administrative changes due to NRC reorganization.to 
“Stochastic Analysis of Solute Transport in Unsaturated Soils." 

* Massachusetts Institute of Technology, Cambridge, MA. WIGGINS,E.J. Division of 
Contracts (Pre 870413). NRC-04-83-174. 87/04/08. Ip. 41464:360-41464:360. 

8706250206 Notification of contract execution, Mod 4,to “Preventive, Remedial & On- 
Call Maint of Data General Computers & Peripheral Equipment." Contractor:Computer 
Engineering Associates, Inc. 

VITALE.P. NRC - No Detailed Affiliation Given. FIN B-1663. NRC-33-86-276. 87/06/ 
19. MAGEE, W.A. Division of Information Support Services (Post 870413). 
SEEHERMAN.J. NRC - No Detailed Affiliation Given. Ip. 41462:318-41462:330. 


—8706250213 Mod 4, modifying equipment list NRC sdd''ess, revising prices for 
equipment & increasing ceiling amount.to ■■-re-..:;r::vo,R“rr.ocia: & On-Call Maint of 
Data General Computers & Peripheral Equipment." 

KEYS.P.R. Computer Engineering Associates. Inc. WIGGINS.E.J. Division of Contracts 
(Post 870413). FIN B-1663. NRC-33-86-276. 87/06/19. 12pp. 41462:319-41462:330. 


8706250314 Notification of contract execution.Mod 14,to “Degraded Piping Program - 
Phase tl." Contractor: Battelle Columbus Labs. 

COLEMAN.R. Contract Administration Branch (860421-870413). NRC-04-84-103. 87/ 
04/08. GUSTAVE, R. Program Management, Policy Development & Analysis Staff 
(Post 870413). MAYFIELD,M. NRC - No Detailed Affiliation Given. Ip 41462‘160' 
41462:161. 


8706250422 Notification of contract execution.Mod 2.to “Inti Piping Integrity Research" 
ContractonBMI.Columbus Div. 

FIELDS.J. Contract Administration Branch (860421-870413). NRC-04-86-106. 87/04/ 
08. GUSTAVE.R. Program Management, Policy Development & Analysis Staff (Post 
870413). MAYFIELD, M. NRC - No Detailed Affiliation Given. Ip. 41467-203- 
41467:204. 


-8706250428 Mod 2.'-ef'ectino administrative changes due to NRC reorganization to 
“Inti Piping l.''*.cgri;y Research." 

* Battelle Mon-or-al Instiui'e, Columbus Laboratories. WIGGINS.E.J. NRC - No De- 
tailed Affiliation Given. NRC-04-86-106. 87/04/08. 1p. 41467:204-41467:204. 

8706250430 Notification of contract execution.Mod 1,to “Human Skill Bldg Traininq 
Courses.” ContractonSpace Qualified Sys Corp. 

VITALE.P. NRC - No Detailed Affiliation Given. NRC-1 0-87-208, 87/04/08 
GOLDMAN,?., SPECTOR.A. NRC - No Detailed Affiliation Given. Ip. 41462:193- 


“8706250435 Mod 1 .transferring technical responsibility of contract to Ofc of Personnel 
due to NRC reorganization to, “Human Skill Bldg Training Courses." 

* Space Qualified Systems Corp. WIGGINS.E.J. Division of Contracts (Pre 8704131 
NRC-10-87-208. 87/04/08. 2pp. 41462:194-41462:195. ' 

8706250431 Notification of contract execution.Mod 4,to "2X4 B&W Simulation Loop" 
Contractor:Univ of Maryland. 

FIELDS.J. Contract Administration Branch (860421-870413). NRC-04-86.101. 87/04/ 
08. GUSTAVE.R. Office of Nuclear Regulatory Research, Director (Post 860720) 
BECKNER.W. NRC - No Detailed Affiliation Given. Ip. 41463:059-41463:060. 


“8706250444 Mod 4, indicating administrative changes due to NRC reorganization to 
“2X4 B&W Simulation Loop." 

* Maryland, Univ. of, College Park. MD. WIGGINS.E.J. Division of Contracts (Pre 
870413). NRC-04-86-101. 87/04/08. 1p. 41463:060-41463-060 


8706250452 Notification of contract execution.Mod 7,to “Flow of Groundwater & Trans- 
port of Contaminants." Contractor: in-Situ,lnc. 

COLEMAN.R. Contract Administration Branch (860421-870413). NRC-04-85-114. 87/ 
04/08. GUSTAVE.R., CHERY.D. NRC - No Detailed Affiliation Given. Ip. 41462:196- 
41462:197. 


“8706250463 Mod 7,reflecting reorganization of NRC.to “Flow of Groundwater & Trans- 
port of Contaminants." 

* In-Situ, Inc. WIGGINS.E.J. Division of Contracts (Pre 870413). NRC-04-85-114 87/ 
04/08. 1p. 41462:197-41462:197. 


8706250482 Notification of contract execution.Mod 8, to "Nemaha Ridge Seismic Pro- 
gram." ContractonUniv of Oklahoma. 

MEARSE.S. Contract Administration Branch (860421-870413). NRC-04-82-006-1. 87/ 
04/08. GUSTAVE.R. Research Planning & Policy Branch. ALTERMAN.I. NRC - No 
Detailed Affiliation Given. 1p. 41462:142-41462:143. 


“8706250490 Mod S.changing billing address due to NRC reorganization.to “Nemaha 
Ridge Seismic Program." 

* Oklahoma, Univ. of. Norman, OK. WIGGINS.E.J. Division of Contracts (Pre 870413) 
NRC-04-82-006-1. 87/04/08. Ip. 41462:143-41462:143. 


“8706250318 Mod 14, changing contract billing address due to NRC reorganization to 
“Degraded Piping Program - Phase II." 

* Battelle Memorial institute. Columbus Laboratories. WIGGINS.E.J. Division of Con- 
tracts (Pre 870413). NRC-04-84-103. 87/04/08. 1p. 41462:161-41462-161 


8706250488 Notification of grant execution.Mod 4, to “Consortium in Reflection Seismol- 


ogy." Contractor-.Virginia Polytechnic Inst. 
MEARSE.S. Contract Ad 


t Administration Branch (860421-870413). NRC-G-04-83-008. 87/ 
04/08. GUSTAVE.R. Office of Nuclear Regulatory Research, Director (Post 860720). 
ZURFLUEH.E. NRC - No Detailed Affiliation Given.. Ip. 41463:066-41463:068 


Data Entry Support & Relal 


8706250339 Notification of contract execution.Mod 2,to ' 

Svcs." ContractonAlC Analysts Corp. 

Detailed Affiliation Given. NRC-31 -87-296. 87/04/1 


■8706250499 Mod 4, recognizing administrative changes due to NRC reorganization.to 
Consortium in Reflection Seismology." 

* Virginia Polytechnic Institute & State Univ., Blacksburg, VA. WIGGINS, EJ. Division 
of Contracts (Pre 870413). NRC-G-04-83-008. 87/04/08. 2pp. 4 1 463:067-41463:068 


-8706250342 Mod 2, changing billing address as result of NRC reorganization.to “Data 
Entry Support & Related Svcs." 

296! NRC.31.87- 


8706250546 Notification of contract execution.Mod 5, to “Radiation Monitoring Program 
Requirements." Contractor: New Jersey Bureau of Radiation Protection. 

DORSEY, M. Small Purchases & Regional Operations Branch (v®50421-87C-^"r:: TIN B- 
NRC-28-83-609. 87/03/26. MCOSCAR.J. Region I, Qfr-cc c-' D rozic-r 
KOTTAN.J. NRC - No Detailed Affiliation Given. 1p. 41462:144-41462:147. 
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--07O625O555 Mod 5, correcting B&R & appropriation numbers & adding funding 
summary, to “Radiation Monitoring Program Requirements.” 

* New Jersey, State of. WlGGlNS,E.J. Division of Contracts (Pre 870413). FIN B- 
8354. NRC-28-83-609. 87/03/26. 2pp. 41462:146-41462:147. 

8706250559 Notification of contract execution.Mod 3,to “Severe Precipitation Probabil- 
ities.” Contractor; Dept of Commerce, NOAA. 

COLEMAN, R. Contract Administration Branch (860421-870413). NRC-03-84-073. 87/ 
04/08. ARLOTTO.G. Division of Engineering Safety (860720-870413). HELLER.L. 
NRC- No Detailed Affiliation Given. 1p. 41463:069-41463:070. 

-8706260020 Ltr Contract NRC-03-84-073, Mod 3, transferring technical responsibility & 
changing project officer & billing address due to NRC reorganization, to “Severe Pre- 
cipitation Probabilities.” 

WIGGINS,E.J. Contract Administration Branch (860421-870413). NRC-03-84-073. 87/ 
04/08. HALLGREN.R.E. Commerce, Dept, of, National Oceanic & Atmospheric Admin- 
istration. ip. 41463:070-41463:070. 

8706260068 Notification of contract execution, Mod 2, to “Direct Distance Dialed Inter- 
Data Communication Svc.” Contractor: AT&T Communications. 

DORSEY.M. Contract Administration Branch (860421-870413). NRC-30-87-290. 87/ 
04/08. ROY.G.W. Region 3, Office of Director. MCCORMICK, C. NRC - No Detailed 
Affiliation Given. Ip. 41480:308-41480:309. 

“8706260082 Mod 2,recognizing administrative changes due to NRC reorganization, to 
“Direct Distance Dialed Inter-Data Communication Svc," 

* AT&T Communications. WIGGINS, E.J. Division of Contracts (Pre 870413). NRC-30- 
87-290. 87/04/08. Ip. 41480:309-41480:309. 

8706260330 Notification of grant execution: “Manuals on Understanding Radiation Guid- 
ance Changes,” awarded to Oak Ridge Associated Univs. 

SMITH,P.A. Division of Contracts (Post 870413). FIN G-1116. NRC-G-04-87-100. 87/ 
06/18. MORRIS, B.M. Division of Regulatory Applications (Post 870413). 
ROECKLEIN,A. Office of Nuclear Regulatory Research, Director (Post 860720). Ip. 
41482:302-41482:321. 

-8706260340 Grant: “Manuals on Understanding Radiation Guidance Changes,” award- 
ed to Oak Ridge Associated Univs. 

FELLING, W.E. Oak Ridge Associated Univs. THOMPSON, R.D. Division of Contracts 
(Post 870413). FIN G-1116. NRC-G-04-87-100. 87/06/18. 18pp. 41482:303- 
41482:321. 

8706260333 Notification of contract execution,Mod 6,to "Newspaper Clipping Svc." 
Contractor: Press Intelligence, Inc. 

UNE,V. NRC - No Detailed Affiliation Given. NRC-1 0-86-211. 87/04/08. 
PHILLIPS,J.D., REDMOND,J. NRC - No Detailed Affiliation Given. Ip. 41482:322- 
41482:324. 

-8706260342 Mod 6,notifying of transfer of technical responsibility of contract due to 
NRC reorganization.to "Newspaper Clipping Svc." 

* Press Intelligence, Inc, WIGGINS, E.J. NRC - No Detailed Affiliation Given. NRC-10- 
86-211. 87/04/08. 2pp. 41482:323-41482:324. 

8706260391 Notification of contract execution.Mod 3, to “Technical Assistance for Emer- 
gency Response.” ContractonComex Corp. 

MEEHAN.B. Contract Administration Branch. FIN B-8755. NRC-05-86-170, 87/06/23. 
JORDAN, E. Office for Analysis & Evaluation of Operational Data, Director. PRIEBE.R. 
NRC - No Detailed Affiliation Given. Ip. 41480:302-41480:304. 

-8706260396 Mod 3,extending contract period of performance to 88031 9,to "Technical 
Assistance for Emergency Response." 

BETHKE.G.W. Comex Corp. WIGGINS.E.J. NRC - No Detailed Affiliation Given, FIN B- 
8755. NRC-05-86-170. 87/06/23. 2pp. 41480:303-41480:304. 

8706260392 Notification of contract execution.Mod 1,to "Demountable Wall Sys for 
NRC Consolidation.” ContractonTranswall Corp. 

PAGE.M. Contract Administration Branch (860421-870413). NRC-1 0-87-203, 87/06/ 
22. MONTGOMERY, J.M. Office of Consolidation (Post 870413). ISELIN.R, NRC - No 
Detailed Affiliation Given. Ip. 41483:046-41483:048. 

-8706260399 Mod 1, revising fabrication spec to “Demountable Wall Sys for NRC Con- 
solidation." 

* Transwall Corp. WIGGINS.E.J. Division of Contracts (Post 870413). NRC-1 0-87-203. 
87/06/22. 1 p. 41 483:047-41 483:048. 

8706260403 Notification of contract execution.Mod 3, to “Inti Piping Integrity Research.” 
Contractor: Battel le Memorial Institute. 

EDGEWORTH, P. Contract Administration Branch, FIN D-1658. NRC-04-86-106. 87/ 
06/09. FOREHAND, W. Office of Nuclear Regulatory Research, Director (Post 
860720). MAYFIELD NRC - No Detailed Affiliation Given. Ip. 41480:305-41480:307. 

-8706260405 Mod 3, incorporating independent third-party review of design of test sys & 
preparation of ltr rept to NRC project & contracting onicers describing third-party as- 
sessment of test sys.to “Inti Piping Integrity Research.” 

SEWELL,H.M. Battelle Memorial Institute. WIGGINS.E.J. NRC - No Detailed Affiliation 
Given. FIN D-1658. NRC-04-86-106. 87/06/09. 2pp. 41480:306-41480:307. 

8706290004 Notification of contract execution.Mod 3,to “Cable Installation in Support of 
NRC ADP & Word Procssing Requirements.”Contractor:Hirt Telecom Co. 

EDGEWORTH, P.J. Contract Administration Branch. NRC-1 0-86-385. 87/06/23. 
CORLEY ,J. Division of Facilities & Operations Support (Post 870413). 1p. 41486:053- 
41486:055. 

-8706290008 Mod 3,extending period of performance to 880507,to "Cable Installation 
in Support of NRC ADP & Word Processing Requirements." 

HIRT.P.D. Hirt Telecom Co. WIGGINS.E.J. NRC - No Detailed Affiliation Given. NRC- 
10-86-385. 87/06/23. 2pp. 41486:054-41486:055. 

8706290020 Notification of contract execution.Mod 1 ,to “Mobile Radioactivity Counting 
Lab." Contractor: Evans-Plugge Co, Inc. 

DORSEY.M. Division of Contracts (Post 870413). FIN B-8515. NRC-31 -87-297. 87/ 
06/23. MEYER, D. Office of Administration & Resources Management, Director (Post 
870413). WISE.R. NRC - No Detailed Affiliation Given. Ip. 41490:311-41490:313. 

-8706290024 Mod 1, changing FIN number, increasing contract amount & changing gen- 
erator capacity to "Mobile Radioactivity Counting Lab.” 

PLUGGE.D.L. Evans-Plugge Co., Inc. WIGGINS.E.J, Division of Contracts (Post 
870413). FIN B-8515. NRC-31 -87-297, 87/06/23. 2pp. 41490:312-41490:313. 


8706300048 Notification of contract execution.Mod 3, to “Acquisition Training." 
Contractor: Mgt Concepts, Inc. 

BAZIN, J. Contract Administration Branch. NRC-1 0-86-21 7. 87/06/24. GOLDMAN.P.J. 
Office of Personnel (Post 870413). BASSIN.C. NRC - No Detailed Affiliation Given. Ip. 
41490:337-41490:339. 

-8706300054 Mod 3, providing training to Region V at no addi cost to govt, to "Acquisi- 
tion Training.” 

ROCHE.F. Management Concepts, Inc. WIGGINS.E.J. Division of Contracts (Post 
870413). NRC-1 0-86-21 7. 87/06/24. 2pp. 41490:338-41490:339. 

8706300159 Notification of contract execution.Mod 4,to “Program to Support Operator 
Licensing Activities." Contractor:Sonalysts,lnc. 

BAZIN,J.P. Contract Administration Branch. NRC-03-86-054. 87/06/24. BAJWA.S.S. 
Planning, Program & Management Support Branch (Post 870411). SHIRAKI.C. NRC - 
No Detailed Affiliation Given. Ip. 41490:289-41490:291. 

—8706300166 Mod 4,revising overhead & G&A rates.to “Program to Support Operator 
Licensing Activities." 

PETERSEN, L.R. Sonalysts, Inc, WIGGINS.E.J. Division of Contracts (Post 870413). 
NRC-03-86-054. 87/06/24. 2pp. 41490:290-41490:291. 

8706300189 Notification of contract execution.Mod 1,to “Memphis Area Regional Seis- 
mographic Network - New Madrid." Contractor: Memphis State Univ. 

HAGEY.H. Contract Administration Branch. FIN D-1693. NRC-04-86-120. 87/06/24. 
GUSTAVE, R. Program Management, Policy Development & Analysis Staff (Post 
870413). ZURFLUEH,E. NRC - No Detailed Affiliation Given. Ip. 41490:307- 
41490:310. 


-8706300202 Mod 1, exercising Option One by extending period of performance, to 
"Memphis Area Regional Seismographic Network - New Madrid." 

CARPENTER, T.G. Memphis State Univ., Memphis. TN. WIGGINS.E.J. Division of Con- 
tracts (Post 870413). FIN D-1693. NRC-04-86-120. 87/06/24. 3pp. 41490:308- 
41490:310. 


8706300299 Notification of cooperative agreement: "Maint & Operation of LPDR,” w/ 
Maude Preston Palenske Memorial Library, St Joseph, Ml. 

HOYLE,A. Contract Negotiation Branch-2. NRC-1 0-87-346. 87/06/23. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). SOUDER.J. NRC - No 
Detailed Affiliation Given. 1p. 41515:332-41515:351. 

—8706300309 Cooperative agreement: "Maint & Operation of LPDR.” w/Maude Preston 
Palenske Memorial Library.St Joseph, Ml. 

STOBBE.A. St. Joseph, Ml, HOYLE.A. Division of Contracts (Post 870413). NRC-1 0- 
87-346. 87/06/23. 19pp. 41515:333-41515:351. 

8706300352 Notification of cooperative agreement: "Maint & Operation of LPDR,” w/ 
Arkansas Tech Univ.Tomlinson Library. W/o end. 

HOYLE,A. Contract Negotiation Branch-2. NRC-1 0-87-333. 87/06/23. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). SOUDER.J. NRC - No 
Detailed Affiliation Given. Ip. 41514:291-41514:291. 

8706300392 Cooperative agreement; “Maint & Operation of LPDR,” awarded to Arkan- 
sas Tech Univ. 

VAUGHN, W.A. Arkansas Tech Univ., Russellville, AR. HOYLE.A. Division of Contracts 
(Post 870413). NRC-1 0-87-333. 87/06/15. 19pp. 41491:298-41491:316. 

8706300423 Notification of cooperative agreement: “Maint & Operation of LPDR," 
awarded to Morris Public Library. 

SMITH,P. Contract Negotiation Branch-1. NRC-1 0-87-334. 87/06/25. GRIMSLEY.D.H. 
Division of Rules & Records (Post 870413). Ip. 41491:295-41491:297. 

-8706300431 Cooperative agreement; “Maint & Operation of LPDR," awarded to Morris 
Public Library, 

WILSON.P. Morris, IL. SMITH.P. Division of Contracts (Post 870413). NRC-1 0-87-334. 
87/06/25. 2pp. 41491:296-41491:297. 

8706300663 Notification of contract execution.Mod 2,to "Demountable Wall Sys for 
NRC Consolidation." ContractonTranswall Corp. 

PAGE,M. Contract Administration Branch. NRC-1 0-87-203. 87/06/25. 

MONTGOMERY.J.M. Office of Consolidation (Post 870413). ISELIN.R. NRC - No De- 
tailed Affiliation Given. Ip. 41490:071-41490:073. 

-8706300671 Mod 2,adding three items to Section B.2,ltem B.Number 4, “Unit Price 
List” & increasing contract ceiling amount, to “Demountable Wall Sys for NRC Consoli- 
dation." 

AIKENS.H.H, Transwall Corp. WIGGINS,E.J. Division of Contracts (Post 870413). 
NRC-1 0-87-203. 87/06/25. 2pp. 41490:072-41490:073. 

8706300764 Notification of grant execution, "Ninth Inti Conference on Structural Me- 
chanics in Reactor Technology (SMIRT-9),” awarded to SH Fistedis, 

LANE,V. Contract Negotiation Branch-2. FIN G-1118. NRCG-RES-87-098: 87/06/22. 
FOREHAND.W. Office of Nuclear Regulatory Research, Director (Post 860720). 
MURPHY,A. NRC - No Detailed Affiliation Given. Ip. 41515:068-41515:070. 

—8706300768 Grant: "Ninth Inti Conference on Structural Mechanics in Reactor Tech- 
nology (SMIRT-9)," awarded to SH Fistedis. 

FISTEDIS.S.H, Fistedis, S.H. THOMPSON, R.D. Division of Contracts (Post 870413). 
FIN G-1118, NRCG-RES.87-098. 87/06/22. 2pp. 41515:069-41515:070. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8706010042 Partial response to FOIA request for documents. Fon/vards response to 
FOIA-87-40.W/O end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/27. JONES.W.M. 
McDermott, Will & Emery. Ip. 41126:018-41126:020. 

8706010055 Partial response to FOIA request for documents.Forwards response to 
FOIA-87-40.W/0 ends. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/27. HUTCHINS, H. 
Mayer, Brown & Platt. Ip. 41126:021-41126:022. 
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8706010179 Partial response to FOIA request for FOIA-87-40.Response to FOIA-87-40 
encI.Reproduction charges same as stated in FOIA'87-40.W/o end. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/05/28. HUTCHINS.H. 
Mayer. Brown & Platt 1p. 41 128:033-41 128:034. 

8706010258 FOIA request for documents, including License SUB-971 & Insp Rept 40- 
7982/85-02. 

LOHMAN.R. Affiliation Not Assigned. 87/04/11. Region 3, Office of Director, ip. 
41127:052-41127:052. 

8706010263 Final response to FOIA request for documents re License SUB-971. For- 
wards documents listed in App A.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/27. LOHMAN,R. 
Affiliation Not Assigned. 2pp. 41127:049-41127:083. 

“8006170099 Matl/Byproduct License SUB-971 for Honeywell, Inc is amended in its en- 
tirety per 790126 application. Amend 12 authorizes use of U depleted metal alloy for 
development, mfg & analysis of ordinance devices. 

JONES.J.A. Materials Licensing Branch. 80/05/09. 2pp. 41127:058-41127:083. 

“8010010027 Matl/Byproduct License SUB-971 for Honeywell.lnc.is amended per 
800707 Itr.Amend 1 3 adds conditions of use of licensed matl. 

JONES.J.A. Materials Licensing Branch. 80/09/08. Ip. 41127:057-41127:057. 

“8610010350 Amend 17 to License SUB-971 for Honeywell, lnc,revising Conditions 10 & 
1 3 re possession & use of licensed matl. 

ADAM,W.J. Region 3, Office of Director. 86/08/22. 2pp. 41127:054-41127:054. 

“8610010407 Amend 16 to License SUB-971 for Honeywell, Inc, changing address & 
3c!di''c dafansc sys div. 

ADAM, 'A J. .Region 3. Office of Director. 86/08/22. 1p. 41127:055-41127:055. 

“8612050398 Amend 18 to License SUB-0971 for Honeyvyelt, Inc, revising Conditions 10 
to authorize use of licensed matl only at specified facilities & 13 re conduct of pro- 
gram. 

MATSON.E.R. Region 3. Office of Director. 86/10/28. 2pp. 41127:053-41127:053. 

”8706010270 Amend 19 to License SUB-971 for Honeywell, Inc, changing Condition 13 
re conduct of program. 

ADAM,W.J. Region 3. Office of Director. 87/04/17. Ip. 41127:051-41127:051. 

“8706010280 Amend 15 to License SUB-971 for Hopev'we!'.'nc.ame."ding Conditions 12 
& 13 re authorized users & conduct of program, 'ospe:; .‘e.y 
WANG.J.C. Materials Licensing Branch. 84/02/09. 1p. 41127:056-41 127:056. 

8706020040 Partial response to FOIA request. Response to FOIA-87-40 w/ 
encIs.Reproduction charcos same- o.s stated in FOIA-87-40.W/O end. 

GRIMSLEY.D. Division r.i Ru.cs & Records (Post 870413). 87/05/28. JONES.W.M. 
McDermott, Will & Emery. Ip. 41143:339-41143:341. 

8706030354 FOIA request for list of respondees for RFPs RS-OIE-87-120, 125,126 & 
127. 

ISHll.H.M. Digital Engineering, Inc. 87/04/29. ROBINSON, L NRC - No Detailed Affili- 
ation Given. Ip. 41163:319-41163:319. 

8706030369 Final response to FOIA request re logs for RFPs RS-OIE-87-120,125,126 & 
127.App A document withheld until after contracts awarded (ref FOIA Exemption 5). 
ROBlNSON,L. Division of Rules & Records (Post 870413). 87/06/01. ISHII.H. Digital 
Engineering, Inc. 3pp. 41163:320-41163:322. 

8706040006 FOIA request for all copies of submitted Forms AEC-742, “Matl Status 
Repts" required by License Condition 7.3, Amend MPP-1 & 540405 application re fa- 
cilities. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children, 86/12/04. Office of Admin- 
istration (Pre 870413). 2pp. 41176:031-41176:032. 

8706040014 Final response to FOIA request.Document listed already available in 
PDR.Documents in App A completely withheld (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/01. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 3pp. 41176:033-41176:036. 

8706050017 Partial response to FOIA requesLForwards App D documents. App C & D 
documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEL.M.S. 
Bishop, Cook, Purcell & Reynolds. 4pp. 41203:222-41204:242. 

”8303100360 Notification of 830308-11 meetings w/Westinghouse,GE,B&W & C-E in 
Bethesda.MD to discuss generic implications of 830225 scram breaker failure. 

SILVER, H. Salem Generic Implications Task Force. 83/03/04. MATTSON, R.J. Salem 
Generic Implications Task Force. 3pp. 41203:285-41203:287. 

“8303110612 Forwards div input for restart SER addressing definition of safety-related 
& licensee classification of reactor trip sys.Classification acceptable. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 83/03/04, LAINAS.G. Assist- 
ant Director for Operating Reactors. 45pp. :2C.'--227-4i2C,":23^. 

“8303220494 Forwards list of documents re 830225 event, in response to 830310 
mer'O ccncerring cergressiona! s;;b:.o.'nrr’tteo request. 

MIRAGLIA.F.J. Assisiar? D.mc/c' 'cr Safo;v Assessment, 83/03/11. LAINAS.G.C. As- 
sislam CYecior for Gpr.ra'.i-g Reacvcis. -Irp. •11204:040-41204:065. 

“8303300057 Forwards all documents re 830225 manual scram event at plant, per 
830310 congressional subcommittee request.Div of Human Factors Safety comments 
also Included. 

THOMPSON, H. Division of Human Factors Safety (800428-851124). 83/03/11. 
LAINAS.G. Assistant Diractor for Operating Reactors. 1 14pp. 41203:288-41204:039. 

“8304190234 Forwards response to 830330 questions re reactor trip breaker maint. 
D1RCKS,W.J. Office of the Executive Director for Operations. 83/04/12. GILINSKY.V. 
Commissioners. 7pp. 41204:092-41204:102. 

“8304190241 Requests addi info re reactor trip breaker maint. 

GILINSKY.V. Commissioners. 83/03/30. DIRCKS.W.J. Office of the Executive Director 
for Operations. 2pp. 41204:090-41204:091. 

“8308100111 Forwards SER accepting, w/listed exceptions, generic Westinghouse 
design mod for reactor trip sys automatic actuation using shunt coil trip 
attachments.Attachments & actuation circuitry should be seismically qualified. 
HOUSTON, R.W. Assistant Director for Reactor Safety. 83/07/28. LAINAS.G. Assist- 
ant Director for Operating Reactors. 2pp, 41204:103-41204:104. 


“8309120144 Forwards draft response to 830803 request for licensing & insp criteria for 
actions required by Generic Ltr 83-28 re generic implications of Salem ATWS 
events.Regional & IE review recommended. 

MATTSON.R.J, Division of Systems Integration (811005-851124). GL-83-28. 83/08/ 
30. EISENHUT.D.G. Division of Licensing (800428-851124). 9pp. 41204:127- 
41204:135. 

“8401260469 Forwards rev to summary of scram events & resulting NRC actions.Most 
break failures attributable to undervoltage trip attachments & associated linkages. 
ALEXION.T.W. Operating Reactors Assessment Branch. IEB-83-01. 84/01/16. 
HOLAHAN.G.M, Operating Reactors Assessment Branch. 3pp. 41204:136-41204:138, 

“8402290065 Forwards summary of facilities status over past yr.per request. 
EISENHUT.D.G. Division of Licensing (800428-851124). 84/02/22. REHM.T. Regional 
Operations & Generic Requirements (Pre 870413). 4pp. 41204:139-41204:142. 

“8406260604 Forwards recommended changes to STS to incorporate requirements ap- 
propriate as result of shunt trip mods per Generic Ltr 83-28.Changes will be used as 
basis to review licensee submittal. 

MULLER, D.R. Division of Systems Integration (811005-851124). GL-83-28. 84/06/18. 
EISENHUT.D.G. Division of Licensing (800428-851124). 15pp. 41204:143-41204:157. 

“8606120927 Approves 851017 proposed Tech Spec changes responsive to Item 4.3 of 
Generic Ltr 83-28 except for changes proposed for reactor trip breakers, automatic trip 
logic & mode separation.SER & SALP input end. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). GL-85-09. 86/06/06. 
FISCHER,D. PWR Project Directorate 3. 14pp. 41204:158-41204:160. 

“8608110079 EGG-NTA-7236 “Conformance to Generic Ltr 83-28, Item 2.1 (Part 1) 
Equipment Classification (Reactor Trip Sys Components) Robinson 2, Salem 1 & 2.San 
Onofre 1 & Seabrook 1 & 2.” 

HAROLDSEN.R. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. GL-83-28. 86/ 
05/31. NRC - No Detailed Affiliation Given. 12pp. 41204:179-41204:190. 

“8608130358 Forwards SER & SALP input on util response to Generic Ltr 83-28, Item 
2.1 (Part 1) re equipment classification. Response acceptable.Part 2 re vendor inter- 
face unresolved.EG&G “Conformance to Generic Ltr 83-28..." also end. 

ROSA.F. Electrical, Instrumentation & Control Systems Branch (PWR-A). GL-83-28. 
86/08/06. FISHER.D. PWR Project Directorate 3. 2pp. 41204:172-41204:173. 

“8701020275 Forwards SER & SALP input accepting util responses to Generic Ltr 83- 
28, Item 2.1 (Part 2), re vendor interface for reactor trip sys components.SER concurs 
w/findings of end contractor rept. 

ROSA.F. Electrical, Instrumentation & Control Systems Branch (PWR-A). GL-83-2S. 
86/12/24. FISCHER, D. PWR Project Directorate 5. 2pp. 41204:191-41204:192. 

“8701090682 Forwards SSER supporting util 851017 & 861218 sijDmittals re proposed 
Tech Spec changes in response to Item 4,3 of Generic Ltr 83-28.Proposed changes 
consistent w/Generic Ltr 85-09 & acceptable.SALP input also end, 

ROSA,F. Electrical, Instrumentation & Control Systems Branch (PWR-A). GL-83-20. 
87/01/08. FISCHER,D. PWR Project Directorate 3. Ip. 41204:239-41204:239. 

“8706050047 Summary of 830318 meeting w/ Westinghouse & GE to discuss 
design, operation & maint of respective circuit breakers used in reactor protection 
sys. Meeting viewgraphs & attendees list end. 

SHEMANSKI,P. Division of Engineering (pre-851125). 83/03/24. SILVER,H. Division 
of Licensing (800428-851124). 24pp. 41204:066-41204:089. 

”8706050069 Safety evaluation supporting generic Westinghouse mod for reactor trip 
sys automatic actuation using shunt coil trip attachments. 

* Instrumentation & Control Systems Branch. 83/07/28. 22pp. 41204:105-41204:126. 

“8706050089 Safety evaluation supporting util 851017 proposed Tech Spec changes re 
reactor trip sys instrumentation & surveillance in response to Generic Ltr 83-28, Item 
4.3, under guidance of Generic Ltr 85-09, 

* NRC - No Detailed Affiliation Given. GL-85-09. 86/06/06. 11pp. 41204:161- 
41204:171. 

“8706050099 Safety evaluation supporting util response to Generic Ltr 83-28, Item 2.1 
(Part 1), “Equipment Classification (Reactor Trip Sys Components).’’ SALP input also 
end. 

* NRC - No Detailed Affiliation Given. GL-83-28. 86/08/06. 5pp. 41204:174- 

41204:178. 

“8706050131 Safety evaluation supporting util response to Generic Ltr 83-28, Itern 2,1 
(Part 2), "Vendor Interface Programs - Reactor Trip Sys Components." SALP input 
end. 

* NRC - No Detailed Affiliation Given. GL-83-28. 86/12/24. 4pp. 41204:193- 

41204:238. 

“8706050147 SSER supporting util 851017 & 861218 submittals re proposed Tech 
Spec changes in reactor trip sys instrumentation & surveillance in response to Item 
4.3 of Generic Ltr 83-28, under guidance of Generic Ltr 85-09.SALP input end. 

* NRC - No Detailed Affiliation Given. GL-85-09. 87/01/08. 3pp. 41204:240- 

41204:242. 

8706050300 FOIA request for three categories of documents re origin exchanges or 
transfers for U in all forms, both natural & enriched, from 841231 to present. 

SABO,J.R. Energy Fuels Nuclear, Inc. 87/03/27, Office of Administration (Pre 
870413). Ip. 41203:119-41203:119. 

8706050305 Partial response to FOIA request for records re all 741 forms.Record identi- 
fied on App A completely withheld (ref FOIA Exemption 4^ 

* Division of Rules & Records (Post 870413). 87/06/01. SABO.J.R. Energy Fuels Nu- 
clear, Inc. 3pp. 41203:120-41203:122. 

8706050339 Final response to FOIA request for documents.App B documents end & 
also available In PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 8704^3). 87/06/01. SPERLING, L. 
McKenna, Conner & Cuneo. 2pp. 41203:066-41 203:1 18. 

“8011070501 Requests that end Temporary Instructions 2690, “Review of Formerly 
Used Sites," be issued for publlcatlon.lnstructions attempt to determine if listed sus- 
pect Installations were properly decontaminated after AEC license expired. 
HIGGINBOTHAM, L, Division of Fuel Facility & Materials Safety. 80/08/21. 
THOMPSON, D. Executive Officer for Operations Support, 6pp. 41203:070-41203:075. 
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“8108180288 Submits review of formerly used sites per 800620 request. 
THORNBURG.H.D. Division of Safeguards & Radiological Safety Inspection. 81/07/ 
10. CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety (Pre 870413). 3pp. 
41203:076-41203:108. 

“8108180306 Forwards field insp rept of formerly used sIte.Heppenstall Co.License C- 
4505.No residual contamination exists at site. Further surveys not required. 
JOYNER.J.J. Technical Inspection Branch. 81/06/26. HIGGINBOTHAM.L. Radiologi- 
cal Safety Branch. 10pp. 41203:079-41203:088. 

“8108180310 Discusses status of Granite City Engineering Depot, License C-5368.Depot 
currently in caretaker status.Closeout survey scheduled Tor first quarter 1981. 

DAVIS, A.B. Region 3, Chicago, Fuel Facility & Materials Safety Branch. 80/12/13. 
HIGGINBOTHAM.L. Office of Inspection & Enforcement, Office of the Director. Ip. 
41203:089-41203:101. 

“8108180313 Forwards final insp rept & certificate of disposition of matls per Module 
83895B & Temporary Instruction 2690 requirements.License should be retired, 

FISHER, W.L. Region 3, Chicago, Fuel Facility & Materials Safety Branch. 81/02/05. 
HIGGINBOTHAM.L. Office of Inspection & Enforcement, Office of the Director. 1p, 
41203:102-41203:108. 

“8108180319 Certificate of disposition of matls:matls returned to vendor. 

DUNBAR.J.A. Aluminum Co. of America. 81/01/08. 3pp. 41203:103-41203:105. 

“8108180327 IE Insp Rept 40-0501/80-10 on 801217 & 810112.No noncompliance 
noted.Major areas inspected:status of expired License C-5023 & physical facilities 
used prior to license expiration. 

OESTMAN.M.J., PAPER! ELLO.C.J. Region 3, Chicago, Office of the Director. 81/02/ 
04. 3pp. 41203:106-41203:108. 

“8108180333 Forwards final insp rept & certificate of disposition of matls per Module 
83895B & Temporary Instruction 2690 requirements.License should be retired. 
FISHER.W.L. Region 3, Chicago, Fuel Facility & Materials Safety Branch. 81/02/06. 
HIGGINBOTHAM.L. Office of Inspection & Enforcement. Office of the Director. Ip. 
41203:109-41203:118. 

“8108180337 Certificate of disposition of matls:unused matl returned to WR Grace Co 
after NRC insp. 

KNIPPLE.W.R. Cleveland Refactory Metals. 81/01/13. 7pp. 41203:110-41203:118. 

8706080061 Partial response to FOIA requests for documents re 840820 director's deci- 
sion &. interim director's decision under 1 0CFR2.206.Forwards App J 
documents.Documents also available In PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 2.206. 87/06/08. 
DEVINE, DIXON Government Accountability Project. 3pp. 41208:199-41209:139. 

“8103231085 Advises that info submitted by util on 810302 re housekeeping & proce- 
dures at facility to address potential for sump debris is acceptable.Safety evaluation 
end. 

CHECK, P.S. Assistant Director for Plant Systems. 81/03/11. TEDESCO.R.L. Assistant 
Director for Licensing. 5pp. 41208:330-41208:330. 

“8201270740 Forwards W Jensen testimony in response to Contentions 10 & 12 re 
classification of pressurizer heaters as components important to safety & primary sys 
relief & block valves, respectively.Prof qualifications end. 

SHERON,B.W. Reactor Systems Branch. 82/01/06. JONES, B. Office of the Executive 
Legal Director (Pre 860701). 17pp. 41208:341-41209:023. 

“8404300085 Fonwards clarification of design basis of RHR interlocks & interlock design 
for Westinghouse reactors.Staff response to Allegation 37 in Diablo Canyon SSER 21 
misleading due to lack of understanding of design basis. 

DUNNING,T. Instrumentation & Control Systems Branch. 84/04/17, MATTSON.R. Di- 
vision of Systems Integration (811005-851124). 15pp. 41209:070-41209:084. 

“8405290001 Assigns responsibility for preparing appropriate memo to Safety Program 
Evaluation Branch identifying concerns re RHR suction valve interlocks on PWRs as 
new generic issue.Memo should be transmitted by 840531. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 84/05/15. SHERON,B.W. Re- 
actor Systems Branch. 1p. 41209:069-41209:069. 

“8408070158 Forwards Reactor Sys Branch SSER granting temporary relief from Tech 
Specs 3.4.1.2,3.4.1.3 & 3.7.1 .3 during natural circulation & boron mixing tests.SALP 
input also end. Overall rating of Category 2 assigned. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 84/07/30. NOVAK.T.M. Assist- 
ant Director for Licensing. 7pp. 41209:101-41209:124. 

“8412260080 Forwards Reactor Sys Branch input to SSER 28.lnput includes updated 
info on Allegation 45.Evaluation reflects info in util 840905 Itr.SALP evaluation also 
end. 

HOUSTON,R.W. Assistant Director for Reactor Safety. 84/12/14. NOVAK.T.M. Assist- 
ant Director for Licensing. 3pp. 41209:125-41209:127. 

“8501280100 Forwards Reactor Sys Branch SSER 29 input re Allegations 39 & 45 con- 
cerning installation of RHR low flow alarm & rev to Operating Procedure B-2.1 1 to 
require power be available to RHR hot leg suction isolation valves.SALP input end. 
HOUSTON, R.W. Assistant Director for Reactor Safety. 85/01 /22. NOVAK,T.M. Assist- 
ant Director for Licensing, 7pp. 41209:128-41209:139. 

“8706080075 Spec 8848, "Final Painting at Diablo Canyon Units 1 & 2." 

* Pacific Gas & Electric Co. 72/01/26. 89pp. 41208:214-41208:302. 

“8706080086 Advises of completion of Reactor Sys Branch review of info presented in 
P Crane 780126 Itr & 771122 meeting.Applicant has adequate sys for bringing plant to 
cold shutdown in event of SSE. 

ROSS.D.F. Assistant Director for Reactor Safety. 78/03/08. VASSALLO.D.B. Assist- 
ant Director for Light Water Reactors. 27pp. 41208:303-41208:329. 

“8706080122 Safety evaluation re 800910 request that applicant address concerns re 
potential for debris in containment to inhibit plant ECCS performance.Related docu- 
ments end. 

* Reactor Systems Branch. 81/03/11. 10pp. 41208:331-41208:340. 

“8706080167 Forwards B Garde FOIA request for documents re SER concerning plant 
operation.List of relevant documents requested. 

BRADY.R.C. Management Analysis Branch. 84/01/12. KNIGHTON.G. Licensing 
Branch 3. BOSNAK,R. Mechanical Engineering Branch. LEAR.G. Structural & Geo- 
technical Engineering Branch. 43pp. 41209:024-41209:068. 


“8706080222 Forwards proposed generic Itr re required actions for RHR suction valve 
interlocks. Issue must be prioritized prior to submittal to CRGR. 

• NRC - No Detailed Affiliation Given. 84/05/08. DUNNING,T. NRC - No Detailed Af- 
filiation Given. 15pp. 41209:085-41209:100. 

“8103231085 Advises that info submitted by util on 810302 re housekeeping & proce- 
dures at facility to address potential for sump debris is acceptable.Safety evaluation 
end. 

CHECK.P.S. Assistant Director for Plant Systems. 81/03/11. TEDESCO.R.L Assistant 
Director for Licensing. 5pp. 41208:330-41208:330. 

“8201270740 Forwards W Jensen testimony in response to Contentions 10 & 12 re 
classification of pressurizer heaters as components important to safety & primary sys 
relief & block valves, respectively.Prof qualifications end. 

SHERON.B.W. Reactor Systems Branch. 82/01/06. JONES, B. Office of the Executive 
Legal Director (Pre 860701). 17pp. 41208:341-41209:023. 

“8404300085 Forwards clarification of design basis of RHR interlocks & interlock design 
for Westinghouse reactors.Staff response to Allegation 37 in Diablo Canyon SSER 21 
misleading due to lack of understanding of design basis. 

DUNNING, T. Instrumentation & Control Systems Branch. 84/04/17. MATTSON.R. Di- 
vision of Systems Integration (811005-851124). 15pp. 41209:070-41209:084. 

“8405290001 Assigns responsibility for preparing appropriate memo to Safety Program 
Evaluation Branch identifying concerns re RHR suction valve interlocks on PWRs as 
new generic issue.Mero should be transmitted by 840531. 

hOLSTCN.F.W. .Assista.nt Director for Reactor Safety. 84/05/15. SHERON.B.W. Re- 
actor Systems Branch. Ip. 41209:069-41209:069. 

“8408070158 Forwards Reactor Sys Branch SSER granting temporary relief from Tech 
Specs 3.4.1. 2,3.4. 1,3 & 3.7.1. 3 during natural circulation & boron mixing tests.SALP 
input also end. Overall rating of Category 2 assigned. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 84/07/30. NOVAK.T.M. Assist- 
ant Director for Licensing. 7pp. 41209:101-41209:124. 

“8412260080 Forwards Reactor Sys Branch input to SSER 28,tnput includes updated 
info on Allegation 45.Evaluation reflects info in util 840905 Itr.SALP evaluation also 
end. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 84/12/14. NOVAK.T.M. Assist- 
ant Director for Licensing. 3pp. 41209:125-41209:127. 

“8501280100 Forwards Reactor Sys Branch SSER 29 input re Allegations 39 & 45 con- 
cerning installation of RHR low flow alarm & rev to Operating Procedure B-2,11 to 
require power be available to RHR hot leg suction isolation valves.SALP input end. 
HOUSTON.R.W. Assistant Director for Reactor Safety. 85/01/22. NOVAK.T.M, Assist- 
ant Director for Licensing. 7pp. 41209:128-41209:139. 

“8706080075 Spec 8848, "Final Painting at Diablo Canyon Units 1 & 2." 

• Pacific Gas & Electric Co. 72/01/26. 89pp. 41208:214-41208:302. 

“8706080086 Advises of completion of Reactor Sys Branch review of info presented in 
P Crane 780126 Itr & 771122 meeting.Applicant has adequate sys for bringing plant to 
cold shutdown in event of SSE. 

ROSS.D.F. Assistant Director for Reactor Safety. 78/03/08. VASSALLO.D.B. Assist- 
ant Director for Light Water Reactors. 27pp. 41208:303-41208:329. 

“8706080122 Safety evaluation re 800910 request that applicant address concerns re 
potential for debris in containment to inhibit plant ECCS performance.Related docu- 
ments end. 

* Reactor Systems Branch. 81/03/11. 10pp. 41208:331-41208:340. 

“8706080167 Forwards B Garde FOIA request for documents re SER concerning plant 
operation.List of relevant documents requested. 

BRADY.R.C. Management Analysis Branch. 84/01/12. KNIGHTON.G, Licensing 
Branch 3. BOSNAK.R. Mechanical Engineering Branch. LEAR.G. Structural & Geo- 
technical Engineering Branch. 43pp. 41209:024-41209:068. 

“8706080222 Forwards proposed generic Itr re required actions for RHR suction valve 
interlocks. Issue must be prioritized prior to submittal to CRGR. 

* NRC - No Detailed Affiliation Given. 84/05/08. DUNNING, T. NRC - No Detailed Af- 
filiation Given. 15pp. 41209:085-41209:100. 

“8103231085 Advises that info submitted by util on 810302 re housekeeping & proce- 
dures at facility to address potential for sump debris is acceptable.Safety evaluation 
end. 

CHECK.P.S. Assistant Director for Plant Systems. 81/03/11. TEDESCO.R.L. Assistant 
Director for Licensing. 5pp. 41208:330-41208:330. 

“8201270740 Forwards W Jensen testimony in response to Contentions 10 & 12 re 
classification of pressurizer heaters as components important to safety & primary sys 
relief & block valves, respectively.Prof qualifications end. 

SHERON.B.W. Reactor Systems Branch. 82/01/06. JONES, B. Office of the Executive 
Legal Director (Pre 860701). 17pp. 41208:341-41209:023. 

“8404300085 Forwards clarification of design basis of RHR interlocks & interlock design 
for Westinghouse reactors.Staff response to Allegation 37 in Diablo Canyon SSER 21 
misleading due to lack of understanding of design basis. 

DUNNING.T. Instrumentation & Control Systems Branch. 84/04/17. MATTSON.R. Di- 
vision of Systems Integration (811005-851 124). 15pp. 41209:070-41209:084. 

"8405290001 Assigns responsibility for preparing appropriate memo to Safety Program 
Evaluation Branch identifying concerns re RHR suction valve interlocks on PWRs as 
new generic issue.Memo should be transmitted by 640531. 

HOUSTON.R.W. Assistant Director for Reactor Safety. 84/05/15. SHERON.B.W. Re- 
actor Systems Branch. 1p. 41209:069-41209:069. 

“8408070158 Forwards Reactor Sys Branch SSER granting temporary relief from Tech 
Specs 3.4. 1.2, 3.4. 1.3 & 3.7. 1.3 during natural circulation & boron mixing tests.SALP 
input also end. Overall rating of Category 2 assigned. 

HOUSTON.R.W. Assistant Director for Reactor Safety. 84/07/30. NOVAK, T.M. Assist- 
ant Director for Licensing. 7pp. 41209:101-41209:124. 

“8412260080 Forwards Reactor Sys Branch input to SSER 28.lnput includes updated 
info on Allegation 45.Evaluation reflects info in util 840905 Itr.SALP evaluation also 
end. 

HOUSTON.R.W. Assistant Director for Reactor Safety. 84/12/14. NOVAK.T.M. Assist- 
ant Director for Licensing. 3pp. 41209:125-41209:127. 
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-8501280100 Forwards Reactor Sys Branch SSER 29 input re Allegations 39 & 45 con- 
cerning installation of RHR low flow alarm & rev to Operating Procedure B-2.11 to 
require power be available to RHR hot leg suction isolation valves.SALP input end. 
HOUSTON.R.W. Assistant Director for Reactor Safety. 85/01/22. NOVAK.T.M. Assist- 
ant Director for Licensing. 7pp. 41209:128-41209:139. 

-8706080075 Spec 8848, “Final Painting at Diablo Canyon Units 1 & 2." 

* Pacific Gas & Electric Co. 72/01/26. 89pp. 41208:214-41208:302. 

-8706080086 Advises of completion of Reactor Sys Branch review of info presented in 
P Crane 780126 Itr & 771122 meeting.Applicant has adequate sys for bringing plant to 
cold shutdown in event of SSE. 

ROSS.D.F. Assistant Director for Reactor Safety. 78/03/08. VASSALLO.D.B. Assist- 
ant Director for Light Water Reactors. 27pp. 41208:303-41208:329. 

-8706080122 Safety evaluation re 800910 request that applicant address concerns re 
potential for debris in containment to inhibit plant ECCS performance.flelated docu- 
ments end. 

• Reactor Systems Branch. 81/03/11. 10pp. 41208:331-41208:340. 

-8706080167 Forwards B Garde FOIA request for documents re SER concerning plant 
operation.List of relevant documents requested. 

BRADY, R.C. Management Analysis Branch. 84/01/12. KNIGHTON.Q. Licensing 
Branch 3. BOSNAK.R. Mechanical Erg'neenng Branch. LEAR.G. Structural & Geo- 
technical Engineering Branch. 43pp. -'.509.324-41209.066 

-8706080222 Forwards proposed generic Itr re required actions for RHR suction valve 
interlocks.lssue must be prioritized prior to submittal to CRGR. 

• NRC - No Detailed Affiliation Given. 84/05/08. DUNNING,!. NRC - No Detailed Af- 
filiation Given. 15pp. 41209:085-41209:100. 

-8103231085 Advises that info submitted by util on 810302 re housekeeping & proce- 
dures at facility to address potential for sump debris is acceptable. Safety evaluation 
end. 

CHECK.P.S. Assistant Director for Plant Systems. 81/03/1! TEDESCO.R.L. Assistant 
Director for Licensing. 5pp. 41208:330-41208:330. 

-8201270740 Fonwards W Jensen testimony in response to Contentions 10 & 12 re 
classification of pressurizer heaters as components important to safety & primary sys 
relief & block valves, respectively.Prof qualifications end. 

SHERON,B.W. Reactor Systems Branch. 82/01 /06. JONES,B. Office of the Executive 
Legal Director (Pre 860701). 17pp. 41208:341-41209:023. 

-8404300085 Forwards clarification of design basis of RHR interlocks & interlock design 
for Westinghouse reactors.Staff response to Allegation 37 in Diablo Canyon SSER 21 
misleading due to lack of understanding of design basis. 

DUNNING,!. Instrumentation & Control Systems Branch. 84/04/17. MA!!SON,R. Di- 
vision of Systems integration (811005-851124). 15pp. 41209:070-41209:084. 

-8405290001 Assigns responsibility for preparing appropriate memo to Safety Program 
Evaluation Branch identifying concerns re RHR suction valve interlocks on PWRs as 
new generic issuo.Mcno shou'd be transmitted by 84053! 

HCJ^!CN,F!yv Assistar- D..'6ctor for Reactor Safety. 84/05/15. SHERON,B.W. Re- 
actor Systems Branch. Ip. 41209:069-41209:069. 

-8408070158 Forwards Reactor Sys Branch SSER granting temporary relief from !ech 
Specs 3.4.1 .2, 3.4. !3 & 3.7 1 3 during natural circulation &. boron mixing tests.SALP 
input also ond. O.'O'a. rat.ng of Carccorv ?. ass.{;ned 

HCLS!CN.R.W. Ass.s'.ari Diroc.or i'S' ^oactor Safety. 84/07/30. NOVAKJ.M. Assist- 
ant Director for Licensing. 7pp. 41209:101-41209:124. 

-8412260080 Forwards Reactor Sys Branch input to SSER 28.1nput includes updated 
info on Allegation 45.Evaluation reflects info in util 840905 Itr.SALP evaluation also 
end. 

HOUS!ON,R.W. Assistant Director for Reactor Safety. 84/12/14. NOVAK,!.M. Assist- 
ant Director for Licensing. 3pp. 41209:125-41209:127. 

—8501280100 Forwards Reactor Sys Branch SSER 29 input re Allegations 39 & 45 con- 
cerning installation of RHR low flow alarm & rev to Operating Procedure B-2.11 to 
require power be available to RHR hot leg suction isolation valves.SALP input end. 
HOUSTON.R.W. Assistant Director for Reactor Safety. 85/01/22. NOVAKJ.M. Assist- 
ant Director for Licensing. 7pp. 41209:128-41209:139, 

-8706080075 Spec 8848, “Final Painting at Diablo Canyon Units 1 & 2.” 

* Pacific Gas & Electric Co. 72/01/26. 89pp. 41208:214-41208:302. 

—8706080086 Advises of completion of Reactor Sys Branch review of info presented in 
P Crane 780126 itr & 771122 meeting.Applicant has adequate sys for bringing plant to 
cold shutdown in event of SSE. 

ROSS.D.F. Assistant Director for Reactor Safety. 78/03/08. VASSALLO.D.B. Assist- 
ant Director for Light Water Reactors. 27pp. 41208:303-41208:329. 

—8706080122 Safety evaluation re 800910 request that applicant address concerns re 
potential for debris in containment to inhibit plant ECCS performance. Related docu- 


-8411050092 Forwards Region I input to Palladino 841018 memo re ASLB recommen- 
dation to NRC on dismissal of contention related to financial qualifications.W/o end, 
S!AROS!ECKI,R. Division of Project & Resident Programs. 84/10/19 
EISENHUJD.G. Division of Licensing (800428-851124). 1p. 41210:178-41210:178. 

-8706080150 Forwards list of preoperafional tests & other items which must be com- 
pleted to NRC satisfaction, per 860606 request. Certain fire protection const activities 
have not been completed.Licensee intends to station fire watch. 

KANE.W.F. Region 1, Cffice of Director. 86/08/27. NOVAK.JM. Division of Pressur- 
ized Water Reactor Licensing - A (851125-870411). 2pp. 41210:034-41210:035. 

-8706080162 Forwards “Initial CL Review Rept for Seabrook Station Unit !” Areas 
evaluated include const & preoperational testing programs & selected licensee special 
procedures developed to ensure subcriticality maintained. 

MURLEY,!.E. Region 1. Office of Director. 86/10/09. DEN!ON,H.R. Office of Nuclear 
Reactor Regulation, Director (851125-870411). 3pp. 41210:036-41210:038. 

-8706080166 ‘‘Initial CL Review Rept for Seabrook Station Unit !" 

* Region 1, Office of Director. 86/10/09. 83pp. 41210:039-41210:120. 

-8706080170 Recommends that Item 2.C re reinsp of sve water sys piping for liner de- 
tachment problems be removed as condition for License NPF-56,in response to 
860827 memo forwarding items for incorporation into CL. 

KANE.W.F. Region 1. Cffice of Director. 86/10/14. NOVAK.!.M. Division of Pressur- 
ized Water Reactor Licensing - A (851125-870411). Ip. 41210:121-41210:12! 

-8706080187 Notifies that util accumulated more time than originally anticipated for insp 
interval & intends to perform insp of spool as soon as possible. 

DEVINCEN!IS,J. Public Service Co. of New Hampshire. SBN-1198. 86/09/18. 
S!ARCS!ECK1,R. Region 1, Cffice of Director. 1p. 41210:122-41210:122. 

-8706080192 Forwards list of open items remaining from Region I insps at plant which 
should be considered for license conditions. No open items remain to preclude issu- 
ance of low power license.AII const deficiencies resolved. 

S!ARCS!ECKI,R. Region 1, Office of Director. 84/12/04. EISENHUJD.G. Division of 
Licensing (800428-851124). 3pp. 41210:123-41210:125. 

-8706080199 Provides bases for recommendation that low power CL for plant be 
issued & fonwards “Shoreham Nuclear Power Station Initial CL Readiness Assess- 
ment.” 

MURLEYJ.E. Region 1, Office of Director. 84/12/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851 125). 3pp. 41210:126-41210:128. 

-8706080200 ‘‘Shoreham Nuclear Power Station Initial CL Readiness Assessment.” 

* Region 1, Office of Director. 84/12/3! 49pp. 41210:129-41210:177. 

8706090105 FOIA request for names & addresses of recipients of news release re 
850515 show cause order concerning License 45-09963-0 l.info provided.manner info 
provided, individuals providing info,date & content of info. 

WARD,O.W. Met Lab, Inc. 87/05/18. NRC - No Detailed Affiliation Given, tp. 
41230:086-41230:086. 

8706090189 Final response to FCIA request for documents. No addi records located. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/03. MAXWELL.B. 
Cosmos Broadcasting Corp. Ip. 41232:337-41232:338. 

8706090217 Final response to FOIA request for namesjaddresses & info provided re 
850515 show cause order. Forwards App A documents.Documents available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/03. WARDAW. 
Met Lab, Inc. 2pp. 41230:087-41230:102. 

-8706090228 Press release re NRC order to Met Lab.Inc.to show cause why License 
45-09963-01 should not be revoked based on allegation that president gave NRC 
false info in responding to findings in insp conducted in June 1984. 

CLARK.K., GILLILAND, J. Region 2, Cffice of Director. 85/05/17. 14pp. 41230:089- 
41230:102. 

8706090264 FOIA request for documents re NRC Contracts NRC-04-86-125, RS-RES- 
86-128 & final rept RS-RES-86-128. 

CONNCR.L. Doc-Search Associates. 87/04/22. Division of Rules & Records (Post 
870413). 3pp. 41231:030-41231:032. 

8706090268 Final response to FOIA request.App A documents end & also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/03. CONNER,! 
Doc-Search Associates. 2pp. 41231:033-41231:17! 

—8706090281 Monthly status Itr rept for Mar 1987. 

CLEVELAND.J.W. SEA Consultants. Inc. NRC-04-86-125, SEA 87-023, 87/04/13. 
VORA.J. Office of Nuclear Regulatory Research, Director (Post 860720). 7pp. 
41231:035-41231:04! 

-8706090289 Monthly Itr status rept for Feb 1 987. 

CLEVELAND.J.W. SEA Consultants, Inc. NRC-G4-86-125. SEA 87-008. 87/03/03. 
VORA.J. Division of Engineering Safety (860720-870413). 18pp. 41231:042- 
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-8706090326 “Extended Fatigue Life Evaluation Methods for Aged LWR Components,” 
prog-ess rept for Oct-Nov 1986. 

0 DONNELL, W.J. O’Donnell & Associates, Inc. NRC-04-86-128. 87/11/20. 

WEIDENHAMER.G. Division of Engineering Technology (Pre 860720). 2pp. 
41231:170-41231:171. 

8706100037 Appeals denial of FOIA request for Documents 1-10. 

BENNETT, J. Guardian Independent Radical Newsweekly, New York, NY. 86/04/24. 
Office of the Executive Director for Operations. Ip. 41249:007-41249:010. 

8706100053 Responds to 860424 appeal of denial of FOIA request for four categories 
of records re ClA.Forwards App A & portions of App B documents.Portions withheld 
(ref FOIA Exemption 3) & App C documents withheld (ref FOIA Exemptions 3 & 1). 
STELLO,V. Office of the Executive Director for Operations. 87/06/03. BENNETT,J. 
Guardian Independent Radical Newsweekly, New York, NY. 4pp. 41249:011- 
41249:037. 

-8706100075 Informs that NRG receiving intelligence documents from several agencies 
of intelligence comm.unity Documents contains sensitive info & marked “Warning 
notice sensitive irr.oii.gonce source A methods involved.” 

GOSSICK.L.V. Oft.co pf tno .Executive Director for Operations. 76/09/28. 
CHAPMAN, K. Office of Nuclear Material Safety & Safeguards, Director. 
DONOGHUE.D.J. Office of Administration (Pre 870413). HUBERMAN,B. Office of 
Policy Evaluations. 16pp. 41249:015-41249:030. 

“8706100086 Responds to 820609 memo re document referral procedure under 
FOlA.Policies A regulations governing referral of documents located in files which 
contain info originating w/other agencies have been examined. Partially withheld 
memos end. 

BRADY,R.J. Office of Administration (Pre 870413). 82/08/13. BACON,J.E. Central In- 
telligence Agency. 4pp. 41249:031-41249:037. 

“8706100075 Informs that NRC receiving intelligence documents from several agencies 
of intelligence community.Documents contains sensitive info A marked “Warning 
notice sensitive intelligence source A methods involved." 

GOSSICK,L.V. Office of the Executive Director for Operations. 76/09/28. 
CHAPMAN, K. Office of Nuclear Material Safety A Safeguards,Director. 
DONOGHUE,D.J. Office of Administration (Pre 870413). HUBERMAN.B. Office of 
Policy Evaluations. 16pp. 41249:015-41249:030. 

“8706100086 Responds to 820609 memo re document referral procedure under 
FOlA.Policies A regulations governing referral of documents located in files which 
contain info originating w/other agencies have been examined.Partially withheld 
memos end. 

BRADY,R.J. Office of Administration (Pre 870413). 82/08/13. BACON, J.E. Central In- 
telligence Agency. 4pp. 41249:031-41249:037. 

8706100088 Partial response to FOIA request. App S documents re Diablo Canyon avail- 
able in PDR.App T documents end A also being made available in PDR.App U A V 
documents partially A completely withheld respectively (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules A Records (Post 870413). 87/06/04. HOLMES.G.A. 
MHB Technical Associates. 9pp. 41244:180-41245:008. 

“8402210386 Forwards response to Congressman Markey 831101 Itr re differences be- 
tween 830719 A 0919 board notifications concerning Diablo Canyon Case Study 
(Case C).W/o end. 

PARTLOW,J.G. Division of QA, Safeguards A Insp Programs (830103-850212). 84/ 
02/07. EISENHUT.D.G. Division of Licensing (800428-851124). Ip. 41244:192- 
41244:192. 

“8410100307 Responds to concerns expressed in T Devine 840904 Itr re NRC mishan- 
dling of allegations A anonymity of allegers. Policy of protecting anonymity A conduct 
of meetings w/allegers restated.No change in procedures warranted. 

MARTI N.J.B. Region 5, Office of Director. 84/09/20. DIRCKS,W.J. Office of the Exec- 
utive Director for Operations. 3pp. 41244:255-41244:257. 

“8410230513 Submits status of reviews A outstanding issues re near-term licensing 
activities,per H Denton 840924 memo. 

GRACE, J.N, Division of QA, Safeguards A Insp Programs (830103-850212). 84/10/ 
15. EISENHUT,D.G. Division of Licensing (800428-851124). 2pp. 41244:264- 
41244:265. 

“8504050159 Informs that fuel load projected for wk of 850422 rather than end of Mar 
as indicated in 850318 memo. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/03/28. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 41244:340-41244:340. 

“8504080562 Forwards draft ack Itr to T Devine re supplemental 2.206 petition filed on 
behalf of McDermott A O’Neill concerning alleged problems at facilities. 

BURNS,S.G. Regional Operations A Enforcement Division. 85/03/22. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 41244:338- 
41244:339. 

—8504250426 Requests review A written evaluation of Allegations 1277 A 1438 re NRC 
conduct during allegation reviews, for inclusion in future SSER.GAP 850314 second 
suppi to 840731 2.206 petition discussed. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 2.206. 85/ 
04/15. CONNELLY.S. Office of Inspector A Auditor. 2pp. 41244:342-41244:343. 

—8504300636 Forwards SSER input in response to H Schierling request re NUREG- 
0737, Items lll.A.1.2 A lll.A.2.2. re upgrade of emergency support facilities A meteoro- 
logical data, respectively. Items completed satisfactorily. 

MATTHEWS, D.B. Emergency Preparedness Branch. 85/04/22. KNIGHTON.G.W. Li- 
censing Branch 3. 6pp. 41244:346-41244:351. 

—8505090516 Forwards SSER 28 which includes computerized allegation tracking sys 
printout.W/o end, 

DIRCKS.W.J, Office of the Executive Director for Operations. 85/04/22. PALLADINO 
Commissioners. Ip. 41244:352-41244:352. 

“8505090526 Forwards briefing package, including slides.proposed license, evaluation of 
Unit 1 operating experience to date A Region V 841205 A 850415 operational readi- 
ness repts.re 850423 Commission consideration of low power license.W/o end. 
DIRCKS.W.J. Office of the Executive Director for Operations. 85/04/18. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 41244:344-41244:344. 


“8604030255 Summary of Allegation Review Board 860313 meeting re disposition of 
listed items,including Case 5-85-042. Al‘ccat;cn 1''17 re discrimination against former 
document QA reviewer for Pullman ■"’cac-- ^rodi.c;:-. 

KIRSCH.D.F., DODDS, R.T., SCHIERL1NG,H. Region 5, Office of Director. 86/03/14. 
NRC - No Detailed Affiliation Given. 4pp. 41244:354-41244:357. 

“8706100112 Discusses 840202 memo re allegations.Allegations brought to attention of 
Ebersole due to relevance to planned site visit.Region V aware of substance of allega- 
tions since Dec. 

MYERS, H. House of Rep., Interior A Insular Affairs. 84/02/02. HAYES, B. Office of In- 
vestigations. 2pp. 41244:190-41244:191. 

“8706100133 Advises that Commission has not acted on SECY-84-70 re consideration 
of complicating effects of earthquakes on emergency planning.ltem removed from 
schedule for 840224 affirmation /discussion session. 

CHILK.S.J. Office of the Secretary of the Commission. 84/02/24. Office of the Secre- 
tary of the Commission. Ip. 41244:193-41244:193. 

“8706100139 Notifies of 840604 meeting in Region V conference room to discuss full 
power license issuance recommendations. 

KIRSCH.D.F. Region 5, Office of Director. 84/05/31. CANTER.H., SCARANO.R., 
CREWS,J. Region 5, Office of Director. 2pp. 41244:194-41244:195. 

“8706100153 Advises that 13 of 23 transcripts of 840403-0503 interviews w/11 wit- 
nesses available to Board in camera upon request. Board notification recommended. 
HAYES,B.B. Office of Investigations. 84/06/01. EISENHUT.D.G. Division of Licensing 
(800428-851124). Ip. 41244:196-41244:196. 

“8706100157 Requests preparation of SSER re full power authorization, containing dis- 
cussion of resolution of Yin concerns about allegations.pior to Commission meeting. 
CHILK.S.J. Office of the Secretary of the Commission. COMJA-84-6. 84/07/02. 
DIRCKS.W.J. Office of the Executive Director for Operations. Ip. 41244:197- 
41244:197. 

“8706100164 Informs of allegations assigned for NRR for dose out responsibility.based 
on Allegation Panel Review Board 840712 meeting. 

BISHOP.T.W. Region 5, Office of Director. 84/07/16. EISENHUT.D.G. Division of Li- 
censing (800428-851124). Ip. 41244:198-41244:198. 

“8706100180 Forwards Special Insp Rept 50-275/84-07 re performance of plant oper- 
ating crews.conducted by Region V.LLL A EGAG Idaho.Inc.Perforrnance above aver- 
age compared to similar licensed facilities. 

MARTIN.J.B. Region 5, Office of Director. 84/06/21. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 41244:199-41244:225. 

“8706100188 Advises that insp of facility complete w/exception of items listed in 
encl.Const A testing completed in agreement w/ commitments A regulatory 
requirements. Licensee implementation of QA program for operations acceptable. 
MARTIN, J.B. Region 5. Office of Director. 84/07/23. DENTON, H. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 41244:226-41244:227. 

“8706100201 Forwards documents re status of offsite emergency preparedness,except 
for ASLB 820831 initial decision authorizing full power operation.Util onsite emergency 
preparedness acceptable. 

REHM,T. Office of the Executive Director for Operations. 84/07/31. DROGGITIS.S.C. 
Commissioners. 3pp. 41244:228-41244:252. 

“8706100209 Forwards JK Van De Kamp 840819 telegram re util application for stay of 
DC Circuit Court of Appeals order staying effectiveness of full power OL. 

PLAINE,H.E. Office of the General Counsel. 84/08/20. PALLADINO, ROBERTS, AS- 
SELSTINE Commissioners. 2pp. 41244:253-41244:254. 

“8706100258 Requests transfer of lead responsibility re licensee failure to seismically 
mount high-range noble gas effluent monitor noted during insp on 840618-22. 
BISHOP.T.W. Region 5, Office of Director. 84/10/02. EISENHUT.D.G. Division of Li- 
censing (800428-851124). 3pp. 41244:258-41244:260. 

“8706100273 Forwards transcripts of Commission 840725,30 A 0803 deliberations re 
issuance of full power license for plant. Issue of need to consider effects of earth- 
quakes on emergency planning discussed in dosed meetings.W/o end. 
PALLADINO,N.J. Commissioners. 84/10/03. OTTINGER,R.L House of Rep., Energy 
A Commerce. 2pp. 41244:261-41244:262. 

“8706100291 Forwards response to Parks 840901 Itr re allegations. Concerns will be 
investigated by Ofc of Inspector A Auditor as part of agency-wide audit of NRC allega- 
tion mgt practices. 

ZECH,L.W. Commissioners. 84/10/11. CHILK,S.J. Office of the Secretary of the Com- 
mission. Ip. 41244:263-41244:263. 

“8706100330 Advises that NRC received 1,480 allegations re facility as of 841031. Res- 
olution responsibility for 31 allegations assigned to Region V.AIIegations need not be 
resolved prior to issuance of full power OL. 

MARTIN.J.B. Region 5, Office of Director. 84/10/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 41244:266-41244:266. 

“8706100355 Summarizes 841101 telcon w/T Devine re verification of entry of Z Elwar 
concerns about FLUD computer code calculation for high energy line breaks into NRC 
allegation tracking sys. 

SHuLLENBERGER Region 5, Office of Director. 84/11/05. Region 5, Office of Direc- 
tor. Ip. 41244:267-41244:268. 

“8706100372 Forwards GAP documents for review A technical analysis.Matl should be 
distributed on need-to-know basis to ensure confidentiality.Exhibits 7,9,14 A 16 are af- 
fidavits from confidential sources,W/o ends. 

HAYES.B.B. Office of Investigations. 84/11/29. EISENHUT.D.G. Division of Licensing 
(800428-851124). 2pp. 41244:269-41244:270. 

“8706100387 Forwards “Summary Rept for Regional Evaluation of Diablo Canyon Unit 
2." Previous schedule for operations not achievable.Updated evaluation of licensee 
work on outstanding items will be done by Jan 1985 if warranted. 

MARTIN.J.B. Region 5, Office of Director. 84/12/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (pre-851125). 2pp. 41244:271-41244:272. 

“8706100394 “Summary Rept for Regional Evaluation of Diablo Canyon Unit 2.” 

* Region 5, Office of Director. 84/11/30. 48pp. 41244:273-41244:319.' 
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-8706100419 Transfers resolution responsibility of Allegations 1505 & 1506 re storage 
& potential for sabotage of chlorine tanks to NRR. 

KIRSCH.D.F. Region 5. Office of Director. 85/01/28. EISENHUT.D.G. Division of Li- 
censing (800428-851124). Ip. 41244:320-41244:320. 

—8706100445 Discusses licensing action review schedules for Generic Ltr 83-28, 
“Salem ATWS Events." Action on Items 3.1. 1/3.1. 2 & 4.1 will be completed by 
851231. Items 3.2.1/3.2.2 & 4.5.1 will be completed by 861231. 

KIRSCH.D.F. Region 5, Office of Director. GL-83-28. 85/03/01. MIRAGLIA.F.J. Divi- 
sion of Licensing (800428-851 124). 2pp. 41244:321-41244:322. 

-8706100452 Forwards current list of NRR allegation numbers & corresponding util ref 
numbers. 

LEY.M.C. Licensing Branch 3. 85/02/25. MEEKS, R.A. Region 5, Office of Director. 
5pp. 41244:323-41244:332. 

-8706100460 Requests addi info specified in end draft ltr for review of licensee re- 
sponse to Generic Ltr 83-28. 

KIRSCH.D.F. R.raic' 5, OT co of Director. GL-83-28. 85/03/07. THOMPSON.H.R. Di- 
vision of L.cersnc .;-:;0C-i28 851124). 3pp. 41244:333-41244:335. 

-8706100478 Recommends end SuppI 22 to NUREG-0675 not be forwarded to Hoover 
Inst, consistent w/Board Notification 84-60. 

BRADY.P.G. Division of Security (Pre 870413). 85/04/08. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 41244:341-41244:341. 

-8706100489 Provides addI info & forwards draft of SSER 28 re status of 
allegations.SSERs 29 & 30 provided by Board Notification 85-035 & 85-037 on 
850314 & 041 2. respectively. SSER 31 will be forwarded as soon as possible. 
DIRCKS.W.J. Office of the Executive Director for Operations. 85/04/19. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 41244:345-41244:345. 

-8706100503 Discusses oroposed changes to Tech Specs.No substantive comments 
offered. Definition of .^ross raci.:t::.!.v!:v si-.ou remain in Table 4.7-1. 

KIRSCH.D.F. Region c. C^iice C Di’ecior. 85/04/26. THOMPSON.H.L Division of Li- 
censing (800428-851124). Ip. 41244:353-41244:353. 

-8706100505 Summarizes 840830 hearing in San Luis Obispo, CA re licensing of planti 
Yin participation in review for facility questioned.NRC criticized by San Luis Obispo 
Mothers for Peace. 

KAMMERER.C. Office of Congressional Affairs. 84/09/05. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 41244:358-41244:360. 

-8706100508 Partially withheld memo forwarding proposed response to Udall invitation 
to attend subcommittee 840830 hearing in San Luis Obispo re licensing of 
plant.Comments requested by 840816. 

KAMMERER.C. Office of Conqressional Affairs. 84/08/15. PALLADINO. ROBERTS, 
ASSELSTINE Commissioners, ip. 41245:001-41245:001. 

-8706100514 Partially withheld memo ^o'wardirg Ccnmission 840817 application to 
Chief Justice Burger to vacate stay of u; I OL.Lt i appi cat'or to vacate stay & San Luis 
Obispo Mothers for Peace opposition mentioned. 

BRIGGS.W.W. Solicitor. 84/08/20. PALLADINO. ROBERTS. ASSELSTINE Commis- 
sioners. 7pp. 41245:002-41245:008. 

-8706110346 Updates list of allegation numbers & corresponding util ref numbers at- 
tached to 850224 note to RA Meeks. 

LEY.M.C. Licensing Branch 3, 85/03/19. MEEKS, R.A. Region 5, Office of Director. Ip. 
41244:336-41244:336. 

-8706110372 Discusses Ofc of Policy Evaluation SldfeOO & 821021 immediate effec- 
tiveness reviews for plant tow & full power licenses. SSER 29 under review by 
ofc.SSERs 28,30 & 31 will be sent to Commission by Apr 1985. 

ZERBE.J.E. Office of Policy Evaluations. 85/03/20. PALLADINO. ROBERTS. ASSEL- 
STINE Commissioners. Ip. 41244:337-41244:337. 

8706100099 Appeals denial of FOIA request to release documents re Comanche Peak 
Task Force established in Mar 1984. Agreement to withhold info only applied to al- 
legers. 

GARDE.B.P. Government Accountability Project. 86/07/22. STELLO.V. Office of the 
Executive Director for Operations. 1p. 41245:133-41245:133. 

8706100115 Further response to 860722 appeal of denial of FOIA request to release 
documents re Comanche Peak Task Force.AddI info in one docum€nt,G-280,now pub- 
licly available & end. Info in other 187 documents remains withheld (ref FOIA Exemp- 
tion 5). 

STELLO.V. Office of the Executive Director for Operations. 87/05/28. GARDE.B.P. 
Government Accountability Project, ip. 41245:134-41245:161. 

“8706100412 Handwritten SSER on allegation re QA/QC repair, rework & maint. 

* NRC - No Detailed Affiliation Given. 87/05/28. 5pp. 41245:162-41245:166, 

8706100136 Partial response to FOIA request for region input to NRR re status of plant 
readiness for OL.Forwards App D documents. App C & D documents also available in 
PDR. 

GRiMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. GRABER.L. 
I NJ T«^hn,^togies Corp. (formerly NUS Corp.). 3pp. 41245:237-41245:354. 


-8706100182 Forwards list of remaining open items requiring resolution prior to en- 
dorsement of findings of readiness for operation. 

WALKER, R.D. Region 2, Office of Director. 86/01/15. NOVAK, T.M. Division of Pres- 
surized Water Reactor Licensing - A (851125-870411). 9pp. 41245:340-41245:348. 

-8706100192 Advises that const & preoperational testing of plant completed. Insp pro- 
gram & other related activities implemented. 

GRACE.J.N. Region 2, Office of Director. 86/02/07. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (851125-870411). 5pp. 41245:349-41245:353. 

“8706100200 Recommends issuance of low power license for plant.Const & preopera- 
tional testing of plant completed per FSAR, other docketed commitments & regulatory 
requirements. 

GRACE.J.N. Region 2, Office of Director. 86/02/20. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (851125-870411). Ip. 41245:354-41245:354. 

8706100159 Forwards recipient 870313 response to author 870210 FOIA 
request.marked to indicate Central Files records. Response requested within 10 work- 
ing days. 

ONDASH.C.S. Devonrue, Ltd. 87/03/30. GRIMSLEY.D.H. Division of Rules & Records 
(Pre 870413). Ip. 41246:001-41246:001. 

8706100174 Partial response to FOIA request for records.App A documents available in 
PDR. App B documents end & also available in PDR. App D documents partially & App 
C documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. ONDASH CS 
Devonrue, Ltd. 8pp. 41246:002-41.246:080. 

-8611190364 “Rept on Assessment & Collection of Annual Charges." 

’ NRC - No Detailed Affiliation Given. AC30-1 19. 86/07/07. 8pp. 41246:011- 
41246:018. 

-8611190376 Forwards “Rept on Assessment & Collection of Annual Charges." pre- 
pared per Section 7601 of Consolidated Omnibus Budget Reconciliation Act of 
1985.W/0 end. 

KAMMERER.C. Cffice of Congressional Affairs. AC30-1 20. 86/07/07, GRAY.W.H,, 
BEVILL.T. House of Rep. DCMENICl.P.V. Senate. Ip. 41246:010-41246:010. 

“8611190387 Forwards “Rept on Assessment & Collection of Annual Charges," per 
Section 7601 of Consolidated Cmnibus Budget Reconciliation Act of 1985. 

ZECH.L.W. Commissioners. AC30-1 21. 86/07/07. UDALL.M. House of Rep., Interior 
& Insular Affairs. STAFFCRD.R.T. Senate, Environment & Public Works. DINGELL.J. 
House of Rep., Energy & Commerce. 1p. 41246:019-41246:027. 

“8612010319 Forwards notice of rulemaking being transmitted to Ofc of FR for 
publication.Rule 10CFR171 will become effective 30 days after publication. 
KAMMERER.C. Cffice of Congressional Affairs. AC30-2 30. 86/09/16. UDALL.M, K, 
House of Rep., Interior & Insular Affairs. HATFIELD.M.C. Senate, Appropriations. 
BEV1LL,T. House of Rep., Appropriations. 11pp. 41246:028-41246:028. 

-8612010329 “Annual Fee for Power Reactor OLs & Conforming Amend," 10CFR51 & 
171 final rules.Annual fee will recover allowable NRC budgeted costs for providing 
regulatory svcs to power reactors w/CLs.Fee schedule under 10CFR170 unaltered. 
CHILK.S.J. Office of the Secretary of the Commission. AC30-2 32. 86/09/16, 30pp. 
41246:029-41246:080. 

8706100211 FOIA request for documents re transfer of ownership &/or nuclear mails 
• license for GA Technologies from Chevron Corp to Neal & Linden Blue in 1986. 
HILL.M. San Diego Magazine. 87/05/04. ROBINSON, L.L. Freedom of Information 8 
Privacy Acts Branch. Ip. 41246:081-41246:081. 

8706100225 Final response to FOIA request for documents re transfer of ownership or 
nuclear mails license for GA Technologies from Chevron Corp to Neal & Linderr 
Blue.No records subj to request located. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. HILL.M. San 
Diego Magazine. Ip. 41246:082-41246:082. 

8706100253 FOIA request for documents re Radiation Technology, Inc. 

SHERRY.C.J. Kidder, Peabody & Co. 86/06/27. NRC - No Detailed Affiliation Given, 
1p. 41245:071-41245:071. 

8706100303 Responds to FOIA request for documents re Radiation 
Technology, Inc.Records not available in PDR as noted in NRC responses to FOIA Re- 
quests 85-774 & 86-237.App A documents withheld (ref FOIA Exemption 7). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. SHERRY.C.J,, 
GOLUB, L. Kidder, Peabody & Co. 3pp. 41245:072-41245:074. 

8706100404 Partial response to FOIA request for documents re plant allegations & JL 
Crews & TW Bishop affidavits, Forwards App K documents.Documents also available 
in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. DEVINE, 
DIXON Government Accountability Project. 2pp. 41246:174-41246:196. 

8706100420 Responds to FOIA request for documents re EG Case 771201 memo to TJ 
McTiernan & attached chronology of fault assessments.App F documents withheld 
(ref FOIA Exemption 5). App E documents available in PDR.App G documents not 
found. 
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8706110234 Final response to FOIA request for documents re emergencv oreparedness 
rulemaking.App F documents available in PDR.App G cccum.-nts cariaiiy withheld & 
App H documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. MURPHY, S. 
Nuclear Information & Resource Service. 7pp. 41261:079-41261:102. 

—8706110262 Partially withheld memo forwarding draft public announcement of pro- 
posed amend to lOCFRSO.changing requirement for full participation exercise of off- 
site emergency plan within 1 yr of full power licensing of nuclear power reactor. 
INGRAM.F. Office of Public Affairs. 86/10/09. LEVl.R. Office of the General Counsel. 
Ip. 41261:095-41261:095. 

—8706110263 Partially withheld memo requesting staff comments on proposed emer- 
gency preparedness rulemaking.Views on whether rulemaking should be coordinated 
w/FEMA also requested. 

PARLER.W.C. Office of the General Counsel. 87/06/04. REHM.T. NRC - No Detailed 
Affiliation Given. Ip. 41261:096-41261:096. 

—8706110264 SECY-85-103 Partially withheld SECY-85-103 requesting approval for 
publication of FR notice conforming NRC regulations to court decision re not exclud- 
ing emergency preparedness exercises from OL hearings. 

MALSCH.M.G. Deputy General Counsel. 85/05/21. 2pp. 41261:097-41261:098. 

—8706110266 Partially withheld memo advising that Commission approved proposed rev 
of rule requiring full participation emergency preparedness exercise within 1 yr of issu- 
ance of OL (SECY-86-291). 

CHILK.S.J. Cffice of the Secretary of the Commission. 87/06/04. PARLER.W.C. 
Office of the General Counsel. Ip. 41261:101-41261:101. 

—8706110267 Partially withheld memo forwarding staff requirements memo on SECY- 
86-291 which will be released by 861 124.W/0 memo. 

CHILK.S.J. Office of the Secretary of the Commission. 86/11/19. ZECH, ROBERTS. 
ASSELSTINE Commissioners. Ip. 41261:102-41261:102. 

-8706120073 SECY-86-291 Partially withheld recommendation that Commission ap- 
prove proposed rule to amend requirement for full participation emergency prepared- 
ness exercise within 1 yr prior to issuance of OL. 

PARLER.W.C. Office of the General Counsel. 86/10/06. 2pp. 41261:099-41261:100. 

87061 10248 FOIA request for all documents concerning facility noncompiiance w/NRC 
fire protection rule issued in Nov 1 980. 

BAUMAN, L. Government- Accountability Project. 86/09/30. Office of Administration 
(Pre 870413). 2pp. 41279:101-41279:102. 

8706110257 Final response to FOIA request for documents.App A available in PDR.App 
B documents withheld (ref FOIA Exemption 7). Records also submitted to another fed- 
eral agency for review. No further action will be taken on FOIA appeal 86-A-217. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/05. BAUMAN.L. 
Government Accountability Project. 5pp. 41687:179-41687:185. 

8706120003 FOIA request for info re NRC issuing order to IBM under federal lease to 
ownership plan for 5520 administrative sys. 

KENNEDY, J. Grammco Computer Sales, Inc. 87/05/19. THOMPSON, R. Division of 
Contracts (Post 870413). 4pp. 41367:274-41367:277. 

8706120010 Final response to FOIA request. Forwards documents listed in App 
A.Documents also available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/05. KENNEDY, J. 
Grammco Computer Sales, Inc. 2pp. 41 367:278-41367:282. 

—8706170472 Purchase Order DR87-0759 & printed notices of intention to lease option 
to purchase ADP equipment. ■ 

RUNION,D. Contract Administration Branch. 87/05/13. 3pp. 41367:280-41367:282. 

8706150003 Partial response to FOIA request for documents re status of preparedness 
for licensing.Fonvards App F documents.App E & F documents available in PDR. 
GRIMSLEY,D.H, Division of Rules & Records (Post 870413). 87/06/09. GRABER.L. 
LN Technologies Corp. (formerly NUS Corp.). 5pp. 41302:001-41304:146. 

—8706150010 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Fuel load date of 860930 projected. 

NORELtUS,C.E. Region 3, Office of Director. 86/07/31. THOMPSON, H.L. Division of 
Pressurized Water Reactor Licensing - A (851125-870411). 69pp. 41302:007- 
41302:075. 

—8706150016 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300. Ends include items requiring insp & resolution before Region III can endorse 
finding of readiness.Fuel loading completed on 861103. 

NORELIUS,C.E. Region 3, Office of Director. 86/12/10. NOVAK,T.M. Division of Pres- 
surized Water Reactor Licensing - A (851125-870411). 34pp. 41302:076-41302:109. 

—8706150022 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Fuel loading completed on 861103. 

NORELIUS.C.E. Region 3, Office of Director. 87/02/19. NOVAK, T.M. Division of Pres- 
surized Water Reactor Licensing - A (851125-870411). 34pp. 41302:110-41302:143. 

—8706150026 Forwards info re facility preparedness for licensing,per IE Manual Chapter 
94300. Ends include Items requiring insp & resolution before Region HI can endorse 
finding of readiness.Fuel loading date of 861115 projected. 

NORELIUS.C.E. Region 3. Office of Director. 86/08/14. THOMPSON,H.L Division of 
Pressurized Water Reactor Licensing - A (851125-870411). 25pp. 41302:144- 
41302:168. 

—8706150037 Fonvards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util estimates fuel load date of Feb to Mar 1 986. 

NORELIUS.C.E. Region 3, Office of Director. 85/12/09. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 72pp. 41302:169-41302:240. 

—8706150041 Forwards info re facility preparedness for licensing, per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Fuel load date in Mar 1986 estimated. 

NORELIUS.C.E. Region 3, Office of Director. 86/02/13, BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 68pp. 41302:241-41302:308. 


-8706150044 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util estimates fuel load date of 860331. 

NORELIUS.C.E. Region 3, Office of Director. 86/03/07. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 15pp. 41302:309-41302:322. 

-8706150048 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util anticipates fuel load date of June-Jul 1986. 

NORELIUS.C.E. Region 3, Office of Director. 86/04/10. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 47pp. 41302:323-41303:009. 

-8706150053 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can endorse 
finding of readiness.Util estimates fuel load date of mid-Sept 1985. 

NORELIUS.C.E. Region 3, Office of Director. 85/07/16. THOMPSON.H.L. Division of 
Licensing (800428-851124). 57pp. 41303:010-41303:065. 

-8706150065 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region III can make rec- 
ommendation for licensing. Util estimates fuel load date in Dec 1985. 

NORELIUS.C.E. Region 3, Office of Director. 85/12/13. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 26pp. 41303:066-41303:091. 

-8706150069 Forwards info re facility preparedness for licensing.per IE Manual Chapter 
94300.Encls include items requiring insp & resolution before Region ill can make rec- 
ommendation for licensing. Util estimates fuel load date of 860123. 

NORELIUS.C.E. Region 3. Office of Director. 86/01/07. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Licensing (851125-870411). 21pp. 41303:092-41304:146. 

8706150108 Partial response to FOIA request for documents prepared by or for IDCOR 
or IDCOR contractors re severe accident analysis, risk assessment.source term analy- 
sis & estimation & IDCOR repts on plant evaluations.App B documents end. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. SHOLLY.S. 
MHB Technical Associates. 5pp. 41360:330-41367:273. 

-8207260167 Notification of 820707-09 meetings at Sandia Natl Labs to discuss risk 
codes & value impact analysis.Agenda end. 

BERNERO.R.M. Division of Risk Analysis & Operations (84:429-360720) 82/06/24. 
MINOGUE.R.B. Office of Nuclear Regulatory Research, D ri?c:or JP'c- 660720;. 7pp. 
41360:350-41360:356. 

-8207280120 Provides general guidance on conduct of severe accident research pro- 
gram & specific info on forthcoming interactions w/industry degraded core study 
group. 

ROSS.D.F. Office of Nuclear Regulatory Research, Director (Pre 860720). 82/06/10. 
MINOGUE.R.B.. BERNERO.R.M., BASSETT,O.C. Office of Nuclear Regulatory Re- 
search, Director (Pre 860720). 7pp. 41360:357-41361:003. 

-8212270378 Forwards list of degraded core issues.Discussions to identify subissues 
requested. 

BUHL.A.R. Technology for Energy Corp. 82/11/11. ROSS.D. Office of Nuclear Regu- 
latory Research, Director (Pre 860720). 3pp. 41362:137-41362:138. 

-8303090089 Forwards comments on IDCOR degraded issues per 821213 
request.Tables 1A & 1B provide priority ratings for both in-vessel & ex-vessel phenom- 
enological issues w/potential importance & also for SECY-82-1 B. 

MATTSON.R.J. Division of Systems Integration (811005-851124). 83/02/18. 
ROSZTOCZY.Z.R. Research & Standards Coordination Branch. 48pp. 41362:139- 
41362:187. 

-8401230133 Forwards proposed revised schedule for key Winter 1983-1984 meetings 
on severe accident & source term. 

BERNERO.R.M. Accident Source Term Program Office. 83/12/27. ROSS.D., 
MATTSON.R., SPEIS.T. NRC - No Detailed Affiliation Given. 6pp. 41363:166- 
41363:171. 

-8401310526 Recommends NRC interaction w/IDCOR in comparison of severe acci- 
dent analysis.Work should be done in orderly & timely way w/o prejudging results of 
APS study. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/12/29. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 
41363:164-41363:165. 

-8507020137 Summary of 850430 meeting w/lDCOR re outstanding technical 
issues.List of attendees end. 

ROSZTOCZY,Z.R. Research & Standards Coordination Branch. 85/06/21. SPEIS.T.P. 
Division of Safety Technology (800428-851124). 11pp. 41366:166-41366:176. 

-8603180090 Requests status updates of resolution of IDCOR technical issues & 
review of IDCOR Rept 85.2 not covered in NUREG-1150.Review of IDCOR rept 
should proceed in time frame consistent w/860331 target date. 

SPEIS.T.P. Division of Safety Review & Oversight (851125-870411). 86/03/04. 
GILLESPIE.F.P. Division of Accident Evaluation (Post 840101). ARLOTTO.G.A. Divi- 
sion of Engineering Technology (Pre 860720). 11pp. 41366:177-41366:189. 

-8706150135 Forwards proposed schedules & agendas for five NRC/IDCOR technical 
exchange meetings.Requests appropriate documents describing NRC work & advises 
that relevant technical tasks repts for meeting No. 1 sent separately. 

BUHL.A.R, Technology for Energy Corp. 83/09/09. ROSS.D. Office of Nuclear Regu- 
latory Research, Director (Pre 860720), 11pp. 41361:004-41362:136. 

“8706150173 Forwards summary of 820707-08 NRC/IDCOR technical meeting in 
Albuquerque.NM.List of attendees, meeting agenda end & related info end. 
BERNERO,R.M. Office of Nuclear Regulatory Research, Director (Pre 860720). 82/ 
07/08. BLONO.R.M., MARGULIES.T.S., CUNNINGHAM.M.A. Office of Nuclear Regu- 
latory Research. Director (Pre 860720). 274pp. 41362:188-41363:101. 

-8706150205 Forwards review of NRC & IDCOR meltdown models.TC Eng memo 
transmitting issue paper on plant categorization to be discussed at 840515-17 NRC/ 
IDCOR technical exchange meeting also end. 

MEYER, R.O. Accident Source Term Program Office. 84/07/29. SILBERBERG.M. Ac- 
cident Source Term Program Office. 31 pp, 41363:102-41363:143, 
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—8706160004 Expresses concern that compressed time scale for review process of 
documentation of IDCOR analysis of severe accident phenomenology not in interests 

SNYDER. A.W Sandia National Laboratories. 83/11/21. ROSS.D.F. Office of Nuclear 
ReguSatOiV Research, Director (Pre 860720). 4pp. 41363:144-41363:147. 

-8706160016 Advises that NRC/IDCOR techr.Ica: meotm-g on *ission product 

release & transport now set for 840207-08 AciS“ing;cr= SC TePtati./e agenda, table 
vv/ names of associated N~'C ccrira.r.ors i cihe'S crcl 
p j,' Accident Source Term Program Office. 84/01/06. SILBERBERG,M., 
J’ANKG'X'Ski.f.' , :^ASEDAG.W. NRC - No Detailed Affiliation Given. 8pp. 41363:148- 
■; o'ju ' 155. 

—8706160030 Confirms listed understandings as consequence of 831219 NRC-IDCOR 
mat meeting. Related info end. 

ROSS.D.F. Office of Nuclear Regulatory Research, Director (Pre 860720). 83/12/30. 
REED.'c. Commonwealth Edison Co. 8pp. 41363:156-41363:163. 

-8706160089 Notifies of 840828-29 meetings w/IDCOR re integrated analysis of fission 
product behavior in primary sys & in containment as function of time.Agenda & list of 
relevant documents end. 

BERNERO.R.M., SPEIS.T.P. Division of Safety Technology (800428-851124). 84/08/ 
03. NRC - No Detailed Affiliation Given. 52pp. 41363:172-41363:226. 


—8706160131 Forwards item-by-item comments on NRC comments at 840828-29 
IDCOR/NRC Meeting 3B ro integrated .?"alysis of plant response. 

FONTANA, M.H. Technolocr ‘c Encr;:,' 84/09/07. BERNERO.R. Division of 

Systems Integration (pre 811305, Cpp. ;:-57 '27-41367:132. 

-8706160166 Forwards latest update of status of issue papers & format to be used de- 
cided upon in Jan 1984 SARP meeting. 

ROSS.D.F. SARP Review Group. 84/02/23. MARINO, G.P., ROSS.D.F. Office of Nu- 
clear Regulatory Research, Director (Pre 860720). MATTSON, R.J. Office of Nuclear 
Reactor Regulation. Director (851125-870411). 14pp. 41367:164-41367:177. 

—8706160188 Advises that SARP Senior Review Group preparing Commission paper on 
severe accident decisions for existing nuclear power plants. List of technical isues & 
model for position papers end. 

ROSS.D. SARP Review Group. 83/09/15. BASSETT, 0.. WRIGHT, R.. LONG.J. NRC - 
No Detailed Affiliation Given. 118pp. 41367:178-41367:273. 


—8706160223 Forwards summary of IDCOR repts on sequence selection, fission prod- 
uct oharade'''s8cs.hyd'’Ccen nene-'af'cr hydrogen combustion, core melt 
phenorrv'ia.ves.'i-;-: 'as ure S. dcu'is (:-i:-'icninc..V.'D end. 

SILrERSERG.M Acccijnl 3ci;':u Tenr F'cg'am Office. 84/03/20. NRC - No De- 
tailed Affiliatic:' Gven. Ip. 41366:253-41367:101. 


—8706160258 Informs that assignment to prepare issue papers in areas of ex-contain- 
ment transport & consequences, charaterization of plants & sequences.assessment of 
existing plants, assessment of plants w/mods should be considered null & void. 
MURPHY, J.A. Division of Risk Analysis & Operations (840429-860720). 84/10/04. 
AGRAWAL.B. Office of Nuclear Regulatory Research, Director (Pre 860720). 
BARANOWSKY.P., BURDICK,G. Division of Risk Analysis & Operations (840429- 
860720). lipp, 41367:102-41367:112. 

-8706160275 Draft 2 to “Severe Accident Decisions for Existing Nuclear Power Plants." 
MALARO.J.C. Pecdatcry Analysis & Materials Risk Branch. 83/10/31. 47pp. 
41 367:r-3-'- 13(57 "26. 


-8706160305 Forwards final revised set of major NRC/IDCOR technical issues for 
severe accidents.Advises that document relative to research program area should be 
reviewed. 

ROSS.D.F. Office of Nuclear Regulatory Research, Director (Pre 860720). 85/03/05. 
MARINO.G.P.. GILLESPIE,F. Office of Nuclear Regulatory Research, Director (Pre 
860720). SPEIS.T. Office of Nuclear Reactor Regulation, Director (851125-870411). 
20pp. 41366:190-41366:214. 

-8706160331 Discusses In-vessel hydrogen generation in NRC/IDCOR analyses. 
CYBULSKIS.P. Battelle Memorial Institute, Columbus Laboratories. 85/04/19 

SILBERBERG.M. NRC - No Detailed Affiliation Given. 6pp. 41366:215-41366:252. 

—8706160391 Summarizes thoughts on 850326 NRC/IDCOR meeting on technical issue 
resolution & generic applicability. 

CYBULSKIS.P. Battelle Memorial Institute, Columbus Laboratories. 85/04/08. 

SILBERBERG,M. Accident Source Term Program Office. 3pp. 41366:053-41366:057. 

-8706160404 Slide presentation entitled, “Limited Application of Latin Hypercube Sam- 
pling for NUREG-1150.’’ 

HASKIN.F.E. NRC - No Detailed Affiliation Given. 85/12/09. 16pp. 41366:058- 
41366:117. 


—8706160417 FAI/85-19 “Matl Access Authorization Program Uncertainty Analyses." 
* Fauske & Associates, Inc. 85/04/30. 84pp. 41366:118-41366:165. 


-8401230133 Forwards proposed revised schedule for key Winter 1983-1984 meetings 
on severe accident & source term. 

BERNERO.R.M. Accident Source Term Program Office. 83/12/27. ROSS,D, 
MATTSON.R., SPEIST NRC - No Detailed Affiliation Given. 6pp. 41363:166- 
41363:171. 


-8401310526 Reco'^'rends NRC interaction w/IDCOR in comparison of severe acci- 
dent .ar.;._.s5 A.-;:. srcuLj be done in orderly & timely way w/o prejudging results of 
APS study. 

DIRCKS.W.J. Office of the Executive Director for Operations. 83/12/29. 
DENTON.H.R. Office of Nuclear Reactor Regulation. Director (pre-851 125). 2pp. 
41363:164-41363:165. 


-8507020137 Summary of 850430 meeting w/IDCOR re outstanding technical 
issues. List of attendees end. 

ROSZTOCZY.Z.R. Research & Standards Coordination Branch. 85/06/21. SPEIS.T.P, 
Division of Safety Technology (800428-851 1 24). 11 pp. 4 1 366: 1 66-41 366: 1 76. 

-8603180090 Requests status updates of resolution of IDCOR technical issues & 
review of IDCOR Rept 85.2 not covered in NUREG-1 1 SO.Review of IDCOR repi 
should proceed in time frame consistent w/860331 target date. 

SPEIS Dvsic" of Safety Review & Oversight (85 1 1 25-87041 1 ). 86/03/04. 
GiLLES.-^z.F Z .ision of Accident Evaluation (Post 840101). ARLOTTO.G.A. Divi- 
sion of Engineering Technology (Pre 860720). 11pp. 41366:177-41366:189. 

“8706150135 Forwards proposed schedules & agendas for five NRC/IDCOR technical 
exchange meetings.Requests appropriate documents describing NRC work & advises 
that relevant technical tasks repts for meeting No. 1 sent separately. 

BUHL,A.R. Technology for Energv Corp. 83/09/09. ROSS.D- Office of Nuclear Regu- 
latory Research, Director (Pro 860720). 11pp. 41361:004-41 362:136. 

-8706150173 Forwards summary of 820707-08 NRC/IDCOR technical meeting in 
Albuquerque.NM.List of attendees.meeting agenda end & related info end, 
BERNER(D,R.M. Office of Nuclear Regulatory Research, Director (Pre 860720), 02/ 
07/08. BLOND, R.M., MARGULIES.T.S., CUNNINGHAM. M.A. Office of Nuclear Regu- 
latory Research, Director (Pre 860720). 274pp. 41362:188-41 363:101. 

-8706150205 Forwards review of NRC & IDCOR meltdown models, TC Eng memo 
transimitting issue paper on plant categorization to be discussed at 840515-17 NRC/ 
IDCO^ :echr :2 (.>.r'3.'iG0 meeting also end. 

.ME'-EFRO Source Term Program Office. 84/07/29. SILBERBERG.M, Ac- 

cident Source Term Program Office. 31pp. 41363:102-41 363:143. 

-8706160004 Expresses concern that compressed time scale for review process o( 
docur.e'’;at'c'' CCOP analysis of severe accident phenomenology not in interests 
of 

SNYCE=’,A V; Sa-:.a National Laboratories. 83/11/21. ROSS.D.F. Office of Nuclear 
Regulatory Research, Director (Pre 860720). 4pp. 41363:144-41363:147. 

-8706160016 Advises that NRC/IDCOR technical exchange meeting on fission product 
release & transport now set for 840207-08 in Washington, DC.Tentative agenda, table 
of technical issues w/ names of associated NRC contractors & others end. 
BERNEoe.PY Acrdcnt Source Term Program Office. 84/01/06. SILBERBERG.M,. 
JAN-O.'.SK V. =*'5EDAG,W. NRC - No Detailed Affiliation Given, 8pp. 41363:148- 
41363:155. 


“8706160030 Confirms listed understandings as consequence of 831219 NRC-IDCOR 
mat meeting.Related info end. 

ROSS.D.F, Office of Nuclear Regulatory Research, Director (Pre 860720). 83/12/30. 
REED.C. Commonwealth Edison Co. 8pp. 41363:156-41363:163. 

-8706160089 Notifies of 840828-29 meetings w/IDCOR re integrated analysis of fission 
product behavior in primary sys & In containment as function of time.Agenda & list of 
relevant documents end. 

BERNERO.R.M., SPEIS.T.P. Division of Safety Technology (800428-851124), 84/08/ 
03. NRC - No Detailed Affiliation Given. 52pp. 41363:172-4 1 363:226. 

-8706160131 Forwards item-by-item comments on NRC comments at 840828-29 
iCCCR 'NP.C Vcof'-g 33 re integrated analysis of plant response. 

FONTANA/v r- ■■■ar.'-r^ijgy for Energy Corp. 84/09/07. BERNERO.R. Division of 
Systems Integration (pre 811005). 6pp. 41367:127-41 367: 1 32. 

-8706160166 Forwards latest update of status of issue papers & format to be used de- 
cided upon in Jan 1984 SARP meeting. 

ROSS.D.F. SARP Review Group. 84/02/23. MARINO.G.P., ROSS.D.F. Office of Nu. 
clear Oequ'atr'".' °ese?.rch. Director (Pre 860720). MATTSON.R.J. Office of Nuclear 
Reader Peg..- a; 3- Z rec.or (851 1 25-87041 1 ). 1 4pp. 41 367: 1 64-41 367:1 77. 


-8207260167 Notification of 820707-09 meetings at Sandia Natl Labs to discuss risk 
codes & value impact analysis.Agenda end. 

BERNERO.R.M. Division of Risk Analysis & Operations (840429-860720). 82/06/24 
MINOGUE,R.B. Office of Nuclear Regulatory Research, Director (Pre 860720) 7dd 
41360:350-41360:356. 

-8207280120 Provides general guidance on conduct of severe accident research pro- 
gram & specific info on forthcoming interactions w/industry degraded core study 
group. 

ROSS.D.F. Office of Nuclear Regulatory Research. Director (Pre 860720). 82/06/10. 
MINOGUE.R.B., BERNERO.R.M., BASSE I 1 .0.0. Office of Nuclear Regulatory Re- 
search, Director (Pre 860720). 7pp. 41360:357-41361:003. 


-8706160188 Advises that SARP Senior Review Group preparing Commission paper on 
severe accident decisions for existing nuclear power pi ants. List of technical isues & 
model for position papers end. 

ROSS.D. SARP Review Group. 83/09/15. BASSETT, O., WRIGHT, R., LONG.J. NRC- 
No Detailed Affiliation Given. 118pp. 41367:178-41367:2 73. 

—8706160223 Forwards summary of IDCOR repts on sequence selection, fission prod- 
uct chemete’sf :s hyd'-ogen generation, hydrogen combustion, core mel! 

phonc.T5.''a,’.e5So. :'a .■"o & debris quenching.W/o end. 

SILBERBERG.M. Accident Source Term Program Office. 84/03/20. NRC - No De- 
tailed Affiliation Given, 1p. 41366:253-41367:101. 


-8212270378 Forwards list of degraded core issues. Discussions to identify subissues 
requested. 

BUHL,A.R. Technology for Energy Corp. 82/11/11. ROSS.D. Office of Nuclear Requ- 
latory Research, Director (Pre 860720). 3pp. 41362:137-41362:138 


-8303090089 Forwards comments on IDCOR degraded issues per 821213 
requeslTables 1A & IB provide priority ratings for both in-vessel & ex-vessel phenom- 
enological issues w/potentiai importance & also for SECY-82-1 B. 

MATTSON, R.J. Division of Systems Integration (811005-851124). 83/02/18 
ROSZTOCZY.Z-R. Research & Standards Coordination Branch. 48pp. 41362:139- 


—8706160258 Informs that assignment to prepare issue papers in areas of ex-contain- | 
ment transport & consequences, charaterization of plants & sequences.assessment o! ■ 
existing plants.assessment of plants w/mods should be considered null & void. ^ 

MURPHY,J.A. Division of Risk Analysis & Operations (840429-860720). 84/10/04. i 

AGRAWAL.B. Office of Nuclear Regulatory Research, Director (Pre 860720) i 

BARANOWSKY.P., BURDICK, G. Division of Risk Analysis & Operations (840429' I 

860720). 11pp. 41367:102-41367:1 12. k \ ^ 

I 

—8706160275 Draft 2 to "Severe Accident Decisions for Existing Nuclear Power Plants." | 

MALAR0,J.C. Regulatory Analysis & Materials Risk Branch. 83/10/31. 47pp. I 

41367:113-41367:126. ^ 5 




i 
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-8706160305 Forwards final revised set of major NRC/IDCOR technical issues for 
severe accidents.Advises that document relative to research program area should be 
reviewed. 

ROSS.D.F. Office of Nuclear Regulatory Research, Director (Pre 860720). 85/03/05. 
MARINO, G.P., GILLESPIE.F. Office of Nuclear Regulatory Research, Director (Pre 
860720). SPEIS,T. Office of Nuclear Reactor Regulation, Director (851125-870411). 
20pp, 41366:190-41366:214. 

-8706160331 Discusses in-vessel hydrogen generation in NRC/IDCOR analyses. 
CYBULSKIS.P. Battelle Memorial Institute, Columbus Laboratories. 85/04/19. 

SILBERBERG,M. NRC ■ No Detailed Affiliation Given. 6pp. 41366:215-41366:252. 

-8706160391 Summarizes thoughts on 850326 NRC/IDCOR meeting on technical issue 
resolution & generic applicability. 

CYBULSKlS,P. Battelle Memorial Institute, Columbus Laboratories. 85/04/08. 

SILBERBERG.M. Accident Source Term Program Office. 3pp. 41366:053-41366:057. 

“8706160404 Slide presentation entitled, “Limited Application of Latin Hypercube Sam- 
pling for NUREG-1150.” 

HASKIN,F.E. NRC - No Detailed Affiliation Given. 85/12/09. 16pp. 41366:058- 
41366:117. 

“8706160417 FAI/85-19 “Matl Access Authorization Program Uncertainty Analyses." 

* Fauske & Associates, Inc. 85/04/30. 84pp. 41366:1 18-41366:165. 

8706160009 FOIA request for documents re abstract of bids for Microform Inc. 
DEAR1E,K.A. Microform, Inc. 87/05/21. WIGG1NS,E.J. Division of Contracts (Pre 
870413). Ip. 41314:010-41314:010. 

8706160023 Responds to FOIA request for documents. Forwards documents listed in 
apps Tc'i,;rii''c n=no Ofc of Investigations case files.Documents available in PDR in 
(olCi-- i'C.A 8^--2? : . Documents partially withheld (ref FOIA Exemptions 5 & 7). 
ROBINSON, L.L. Freedom of Information & Privacy Acts Branch. 87/06/05. Freedom 
of Information & Privacy Acts Branch. 17pp. 41542:189-41545:250. 

”8706160043 Partially withheld Rept of Inquiry 04-84-019 re alleged improper disposi- 
tioning of nonconformance repts (NCRs) on falsification of insp records & intimidation 
of QC inspectors.WD Johnson 840320 memo forwarding NCR end. 

FROST, W.E., HERR.R.K. Office of Investigations. 84/04/13. 13pp. 41542:206- 
41542:218. 

“8706160065 Forwards Ofc of Investigations (01) rept of investigation re alleged intimi- 
dation of QC inspectors & falsification of insp records.Ol concludes that QC insp 
drawings intentionally falsified. 

HAYES, B.B. Office of Investigations. 85/10/07. MARTIN, R. Region 4, Office of Direc- 
tor. 2pp. 41542:219-41542:220. 

-8706160111 Partially deleted Investigation Rept 4-84-026.Major areas 
investigated: alleged harassment & intimidation of QC inspectors & falsification of insp 
draw r.:.s Rclaioc; info, including partially deleted transcripts of interviews end. 
EM.ERSON.M., HERR.R.K., HAYES, B.B, Office of Investigations. 85/10/07. 409pp. 
41542:221-41543:265, 

-8706160142 Submits addi info re intimidation/harassment & QC insp quotas allega- 
tions per Investigation Q4-84-026, “Quota Sys” for QC inspectors not imposed by 
Daniel Civil quality inspectors. 

BROWN, K.R. Kansas Gas & Electric Co. 85/05/29. EMERSON. M. Office of Investiga- 
tions. 2pp. 41543:266-41543:267. 

-8706160148 Forwards revised copy of Itr waiting for recipient upon return to ofc. 
BROWN.K.R. Kansas Gas & Electric Co. 85/05/31. EMERSON, M. Office of Investiga- 
tions. Ip. 41543:268-41543:268. 

-8706160198 Forwards Rept of Inquiry Q4-84-042.Case has been closed. 

HERR.R.K. Office of Investigations. 85/01/30. HAYES.B.B. Office of Investigations. 
Ip. 41543:269-41543:269. 

—8706160233 Partially deleted Rept of Inquiry Q4-84-042.No violations noted. Major 
areas investigated:alleged alterations of personnel records. Record of 840930 telcon & 
rept of interview w/JA Kelly end. 

DRISKILL.D.D., HERR.R.K. Office of Investigations. 85/01/30. 9pp. 41543:270- 
41543:278. 

—8706160278 Partially deleted Rept of Inquiry Q4-85-001. Major areas 

investigated:alleged improper activitiy re quality first/QA programs & questionable mgt 
intfiq-'ty.Rc-lsted documentation end. 

HERR.R.K. Ofice of Investigations. 85/02/21. 149pp. 41543:279-41544:066. 

“8706160302 Advises that Rept of Inquiry 04-85-001 closed on 850221 & forwarded to 
Ofc of Investigations headquarters. 

SPAGNOLI.C. Office of Investigations. 85/03/04. HUNT.J. NRC - No Detailed Affili- 
ation Given. 1p. 41544:067-41544:067. 

-8706160337 Partially deleted memo discussing Rept of Inquiry Q4-85-001 re alleged 
improper activity re quality first/QA programs & questionable mgt integrity.AddI evalua- 
tion of “Dissolvo Tape,” per Insp Rept 50-482/85-1 0,being performed. 

MARTIN, R.D. Region 4, Office of Director. 85/02/26. HERR.R.K. Office of Investiga- 
tions. Ip. 41544:068-41544:068, 

-8706160349 Advises that util 840409 Investigative Rept KQWLKM-84-015 combined 
w/termination of foreman & corrective action of re-addressing unrestricted access to 
NRC by all personnel, have adequately addressed questionable issues. 

HERR.R.K. Office of Investigations. 85/02/05. WESTERMAN.T. Region 4, Office of 
Director. Ip. 41544:069-41544:069. 

-8706160438 Forwards LE Ellershaw rept re 850529-30 comparison between Kansas 
Gas & Electric Co Quality First files & files in D Driskill possession.Quality First files 
found more comprehensive & w/o indicated alterations. 

DENISE.R.P. Region 4, Office of Director. 85/06/10. HERR.R.K. Office of Investiga- 
tions. 2pp. 41 544:070-41 544:071 . 

-8706160456 Fonwards Ofc of Investigations Assist to Insp re review of facility Quality 
First program investigation records. 

HERR.R.K. Office of Investigations. 85/06/12. MARTIN.R. Region 4, Office of Direc- 
tor. Ip. 41544:072-41544:072. 

“8706160483 Partially deleted Assist to Insp A4-85'005 re Ofc of Investigations review 
of util quality first program investigation records. 

DRISKILL, D.D., HERR.R.K., EMERSON.M. Office of Investigations. 85/06/12. 111pp. 
41544:073-41544:183. 


-8706160S22 Advises that sufficient merit re handling of drug-related issues has not 
been found to warrant initiation of Ofc of Investigations investigation into Q1 program. 
MARTIN.R.D. Region 4, Office of Director. 85/12/19. HERR.R.K. Office of Investiga- 
tions. 2pp. 41544:184-41544:185. 

“8706160569 Forwards Q1 investigators statements.allegers &/or witnesses interviews 
re util Q1 program.based on Ofc of Investigations investigation into Cases 4-84-026,4- 
85-011,4-85-012 & 4-85-013.for review. 

HERR.R.K. Office of Investigations. 85/10/28. MARTIN.R.D. Region 4, Office of Di- 
rector. 17pp. 41544:186-41544:202. 

-8706160599 Forwards listed documents & revised diskette for incorporation into Rept 
of Investigation 4-85-01 1. 

HERR.R.K. Office of Investigations. 86/01/10, HUTCHISON.W.D. Office of Investiga- 
tions. 4pp. 41544:203-41544:206, 

-8706160610 Forwards Rept of Investigation 4-85-011 re suspected falsification of 
records at plant. 

HAYES.B.B. Office of Investigations. 86/04/30, MARTIN.R.D. Region 4, Office of Di- 
rector. 2pp. 41544:207-41544:208. 

-8706160627 Partially deleted Rept of Investigation 4-85-011. No violations noted.Major 
areas investigated:suspected falsification of records at plant.Supporting documenta- 
tion end. 

EMERSON.M., HERR.R.K., HAYES.B.B. Office of Investigations. 86/04/04. 104pp. 
41544:209-41544:314. 

-8706160646 Forwards Ofc of Investigations Rept of Investigation 4-85-012 re suspect- 
ed improper disposition of allegation of drug use by engineer. 

HAYES.B.B. Office of Investigations. 86/01/24, MARTIN.R.D. Region 4, Office of Di- 
rector. Ip. 41544:315-41544:315. 

-8706160666 Partially deleted Rept of Investigation 4-85-01 2.No violations noted.Major 
areas investigated:allegation of drug use by quality engineering personnel. Related 
documentation end. 

EMERSON.M., HERR.R.K., HAYES.B.B. Office of Investigations. 86/01/24. 64pp. 
41544:316-41545:019. 

-8706160685 Advises that no further Ofc of Investigations participation anticipated 
unless further investigation re safety significance & impact requested concerning Case 
4-85-012. 

HERR.R.K. Office of Investigations, 85/08/29. Office of Investigations. 2pp. 
41545:020-41545:021. 

-8706160690 Forwards Ofc of Investigations Rept of Investigation 4-85-013 re alleged 
discrimination against QC employee. 

HAYES.B.B. Office of Investigations. 86/01 /29. MARTIN.R.D. Region 4, Oftice of Di- 
rector. Ip. 41545:022-41545:022. 

-8706160698 Partially deleted Investigation Rept 4-85-01 3.No violations noted.Major 
areas investigated:alleged discrimination against QC employee.Supporting documenta- 
tion end. 

EMERSON.M., HERR.R.K., HAYES.B.B. Office of Investigations. 86/01/22. 77pp. 
41545:023-41545:097. 

-8706160706 Supplemental Rept of Inquiry Q4-84-018(S).No violations noted.Major 
areas investigated:alleged intimidation of QC inspectors. 

HERR.R.K. Office of Investigations. 85/02/15. Ip. 41545:098-41545:098. 

-8706160714 Advises that upon receipt of Ofc of Investigations File Q4-83-005,per 
850613 telcon w/C Pappas.author will respond to 850523 request for re-review of 
documents per FOIA-84-291. 

REED.C.A. Office of Investigations. 85/06/13. ROBINSON, L.L Division of Rules & 
Records (Pre 870413). 2pp. 41545:099-41545:100. 

-8706170228 Forwards documents from Ofc of Investigations.Region IV & headquarters 
re FOIA-84-291 request.lnventories to respective cases indicating exemptions under 
which certain matl should be withheld end, 

SCHOFIELD.P. Office of Investigations. 84/08/11. PAPIAI.C. Division of Rules & 
Records (Pre 870413). 20pp. 41545:101-41545:118. 

-8706170250 Discusses request for release of util investigative rept re Jan 1984 allega- 
tion concerning alleged harassment to complete ofc files.G Charnoff will pursue 
matter w/client & respond within 10 days. 

HAYES.B.B. Office of Investigations, 84/06/01. Office of Investigations. 1p. 
41545:119-41545:119. 

-8706170629 Advises that “personal & confidential" investigative rept provided to NRC 
by util will be maintained in Ofc of Investigations Region IV field ofc in investigative file 
Q4-84-018.W/O end. 

DRISKILL.D.D. Office of Investigations. 84/03/19. Office of Investigations. Ip. 
41545:120-41545:120. 

-8706170631 Advises that "use as is” disposition acceptabte.based on review of Daniel 
Inti Welding Procedure Spec Technique Sheet Number N-8-8-A-4,Rev O.for welding 
w/3/32-incn electrode using 105 amperage. 

GILBERT.L. NRC - No Detailed Affiliation Given. 84/03/14. FROST, W.E. Office of In- 
vestigations. Ip. 41545:121-41545:158. 

-8706160043 Partially withheld Rept of Inquiry 04-84-019 re alleged improper disposi- 
tioning of nonconformance repts (NCRs) on falsification of insp records & intimidation 
of QC inspectors.WD Johnson 840320 memo forwarding NCR end. 

FROST. W.E., HERR.R.K. Office of Investigations. 84/04/13. 13pp. 41542:206- 
41542:218. 

-8706160065 Forwards Ofc of Investigations (01) rept of investigation re alleged intimi- 
dation of QC inspectors & falsification of insp records.Ol concludes that QC insp 
drawings intentionally falsified. 

HAYES.B.B. Office of Investigations. 85/10/07. MARTIN.R. Region 4, Office of Direc- 
tor. 2pp. 41542:219-41542:220. 

“8706160142 Submits addI info re intimidation/harassrnent & QC insp quotas allega- 
tions per Investigation Q4-84-026. “Quota Sys" for QC inspectors not imposed by 
Daniel Civil quality inspectors. 

0ROWN.K.R. Kansas Gas & Electric Co. 85/05/29. EMERSON.M. Office of Investiga- 
tions. 2pp. 41543:266-41543:267. 
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-8706160148 Forwards revised copy of Itr waiting for recipient upon return to ofc. 
BROWN, K.R. Kansas Gas & Electric Co. 85/05/31. EMERSON, M. Office of Investiga- 
tions. Ip. 41543:268-41543:268. 

-8706160198 Forwards Rept of Inquiry Q4-84-042.Case has been closed. 

HERR.R.K. Office of Investigations. 85/01/30. HAYES, B.B. Office of Investigations. 
Ip. 41543:269-41543:269. 

-8706160233 Partially deleted Rept of Inquiry Q4-84-042.No violations noted.Major 
areas investigated:alleged alterations of personnel records. Record of 840930 telcon & 
rept of interview w/JA Kelly end. 

DRISKILL,D.D., HERR.R.K. Office of Investigations. 85/01/30. 9pp. 41543:270- 
41543:278. 

“8706160278 Partially deleted Rept of Inquiry Q4-85-001. Major areas 

!-vesf-c£fodT:"-r-GOd ir.p-cpcr activitiy re quality first/QA programs & questionable mgt 
iai.on end. 

■iF-R,-. Ofc-;.: 0 ^ nvoiirigations. 85/02/21. 149pp. 41543:279-41544:066. 

-8706160302 Advises that Rept of Inquiry Q4-85-001 closed on 850221 & forwarded to 
Ofc of Investigations headquarters. 

SPAGNOLI.C. 0“;cc cf 85/03/04. HUNT.J. NRC - No Detailed Affili- 

ation Given. 1 p. t .‘.6 t r.4.; Zr. 

-8706160337 Partially deleted memo discussing Rept of Inquiry Q4-85-001 re alleged 
improper activity re quality first/QA programs & questionable mgt integrity.AddI evalua- 
tion of “Dissolve Tape," per Insp Rept 50-4fi?/R5-10.heirn peHormed. 

MARTIN, R.D. Region 4, Office of Director. 85 'C.''26. K Office of Investiga- 

tions. Ip. 41544:068-41544:068. 

-8706160349 Advises that util 840409 Investigative Rept KQWLKM-84-01 5 combined 
w/termination of foreman & corrective action of re-addressing unrestricted access to 
NRC by all personnel, have adequately addressed questionable issues. 

HERR,R.K. Office of Investigations. 85/02/05. WESTERMAN.T. Region 4, Office of 
Director. Ip. 41544:069-41544:069. 

-8706160438 Forwards LE Ellershaw rept re 850529-30 comparison between Kansas 
Gas & Electric Co Quality First files & files in D Driskill possession.Quality First files 
found more comprehensive & w/o indicated alterations. 

DENISE. R.P. Region 4, Office of Director. 85/06/10. HERR.R.K. Office of Investiga- 
tions. 2pp. 4 ■;54-''..070-4: 544:071. 

“8706160456 Forwards Ofc of Investigations Assist to Insp re review of facility Quality 
First program investigation records. 

HERR.R.K. Office of Investigations. 85/06/12. MARTIN.R. Region 4, Office of Direc- 
tor. Ip. 41544:072-41544:072. 

-8706160483 Partially deleted Assist to Insp A4-85-005 re Ofc of Investigations review 
of util quality first program investigation records. 

DRISKILL.D.D., HERR.R.K., EMERSON.M. Office of Investigations. 85/06/12. 111pp. 
41544:073-41544:183. 

-8706160522 Advises that sufficient merit ro hi.-.dli-g cf drjg-ro'ated issues has not 
been found to warrant initiation of Ofc of i''V':if.:'gf!i-o''.s ir.^esi.qa:.D'‘- into Q1 program. 
MARTIN, R.D. Region 4, Office of Directo". 55 "2 ‘13 HERR.R K. Office of Investiga- 
tions. 2pp. 41544:184-41544:185. 

-8706160569 Forwards Q1 investigatc’s statements, ailecers Si/or witnesses interviews 
re util Q1 program.based on Ofc of Ir'voeti.ccticns r'.vc.s'.icaiio'-: into Cases 4-84-026,4- 
85-01 1 .4-85-012 & 4-85-01 3, for review. 

HERR.R.K. Office of Investigations. 85/10/28. MARTIN, R.D. Region 4, Office of Di- 
rector. 17pp. 41544:186-41544:202. 

-8706160599 Forwards listed documents & revised diskette for incorporation into Rept 
of Investigation 4-85-011. 

HERR.R.K. Office of Investigations. 86/01/10. HUTCHISON, W.D. Office of Investiga- 
tions. 4pp. 41544:203-41544:206. 

“8706160610 Forwards Rept of Investigation 4-85-011 re suspected falsification of 
records at plant. 

HAYES.B.B. Office of Investigations. 86/04/30. MARTIN, R.D. Region 4, Office of Di- 
rector. 2pp. 41544:207-41544:208. 

—8706160627 Partially deleted Rept of Investigation 4-85-011. No violations noted.Major 
areas investigated:suspected falsification of records at plant.Supporting documenta- 
tion end. 

EMERSON.M., HERR.R.K., HAYES.B.B. Office of Investigations. 86/04/04 104pd 
41544:209-41544:314. 

—8706160646 Forwards Ofc of Rept of Investigation 4-85-012 re suspect- 

ed improper disposition of V: ec.'ii.c:': c:, g use by engineer. 

HAYES.B.B. Office of Investigations. 86/01/24. MARTIN, R.D. Region 4. Office of Di- 
rector. Ip. 41544:315-41544:315. 

-8706160666 Partially deleted Rept of Investigation 4-85-01 2.No violations noted.Major 
areas investigated;allegation of drug use by quality engineering personnel. Related 

; VEHHCN.M. :--.E‘-P.R.K., HAYES.B.B. Office of Investigations. 86/01/24. 64pd. 
41544:316-41 545:019. 


-8706160714 Advises that upon receipt of Ofc of Investigations File Q4-83-005,p©r 
850613 telcon w/C Pappas.author will respond to 850523 request for re-review of 
documents per FOIA-84-291. 

REED C.A. Office of Investigations. 85/06/13. ROBINSON, L.L. Division of Rules & 
Records (Pre 870413). 2pp. 41545:099-41545:100. 

“8706170228 Forwards documents from Ofc of Irivosticnt^cns Rcg^o-'. IV & headquarters 
re FOIA-84-291 request. Inventories to respec’.ivc Guses indi:.;, exemptions under 
which certain matl should be withheld end. 

SCHOFIELD, P. Office of Investigations. 84/08/17. PAPPAS.C. Division of Rules & 
Records (Pre 870413). 20pp. 41545:101-41545:118. 

“8706170250 Discusses request for release of util investigative rept re Jan 1984 allega- 
tion concerning alleged harassment to complete ofc files.G Charnoff will pursue 
matter w/client & respond within 1 0 days. 

HAYES.B.B. Office of Investigations. 84/06/01. Office of Investigations. Ip, 
41545:119-41545:119. 

“8706170629 Advises that "personal & confidential" investigative rept provided to NRC 
by util will be maintained in Ofc of Investigations Region IV field ofc in investigative file 
04-84-01 8. W/o end. 

DRISKILL.D.D. Office of Investigations. 84/03/19. Office of Investigations. Ip. 
41545:120-41545:120. 

“8706170631 Advises that "use as is" disposition acceptable.based on review of Daniel 
Inti Welding Procedure Spec Technique Sheet Number N-8-8-A-4,Rev O.for welding 
w/3/32-inch electrode using 105 amperage. 

GILBERT.L NRC - No Detailed Affiliation Given. 84/03/14. FROST, W.E. Office of In- 
vestigations. 1p. 41545:121-41545:158. 

-8706160111 Partially deleted Investigation Rept 4-84-026.Major areas 
investigated;alleged harassment & intimidation of QC inspectors & falsification of insp 
drawings.Related info, including partially deleted transcripts of interviews end. 
EMERSON.M., HERR.R.K., HAYES.B.B. Office of Investigations. 85/10/07. 409pp, 
41542:221-41543:265. 

“8706160043 Partially withheld Rept of Inquiry 04-84-019 re alleged improper disposi- 
tioning of nonconformance repts (NCRs) on falsification of insp records & intimidation 
of QC inspectors.WD Johnson 840320 memo forwarding NCR end. 

FROST, W.E. Office of Investigations. 84/04/13. 13pp. 41542:206-41542:218. 

“8706160065 Forwards Ofc of Investigations (Ol) rept of investigation re alleged intimi- 
dation of QC inspectors & falsification of insp records.OI concludes that QC insp 
drawings intentionally falsified. 

HAYES.B.B. Office of Investigations. 85/10/07. MARTIN.R. Region 4, Office of Direc- 
tor. 2pp. 41542:219-41542:220. 

“8706160111 Partially deleted Investigation Rept 4-84-026.Major areas 
investigated:alleged harassment & intimidation of QC inspectors & falsification of insp 
draw^'^qs.Rc a’.ed info, including partially deleted transcripts of interviews end. 
EMERSON.M Office of Investigations. 85/10/07. 400pp. 41542:221-41543:265. 

-8706160142 Submits add! info re intimidation/harassment & QC insp quotas allega- 
tions per Investigation 04-84-026. "Quota Sys" for QC inspectors not imposed by 
Daniel Civil quality inspectors. 

BROWN, K.R. Kansas Gas & Electric Co. 85/05/29. EMERSON.M. Office of Investiga- 
tions. 2pp. 41543:266-41543:267. 

“8706160148 Forwards revised copy of Itr waiting for recipient upon return to ofc. 
BROWN.K.R. Kansas Gas & Electric Co. 85/05/31. EMERSON.M. Office of Investiga- 
tions. Ip. 41543:268-41543:268. 

-8706160198 Foi^wards Rept of Inquiry' Q4-84-042,Case has been closed. 

HERR.R.K. Off.GC; of Irwost.uai.ons. 85/01/30. HAYES.B.B. Office of Investigations 
1p. 41543:269-: 

-8706160233 Partially deleted Rept of Inquiry Q4-84-042.No violations noted.Major 
areas investigatedialleged alterations of personnel records. Record of 840930 telcon & 
rept of interview w/JA Kelly end. 

DRISKILL.D.D. Office of Investigations. 85/01/30. 9pp. 41543:270-41543:278. 

-8706160278 Partially deleted Rept of Inquiry 04-85-001. Major areas 
*nv9stigated:a!'eged improper activitiy re quality first/QA programs & questionable mgl 
.meg'.iv .Roia’.C'j cocumentation end. 

HERR,= K. Oiicc of Investigations. 85/02/21. 149pp. 41543:279-41544:066. 

“8706160302 Advises that Rept of Inquiry 04-85-001 dosed on 850221 & forwarded to 
Ofc of Investigations headquarters. 

SPAGNOLI.C. Office of Investigations. 85/03/04. HUNT.J. NRC ■ No Detailed Affili- 
ation Given. Ip. 41544:067-41544:067. 

“8706160337 Partially deleted memo discussing Rept of Inquiry 04-85-001 re alleged 
improper activity re quality first/QA programs & questionable mgt integrity.AddI evalua- 
tion of "Dissolve Tape," per Insp Rept 50-482/85-10, being performed. 

MARTIN.R.D. R-ngior 4. OfFcc of Director. 85/02/26. HERR.R.K. Office of Investiga- 
tions. Ip. •i15-''.'::(;68-4- 5^.4:063. 


■8706160685 Advises that no further Ofc of Investigations participation anticipated 
unless further investigation re safety significance & impact requested concerning Case 
4-85-012. 

HERR.R.K. Office of Investigations. 85/08/29. Office of Investiqations 2pp 

41 fi4.H-n9n.4i fi4fi-n9i ° 


—8706160349 Advises that util 840409 Investigative Rept KQWLKM-84-01 5 combined 
w/termination of foreman & corrective action of re-addressing unrestricted access to 
NRC by all personnel, have adequately addressed questionable issues. 

HERR.R.K. Office of Investigations. 85/02/05. WESTERMAN.T. Region 4, Office of 
Director. Ip. 41544:069-41544:069. 


-8706160690 Forwards Ofc of Investigations Rept of Investigation 4-85-013 re alleoed 
discrimination against QC employee. 

HAYES.B.B. Office of Investigations. 86/01/29. MARTIN, R.D. Region 4, Office of Di- 
rector. Ip. 41545:022-41545:022. 

-8706160698 Partially deleted Investigation Rept 4-85-01 3.No violations noted.Major 
|^®®|rJ 2 r®stigated:alleged discrimination against QC employee.Supporting documenta- 

^^AYES.B.B. Office of Investigations. 86/01/22. 77pp. 

41 n43!l}^.-{-4 1 n4h*nQ7 


-8706160438 Forwards LE Ellershaw rept re 850529-30 comparison between Kansas 
Gas & Electric Co Quality First files & files in D Driskill possession.Quality First files 
found more co'^crehensive & w/o indicated alterations. 

DENISE, R.P. FTog.on /■. Office of Director. 85/06/10. HERR.R.K. Office of Investiga- 
tions. 2pp. -1 ’ S-'.-l OT-;:-.'; 1 544:0/1 . 

“8706160456 Forwards Ofc of Investigations Assist to Insp re review of facility Quality 
First program investigation records. 

HERR.R.K. Office of Investigations. 85/06/12. MARTIN.R. Region 4, Office of Direc- 
tor. 1 p. 41 544:072-41 544:072. 


"■ 04-84-01 8{S).No violations noted.Major 

areas investigated:alleged intimidation of QC inspectors. ' 

HERR.R.K. Office of investigations. 85/02/15. 1p. 41545:098-41545-098 


”8706160483 Partially deleted Assist to Insp A4-85-005 re Ofc of Investigations review 
C: util quality' ^ rst program investigation records. 

CR SKi;.L,n.D. Office of Investigations. 85/06/12. 111pp. 41544:073-41544:183. 
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--8706 160522 Advises that sufficient merit re handling of drug-related issues has not 
been found to warrant initiation of Ofc of Investigations investigation into Q1 program. 
MARTIN, R.D. Region 4, Office of Director. 85/12/19. HERR.R.K. Office of Investiga- 
tions. 2pp. 41544:184-41544:185. 

--8706 160569 Forwards 01 investigators statements, allegers &/or witnesses interviews 
re util 01 program.based on Ofc of Investigations investigation into Cases 4-84-026,4- 
85-011,4-85-012 & 4-85-01 3,for review. 

HERR.R.K. Office of Investigations. 85/10/28. MARTIN, R.D. Region 4, Office of Di- 
rector. 1 7pp. 41 544:1 86-41 544:202. 

-8706160599 Forwards listed documents & revised diskette for incorporation into Rept 
of Investigation 4-85-011. 

HERR.R.K. Office of Investigations. 86/01/10. HUTCHISON.W.D. Office of Investiga- 
tions. 4pp. 41544:203-41544:206. 

-8706160610 Forwards Rept of Investigation 4-85-011 re suspected falsification of 
records at plant. 

HAYES.B.B. Office of Investigations. 86/04/30. MARTIN. R.D. Region 4, Office of Di- 
rector. 2pp. 41544:207-41544:208. 

-8706160627 Partially deleted Rept of Investigation 4-85-011. No violations noted.Major 
areas lnvestigated:suspected falsification of records at plant.Supporting documentar 
tion end. 

EMERSON.M. Office of Investigations. 86/04/04. 104pp. 41544:209-41544:314. 

-8706160646 Forwards Ofc of Investigations Rept of Investigation 4-85-012 re suspect- 
ed improper disposition of allegation of drug use by engineer. 

HAYES.B.B. Office of Investigations. 86/01/24. MARTIN, R.D. Region 4, Office of Di- 
rector. Ip. 41544:315-41544:315. 

-8706160666 Partially deleted Rept of Investigation 4-85-01 2.No violations noted.Major 
areas investigated:allegation of drug use by quality engineering personnel.Related 
documentation end. 

EMERSON.M. Office of Investigations. 86/01/24. 64pp. 41544:316-41545:019. 

-8706160685 Advises that no further Ofc of Investigations participation anticipated 
unless further investigation re safety significance & impact requested concerning Case 
4-85-012. 

HERR.R.K. Office of Investigations. 85/08/29. Office of Investigations. 2pp. 
41545:020-41545:021. 

-8706160690 Fonwards Ofc of Investigations Rept of Investigation 4-85-013 re alleged 
discrimination against QC employee. 

HAYES.B.B. Office of Investigations. 86/01/29. MARTIN.R.D. Region 4, Office of Di- 
rector. Ip. 41545:022-41545:022. 

-8706160698 Partially deleted Investigation Rept 4-85-01 3.No violations noted.Major 
areas investigated :alleged discrimination against QC employee. Supporting documenta- 
tion end. 

EMERSON.M. Office of Investigations. 86/01/22. 77pp. 41545:023-41545:097. 

-8706160706 Supplemental Rept of Inquiry Q4-84-018(S).No violations noted.Major 
areas investigated:alleged intimidation of QC inspectors. 

HERR.R.K. Office of Investigations. 85/02/15. Ip. 41545:098-41545:098. 

-8706160714 Advises that upon receipt of Ofc of Investigations File Q4-83-005,per 
850613 telcon w/C Pappas.author will respond to 850523 request for re-review of 
documents per FOlA-84-291 . 

REED,C.A. Office of Investigations. 85/06/13. ROBINSON.L.L. Division of Rules & 
Records (Pre 870413). 2pp. 41545:099-41545:100. 

-8706170228 Forwards documents from Ofc of Investigations.Region IV & headquarters 
re FOIA-84-291 request.Inventories to respective cases indicating exemptions under 
which certain matl should be withheld end. 

SCHOFIELD, P. Office of Investigations, 84/08/17. PAPPAS.C. Division of Rules & 
Records (Pre 870413). 20pp. 41545:101-41545:118. 

“8706170250 Discusses request for release of util investigative rept re Jan 1984 allega- 
tion concerning alleged harassment to complete ofc files.G Charnoff will pursue 
matter v//client & respond within 10 days. 

HAYES.B.B. Office of Investigations. 84/06/01. Office of Investigations. Ip. 
41545:119-41545:119. 

“8706170629 Advises that "personal & confidential” investigative rept provided to NRC 
by util will be maintained in Ofc of Investigations Region IV field ofc in investigative file 
Q4-84-018.W/O end. 

DRISKILL.D.D. Office of Investigations, 84/03/19. Office of Investigations. Ip. 
41545:120-41545:120. 

“8706170631 Advises that "use as is” disposition acceptable, based on review of Daniel 
Inti Welding Procedure Spec Technique Sheet Number N-8-8-A-4,Rev O.for welding 
w/3/32-inch electrode using 1 05 amperage. 

GILBERT, L. NRC - No Detailed Affiliation Given. 84/03/14. FROST, W.E. Office of In- 
vestigations, 1p. 41545:121-41545:158. 

“8706160043 Partially withheld Rept of Inquiry 04-84-019 re alleged improper disposi- 
tioning of nonconformance repts (NCRs) on falsification of insp records & intimidation 
Of QC inspectors-WD Johnson 840320 memo forwarding NCR end. 

FROST, W.E. Office of Investigations. 84/04/13. 13pp. 41542:206-41542:218. 

“8706160065 Fonwards Ofc of Investigations (01) rept of investigation re alleged intimi- 
dation of QC inspectors & falsification of insp records.Ol concludes that QC insp 
drawings intentionally falsified. 

HAYES.B.B. Office of Investigations. 85/10/07. MARTIN, R. Region 4, Office of Direc- 
tor. 2pp. 41542:219-41542:220. 

“8706160111 Partially deleted Investigation Rept 4-84-026.Major areas 
investigated:alleged harassment & intimidation of QC inspectors & falsification of insp 
drawings. Related info, including partially deleted transcripts of interviews end. 
EMERSON.M. Office of Investigations. 85/10/07. 400pp. 41542:221-41543:265. 

“8706160142 Submits addl info re intimidation/harassment & QC insp quotas allega- 
tions per Investigation Q4-84-026. "Quota Sys” for QC inspectors not imposed by 
Daniel Civil quality inspectors. 

BROWN.K.R. Kansas Gas & Electric Co. 85/05/29. EMERSON.M. Office of Investiga- 
tions. 2pp. 41543:266-41543:267. 


“8706160148 Forwards revised copy of Itr waiting for recipient upon return to ofc. 
BROWN,K.R. Kansas Gas & Electric Co. 85/05/31. EMERSON.M. Office of Investiga- 
tions. Ip. 41543:268-41543:268. 

“8706160198 Forwards Rept of Inquiry Q4-84-042.Case has been closed. 

HERR.R.K. Office of Investigations. 85/01/30. HAYES.B.B. Office of Investigations. 
Ip. 41543:269-41543:269. 

“8706160233 Partially deleted Rept of Inquiry 04-84-042. No violations noted.Major 
areas investigated:alleged alterations of personnel records.Record of 840930 telcon & 
rept of interview w/JA Kelly end. 

DRISKILL.D.D. Office of Investigations. 85/01/30. 9pp. 41543:270-41543:278. 

“8706160278 Partially deleted Rept of Inquiry Q4-85-001. Major areas 
investigated:alleged improper activitiy re quality first/QA programs & questionable mgt 
integrity. Related documentation end. 

HERR.R.K. Office of Investigations. 85/02/21. 149pp. 41543:279-41544:066. 

“8706160302 Advises that Rept of Inquiry Q4-85-001 closed on 850221 & forwarded to 
Ofc of Investigations headquarters. 

SPAGNOLI.C. Office of Investigations. 85/03/04. HUNT.J. NRC - No Detailed Affili- 
ation Given. Ip. 41544:067-41544:067. 

“8706160337 Partially deleted memo discussing Rept of Inquiry 04-85-001 re alleged 
improper activity re quality first/QA programs & questionable mgt integrity.AddI evalua- 
tion of "Dissolvo Tape," per Insp Rept 50-482/85-10, being performed. 

MARTIN.R.D. Region 4, Office of Director. 85/02/26. HERR.R.K. Office of Investiga- 
tions. Ip. 41544:068-41544:068. 

“8706160349 Advises that util 840409 Investigative Rept KQWLKM-84-015 combined 
w/termination of foreman & corrective action of re-addressing unrestricted access to 
NRC by all personnel, have adequately addressed questionable issues. 

HERR.R.K. Office of Investigations. 85/02/05. WESTERMAN.T. Region 4, Office of 
Director. Ip. 41544:069-41544:069. 

“8706160438 Forwards LE Ellershaw rept re 850529-30 comparison between Kansas 
Gas & Electric Co Quality First files & files in D Driskill possession.Quality First files 
found more comprehensive & w/o indicated alterations. 

DENISE, R.P. Region 4, Office of Director. 85/06/10. HERR.R.K. Office of Investiga- 
tions. 2pp. 41544:070-41544:071. 

“8706160456 Forwards Ofc of Investigations Assist to Insp re review of facility Quality 
First program investigation records. 

HERR.R.K. Office of Investigations. 85/06/12. MARTIN, R. Region 4, Office of Direc- 
tor. Ip. 41544:072-41544:072. 

“8706160483 Partially deleted Assist to Insp A4-85-005 re Ofc of Investigations review 
of util quality first program investigation records. 

DRISKILL.D.D. Office of Investigations. 85/06/12. 111pp. 41544:073-41544:183. 

“8706160522 Advises that sufficient merit re handling of drug-related issues has not 
been found to warrant initiation of Ofc of Investigations investigation into Q1 program, 
MARTIN.R.D. Region 4, Office of Director. 85/12/19. HERR.R.K. Office of Investiga- 
tions. 2pp. 41544:184-41544:185. 

“8706160569 Forwards Q1 investigators statements.allegers &/or witnesses interviews 
re util Q1 program.based on Ofc of Investigations investigation into Cases 4-84-026,4- 
85-011,4-85-012 & 4-85-01 3,for review. 

HERR.R.K. Office of Investigations. 85/10/28. MARTIN.R.D. Region 4, Office of Di- 
rector. 17pp. 41544:186-41544:202. 

“8706160599 Forwards listed documents & revised diskette for incorporation into Rept 
of Investigation 4-85-01 1 . 

HERR.R.K. Office of Investigations. 86/01/10. HUTCHISON.W.D. Office of Investiga- 
tions. 4pp. 41544:203-41544:206. 

“8706160610 Forwards Rept of Investigation 4-85-011 re suspected falsification of 
records at plant. 

HAYES.B.B. Office of Investigations. 86/04/30. MARTIN.R.D. Region 4. Office of Di- 
rector. 2pp. 41544:207-41544:208. 

“8706160627 Partially deleted Rept of Investigation 4-85-011. No violations noted.Major 
areas investigated:suspected falsification of records at plant.Supporting documenta- 
tion encl. 

EMERSON.M. Office of Investigations. 86/04/04. 104pp. 41544:209-41544:314. 

“8706160646 Forwards Ofc of Investigations Rept of Investigation 4-85-012 re suspect- 
ed improper disposition of allegation of drug use by engineer. 

HAYES.B.B. Office of Investigations. 86/01/24. MARTIN.R.D. Region 4, Office of Di- 
rector. Ip. 41544:315-41544:315. 

“8706160666 Partially deleted Rept of Investigation 4-85-01 2.No violations noted.Major 
areas investigated:allegation of drug use by quality engineering personnel.Related 
documentation encl. 

EMERSON.M. Office of Investigations. 86/01/24. 64pp. 41544:316-41545:019. 

—8706160685 Advises that no further Ofc of Investigations participation anticipated 
unless further investigation re safety significance & impact requested concerning Case 
4-85-012. 

HERR.R.K. Office of Investigations. 85/08/29. Office of Investigations. 2pp. 
41545:020-41545:021. 

“8706160690 Forwards Ofc of Investigations Rept of Investigation 4-85-013 re alleged 
discrimination against QC employee. 

HAYES.B.B. Office of Investigations. 86/01/29. MARTIN.R.D. Region 4, Office of Di- 
rector. Ip. 41545:022-41545:022. 

“8706160698 Partially deleted Investigation Rept 4-85-01 3.No violations noted.Major 
areas investigated-.alleged discrimination against QC employee.Supporting documenta- 
tion end. 

EMERSON.M. Office of Investigations. 86/01/22. 77pp. 41545:023-41545:097. 

“8706160706 Supplemental Rept of Inquiry Q4-84-018(S).No violations noted.Major 
areas investigated:alleged intimidation of QC inspectors. 

HERR.R.K. Office of Investigations. 85/02/15. 1p. 41545:098-41545:098. 
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-8706160714 Advises that upon receipt of Ofc of Investigations File Q4-83-005.per 
850613 telcon w/C Pappas, author will respond to 850523 request for re-review of 
documents per FOIA-84-291. 

REED.C.A. Office of Investigations. 85/06/13. ROBINSON, L.L Division of Rules & 
Records (Pre 870413). 2pp. 41545:099-41545:100. 

-8706170228 Forwards documents from Ofc of Investigations, Region IV & headquarters 
re FOIA-84-291 request.Inventories to respective cases indicating exemptions under 
which certain matl should be withheld end. 

SCHOFIELD, P. Office of Investigations. 84/08/17. PAPPAS, C. Division of Rules & 
Records (Pre 870413). 20pp. 41545:101-41545:1 18. 

-8706170250 Discusses request for release of util investigative rept re Jan 1984 allega- 
tion concerning alleged harassment to complete ofc files. G Charnoff will pursue 
matter a / client & rospcnq within 10 days. 

HAYES, B.B. Office of Investigations. 84/06/01. Office of Investigations. Ip. 
41545:119-41545:119. 

-8706170629 Advises that "personal & confidential" investigative rept provided to NRC 
by util will be maintained in Ofc of Investigations Region IV field ofc in investigative file 
Q4-84-018.W/O end. 

DRISKILL,D.D. Office of Investigations. 84/03/19. Office of Investigations. Ip. 
41545:120-41545:120. 

-8706170631 Advises that “use as is" disposition acceptable.based on review of Daniel 
Inti Welding Procedure Spec Technique Sheet Number N-8-8-A-4,Rev O.for welding 
w/3/32-inch electrode using 1 05 amperage. 

GILBERT, L. NRC - No Detailed Affiliation Given. 84/03/14. FROST, W.E. Office of In- 
vestigations. 1p. 41545:121-41545:158. 

-8706160043 Partially withheld Rept of Inquiry 04-84-019 re alleged improper disposi- 
tioning of nonconformance repts (NCRs) on falsification of insp records & intimidation 
of QC inspectors.WD Johnson 840320 memo forwarding NCR end. 

FROST.W.E. Office of Investigations. 84/04/13. 13pp. 41542:206-41542:218. 

-8706160065 Forwards Ofc of Investigations (01) rept of investigation re alleged intimi- 
dation of QC inspectors & falsification of insp records.OI concludes that QC insp 
drawings intentionally falsified. 

HAYES, B.B. Office of Investigations. 85/10/07. MARTIN, R. Region 4, Office of Direc- 
tor. 2pp. 41542:219-41542:220. 

-8706160111 Partially deleted Investigation Rept 4-84-026.Major areas 
investigated:alleg€d harassment & intimidation of QC inspectors & falsification of insp 
drawings.Related info, including partially deleted transcripts of interviews end. 
EMERSON.M. Office of Investigations. 85/10/07. 400pp. 41542:221-41543:265. 

-8706160142 Submits addi info re intimidation/harassment & QC insp quotas allega- 
tions per Investigation Q4-84-026. "Quota Sys" for QC inspectors not imposed by 
Daniel Civil quality inspectors. 

BROWN, K.R. Kansas Gas & Electric Co. 85/05/29. EMERSON, M. Office of Investiga- 
tions. 2pp. 41543:266-41543:267. 

-8706160148 Forwards revised copy of Itr waiting for recipient upon return to ofc. 
BROWN,K.R. Kansas Gas & Electric Co. 85/05/31. EMERSON.M. Office of Investiga- 
tions. 1p. 41543:268-41543:268. 

-8706160198 Forwards Rept of Inquiry Q4-84-042.Cas€ has been closed. 

HERR.R.K. Office of Investigations. 85/01/30. HAYES.B.B. Office of Investigations. 
1p. 41543:269-41543:269. 

-8706160233 Partially deleted Rept of Inquiry Q4-84-042.No violations noted.Major 
areas investigated:alleged alterations of personnel records.Record of 840930 telcon & 
rept of interview w/JA Kelly end. 

DRISKILUD.D. Office of Investigations. 85/01/30. 9pp. 41543:270-41543:278. 

-8706160278 Partially deleted Rept of Inquiry Q4-85-001 .Major areas 
investigated:alleged improper activitiy re quality first/QA programs & questionable mgt 
integrity. Related documentation end. 

HERR.R.K. Office of Investigations. 85/02/21. 149pp. 41543:279-41544:066. 

-8706160302 Advises that Rept of Inquiry Q4-85-001 dosed on 850221 & forwarded to 
Ofc of Investigations headquarters. 

SPAGNOLI.C. Office of Investigations. 85/03/04. HUNT.J. NRC - No Detailed Affili- 
ation Given. Ip. 41544:067-41544:067. 

-8706160337 Partially deleted memo discussing Rept of Inquiry Q4-85-0O1 re alleged 
improper activity re quality first/QA programs & questionable mgt integrity.AddI evalua- 
tion of "Dissolvo Tape.” per Insp Rept 50-482/85-10, being performed. 

MARTIN.R.D. Region 4, Office of Director. 85/02/26. HERR.R.K. Office of Investiga- 
tions. Ip. 41544:068-41544:068. 

-8706160349 Advises that util 840409 Investigative Rept KQWLKM-84-015 combined 
w/termination of foreman & corrective action of re-addressing unrestricted access to 
NRC by all personnel, have adequately addressed questionable issues. 

HERR.R.K. Office of Investigations. 85/02/05. WESTER M AN, T. Region 4, Office of 
Director. Ip, 41544:069-41544:069. 

-8706160438 Forwards LE Ellershaw rept re 850529-30 comparison between Kansas 
Gas & Electric Co Quality First files & files in D Driskill possession.Quality First files 
found more comprehensive & w/o indicated alterations. 

DENISE, R.P. Region 4, Office of Director. 85/06/10. HERR.R.K. Office of Investiga- 
tions. 2pp. 41544:070-41544:071. 

—8706160456 Forwards Ofc of Investigations Assist to Insp re review of facility Quality 
First program investigation records. 

HERR.R.K. Office of Investigations. 85/06/12. MARTIN, R. Region 4, Office of Direc- 
tor. 1 p. 41 544:072-41 544:072. 

—8706160483 Partially deleted Assist to insp A4-85-005 re Ofc of Investigations review 
of util quality first program investigation records. 

DR1SK1LL.D.D. Office of Investigations. 85/06/12. 111pp. 41544:073-41544:183. 

—8706160522 Advises that sufficient merit re handling of drug-related issues has not 
been found to warrant Initiation of Ofc of Investigations investigation into Q1 program. 
MARTIN, R.D. Region 4, Office of Director. 85/12/19. HERR.R.K. Office of Investiqa- 
nons. 2pp. 41544:184-41544:185. 


-8706160569 Forwards Q1 investigators statements.allegers &/or witnesses interviews 
re util Q1 program.based on Ofc of Investigations investigation into Cases 4-84-026,4- 
85-011,4-85-012 & 4-85-01 3. for review. 

HERR.R.K. Office of Investigations. 85/10/28. MARTIN.R.D. Region 4. Office of Di- 
rector. 17pp. 41544:186-41544:202. 

-8706160599 Forwards listed documents & revised diskette for incorporation into Rept 
of Investigation 4-85-01 1 . 

HERR.R.K. Office of Investigations. 86/01/10. HUTCHISON.W.D. Office of Investiga- 
tions. 4pp. 41544:203-41544:206. 

“8706160610 Forwards Rept of Investigation 4-85-011 re suspected falsification of 
records at plant. 

HAYES.B.B. Office of Investigations. 86/04/30. MARTIN.R.D. Region 4, Office of Di- 
rector. 2pp. 41544:207-41544:208. 

-8706160627 Partially deleted Rept of Investigation 4-85-011. No violations noted.Major 
areas investigated:suspected falsification of records at plant.Supporting documenta- 
tion end. 

EMERSON.M. Office of Investigations. 86/04/04. 104pp. 41544:209-41544:314. 

-8706160646 Forwards Ofc of Investigations Rept of Investigation 4-85-012 re suspect- 
ed improper disposition of allegation of drug use by engineer. 

HAYES.B.B. Office of Investigations. 86/01/24. MARTIN.R.D. Region 4. Office of Di- 
rector. Ip. 41544:315-41544:315. 

-8706160666 Partially deleted Rept of Investigation 4-85-01 2.No violations noted.Major 
areas investigated:allegation of drug use by quality engineering personnet.Reiated 
documentation end. 

EMERSON.M. Office of Investigations. 86/01/24. 64pp. 41544:316-41545:019. 

-8706160685 Advises that no further Ofc of Investigations participation anticipated 
unless further investigation re safety significance & impact requested concerning Case 
4-85-012. 

HERR.R.K. Office of Investigations. 85/08/29. Office of Investigations. 2pp. 
41545:020-41545:021. 

-8706160690 Forwards Ofc of Investigations Rept of Investigation 4-85-013 re alleged 
discrimination against QC employee. 

HAYES.B.B. Office of Investigations. 86/01/29. MARTIN.R.D. Region 4, Office of Di- 
rector. Ip. 41545:022-41545:022. 

-8706160698 Partially deleted Investigation Rept 4-85-01 3. No violations noted.Major 
areas investigated:alleged discrimination against QC employee.Supporting documenta- 
tion end. 

EMERSON.M. Office of Investigations. 86/01/22. 77pp. 41545:023-41545:097. 

-8706160706 Supplemental Rept of Inquiry 04-84-01 8(S).No violations noted.Major 
areas investigated:alleged intimidation of QC inspectors. 

HERR.R.K. Office of investigations. 85/02/15. Ip. 41545:098-41545:098. 

-8706160714 Advises that upon receipt of Ofc of Investigations File Q4'83-005,per 
850613 telcon w/C Pappas, author will respond to 850523 request for re-review of 
documents per FOIA-84-291. 

REED.C.A. Office of Investigations. 85/06/13. ROBINSON, L.L. Division of Rules & 
Records (Pre 870413). 2pp. 41545:099-41545:100. 

-8706170228 Forwards documents from Ofc of Investigations, Region IV & headquarters 
re FOIA-84-291 request.Inventories to respective cases indicating exemptions under 
which certain matl should be withheld end. 

SCHOFIELD.P. Office of Investigations. 84/08/17. PAPPAS.C. Division of Rules & 
Records (Pre 870413). 20pp. 41545:101-41545:118. 

-8706170250 Discusses request for release of util investigative rept re Jan 1984 allega- 
tion concerning alleged harassment to complete ofc files.G Charnoff wilt pursue 
matter w/client & respond within 10 days. 

HAYES.B.B. Office of Investigations. 84/06/01. Office of Investigations. Ip. 
41545:119-41545:119. 

-8706170629 Advises that “personal & confidential” investigative rept provided to NRC 
by util will be maintained in Ofc of Investigations Region IV field ofc in investigative file 
04-84-01 8. W/o end. 

DRISKILL, D.D. Office of Investigations. 84/03/19. Office of Investigations. Ip. 
41545:120-41545:120. 

-8706170631 Advises that “use as is" disposition acceptable.based on review of Daniel 
Inti Weldinq Procedure Spec Technique Sheet Number N-8-8-A-4,Rev O.for welding 
w/3/32-incn electrode using 105 amperage. 

GILBERT.L. NRC - No Detailed Affiliation Given. 84/03/14. FROST.W.E. Office of In- 
vestigations. 1p. 41545:121-41545:158. 

-8706160043 Partially withheld Rept of Inquiry 04-84-019 re alleged improper disposi- 
tioning of nonconformance repts (NCRs) on falsification of insp records & intimidation 
of QC inspectors.WD Johnson 840320 memo forwarding NCR end. 

FROST.W.E., HERR.R.K. Office of Investigations. 84/04/13. 13pp. 41542:206- 
41542:218. 

-8706160065 Forwards Ofc of Investigations (01) rept of investigation re alleged intimi- 
dation of QC inspectors & falsification of insp records.OI concludes that QC insp 
drawings intentionally falsified. 

HAYES.B.B. Office of Investigations. 85/10/07. MARTIN, R. Region 4, Office of Direc- 
tor. 2pp. 41542:219-41542:220. 

-8706160111 Partially deleted Investigation Rept 4-84-026.Maior areas 
investigated:alleged harassment & intimidation of QC inspectors & falsification of insp 
drawings-Related info, including partially deleted transcripts of interviews end. 
EMERSON.M.. HERR.R.K., HAYES.B.B. Office of Investigations. 85/10/07. 409pp, 
41542:221-41543:265. 

-8706160142 Submits add! Info re intimidation /harassment & QC insp quotas allega- 
tions per Investigation 04-84-026. “Quota Sys" for QC inspectors not imposed bji 
Daniel Civil quality inspectors. 

BROWN, K.R. Kansas Gas & Electric Co. 85/05/29. EMERSON.M. Office of Investiga- 
tions. 2pp. 41543:266-41543:267. 
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-8706160148 Forwards revised copy of Itr waiting for recipient upon return to ofc. 
BROWN, K.R. Kansas Gas & Electric Co. 85/05/31. EMERSON, M. Office of Investiga- 
tions. Ip. 41543:268-41543:268. 

“8706160198 Forwards Rept of Inquiry Q4-84-042.Case has been closed. 

HERR,R.K. Office of Investigations. 85/01/30. HAYES, B.8. Office of Investigations, 
ip. 41543:269-41543:269. 

-8706160233 Partially deleted Rept of Inquiry Q4-84-042.No violations noted.Major 
areas investigated:alleged alterations of personnel records. Record of 840930 telcon & 
rept of interview w/JA Kelly end. 

DRISKILL.D.D.. HERR,R.K. Office of Investigations. 85/01/30. 9pp. 41543:270- 
41543:278. 

-8706160278 Partially deleted Rept of Inquiry Q4-85-001. Major areas 
investigatedialleged improper activitiy re quality first/QA programs & questionable mgt 
integrity. Related documentation end. 

HERR,R.K. Office of Investigations. 85/02/21. 149pp. 41543:279-41544:066. 

“8706160302 Advises that Rept of Inquiry Q4-85-001 closed on 850221 & forwarded to 
Ofc of Investigations headquarters. 

SPAGNOLI,C. Office of Investigations. 85/03/04. HUNT.J. NRC - No Detailed Affili- 
ation Given. Ip. 41544:067-41544:067. 

-8706160337 Partially deleted memo discussing Rept of Inquiry 04-85.-001 re alleged 
improper activity re quality first/QA programs & questionable mgt integrity.Addl evalua- 
tion of “Dissolve Tape,” per Insp Rept 50-482/85-10, being performed. 

MART1N,R.D. Region 4, Office of Director. 85/02/26. HERR.R.K. Office of Investiga- 
tions. ip. 41544:068-41544:068. 

-8706160349 Advises that util 840409 Investigative Rept KQWLKM-84-015 combined 
w/termination of foreman & corrective action of re-addressing unrestricted access to 
NRC by all personnel, have adequately addressed questionable issues. 

HERR,R.K. Office of Investigations. 85/02/05. WESTERMAN.T. Region 4. Office of 
Director. Ip. 41544:069-41544:069. 

“8706160438 Forwards LE Ellershaw rept re 850529-30 comparison between Kansas 
Gas & Electric Co Quality First files & files in D Driskil! possession.Quality First files 
found more comprehensive & w/o indicated alterations. 

DENISE, R.P. Region 4, Office of Director. 85/06/10. HERR.R.K. Office of Investiga- 
tions. 2pp. 41544:070-41544:071. 

-8706160456 Forwards Ofc of Investigations Assist to Insp re review of facility Quality 
First program investigation records. 

HERR.R.K. Office of Investigations, 85/06/12. MARTIN, R. Region 4, Office of Direc- 
tor, Ip. 41544:072-41544:072. 

-8706160483 Partially deleted Assist to Insp A4-85-005 re Ofc of Investigations review 
of util quality first program investigation records. 

DRISKILUD.D., HERR,R.K., EMERSON.M. Office of Investigations. 85/06/12. 111pp. 
41544:073-41544:183. 

-8706160522 Advises that sufficient merit re handling of drug-related issues has not 
been found to warrant initiation of Ofc of Investigations investigation into Q1 program. 
MARTIN, R.D. Region 4, Office of Director. 85/12/19. HERR.R.K. Office of Investiga- 
tions. 2pp. 41544:184-41544:185. 

-8706160569 Forwards 01 investigators statements, allegers &/or witnesses interviews 
re util Q1 program.based on Ofc of Investigations investigation into Cases 4-84-026,4- 
85-01 1,4-85-012 & 4-85-01 3, for review. 

HERR,R,K. Office of Investigations. 85/10/28. MARTIN. R.D. Region 4, Office of Di- 
rector. 17pp. 41544:186-41544:202. 

“8706160599 Forwards listed documents & revised diskette for incorporation into Rept 
of Investigation 4-85-01 1 . 

HERR.R.K. Office of Investigations. 86/01/10. HUTCHISON, W.D. Office of Investiga- 
tions. 4pp. 41544:203-41544:206. 

-8706160610 Forwards Rept of Investigation 4-85-011 re suspected falsification of 
records at plant. 

HAYES, B.B. Office of Investigations. 86/04/30. MARTIN, R.D. Region 4, Office of Di- 
rector. 2pp. 41544:207-41544:208. 

-8706160627 Partially deleted Rept of Investigation 4-85-011. No violations noted.Major 
areas investigated:suspected falsification of records at plant.Supporting documenta- 
tion end. 

EMERSON.M.. HERR.R.K., HAYES, B.B. Office of Investigations. 86/04/04. 104pp. 
41544:209-41544:314. 

“8706160646 Forwards Ofc of Investigations Rept of Investigation 4-85-012 re suspect- 
ed improper disposition of allegation of drug use by engineer. 

HAYES.B.B. Office of Investigations. 86/01/24. MARTIN.R.D. Region 4. Office of Di- 
rector. Ip. 41544:315-41544:315. 

“8706160666 Partially deleted Rept of Investigation 4-85-01 2.No violations noted.Major 
areas investigated:allegation of drug use by quality engineering personneI.Related 
documentation end. 

EMERSON.M., HERR.R.K., HAYES.B.B. Office of Investigations. 86/01/24. 64pp. 
41544:316-41545:019. 

—8706160685 Advises that no further Ofc of Investigations participation anticipated 
unless further investigation re safety significance & impact requested concerning Case 
4-85-012. 

HERR.R.K. Office of Investigations. 85/08/29. Office of Investigations, 2pp. 
41545:020-41545:021. 

“8706160690 Forwards Ofc of Investigations Rept of Investigation 4-85-013 re alleged 
discrimination against QC employee. 

HAYES.B.B. Office of Investigations. 86/01/29. MARTIN.R.D. Region 4, Office of Di- 
rector. Ip. 41545:022-41545:022, 

“8706160698 Partially deleted Investigation Rept 4-85-01 3.No violations noted.Major 
areas investigated:alleged discrimination against QC employee.Supporting documenta- 
tion end. 

EMERSON.M., HERR.R.K., HAYES.B.B. Office of Investigations. 86/01/22. 77pp. 
41545:023-41545:097. 

“8706160706 Supplemental Rept of Inquiry Q4-84-018(S).No violations noted.Major 
areas investigated:alleged Intimidation of QC inspectors. 

HERR.R.K. Office of Investigations. 85/02/15. 1p. 41545:098-41545:098. 


-8706160714 Advises that upon receipt of Ofc of Invcsf'r.atic'-s File Q4-83-005.per 
850613 telcon w/C Pappas.author will respond to i}505.^'3 request for re-review of 
documents per FOIA-84-291. 

REED.C.A. Office of Investigations. 85/06/13. ROBINSON, LL Division of Rules & 
Records (Pre 870413). 2pp. 41545:099-41545:100. 

“8706170228 Forwards documents from Ofc of Investigations, Region IV & headquarters 
re FOlA-84-291 request.Inventories to respective cases indicating exemptions under 
which certain matl should be withheld end. 

SCHOFlELD,P. Office of Investigations. 84/08/17. PAPPAS, C. Division of Rules & 
Records (Pre 870413). 20pp. 41545:101-41545:118. 

“8706170250 Discusses request for release of util investigative rept re Jan 1984 allega- 
tion concerning alleged harassment to complete ofc files.G Charnoff will pursue 
matter w/client & respond within 10 days. 

HAYES,B.B. Office of Investigations. 84/06/01. Office of Investigations. Ip. 
41545:119-41545:119. 

“8706170629 Advises that "personal & confidential" investigative rept provided to NRC 
by util will be maintained in Ofc of Investigations Region IV field ofc in investigative file 
04-84-01 8.W/0 end. 

DRISKILL.D.D. Office of Investigations. 84/03/19. Office of Investigations. Ip. 
41545:120-41545:120. 

“8706170631 Advises that “use as is” disposition acceptable, based on review of Daniel 
Inti Welding Procedure Spec Technique Sheet Number N-8-8-A-4,Rev O.for welding 
w/3/32-inch electrode using 105 amperage. 

GILBERT, L NRC - No Detailed Affiliation Given. 84/03/14. FROST.W.E. Office of In- 
vestigations. Ip. 41545:121-41545:158. 

8706160029 Final response to FOIA request for document re abstract of bid for Micro- 
form Inc.Forwards App A document.Document also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. DEARIE.K. 
Microform. Inc. 2pp. 41314:011-41314:016. 

“8706160285 Package of 4 documents re abstract of bids. 

* Microform. Inc. 85/02/06. 4pp. 41314:013-41314:016. 

8706160341 FOIA request for documents from 1960 to present re Maxey Flats waste 
disposal site in Fleming County.KY. 

MINTON, LE. Hunton & Williams. 87/04/23. NRC - No Detailed Affiliation Given. 5pp. 
41354:171-41354:175. 

8706160350 Partial response to FOIA request for documents re Maxey Flats.Forwards 
App A & B documents. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. MINTON, LE. 
Hunton & Williams. 5pp. 41354:176-41354:180. 

“8706160430 "Surface Water Studies at Maxey Flats," First Quarterly Rept for June- 
Aug 1981. 

* Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 52pp. 41354:181-41354:232. 

“8706160439 “Surface Water Studies at Maxey Flats," Second Quarterly Rept for Sept- 
Nov 1981. 

* Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 47pp. 41354:233-41354:279. 

“8706160460 “Surface Water Studies at Maxey Flats," Fourth Quarterly Rept for Mar- 
May 1982. 

* Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 250pp. 41355:039-41355:351. 

“8706160472 “Surface Water Studies at Maxey Flats," Third Quarterly Rept for Dec 
1981 - Feb 1982. 

* Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 116pp. 41354:280-41355:038. 

“8706160477 “Surface Water Studies at Maxey Flats," Fifth Quarterly Rept for June- 
Aug 1982. 

* Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 300pp. 41355:352-41356:346. 

-8706160527 “Surface Water Studies at Maxey Flats, Sixth Quarterly Rept for Sept-Nov 
1982." 

* Kentucky, Commonwealth of. NRC-04-78-259. 83/04/30. NRC - No Detailed Affili- 
ation Given. 59pp. 41357:001-41357:044. 

“8706160535 “Surface Water Studies at Maxey Flats Disposal Site," twelfth quarterly 
rept for Mar-May 1 984. 

* Kentucky, Commonwealth of. NRC-04-78-259. 84/06/30. NRC - No Detailed Affili- 
ation Given. 82pp. 41358:012-41358:093. 

-8706160539 “Six Month Study of Radiation Concentrations & Transport Mechanisms 
at Maxey Flats Area of Fleming County.KY," project rept. 

‘ Kentucky, Commonwealth of. 74/12/31. 23pp. 41358:157-41358:179. 

“8706160571 Forwards comments on EPA rept entitled, “Preliminary Data on Occur- 
ence of Transuranium Nuclides in Environ at Radwaste Burial Site, Maxey Flats, KY." 
Author of opinion that development of definitive site selection criteria necessary. 
GAMMILL.W.P. Division of Site Safety & Environmental Analysis. 76/01/22. 
NUSSBAUMER.D.A. Assistant Director for Material Safety & Licensing. 4pp. 
41358:113-41358:116. 

-8706160587 Submits general & specific comments on proposed investigation program 
submitted by Commonwealth of KY, including request for clarification of term "vol 
weighted composite samples." 

BIVINS, W.S. Hydrology Meteorology Branch. 77/07/06. ADAM.J. Division of Fuel 
Cycle & Material Safety (Pre 870413). 2pp. 41358:117-41358:118. 

-8706160597 Trip rept of 770907 site visit to Maxey Flats low level radwaste facility re 
operations & movement of radioactive cobalt. 

SCHREIBER.D.L Hydrology Meteorology Branch. 77/09/16. HULMAN.L.G. Hydrology 
Meteorology Branch. 2pp. 41358:119-41358:120. 
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-8706160609 Forwards NRC comments on investigative program at Maxey Flats rad- 
waste burial facility.Each task outlined in Section 3.0 of proposal requires more de- 
tailed info before proposed research can be properly assessed. 

SWANBERG.F. NRC - No Detailed Affiliation Given. 78/03/10. CONN, P.D. Kentucky. 
Commonwealth of. 14pp. 41358:121-41358:134. 

-8706160624 Forwards agenda for 821026-28 annual Waxey Flats program review & 
workshop & provides addi info on transportation. FE Coffman 821018 & CD Perkins 
820923 Itrs also end. 

PERKINS, R.W. Battelle Memorial Institute, Pacific Northwest Laboratories. 82/10/13. 
DAVIS.J.J., O’DONNELL.E. Division of Waste Management (Pre 870413). 
SCARANO.R.A. Uranium Recovery Licensing Branch. 13pp. 41358:135-41358:147. 

-8706160633 Forwards agenda for 821026-28 Maxey Flats research program & policy 
review meeting. 

DAVIS.J.J. NRC - No Detailed Affiliation Given. 82/10/20. NUSSBAUMER.D. NRC - 
No Detailed Affiliation Given. 3pp. 41358:148-41358:150. 

-8706160S49 Summary of 821026-27 Maxey Fiats program review rreetinc Agenda & 
list of atiendees end. Based on feedback from Commonwealth of K'^.N'/SS & D'c of 
State Programs.program review accomplished objectives. 

O’DONNELL.E. Waste Vanagcmert B'a'ch 82/- 1/08. ARSENAULT, F.J. NRC - No 
Detailed Affiliation Giver -‘.pp 4 1 358 - ' 5 1 -4 1 35.8- : 54. 

“8706160656 Fonvards “Characterization of Radionuclide Behavior in Low Level Waste 
Sites,” by A Toste.et al.W/o end. 

O’DONNELL.E. NRC - No Detailed Affiliation Given. 82/11/18. DAVIS.J.J.. CONTI.E.. 
BIRCHARD.G. NRC - No Detailed Affiliation Given. 2pp. 41358:155-41358:156. 

“8706160664 "Surface Water Studies at Maxey Flats,” Quarterly Rept 7 for Dec 1982 - 
Feb 1983. 

* Kentucky, Commonwealth of. NRC-04-78-259. 83/06/20. NRC - No Detailed Affili- 
ation Given. 73pp. 41357:046-41357:118. 

“8706160668 “Surface Water Studies at Maxey Flats," Eigth Quarterly Rept for Mar- 
May 1983. 

* Kentucky, Commonwealth of. NRC-04-78-259. 83/07/31. NRC - No Detailed Affili- 
ation Given. 51pp. 41357:121-41357:171. 

“8706160683 WTSD-TME-015 DRFT Draft “Decommissioning Plan for Maxey Flats Dis- 
posal Site Task 2:ldentification of Alternatives.” Vols 1 & 2. 

* WcSt’''r:*‘OL;riC- Hittman Nuclear, Inc. PS 840386. 86/08/15. 413pp. 41358:181- 

“8706160692 Forwards decommissioning plan for Maxey Flats disposal site, Task 
2:identification alternatives.Comments requested by 830825. 

HIGGINBOTHAM.L Low Lgvv! V/asto Licensee Branch. 83/08/19, CONTI, R. Waste 
Management Branch. Ip. 

“8706160697 “Surface Water Studies at Maxey Flats," ninth quarterly rept for June-Aug 
1983. 

* Kentucky, Commonwealth of. NRC-04-78-259. 83/09/30, 42pp. 41357:172- 
41357:213. 

“8706160702 WTSD-TME-019 DRFT Draft “Decommissioning Plan for Maxey Flats Dis- 
posal Site, task 3:Evaluation of Alternatives.” 

* Westinghouse Hittman Nuclear. Inc. PS 840386. 83/09/19. 176pp. 41359:245- 
41360:051. 

“8706160707 Forwards eighth & ninth quarterly repts by Commonwealth of KY for 
Project B6192, “Maxey Flats Burial Ground Survey." Comments welcomed. 
O’DONNELL, E. Earth Sciences Branch. FIN B-6192. 83/11/04. BERATAN.LL, 
CONTI.E., COSTANZI.F.A. Office of Nuclear Regulatory Research, Director (Pre 
860720). 2pp. 41357:119-41357:120. 

“8706160711 “Surface Water Studies at Maxey Flats Disposal Site," Tenth Quarterly 
Rept for Sept-Nov 1983. 

* Kentucky, Commonwealth of. NRC-04-78-259. 84/01/31. NRC - No Detailed Affili- 
ation Given. 67pp. 41357:214-41357:280. 

“8706160716 “Surface Water Studies at Maxey Flats Disposal Site,” eleventh quarterly 
rept for Dec 1983 - Feb 1984. 

* Kentucky, Commonwealth of. NRC-04-78-259. 84/03/31 . NRC - No Detailed Affili- 
ation Given. 91pp. 41357:281-41358:011. 

“8706160718 “Oxidation-Induced Geochemical Changes in Trench Leachates From 
Maxey Flats Low Level Radwaste Disposal Site.” 

DAYAL,R., PIETR2AK,F., CLINTON, J. Brookhaven National Laboratory. 85/03/31. 
63pp. 41360:052-41360:114. 

“8706160719 “Surface Water Hydrology Study:Maxey Flats Low Level Radwaste Dis- 
posal Site.” 

* Westinghouse Electric Corp. 85/01/31. 131pp. 41360:115-41360:245. 

“8706160721 Abstract entitled, “Relative Contributions of Natural & Waste-Derived Or- 
ganics to Subsurface Transport of Radionuclides," presented at NEA 850612 work- 
shop, “Effects of Natural Organic Compounds...” in Paris,France. 

TOSTE,A.P, MYERS, R.B. Battelle Memorial Institute, Pacific Northwest Laboratories. 
85/06/12. 82pp. 41360:246-41360:328. 

—8706160727 Paper entitled, “Trees as Indicators of Subterranean Water Flow From 
Retired Radwaste Disposal Site.” Copyrighted mail. 

RICKARD, W.H., KIRBY.!...'. D:'jnel'o Memorial Institute, Pacific Northwest Laboratories. 
86/09/04. 8pp. 4'36':i:J2‘;-'!'36i."; ;i29. 

—8706170335 “Control of Water Infiltration Through SLB Trench Covers,” annual rept 
for Oct 1984 - Sept 1985. 

SCHULZ,R.K. California, Univ. of, Berkeley, CA. RIDKY.R.W. Maryland, Univ. of, Col- 
lege Park, MD. FIN B-8958-5. 85/09/30. NRC - No Detailed Affiliation Given. 19pp. 
41358:094-41358:112. 

“8706170393 “Maxey Flats Burial Facility," monthly progress rept for Jul 1982. 

* Hittman Nuclear & Development Corp. (subs, of Hittman Corp.). 82/07/31. lOpp. 
41356:044-41366:052. 

“8706170573 Forwards Seventh Quarterly Rept re surface water studies at Maxey 
Fiats, KY for Dec 1982 - Feb 1983. 

MILLS, D. Kentucky, Commonwealth of. 83/06/20. 0’DONNELL,E. NRC - No Detailed 
Affiliation Given. Ip. 41357:046-41357:045. 


8706160370 Appeals denial of FOIA request for Commission to release documents re- 
quested on 850121 re Comanche Peak Task Force established in Mar 1984. 

GARDE, B.P. Government Accountability Project. 87/06/26. STELLO.V. Office of the 
Executive Director for Operations. 2pp. 41319:186-41319:187. 

8706160387 Further response to appeal of denial of FOIA request for Comanche Peak 
Task Force documents.lnfo continues to be withheld (ref FOIA Exemption 4). 
STELLO.V. Office of the Executive Director for Operations. 87/06/11. GARDE.BP 
Government Accountability Project. 1p. 41319:188-41319:220. 

8706160486 FOIA request for records for period 841215 - 850315 re compliance w/ 
Section 57b of Atomic Energy Act of 1954 as amended & 10CFR610 within jurisdic- 
tion of DOE. 

KRANISH.A. Trends Publishing, Inc. 85/03/15. NRC - No Detailed Affiliation Given 
1p. 41345:176-41345:176. 

8706160497 FOIA request for all documents,orders.repts,correspondence, licenses & 
applications re Licenses STB-401 & SUC-872 granted to Mallinckrodt.Inc. 
SPERLING,LI. McKenna, Conner & Cuneo. 87/04/28. NRC - No Detailed Affiliation 
Given. 2pp. 41453:001-41453:002. 

8706160509 Final response to FOIA request for documents re compliance w/Section 
57b of Atomic Energy Act of 1954 & 10CFR610. Forwards App A 

documents.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. KRANISH.A, 
Trends Publishing, Inc. 2pp. 41345:177-41345:183. 

“8503250034 Forwards addI questions & answers re US citizen activities at Koeberg 
nuclear power plant in South Africa.Info suppis questions & answers previously fur- 
nished in SECY-85-69. Related documents end. 

DIRCKS.W.J. Office of the Executive Director for Operations. 85/03/08. PALLADINO 
Commissioners. 3pp. 41345:184-41345:186. 

“8706160523 Requests info re Commission knowledge of activities by US citizens in 
South Africa subj to Section 57(b) of Atomic Energy Act of 1 954. 

MARKEY.E.J. House of Rep. 85/01/25. PALLADINO.N. Commissioners. 2pp. 
41345:179-41345:180. 

“8706160541 Responds to 850128 Itr re request to train up to four employees of South 
African Atomic Energy Corp.Action deferred until necessary policy decisions made & 
discussed in DOE final analysis. 

SHEA.J.R. Office of International Programs, Director (Pre 870413). 85/02/26. 
THORNE.C.E. Energy, Dept. of. Ip. 41345:181-41345:181. 

“8706160558 Requests info re Commission knowledge of activities in South Africa of 
US citizens subj to Section 57(b) of Atomic Energy Act of 1954.Response requested 
by 850308 , 

MARKEY.E.J. House of Rep., Energy & Commerce. 85/03/01. PALLADINO.N. Com- 
missioners. 2pp. 41345:182-41345:183. 

8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872.Forwards App A,C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 
SPERLlNG.L.l. McKenna, Conner & Cuneo. 12pp. 41453:003-41454:090. 

-7905310157 Matl/ Byproduct License STB-401 for Mallinckrodt.Inc is amended in its 
entirety per 790718 application.Authorizes U & thorium for use in controlling process- 
ing columbium & tantalum ores. 

GUINN.P.R. Materials Licensing Branch. 79/05/22. 2pp. 41453:017-41453:018. 

-8104090319 Forwards application for amend of Source Matl License STB-401. 
YEAGER, J.H. Mallinckrodt, Inc. 18708. 81/03/09. HICKEY,J. Materials Licensing 
Branch. 4pp. 41453:341-41453:344. 

-8104090326 Application for amend of Source Matl License STB-401 authorizing natu- 
ral U & thorium for mfg of purified columbium & tantalum salts. 

YEAGER,J.H. Mallinckrodt. Inc. 81/03/10. 29pp. 41453:313-41453:340. 

“8104280040 Submits addi info re open air storage of drummed unreacted ore.in re- 
sponse to 810326 conversation w/NRC concerning application for amend to License 
STB-401. Each drum will be carefully inspected before transfer offsite. 

ROBINSON.S.N. Mallinckrodt. Inc. 18708. 81/03/30. GUINN.P.R. Materials Licensing 
Branch. Ip. 41453:345-41453:345. 

“8410260164 Informs that merger w/wholly owned subsidiary of Avon Products, Inc will 
not require amend to NRC licenses. 

MILLER, V.L. Uranium Fuel Licensing Branch. 82/01/22. KELLER, R.A. Mallinckrodt, 
Inc. 1p. 41453:109-41453:109. 

-8706160566 Amend 3 to License STB-401 for Mallinckrodt, Inc, authorizing use of 

30.000 kg thorium & 27,100 natural U for possession incident to processing of ores. 
GUINN.P. Materials Licensing Branch. 81/04/28. 2pp. 41453:015-41453:016. 

“8706160600 License STB-401 for Mallinckrodt Chemical Works,authorizing use of 455 
kg U & 1,140 kg throium for contaminant incidental to extraction & purification of ores 
as described in 720807 application. 

LAYFIELD.R.L. Atomic Energy Commission - Deputy Director for Fuels & Mat. 72/08/ 
21. ip. 41453:019-41453:019. 

-8706160608 License STB-401 for Mallinckrodt Chemical Works, authorizing use of 

100.000 lb thorium in accordance w/procedures described in licensee 670830 applica- 
tion. 

HARMON, D.F. Atomic Energy Commission. 67/09/06. Ip. 41453:020-41453:020. 

“8706160616 License STB-401 for Mallinckrodt Chemical Works, authorizing use of 

30.000 lb thorium in accordance w/procedures described in licensee 610707 applica- 
tion & 610711,0810, 640730 & 0821 suppis. 

LAYFIELD.R.L. Atomic Energy Commission. 64/10/20. Ip. 41453:021-41453:021. 

“8706160620 License STB-401 for Mallinckrodt Chemical Works, authorizing unlimited 
use of thorium in accordance w/procedures described in licensee 610707,11 & 0810 
applications. 

* Atomic Energy Commission. 64/06/26. 1p. 41453:022-41453:022, 
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--870$160634 Discusses insp of Licenses C-3618 on 580107,0-217 on 570401 & S- 
4442 on 571 209. No noncompliance noted. 

JOHNSON, L Atomic Energy Commission. 58/03/18. FOX,C.R. Maliinckrodt, Inc. Ip. 
41453:023-41453:023. 

“8706160657 Forwards Compliance insp rept of Licenses 0-217,0-198, C-361 8,0-267 & 
S-4442.AII cases considered clear cases.W/o repts for Licenses 0-1 98, C-361 8,0-267 
& S-4442. 

SAPIR1E,S.R. Atomic Energy Commission. 58/01/30. NELSON,C,A. Atomic Energy 
Commission. 2pp. 41453:024-41453:024. 

“8706160665 Compliance insp rept of License 0-217 on 580107.No noncompliance 
noted.lnsp findings:company maintains health physics group which reviews & ap- 
proves repackaging operation of chemical compounds w/good control & recordkeep- 
ing. 

HUBBARD,D.C., MCALDUFF,H.J. Atomic Energy Commission. 58/01/28. 3pp. 
41453:025-41453:027. 

“8706160674 Ack receipt of 571217 Itr advising vendor that representative from AEC 
will be in area on 580107 to discuss activities under License D-217. 

FOX,G.R. Maliinckrodt, Inc. 57/12/20. DUBINSKI.L. Atomic Energy Commission, ip. 
41453:028-41453:028. 

“8706160680 Advises that DC Hubbard will be in area on 580107 & requests opportuni- 
ty to discuss activities under Licenses C-2734 & C-361 S.lnsp compliance phase of 
principal concern. 

DUB1NSKI,L. Atomic Energy Commission. 57/12/17. BELMORE.F.M. Maliinckrodt. 
Inc. Ip. 41453:029-41453:029. 

“8706160682 Forwards rept of 551219 visit to Maliinckrodt Chemical Works to Insp matl 
held under License C-2734.No recommendations noted, 

NELSON, C.A. Atomic Energy Commission. 56/02/27. PRICE.H.L. Atomic Energy 
Commission. 4pp. 41453:030-41453:033. 

“8706160687 Requests addi info re 610707 & 11 applications for license, including flow 
diagram of plant production operation indicating areas & points where dust generated. 
NUSSBAUMER.D.A. Atomic Energy Commission. 61/07/03. BELMORE.F.M. Mallinck- 
rodt, Inc. 2pp. 41453:034-41453:035. 

“8706160689 Responds to 620504 request for interpretation of thorium- natural limits in 
App B,Table II of 10CFR20 & info re discharge of liquid effluents resulting from proc- 
essing of raw thorium ore.W/o stated end. 

NUSSBAUMER.D.A, Atomic Energy Commission. 62/06/19. UTNAGE.W.L, Mallinck- 
rodt, Inc. 1p. 41453:036-41453:036. 

“8706160691 Ack receipt of 620611 Itr.License SUC-176 changed to License SUB-176 
for administrative purposes. 

NUSSBAUMER.D.A. Atomic Energy Commission. 62/06/29. MURRAY, M.L. Maliinck- 
rodt, Inc. Ip. 41453:037-41453:038. 

“8706160704 Insp Findings & Licensee Ack of insp on 640610 of Licenses 24-05804- 
02,SNM-276,SUB-176 & STB-401.No noncompliance noted. Licensee telephone notifi- 
cation of insp dtd 640609 end. 

MAPP,E.J. Atomic Energy Commission. 64/06/10. 2pp. 41453:039-41453:040. 

“8706170023 Discusses telcon from T Brockett re License STB-401 .Copies of license 
will be fonvarded to Div of Compliance & Region 111. 

ALLAN, J.M. Atomic Energy Commission. 64/06/24. Atomic Energy Commission. Ip. 
41453:041-41453:041. 

“8706170054 Forwards AEC ack of 671024 application for license to export matl to 
Kingston, Jamaica & requests advisement of when license,assigned Docket 40- 
7745, will be received. 

CORNELIUS, M. Maliinckrodt, Inc. 67/11/15. Atomic Energy Commission. Ip. 
41453:042-41453:042. 

“8706170063 Advises that License SUE-7542 issued on 671117 in response to 671115 
Itr re application for source matl license. 

SALTZMAN,J.D. Atomic Energy Commission. 67/11/21. CORNELIUS.M. Maliinckrodt, 
Inc. Ip. 41453:043-41453:043. 

"8706170068 Discusses 671127 application for license to export 3 lb uranyl 
acetate.General license may be used in exporting up to 3 lb U to Mexico by citing 
designation AEC-CEO-SMA on shipper export declaration & forwarding copy to AEC. 
SALTZMAN.J.D. Atomic Energy Commission. 67/12/05. CORNELIUS,M. Maliinckrodt, 
Inc. ip. 41453:044-41453:044. 

“8706170075 Application for license to export 3 lb uranyl acetate to Mexico for lab use. 
* Maliinckrodt, Inc. 67/11/27. Ip. 41453:045-41453:045. 

“8706170087 Insp Findings & Licensee Ack of insp on 681204 of Licenses 24-05804- 
03 & STB-401. No noncomplicance noted. 

SCHULTZ, W.H. Atomic Energy Commission. 68/12/04. Ip. 41453:046-41453:046. 

“8706170104 Discusses transfer of source matl to unauthorized recipient, per 720721 
telcon between JM Allen & P Brunner.Approx 15 30 gallon drums containing slightly 
radioactive clay-like matl returned to Mallinckrodt,lnc on 720725. 

GRANT, W.B, Region 3, Chicago, Office of the Director. 72/07/28. Region 3, Chicago, 
Office of the Director. 2pp. 41453:047-41453:048. 

"8706170114 Discusses alleged unauthorized burial of radioactive matl. On 
720720, State of IL EPA requested survey at landfill area near East St Louis, MO to 
determine validity of anonymous call re burial of radioactive matl at site. 

ALLAN, J.M. Region 3, Chicago, Office of the Director, 72/07/27. Region 3, Chicago, 
Office of the Director, 4pp. 41453:049-41453:051. 

“8706170119 Requests that License STB-401 be corrected due to typo in Item 7 re 
max quantity of thorium which may be possessed at any one time.QuantIty should be 
1,140 kg. 

SOLDAN,D.W. Maliinckrodt, Inc. 72/09/08. LAYFIELD.R.L. Atomic Energy Commis- 
sion - Deputy Director for Fuels & Mat. Ip. 41453:052-41453:052. 

“8706170124 Discusses insp of License STB-401 on 721130 re radiation safety & com- 
plicance w/Commission rules & regulations & forwards description of noncompliance 
items.AEp understands that thorium air concentrations will be reevaluated. 

GRIER, B.H. Region 3. Chicago. Office of the Director. 72/12/21. STRATMEYER.R.J. 
Maliinckrodt. Inc. 19pp. 41453:053-41453:071. 


“8706170139 Responds to AEC 721221 Itr re noncomptiances noted in insp of License 
STB-401 .Corrective actions:URO waste mat! stored within controlled access area 
bounded by perimeter fence. Restricted area signs will be placed on interior of fence. 
TRASK.W.T. Maliinckrodt, Inc. 73/01/10. GRIER.B.H. Region 3, Chicago. Office of the 
Director. 4pp. 41453:072-41453:075. 

“8706170144 Responds to telephone inquiry re URO waste matl storage & amends 
Item 1 of 730110 Itr.Fence end will be completed by 730202.Fence will be posted w/ 
std radioactivity signs. 

TRASK.W.T. Maliinckrodt, Inc. 73/01/22. GREGER.L.R. Region 3. Chicago. Office of 
the Director. Ip. 41453:076-41453:076. 

“8706170148 Ack receipt of 730110 & 22 ttrs informing AEC of steps taken to correct 
noncompliances noted in 731221 Itr re insp of License STB-401. 

GRIER.B.H. Region 3, Chicago, Office of the Director. 73/01/29. TRASK.W.T. Mal- 
iinckrodt. Inc. Ip. 41453:077-41453:077. 

“8706170161 Fonwards Region 111 rept to files discussing incident involving transfer of 
source matl to unauthorized recipient. 

CAMERON.A.B. Illinois, State of. 75/03/13. ALLAN.J.M. Region 3, Chicago, Office of 
the Director. Ip. 41453:078-41453:080. 

“8706170169 Application for renewal of License STB-401, authorizing use of natural U & 
thorium for extraction of columbium & tantalum. Fee paid. 

YEAGER,J.H. Maliinckrodt. Inc. 77/07/18. 8pp. 41453:081-41453:088. 

“8706170176 Insp Rept 40-6563/78-01 on 780509.No noncompliance noted. Major 
areas inspected:organization, summary of licensed program, internal audits or insps & 
training/retraining & instruction to workers. 

GRANT.W.B. Region 3, Chicago, Office of the Director. 78/05/26. 16pp. 41453:089- 
41453:104. 

“8706170188 Forwards SALP Board results for Mallinckrodt/Diagnostics.lnc for Oct 
1980,Region 111 action plan & summary of 810305 telephone interview w/licensee 
mgLBoard concluded that licensee regulatory performance acceptable.W/o rept & 
plan. 

KEPPLER.J.G. Region 3, Office of Director (810301-820201). 81/04/13. 

THORNBURG, H.D. Division of Safeguards & Radiological Safety Inspection. Ip. 
41453:105-41453:105. 

“8706170215 Documents 810305 teiccn informing rocioient of program for SALP & dis- 
cussing results of appraisal of NRC-l censor: activities. SubjS discussed end in licensee 
performance appraisal. Undated Insp Finding & Licensee Ack end. 

KEPPLER.J.G. Region 3, Office of Director (810301-820201). 81/04/13. 

COSTELLO.M. Maliinckrodt, Inc. 3pp. 41453:106-41453:108. 

"8706180025 Confirms understanding that company not required to obtain consent of 
NRC in order for company to be merged w/wholly- owned subsidiary of Avon 

P-'od'.'cts Inc.Me-ger scheduled to be completed in mid to late Feb 1982. 

KEdFR.R.A. MarnnKr:,dl. Inc. 28123. 81/12/21. MILLER.V.L. Materials Licensing 
Branch. 2pp. 41453:110-41453:111. 

“8706180032 Advises that Region III transfers official license file & pending renewal 
action for License STB-401 to U Process Licensing Section, per 840808 discussion. 
MALLETT.B.S. Region 3, Office of Director. 23718. 84/08/16. CROW.W.T. Uranium 
Fuel Licensing Branch. Ip. 41453:112-41453:112. 

“8706180036 Trip rept of 85121 1 site visit in St Louis.MO re addI info needed by ORNL 
in order to conduct environ assessment re pending renewal of License STB-401. List 
of site visit questions end. 

CANIANO.R.J. Region 3, Office of Director. 85/12/19. Region 3, Office of Director. 
5pp. 41453:113-41453:117. 

“8706180040 Application for renewal of License SUC-872, authorizing use of 450 lb 
uranyl nitrate & uranyl acetate as resale for reagent use. 

MUDD.V.C., POWITZKY,L.C. Maliinckrodt, Inc. 69/04/03. 4pp. 41453:118-41453:121. 

“8706180043 Application for license, authorizing use of 400 lb thorium nitrate as resale 
for reagent use. 

POWITZKY,LC. Maliinckrodt, Inc. 69/10/09. 4pp. 41453:122-41453:125. 

“8706180051 Application for renewal of License SUC-872, authorizing use of 450 lb 
uranyl nitrate & uranyl acetate as resale for reagent use. 

BATCHELOR.D.B. Maliinckrodt, Inc. 74/04/11. 4pp. 41453:126-41453:129. 

“8706180057 Undated telegram requesting AEC authorize use of 300 lb normal U metal 
under License D-217 prior to 580401. Company unable to obtain matl commercially, 
HORTON,L.Y. Maliinckrodt, Inc. 57/11/20. DOUGLOUS.W. Atomic Energy Commis- 
sion. Ip. 41453:130-41453:130. 

“8706180060 Forwards License D-217,authorizing purchase from AEC,prior to 
570630,300 lb normal U metal for use under license, per 570307 application for renew- 
al. 

JOHNSON,L Atomic Energy Commission. 87/06/18. FOX.G.R. Maliinckrodt, Inc. Ip. 
41453:131-41453:131. 

“8706180065 Forwards Form AEC-2 requesting renewal of License D-217 for ensuing 
yr. 

MICHENER,W.F. Maliinckrodt, Inc. 54/03/30. Atomic Energy Commission. 1p. 
41453:132-41453:132. 

“8706180073 Application for renewal of License D-21 7, authorizing 
transfer,delivery, export or receipt of U or thorium source matl. 

* Maliinckrodt. Inc. 54/03/30. 4pp. 41453:133-41453:136. 

“8706180077 License D-217 for Maliinckrodt Chemical Works, authorizing possession of 
& title to 50 lb refined source matl,including U metal, during any single calendar month 
from processors & distributors licensed by AEC. 

JOHNSON.L. Atomic Energy Commission. 54/04/01. Ip. 41453:137-41453:137. 

“8706180078 Application for renewal of License D-21 7, authorizing 
transfer,delivery, export or receipt of U or thorium source matl. 

FOX.G.R. Maliinckrodt, Inc. 55/03/24. 4pp. 41453:138-41453:141. 
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-8706180079 Forwards Form AEC-2.requesting renewal of License D-217 for ensuing 
yr. 

FOX.G.R. Mallinckrodt. Inc. 55/03/24. Atomic Energy Commission. Ip. 41453:142- 
41453:142. 

-8706180084 License D-217 for Mallinckrodt Chemical Works.authorizing possession of 
& title to 600 lb refined source matl during term of license from processors & distribu- 
tors licensed by AEC.License expires on 560401 . 

JOHNSON, L. Atomic Energy Commission. 55/04/01. Ip. 41453:143-41453:143. 

-8706180092 Application for amend to License D-21 7, allowing use of refined source 
matl containing 50 to 1 00 lb U &/or thorium for process development work in order to 
facilitate work in pilot plant operation. 

FOX,G.R. Mallinckrodt, Inc, 55/04/12. JOHNSON, L. Atomic Energy Commission. 1p. 
41453:144-41453:144. 

“8706180098 Amended License D-217,authori2ing possession of & title to 100 lb re- 
fined source matl during term of license from processors & distributors licensed by 
AEC.License expires on 560401. 

JOHNSON, L Atomic Energy Commission. 55/04/18. 2pp. 41453:145-41453:146. 

—8706180112 Requests clarification of 550418 amend to License D-217, allowing pos- 
session of & title to 100 lb refined source matl during term of license.Terminology of 
550412 request for amend not followed. 

FOX,G.R. Mallinckrodt. Inc. 55/05/13. JOHNSON, L. Atomic Energy Commission. 1p. 
41453:147-41453:147. 

—8706180126 Revised License D-217 for Mallinckrodt Chemical Works, authorizing pos- 
session of & title to refined source matl containing up to 100 !b U &/or thorium for 
consumption in process development work,per 550513 Itr. 

JOHNSON,L. Atomic Energy Commission. 55/05/17. Ip. 41453:148-41453:148. 

—8706180134 Forwards revised License D-217,in response to 550513 request.Requests 
amended license issued on 550418 be returned. 

JOHNSON, L. Atomic Energy Commission. 55/05/18. FOX.G.R. Mallinckrodt, Inc. 1p. 
41453:149-41453:149. 

“8706180182 Forwards original 550418 amended License D-217,per request. 

FOX.G.R. Mallinckrodt, Inc. 55/05/20. JOHNSON, L. Atomic Energy Commission. 1p. 
41453:150-41453:150. 

-8706180199 Application for renewal of License D-217,authorizing 
transfer,delivery,export or receipt of U or thorium source matl. 

FOX,G.R. Mallinckrodt, Inc. 4026. 56/03/27. 4pp. 41453:151-41453:154. 

“8706180204 Forwards Form AEC-2, requesting renewal of License D-217 for ensuing 

yr- 

FOX.G.R. Mallinckrodt, Inc. 56/03/27. Atomic Energy Commission. 1p. 41453:155- 
41453:155. 

-8706180213 License D-217 for Mallinckrodt Chemical Works.authorizing possession of 
& title to 600 lb refined source matl for resale & use as analytical reagent. 
JOHNSON.L. Atomic Energy Commission. 56/04/01. Ip. 41453:156-41453:156. 

—8706180222 Application for license.authorizing licensee to receive possession of & title 
to 300 lb refined source matl from Commission or contractors for resale. 

FOX.G.R. Mallinckrodt. Inc. 56/04/18. JOHNSON.L. Atomic Energy Commission. 1p. 
41453:157-41453:157. 

—8706180225 Application to renew License D-217,authorizing transfer, delivery.export or 
receipt of 300 lb U metal for resale as analytical reagent. 

FOX.G.R. Mallinckrodt, Inc. 4596. 56/04/20. 4pp. 41453:158-41453:161. 

-8706180234 Advises that source matl requested in 560418 Itr will be subdivided & sold 
as U metal analytical reagent. 

FOX.G.R. Mallinckrodt. Inc. 56/05/03. JOHNSON.L. Atomic Energy Commission. Ip. 
41453:162-41453:162. 

—8706180250 Revised License D-217 for Mallinckrodt Chemical Works, authorizing pos- 
session of & title to 900 lb refined source matl, per 560327 & 041 8 applications. 
JOHNSON.L, Atomic Energy Commission. 56/05/09. 1p. 41453:163-41453:163. 

—8706180261 Forwards revised License D-21 7.authorizing receipt & resale of 900 lb re- 
fined source matl & purchase of 300 lb U metal from Commission. 

JOHNSON.L, Atomic Energy Commission, 56/05/10. FOX.G.R. Mallinckrodt, Inc. Ip. 
41453:164-41453:164. 

-8706180265 Application for amend to License D-21 7,permitting receipt & resale of 
1 ,200 lb refined source matl & 600 lb U metal from Commission. 

FOX.G.R. Mallinckrodt, Inc. 56/10/31. JOHNSON.L. Atomic Energy Commission. Ip. 
41453:165-41453:165. 

—8706180274 License D-217 for Mallinckrodt Chemical Works.authorizing possession of 
& title to 1 ,200 lb refined source matl for resale & use as analytical reagent. 
JOHNSON.L. Atomic Energy Commission. 56/11/14. 1p. 41453:166-41453:166. 

—8706180283 Forwards Rev 2 to License D-217,authorizing purchase of 300 lb normal 
U metal from Commission prior to 570401 . 

JOHNSON.L. Atomic Energy Commission. 56/11/19. FOX.G.R. Mallinckrodt. Inc. Ip. 
41453:167-41453:167. 

—8706180291 Grants authorization to purchase 15 lb normal U tetrafluoride from 
AEC, prior to 570601 .for resale under License D-217. 

JOHNSON.L. Atomic Energy Commission. 57/01/18, HORTON, LY. Mallinckrodt, Inc. 
Ip. 41453:168-41453:168. 

-8706180295 Application for renewal of License D-217,authorizing 
transfer, delivery.export or receipt of U or thorium source matl, 

* Mallinckrodt, Inc. 57/03/01. 4pp. 41453:169-41453:172. 

-8706180300 Forwards Form AEC-2,requesting renewal of License D-217 for ensuing 
yr. Licensee also requests permission to receive possession of & title to 600 lb refined 
source matt for resale & use as analytical reagent. 

FOX.G.R. Mallinckrodt, Inc. 57/03/07. JOHNSON.L. Atomic Enerqy Commission. Id 
41453:173-41453:173. 

—8706180311 License D-217 for Mallinckrodt Chemical Works.authorizing procurement 
from AEC 300 lb U metal for delivery prior to 580401 , 

DELANEY.J.C. Atomic Energy Commission. 57/11/26. Ip. 41453:174-41453:174. 


-8706180321 Compliance insp rept of License C-3618 on 5801 07. No noncompliance 
noted.lnsp f‘.-'di''gs actv;t:os under license consisted of conversion of AEC-owned 
UF6 to ceramic 3 .',adG- JC2 f;?-- delivery to AEC Hanford.WA facility. 

HUBBARD.D.C., MCALDUFF.H.J. Atomic Energy Commission. 58/01/27 6 pd 
41453:175-41453:180. 

-8706180365 Forwards Form AEC-2,requesting renewal of License D-217 for ensuing 
yr. Licensee also requests to receive possession of & title to 600 Ib refined source 
matl for resale & use as analytical reagent. 

FOX.G.R. Mallinckrodt, Inc. 58/03/31. JOHNSON.L. Atomic Energy Commission Ip 
41453:181-41453:181. 

-8706180379 Suggests that licensee be informed that Licenses C-3618, D-217 & S- 
4442 in compliance w/Commission regulations. 

* Atomic Energy Commission. 58/02/06. Atomic Energy Commission, ip, 41453'182- 
41453:182. 

-8706180385 Application for renewal of License D-21 7, authorizing 

transfer, delivery.export or receipt of U or thorium source matl. 

FOX.G.R. Mallinckrodt, Inc. 58/03/31. 4pp. 41453:183-41453:186. 

-8706180404 License D-217 for Mallinckrodt Chemical Works.authorizing possession of 
& title to 900 lb source matl within limits & during term of license for resale & use as 
analytical reagent. 

DELANEY.J.C. Atomic Energy Commission. 58/04/07. 1p. 41453:187-41453:187. 

“8706180430 Forwards Form AEC-8,requesting permission to receive 15 Ib U dioxide & 
15 lb U trioxide directly from Commission. Matl to be used by lab for spectrographic 
stds. 

FOX.G.R. Mallinckrodt, Inc. 58/04/08. Atomic Energy Commission. Ip. 41453-188- 
41453:188. 

“8706180437 Application for amend to License D-217,authorizing use of 15 Ib U dioxide 
& 1 5 Ib U trioxide to be used in labs for spectrographic stds. 

FOX.G.R. Mallinckrodt. Inc. 58/04/08. Ip. 41453:189-41453:189. 

-8706180442 Application for renewal of License D-217,authorizing 
transfer.delivery.export or receipt of U or thorium source matl. 

FOX.G.R. Mallinckrodt, Inc. 59/04/03. 4pp. 41453:190-41453:193. 

-8706180446 Forwards Form AEC-2, requesting renewal of License D-217 for ensuing 
yr. Licensee also requests authorization to receive possession of & title to 900 Ib re- 
fined source matl for resale & use as analytical reagent. 

FOX.G.R. Mallinckrodt, Inc. 59/04/03. JOHNSON.L. Atomic Energy Commission. Ip. 
41453:194-41453:194. 

“8706180454 License D-217 for Mallinckrodt Chemical Works.authorizing possession of 
& title to 900 Ib source matl for resale & use as analytical reagent, 

DELANEY.J.C. Atomic Energy Commission. 59/04/08. Ip. 41453:195-41453:195. 

“8706180459 Responds to 590507 Itr re possible effect of activities of plant on well 
water at Hematite.MO. 

ROGERS.LR. Atomic Energy Commission. 59/07/14. WHITEHEAD.J.A. Affiliation Not 
Assigned. Ip. 41453:196-41453:196. 

“8706180481 Forwards complaint against plant at Hematite.MO. Investigation of licens- 
ee activities requested in order to obtain info necessary to reply to complaint. 
ROGERS.LR. Atomic Energy Commission. 59/07/14. MANN.M.M. Atomic Energy 
Commission. Ip. 41453:197-41453:197. 

“8706180491 Forwards Form AEC-2,requesting renewal of License D-217 for ensuing 
yr. Licensee also requests authorization to receive possession of & title to 900 lb re- 
fined source matl for resale & use as analytical reagent. 

FOX.G.R. Mallinckrodt, Inc. 60/03/21. JOHNSON.L. Atomic Energy Commission. 1p. 
41453:198-41453:198. 

“8706180497 License D-217 for Mallinckrodt Chemical Works.authorizing possession of 
& title to 900 Ib source matl for resale & use as analytical reagent. 

DELANEY.J.C. Atomic Energy Commission. 60/05/01, Ip. 41453:199-41453:199. 

“8706180500 FonArards Form AEC-2,requesting renewal of License D-217 for ensuing 
yr. Licensee also requests authorization to receive possession of & title to 900 lb re- 
fined source matl for resale & use as analytical reagent. 

FOX.G.R. Mallinckrodt, Inc. 61/03/28. JOHNSON.L. Atomic Energy 'Commission. Ip. 
41453:200-41453:200. 

“8706180502 Application for renewal of License D-21 7, authorizing transfer, delivery or 
receipt of U or thorium source matl. 

FOX.G.R. Mallinckrodt. Inc. 61/03/28. 4pp. 41453:201-41453:204. 

“8706190129 License SUC-176- for Mallinckrodt Chemical Works.authorizing 
receipLpossession & use of 23 Ib source matl as analytical reagent & 877 Ib source 
matl for resale. 

DELANEY.J.C. Atomic Energy Commission. 61/04/20. Ip. 41453:205-41453:205. 

“8706190142 Notifies that Source Matl License SUC-176 expires on 620430. Applica- 
tion for renewal should be submitted 30-days prior to expiration date using end Form 
AEC-2.W/0 end, 

NUSSBAUMER.D.A. Atomic Energy Commission. 62/03/05. FOX.G.R. Mallinckrodt, 
Inc. Ip. 41453:206-41453:206. 

“8706190150 Advises that 620423 telegram considered application for renewal of li- 
cense per 10CFR40.43(b).Licensee requested to submit properly executed Form AEC- 
2 within 30-days of Itr receipt. 

NUSSBAUMER.D.A. Atomic Energy Commission. 62/04/28. MURRAY, M. Mallinck- 
rodt, Inc. Ip. 41453:207-41453:207. 

“8706190154 Forwards Form AEC-2,requesting renewal of License SUC-176 for 12- 
month period ending 630430. Licensee also requests to receive possession of & title 
to 900 Ib refined source matl for resale & use as analytical reagent 
FOX.G.R. Mallinckrodt Inc. 62/05/16. NUSSBAUMER.D.A. Atomic Energy Commis- 
sion. 1p. 41453:208-41453:208. 

“8706190159 Application for renewal of License SUC-176,authorizing use of uranyl ace- 
tate AR.uranyl nitrate AR & U metal AR for resale as lab chemical or reagent 
FOX.G.R. Mallinckrodt Inc. 62/05/16. 4pp. 41453:209-41453:212. 
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~8706190171 Certification of status of source matl program under AEC License SUC- 
176. 

FOX,G.R. Mallinckrodt, Inc. 62/05/16. Ip. 41453:213-41453:213. 

~8706190176 Forwards amended Source Matl License SUB-176. 

NUSSBAUMER.D.A. Atomic Energy Commission. 62/06/01. FOX.G.R. Mallinckrodt, 
Inc. Ip. 41453:214-41453:214. 

-8706190195 Requests that NRC advise company if license number changed from 
SUC-176 to SUB-176 due to typo or intended. 

MURRAY.M.L Mallinckrodt. Inc. 62/06/11. NUSSBAUMER.D.A. Atomic Energy Com- 
mission. Ip. 41453:215-41453:215. 

-8706190199 Notifies that Source Matl License SUB-176 expires on 630430. Requests 
submittal of end Form AEC-2 within 30 days prior to expiration date.if licensee choos- 
es to renew license.W/o end. 

NUSSBAUMER.D.A. Atomic Energy Commission. 63/02/28. FOX.G.R. Mallinckrodt, 
Inc. ip. 41453:216-41453:216. 

-8706190204 Forwards Form AEC-2, requestng renewal of License SUB-176 for 12- 
month period ending 640430. Licensee requests to receive possession of & title to 900 
lb refined source matl for resale & use as analytical reagent. 

FOX,G.R. Mallinckrodt, Inc. 1929. 63/03/12. NUSSBAUMER.D.A. Atomic Energy 
Commission. Ip. 41453:217-41453:217. 

-8706190207 Application for renewal of License SUB-1 76, authorizing use of 100 lb 
uranyl acetate AR.uranyl nitratte AR & U metal AR for resale as lab chemical or rea- 
gent. 

FOX.G.R. Mallinckrodt, Inc. 63/03/11. 2pp. 41453:218-41453:219. 

-8706190215 Ack receipt of License SUB-176 dtd 630402.Licensee notes that expira- 
tion date stated as 660430 rather than 640430 as expected. Requests that AEC advise 
whether date typo or intended. 

MURRAY.M.L Mallinckrodt. Inc. 63/04/12. NUSSBAUMER.D.A. Atomic Energy Com- 
mission. Ip. 41453:220-41453:220. 

-8706190220 License SUB-176 for Mallinckrodt Chemical Works, authorizing use of 300 
lb U for repackaging & resale & 900 lb U for possession & resale.per 620516 applica- 
tion. 

NUSSBAUMER.D.A. Atomic Energy Commission. 62/06/01. Ip. 41453:221- 

41453:221. 

-8706190226 License SUB-176 for Mallinckrodt Chemical Works.authorizing use of 900 
lb U.per 63031 1 application. 

NUSSBAUMER.D.A. Atomic Energy Commission. 63/04/02. Ip. 41453:222- 

41453:222. 

-8706190236 Advises that Item 1 of License SUB-176 amended to read "Mallinckrodt 
Chemical Works" instead of misspelled Mallincrodt Chemical Works. 
NUSSBAUMER.D.A. Atomic Energy Commission. 63/05/23. MURRAY.M.L. Mallinck- 
rodt. Inc. Ip. 41453:223-41453:223. 

-8706190240 Notifies that Source Matl License SUB-176 expires on 660430. Request 
submittal of completed end Form AEC-2 if license should be renewed.W/o stated 

NUSSBAUMER.D.A. Atomic Energy Commission. 66/02/28. MURRAY.M.L. Mallinck- 
rodL Inc. 1p. 41453:224-41453:224. 

“8706190246 Application for renewal of License SUB-1 76,authori2ing use of uranyl ni- 
trate & uranyl acetate for resale for reagent use. 

DONATH.D.M., JACOBI.J.W. Mallinckrodt, Inc. 66/04/29. 2pp. 41453:225-41453:228. 

“8706190258 Forwards License SUC-872.Note that new license has been issued since 
License SUB-176 expired on 660430.Company 620516 application re method of re- 
packing of U compounds has been included as condition of license. 

HARMON.D.F. Atomic Energy Commission. 66/05/18. JACOBI.J.W. Mallinckrodt, Inc. 
Ip. 41453:229-41453:229. 

-8706190260 Notifies that Source Matl License SUC-872 expires on 690531. Requests 
that licensee submit completed end Form AEC-2,if renewal of license desired.W/o 
stHtodl oncis 

NUSSBAUMER.D.A. Atomic Energy Commission. 69/03/26. JACOBI.J.W. Mallinck- 
rodt. Inc. Ip. 41453:230-41453:230. 

-8706190266 Forwards application for renewal of License SUC-872 for 450 lb of uranyl 
nitrate crystals & uranyl acetate crystals. 

POWIT21<Y,L.C. Mallinckrodt, Inc. 69/04/03. Atomic Energy Commission. Ip. 

41453:231-41453:231. 

-8706190273 Forwards renewed AEC Source Matl License SUC-872. 

HARMON.D.F. Atomic Energy Commission. 69/04/21. POWIT2KY.L.C. Mallinckrodt, 
Inc. Ip. 41453:232-41453:232. 

“8706190374 Forwards completed Form AEC-2 re application for source matl license. 
POWIT2KY,L.C. Mallinckrodt, Inc. 69/10/09. Atomic Energy Commission. Ip. 

41453:233-41453:233. 

-8706190378 Discusses 691014 telcon w/LC Powitzky re request for new license rather 
than amend to License SUC-872. Powitzky assumed issuance of new license would be 
faster than amending present license.Amend agreed as best approach. 

HARMON.D.F. Atomic Energy Commission. 69/10/16. Atomic Energy Commission. 
Ip. 41453:234-41453:234. 

-8706190382 License SUC-872 for Mallinckrodt Chemical Works.authorizing use of 900 
lb U.per 620516 application & 660429 'suppl. 

HARMON.D.F. Atomic Energy Commission. 66/05/18. 1p. 41453:235-41453:235. 

-8706220111 Issues Amend 1 to License SUC-872,changing Item 8 to include date of 
691009 & Items 6 & 7 to read U & thorium & 1,350 lb, respectively. 

HARMON.D.F. Atomic Energy Commission. 69/10/17. POWIT2KY,LC. Mallinckrodt, 
Inc. Ip. 41453:236-41453:236. 

-8706220127 Requests that company be advised if & when change In regulations 
occurs since items purchased & resold for reagent under License SUC-872. 
POWIT2KY,LC. Mallinckrodt. Inc. 71/04/07. Atomic Energy Commission. Ip. 
41453:237-41453:237. 


-8706220135 Notifies that if fee payment for License SUC-872 not received within 20 
days of itr date.AEC will take appropriate action. 

MILLER.W.O. Atomic Energy Commission. 73/04/27. MILLER.W.C. Mallinckrodt. Inc. 
Ip. 41453:238-41453:238. 

-8706220143 Advises that covering cost for License SUC-872,per 730427 Itr, has been 
put thru for payment & should be received shortly. 

POWITZKY.LC. Mallinckrodt, Inc. 73/05/02. MILLER,W.O. Atomic Energy Commis- 
sion. Ip. 41453:239-41453:239. 

-8706220144 Submits mailing addresses for annual invoices, including License SUC- 
872. 

WEISS.D. Atomic Energy Commission. 73/06/12. WAGNER,J. Atomic Energy Com- 
mission. Ip. 41453:240-41453:240. 

-8706220154 Forwards application re License SUC-872. 

BAlN,L.M. Mallinckrodt, Inc. 74/04/11. Atomic Energy Commission. Ip. 41453:241- 
41453:241. 

-8706220159 License SUC-872 for Mallinckrodt Chemical Works.authorizing use of 950 
lb U for resale only of U reagents, per 690403 application. 

HARMON.D.F. Atomic Energy Commission. 69/04/21. Ip. 41453:242-41453:242. 

-8706220172 Advises that application for relocation of operations to Paris, KY under Li- 
cense SUC-872 has been sent to Radiation Control Branch in State of KY for licens- 
ing authority. 

8ASS1N.N. Radioisotopes Licensing Branch (Pre 790501). 77/12/28. YEAGER. J.H. 
Mallinckrodt. Inc. Ip. 41453:243-41453:243, 

“8706220190 Amend 1 to License SUC-872 for Mallinckrodt Chemical Works, authoriz- 
ing use of 900 lb U & 400 lb thorium for resale only of chemical reagents.per 690403 
& 740411 applications, 

• Atomic Energy Commission - Deputy Director for Fuels & Mat. 74/04/30, Ip. 
41453:244-41453:244. 

—8706220206 Application for renewal of License STB-401, authorizing use of 100,000 lb 
Th02 to remove acid-soluble impurities. 

MILLER.E.I. Mallinckrodt. Inc. 2912. 67/08/30. 9pp. 41453:245-41453:253. 

-8706220212 Submits brief description of process proposed to use on tin slag waste to 
recover columbium & tantalum. 

BELMORE.F.M. Mallinckrodt. Inc. 61/07/07. NUSSBAUMER.D.A. Atomic Energy 
Commission. 2pp. 41453:254-41453:255. 

-8706220222 Submits protective measures to observe during processing of tin slag 
waste to recover columbium & tantalum as suppi to 610707 Itr. 

BELMORE.F.M. Mallinckrodt. Inc. 61/07/11. NUSSBAUMER.D.A. Atomic Energy 
Commission. 2pp. 41453:256-41453:257. 

-8706220233 Forwards addi info re 610707 & 11 applications for source matl 
license.including flow diagram showing points & areas in production operation where 
dust generated. 

PFEIFFER.F.H. Mallinckrodt, Inc. 61/08/10. NUSSBAUMER.D.A. Atomic Energy Com- 
mission. 10pp. 41463:258-41453:266. 

-8706220240 Advises of plan to process raw matl containing approx 0.3% thorium in 
equilibrium w/daughters for recovery of other non-radioactive matls.per License STB- 
401. 

UTNAGE.W.L Mallinckrodt, Inc. 62/05/04. NUSSBAUMER.D.A. Atomic Energy Com- 
mission. 2pp. 41453:267-41453:268. 

“8706220245 Notifies that License STB-401 expires on 640831 .Requests submittal of 
completed Form SEC-2, if licensee chooses to renew license.W/o stated ends. 
NUSSBAUMER.D.A. Atomic Energy Commission. 64/07/07, UTNAGE.W.L. Mallinck- 
rodt, Inc. Ip. 41453:269-41453:269. 

-8706220255 Responds to 640707 Itr re expiration of License STB-401 on 
640831. Company wishes to continue program using source matls covered by 
license. Formal application for renewal of license being prepared & will be sent as 
soon as complete. 

ANONSEN.S.H. Mallinckrodt, Inc. 64/07/30, NUSSBAUMER.D.A. Atomic Energy 
Commission. Ip. 41453:270-41453:270. 

-8706220265 Advises that 640730 Itr accepted as application for renewal of License 
STB-401 .License shall not expire until final determination of renewal application has 
been made.Requests formal application within 30 days of Itr receipt. 

LAYFIELD.R.L. Atomic Energy Commission. 64/08/14. ANONSEN.S.H. Mallinckrodt, 
Inc. Ip. 41453:271-41453:271. 

-8706220272 Forwards formal applicaion for renewal of License STB-401. 
ANONSEN.S.H. Mallinckrodt. Inc. 64/08/21. NUSSBAUMER.D.A. Atomic Energy 
Commission, ip. 41453:272-41453:272. 

-8706220277 Application for renewal of License STB-401 .authorizing use of 30,000 
Th02,contained in tin slag.to remove acid-soluble impurities. 

ANONSEN.S.H. Mallinckrodt, Inc. 64/08/21. 8pp. 41453:273-41453:280. 

-8706220283 License STB-401 for Mallinckrodt Chemical Works.authorizing use of 
thorium, per licensee 610707,11 & 0810 applications. 

NUSSBAUMER.D.A. Atomic Energy Commission. 61/08/27. Ip. 41453:281- 
41453:281. 

—8706220290 Forwards renewed License STB-401. Licensee must calculate limit for mix- 
ture of radionuclides present in waste effluent based on concentration of radionuclides 
in mixture, per 63061 9 Itr re disposal of waste products. 

LAYFIELD.R.L. Atomic Energy Commission. 64/10/20. ANONSEN.S.H. Mallinckrodt, 
Inc. Ip, 41453:282-41453:282. 

-8706220292 Notifies that License STB-401 expires on 670930.Submittal of completed 
Form AEC-2 requested, if licensee chooses to renew license.W/o stated ends. 
NUSSBAUMER,D.A. Atomic Energy Commission. 67/07/28. ANONSEN.S.H. Mallinck- 
rodt. Inc. Ip. 41453:283-41453:283. 

—8706220298 Forwards formal application for renewal of License STB-401 . Increased 
quantity requested reflects changes in production rate & inventory. 

MILLER, E.L Mallinckrodt. Inc. 67/08/30. NUSSBAUMER.D.A. Atomic Energy Commis- 
sion. 1p. 41453:284-41453:293. 
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“8706220305 Forwards renewed License STB-401. 

HARMON. D.F ,*trrr'c Fnor;:::,' Commission. 67/09/03. MILLER, E. I. Mallinckrodt, Inc. 
Ip. 414f;j:2?-- 

“8706220312 Renewed License STB-401 for Mallinckrodt Chemical Works, authorizing 
use of 30,000 lb thorium according to procedures described in licensee 610707 appli- 
cation & suppis. 

LAYFIELD.R.L. Atomic Energy Commission. 64/10/20. Ip. 41453:295-41453:295. 

“8706220317 Forwards application for renewal of License STB-401 which expires 
720930. 

SOLDAN,D.W. Mallinckrodt, Inc. 72/08/01. Atomic Energy Commission. Ip. 
41453:296-41453:296. 

“8706220321 Application for amend to License STB-401, authorizing use of 1,000 lb 
normal U & 25,000 lb thorium in raw matl feeds for extraction & purification of colum- 
bium & tantalum. 

STRATMEYER,R.J. Mallinckrodt, Inc. 72/08/07. 9pp. 41453:297-41453:305. 

“8706220336 Notifies that License STB-401 expires on 720930.Submittal of completed 
Form AEC-2 requested, if licensee chooses to renew license.W/o stated ends. 
BUCHANAN.C.R. Atomic Energy Commission. 72/08/03. MILLER, E.l. Mallinckrodt, 
Inc. Ip. 41453:306-41453:306. 

”8706220344 Renewed License STB-401 for Mallinckrodt Chemical Works, authorizing 
use of 100,000 lb thorium, per licensee 670830 application. 

HARMON, D.F, Atomic Energy Commission. 67/09/08. Ip. 41453:307-41453:307. 

”8706220350 Issues Amend 1 to License STB-401, authorizing possession of 455 kg U 
& 11,400 kg thorium. 

LAYFIELD.R.L. Atomic Energy Commission - Deputy Director for Fuels & Mat. 72/09/ 
25. SOLDAN.D.W. Mallinckrodt. Inc. Ip. 41453:308-41453:308. 

”8706220364 Notifies that if annual fee payment for License STB-401 not received 
within 20 days of Itr receipt.AEC must take appropriate actions. 

MILLER.W.O. Atomic Energy Commission. 73/04/27. SOLDAN.D.W. Mallinckrodt. Inc. 
Ip. 41453:309-41453:309. 

”8706220380 Forwards payment which accompanied licensee 770718 application for 
renewal of License STB-401. License expires on 770831. Fee not required for renewal 
of license provided provided request does not increase scope of program. 

CABELL. A.S. Lfcense Fee Management Branch (Pre 861123). 77/07/25. 

BROWN.G.E. Mallinckrodt. Inc. Ip. 41453:310-41453:310. 

”8706220386 Ack receipt of application for renewal of License STB-401. Application 
deemed timely filed & license will not expire until final action has been taken by ofc. 
WRIGHT, E.G. Radioisotopes Licensing Branch (Pre 790501). 07194. 77/08/01. 
BROWN.G.E. Mallinckrodt, Inc. Ip. 41453:311-41453:311. 

”8706220409 License STB-401 for Mallinckrodt Chemical Works, authorizing use of 455 
kg U & 1,140 kg thorium as contaminant incidental to extraction & purification of ores 
as described in 720807 application. 

LAYFIELD.R.L. Atomic Energy Commission - Deputy Director for Fuels & Mat. 72/08/ 
21, Ip. 41453:312-41453:312. 

”8706220440 Amend 2 to License STB-401 for Mallinckrodt, Inc, amending license in en- 
tirety. 

GUINN, P.R. Materials Licensing Branch. 79/05/08. 2pp. 41453:346-41453:347. 

”8706220446 Submits lists of contract costs incurred & manhours used in reviewing 
840524 application for License STB-401. 

WYNGARDEN.S., CROW.W.T. Division of Fuel Cycle & Material Safety (Pre 870413). 
85/05/08. MILLER.W.O. License Fee Management Branch (Pre 861123). 4pp. 
41453:348-41453:351. 

”8706220453 Advises that expiration date on License SUB-176 correct. Licenses now 
being issued for period of 3 yrs. 

NUSSBAUMER,D.A. Atomic Energy Commission. 63/04/19. MURRAY.M.L Mallinck- 
rodt, Inc. Ip. 41453:352-41453:352. 

”8706220479 Advises that results from analysis for radioactivity in well water indicate 
that radioactivity well below limits of AEC regulations. 

ROGERS,L.R. Atomic Energy Commission. 59/08/15. WHITEHEAD, J.A. Affiliation Not 
Assigned. 1p. 41453:353-41453:353. 

”8706220491 Requests authorization to procure from Oak Ridge 15 lb U tetrafluoride 
for resale under License D-217.Unable to purchase matl from commercial sources. 
HORTON, L.Y. Mallinckrodt, Inc. 57/01/16. JOHNSON, L. Atomic Energy Commission. 
Ip. 41453:354-41453:354. 

”8706220495 Undated License D-217 for Mallinckrodt Chemical Works, authorizing pos- 
session of & title to 900 lb refined source matl for resale & use as analytical reagent. 
JOHNSON, L. Atomic Energy Commission. 87/06/22. Ip. 41453:355-41453:355. 

”8706220499 Requests extension of time on License SUC-176 which expires on 
620430.Addl time needed to properly execute new application Form AEC-2. 
MURRAY.M. Mallinckrodt, Inc, 62/04/23. JOHNSON, L Atomic Energy Commission. 
Ip. 41453:356-41453:356. 

”8706250595 Offers opposition tc atomic plant oooratirg at Hematite.MO. 

WHITEHEAD, J.A. Affiliation Nc; AssiCfCd. ::9.'G5/C7. Atomic b'no.''cy Commission. 
4pp. 41453:357-41454:090. 

8706160593 FOIA request for documents re listed inventory repts on radioactive matls 
for Apollo & Parks Township, PA facilities. 

VlROSTEK,C. Kiski Valley Coalition to Save Our Children. 86/04/18. NRC - No De- 
tailed Affiliation Given. 2pp. 41351:305-41351:306. 

8706160607 Final response to FOIA request for documents re Apollo & Parks Township 
facility nuclear transaction repts.App A documents withheld (ref FOIA Exemption 
4),B&W Form 742, “Matl Status Rept,‘’ addressed in FOiA 86-837. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 3pp. 41351:307-41351:309. 

8706160635 Final response to FOIA request for documents re Ofc of Investigations 
Cases 4-85-011,4-85-012 & 4-85-01 3. App A documents available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/11. ROBINSON, L. 
Kansas City Star/Kansas City Times, Kansas City, MO. 2pp. 41345:125-41345:127. 


8706160713 Further response to FOIA request for documents re NUMEC facilities & ad- 
jacent plant, Cook Pacemaker.AEC Form 742 withheld (ref FOIA Exemption 4) 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. CONROY, R 
Valley News Dispatch, Tarentum, PA. ip. 41351:103-41351:106. 

8706160730 FOIA request for documents listed re NUMEC facilities in Apollo & Parks 
Township, PA. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/08/14. Office of Admin- 
istration (Pre 870413). 3pp. 41351:225-41351:227. 

8706160733 Partial response to FOIA request for documents re NUMEC facilities in 
Apollo & Parks Township, PA. Forwards App A documents.App A & B documents avail- 
able in PDR.App B documents partially withheld (ref FOIA Exemptions 3 & 4) 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 5pp. 41351:228-41351:290. 

”8706160736 Partially withheld “Analysis of Changes to Operations Necessary to 
Achieve Improved Inventory Discrepancy Performance for High Enriched U at Apollo 
& Type-ll Facilities.” 

• Babcock & Wilcox Co. 77/05/27. 14pp. 41351:257-41351:272. 

”8706160737 Partially withheld “Status Rept of Chapman Plan." 

* Babcock & Wilcox Co. 77/10/30. 8pp. 41351:273-41351:290. 

8706170018 FOIA request for listed documents re NUMEC facilities in Apollo & Parks 
Township. PA. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/08/14. Office of Admin- 
istration (Pre 870413). 4pp. 41381:253-41381:256. 

8706170033 Partial response to FOIA request for documents. Forwards App B,C & D 
documents.App A & B documents available in PDR.App C & D documents partially 
withheld (ref FOIA Exemptions 3 & 4.) 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 6pp. 41381:257-41381:293. 

”8706170070 Advises that 790619 revised security training & qualification plan 
acceptable. Forwards revised Conditions 9.1. C to Licenses SNM-145 & SNM-414. 
MCCORKLE.G.W. Physical Security Licensing Branch. 79/08/13. AUSTIN.M.A. Bab- 
cock & Wilcox Co. 3pp. 41381:263-41381:265. 

”8706170092 Partially withheld Itr issuing License Condition 9.4.8 & amending License 
Condition 9.3.5 to Amend MPP-1 of License SNM-145,exempting EDRA couriers from 
searches (ref 10CFR2.790). 

MCCORKLE.G.W. Physical Security Licensing Branch. 77/03/18. WILLIAMS.R.A. Bab- 
cock & Wilcox Co. 3pp. 41381:266-41381:268. 

”8706170102 Partially withheld response to NRC 760713,0811 & 13 Itrs imposing li- 
cense conditions on License SNM-145 (ref 10CFR2,790). Revised physical security 
plan & proposed rev to Section 9.0 of MPP-1 end. 

WILLIAMS.R.A. Babcock & Wilcox Co. 76/08/27. MCCORKLE.G.W. Physical Security 
Licensing Branch. 6pp. 41381:269-41381:274. 

”8706170112 Partially withheld Itr issuing revised Conditions 9.3.13.1 & 9.3.28 to MPP-1 
to Licenses SNM-145 & SNM-414, respectively, per 770919 request (ref 10CFR2.790 
& 9.5(a)(4)). 

MCCORKLE.G.W. Physical Security Licensing Branch. 77/10/05. WILLIAMS.R.A. Bab- 
cock & Wilcox Co. 6pp. ^1381 I v3S 1 .28 /. 

”8706170127 Forwards revs & instructions for inclusion of revs in security training & 
qualification plan.W/o revs. 

AUSTIN.M.A. Babcock & Wilcox Co. 79/06/19. MCCORKLE.G.W. Physical Security Li- 
censing Branch. 3pp. 41381:288-41381:290. 

”8706170143 Partially withheld request that mods to B&W fundamental nuclear matt 
control plan be made to accommodate measurements control program (ref 
10CFR2.790 & 9.5(a)(4)). 

PARTLOW.J.G. Material Control Licensing Branch. 79/08/24. AUSTIN.M.A. Babcock 
& Wilcox Co. 3pp. 41381:291-41381:293. 

8706170080 FOIA request for documents re all SNM received, produced, 
possessed, transferred, consumed, disposed of or lost by NUMEC facilities. 

CONROY, B. Valley News Dispatch, Tarentum, PA. 86/07/22. Division of Rules & 
Records (Post 870413). 2pp. 41380:322-41380:323. 

8706170098 FOIA request for minutes of licensee ALARA meeting held after NRC insp 
in Aug 1985 & documents filed under Docket 30-03137 which have not been received. 
RUTH.R.T. Ruth, R.T. 87/05/11. NRC - No Detailed Affiliation Given. 1p. 41470:138- 
41470:155. 

”8511200208 Order imposing civil penalty in amount of $3,750 for violations noted 
during Insp 30-03137/85-01 on 850808. Evaluation of violations & conclusion end, 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (820201-870411). EA-85- 
098. 85/11/14. Metro Health Center, Erie, PA. 8pp. 41470:148-41470:155. 

”8706170130 Responds to 860403 request for any transcripts of enforcement confer- 
ence held w/ Metro Health Ctr on 850822. Order imposing civil monetary 
penalty, which is enforcement action taken following enforcement conference, end. 
GUTIERREZ, J.M. Region 1, Office of Director. 86/04/11. RUTH.R.T. Ruth, R.T. 1p. 
41470:139-41470:147. 

8706170107 Responds to FOIA request for documents re NUMEC facilities. Forwards 
App A documents.Documents also available in PDR.App B & C documents totally & 
partially withheld (ref FOIA Exemption 3). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. CONROY, R. 
Valley News Dispatch, Tarentum, PA. 5pp. 41380:324-41381:204. 

”8706170170 Briefing on “Status of Task Force on Role of Matl Control & Accounting." 
SHERR.T. NRC - No Detailed Affiliation Given. 77/06/17. 20pp. 41380:329- 
41380:348. 

”8706170183 Forwards evaluation of NRC 770425 task force rept on accumulated MUF 
at B&W facilities. Related info end. 

DOLINS.S.L. Assistant Director for Licensing. 77/06/22. POWERS, J.A. Assistant Di- 
rector for Licensing. 12pp. 41380:349-41381:001. 
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-8706170190 Responds to 761230 memo re cumulative MUF figure given in nulcear 
mats safeguards status rept for high enriched U at B&W Apollo site. Reduction in cu- 
mulative MUF will not occur until task force has completed work & final work. 
BRIGHTSEN.R.A. Assistant Director for Licensing. 77/01/07. CHAPMAN.K.R. Office 
of Nuclear Material Safety & Safeguards, Director. Ip. 41381:002-41381:002. 

-8706170198 Provides current ID results for B&W HEU operation.Results meet all regu- 
latory limits. 

PARTLOW.J.G. Materials Licensing Branch. 78/02/08. BURNETT, R.F. Division of 
Safeguards (Pre 870413). 1p. 41381:003-41381:003. 

-8706170208 Notifies that B&W reported ID of 4.7 kg U-235 HEU for 771220-870220 
matl balance period. Plant to shut down & reinventory on 870329. All remaining oper- 
ations will involve cleanup & scrap recovery. 

PARTLOW.J.G. Materials Licensing Branch. 87/03/23. SMITH, C.V. Office of Nuclear 
Material Safety & Safeguards, Director. 1p. 41381:004-41381:004. 

-8706170221 Forwards results of Commission briefing on B&W in response to 770113 
memo.Conerns listed. 

MCALPINE.E.J. Materials Licensing Branch. 77/01/18. PAGE.R.G. Division of Safe- 
guards (Pre 870413). 23pp. 41381:005-41381:026. 

-8706170468 Requests that LEID limit be increased to 1% of additions to &/or remov- 
als from process, for June 1 979 - May 1 980. Reasons necessitating request listed.Fee 
paid. 

AUSTIN, M.A. Babcock & Wilcox Co. 14402. 79/09/11. PARTLOW.J.G. Materials Li- 
censing Branch. 3pp. 41381:027-41381:029. 

-8706170477 Forwards backup data for assessment of potential magnitude of inventory 
difference bias due to degree of verification of each ref std.per 790423 telcon request. 
AUSTIN.M.A. Babcock & Wilcox Co. 79/04/23. THURMAN.D. Division of Safeguards 
(Pre 870413). 12pp. 41381:030-41381:041. 

-8706170486 Forwards summary of matl control & accounting assessment closeout 
meeting on 770916 w/B&W in Apollo & Leechburg.PA to discuss HEU 
operation. Related info end. 

MAY.E.L. Division of Safeguards Inspections. 77/09/16. Division of Safeguards In- 
spections. 9pp. 41381:042-41381:129. 

-8706170521 Provides analysis of MUF & inventory data for B&W facilities.Operation 
performed at two sites.operating under single reporting identification symbol code for 
nuclear matl info sys.Related info end. 

DOLINS.S.L. Division of Safeguards (Pre 870413). 76/04/16. PAGE.R.G. Division of 
Safeguards (Pre 870413). BRIGHTSEN.R.A. Assistant Director for Licensing. 
SMITH.G. NRC Regional Offices. 29pp. 41381:130-41381:204. 

8706170137 Requests bid abstract & winning proposal for RFQ 610267,for future prepa- 
ration of bids. 

WIST.P.G. Shaw/Walker. 87/03/22. ROBINSON, L Division of Rules & Records (Pre 
87041 3). 1 p. 41 381 :206-41 381 :206. 

8706170145 Final response to FOIA request for documents.App A documents available 
in PDR.App B records end & available in PDR.Info on access & charges associated 
w/use of PDR also encl.W/o info. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/11. WIST.P.G. 
Shaw/ Walker. 3pp. 41381:207-41381:210. 

-8706170150 Package consisting of undated bid abstract for RFQ 610257. 

* Affiliation Not Assigned. 87/06/11. 1p. 41381:210-41381:210. 

8706170156 FOIA request for Documents 0485001,0484042.0485013,485011, 
0485012,04840188 & 484026, rept on structural steel. 

HAYS.J.A. Wichita Eagle-Beacon, Wichita, KS. 87/05/28. Region 4, Office of Director. 
2pp. 41381:211-41381:212. 

8706170163 Final response to FOIA request re Ofc of Investigations investigation 
cases.App A documents available in PDR in File Folder FOIA-84-29 under name Bro- 
sius. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/11. HAYS.J.A. 
Wichita Eagle-Beacon, Wichita, KS. 2pp. 41381:213-41381:214. 

8706170175 Final response to FOIA request re Ofc of Investigations investigations of 
drug abuse at plant.App A documents available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/11. HELLING.D.L 
WDAF-TV, Kansas City, MO. 2pp. 41381:215-41381:217. 

8706170193 Final response to FOIA request for documents re ALARA meeting held 
after NRC Aug 1985 insp.Forwards documents listed in Apps A&B.Apps A&B docu- 
ments also available in PDR. App C documents partially withheld (ref FOIA Exemption 
6 ). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. RUTH.R.T. 
Ruth. R.T. 16pp. 41470:156-41472:081. 

-8001280151 Application for matl /byproduct license authorizing use of 1-131 as iodide 
for treatment of hyperthyroidism. 

ROSENBERG, R. Rosenberg.R. DO. 02381. 79/12/31. Ip. 41471:085-41471:091. 

-8003120259 Returns 791231 application for new license to use 1-131 for treatment of 
hyperthyroidism.AddI byproduct matl should be added by amend to present Matl/By- 
product License 37-11258-01. 

VACCA,P.C. Materials Licensing Branch. 02792. 80/02/07. ROSENBERG.R. Metro 
Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 2pp. 41471:093- 
41471:096. 

-8003120263 Application for matl /byproduct license authorizing use of 1-131 by R 
Rosenberg for treatment of hyperthyroidism. 

KEILCH,R.F, Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
02792. 80/02/13. 6pp. 41471:097-41471:102. 

-8008190302 Forwards application for amend of Matl/Byproduct License 37-11258-01. 
KAY.R.J. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 04301. 
80/06/17. VACCA,P.C. Materials Licensing Branch. Ip. 41471:105-41471:105. 

-8008190305 Application for amend of Matl/Byproduct License 37-11258-01. Amend 
authorizes RH Rosenberg to use or supervise use of byproduct matl in Groups I- 
IV,10CFR31.1 1,1-1 31 & Xe-133 for medical use. 

KE1LCH,R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
04301. 80/04/21. 7pp. 41471:132-41471:137. 


-8011040301 Forwards Amend 21 to Matl/Byproduct License 37-11258-01. Preceptor 
statement required to authorize RJ Kay as user of P-32 or Au-198.R Rosenberg not 
added as user pending receipt of response to NRC 800328 Itr.W/o end. 
LAMASTRA,M.A. Materials Licensing Branch. 80/09/30. KEILCH,R.F. Metro Health 
Center, Erie. PA (formerly Doctors Osteopathic Hosp.). Ip. 41471:127-41471:127. 

“8011110059 Forwards application for amend of Matl/Byproduct License 37-11258-01 
per 800930 Itr. 

KAY.R.J. Metro Health Center, Erie. PA (formerly Doctors Osteopathic Hosp.). 2228. 
80/10/14. LAMASTRA.M.A. Materials Licensing Branch. Ip. 41471:131-41471:131. 

“8011110069 Application for amend of Matl/Byproduct License 37-11258-01. Amend 
authorizes use of Xe-133 as gas or gas in saline for blood flow & pulmonary function 
studies,l-131 for treatment of hyperthyroidism & matl in Groups l-IV & 10CFR31.11. 
KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
2228. 80/04/21. 6pp. 41471:106-41471:111. 

-8012100294 Fonvards Amend 22 to Matl/Byproduct License 37-11258-01 authorizing 
RH Rosenberg to perform diagnostic procedures listed in Groups I & II of 
10CFR35.100 & 1-131 procedures. W/o end. 

LAMASTRA.M.A. Materials Licensing Branch. 80/11/07. KEILCH.R.F. Metro Health 
Center. Erie, PA (formerly Doctors Osteopathic Hosp.). ip. 41471:143-41471:143. 

-8104160510 Ack reciept of 810203 Itr providing addi info on steps taken to correct 
violations noted in IE insp of License 37-11258-01 on 800829. 

GRIER.B.H. Region 1. Philadelphia, Office of the Director. 81/03/19. KEILCH.R.F. 
Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). Ip. 41471:148- 
41471:148. 

-8104160513 Responds to NRC 810108 Itr requesting addl info on steps taken to cor- 
rect violations noted in IE insp of License 37-11258-01 on 800829.Corrective 
actions:Xe-133 procedures & radiation safety precautions revised. 

CALABRESE.A.B. Metro Health Center. Erie, PA (formerly Doctors Osteopathic 
Hosp.). 81/02/03. Region 1, Philadelphia, Office of the Director. 8pp. 41471:149- 
41471:156. 

-8104160515 Ack receipt of 801031 Itr informing NRC of steps taken to correct viola- 
tions noted in IE insp of License 37-11258-01 on 800829.Addl info is needed re sur- 
veys to ensure compliance W/10CFR20.103 & corrective steps. 

GRIER.B.H. Region 1, Philadelphia, Office of the Director. 81/01/08. KEILCH.R.F. 
Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). Ip. 41471:144- 
41471:144. 

-8104160517 Responds to NRC 801023 Itr re violations noted in IE insp of License 37- 
11258-01 on 800829.Corrective actions: personnel will be instructed of 
procedures.syringe shields have been obtained & door to hot lab will be locked. 
KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 80/ 
10/31. GRIER.B.H. Region 1, Philadelphia, Office of the Director. 3pp. 41471:145- 
41471:147. 

-8104160518 Discusses IE insp of License 37-11258-01 on 800829 & forwards notice 
of violation, 

GRIER.B.H. Region 1. Philadelphia, Office of the Director. 80/10/23. KEILCH.R.F. 
Metro Health Center. Erie, PA (formerly Doctors Osteopathic Hosp.). 2pp. 41471:138- 
41471:139. 

-8104160781 Notice of violation from insp on 800829.Noncompliance noted:individual in 
restricted area had not been instructed of procedures, failure to wear film badge moni- 
tors & failure to use syringe shields in preparation of patient doses. 

* Region 1, Philadelphia, Office of the Director. 80/10/23. 3pp. 41471:140-41471:142. 

-8706170217 Application for license, authorizing possession & use of 1-131 for diagnosis 
of thyroid function, thyroid scans, treatment pf hyperthyroidism & thyroid cancer. 
BOWYER.J.E. Atomic Energy Commission. 65/09/08. 2pp. 41470:172-41470:173. 

-8706170248 Amend 1 to License 37-11258-01 for Doctors Osteopathic Hosp, authoriz- 
ing possession & use of 1-125 for plasma & blood vol determinations. 

BOWYER.J.E. Radioisotopes Licensing Branch (Pre 790501). 66/02/15. Ip. 

41470:174-41470:174. 

-8706170259 Amend 2 to License 37-11258-01 for Doctors Osteopathic Hosp, authoriz- 
ing possession & use of Tc-99m for brain scans. 

BOWYER.J.E. Radioisotopes Licensing Branch (Pre 790501). 66/05/24. 1p. 

41470:175-41470:175. 

—8706170301 Amend 4 to License 37-11258-01 for Doctors Osteopathic Hosp. modify- 
ing Condition 12 re use of licensed matl by or under supervision of AB Calabrese or 
WA Rowane. 

BOWYER.J.E. Radioisotopes Licensing Branch (Pre 790501). 68/02/23. Ip, 

41470:177-41470:177. 

-8706170308 Amend 3 to License 37-11258-01 for Doctors Osteopathic Hosp, extend- 
ing expiration date in Item 4 to 720930. 

BOWYER.J.E. Radioisotopes Licensing Branch (Pre 790501). 67/08/08. Ip. 

41470:176-41470:176. 

—8706170312 Amend 5 to License 37-11258-01 for Doctors Osteopathic Hosp, amend- 
ing license in entirety. 

BOWYER,J.E. Radioisotopes Licensing Branch (Pre 790501). 68/07/29. 2pp. 

41470:178-41470:179. 

—8706170331 Amend 6 to License 37-11258-01 for Doctors Osteopathic Hosp, authoriz- 
ing possession & use of Tc-99m for liver & spleen scan. 

BOWYER.J.E. Radioisotopes Licensing Branch (Pre 790501). 69/06/25. Ip. 

41470:180-41470:180. 

—8706170348 Amend 7 to License 37-11258-01 for Doctors Osteopathic Hosp, authoriz- 
ing possession & use of Mo-99 & Cs-137 for production of Tc-99m pertechnetate & 
std for calibr purposes. 

BOWYER,J.E. Materials Licensing Branch. 70/06/26. 2pp. 41470:181-41470:182. 

—8706170365 Amend 8 to License 37-11258-01 for Doctors Osteopathic Hosp, modify- 
ing Subitem 7.F & Condition 1 6 re sulfur colloid & Tc-99m, respectively & adding Con- 
dition 17. 

BOWYER.J.E. Materials Licensing Branch. 71/04/14. Ip. 41470:183-41470:183. 
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—8706170406 Amend 9 to License 37-11258-01 for Doctors Osteopathic Hosp, authoriz- 
ing possession & use of Tc-99m for kidney imaging & adding Condition 18. 
BOWYER.J.E. Materials Licensing Branch. 71/06/29. Ip. 41470:184-41470:184. 

-8706170409 Amend 10 to License 37-11258-01 for Doctors Osteopathic 

Hosp.authorizing possession & use of Tc-99m for lung imaging & adding Condition 19. 
BOWYER.J.E. Materials Licensing Branch. 72/04/24. Ip. 41470:185-41470:185. 

-8706170412 Amend 11 to License 37-11258-01 for Doctors Osteopathic 

Hosp, amending license in entirety. 

BOWYER.J.E. Materials Licensing Branch. 72/09/14. 5pp. 41470:186-41470:190. 

-8706170427 Amend 12 to License 37-11258-01 for Doctors Osteopathic 

Hosp.authorizing possession & use of Se-75 for pancreas imaging. 

BOWYER.J.E. Materials Licensing Branch. 72/11/27. Ip. 41470:191-41470:191. 

-8706170439 Amend 13 to License 37-11258-01 for Doctors Osteopathic 

Hosp.authorizing possession & use of Tc-99m for bone imaging in 25 patients. 
BOWYER.J.E. Materials Licensing Branch. 73/02/02. Ip. 41470:192-41470:192. 

-8706170447 Amend 14 to License 37-11258-01 for Doctors Osteopathic Hosp, revising 
Subitem 9 & Condition 17 re bone imaging & Tc-99m labeled 

polyphosphate, respectively. 

8UCHANAN.C.R. Materials Ucensing Branch. 73/06/07. Ip. 41470:193-41470:193. 

—8706170460 Amend 15 to License 37-11258-01 for Doctors Osteopathic 

Ho^.authorizing possession & use of Tc-99m for lung imaging & adding Conditions 

WADE.L. Materials Licensing Branch. 74/10/16. 2pp. 41470:194-41470:195. 

-8706170498 Amend 16 to License 37-11258-01 for Doctors Osteopathic 

Hosp.authorizing possession & use of Cs-137 for std for calibr purposes & adding 
Conditions 20 & 21. 

80WYER.J.E. Materials Ucensing Branch. 75/01/16. 2pp. 41470:196-41470:197. 

—8706170509 Amend 17 to License 37-11258-01 for Doctors Osteopathic 

Hosp, modifying Condition 10 re use of matl by or under supervision of AB Calabrese 
& WA Rowane. 

WADE.L Materials Ucensing Branch. 75/07/15. Ip. 41470:198-41470:198. 


“8706180104 Application for license.authorizing use of Tc-99m pertechnetate for brain 
scanning & 1-131 labeled colloidal (microaggregated) human serum albumin for liver 
scans. 

CALABRESE, A.B. Metro Health Center, Erie. P/\ (formerly Doctors Osteopathic 

Hosp.). 76705. 66/04/18. CUNNINGHAM, R.E. Radioisotopes Licensing Branch (Pre 

790501). Ip. 41470:271-41470:271. 

“8706180141 Ack receipt of 660418 Itr.Statement of dosage range for each condition to 
be diagnosed requested before request can be considered further. 

BOWYER.J.E. Radioisotopes Licensing Branch (Pre 790501). 76705. 66/05/05. 
CALABRESE.A.B. Metro Health Center, Erie. PA (formerly Doctors Osteopathic 

Hosp.). Ip. 41470:272-41470:272. 

“8706180150 Responds to 660505 Itr re dosage range for conditions to be diagnosed 
w/use of Tc-99m.Organ,dose & method of administration of nuclide requested listed. 
CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 66/05/10. BOYER.J.E. Atomic Energy Commission. Ip. 41470:273-41470:273. 

—8706180159 Safety insp on 660902 of License 37-1 1258-01. tnsp findings: records of 
surveys or disposals not properly maintained per 10CFR20.401(b). 

GRELLA.A.W. Atomic Energy Commission. * Metro Health Center, Erie, PA (formerly 
Doctors Osteopathic Hosp.). 66/09/02. Ip. 41470:274-41470:274. 

-8706180172 Advises that no problems of health & safety observed during insp of Li- 
cense 37-1 1258-01. Program involving medical uses of isotopes appeared to be well 
run. 

GRELLA.A.W. Atomic Energy Commission. 66/09/13. Atomic Energy Commission. 
10pp. 41470:275-41470:284. 

-8706180176 Requests info re procedure for renewal of License 37-11258-01. 
CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 
Hosp.). 95611. 67/07/07. BOYER.J.E. Radioisotopes Licensing Branch (Pre 790501). 
Ip. 41470:285-41470:285. 

-8706180179 Application for renewal of License 37-11258-1. 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 
Hosp.). 95969. 67/07/26. DUBE.R. Radioisotopes Ucensing Branch (Pre 790501). Ip. 
41470:286-41470:286. 


—8706170513 Amend 18 to License 37-11258-01 for Doctors Osteopathic 

Hosp.amending license in entirety. 

BOWYER.J.E. Materials Ucensing Branch. 75/09/05. 4pp. 41470:199-41470:202. 

-8706170529 Amend 19 to License 37-11258-01 for Doctors Osteopathic 

Hosp.authorizing possession & use of Xs-133 for blood flow & pulmonary function 
studies. 

BOWYER.J.E. Radioisotopes Ucensing Branch (Pre 790501). 77/03/10. Ip. 
41470:203-41470:203. 

—8706170540 Amend 20 to License 37-11258-01 for Doctors Osteopathic 

Hosp.amending license in entirety. 

WADE.L. Radioisotopes Ucensing Branch (Pre 790501). 78/06/30. 3pp. 41470:204- 
41470:206. 

—8706170550 Amend 21 to License 37-11258-01 for Doctors Osteopathic 

Hosp.authorizing possession & use of licensed matl under supervision of AB Cala- 
brese & RJ Kay. 

* Materials Ucensing Branch. 80/09/30. 2pp. 41470:207-41470:208. 

—8706170565 Amend 22 to Ucense 37-11258-01 for Doctors Osteopathic 

Hosp.authorizing possession & use of licensed matl by AB Calabrese, RJ Kay & RH 
Rosenberg. 

LAMASTRA,M.A. Materials Licensing Branch. 80/11/10. Ip. 41470:209-41470:209. 

-8706170579 Amend 23 to License 37-11258-01 for Doctors Osteopathic 

Hosp.authorizing possession & use of licensed matl under supervision of AB Cala- 
brese & RB Rosenberg. 

GLENN, J.E. Materials Licensing Branch. 82/01/27. Ip. 41470:210-41470:210. 

-8706180007 Amend 24 to Ucense 37-11258-01 for Doctors Osteopathic 

Hosp.amending license in entirety. 

JERMAN.P.C. Region 1. Office of Director. 82/12/27. 4pp. 41470:211-41470:218. 


-8706180246 Forwards data re calculation & dosimetry for Hg-197. Investigation will not 
precede for research purposes. 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 
Hosp.). 0258. 68/01/25. CUNNINGHAM, R.E. Radioisotopes Licensing Branch (Pre 
790501 ). 4pp. 4 1 470:287-41 470:290. 

“8706180257 Forwards preceptee Form 313 a as requested per telcon re application 
for use of medical isotopes. 

CALABRESE,A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 
Hosp.). 68/02/07. BOYER, J.E. Radioisotopes Licensing Branch (Pre 790501). 3pp. 
41470:291-41470:293. 

-8706180264 Application for amend to License 371 1258-01, authorizing possession & 
use of 1-131 for liver scanning.Fee paid. 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 03807. 68/07/02. Atomic Energy Commission. Ip. 41470:294-41470:294. 

—8706180275 Application for amend to License 37-1 1258-01, authorizing possession & 
use of Tc-99m for liver & spleen scans. Fee paid. 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 10819. 69/06/18. Ip. 41470:295-41470:295. 

—8706180411 Application for amend to License 37-1 1258-01, authorizing possession & 
use of Abbot Lab Pertgen-99m (Mo-99/Tc-99m generator). 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 16597. 70/06/19. Atomic Energy Commission. Ip. 41470:296-41470:296. 

-8706180432 Application for amend to License 37-1 1258-01, authorizing possession & 
use of Abbott Lab Collokit TM, Abbott List 7765 that provides prepackaged sterile 8 
nonpyrogenic reagents for Tc-99m for preparation of Tc-99m injectlon.Fee paid. 

CALABRESE, A.C. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 21535. 71/04/02. Atomic Energy Commission. 2pp. 41470:297-41470:298. 


“8706180012 Amend 27 to License 37-11258-01 for Metro Health Ctr, amending li- 
cense in entirety. 

PlCCONE,J.M. Region 1. Office of Director. 87/02/25. 4pp. 41470:219-41470:222. 

-8706180021 Forwards application for institutional license.Supporting documents end. 
MARSH.P.T., CALABRESE, A. B. Metro Health Center, Erie, PA (formerly Doctors Os- 
teopathic Hosp.). 65/07/01. Radioisotopes Licensing Branch (Pre 790501), 7pp. 
41470:223-41470:229. 

-8706180037 Application for license,authorizing possession & use of l-131,Fe-59.Hg- 
197 & 203,Au-198 & Co-57 for diagnosis of thyroid runctlon,erythropoetic index & 
brain & liver scans. 

CALABRESE, A.B. Metro Health Center. Erie. PA (formerly Doctors Osteopathic 
Hosp.). 65/07/19. 34pp. 41470:230-41470:263. 

—8706180050 Forwards tabular forms presenting tests, therapeutic uses, dosages & oc- 
casional comments of isotopes to be used at hosp. 

CALABRESE, A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 
Hosp.). 65/08/18. Radioisotopes Licensing Branch (Pre 790501). 4pp, 41470:264- 


Forwards Ucense 37-1 1258-01. Authorization for pancreatic scanning w/ 
Se-75 as selenomethlonine.bone scanning w/F-18 & placenta localization studies w/ 
todinated human serum albumin not included. 

Radioisotopes Ucensing Branch (Pre 790501). 65/09/08. 

CALABRESE, A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 
Hosp.). 2pp. 41470:268-41470:269, 


-8706180441 Application for amend to License 37-1 1258-01, authorizing possession & 
use of Squibb Renotec TM kit that provides sterile reagents designed for aseptic addi- 
tion of Tc-99,Fee paid. 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 22803. 71/06/22. Atomic Energy Commission. 2pp. 41470:299-41470:300. 

-8706180445 Application for amend to License 37-1 1258-01 .authorizing possession & 
use of Tc-99m for lung imaging.Fee paid. 

CALABRESE.A.C. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 27531. 72/04/17. Atomic Energy Commission. 5pp. 41470:301-41470:305. 

-8706180447 Forwards application for renewal of License 37-11258-01. 
CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 30179. 72/08/30. CUNNINGHAM, R.E. Radioisotopes Licensing Branch (Pre 

790501). Ip. 41470:306-41470:306. 

“8706180461 Application for renewal of License 37-1 1258-01, authorizing possession & 
use of any matl listed in Groups I & II of Schedule A, Section 35.000 of 10CFR35 & 
any matl listed in Amends 5 thru 10 of License 37-1 1258-01. Fee paid. 
CALABRESE.A.C. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 30179. 72/08/30. 7pp. 41470:307-41470:313. 

“8706180468 Application for amend to License 37-1 1258-01, authorizing possession 6 
use of NEN Tc-99m stannous polyphosphate agent. 

CALABRESE.A.B. Metro Health Center, Erie, PA (forrjierly Doctors Osteopathic 

Hosp.). 73/01/10. CUNNINGHAM, R. Atomic Energy Commission. Ip. 41470:314- 


-87(«180m Application for amend to License 37-1 1258-01 .authorizing placenta local- 
® possession & use of 1-125 In routine blood vol studies.Fee paid. 
CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 
4T476-270^^^' BOWYER.J-E- Atomic Energy Commission, ip. 41470:270- 


-8706180477 Application for amend to Ucense 37-1 1258-01, authorizing possession 6 
use of Se-75 for pancreatic scanning.Fee paid. 

CALABRESE, A.C. Metro Health (Center, Erie, PA (formerly Doctors Osteopathic 
Hosp.)* 31601. 72/10/27. BOWYER.J.E. Atomic Energy Commission. 3pp. 41470:315- 
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-8706180493 Advises that Matls Branch prepared to receive applications for use of Tc- 
99m labeled polyphosphates for bone imaging. 

MALARO.J.C. Atomic Energy Commission. 36374. 73/03/12. Atomic Energy Commis- 
sion. 1p. 41470:318-41470:318. 

-8706220049 Application for amend to License 37-1 1258-01 .authorizing possession & 
use of Tc-99m for bone imaging as well established diagnostic procedure. 
CALABRESE, A.B. Metro Health Center, Erie, PA {formerly Doctors Osteopathic 
Hosp.). 36374. 73/04/03. MALARO.J.C. Materials Licensing Branch. Ip. 41470:319- 
41470:320. 

-8706220060 Requests addi listed info re application for authorization to use commer- 
cial kit to prepare Tc-99m for bone imaging. 

BOWYER.J.E. Materials Licensing Branch. 73/04/20. CALABRESE.A.B. Metro Health 
Center, Erie. PA (formerly Doctors Osteopathic Hosp.). Ip. 41470:321-41470:321. 

-8706220063 Responds to request for addI info re application for authorization to use 
commercial kit to prepare Tc-99m. Methods used to control & evaluate radiation expo- 
sure to personnel during preparation & assay discussed. 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 1899. 73/05/09. BOWYER.J.E. Materials Licensing Branch. 2pp. 41470:322- 
41470:323. 

-8706220078 Application for amend to License 37-1 1258-01, authorizing possession & 
use of Tc-99m for lung imaging. 

CALABRESE.A.B. Metro Health Center, Erie. PA (formerly Doctors Osteopathic 

Hosp.). 50829. 73/05/09. Materials Licensing Branch. 2pp. 41470:324-41470:325. 

”8706220084 Provides info re procedures that will be used to determine activities of 
radiopharms to be administered to patients in response to 740903 request. 
CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 3968. 74/09/23. WADE.L. Materials Licensing Branch. Ip. 41470:326- 

41470:326. 

-8706220091 Requests description of procedure that will be used to determine activity 
of radiopharms to be administered to patients. 

WADE.L. Materials Licensing Branch. 74/09/03. Metro Health Center, Erie, PA (for- 
merly Doctors Osteopathic Hosp.). Ip. 41470:327-41470:327. 

-8706220103 Requests that author name be deleted from Ashtabula General Hosp 
under License 43-011 386-01 & transferred to Doctors Osteopathic Hosp under License 
37-11258-01. 

KAY.R.J. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 56590. 
75/05/21. BOWYER,J.E. Materials Licensing Branch. Ip. 41470:328-41470:328. 

-8706220115 Application for renewal of License 37-1 1258-01, authorizing possession & 
use of Cs-137 for calibr. 

KEILCH,R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
53819. 74/12/24. 3pp. 41470:329-41470:331. 

-8706220130 Requests signed Itr by hosp administrator requesting that Kay be added 
to hosp license per 750521 request. 

WADE,L. Materials Licensing Branch. 55690. 75/06/16. KAY,R.J. Metro Health 
Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 1p. 41470:332-41470:332. 

“8706220138 Requests that RJ Kay, radiologist & member of prof staff be added to 
Control Number 56590. Withheld. 

KE1LCH,R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
56590. 75/06/25. WADE.L. Materials Licensing Branch. Ip. 41470:333-41470:333. 

-8706220163 Application for amend to License 37-1 1258-01 .authorizing possession & 
use of TC-99m for skeletal imaging agent. 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 57565. 75/07/18. Materials Licensing Branch. Ip. 41470:334-41470:334. 

-8706220181 Confirms that all patient doses will be assayed prior to administration w/ 
use of Capintec CRC-4 dose calibr & syringe shield will be used for preparation & 
administration of patient dose.per 750729 amend to License 37-11258-01. 
CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 3292. 75/08/05. WADE.L. Materials Licensing Branch. Ip. 41470:335- 
41470:335. 

-8706220196 Application for amend to License 37-1 1258-01, authorizing possession & 
use of Tc-99m for bone imaging. 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 

Hosp.). 58272. 75/09/05. WADE.L. Materials Licensing Branch. 9pp. 41470:336- 
41470:344. 

-8706220284 Discusses Insp 30-03137/75-01 on 750930 & forwards notice of violation. 
NELSON.P.R. Region 1, Philadelphia, Office of the Director. 75/10/16. KEILCH.R.F. 
Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 2pp. 41470:345- 
41470:346. 

-8706220357 Notice of violation from insp on 750930.Violations noted: unauthorized 
disposal of uCi quantities of 1-125 to normal trash. 

* Region 1, Philadelphia, Office of the Director. 75/10/16. Ip. 41470:347-41470:347. 

-8706220370 Requests addi info re violations noted in NRC 751016 Itr due to failure to 
provide corrective action to assure compliance in item A & failure to indicate what 
action would be taken to prevent recurrence for all items. 

MCCLINTOCK.R.O. Region 1, Philadelphia, Office of the Director. 75/11/06. 
KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). Ip. 
41470:348-41470:348. 

"8706220379 Advises of actions taken re violations noted in Insp 30-031 37/75-01. Sub- 
stance will be retained in lead containers until decay period is to point in which radi- 
ation of substance does not exceed background. 

KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 75/ 
10/23. NELSON.P.R. Region 1, Philadelphia. Office of the Director. Ip. 41470:349- 
41470:349. 

-8706220384 Ack receipt of 751121 Itr informing NRC of steps taken to correct viola- 
tion noted in Insp Rept 30-03137/75-01. 

NELSON.P.R. Region 1, Philadelphia, Office of the Director. 75/12/04. KEILCH.R.F. 
Metro Health Center. Erie, PA (formerly Doctors Osteopathic Hosp.). Ip. 41470:350- 
41470:350. 


-8706220397 Provides addi listed info in response to violations noted in Insp 30-03137/ 
75-01. All personnel involved w/responsibility throughout dept will periodically be re- 
trained in methods required & new procedures. 

KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 75/ 
11/21. MCCLINTOCK.R.O. Region 1. Philadelphia, Office of the Director. Ip. 
41470:351-41470:351. 

—8706220402 Application for renewal of License 37-1 1258-01, authorizing possession & 
use of Xe-133 for human use. 

ROBINSON, J.D. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
86025. 77/02/16. 8pp. 41470:352-41470:359. 

-8706220410 Forwards application for renewal of License 37-11258-01. 

KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
89652. 77/08/26. Materials Licensing Branch. Ip. 41470:360-41470:360. 

-8706220416 Application for renewal of License 37-1 1258-01. authorizing possession & 
use of any mail listed in Group I & I! of Schedule A.Soct'cr of 10CFR35 & 

matls listed in Amends 11 through 19 to License 37-1 1258-01 .Fee paid. 

KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
89652. 77/08/25. 33pp. 41471:001-41471:033. 

-8706220432 Informs that medical isotopes committee of Doctors Osteopathic Hosp 
has reviewed application & approved license renewal. 

CALABRESE.A.B. Metro Health Center, Erie, PA (formerly Doctors Osteopathic 
Hosp.). 89652. 77/08/26. NRC - No Detailed Affiliation Given. 1p. 41471:034- 
41471:034. 

-8706220455 Ack receipt of application for renewal of License 37-11258-01. 

DAVIS.F.C. Radioisotopes Licensing Branch (Pre 790501). 89652. 77/09/29. Metro 
Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). ip. 41471:035- 
41471:035. 

-8706220468 Requests addi listed info in order to continue review of 770825 applica- 
tion for renewal of License 37-11258-01, including identification by mfg & model 
number of low & high range survey meter used w/nuclear medicine program. 
DAV1S,F.C. Radioisotopes Licensing Branch (Pre 790501). 89652. 77/10/26. Metro 
Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 3pp. 41471:036- 
41471:038. 

-8706220481 Forwards addi info in response to 771026 request re application for re- 
newal of License 37-1 1258-01 .Victoria Model 6 should read Victoreen Model 6. 
KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
4491. 77/11/23. DAVIS.F.C. Radioisotopes Licensing Branch (Pre 790501). 11pp. 
41471:039-41471:049. 

“8706220488 Requests addi listed info re application for renewal of License 37-11258- 
01, including confirmation that procedure for opening packages of radioactive matls will 
include monitoring of packing matl after package opened. 

DAVIS.F.C. Radioisotopes Licensing Branch (Pre 790501). 89652. 78/02/06. Metro 
Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). Ip. 41471:050- 
41471:050. 

-8706220494 Responds to Questions 4 & 8 re application for license. Requirements 
specified in Sections A.B & C of general training is satisfied by concurrent 3-month 
training program if all three areas integrated into p'cc^am. 

CALABRESE.A.B. Metro Health Center, Erie, PA ('cr'-iedy Doctors Osteopathic 
Hosp.). 0912. 78/03/02. Radioisotopes Licensir-j L»rar.::p (Pre 790501). 5pp. 
41471:051-41471:055. 

-8706220500 Submits listed info in response to 780206 Itr advising of certain activities 
under License 37-11 258-01. Monitoring of package matl after package opened will be 
included in procedure. 

KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
0780. 78/02/16. DAVIS.F.C. Radioisotopes Licensing Branch (Pre 790501). Ip. 
41471:056-41471:056. 

-8706220506 Forwards Amend 20 to License 37-1 1258-01. AA Matthew will be added to 
license as authorized user upon receipt of completed SuppI A of Form NRC-313M de- 
tailing training in basic radioisotopes handling techniques. 

LAMASTRA.M.A. Radioisotopes Licensing Branch (Pre 790501). 78/06/30. 

KEILCH.R.F. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). Ip. 
41471:057-41471:073. 

-8706220518 Discusses Insp Rept 30-03137/79-01 on 790208 & 09 & forwards notice 
of violation.Steps taken to correct noncompliances noted during previous insp verified. 
MCCLINTOCK.R.O. Radioisotopes Licensing Branch (Pre 790501). 79/02/28. 
KEILCH.R.F. Metro Health Center. Erie, PA (formerly Doctors Osteopathic Hosp.). 
2pp. 41471:074-41471:075. 

-8706230013 Notice of violation from insp on 790208 & OS.VioIation noted:licensed 
matls left unattended in open nuclear medicine lab & licensed matls unsecured 
against unauthorized removal. 

* Region 1, Philadelphia, Office of the Director. 79/02/28. 2pp. 41471:076-41471:083. 

-8706230031 Requests addi info in order to continue review of 790212 application for 
License 37-1 1258-01 .including Suppls A & B to NRC-313M form for authorized users. 
WALKER.W.J. Materials Licensing Branch. 79/04/12. KEILCH.R.F. Metro Health 
Center, Erie, PA (formerly Doctors Osteopathic Hosp.). Ip. 41471:084-41471:084. 

-8706230042 Informs that application for license will be considered abandoned if addi 
info requested not received within 30 days of Itr date. 

* Materials Licensing Branch. 79/07/18. KEILCH.R.F. Metro Health Center, Erie, PA 
(formerly Doctors Osteopathic Hosp.). Ip. 41471:092-41471:092. 

-8706230057 Amend 6 to License 34-01386-01 for Ashtabula General Hosp, modifying 
Condition 10 re possession & use of licensed matl except for organ imaging, under su- 
pervision of AF Urankar. 

BOWYER.J.E. Materials Licensing Branch. 74/08/08. 15pp. 41471:112-41471:126. 

-8706230087 Forwards memo from J Kinneman indicating that case considered for es- 
calated enforcement action.especially civil penalty. Notice of violation is appropriate 
enforcement action. 

SMITH.G.H. Region 1, Philadelphia, Office of the Director. 80/10/09. GRIER, B.H. Ma- 
terials Licensing Branch. Ip. 41471:128-41471:128. 
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—8706230093 Discusses insp on 800829 & selection of appropriate enforcement actions 
deficiencies noted at Doctors Ostecoath'c ‘-'osp.Notice of violation will be issued. 
KINNEMAN.J.D. Region 1, Philad-:.'pn:ii, of the Director. 80/10/09. SMITH, G.H. 
Materials Licensing Branch. 2pp. 41471:129-41471:130. 

-8706230188 Forwards Amend 23 to License 37-1 1258-01. Info re submittal of ALARA 
program discussed. 

GLENN, J.E. Materials Licensing Branch. 82/01/27. NICHOLS.R.H. Metro Health 
Center, Erie, PA (formerly Doctors Osteopathic Hosp.). Ip. 41471:157-41471:174. 

-8706230203 Advises that RJ Kay should be deleted from Amend 22 to License 37- 
11 258-01 .RJ Kay no longer associated w/hosp. 

NICHOLS.R.H. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
09619. 81/11/24. Assistant Director for Material Safety & Licensing. Ip. 41471:175- 
41471:176. 

-8706230319 Forwards application for amend to License 37-11258-01. 

WILLIAMS,D.T., PATTERSON. D. Nuclear Medicine Associates, Inc., Cleveland, OH. 
12624. 82/07/20. Region 1, Office of Director (810301-820201). 2pp. 41471:177- 
41471:178. 

-8706230327 Application for amend to License 37-1 1258-01, authorizing possession & 
use of 1-131 for hyperthyroidism & thyroid carcinoma & Xe-133 as gas or gas in saline 
for blood flow & pulmonary function studies. 

PATTERSON, D. Metro Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 
12624. 82/08/06. 46pp. 41471:179-41471:224. 

-8706230351 Forwards renewal of License 37-1 1258-01. License should be reviewed for 
correctness & to assure that procedures required by conditions implemented. 
JERMAN.P.C. Materials Licensing Branch. 12624. 82/12/27. PATTERSON.D. Metro 
Health Center, Erie, PA (formerly Doctors Osteopathic Hosp.). 52pp. 41471:225- 
41471:302. 

-8706230364 Forwards background info for enforcement conference to be held at 
Region 1 on 850822 w/Doctors Osteopathic Hosp. Meeting will include discussion of 
violations identified during 850808 insp. 

KINNEMAN.J.D. Region 1, Office of Director. 85/08/19. MURLEY.T.E. Region 1, 
Office of Director. Ip. 41471:303-41471:309. 

-8706230373 Forwards Itr & notice of violation & proposed imposition of civil penalties 
for 1 2 violations identified during 850808 insp at Doctors Osteopathic Hosp. 
MURLEY.T.E. Region 1, Office of Director. 85/08/26. TAYLOR,J.M. Office of Inspec- 
tion & Enforcement, Director (820201-870411). Ip. 41471:310-41471:344. 

“8706230396 Forwards proposed enforcement action involving imposition of civil penal- 
ty for 1 2 violations in amount of &3,750. Violations classified in aggregate as Severity 
Level III problem. 

MURLEY.T.E. Region 1, Office of Director. 85/10/29. TAYLOR.J.M. Office of Inspec- 
tion & Enforcement, Director (820201-870411). 16pp. 41471:345-41472:003. 

-8706230411 Fonwards application for amend to License 37-11258-01. Informs that AN 
Zerbonia has administrative support to function in radiation safety officer capacity.as 
outlined in model ALARA program contained in App O of Reg Guide 1 0.8. 
HERNANDE2.L.A. Metro Health Center. Erie, PA. 106734. 87/02/02. GLENN. J. 
Region 1, Office of Director. Ip. 41472:004-41472:004. 

-8706230428 Application for amend to License 37- 11 258-01, designating AN Zerbonia 
as radiation safety officer.Fee paid. 

HERNANDEZ, LA. Metro Health Center, Erie, PA. 106734. 87/01/29. 2pp. 41472:005- 
41472:010. 

-8706230447 Forwards Amend 27 to License 37-11258-01. 

PICCONE.J.M. Region 1, Office of Director. 106734. 87/02/25. HERNANDEZ,L.A. 
Metro Health Center, Erie, PA. 2pp. 41472:011-41472:081. 

8706170205 FOIA request ^cr alt doc'j'nr}"ts includinc applications for permits & li- 
censes issued by ALC ro C:j.lrs;:jrre.';:i? i.)iv Budd Instruments Ltd.Tatnall 
Measuring Sys Co or ia:r;.i:= Measu-irc & .Njc-ea: Sv.i.Ltd between 1945 & 1969. 
BERKS, J. Kelly, Harr.ncion, V.cL::ugh!."i & =osSor. 6516. 87/03/31. NRC - No Detailed 
Affiliation Given. 1 p. 1 " 1 ::-4 1 50-3: “ ' 5 

8706170209 Partial response to FOIA requesLForwards App E documents re 861209 
pipe rupture being made available in PDR.App D documents already available in 
PDR.App F documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. ZWELLING.J. 
Citizens Action for Safe Environment. 6pp. 41381:309-41382:296. 

-8706170232 Administrative Procedure ADM-89.13. "Secondary Piping Insps." 
MILLER,H.L. Virginia Power (Virginia Electric & Power Co.). SUADM-M-33, 86/10/28. 
40pp. 41381:316-41381:356. 

-8706170247 Special Test Procedure 2-ST-191, “Special Test to Inspect Operation of 
Mainsteam Trip Valve TV-MS-201 C." 

MILLER. H.L. Virginia Power (Virginia Electric & Power Co.). 86/12/12. 33pp. 
41381:357-41382:029. 

-8706170279 Interim Rept 1, “Main Feedwater Pump Suction Pipe Rupture Incident." 

* Virginia Power (Virginia Electric & Power Co.). 86/12/29. 24pp. 41382:030- 
41382:053. 

“8706170302 Informs Augmented Insp Team (AIT) of activities during Jan 1987 in order 
to conclude AIT insp & issuance of insp rept. Insp rept based on 861217 draft execu- 
tive summary requested by 8701 09. AIT wi'l -econvene during wk of 870112. 
PANCIERA.V.W. Region 2, Office of D '- clcr. 12/29. ■-'ccic.n 2, Office of Director. 
9pp. 41 382:054-41 382:062. 

-8706170314 Rev 0 to “Surry Unit 2 Reactor Trip & Feedwater Pipe Failure Rept." 

* Virginia Power (Virginia Electric & Power Co.). 87/01/12. 146pp. 41382:063- 
41382:208. 

-8706170328 Forwards util rept “Surry Unit 2 Reactor Trip & Feedwater Pipe Failure," 
providing detailed info on 861209 incident, recovery plan & corrective actions. 
STEWART, W.L. Virginia Power (Virginia Electric & Power Go.). 87-009. 87/01/14, 
GRACE, J.N. Region 2, Office of Director. 2pp. 41382:209-41382:210. 

-8706170360 Ack receipt of 871227 Itr forwarding end re seconda^ piping sys aging 
effect insp of Kansai nuclear power plants. NRC Accident Investigation Team Rept 
scheduled for early Feb.Preliminary answers to questions encl. 

HAUBER,R.D. NRC - No Detailed Affiliation Given. 87/01/28. KANDA,S. Japan, Govt, 
of. 3pp. 41382:211-41382:285. 


-8706170377 Comments of draft IE Bulletin, “Thinning of Pipe Walls in Nuclear Power 
Plants." Issuance of bulletin unecessary due to aggressive response to Surry event by 
nuclear industry. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87/04/08. 
ROSENTHAL, J.E, Reactor Operations Analysis Branch. 10pp. 41382:286-41382:295. 

-8706170386 Fonvards EDO principle correspondence including question by Asselstine 
re enforcement action following pipe break. 

JENKINS, G.R. Region 2, Office of Director. 87/04/20. REYES, L.A. Region 2, Office of 
Director. Ip. 41382:296-41382:296. 

8706170234 FOIA request for listed documents re mgt of facility QA & QC personnel. 
DELVECCHIO.R. San Francisco Chronicle. 87/02/25. Region 5, Office of Director, ip, 
41383:004-41383:004. 

8706170244 Final response to FOIA request. Forwards App A & B documents. App A 
documents available in PDR.App B documents partially withheld (ref FOIA Exemptions 
6 & 7).App C documents completely withheld (ref FOIA Exemption 7). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11, 
DELVECCHIO.R. San Francisco Chronicle. 5pp. 41383:005-41383:133. 

“8706170255 Forwards Mothers of Peace allegations re problems in QC 
documentation.mgt support & potential harassment of quality organization 
personnel, for consideration.Region V characterization of concerns also end. 
KIRSCH.D.F. Region 5, Office of Director. 87/01/30. NOVAK, T.M. Division of Pressur- 
ized Water Reactor Licensing - A (851125-870411). Ip. 41383:010-41383:018. 

-8706170269 Responds to telcons & 870121 meeting w/PP Narbut re concerns over 
practices at plant.EncI statement of concerns will be addressed during upcoming insp. 
KIRSCH.D.F. Region 5, Office of Director. 87/01/30. CULVER.N. Affiliation Not As- 
signed. 3pp. 41383:019-41383:021. 

-8706170274 Rev 4 to QC Procedure DCP-2, “Silicone Room Installation." Partially 
withheld related info end. 

* Pacific Gas & Electric Co. 84/11/01. 112pp. 41383:022-41383:133. 

8706170267 Final response to FOIA request.App A documents end & being placed in 
PDR.Portions of some documents in App A withheld (ref FOIA Exemption 6). 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/11. BERKE.J. Kelly, 
Harrington, McLaughlin & Foster. 24pp, 41506:116-41508:200. 

“8706170282 Discusses 630619 Itr re 10CFR31.101, “Radiation Safety Requirements 
fo-' Padicgraphic Operations." Radiography licensees must comply w/requirements of 
Sect'O.n 31.101. 

.M l.LER.W.O. Atomic Energy Commission. 63/06/26. THOMPSON, C.F, Budd Co. Ip. 
41506:141-41506:141. 

-8706170287 Requests opinion as to whether license condition allowinp higher strength 
sources supersedes 10CFR31.101 or whether conditions apply only if Section 31.101 
also met. 

THOMPSON, C.F. Budd Co. 1761. 63/06/19. MILLER,W.O: Atomic Energy Commis- 
sion. Ip. 41506:142-41506:142. 

“8706170295 Ack receipt of 630325,0513 & 15 responses to inadequacies noted in 
AEG 630308 & 0426 Itrs.Corrective actions will be reviewed during next insp of facili- 
ties. 

PRICE, E.R. Atomic Energy Commission. 63/05/20. BUCK.J.H. Budd Co. Ip. 
41506:143-41506:143. 

—8706170311 Comments on general situation of supposed inadequacies re ordinary 
waste disposal, per AEC 630426 Itr.Direct statements re exact inadequacies instead of 
general statements requested. 

BUCK.J.H. Budd Co. 63/05/15. PRICE, E.R. Atomic Energy Commission. 2pp. 
41506:144-41506:145. 

“8706170327 Confirms that waste mails contained in waste carts surveyed before dis- 
posal in response to 630426 Itr. Revised procedures showing exact operations per- 
formed in checking ordinary waste encl. 

BUCK,J.H. Budd Co. 63/05/13. PRICE, E.R. Atomic Energy Commission. 5pp. 
41506:146-41506:150. 

-8706170354 Requests reevaluation of survey procedures related to checking for radio- 
activity in ordinary wastes & provide description of survey procedures employed, per 
630325 response to AEC 630308 notice. 

PRICE, E.R. Atomic Energy Commission. 63/04/26. BUCK.J.H. Budd Co. 2pp. 
41506:151-41506:152. 

-8706170371 Response to AEC 630308 Itr.ltem same as Item 2(c) of 620606 itr.Waste 
cart survey results encl.Deficiency denied. 

BUCK,J.H. Budd Co. 63/03/25. PAGE.R.G. Atomic Energy Commission. 9pp. 
41506:153-41506:161. 

-8706170376 Refers to 621031 & 1101-02 insp re activities under License 37-00611- 
03.No surveys conducted to assure that ordinary wastes contained no byproduct mat! 
prior to disposal by incineration. Response required within 20 days. 

PAGE,E.G. Atomic Energy Commission. 63/03/08. BUCK.J.H. Budd Co. 3pp. 
41506:162-41506:164. 

-8706170381 Forwards notice of violation to License 37-0061 1-03,Licensee unauthor- 
ized to incinerate byproduct matI.Recommended citation inappropriate. 

PAGE.R.G. Atomic Energy Commission. 63/02/25. DUBINSKI.L Atomic Energy Com- 
mission. Ip. 41506:165-41506:165. 

-8706170420 Requests addi info re tests which Budd Co conducts on sealed sources 
mfg under License 37-0061 1-03, specifically model numbers of sealed sources found 
to release air when boiled in water & QC tests. 

JOHNSON.LE. Atomic Energy Commission. 63/02/28. DUBINSKI.L Atomic Energy 
Commission. 2pp. 41506:166-41506:167. 

-8706170428 Forwards insp rept dtd 621227 of compliance insp carried out at licensee 
facilities on 621031 & 1 101-02 for appropriate enforcement action. 

DUBINSKI.L Atomic Energy Commission. 63/01/22. PRICE.E.R. Atomic Energy Com- 
mission. Ip. 41506:168-41506:168. 
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“8706170449 Forwards compliance insp of License 37-00611-03 on 621031 & 1101- 
02.Noncomp!iance 4 noted as being recurrent. Noncompliances 1 & 6 noted to be re- 
current but w/qualifying circumstances. 

CLEVELAND, R.S. Atomic Energy Commission. 62/12/31. DUBINSKI.L. Atomic Energy 
Commission. 5pp. 41506:169-41506:173. 

“8706170463 Insp of License 37-00611-03 on 621031 & 1101-02. Noncompliance 
noted:records of radiation surveys performed in areas adjacent to calibr room during 
calibrs not maintained & surveys of ordinary wastes inadequate. 

FLEMING, A.J. Atomic Energy Commission. 62/12/27. 40pp. 41506:174-41606:213. 

“8706170475 Informs that no response given to 630205 request for info re sealed 
source exchange equipment.Action on customers request to authorize exchange 
sources cannot be taken until adequate design info submitted. 

MILLER, W.O. Atomic Energy Commission. 63/05/27. THOMPSON,C.F. Budd Co. Ip. 
41506:214-41506:214. 

“8706170489 Requests 50 copies of “AEC Licensing Guide - Industrial Radiography 
Trainees,” for use in radiography training program. 

THOMPSON,C.F. Budd Co. 1334. 63/05/03. Atomic Energy Commission. Ip. 
41506:215-41506:215. 

“8706170500 Advises that evaluation of Model 100 radiography projector described in 
end 630228 Itr & addi info provided in 63041 1 completed. Equipment considered ac- 
ceptable for licensing. 

MILLER, W.O. Atomic Energy Commission. 63/04/22. THOMPSON, C.F. Budd Co. Ip. 
41506:216-41506:216. 

“8706170506 Forwards Commission radiography licensing guide in response to 630503 
Itr.AddI copies may be procured from Superintendent of Documents,GPO.W/o end. 
MILLER, W.O. Atomic Energy Commission. 63/05/14. THOMPSON,C.F. Budd Co. Ip. 
41506:218-41506:218. 

“8706170523 Requests meaning of various numbers listed on Drawing 400-050908A 
which describes radiation profile for device. Info needed to complete evaluation of 
device. 

MILLER, W.O. Atomic Energy Commission. 63/04/05. THOMPSON,C.F. Budd Co. Ip. 
41506:219-41506:219. 

“8706170535 Responds to request re types of sources reported to Commission as leak- 
ing &/or contaminated.Approx 30 sources filed, including models designated as 2- 
136,2-187,2-200. 2-223,41030,41035,41036,41038.41041 & T-70017. 

MILLER, W.O. Atomic Energy Commission. 63/02/15. SANTORO, M.P. Budd Co. Ip. 
41506:220-41506:220. 

“8706170545 Requests any info re changes to source exchanging equipment, including 
appropriate drawings.concerning any newly designed equipment or design mods to ex- 
isting equipment. 

MILLER.W.O. Atomic Energy Commission. 63/02/05. THOMPSON.C. Budd Co. ip. 
41506:221-41506:221. 

“8706170555 Forwards amend to Part 30 which added new Paragraph (c) to Section 
30.33,in response to 630125 Itr.Paragraph later redesignated as Paragraph (h).W/o 
end. 

KWAST,C.Z. Atomic Energy Commission. 63/01/30. THOMPSON, C.F. Budd Co. Ip. 
41506:222-41506:222. 

“8706170582 Requests addl info re ultimate consignee & foreign country inadvertently 
omitted from 630114 list of shipments of export matls. 

KWAST.C.Z. Atomic Energy Commission. 63/01/22. THOMPSON, C.F. Budd Co. Ip. 
41506:223-41506:223. 

“8706170589 Confirms that issuance of Amend 14 to License 37-00611-04 completes 
enforcement action for insp conducted on 620503. 

NISCHAN,W.F. Atomic Energy Commission. 62/12/10. Atomic Energy Commission. 
Ip. 41506:224-41506:224. 

“8706170595 Informs that AEC proposes to amend License 37-00611-04 by adding “li- 
censee shall maintain records in same units used in 10CFR20 showing results of sur- 
veys required by Part 20.201 (b)." 

PRICE, E.R. Atomic Energy Commission. 62/11/15. BUCK,J.H. Budd Co. 2pp. 
41506:225-41506:226. 

“8706170600 Discusses 620913 Itr re noncompliance w/regulations under License 37- 
00611-04.lmproper shipment of iridium source to AO Smith Corp caused by inad- 
equate procedures.QC procedure will be reviewed & revised wherever necessary. 
BUCK,J.H. Budd Co. 62/10/10. PR ICE, E.R. Atomic Energy Commission. 1p. 
41506:227-41506:227. 

“8706180027 Responds to 620913 Itr re alleged violations.Corrective 
actions:procedures amended re maint of records of leak tests.Comments requested 
on interpretation of 10CFR20.401(b). 

BUCK.J.H. Budd Co. 62/10/08. PRICE, E.R. Atomic Energy Commission. 3pp. 
41506:228-41506:230. 

“8706180038 Discusses 620503 insp of activities under License 37-0061 1 -04.Violations 
noted:no records maintained of surveys conducted to determine compliance w/ 
10CFR20.105 during use of matl on 610302,0718,1005,1206 & 1213. 

PRICE, E.R. Atomic Energy Commission. 62/09/13. BUCK,J.H. Budd Co. 2pp. 
41506:231-41506:232. 

“8706180049 Forwards compliance insp rept for License 37-00611-04. Noncompliance 
noted:failure to maintain records of leak tests or surveys of unrestricted areas during 
demonstration of field radiography. 

KIRKMAN.R.W. Atomic Energy Commission. 62/07/18. LOWENSTEIN.R. Atomic 
Energy Commission. 2pp. 41506:233-41506:234. 

“8706180063 Partially withheld insp rept of License 37-00611-04 on 620503.Noncompli- 
ance noted:records not maintained of unrestricted area surveys reportedly made 
during demonstration of field radiography. 

LORENZ, W.R., KIRKMAN.R.W. Atomic Energy Commission. 62/07/17. 8pp. 
41506:235-41506:242. 

“8706180081 Forwards film badge repts for all personnel, sun/ey meter calibr 
dates, assignment cards which indicate surveys made prior to securing 
equipment, utilization logs & leak test certificate for Ir-192 source, Serial 898.W/0 ends. 
* Budd Co. 62/05/21. LORENZ W. Atomic Energy Commission. 2pp. 41506:243- 
41506:244. 


“8706180093 Recommends that consideration be given to appropriate amend of 
10CFR20 to change wording of 10CFR20.401(b) to require recording of survey results 
in units used in Part 20 as whole,rather than units used c''!y in apps of Part 20. 
PAGE,R.G. Atomic Energy Commission. 62 10 ■■'9. FCGFR3,l,..R Atomic Energy 
Commission. Ip. 41506:245-41506:245. 

“8706180105 Forwards 621101 memo confirming item of noncompliance noted during 
620503 insp of License 37-00611-04. 

DUBINSKI.L Atomic Energy Commission. 62/11/06. PAGE.R.G. Atomic Energy Com- 
mission. Ip. 41506:246-41506:246. 

“8706180118 Ack receipt of AEC 700423 Itr re insp of License 37-00611-09 on 700407- 
OS.Corrective actions:radiation surveys for hot cell entries currently being recorded & 
new form used for recording air monitoring results. 

CALLIHAN.R.E. Automation Industries, Inc. 70/05/01. KIRKMAN.R.W. Atomic Energy 
Commission. Ip. 41507:116-41507:116. 

“8706180124 Forwards Form AEC-592 re noncompliances noted in insp of License 37- 
00611-09 on 700407-08.Corrective actions planned or taken & date compliance 
achieved or expected requested within 20 days of Itr date. 

KIRKMAN.R.W. Atomic Energy Commission. 70/04/23. CALLIHAN.R. Automation In- 
dustries, Inc. Ip. 41507:120-41507:120. 

“8706180129 Confirms 621029 telcon re item of noncompliance noted during 620503 
insp of License 37-00611-04. 

ROEDER,J.R. Atomic Energy Commission. 62/11/01. BROCKETT.T.W. Atomic 
Energy Commission. Ip. 41506:247-41506:249. 

“8706180131 Notice of violation from insp on 700407.Viotations noted: records of 
surveys, radiation monitoring 8 disposal, hot cell entry radiation survey results & air 
monitoring results not recorded & listed repts not submitted. 

MEYER. R.J. Atomic Energy Commission. * Automation Industries, Inc. 70/04/23. Ip. 
41507:121-41507:121. 

“8706180138 Forwards partially withheld AEC-592 backup notes from inspector evalua- 
tion for License 37-0061 1-09.Operation to date conducted w/due regard for radiologi- 
cal safety. Deficiencies in air evaluation capabilities corrected. 

MEYER, R.J. Atomic Energy Commission. 70/04/28. NELSON, P.R. Atomic Energy 
Commission. 14pp. 41507:122-41507:136. 

“8706180140 Advises that any device containing U shielding mfg in accordance w/re- 
quirements of Spec 55 which includes requirements for design, const & 
labeling, exempt from licensing requirements. 

MILLER.W.O. Atomic Energy Commission. 62/11/16. THOMPSON.C.F. Budd Co. Ip. 
41506:250-41506:250. 


“8706180151 Requests confirmation of authorization of Newport News Shipbuilding & 
Dry Dock Co to possess depleted U in Model 1 03 device. 

THOMPSON.C.F. Budd Co. 62/10/31. MILLER.W.O. Atomic Energy Commission. Ip. 
41506:251-41506:251. 

“8706180152 Forwards partially withheld accident rept re damaged shipment discussed 
in 651229 telcon.Cable end not dangling freely but stuck in broken tube.Breakage 
could be caused by either fall or unauthorized opening. 

SCHMIDT.A. Canada, Govt. of. 65/12/30. KNAPP, P. Atomic Energy Commission. 5pp. 
41507:137-41507:141. 

“8706180156 Advises that Newport News Shipbuilding Corp authorized to receive & use 
Budd Co Model 103 projector on License 45-09428-02,Amend 20. 

MILLER.W.O. Atomic Energy Commission. 62/10/29. THOMPSON.C. Budd Co. 1p. 
41506:252-41506:252. 

“8706180157 Forwards 660429 investigation rept re transportation occurrence involving 
source sent from Budd Co, Philadelphia, PA to Orenda Div.Hawker-Siddeley 
Co, Ontario, Canada. Recommendation on Page 2 will be discussed. 

ROEDER,J.R. Atomic Energy Commission. 66/05/18. PAGE.R.G. Atomic Energy 
Commission. 1p. 41507:142-41507:142. 

“8706180167 Forwards investigation rept of transportation occurrence involving 56.6 Ci 
Ir-192 source delivered to Canada by Budd Co.Recommends matter be referred to 
FAA & ICC for action. 

KIRKMAN.R.W. Atomic Energy Commission. 66/04/29. DUBINSKI.L Atomic Energy 
Commission. 2pp. 41507:143-41507:144. 

“8706180171 Advises that new licenses will not be, issued for use of lead gasketed tel- 
etherapy sources when newly installed in teletherapy units. 

* Atomic Energy Commission. 62/10/23, THOMPSON.C.F. Budd Co. Ip. 41506:253- 
41506:253. 

—8706180175 Ack receipt of 620816 Itr in response to 620814 notice of violation. 
PRICE.E.R. Atomic Energy Commission. 62/09/05. SANTORO, M. Budd Co. Ip. 
41506:254-41506:254. 

“8706180178 Investigation rept of License 37-00611-03 on 651228-30 & 660103,04 & 
12.Area investigated:transportation occurrence re damaged container of 56.6 Ci Ir- 
192. 

RYAN,A.F., KNAPP, P.J.. KIRKMAN.R.W. Atomic Energy Commission. 66/04/29. 25pp. 
41607:145-41507:169. 

“8706180188 Partially withheld memo discussing transportation occurrence involving Li- 
cense 37-00611-03 on 651223.lnvestigation & repts being prepared, 

RYAN.A.F. Atomic Energy Commission. 66/01/11. Atomic Energy Commission. 3pp. 
41507:170-41507:173. 

“8706180190 Partially withheld response to violation noted in AEC 620814 Itr. Violation 
denled.Exposure repts acceptable but observations inadequate.Film badge rept end. 
SANTORO,M.P. Budd Co. 62/08/16. PRICE, E.R. Atomic Energy Commission. 3pp. 
41506:255-41506:257. 

“8706180193 Forwards WC Nicklas allegation of violations of DOT regulations by Auto- 
mation Industries, lnc,Phoenixville,PA, for info. 

BUCHANAN, C.R. Atomic Energy Commission. 69/11/20. BROBST.W.A. Transporta- 
tion, Dept. of. 2pp. 41507:174-41507:176. 
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-8706180196 Partially withheld Itr discussing 620326 investigation of activities under Li- 
cense 37-0061 1-03.Records of radiation exposures used in preparing Form AEC-4 for 
employee not maintained as required by 10CFR20. 102(c)(2). 

PRICE.E.R. Atomic Energy Commission. 62/08/14. SANTORO.M. Budd Co. 2pp. 
41506:258-41506:259. 

“8706180201 Discusses 670925 separation of 15 Ci Co-60 source from pigtail during 
radiographic use by Sivyer Steel Casing Co in Milwaukee, Wl.Only two separations 
experienced.Budd Co initiated performance tests on capsule assemblies. 

NELSON, P.R. Atomic Energy Commission. 69/03/05. ROEDER,J.R. Atomic Energy 
Commission. 1p. 41507:177-41507:177. 

-8706180203 Forwards Part 2 Itr re 620326 investigation of License 37-0061 l-03.Li- 
censee will be cited under 10CFR20. 102(c)(2) for failure to maintain records used in 
preparing Form AEC-4.W/0 end. 

PAGE,R.G. Atomic Energy Commission. 62/08/08. DUBINSKI.L. Atomic Energy Com- 
mission. Ip. 41506:260-41506:260. 

-8706180208 hsp Fadings & Licensee Ack on 680501 of License 37-0061 1-09.lnsp 
fi.'-G ngs.nc noncompi ance noted. 

FISii RF. A:.onrc cre'gy Commission. * Budd Co. 68/05/01. 1p. 41507:178- 
41507:179. 

“8706180211 Partially withheld Itr forwarding 620501 investigation rept re film badge ex- 
posure of 1.8 rems gamma to employee while decontaminating projector head. 
DUBINSKI.L. Atomic Energy Commission. 62/05/22. PRICE.E.R. Atomic Energy Com- 
mission. Ip. 41506:261-41506:261. 

-8706180214 Informs that 041703 capsule assembly described in 671122 Itr acceptable 
for licensing possession & use of byproduct matl. J Bell 671206 telcon re capsule as- 
sembly number also confirmed. 

MAURO.J.C. Atomic Energy Commission. 67/12/08. KELLEY, A. V. Budd Co. 1p. 
41507:180-41507:180. 

—8706180217 Ack receipt of 661228 Itr informing of employee exposure to radiation. 
PRICE.E.R. Atomic Energy Commission. 67/01/09. BUCK.J.H. Budd Co. Ip. 
41507:181-41507:181. 

-8706180226 Partially withheld Itr informing of 661118 overexposure incidentCan of 
16,000 Ci Co-60 hoisted to cave entrance, overexposing one employee.Badge sent 
immediately to Landauer for processing.Steps taken to prevent recurrence listed. 
BUCK,J.H. Budd Co. 66/12/28. Atomic Energy Commission. 4pp. 41507:182- 
41507:186. 

-8706180229 Partially withheld Itr forwarding special investigation rept of License 37- 
00611-03 w/Amends 12 & 13.NoncompIiance noted: physical radiation survey not per- 
formed to determine presence of 12.2 c Co-60 sealed source in source changer. 
KIRKMAN.R.W. Atomic Energy Commission. 62/05/07. DUBINSKI.L. Atomic Energy 
Commission, 2pp, 41506:262-41506:263. 

-8706180238 Partially withheld investigation rept of License 37-00611-03 on 
620326.Noncompiiance noted:physical radiation survey not performed to determine 
presence of 12.2 c Co-60 sealed source in source changer after transfer of operation. 
FLEMING, A.J. Atomic Energy Commission. 62/05/01. 15pp. 41506:264-41506:278. 

-8706180255 Responds to 14 items of noncompliance in 620118,23,24 & 25 insp of 
License 37-0061 1-03.Fence at location extended 20 ft in all outward directions assur- 
ing radiation level outside end within regulated limits. 

BUCK.J.H, Budd Co. 62/06/19. PRICE.E.R. Atomic Energy Commission. 15pp. 
41506:279-41506:293. 

-8706180263 Ack receipt of 620619 Itr re actions taken to correct deficiencies noted 
during insp of License 37-0061 1-03, per AEC 620606 Itr. 

PRICE.E.R. Atomic Energy Commission. 62/08/15. BUCK.J.H. Budd Co. Ip. 

41506:294-41506:294. 

-8706180297 Ack receipt of 661009 Itr & ends. 

PRICE.E.R. Atomic Energy Commission. 66/11/09. BUCK.J.H. Budd Co. Ip. 

41507:187-41507:187. 

-8706180301 Forwards partially withheld Itr from New York Univ, giving results of per- 
sonnel whole body & lung counting.per 660929 Itr. 

BUCK.J.H. Budd Co. 66/10/19. Atomic Energy Commission. 5pp. 41507:188- 
41507:193. 

-8706180307 Partially withheld response to 660725 Itr re apparent nonconformance w/ 
AEC regulations at Philadelphia facility. Evaluation of individual whole body count & 
nasal discharges indicate exposure above 1 0CFR20 App B limits. 

BUCK.J.H. Budd Co. 66/08/01. KIRKMAN.R.W. Atomic Energy Commission. 3pp. 
>41507:194-41507:196. 

—8706180313 Discusses 660519-20,26 & 0630 facility insp re review of records on per- 
sonnel contamination.Rept dtd 660305 discussed.Since 660602,air samples taken in 
hot cell entrance prior to entry to prevent future occurrence. 

BUCK.J.H. Budd Co. 66/09/26. Atomic Energy Commission. 3pp. 41507:197- 
41507:200. 

—8706180315 Forwards backup notes, Form 592 & Region I transmittal memo dtd 
660725 re insps of License 37-0061 1-03,Procedure appropriate in view of reinsps.W/o 
Form 592 & Region ! memo. 

ROY.W. Atomic Energy Commission. 66/08/08. PAGE.R.G. Atomic Energy Commis- 
sion. 1 p. 41 507:201 -41 507:201 . 

-8706180318 Partially withheld insp of License 37-00611-03 on 660519-20, 26 & 
0630.1ncreased hot cell work being performed w/o respiratory protection & adequate 
protective apparel required by licensee operating procedures. 

KIRKMAN.R.W. Atomic Energy Commission. 66/07/25. DUBINSKI.L. Atomic Energy 
Commission. 4pp. 41507:202-41507:206. 

—8706180326 Partially withheld notification of 620305 occurrence. Employee received 
dose greater than 1.8 rem during cleaning head of Model 52 multitron.Investigation 
underway. 

HANDLER, R. Atomic Energy Commission. 62/03/21. Atomic Energy Commission. Ip. 
41506:295-41506:295. 

—8706180330 Partially withheld film badge rept re employee receiving dose greater than 
1 .8 rem on 620305 while cleaning Model 52 multitron series source head. 

BUCK,J.H. Budd Co. 62/03/08. Atomic Energy Commission. 5pp. 41506:296- 


“8706180343 Fon^rards Part 2 Itr re 620118,23,24,25 & 0201 insp of License 37-00611- 
03.Region I citation of 10CFR20.201(b) re personnel monitoring devices omitted since 
licensee may be utilizing means for determining exposure. 

CUNNINGHAM.R.E. Atomic Energy Commission. 62/05/31. DUBINSKI.L Atomic 
Energy Commission. 2pp. 41506:301-41506:302. 

-8706180348 Forwards 620323 memo & 620315 insp rept of License 37-0061 1-03.Rept 
shows max amount of removable contamination in restricted area 240,000 d/m.Safety 
hazard exists in facilities which warrant prompt enforcement action. 

DUBINSKI.L. Atomic Energy Commission. 62/03/23. PRICE.E.R. Atomic Energy Com- 
mission. Ip. 41506:303-41506:303. 

-8706180359 Discusses insps of License 37-00611-03 on 660519-20,26 & 0630, per 
660520 & 0630 discussions w/E Epstein.Deficiencies noted listed in Item 5 of end 
Form AEC-592.Corrective actions requested in writing. 

KIRKMAN,R.W. Atomic Energy Commission. 66/07/25. BUCK.J.H. Budd Co 2pd 
41507:207-41507:208. 

-8706180364 Discusses NRC insp rept of License 37-0061 1-03.Noncompliance 
noted:unacceptable radiation levels in field adjacent to fence enclosing barrels of rad- 
waste & failure to post high radiation areas. 

KIRKMAN.R.W. Atomic Energy Commission. 62/03/20. DUBINSKI.L. Atomic Energy 
Commission. 10pp. 41506:304-41506:313. 

-8706180366 Partially withheld notice of noncompliance from insp of License 37-00611- 
03 on 660519,20.26 & 0630.lnsp findings: sun/eys not made of air in restricted hot cell 
maze & hot cells & exposure surveys not evaluated. 

EPSTEIN.E. Atomic Energy Commission. 66/07/25. Ip. 41507:209-41507:209. 

-8706180370 Recommends closing of followup activities under License 37-00611-03 
due to lack of adequate surveys & respiratory protection. Large quantities of Co-60 still 
coming from hot cell area & spreading to other areas of facility. 

EPSTBN.E. Atomic Energy Commission. 66/06/28. Atomic Energy Commission. 1p. 
41507:210-41507:211. 

“8706180384 Back-up for AEC-592,draft insp rept for License 37-00611-03 on 660519- 
20,26 & 0630. Insp findings:surveys of nuclear encapsulation facility.stack discharge 
surveys & employee radiation surveys inadequate. 

* Atomic Energy Commission. 66/07/13. 44pp. 41507:212-41507:256. 

-8706180386 Advises that Div of Compliance.Region l.recently inspected Budd Co & 
have found numerous noncompliances.lnsp rept not yet received. 

CUNNINGHAM.R.E. Atomic Energy Commission. 62/02/16. JOHNSON.L. Atomic 
Energy Commission. Ip. 41506:314-41506:314. 

-8706180394 Discusses insp on 620118,23,24,25 & 0201 of activities under License 
37-0061 1-03. Violation noted:surveys not adequate to determine exposure of individ- 
uals to airborne concentrations of radioactive matls in restricted areas. 

PRICE.E.R. Atomic Energy Commission. 62/06/06. BUCK.J.H. Budd Co. 5pp, 
41506:315-41506:319. 

-8706180396 Confirms that Enforcement Branch does not plan to correspond w/Budd 
Co re 651228-30 & 660103-04 & 12 insp of License 37-00611-03 concerning dam- 
aged shipping container of lr-192. Unclassified rept dtd 651229 end. 

PAGE.R.G. Atomic Energy Commission. 66/06/21. Atomic Energy Commission. 2pp. 
41507:257-41507:259. 

“8706180418 Compliance insp rept on 620118,23,24,25 & 0201 of License 37-00611- 
03.Noncompliance noted:unacceptable radiation levels in field adjacent to fence en- 
closing barrrels of radwaste & failure to post high radiation areas. 

FLEMING,A.J., KIRKMAN.R.W. Atomic Energy Commission. 62/03/15. 51pp. 
41506:320-41507:011. 

“8706180424 Discusses licensee reply to Items 1 & 3 of AEC 650811 notice re evalua- 
tion of airborne Co-60 concentrations when recorder shows off scale readings & indi- 
vidual surveys made upon exit from hot cell, respectively. 

PRICE,E.R. Atomic Energy Commission. 65/12/16. BUCK.J.H. Budd Co. Ip. 
41507:260-41507:260. 


-8706180436 Forwards 651008 Itr.Receipt for Certified Mai! 305678 & return receipt 
signed by PH Sachs on 651 01 5, in response to AEC 651 110 request, 

BUCK.J.H. Budd Co. 65/11/12. PRICE.E.R. Atomic Energy Commission. Ip. 
41507:261-41507:261. 

-8706180439 Discusses 620108,23-25 & 30 reinsp of License 37-00611-03. Noncompli- 
ance noted:surveys incomplete to determine presence of radioactive matls & radiation 
levels surrounding working areas & no interlocks in four high radiation areas. 
KIRKMAN.R.W. Atomic Energy Commission. 62/02/28. DUBINSKI.L. Atomic Energy 
Commission. 3pp. 41507:012-41507:014. 

-8706180443 Advises that Region I, Div of Compliance will conduct reinsp of Budd Co 
on 620 122, per 620118 conversation. 

DUBINSK1,L. Atomic Energy Commission. 62/01/19. PRICE.E.R. Atomic Energy Com- 
mission. 1p. 41507:015-41507:015. 

“8706180457 Discusses mod of Iriditron cameras under License 37-00611-04 which re- 
sulted in high radiation levels at bottom of cameras.AII cameras inspected w/one ex- 
ception per 601109 memo. 

OUTTEN.E.G. Atomic Energy Commission. 60/12/01. ROGERS, L.R. Atomic Energy 
Commission. Ip. 41507:016-41507:016. 

-8706180466 Advises that all but one Iriditron Model 40 camera inspected per 600606 
memo.Mod to properly locate stored sources made. 

VESPE.V.C. Atomic Energy Commission. 60/11/09. LOW.LD, Atomic Energy Com- 
mission. Ip. 41507:017-41507:017. 

“8706180467 Discusses inadequacy noted in Item 1 of insp of License 37-00611-03 re 
licensee failure to apply correction factors to continuous chart recorder readings. 
BUCK.J.H. Budd Co. 7854. 65/10/08. PRICE.E.R. Atomic Energy Commission. 3pp. 
41507:262-41507:265. 

“8706180473 Forwards 650929 Itr for action.Reply not received. 

PRICE,E.R. Atomic Energy Commission. 65/11/10. BUCK.J.H. Budd Co. Ip. 
41507:266-41507:266. 
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-8706180475 Forwards 600927 insp rept re Licenses 37-05680*01. 37-00611-03,37- 
00611-04 & 37-00611-07 & 601003 memo.Concurs w/comments & recommendations 
of New York Compliance Div. 

OUTTEN.E.G. Atomic Energy Commission. 60/11/29. ROGERS.L.R. Atomic Energy 
Commission. Ip. 41507:018-41507:018. 

-8706180484 Requests steps to be taken by licensee re correction factor to be applied 
to readings of continuous chart recorder & clarification of matter noted in (tern 2 of 
650811 notice. 

PRICE, E.R. Atomic Energy Commission. 65/09/29. BUCK.J.H. Budd Co. 3pp. 
41507:267-41507:270. 

-8706180486 Compliance insp rept on 600614-15 of License 37-05680-01. 

NELSON, P.R., KIRKMAN,R.W. Atomic Energy Commission. 60/09/27, 36pp. 
41507:019-41607:055. 

-8706180496 Discusses licensee 650826 reply to SLR 650814 Itr setting forth items of 
noncompliance & safety items determined as result of 650423 insp of License 37- 
00611-03.Ucensee denial of Items 1 & 2 based on lack of citations for inadequacies. 
NELSON, P.R. Atomic Energy Commission. 65/09/16. ROEDER.J.R. Atomic Energy 
Commission. 3pp. 41507:271-41507:274. 

-8706180501 Responds to AEG 650811 Itr re facility 650421-23 insp.Four items of non- 
compliance listed.ltems denied since no mention of specific inadequacies made.Air 
monitoring program also discussed. 

BUCK.J.H. Budd Co. 65/08/26. PRICE.E.R, Atomic Energy Commission. 6pp. 
41507:275-41507:281. 

-8706180505 Discusses insp of License 37-00611-03 on 650421-23 & 

violations-Comments on Items a-d & steps that have been or will be taken to prevent 
recurrence requested. 

PRICE, E.R. Atomic Energy Commission. 65/08/11. BUCK.J.H. Budd Co. 3pp. 
41507:282-41507:285. 

-8706180507 Forwards 650826 Itr from JH Buck of Budd Co.Comments on Itr 
requested, per 650901 telcon. 

ROEDER,J.R. Atomic Energy Commission. 7357. 65/09/01. NELSON,P.R. Atomic 
Energy Commission, ip. 41507:286-41507:286. 

-8706180509 Forwards notice of violation from insp of License 37-00611-03 on 
650421 -23.Citation of noncompliance for Condition 13(C) re failure to leak test Co-60 
sources not issued since sources stored in highly contaminated area. 

PAGE,R,G. Atomic Energy Commission. 66/07/28. ROEDER,J.R. Atomic Energy 
Commission. Ip. 41507:287-41507:287. 

“8706180511 Partially withheld Itr forwarding insp rept re noncompliance concerning 
high concentrations of removable contamination, discussed at conference following 
insp on 660423.Appropriate action requested.W/o end. 

CLEVELAND, R.S. Atomic Energy Commission. 65/07/04. PAGE.R.G. Atomic Energy 
Commission. 4pp. 41507:288-41507:292. 

-8706190018 Provides compliance insp rept of Licenses 37-05680-01, 37-00611-04 & 
37-0061 1-03. Noncompliance noted:high radiation area not posted & records of waste 
disposal not in same units as used in app of Part 20. 

KIRKMAN.R.W. Atomic Energy Commission. 60/10/03. LOW,L.D. Atomic Energy 
Commission. 8pp. 41507:056-41507:063. 

-8706190029 Discusses insp of Precision lnsp,Houston,TX for License 42-02976-01 on 
600523 re radiation reading of 2,500 mrem/h at bottom of Iriditron camera, Model 
40.Budd Co recommends that licensee remove extension from camera. 

VESPE,V.C. Atomic Energy Commission. 87/06/11. MANN.M.M. Atomic Energy Com- 
mission. 6pp. 41507:064-41507:069. 

-8706190032 Forwards Form WA-277 per 620712 requesLForm appropriate for use in 
conjunction w/decision not to renew existing license or w/request to terminate exist- 
ing license. W/o end. 

BRINKMAN,R.E. Atomic Energy Commission, 62/07/17. THOMPSON,C.F. Budd Co. 
1p. 41507:070-41507:070. 

-8706190036 Requests Form WA 277, "Certificate Disposition of Radioisotopes." 
THOMPSON, C.F. Budd Co. 62/07/12. Atorhic Energy Commission. Ip. 41507:071- 
41507:071. 

-8706190054 Advises that no record of license issued to Riverside Hosp, Newport 
News,VA. 

WILSON, B. Budd Co. 62/06/28. BELL,J.M. Atomic Energy Commission, Ip, 
41507:072-41507:072. 

-8706190057 Requests info re issuance of license to Riverside Hosp, Newport 
News,VA. 

WILSON,R.W. Budd Co. 62/06/28. BELL.J. Atomic Energy Commission. Ip. 
41507:073-41507:073. 

-8706190068 Informs that leak test performed on Budd Co Model 41030 iridium source 
IR-1079 detected presence of 0.007 uCi of removable contamination. Unit withdrawn 
from SVC & returned to Budd Co for cleaning or repairs. 

GUERRY.J.B. Navy, Dept. of. 62/05/28. Atomic Energy Commission. Ip. 41507:074- 
41507:074. 

—8706190079 Forwards Region III 620501 response to AEG 620111 &. 0202 Itrs re leak- 
age of two CO’60 sources.Memo shows that 22 Ci Co-60 source,camera & associated 
equipment sent to Budd Co for decontamination & returned to licensee on 611218. 
DUBINSK!,L. Atomic Energy Commission. 62/05/18. PRICE.E.R. Atomic Energy Com- 
mission. 1 p. 41 507:075-41 507:075. 

-8706190089 Discusses 620413 Itr re leakage of two Co-60 sealed sources reported in 
620111 & 0202 Itrs.Both exposure devices containing contaminated Co-60 sources 
shipped back to Budd Co immediately after notification of contamination. 
HAGEMAN,R,C. Atomic Energy Commission. 62/05/01. DUBINSKI,L. Atomic Energy 
Commission. 2pp. 41507:076-41507:077. 

“8706190111 Requests description of procedures used by Budd Co to assure that per- 
sons assigned to procure Budd Co sources & projector properly licensed by correct 
model number of equipment procured. 

MILLER, W.O. Atomic Energy Commission. 61/09/27, BUCK.J.H. Budd Co. 2pp, 
41507:078-41507:079. 


—8706190121 Requests info re lr-192 source using screw type disconnect & correct 
model number.Info needed prior to consideration for routine licensing. 

MASON.J.R. Atomic Energy Commission. 62/05/25. KELLEY, A.V. Budd Co. 2pp. 
41507:080-41507:082. 

-8706190137 Discusses 610606 conversation w/A Kelley re Budd Co liability for leaking 
sources.Co reimbursed Westinghouse for cost of decontaminating teletherapy facilities 
& asked insurance company for reimbursement. 

SMITH, D.A. Atomic Energy Commission. 61/06/07. Atomic Energy Commission. Ip. 
41507:083-41507:083. 

—8706190144 Discusses Budd Co inquiry re transfer of 30 Ci lr-192 source to New York 
Shipbuilding Corp under License 29-02204-02. Request authorized. 

MILLER,W.O. Atomic Energy Commission. 61/06/08. Atomic Energy Commission. Ip. 
41507:084-41507:084. 

-8706190149 Partially withheld compliance reinsp rept of License 37-00611-03 on 
650421 -23.Noncompliance noted:Co-60 sources not tested for leakage or removable 
contamination at intervals of 6 months or less. 

EPSTEIN.E., CLEVELAND.R.S. Atomic Energy Commission. 87/06/11. 21pp. 
41507:293-41507:314. 

—8706190153 Advises that review of info submitted in 610414 Itr will be continued upon 
receipt of application from Adelphi College. 

SMITH, D.A. Atomic Energy Commission. 61/04/19. KELLEY, A.V. Budd Co. Ip. 
41507:085-41507:085. 

-8706190155 Undated memo from Region 1 forwarding JS Buck 651008 response to 
AEC 650929 Itr for review, evaluation & comment. Ltr not brought to AEG attention 
until 651 11 5. W/o Itr. 

CLEVELAND,R.S., NELSON, P.R. Atomic Energy Commission. 87/06/11. Atomic 
Energy Commission. 2pp. 41507:315-41507:316. 

—8706190157 Forwards operating & maint manual on CO‘60 irradiator for Adelphi 
College,w/parts lists & engineering drawings for approval.W/o ends. 

KELLEY.A.V. Budd Co. 61/04/14. SMITH.D. Atomic Energy Commission. Ip. 
41507:086-41507:087. 

—8706190162 Advises that WJ Ullman & DH Lindstrom successfully completed health 
physics & safety program conducted by Instruments Div of Budd Co on 610228-0302. 
THOMPSON, C.F. Budd Co. 61/04/03. MILLER, W.O. Atomic Energy Commission. Ip, 
41507:088-41507:088. 

-8706190164 Ack receipt of 650310 response to AEC 650225 Itr. 

PRICE.E.R. Atomic Energy Commission, 65/03/17. BUCK.J.H. Budd Co. Ip. 
41507:317-41507:317. 

-8706190169 Clarifies sentence on Page 2 of author 650205 Itr re physical 
measurements.per AEC 650121 notice & 650225 clarification.Personnel instructed to 
keep records per 10CFR20.401(b). 

BUCK.J.H. Budd Co. 65/03/10. PRICE.E.R. Atomic Energy Commission. Ip. 
41507:318-41507:319. 

-8706190172 Advises that PE Flieger.QW Meyer & WP Weese successfully completed 
health physics & safety program conducted by Instruments Div of Budd (jo on 
610228-0302 at Los Angeles.CA. 

THOMPSON.C.F. Budd Co. 61/03/30. MILLER.W.O. Atomic Energy Commission. Ip. 
41507:089-41507:089. 

—8706190174 Forwards reprints, except unpublished “General Aspects of Byproduct 
Matl Licensing," per 650308 request. Permission for copying granted. 

SULLIVAN.J.L. Atomic Energy Commission. 65/03/11. THOMPSON.C.F. Budd Co. Ip. 
41507:320-41507:320. 

—8706190180 Requests listed AEC licensing guides.inciuding "Broad Byproduct Matl Li- 
censes" & "Teletheraphy Sources" & cost of guides in quantity of 10-50. 
THOMPSON.C.F. Budd Co. 65/03/08, O’CONNOR.L. Atomic Energy Commission. Ip. 
41507:321-41507:321. 

—8706190182 Informs that Dow Chemical License 42-00014-01 amended for 6,000 Ci 
Budd cobalt. 

KELLEY,A.V. Budd Co. 61/03/10. SMITH.D.A. Atomic Energy Commission. Ip. 
41507:090-41507:090. 

-8706190185 Requests clarification of statement on Page 2 of 650205 Itr that no physi- 
cal measurements made, per AEC 650121 notice. Measurements appear necessary for 
evaluatino radiation hazards associated w/removal of damaged gauges. 

PRICE.E.R. Atomic Energy Commission. 65/02/25. BUCK.J.H. Budd Co. Ip. 
41507:322-41507:323. 

-8706190191 Discusses 610224 question re allowable levels on radiography equipment 
w/dimensions both below & above 4 inches from source to surface.Wording of 
10CFR31.101 considered correct. 

THOMPSON.C.F. Budd Co. 61/02/28. MASON.R, Atomic Energy Commission. 4pp. 
41507:091-41507:095. 

-8706190201 Responds to 650121 Itr re investigation of activities concerning removal 
of two Co-60 containers from blast furnace on 641 009-10. Violations re dosimeter use 
& completion of records discussed. 

BUCK.J.H. Budd Co. 65/02/05. PRICE.E.R. Atomic Energy Commission. 2pp. 
41507:324-41507:326. 

—8706190208 Requests info re various methods used to tag industrial radiography 
sources. ' 

HITCH, J.W. Atomic Energy Commission. 57/12/30, PARKER.W.E. Budd Co. 2pp. 
41507:096-41507:098. 

-8706190210 Submits notice of violation re radiation exposures that occurred during re- 
moval of two Co-60 gauges from blast furnace on 641 009-1 0.from insp of License 37- 
00611-03 during Nov 1964. 

PRICE.E.R. Atomic Energy Commission. 65/10/21. BUCK.J.H. Budd Co. 2pp. 
41507:327-41507:329. 

-8706190217 Confirms intent to visit plant & facilities on 571216 to review facilities & 
procedures for encapsulation & to discuss certain details re pending application. 
HITCH, J.W. Atomic Energy Commission. 57/12/09. PARKER, W. Budd Co. 1p. 
41507:099-41507:099, 
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“8706190221 Forwards Itrs to Budd Co & US Steel re 641102-03 investigation of expo- 
sure to individual of 2.8 rems during removal of damaged Co-60 gauges, reported by 
Budd Co on 641022.Budd Co not cited for 10CFR20.101(a) violation. 

PAGE.R.G. Atomic E'^ergy Ccmmiss'on. 65/01/14. ROEDER.J.R. Atomic Energy 
Commission. Ip. T/'.T .'TiO 

“8706190232 Forwards Region 1 compliance investigation rept re personnel exposure 
for Budd Co (License 37-00611-03) & US Steel (License 37-02375-09) for action.Rept 
discussed. 

KIRKMAN.R.W. Atomic Energy Commission. 64/12/28. PAGE.R.G. Atomic Energy 
Commission. 3pp. 41507:331-41507:334. 

“8706190239 Compliance insp rept of Licenses 37-00611-01,37-00611-02 & 37-00611- 
03 on 561 003. Insp findings:written procedures for proper operating stds for radiation 
facility & area monitoring & waste disposal monitoring found satisfactory. 

KLEVIN.P.B., KIRKMAN.R.W. Atomic Energy Commission. 56/10/31. 8pp. 41507:100- 
41507:108. 

“8706190245 Ack receipt of 570801 Hr containing blue prints of Nuclear Sys 
cameras, Models 150, 1060, 1060 A & 1060B.lnfo will be included in files for future ref in 
processing customers applications. 

FERRELL.C.M. Atomic Energy Commission. 57/08/20. DEUTSCH.A. Budd Co. Ip. 
41507:109-41507:109. 


“8706220192 Amend 5 to License 37-05680-01 for Budd Co Research Lab amenriinn 
license in entirety. ’ 

MILLER.W.O. Atomic Energy Commission. 67/01/26. 2pp. 41 508:071 -41 508 074 


“8706220210 Amend 4 to License 37-05680-01 for Budd Co Research Lab extenrlinn 
expiration date from 640131 to 670131 & changing Condition 12 re authorized ikph* a 
Condition 15 re possession & use limits for lr-192. ^ 

MILLER.W.O. Atomic Energy Commission. 64/01/24. 1p. 41 508:075-41 508 075 


“8706220221 Amend 3 to License 37-05680-01 for Budd Co Research Lab extendinn 
expiration date from 621231 to 640131 & changing Condition 14 re documents aov 
erning licensee conduct. ^ 

MILLER.W.O. NRC - No Detailed Affiliation Given. 63 /01/22 Id 4i‘;nftn7R 

4i<;nft-n7R ’ 


“8706220232 Amend 2 to License 37-05680-01 for Budd Co Research Lab amendinn 
license in entirety. 9 

* Atomic Energy Commission. 61/12/05. 2pp. 41508:077-41508:079. 

“8706220239 Amend 1 to License 37-05680-01 for Budd Co Research Lab chanaina 
item 9 A re Nuclear Sys Model 1 0 Iriditron for performance of industrial ra’dioaraDhv 
MASON, J.R. Atomic Energy Commission. 59/11/12. Ip. 41508:080-41508-080 ^ 


“8706190250 Forwards two copies of prints showing radiography machine Models 
150,1 060, 1060A & lOeOB.Prints update latest developments on radiography machine 
designs. 

DEUTSCH.A. Budd Co. 57/08/01. HITCH, J.W. Atomic Energy Commission, ip. 
41507:110-41507:111. 

“8706190262 informs that issuance of license number via phone possible pending ac- 
ceptance of all submitted info & notification that individual user satisfactorily complet- 
ed training program. 

HITCH,J.W. Atomic Energy Commission. 57/08/05. THOMPSON.C.F. Budd Co. Ip. 
41507:112-41507:112. 

"8706190269 Advises that HN Upson, JW Coakley.RA McPhail & CH Massengill suc- 
cessfully completed 3-day Ta'-'-g program for users of isotopes for radiography. 
THOMPSON.C.F. Budd Cc. •■•■ITCH, J.W. Atomic Energy Commission. Ip. 

41507:113-41507:113. 

“8706190270 Advises that EC Doyle successfully completed training program on 

THOMPSON.C.F. Budd Co. 57/07/22. HITCH.J.W. Atomic Energy Commission. Ip. 
41507:114-41507:115. 

“8706190315 Partially withheld Region I insp repts for Licenses 37-00611-03 & 37- 
02375-09 on 641102-03.Noncompliances noted: License 37-02375-09 procedures re 
temp sensing device not followed. 

GILBERT,R.G., CLEVELAND, R.S. Atomic Energy Commission, 64/12/22. 14dd 
41507:335-41507:349. 

“8706190321 Region I compliance inquiry memo for License 37-00611-03 re 641110 
rept of excessive employee film badge reading.High reading caused by Co-60 con- 
tamination of plastic bag over badge.Dose not reportable. 

RYAN.A.F. Atomic Energy Commission. 65/01/03. Atomic Energy Commission. Ip. 
41507:350-41507:350. 

“8706190327 Region I compliance inquiry memo for License 37-00611-03 re receipt of 
two source exchangers on 640904 w/missing & broken seals. 

RYAN,A.F. Atomic Energy Commission. 64/11/2C. Atomic Energy Commission. Ip 
41507:351-41507:351. 


“8706220250 License 37-05680-01 for Budd Co Research Lab.authorizing use of lr-192 
in Nuclear Sys Model 30 Iriditron for industrial radiography. 

MASON, J.R. Atomic Energy Commission. 59/09/04. 2pp. 41508:081-41508:083. 

“8706220252 Confirms that no enforcement action planned for insp of License 37- 
00611-03 re transportation occurrence involving broken seals on radioisotope shippina 
containers.No noncompliance noted during investigation. ^ 

PAGE.R.G. Atomic Energy Commission. 64/12/01. Atomic Energy Commission in 


“8706220262 Forwards Invoice L-21 92-72 for License 37-05680-01, terminated on 
720310.Fee for period of 720205-730204 unpaid. 

MILLER.W.O. Atomic Energy Commission. 72/04/08. LEITH, R. Atomic Energy Com- 
mission. Ip. 41508:084-41508:084. 


“8706220271 Returns Invoice L-21 92-72 covering fee for License 37-05680-01 .terminat- 
ed by vendor request as indicated by end Itr.W/o ends. 

WARD.T.J. Budd Co. 72/03/14. Atomic Energy Commission. Ip. 41508085- 


“8706220274 Forwards Region I compliance insp rept for License 37-00611-03 on 
640908,24 & 1102-03 re transportation occurrence involving seal tampering on ship- 
ping containers. No noncompliance noted. 

KIRKMAN.R.W. Atomic Energy Commission. 64/11/23. PAGE.R.G. Atomic Energy 
Commission. 1 p. 41 508:001 -41 508:001 . 

“8706220282 Application for amend terminating License 37-05680-01 . Certificate of dis- 
position of matls end. 

WARD.T.J. Budd Co. 26533. 72/02/25. MALARO.J.C. Atomic Energy Commission 1d 
41508:087-41508:087. 

“8706220289 Partially withheld insp rept of License 37-00611-03 on 640908.24 & 1102- 
03.No noncompliance noted.Major areas inspected:transportat«on occurrence involving 
rnissing & damaged seals on two source changers received by licensee. 

RYAN.A.F., KIRKMAN.R.W. Atomic Energy Commission. 64/11/23. 8pp. 41508‘002- 
41508:009. ^ 


“87()6 190333 Discusses incident involving tampering of two shipping containers re- 
ceived by Budd Co on 640904. Investigation planned. 

PAGE.R.G. Atomic Energy Commission. 64/09/08. Atomic Energy Commission. Ip. 
41507:352-41507:352. ^ 


“8706220297 Informs of transportation incident involving two std Budd Co source 
changers delivered to plant w/broken or missing lead seals, per T Lorey telcon.No vio- 
lations of License 37-00611-03 reported. 

THOMPSON.C.F. Budd Co. 64/09/08. KNAPP.P. Atomic Energy Commission. 2po 
41508:010-41508:011. 


“8706190340 Ack receipt of 641112 Itr & ends re damaged Co-60 gauge & exposure of 
several individuals to radiation.Proper methods for reporting incidents discussed. 
PRICE, E.R. Atomic Energy Commission. 64/11/19. LFWIS.LL. USX Coro (formerly 
United States Steel). 1p. 41507:353-41507:353. 


“8706190350 Forwards partially withheld rept of radiation incident for License 37- 
02375-09.Rept describes 641009 incident involving Budd Co source holder leaking 
around lead shield. 

SKINNER, G.T. USX Corp. (formerly United States Steel). 64/11/12. Atomic Energy 
Commission. 6pp. 41507:354-41507:359. 


“8706220099 Trip rept of WE Parker & AJ Stevens 570730 visit to AEC ofc re proposed 
amends to License 37-0061 1-03, increasing amount of matl covered by license & ex- 
panding authorized uses. Changes to Isotope Committee discussed. 

4150^^59 4^50ft^nR 57/07/31. Atomic Energy Commission, 5pp. 


“87(36220299 Discusses transportation incident involving receipt of radioactive source 
shipment w/cover removed as indicated by presence of broken seals, reported bv 
Budd Co on 640904. ^ 

ALLAN, J.M. Atomic Energy Commission. 64/09/24. BOOK.H.E. Atomic Energy Com- 
mission. 6pp. 41 508:01 2-41 508:01 8. 

“8706220306 Certificate of disposition of radioisotopes: matls disposed of in compliance 
w/provisions of 10CFR20.301a.lr-1 92 source not used since 1968 & returned to Auto- 
mation Industries. 

WARD,T.J. Budd Co. 26538. 72/02/25. 2pp. 41508:088-41508:090. 

“8706220309 Requests reply to AEC 711101 request for add! info re application for 
amend to License 37-05680-01. 

BASSIN,N. Atomic Energy Commission. 23391. 72/02/03. WARD.T.J. Budd Co. 1p. 
41508:091-41508:091. 


“8706220120 Regueste info re design characteristics of Nuclear Sys Model 1061 A ex- 
facilitate processing of US Steel Corp license application.Record of 
570425 telcon end. 

Commission. 57/07/29. STEVENS, A. J. Budd Co. 2pp. 

4 1 o08l065-41 508.0 d6. 


“8706220326 Requests addi info re 711012 submission in support of amend request for 
License 37-05680-01 .including revised operating & emergency 
procedures, documentation of personnel training & clarification of authorized users. 
BASSIN.N. Atomic Energy Commission. 23391. 71/11/01. WARD.T.J. Budd Co. 2pp. 
41508:092-41508:094. 


design of Model 9-211 source containing 500 mCi Co- 
60, to facilitate processing of Amoco Mctai.hr. I'conse =»po'icotio*" 

Commiss,=r.. 5;,a3/22 7-=MP3CN,C.H. Budd Co. 1p. 


“8706220331 Forwards portions of radiation manual re industrial radiography as de- 
scribed in AEC licensing guide, in response to AEC 710812 Itr. 

Budd Co. 2965, 71/10/12. BASSIN.N. Atomic Energy Commission. 18pp. 


“8706220148 Reguests drawings for Budd Model 2-113 sealed source to facilitate prc 
essing of St Louis Testing application for license. 

commission. 57/05/16. PARKER.W.E. Budd Co. ' 

4 1 t>Ub!Uo8-4i 508:068. 

^ terminating License 37-05680-01 for Budd Co. 

BASSIN.N, Atomic Energy Commission. 72/03/10. 1p. 41508:069-41508:069. 

37-05680-01 for Budd Co.extending expiration dc 

MALABO, J.C. Atomic Energy Commission. 70/01/15. Ip. 41508:070-41508:070. 


-8706220335 Advises of 630411 telcon w/B Wilson re date which Budd Co stopped 
distributing lead O-ring gasketed teletherapy sources & started distribution of double 
capsule welded sources.First welded source shipped on 60051 7. 

Atomic Energy Commission. 63/04/18, Atomic Energy Commission. Ip. 

4 iSOn'xl 7-41 fiOftOI 7 


“8706220345 Responds to vendor 710730 Itr re relocation of radiographic faciiity.Rev to 
operating & emergency procedures reflecting change in address requested. Licensing 
guide for radiography encl.W/o end. 

BASSIN.N. Atomic Energy Commission. 2331. 71/08/12. WARD.T.J. Budd Co. Ip. 
41508:114-41508:114. 
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--8706220351 Ack receipt of 641022 Itr informing of employee exposure to radiation. 
PRICE.E.R. Atomic Energy Commission. 64/11/02. BUCK.J.H. Budd Co Ip 
41508:019-41508:019. 

-8706220361 Application for amend to License 37-05680-01, changing address to re- 
flect relocation of radiological facility to Fort Washington, PA.Sketch of shielded room 
in new facility end. 

WARD.T.J. Budd Co. 23391. 71/07/30. Atomic Energy Commission. 2pp. 41508:115- 
41508:117. 

-8706220366 Informs of overexposure on employee dosimeter & film badges during 
641 009-1 0.Caused by exposure of shielded source container to extreme 
temp, resulting in melting & expansion of lead.Container removed.App A withheld. 
BUCK,J.H. Budd Co. 19460. 64/10/22. Atomic Energy Commission. 3pp. 41508*020- 
41508:022. 

-8706220371 Application for renewal of License 37-05680-01, authorizing use of lr-192 
in Model 10A Iriditron. 

VAN SCIVER,H.D. Budd Co. 69/12/12. 5pp. 41508:118-41508:123. 

—8706220372 Requests comments & info communicated to customers re customer re- 
quest to rotate lr-1 92 sources from high to low capacity exposure devices as sources 
decay. 

MILLER, W.O. Atomic Energy Commission. 64/06/30. THOMPSON,C.F. Budd Co. Ip. 
41508:023-41508:023. 

-8706220376 Application for renewal of License 37-05680-01, authorizing use of 30 Ci 
lr-192 in Model 10 Iriditron. 

VAN SCIVER,H.D. Budd Co. 91634. 67/01/12. 4pp. 41508:124-41508:128. 

-8706220396 Insp Findings & Licensee Ack on 640228 of Licenses SUE-7071, SUB- 
682 & 37-0061 1-04.No noncompliance noted. 

KNAPP, P.J. Atomic Energy Commission. * Budd Co. 64/02/28. Ip. 41508:024- 
41508:025. 

-8706220399 Application for renewal of License 37-05680-01, authorizing use of lr-192 
in Model 10 Iriditron. 

VAN SCIVER,H.D. Budd Co. 56171. 63/12/20. 4pp. 41508:129-41508:133. 

—8706220406 Ack receipt of recipient 640522 Itr informing of actions taken on AEC 
640508 notice.Commission considering amend to 10CFR20 to include max contamina- 
tion limits.No addi info re proposed amend available. 

PRICE,E.R. Atomic Energy Commission. 64/06/11. BUCK,J.H. Budd Co. Ip. 
41508:026-41508:026. 

-8706220413 Responds to AEC 640508 Itr re insp of License 37-00611-03 on 640213- 
14 & 26-27. Corrective actions:hot cell & surrounding area surveyed & more strict regu- 
lation of waste storage drum handling implemented. 

BUCK,J.H. Budd Co. 2878. 64/05/22. PRICE, E.R. Atomic Energy Commission. 4pp. 
41508:027-41508:031. 

-8706220417 Forwards revised “Manual of Instruction & Info re AEC Byproduct Matls 
License for Operation of Budd Co Instrument Div Iriditron Model 10," correcting defi- 
ciencies noted in AEC 621214 Itr.W/o revised license renewal application. 

VAN SCIVER.H.D. Budd Co. 0130. 63/01/10. BUCHANAN, C.R. Atomic Energy Com- 
mission. Ip. 41508:134-41508:134. 

-8706220420 Notifies of noncompliance noted during insp of License 37-00611-03 on 
640213-14 & 26-27. Violations noted:more than 25,000 Ci Co-60 occasionally exposed 
in hot cell & excessive radiation noted in unrestricted area. 

PRICE.E.R. Atomic Energy Commission. 20545. 64/05/08. BUCK.J.H. Budd Co. 2pp 
41508:032-41508:033. 

-8706220426 Forwards Region I compliance insp rept for License 37-0061 1-03.Matters 
discussed in Paragraph 5 should be brought to attention of licensee since certain 
practices not in accord w/good health physics practices. 

GILBERT.R.G. Atomic Energy Commission. 64/04/01. PRICE.E.R. Atomic Energy 
Commission. 3pp. 41508:034-41508:036. 

—8706220431 “Manual of Instruction & Info re AEC Byproduct Matls License for Oper- 
ation of Budd Co Instrument Div Iriditron Model 10.” 

SMYTH.J.H. Budd Co. 63/01/10. 25pp. 41508:135-41508:160. 

-8706220435 Partially withheld compliance insp rept for License 37-00611-03 on 
640213-14 & 26-27.Noncompliances noted: quantities in excess of 25,000 Ci exposed 
in hot cell for short periods. 

KNAPP, P.J., GILBERT.R.G. Atomic Energy Commission. 64/03/19. 21pp. 41508:037- 
41508:058. 

-8706220442 Requests addI info re 621121 application for renewal of License 37- 
05680-01 including revs to emergency & operating procedures & descriptions of inter- 
nal insp sys & overall organizational structure. 

BUCHANAN, C.R. Atomic Energy Commission. 62/12/14. VAN SCIVER.H.D. Budd Co. 
2pp. 41508:161-41508:163. 

-8706229449 Application for renewal of License 37-05680-01 .authorizing use of 30 Ci 
lr-192 in Budd Co Instruments Div Model 10 Iriditron for industrial radiography of 
weldments, castings & forgings. 

VAN SCIVER.H.D. Budd Co. 47831. 62/11/21. 3pp. 41508:164-41508:167. 

-8706220469 Informs of issuance of Amend 2 to License 37-05680-01, Operating & 
emergency procedures must be amended to include instructions re restricted areas & 
physical radiation surveys. 

MILLER, W.O. Atomic Energy Commission. 61/12/05. VAN SCIVER.H.D. Budd Co, Ip. 
41508:168-41508:168. 

-8706220480 Ack receipt of 700501 Itr informing AEC of steps taken to correct items of 
apparent noncompliance noted in AEC 700423 Itr.Actions will be reviewed during next 
insp. 

KIRKMAN.R.W. Atomic Energy Commission. 70/05/11. CALLIHAN.R.E. Automation 
Industries, Inc. 2pp. 41507:1 17-41507:119. 

-8706220486 Application for renewal of License 37-05680-01, authorizing use of 30 Ci 
lr-192 in Budd Co Instruments Div Model 10 Iriditron for industrial radiography of 
weldments, castings & forgings, 

VAN SCIVER.H.D. Budd Co. 61/08/29. 3pp, 41508:169-41508:172. 


—8706220493 Informs of successful completion of health physics & safety program con- 
ducted on 600216-18 by HA Foy & JM Herring. 

THOMPSON, C.F. Budd Co. 60/02/19. M1LLER,W. Atomic Energy Commission. Ip. 
41508:173-41508:173. 

— S706220S03 Forwards Amend 1 to License 37-05680-01 authorizing possession of 
only one lr-192 source.License may be amended to authorize addi qualified users or 
addi sources.W/o end. 

MILLER, W.O. Atomic Energy Commission. 59/11/13. VAN SCIVER.H.D. Budd Co. Ip. 
41508:174-41508:174. 

-8706220512 Application for amend to License 37-05680-01, changing Items 9 & 15 to 
reflect change to use of Nuclear Sys Model 10 instead of Model 30. 

VAN SCIVER.H.D. Budd Co. 22178. 59/10/29. Atomic Energy Commission. Ip. 
41508:175-41508:175. 

—8706230033 Application for license, authorizing HD Van Sciver to use or supervise use 
of 30 Ci lr-192 in Nuclear Sys Model 30 Iriditron for industrial radiography of 
weldments, castings & forgings. 

VAN SCIVER.H.D. Budd Co. 20888. 59/08/24. 3pp. 41508:176-41508:178. 

-8706230052 Informs of successful completion of health physics & safety program con- 
ducted on 590714-16 by EM Baxter & JH Smyth. 

Budd Co. 20888. 59/07/20. MILLER.W.O, Atomic Energy Commission. 7pp, 
41508:179-41508:185. 

-8706230060 Forwards application for license authorizing use of Nuclear Sys Model 30 
Iriditron. 

VAN SCIVER.H.D. Budd Co. 20888. 59/08/25. Atomic Energy Commission. Ip. 
41508:186-41508:187. 

-8706230082 Amend 2 to License 37-05680-02 for Budd Co Automotive Div. changing 
Condition 1 0 re licensed users. 

BELL.J.M. Radioisotopes Licensing Branch (Pre 790501). 76/05/14. Ip. 41508:188- 
41508:188. 

—8706230089 Amend 1 to License 37-05680-02 for Budd Co Automotive Div, extending 
expiration date to 770731 & changing Condition 10 re licensed users. 

BRINKMAN.R.E. Atomic Energy Commission. 72/07/10. 1p, 41508:189-41508:189. 

—8706230103 License 37-05680-02 for Budd Co Automotive Div.authorizing use of 7 Ci 
Co-60, lr-1 92 & Tm-170 for closed hot cell in licensee facility. 

BRINKMAN.R.E. Atomic Energy Commission. 67/07/20. Ip. 41508:190-41508:190. 

—8706230134 Ack receipt of 771209 Itr informing NRC of steps taken to correct viola- 
tions noted in Insp Rept 30-06132/77-01. 

MCCLINTOCK.R.O. Region 1, Philadelphia. Office of the Director. 91646. 78/01/27. 
BRATCHER, R. Budd Co. Ip. 41508:191-41508:191. 

-8706230156 Insp Rept 30-06132/77-01 based on 771031 telcon re expiration of Li- 
cense 37-05680-02.Application for renewal filed. 

COSTELLO, F., MCCLINTOCK.R.O. Region 1, Philadelphia, Office of the Director. 78/ 
01/27. 2pp. 41508:192-41508:193. 

-8706230196 Advises of expiration of License 37-05680-02 on 771031. Application for 
new license must be submitted immediately to continue program. 

MCCLINTOCK.R.O. Region 1, Philadelphia, Office of the Director. 77/11/09. 
BRATCHER, R. Budd Co. 2pp. 41508:194-41508:195. 

—8706230243 Provides info re application to replace expired License 37-05680-02.Facili- 
ty deactivated in Feb 1967.Byproduct matl stored in sealed hot cell.Fee paid. 
BRATCHER, R. Budd Co. 77/12/09. Office of Nuclear Material Safety & 
Safeguards, Director. 4pp. 41508:196-41508:200. 

-8706230272 Advises of assumption of WH White duties as plant engineer by LL 
Lang.Byproduct matl will remain under control of R Bratcher & LL Lange. 

KOVACH.A.F. Budd Co. 60886. 76/03/10. Assistant Director for Material Safety & Li- 
censing. Ip. 41508:201-41508:201. 

—8706230286 Advises of assumption of WF Mansdoerfer duties as safety manager by R 
Bratcher.Byproduct matl will be under control of R Bratcher or WH White. 

KOVACH.A.F, Budd Co. 60886. 76/03/10. Assistant Director for Material Safety & Li- 
censing. Ip. 41508:202-41508:202. 

”8706230321 Forwards application for amend & current License 37-05680-02.Proposed 
amend reflects replacement of plant engineer P Waclawsky w/WH White.Physical sur- 
veys conducted by S Boyoko of Automation Industries.W/o end license. 
MANSDOERFER, W, Budd Co. 29039. 72/06/30. CUNNINGHAM, R.E. Atomic Energy 
Commission. 2pp. 41 508:203-41 508:205. 

-8706230356 Application for renewal of License 37-05680-02, authorizing WF Mans- 
doerfer & WH White to use or supervise use of 5 Ci Co-60,1 Ci lr-1 42 & Tm-170 in 
closed hot cell. 

* Budd Co. 72/06/30. 2pp. 41508:206-41508:208. 

—8706230375 Amend 18 to License 37-00611-04 for Budd Co, Instruments Div, amend- 
ing license in entirety. 

* Atomic Energy Commission. 66/08/18. 2pp. 41509:235-41509:237. 

-8706230376 Responds to vendor 710205 inquiry re receipt of invoice for annual AEC 
license fee per 10CFR170,lnvoice pertains to License 37-05680-02 authorizing use of 
C0-60,lr-192 & Tm-170 in closed hot cell. 

PRICE, E.R. Atomic Energy Commission. 71/03/10. Budd Co. 2pp. 41508:209- 
41508:211. 

—8706230383 Amend 17 to License 37-00611-04 for Budd Co, Instruments Div, extend- 
ing expiration date to 660831 & changing symbol below license number to (H66). 
MILLER.W.O. Atomic Energy Commission. 65/08/23. Ip. 41509:238-41509:238. 

—8706230389 Amend 16 to License 37-00611-04 for Budd Co, Instruments Div, extend- 
ing expiration date to 650831 & changing symbol below license number to (H65). 
MILLER.W.O. Atomic Energy Commission. 64/08/06. Ip. 41509:239-41509:239. 

—8706230401 Amend 15 to License 37-00611-04 for Budd Co, Instruments Div, extend- 
ing expiration date to 640831, changing symbol below license number to (H64) & 
amending Condition 9 re sources authorized for use in radiography projectors. 
MILLER.W.O. Atomic Energy Commission. 63/07/24. Ip. 41509:240-41509:240. 
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-8706230406 Discusses proposed replacement or renewal of Amend 18 to License 37- 
00611 -03.Facility underwent decontamination & shutdown on 670201 .New license 
would reflect relocation of facility & new authorized users. 

SANTORO, M.P. Budd Co. 95504. 67/06/29. BRINKMAN.R.E. Atomic Energy Commis- 
sion. 4pp. 41508:212-41508:216. 


-8706240039 Recommends that leak test kit contain sufficient adhesive tape in order 
Tor^c^stomers to seal lid & prevent possible loss of lid & contents of container during 

Commission. 60/11/15. KELLEY.A.V. Budd Co lo 
41509:065-41509:065. ' 


-8706230412 Amend 14 to License 37-00611-04 for Budd Co, Instruments Div, adding 
Condition 16 re maint of survey results records per 10CFR20.201(b). 

MILLER.W.O. Atomic Energy Commission. 62/12/04. Ip. 41509:241-41509:241. 

-8706230423 Amend 13 to License 37-00611-04 for Budd Co. Instruments Div, amend- 
ing license in entirety. 

MILLER.W.O. Atomic Energy Commission. 62/07/19. 2pp. 41509:242-41509:244. 

“8706230425 Amend 12 to License 37-00611-04 for Budd Co, Instruments Div, amend- 
ing Condition 13 to add RR Parish. 

MASON, J.R. Atomic Energy Commission. 62/01/09. Ip. 41509:245-41509:245. 


norwards License 37-08665-01. License coverage not provided for Cn.57 
or Na‘^2 which are not subj to AEC authority. Sn-119 included in license to resolve 
misunderstanding re isotope numbers. 

BRINKMAN.R.E. Atomic Energy Commission. 62/08/01. WARDTJ Budd Co io 
41508:298-41508:298. ’ ' ' ^ 


-8706240044 Informs that Commission staff member plans to visit company radioora- 
phy training session conducted during month of Dec. Receiot of 60100 ^ ttr 
ack.Response satisfactory. 

MILLER.W.O. Atomic Energy Commission. 60/11/01. KELLEY A V Budd Co m 
41509:066-41509:066. ’ 


-8706230432 Amend 11 to License 37-00611-04 for Budd Co, Instruments Div, amend- 
ing license in entirety. 

MASON, J.R. Atomic Energy Commission. 61/08/01. 2pp, 41509:246-41509:248. 

-8706230435 Certificate of disposition of radioisotopes:al! byproduct matl produced &/ 
or possessed by licensee under License 37-08665-01 have been transferred to Budd 
Co.lnstruments Div in Philadelphia, PA. 

WARD,T.J. Budd Co. 66/07/21. Ip. 41508:217-41508:217. 

-8706230438 Amend 10 to License 37-00611-04 for Budd Co.lnstruments Div, revising 
Condition 1 8 re storage facilities for sources in listed amounts. 

MASON.J.R. Atomic Energy Commission. 60/03/28. Ip. 41509:249-41509:249. 

-8706230443 Amend 9 to License 37-00611-04 for Budd Co.lnstruments Div, amending 
Items 1 & 2 re company name & address & adding Subitem D to Items 6-9 re use of 
Co-60 in Nuclear Sys Model 2063 gammaprobe insp sys. 

MASON,J.R, Atomic Energy Commission. 60/02/01. 2pp. 41509:250-41509:252. 

-8706230452 Amend 1 to License 37-08665-01 for Budd Co Physical Research 
Lab,amending license in entirety. 

BRINKMAN.R.E. Atomic Energy Commission. 64/08/06. 2pp. 41508:218-41508:220. 


-8706240050 Forwards application for license for Budd Co Physical Research Lab 
WARD.T.J. Budd Co. 44071. 62/07/17. Atomic Energy Commission. Ip. 41508:299- 


-8706240055 Responds to 600822 Itr re field training given by Instruments Div sales 
engineers to radiographers.Training of radiographers,purchaser knowledge of product 
& overall company training program discussed. 

KELLEY.A.V. Budd Co. 5433. 60/10/06. MILLER.W.O. Atomic Energy Commission 
3pp. 41509:067-41509:070. v.-utnmission. 


r. auiiiwiiiiiiy use 1 m -1 US-lJ/HQ- 

203.Na-22,Co-60,Ag-110,P-32,Au-198.0s-193 & Ce-141 for research on matl proper- 
ties & calibr of detection apparatus, 

WARD,T.J. Budd Co. 44071. 62/07/17. 13pp. 41508:300-41508:319 


-8706240059 Informs that Arkansas Baptist Hosp license 1 ,000 RHM 2,2 CM will re- 
quire 1,100 Ci input plus or minus 10%. 

WlLSWR.W.^^Budd^ Co. 60/10/07. SMITH,D.A. Atomic Energy Commission. Ip. 


-8706230456 Amend 8 to License 37-00611-04 for Budd Co.lnstruments Div, revising 
Condition 12 re persons authorized to use or supervise use of matls & Condition 13 re 
storage locations. 

MASON, J.R. Atomic Energy Commission. 59/12/04. Ip. 41509:253-41509:253, 


-8706240063 Advises that AEC approves shipment of projector to JL Trusty in view of 
addi Model 40 Iriditron shielding. Record of 600907 telcon end. 

MILLER.W.O. Atomic Energy Commission. 60/09/29. KELLY.A.V. Budd Co 2dd 
41509:072-41509:073. 


-8706230462 Amend 7 to License 37-00611-04 for Budd Co.lnstruments Div, amending 
license in entirety. 

MASON.J.R. Atomic Energy Commission. 59/09/03. 4pp. 41509:254-41509:258. 

-8706230465 License 37-08665-01 for Budd Co Physical Research Lab, authorizing use 
of Sn-119.Cs-137,Hg-203.Co-60,Ag-110,P-32. Au-198,Os-193 & Ce-141 for studies of 
matl properties & instrument calibr. 

BRINKMAN.R.E. Atomic Energy Commission. 62/08/01. 2pp. 41508:221-41508:223. 

-8706230468 Amend 6 to License 37-00611-04 for Nuclear Sys Div of Budd 
Co, amending Condition 13 re persons authorized to use or supervise use of mails & 
Condition 1 8 re storage locations. 

MASON.J.R. Atomic Energy Commission. 59/08/03. Ip. 41509:259-41509:259. 

-8706230470 Amend 4 to License 37-00611-04 for Nuclear Sys Div of Budd Co.revising 
Items 6C-9C re use of 100 Ci TI-170 in Nuclear Sys Models 10,20,30.40,52 & 162 
projectors for demonstration of industrial radiography techniques. 

MASON.J.R. Atomic Energy Commission. 59/05/29. Ip. 41509:260-41509:260. 

-8706230478 Amend 5 to License 37-00611-04 for Nuclear Sys Div of Budd 
Co.changing symbol under license number, extending expiration date to 610531 & re- 
vising Conditions 16 re administrative instructions & 19 re guidance for possession & 
use of matls. 

MASON.J.R. Atomic Energy Commission. 59/06/25. Ip. 41509:261-41509:261. 

“8706230481 Application for renewal of License 37-08665*01 .authorizing use of Co- 
60,Cs-137 & Sn-119 in calibr of detection apparatus & for Mossbauer effect studies. 
WARD,T.J. Budd Co. 64/07/28. 10pp. 41508:283-41508:294. 

-8706230483 Amend 3 to License 37-00611-04 for Nuclear Sys Div of Budd 
Co, amending license in entirety. 

MASON, J.R. Atomic Energy Commission. 59/05/08. 4pp. 41509:262-41509:266. 

-8706230491 Requests Pamphlet 3 "Licensing Requirements for Broad Licenses for 
R&D," for guidance in preparation of application to renew License 37-08665-01. 
KOCHER.C.W. Budd Co. 2287. 64/07/03. CUNNINGHAM, R.E. Atomic Energy Com- 
mission. Ip. 41508:295-41508:295. 

-8706230494 Responds to vendor 640429 itr re use of Budd Co LT-100 leak test kit for 
testing of sealed sources.Uge of kit will not require amend to License 37-08665-01. 
BRINKMAN.R.E. Atomic Energy Commission. 64/06/02. KOCHER.C.W. Budd Co. Ip. 
41508:296-41508:296. 

-8706230502 Inquires as to whether amend to License 37-08665-01 required for use of 
Budd Co.lnstruments Div Swab Kit LT-100 for conducting leak/contamination tests of 
sealed sources. 

KOCHER.C.W. Budd Co. 59590. 64/04/29. Atomic Energy Commission. Ip. 
41508:297-41508:297. 

-8706240004 Amend 2 to License 37-00611-04 for Nuclear Sys Div of Budd 
Co.amending Condition 13 re authorized users or supervisors of licensed matl use, 
MASON.J.R. Atomic Energy Commission. 58/04/28. 1p. 41509:267-41509:267. 

-8706240025 Requests that instructions provided to users of LT-100 kit be revised to 
include specific instructions requiring survey of wipe to determine possibility of gross 
contamination. 

MILLER.W.O. Atomic Energy Commission. 61/10/30. BUCK.J.H. Budd Co. 2pp. 
41509:060-41509:061. 

-8706240031 Advises that leak test Kit LT-100 acceptable by Commission for use in 
performing leak tests within limitations contained in description of kit. 

MASON, J.R. Atomic Energy Commission, 61/10/23. Budd Co. 2pp. 41509:062- 


-8706240068 Advises that Rose De Lima Hosp, Mont Royal Memorial Hosp, Grace 
Hosp, Dept of Army & Walter Reed Army Medical Ctr licensed for Budd Co D-2-258 
teletherapy sources & listed amounts. 

WILSON.R.W. Budd Co. 60/08/30. SMITH.D.A. Atomic Energy Commission 1p 
41509:074-41509:074. 

-8706240072 Amend 1 to License 37-00611-04 for Nuclear Sys Div of Budd Co.revising 
Condition 11 to delete Dallas address & authorized isotopes.Condition 13 re author- 
ized users & Condition 14 re authorized locations for use. 

MASON, J.R. Atomic Energy Commission. 58/01/07. 2pp. 41509:268-41509:270. 

-8706240074 Informs AEC of steps taken to correct noncompliance noted in insp of 
License 37-08665-01. Leak contamination tests will be performed by Budd Co Instru- 
ments Div at 6-month intervals. 

KOCHER.C.W. Budd Co. 64/04/07. KIRKMAN.R. Atomic Energy Commission. 2pp 
41508:320-41508:321. 

“8706240075 Requests submittal of radiation profiles for Series 50 projectors in order 
for Commission to determine max quantity of Co-60 used in equipment. 

MILLER.W.O. Atomic Energy Commission. 87/06/11. BUCK.J.H. Budd Co 1d 
41509:075-41509:075. . 

-8706240078 License 37-00611-04 for Nuclear Sys Div of Budd Co, authorizing use of 
lr-192 & Co-60 sealed sources in Nuclear Sys Models 20,30,40 & 52 projectors for 
demonstration of industrial radiography techniques. 

* Atomic Energy Commission. 57/05/17. Ip. 41509:271-41509:271. 

-8706240081 Forwards completed Form AEC-314, "Certificate of Disposition of Radioi- 
sotopes," indicating wish to abandon License 37-0061 1-04.Reasons for delay in sub- 
mitting form discussed. 

SANfORO.M.P. Automation Industries, Inc. 69/10/03. MALARO.J. Atomic Enerqv 
Commission. Ip. 41509:272-41509:273. 

-8706240091 Discusses 600720 Itr describing training given by sales engineers to 
radiographers.Question re radiographer ability to demonstrate competency in use of 
equipment not addressed. 

MILLER.W.O. Atomic Energy Commission. 60/08/22. KELLEY.A.V. Budd Co. 2pp 
41509:076-41509:078. 

-8706240092 Certificate of disposition of matls:all matls procured or possessed under 
License 37-00611-04 transferred to License 37-0061 1-03 .terminated in Jul 1967.No 
activity under License 37-00611-04 recorded for past 5 yrs. 

SANTORO, M.P. Automation Industries, Inc. SANTORO.M.P. Budd Co. 69/10/03, ip 
41509:274-41509:274. 

-8706240099 Partially withheld Itr informing that author severed ail relations w/Budd Co 
& requesting removal from Licenses 37-00611-03,37-00611-04 & 37-00611-09 as indi- 
vidual user & radiation safety officer. 

THOMPSON, C.F. Affiliation Not Assigned. 67/06/21. Atomic Energy Commission, ip 
41509:275-41509:275. 

-8706240100 Requests addl info re Model 40B projector.Summary of understanding to 
date provided.Record of 600812 telcon end. 

MILLER.W.O. Atomic Energy Commission. 60/08/19. BUCK.J.H. Budd Co. 3od 
41509:079-41509:082. 

-8706240113 Provides clarification of types of instructions which Instruments Div sales 
engineer will give customer plantOne day will be spent w/customer to instruct in safe 
operation of unit purchased. 

KELLEY.A.V. Budd Co. 60/07/20. MILLER.W.O. Atomic Energy Commission. Spp 
41509:083-41509:086. 
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-8706240122 Discusses insp on 640213,14,26,27 & 28 of Licenses 37-05680-01,SUE* 
7071,SUB-0682,37-08665-01 .37-0061 1-03, 37-00611-04 & forwards notice of noncom- 
pliance. 

KIRKMAN.R.W. Atomic Energy Commission. 64/03/19. BUCK,J.H. Budd Co. 2pp. 
41508:322-41608:323. 

“8706240127 Confirms conversation re wording on training certificate given at comple- 
tion of health physics training program. Last sentence in certificate stating that pro- 
gram meets AEC approval will be deleted.Draft AEC Itr & certificate end. 

KELLEY, A.V. Budd Co. 60/06/24. MlLLER,W.O. Atomic Energy Commission. 4pp. 
41509:089-41509:093. 

-8706240131 Advises that Std Oil Co, Mandan,ND, application for new license not proc- 
essed to date. 

WILSON, R. Budd Co. 60/06/17. HOPKINS.D.R. Atomic Energy Commission. Ip. 
41509:094-41509:094. 

-8706240134 Application for renewal of License 37-0061 1-04, authorizing use of 500 Ci 
Co-60,250 Ci lr-192 & 600 Ci thalium in Budd Co radiography projectors for equipment 
demonstration & performance of industrial radiography. 

BUCK.J.H. Budd Co. 79205. 66/08/01. 3pp. 41509:276-41509:279. 

-8706240139 Ack receipt of 600518 Itr transmitting Drawing D-2-258 & 600531 Itr trans- 
mitting six sample capsules illustrating quality of seal obtained w/remote welding 
equipment. ^ 

SMITH, D.A. Atomic Energy Commission. 60/06/03. BUCK.J.H. Budd Co. Ip. 
41509:095-41509:095. 


-8706240199 Ack receipt of NRC notice of expiration of License 37-00611-01 on 
580630.Vendor will allow license to expire as licensed matl covered by License 37- 
00611-03. 

PARKER.W.E. Budd Co. 1398. 58/05/26. MASON.J.R. Atomic Energy Commission. 
3pp. 41508:348-41508:351. 

“8706240203 Forwards 590826 memo & 590130 insp rept of License 37-0061 1-03.Rept 
concurred in.except suggestion re bioassay requirement. 

MANN.M.M. Atomic Energy Commission. 59/10/29. PRICE, H.L. Atomic Energy Com- 
mission. 6pp. 41509:114-41509:119. 

-8706240204 Partially withheld memo forwarding followup insp rept for License 37- 
0061l-03.Listed noncompliances noted. 

KIRKMAN.R.W. Atomic Energy Commission. 59/02/04. MANN.M.M. Atomic Energy 
Commission. 2pp. 41509:120-41509:122. 

-8706240208 Returns unnotarized application for license authorizing use of 50 Ci Sr- 
90. Notarization required.Consolidation of Authorizations 36654 & 36655 into single li- 
cense recommended. 

ROGERS, L.R. Atomic Energy Commission. 1121. 56/06/25. STEVENS, A.J. Budd Co. 
2pp. 41508:352-41508:354. 

“8706240210 Partially withheld compliance insp rept for License 37-0061 1-03.Noncom- 
pliance notedno records maintained on measurements to determine activity concen- 
trations in liquid wastes released to sewage sys. 

CLEVELAND, R.S., KIRKMAN.R.W. Atomic Energy Commission. 59/01/30. 10pp. 
41509:123-41509:133. 


-8706240140 Notice of noncompliance from insp on 640228. 

KNAPP, P.J. Atomic Energy Commission. 64/03/18. Ip. 41508:324-41508:324. 

“8706240145 Application for renewal of License 37-0061 1-04,authorizing use of Co- 
60,lr-192 & TI-170 sealed sources in Budd Co radiography devices for equipment 
demonstration & performance of industrial radiography. 

BUCK.J.H. Budd Co. 70115. 65/07/29. 3pp. 41509:280-41509:283. 

-8706240147 Forwards Drawing D-2-258,covering design of teletheraphy source cap- 
sule (double encapsulated, welded type),for approval.W/o end. 

BUCK.J.H. Budd Co. 60/05/18. MASON.J.R. Atomic Energy Commission. Ip. 
41509:096-41509:096. 

-8706240151 Fonwards application for renewal of License 37-0061 1-04,due to expire on 
650831. No changes noted for any conditions or operating procedures. 

BUCK,J.H. Budd Co. 65/07/28. Atomic Energy Commission. Ip. 41509:284- 
41509:284. 

“8706240154 Discusses 600328 Itr re Drawing 1-563 “Co-60 Source Changer Assembly 
& Details.'’Ltr did not contain radiation profile or requested info on labeling. 

MILLER, W.O. Atomic Energy Commission. 87/06/11. WILSON, R.W. Budd Co. Ip. 
41509:097-41509:098. 

“8706240158 Forwards application for renewal of License 37-0061 1-04, due to expire on 
640831. No changes noted for license conditions or operating procedures.W/o 
application.Page 2 of AEC 570517 supplemental sheet for License 37-00611-04 end. 
BUCK,J.H. Budd Co, 64/07/30. Atomic Energy Commission. 2pp. 41509:285- 
41509:286. 

-8706240161 Informs that AL Kraft successfully completed health physics & safety pro- 
gram in Chicago.lL on 600202-04. 

THOMPSON, C.F. Budd Co. 60/02/10. MILLER, W.O. Atomic Energy Commission. Ip. 
41509:099-41509:099. 

“8706240163 Ack receipt of 600115 Itr re corrective actions to 591215 deficiencies 
from insp of License 37-0061 1-03.Matter will be reviewed during next insp. 

MASON,J.R. Atomic Energy Commission. 87/06/11. BUCK.J.H. Budd Co. Ip. 
41509:100-41509:100. 

“8706240164 Part 30,31 insp rept for Licenses 37-08665-01,37-05680-01, SUE- 
7071, SUB-682 & 37-00611-04 on 640228.Noncompliance noted:License 37-05680- 
01, failure to secure radiographic projector against unauthorized removal. 

KNAPP,P.J. Atomic Energy Commission. 64/03/16. 17pp. 41508:325-41508:342. 

“8706240173 Application for amend to License 37-0061 1-04, authorizing use of Co-60,lr- 
192 & Tl-170 sealed sources in Budd Co radiography projectors for equipment demon- 
stration & performance of industrial radiography. 

BUCK,J.H. Budd Co. 61 51 9. 64/07/29. 3pp. 41 509:287-41 509:290. 

“8706240174 License 37-00611-01 for Budd Co Radiation Instrumentation 
DepLauthorizing use of Sr-90 in Victoreen Drawing 686-5 area monitor sensing unit. 
ROGERS, LR. Atomic Energy Commission. 56/06/22. 2pp. 41508:343-41508:344. 

“8706240178 Partially withheld response to 591215 Itr re noncompliance w/10CFR20, 
"Stds for Protection Against Radiation.” Studies underway to more closely correlate 
conversion of count rate readings to uCi.Personnel monitoring program end. 

BUCK,J.H. Budd Co. 0309. 60/01/15. MASON.J.R. Atomic Energy Commission. 8pp. 
41509:101-41509:110. 

“8706240183 Requests addi info required for review of Model L hot rodder as de- 
scribed in Drawings NS-501-1 through NS-501 -9, forwarded by 580506 Itr. 

HITCH.J.W. Atomic Energy Commission. 58/06/18. DEUTSCH.A, Budd Co. 2pp. 
41508:345-41508:347. 

“8706240184 Requests step-by-step adminstrative control procedures adopted to pro- 
vide adequate personnel monitoring & prevent overexposures. 

MASON.J.R. Atomic Energy Commission. 87/06/11. Budd Co. 2pp. 41509:111- 
41509:113. 

“8706240189 Forwards application for renewal of License 37-00611-04, due to expire 
on 630731 .No changes requested in conditions or operating procedures except for 
terms covering Agreement States. 

BUCK,J.H. Budd Co. 52423. 63/06/27. Atomic Energy Commission. Ip. 41509:291- 
41509:292. 

“8706240194 Application for renewal of License 37-0061 1 - 04 , authorizing use of Co- 
60, tr-1 92 & Tl-170 in Budd Co radiography devices for equipment demonstration & 
performance of industrial radiography. 

BUCK,J.H. Budd Co. 52423. 63/06/28. 3pp. 41509:293-41509:295. 


“8706240211 Returns unnotarized application for license authorizing use of Sr-90.Nota- 
rization required. 

ROGERS,L.R. Atomic Energy Commission. 1052. 56/06/13. STEVENS, A. J. Budd Co. 
Ip. 41508:355-41508:355. 

“8706240216 Application for license authorizing use of Sr-90 in Victoreen Model 34- 
486-1 sensing unit.Record of 560606 telcon end. 

‘ Budd Co. 56/06/07. 3pp. 41508:356-41508:359. 

“8706240217 Recommends that Commission issue amend to 10CFR31 Section 31.303, 
“Radiation Surveys & Survey Records" re specific records necessary to insure compli- 
ance w/10CFR20.410(b). Addition of AEC 621115 proposed amend accepted. 
BUCK,J.H. Budd Co. 47929. 62/11/19. PRICE,E.R. Atomic Energy Commission. Ip. 
41509:296-41509:296. 

“8706240222 Partially withheld notification that film badge worn by Nucleonic Corp of 
America employee from 590929-1004 showed exposure of 8.5 R beta radiation & 10 
mR gamma radiation. Investigation underway. 

PARKER,W.E. Budd Co. 59/10/09. K1RKMAN,R. Atomic Energy Commission. Ip. 
41509:134-41509:134. 

“8706240227 License 37-00611-02 for Budd Co Nuclear Div.authorizing use of Tm-170 
for determination of lead absorption cun/es to determine shielding for machines. 
ROGERS, L.R. Atomic Energy Commission. 56/08/03. 2pp. 41508:360-41508:361. 

“8706240235 Forwards Amend 13 to License 37-00611 -04.License does not authorize 
use of byproduct matl in Agreement States, including recent agreements w/States of 
KY & MS,effective on 620326 & 0701, respectively. 

MILLER, W.O, Atomic Energy Commission. 62/07/19. THOMPSON,C.F. Budd Co. Ip, 
41509:297-41509:297. 

“8706240240 Ack receipt of AEC notice that License 37-00611-02 will expire on 
580831 .License superseded by License 37-00611-03, therefore License 37-00611-02 
will not be renewed, 

PARKER.W.E. Budd Co. 2678. 58/07/23. MASON,J.R. Atomic Energy Commission. 
Ip. 41509:001-41509:001. 

“8706240245 Forwards revised operating procedures for use under License 37-00611- 
04.Changes from original 610428 submittal, made to give closer control of record 
keeping per Brinkman 61 0726 Itr, will be found on listed pages. 

THOMPSON, C.F. Budd Co. 62/05/10. BRINKMAN, R. Atomic Energy Commission. 
23pp. 41509:298-41509:322. 

“8706240251 Application for license authorizing use of Tm-170 in thulium oxide for de- 
termination of lead absorption curves to determine shielding for machines. 

* Budd Co. 56/07/26. 2pp. 41509:002-41509:003. 

“8706240264 Trip rept of 560307 visit to Budd Mfg Co in Philadelphia,PA re const of 
facility for handling cobalt & iridium covered by Authorizations 36654 & 36655. 
HITCH,J.W. Atomic Energy Commission. 56/03/21. Atomic Energy Commission. 5pp. 
41509:004-41509:009. 

“8706240265 Forwards partially withheld 590803 investigation rept for Licenses 37- 
00611-03,37-00611-04 & 37-00611-07 re possible overexposure of two 

employees. Exact casue of film badge exposures unknown. 

MANN,M.M. Atomic Energy Commission. 59/08/10. PRICE, H.L. Atomic Energy Com- 
mission. 1p. 41510:046-41510:046. 

“8706240267 Application for amend to License 37-0061 1-04, revising Items 7A-C re 
changes & additions to Budd Co drawings. “Source Cable Assemblies” submitted to 
AEC Div of Licensing & Regulations for approval as items for sale to licensees. 
THOMPSON, C.F. Budd Co. 43279. 62/05/10. BRINKMAN, R. Atomic Energy Commis- 
sion. 2pp. 41509:323-41509:325. 

“8706240270 License 37-00611-05 for Nuclear Sys Div of Budd Co, authorizing use of 
Co-60 in Nuclear Sys Model 9-253 gamma gauge for display purposes. 

* Atomic Energy Commission. 57/10/23. 2pp. 41509:010-41509:011. 

“8706240277 Application for license authorizing use of Co-60 for use in gamma thick- 
ness gauge. 

STEVENS, A.J. Budd Co. 57/10/09. 2pp. 41509:012-41509:014. 

“8706240279 Application for amend to License 37-00611-04 to add RR Parrish as 
radiographer.RR Parrish added to license by Amend 3 dtd 590508 & omitted from 
Amend 7 dtd 590903. Record of 610918 telcon w/Budd Co & US Steel end.' 
KELLEY,A.V. Budd Co. 38948. 61/11/21. MILLER, W.O. Atomic Energy Commission. 
2pp. 41509:326-41509:327. 
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—8706240286 Forwards partially withheld investigation rept for Licenses 37-00611- 
03,37-00611-04 & 37-0061 1-07.Two employee film badges revealed exposures of 16 
R.Cause unknown.Loose control of badges revealed during ir'vestiga+ion. 
KIRKMAN.R.W. Atomic Energy Commission. 59/08/04. M Atomic Energy 

Commission. 16pp. 41510:047-41510:062. 

-8706240293 Forwards Amend 11 to License 37-0061 1-04.per 610428 

apo'ication ■^'•air''ng program does not meet requirements of Section 

3C 2-''(gi(2;.i3C"-:.'7. “Licensing of Byproduct Matl." Procedures submitted on 
6!0-'‘-2ii d'jc^.si;o;: ■/«'. :: amend. 

BRINKMAN, R.E. Atomic Energy Commission. 61/07/26. BUCK,J.H. Budd Co. 2pp. 
41509:328-41509:330. 

“8706240298 Discusses Nucleonic Corp of America notification re several overexpo- 
sures on film badges.Thorough exam of conditions initiated before submittal of de- 
tailed rept. 

DEUTSCH,A. Budd Co. 59/06/29. Atomic Energy Commission. Ip. 41510:063- 
41510:063. 

“8706240299 Forwards application for license for display purposes discussed in WE 
Parker 571009 itr.W/o application.Record of 571022 telcon end. 

PARKER, W.E. Budd Co. 7460. 57/10/09. HITCH, J.W. Atomic Energy Commission. 
2pp. 41509:015-41509:017. 

“8706240308 Application for amend to License 37-0061 1-04, authorizing use of Co-60, tr- 
192 & TI-170 sources to be used for radiography demonstrations in Instruments Div 
equipment as specified in App B. Procedures end. 

BUCK.J.H. Budd Co. 34261. 61/04/28. 27pp. 41509:331-41509:359. 

“8706240322 Amend 1 to License 37-00611-06 for Nuclear Sys Div of Budd 
Co,extending expiration date from 581130 to 590 131, changing Conditions 11 & 13 re 
storage of byproduct mat! & deleting Condition 1 4. 

MASON,J.R. Atomic Energy Commission. 58/11/12. Ip. 41509:018-41509:018. 

”8706240332 License 37-00611-06 for Nuclear Sys Div of Budd Co, authorizing use of 
CO'60 in Nuclear Sys Model 1061 camera. Record of 581107 telcon w/WE Parker 
end. 

MASON, J.R. Atomic Energy Commission. 58/08/01. 2pp. 41509:019-41509:020. 

“8706240338 Partially withheld telex advising that thorough exam will be conducted of 
590629 notification re several film badge overexposures at Nucleonic Corp due to 
conflicting repts. 

KIRKMAN,R.W. Atomic Energy Commission. 59/07/01. MANN,M.M. Atomic Energy 
Commission.' 4pp. 41 51 0:064-41 51 0:067. 

”8706240350 Application for amend to License 37-0061 1-06, changing storage location 
of Nuclear Sys Model 1061 camera to Brigham City.UT & extending license from 
581130 to 590131. 

PARKER, W.E. Budd Co. 13973. 58/10/30. MILLER, W.O. Atomic Energy Commission. 
2pp. 41508:224-41508:226. 

“8706240362 Partially withheld notification of overexposure on 590127 to employee 
during assignment to remove shielded source & container for subsequent insp. 
PARKER,W,E. Budd Co. 59/02/27. Atomic Energy Commission. 3pp. 41510:068- 
41510:070. 

”8706240365 Provides info requested in telcon w/J Hitch,supporting application for 
amend to License 37-00611-06 including description of survey procedures, control of 
access to area & possibility of radiation scattering. 

PARKER, W.E, Budd Co. 58/07/31. HiTCH,J. Atomic Energy Commission. 2pp. 
41508:227-41508:229. 

“8706240371 Application for amend to License 37-0061 1-06, authorizing operation of 
Nuclear Sys Model 1060 w/1,200 Ci Co-60 during period of 581021-28. 

PARKER, W.E. Budd Co. 13704. 58/10/17. HITCH, J. Atomic Energy Commission. Ip. 
41508:230-41508:230. 

“8706240379 Application for temporary amend to License 37-00611-04, authorizing 
demonstration of Nuclear Sys Model 1060 w/source of 1,000 Ci Co-60,to W Sells of 
Aerojet General Corp. 

PARKER, W.E. Budd Co. 12007. 58/07/22. HITCH,J. Atomic Energy Commission. 2pp. 
41508:231-41508:233. 

”8706240380 Partially withheld discussion of notification by Nuclear Sys Div of Budd Co 
of employee overexposure reported for wk of 580929-1004 at Nucleonic Corp of 
America.Means of isotope radiation by which exposure could occur unknown. 
KIRKMAN,F.M. Atomic Energy Commission. 58/10/10. MANN.M.M. Atomic Energy 
Commission. 1p. 41510:071-41510:071. 

—8706240387 Application for license authorizing AV Kelley & CS Thompson to use or 
supervise use of 1,000 Ci Co-60 to demonstrate industrial radiography capabilities of 
Budd Model 1061 camera to Ae-ojet personnel. 

PARKER, W.E. Budd Co. SS/O:'/:-! 2pp. 506 : 234 508:236. 

—8706240395 Discusses 571219 rept that employee received film badge exposure of 13 
rem for wk of 571 202. Investigation failed to establish that employee overexposed.Film 
badge alone exposed. 

MANN.M.M. Atomic Energy Commission. 58/03/31. PRICE, H.L. Atomic Energy Com- 
mission. Ip. 41510:072-41510:072. 

—8706240397 Amend 18 to License 37-00611-03 for Budd Co Instruments Div, amend- 
ing license in entirety. 

BRINKMAN, R.E. Atomic Energy Commission. 67/01/16. 2pp. 41508:237-41508:239. 

-8706240403 Amend 17 to License 37-00611-03 for Budd Co Instrument Div, extending 
expiration date from 650131 to 670131. 

BRINKMAN, R.E. Atomic Energy Commission. 64/12/31. Ip. 41508:240-41508:240. 

-8706240413 Partially withheld investigation rept of Type "B” incident for Licenses 37- 
00611-01.37-00611-02.37-00611-03,37-00611-04 & 37-0061 1-05.Need for better li- 
censee control of employee film badges indicated. 

KIRKMAN.R.W. Atomic Energy Commission. 58/02/05. MANN.M.M. Atomic Energy 
Commission. 5pp. 41510:073-41510:077. 

“8706240414 Amend 1 to License 37-00611-03 for Budd Co Instruments Div, amending 
license in entirety. 

BRINKMAN, R.E. Atomic Energy Commission. 63/01/10. 3pp. 41508:241-41508:244. 


—8706240416 Ack receipt of 580116 Itr reporting possible overexposure of 2 3 R jo em- 
ployee. 

ROGERS.LR. Atomic Energy Commission. 58/01/28. STEVENS.A.J Budd Cc 1p. 
41510:078-41510:078. duuu ua f 

-8706240419 Amend 15 to License 37-00611-03 for Budd Co Instruments Div deleting 
Condition 15 & changing Conditions 12 & 14 re authorized users & ODerating 
stds, respectively. 

BRINKMAN, R.E. Atomic Energy Commission. 62/08/15. Ip. 41508:245-41508:245. 

-8706240423 Amend 14 to License 37-00611-03 for Budd Co Instruments Div increas- 
ing max amount of Co-60 from 100,000 Ci to 190.000 Ci. 

BRINKMAN, R.E. Atomic Energy Commission. 62/05/24. Ip. 41508:246-41508:246. 

-8706240430 Amend 13 to License 37-00611-03 foV Budd Co Instruments Div, chang- 
ing Conditions 12 & 15 re authorized users & 580930 operating stds.respectively & 
adding Condition 18 authorizin use of 162 Ci Co-60. 

MASON, J.R. Atomic Energy Commission. 61/10/11. Ip. 41508:247-41508:247. 

-8706240433 Confirms discussions re radiotherapy training program, per AEC requests 
for addi info. No' response to requests received. Detailed description of program & spe- 
cific info on means used for qualifying radiographers requested. 

MILLER.W.O. Atomic Energy Commission. 61/07/03. KELLEY, A.V Budd Co 2op. 
41509:360-41509:361. 

“8706250008 Repts consumption entry of 0-021 50, dtd 600608, for importation of 300 Ct 
Co-60 by Budd Co Instruments Div of Philadelphia, PA. 

MECOMBER.H.H. Treasury, Dept, of, U.S. Customs Service. 60/06/08. Atomic Energy 
Commission. Ip. 41510:001-41510:001. 

-8706250010 Amend 12 to License 37-00611-03 for Budd Co Instrument Div, amending 
license in entirety. 

MASON,J.R. Atomic Energy Commission. 61/01/25. 4pp. 41508:248-41508:252. 

-8706250013 Application for amend to License 37-0061 1-04, changing Condition 18 ro 
storage of named sources at listed locations. 

KELLEY, A.V. Budd Co. 24793. 60/03/14. MILLER.W.O. Atomic Energy Commission, 
2pp. 41510:002-41510:003. 

-8706250019 Amend 11 to License 37-00611-03 for Budd Co Instrument Div, adding 
Condition 21 stating that licensee not required to test sealed sources returned by cus- 
tomers & prepared for disposal. 

MASON, J.R. Atomic Energy Commission. 60/08/15. Ip. 41508:253-41508:253, 

“8706250023 Forwards "Administrative Instructions for Operation of Budd Co Gamma- 
probe Equipment,” in support of license for temporary use of Co-60 sources.Addition 
of Kelley, Aikens, Natale & Thompson to License 37-00611-04 requested. 
AIKENS.A.E. Budd Co. 0212. 60/01/13. MILLER.W.O. Atomic Energy Commission 
16pp. 41510:004-41510:019. 

—8706250024 Amend 10 to License 37-00611-03 for Budd Co Instrument Div, deleting 
Conditions 15,16 & 17 & adding Condition 20 re leak testing of sealed sources. 
MASON, J.R. Atomic Energy Commission. 60/07/21. 2pp. 41508:254-41508:256. 

-8706250027 Amend 9 to License 37-00611-03 for Budd Co Instrument Div, amending 
license in entirety. 

MASON.J.R. Atomic Energy Commission. 60/01/06. 4pp. 41508:257-41508:261. 

-8706250028 Application for amend to License 37-0061 1-04, authorizing addition o( J 
Morse & changing address of J Collins for storage of Nuclear Sys radiography 
equipment.Certification of J Morse health phvs'c.s & safctv training end. 

DEUTSCH.A. Budd Co. 9095. 59/11/25. F. .-Voiric Energy Commission Id 

41510:020-41510:020. 

—8706250030 Partially withheld discussion of 580115 notification by Nucleonic Corp of 
America re film badge showing exposure of 2.3 R for wk of 571 230-580104, Causo 
unknown. 

STEVENS.A.J. Budd Co. 58/01/16. Atomic Energy Commission. Ip. 41510:079- 
41510:079. 

—8706250037 Amend 8 to License 37-0061 1 -03 for Budd Co Nuclear Sys Div, changing 
Condition 1 2 re authorized users of licensed matl. 

MASON.J.R. Atomic Energy Commission. 59/12/11. Ip. 41508:262-41508:262. 

-8706250038 Informs that radiation incident reported on 580408 classified as Type *‘C' 
incident.Rept of 580414 insp forthcoming. 

KIRKMAN.R.W. Atomic Energy Commission. 58/05/13. MANN.M.M. Atomic Energy 
Commission. Ip. 41510:080-41510:080. 

-8706250039 Informs that J Morse successfully completed health physics & safety pro- 
gram conducted on 591027-29 in Los Angeles, CA. Program conducted per AEC file 
outline. 

THOMPSON, C.F. Budd Co. 22711. 59/11/11. MILLER.W.O. Atomic Energy Commis- 
Sion. 1 p. 41 51 0:021 -41 51 0:021 . 

—8706250043 Forwards NYOO memo re Type C radiation incident for Licenses 37- 
00611-01,37-00611-02,37-00611-03,37-00611-04 & 37-0061 1-05.Rept of incident will 
be included in insp rept. 

MANN.M.M. Atomic Energy Commission. 58/05/29. PRICE, H.L. Atomic Energy Cori:- 
mission. Ip. 41510:081-41510:082. 

-8706250044 Amend 7 to License 37-00611-03 for Budd Co, Nuclear Sys Div, authofi:- 
ing possession & use of 100,000 Ci Co-60 for R&D. 

MASON.J.R. Atomic Energy Commission. 59/07/15. Ip. 41508:263-41508:263. 

-8706250049 Application for amend to License 37-0061 1-04, deleting RR Parish & i 
Farrell & adding RP Smith to license.RP Smith affadavit end showing formal trainmg 
in operation of radiography machines & use of radioisotopes. ^ 

DEUTSCH.A. Budd Co. 6864. 59/08/04. MASON.J.R. Atomic Energy Commission, in 
41510:022-41510:022. 

-8706250051 Ack receipt of 571220 Itr reporting film badge reading of 13 r for employ, 

ROGERS, L.R. Atomic Energy Commission. 57/12/30. PARKER, W.E. Budd Co lr. 
41510:083-41510:083. ' 
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--87062500S3 Amend 6 to License 37-00611-03 for Budd Co Nuclear Sys Div, changing 
Condition 19 re use of 580930 operating stds as guidance. 

MASON, J.R. Atomic Energy Commission. 59/05/11. Ip. 41508:264-41508:264. 

“8706250057 Informs that RP Smith successfully completed health physics safety pro- 
gram conducted by Nuclear Sys on 590512-14 in Philadelphia, PA.Program in accord- 
ance w/AEC file outline. 

THOMPSON, C.F. Budd Co. 20535. 59/08/05. MILLER,W. Atomic Energy Commission, 
ip. 41510:023-41510:023. 

“8706250059 Amend 5 to License 37-00611-03 for Budd Co.Nuclear Sys Div, changing 
condition re authorized users of licensed matl. 

MASON, J.R. Atomic Energy Commission. 59/04/30. Ip. 41508:265-41508:265. 

“8706250064 Amend 4 to License 37-00611-03 for Budd Co.Nuclear Sys Div, amending 
license in entirety. 

MASON, J.R. Atomic Energy Commission. 59/02/17. 4pp. 41608:266-41508:270, 

“8706250078 Amend 3 to License 37-00611-03 for Budd Co.Nuclear Sys Div, extending 
expiration date from 580930 to 581231 & increasing max allowable possession limit 
from 15,000 Ci to 25,000 Ci. 

MASON.J.R. Atomic Energy Commission. 58/09/29. Ip. 41508:271-41508:271. 

“8706250080 Application for amend to License 37-0061 1-04,adding JA Collins as au- 
thorized user & changing address of Nuclear Sys Chicago ofc as listed.Certification of 
JA Collins health physics & safety training end. 

DEUTSCH.A. Budd Co. 6617. 59/07/24. MILLER.W.O. Atomic Energy Commission. 
Ip. 41510:024-41510:024. 

“8706250086 Partially withheld Itr discussing 571218 notification from Nucleonic Corp 
of America that Film Badge 26 showed exposure of 13 R for wk of 571202-07.Correc- 
tive actions difficult to suggest due to lack of cause. 

PARKER.W.E. Budd Co. 57/12/20. Atomic Energy Commission. 2pp. 41510:084- 
41510:085. 

“8706250089 Amend 2 to License 37-0061 1 -03 for Budd Co.Nuclear Sys Div, changing 
Condition 21 re address of byproduct matl use. 

MASON.J.R. Atomic Energy Commission, 58/09/05. Ip. 41508:272-41508:272. 

“8706250091 Informs that JA Collins successfully completed health physics & safety 
program conducted by Nuclear Sys on 590714-16 at Philadelphia.PA.Program con- 
ducted in accordance w/AEC file outline. 

THOMPSON,C.F. Budd Co. 20358. 59/07/20. MILLER,W.O, Atomic Energy Commis- 
sion. 3pp. 41510:025-41510:027. 

“8706250110 Amend 1 to License 37-00611-03 for Budd Co.Nuclear Sys Div, increas- 
ing max allowable possession limit of Co-60 from 10,000 Cl to 15,000 Ci per 580410 
& 18 discussions. 

MASON.J.R. Atomic Energy Commission. 58/04/28. Ip. 41508:273-41508:273. 

“8706250112 Partially withheld telex discussing rept that employee film badge showed 
dose of 13 roentgens for wk beginning 571202 for License 37-0061 1-03.Rept will be 
treated as Type “B” incident. 

KIRKMAN Atomic Energy Commission. 57/12/19. Atomic Energy Commission. Ip. 
41510:086-41510:086. 

“8706250114 Forwards current field operating instructions for use w/ gamma radiogra- 
phy equipment, per AEC request re License 37-0061 1-04.Procedures provided to field 
representatives & end in demonstration machines shipped to field. 

DEUTSCH.A. Budd Co. 5522. 59/06/15. BRINKMAN.R.E. Atomic Energy Commission. 
4pp. 41510:028-41610:031. 

“8706250117 Partially withheld Itr ack receipt of 570924 Itr providing further info on ra- 
diography device involved in 570906 incident at Richmond Engineering Co. 
ROGERS.L.R. Atomic Energy Commission. 57/10/09. PARKER.W.E, Budd Co. Ip. 
41510:087-41510:087. 

“8706250121 Forwards Amend 4 to License 37-00611-04 in response to 590522 
request. Instruction manuals submitted in Itr unacceptable per Condition 16 of License 
37-0061 1-04. Written procedures required prior to license renewal. 

BRINKMAN.R.E. Atomic Energy Commission. 18396. 59/05/29. DEUTSCH.A. Budd 
Co. Ip. 41510:032-41510:032. 

“8706250124 Confirms 570919 telcon re incident at Richmond Engineering on 
570906.Suggests that unwarranted blame placed on machine design by rept from 
Richmond Engineering. 

PARKER.W.E. Budd Co. 57/09/24. RODGERS, L. Atomic Energy Commission. 2pp. 
41510:088-41510:089. 

“8706250128 Ack receipt of 570722 Itr reporting possible overexposure to 
employee.Explanation of circumstances surrounding possible exposure & measures 
taken to preclude similar incidents appears satisfactory. 

ROGERS.L.R. Atomic Energy Commission. 57/07/31. PARKER.W.E. Budd Co. Ip. 
41510:090-41510:090. 

“8706250129 Submits addi info re application for renewal of License 37-0061 1-04.ln- 
struction manuals for listed Iriditron & Multitron models & Assembly 2-123 end for 
insp & approval. W/o ends. 

DEUTSCH.A. Budd Co. 4698. 59/05/22. BRINKMAN.R.E. Atomic Energy Commission. 
Ip. 41510:033-41510:033. 

“8706250137 Partially withheld Itr reporting possible overexposure to employee for wk 
of 5706 17-24, when film badge showed exposure of 1.7 R gamma radiation & conflict- 
ing dosimeter badge reading. 

PARKER.W.E. Budd Co. 57/07/22. Atomic Energy Commission. 2pp. 41510:091- 
41510:092. 

“8706250138 Forwards Amend 3 to License 37-0061 1-04, per 590424 request. License 
expires on 590531 .pending submission of written administrative instructions used in 
compliance w/Condition 16. Model 2-154 licensed. 

BRINKMAN.R.E. Atomic Energy Commission, 18396. 59/05/08. DEUTSCH.A. Budd 
Co. Ip. 41510:034-41510:034. 

“8706250153 License 37-00611-03 for Budd Co.Nuclear Sys Div.authorizing use of Co- 
60, Cs-1 37 & Tm-170 for R&D & fabrication & redistribution of sealed sources. 

* Atomic Energy Commission, 56/09/26. 3pp. 41508:274-41508:278. 


“8706250154 Ack receipt of 570606 Itr re rept of weekly exposure of 360 mR to em- 
ployee & circumstances surrounding exposure. 

ROGERS.L.R. Atomic Energy Commission. 57/06/25. PARKER.W.E. Budd Co. Ip. 
41510:093-41510:093. 

“8706250162 Partially withheld rept re slight overexposure to gamma radiation.During 
wk of 570520-26 employee received total exposure of 360 mrems.Preliminary survey 
of future machine damages will be conducted in loading facility. 

PARKER.W.E. Budd Co. 57/06/06. Atomic Energy Commission. Ip. 41510:094- 
41510:094. 

“8706250175 Partially withheld memo discussing site visit to determine type of equip- 
ment company used for handling radioactive matls in solution, powdered & other 
sealed forms of radioisotopes applied for. 

HITCH.J.W. Atomic Energy Commission, 58/02/17. Atomic Energy Commission. 3pp. 
41510:095-41510:098. 

“8706250176 Application for renewal of License 37-0061 1-03, authorizing use of Co- 
60,lr-192,Tm-170 & any byproduct matl between Atomic Numbers 3-83,inclusive. 
THOMPSON.C.F. Budd Co. 91408. 66/12/30. 2pp. 41508:279-41508:281. 

“8706250182 Ack receipt of 580408 rept of 13-wk total for employee flim badge read- 
ings. 

ROGERS, L.R. Atomic Energy Commission. 58/04/28. PARKER.W.E. Budd Co. Ip. 
41510:099-41510:099. 

“8706250186 Fonvards application for renewal of License 37-00611-03. Changes to op- 
erations since issuance of Amend 17 include reduction in Ci matl possessed, change 
in use of matl & change in waste disposal contractor. 

THOMPSON.C.F. Budd Co. 91408. 66/12/30. Atomic Energy Commission. Ip. 
41508:282-41508:282. 

“8706250190 Partially withheld rept of overexposure of 13-wks cumulative radiation 
dose of 3,000 mrems to employee. Fixed weekly review of all 13-wk cumulative doses 
Instituted & limit of 1,000 mrems/ 13 wks cumulative dose fixed. 

PARKER.W.E. Budd Co. 58/04/08. Atomic Energy Commission. 2pp. 41510:100- 
41510:101. 

“8706250197 Confirms 600308 telcon re validity of License 37-00453-03 issued to Uni- 
versal Technical Testing Labs.Inc.Licensee submitted timely application & license 
valid. 

MILLER.W.O. Atomic Energy Commission. 60/03/08. THOMPSON.C.F. Budd Co. Ip. 
41510:102-41510:102. 

“8706250198 Application for renewal of License 37-0061 1-03,authori2ing use of Co- 
60,lr-1 92, Tm-170 & any byproduct matl between Atomic Numbers 3-83, inclusive, for 
R&D & processing & redistribution. 

BUCK.J.H. Budd Co. 84694. 64/12/21. 2pp. 41509:135-41509:144. 

“8706250202 Informs that FL Ewald & JH Ferrier successfully completed health physics 
& safety program conducted by Instruments Div on 600216-18. 

THOMPSON.C.F. Budd Co. 60/02/19. MILLER.W. Atomic Energy Commission. Ip. 
41510:103-41510:103. 

“8706250208 Ack receipt of vendor 660926 Itr informing of employee exposure to ra- 
dioactive matl. 

PRICE, E.R.. Atomic Energy Commission. 66/10/06. BUCK.J.H. Budd Co. Ip. 
41509:145-41509:152. 

“8706250221 Discusses several applications for licenses which indicate radioisotope 
experience of individual users gained in training programs offered by Budd Co.Some 
applications revealed that actual experience not received. 

MILLER.W.O. Atomic Energy Commission. 60/02/18. BUCK.J.H. Budd Co. 2pp. 
41510:104-41510:105. 

“8706250226 Informs that RE Vincent successfully completed health physics & safety 
program conducted by Instruments Div on 600202-04. 

THOMPSON.C.F. Budd Co. 0899. 60/02/10. MILLER.W.O. Atomic Energy Commis- 
sion. 2pp. 41510:106-41510:107. 

“8706250238 Discusses 660126 transportation occurrence at American Airlines freight 
ofc in Toronto Inti Airport.involving damaged isotope shipment. Incident reported in 
660127 telcon & 660125 Itr.Case closed due to lack of dangerous exposure. 
RYAN.A.F, Atomic Energy Commission. 66/03/11. Atomic Energy Commission. Ip. 
41509:153-41509:153. 

“8706250242 Refers to Drawing 1-563, “Co-60 Source Changer Assembly & Details." 
Radiation profile of container & facsimile of label affixed to unit requested. 
MILLER.W.O, Atomic Energy Commission. 60/02/05. BUCK.J.H. Budd Co. Ip. 
41510:108-41510:108. 

“8706250246 Forwards application for renewal of License 37-00611-03 replacing radi- 
ation safety officer CJ Fitti w/CF Thompson & changing waste disposal contractor. 
BUCK.J.H. Budd Co. 64/12/21. Atomic Energy Commission. Ip. 41509:154- 
41509:155. 

“8706250256 Partially withheld Itr ack receipt of CJ Fitti 631010 Itr re termination of 
employment w/Budd Co. 

BRINKMAN.R.E. Atomic Energy Commission. 63/10/17. FITTI, C.J. Affiliation Not As- 
signed. Ip. 41509:156-41509:156. 

“8706250265 Partially withheld Itr requesting deletion of author name from License 37- 
00611-03 effective 631025 due to acceptance of position w/AEC, 

FITTI,C.J. Affiliation Not Assigned. 63/10/17. MASON.J. Atomic Energy Commission. 
Ip. 41509:157-41509:157. 

“8706250272 Application for renewal of License 37-0061 1-04,authorizing AV Kelley & 
ML Dion to use or supervise use of 10 Ci Co-60 & 60 Ci lr-192 in Nuclear Sys Models 
20,30,40 & 52 projectors for demonstration of industrial radiography techniques. 
PARKER.W.E. Budd Co. 8368. 57/12/19. 3pp. 41510:109-41510:1 1 1. 

“8706250284 Application for renewal of License 37-0061 1-03,authorizing use of Co- 
60, lr-192,Tm-1 70 & any byproduct matl between Atomic Numbers 3-83,inclusive,for 
R&D & processing & redistribution. 

BUCK,J.H. Budd Co. 48190. 62/12/04. 2pp. 41509:158-41509:159. 
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-8706250288 Application for amend to License 37-0061 1-04.deleting AV Kelley & ML 
Dion & adding RR Parish & RS Halladay to license for listed ofcs & authorizing listed 
persons as users or supervisors of licensed matl use. 

DEUTSCH,A. Budd Co. 18396. 59/04/24. MASON, J.R. Atomic Energy Commission. 
2pp. 41510:035-41510:036. 

—8706250291 Requests list of stales which use radioactive mails per recent change in 
procedures for License 37-0061 1-04, List should be limited to states which normally 
use mails. 

HITCH, J.W. Atomic Energy Commission. 57/12/16. STEVENS,A.J. Budd Co. 2pp. 
41510:112-41510:115. 

-8706250292 Forwards application for renewal of License 37-00611-03. 

BUCK.J.H. Budd Co. 48190. 62/12/04. CUNNINGHAM, R.E. Atomic Energy Commis- 
sion. Ip. 41509:160-41509:160. 

—8706250299 Requests response to 590218 Ur re waste disposal & air sampling.per 
"Operation Stds for Nuclear Sys Radiation Facility" & training & experience of LP Far- 
rell & AK Krasnow for amend to License 37-00611-04. 

BRINKMAN. F.E. Atomic E'iC.'cy Commission. 13413. 59/04/14. STEVENS, A.J. Budd 
Co. Ip. ^:”1>037-^';;ITC3/ '' 

-8706250301 Returns incorrect License 36-0061 1-04, per request. 

STEVENS, A. J. Budd Co. 57/05/23. HITCH, J.W. Atomic Energy Commission. Ip. 
41510:116-41510:116. 

—8706250303 Forwards new License 37-00611-04 which supersedes License 36-00611- 
04. 

HITCH,J.W. Atomic Energy Commission. 57/05/17, STEVENS, A.J. Budd Co. 1p. 
41510:117-41510:117. 

-8706250305 Forwards Amend 4 to License 37-0061 1-03.per 580815 

application.License 37-00611-04 amend & renewal, requested on 580513 & 1015, not 
performed.Outline of training & experience w/radioisotopes for listed persons request- 
ed. 

BRINKMAN,R.E. Atomic Energy Commission. 59/02/18. STEVENS,A.J. Budd Co. 2pp. 
41510:038-41510:039. 

-8706250316 Application for amend to License 37-0061 1-04, removing AV Kelley & 
adding listed persons as users or supen/isors of licensed matl. 

PARKER, W.E. Budd Co. 13413. 58/10/03. MASON, J.R. Atomic Energy Commission. 
2pp. 41510:040-41510:041. 

“8706250319 Fon/vards application for amend to License 37-0061 1-04,adding J Hall as 
user of radiographic equipment & sources.J Hall received 2 wks of specialized training 
at Philadelphia facility. 

WILSON, R.W. Budd Co. 10169. 58/04/10. MASON.J.R. Atomic Energy Commission. 
Ip. 41510:042-41510:042. 

-8706250321 Application for amend to License 37-0061 1-04, adding J Hall as authorized 
user. 

HALUJ. Budd Co. 10169. 58/04/10. 2pp. 41510:043-41510:044. 

“8706250324 Forwards application for amend to License 37-00611-04, deleting DA El- 
liott as authorized user. Info requested m rog'st'atic^ for Agreement State program. 
PARKER, W.E. Budd Co. 8368. 57/ 12/: 9 HiTC-i.J.'A'. Atomic Energy Commission. Ip. 
41510:045-41510:045. 

“8706250335 Advises that Kelley, M Dion & Elliott will be storing Model 20,30,40 & 52 
machines in sales ofcs.Machines will be located at opposite end of ofcs from desks & 
dose rate at desks should never exceed 1 milliroentgen/h. 

STEVENS.A.J. Budd Co. 57/04/25. HITCH, J.W. Atomic Energy Commission. 2pp. 
41510:118-41510:119. 

—8706250336 Forwards Amend 13 to License 37-0061 1-03.Authorization of use of Co- 
60 more appropriate under License 37-00611-03 than under License 37-00611- 
04. Leak testing of sources authorized by Amend 2 to US Steel Corp License 37- 
02375-06. 

BRINKMAN, R.E. Atomic Energy Commission. 61/10/11. THOMPSON, C.F. Budd Co. 
ip. 41509:161-41509:163. 

-8706250340 Discusses 570425 telcon from Stephens of Budd Co re Itr requesting fur- 
ther info on control of equipment used for demonstration purposes.Salesmen should 
be permitted to store equipment in ofcs.Application forthcoming. 

MORGAN, G.W. Atomic Energy Commission. 57/04/25. Atomic Energy Commission. 
1p. 41510:120-41510:120. 

—8706250343 Application for amend to License 37-0061 1-03, authorizing increase of 
possession limit of 90,000 Ci of Co-60 to accommodate Co-60 purchased from Wes- 
tinghouse test reactor. 

BUCK,J.H. Budd Co. 42991. 62/04/26. Atomic Energy Commission. Ip. 41509:164- 
41509:164. 

—8706250347 Requests address where sources will be permanently housed & descrip- 
tions of each facility to complete review of recent applications for amends to License 
37-0061 1-04, adding Cobalt & iridium sources. 

HITCH, J.W. Atomic Energy Commission. 57/04/22. STEVENS.A.J. Budd Co. 1p, 
41510:121-41510:121. 

—8706250353 Forwards applications for license for ML Dion & DA Elliott. Dion & Elliott 
passed extensive training program under author personal supervision. 

STEVENS.A.J. Budd Co. 57/04/09. MORGAN Atomic Energy Commission. Ip, 
41510:122-41510:122. 

—8706250354 Application for amend to License 37-0061 1-04, authorizing use of six add! 
source holders containing 27 Ci each of Co-60 at US Steel Corp, Fairless Works.US 
Steel covered by License 37-02375-06. 

THOMPSON, C.F. Budd Co. 37708. 61/10/03. BRINKMAN.R. Atomic Energy Commis- 
sion. 3pp. 41509:165-41509:167. 

—8706250361 Forwards application for renewal of License 37-00611-03. 

BUCK.J.H. Budd Co. 31582. 61/01/06. MASON.J.R. Atomic Energy Commission. Ip. 
41509:168-41509:169. 

—8706250366 Forwards application for renewal of License 10-00280-01 for AV Kelley. 
STEVENS, A. J. Budd Co. 57/04/09. MORGAN Atomic Energy Commission. Ip, 
41510:123-41510:123. 


“8706250372 Application for renewal of License 37-0061 1-03, authorizing use of Co- 
60, lr-192,Tm-1 70 & any byproduct matl between Atomic Numbers 3-83, inclusive, for 
R&D & processing & redistribution. 

BUCK.J.H. Budd Co. 31582. 61/01/06. 2pp. 41509:170-41509:171. 

-8706250378 Application for license authorizing DA Elliott to use or supervise use of 60 
Ci lr-192 & 10 Ci Co-60 sealed sources in Nuclear Sys remote exposure units. 
STEVENS, A.J. Budd Co. 57/04/09. 4pp. 41510:124-41510:127. 

-8706250379 Informs of importation of shipment of 400 Ci Co-60 by Budd Co of 
Philadelphia, PA. Portion of 600826 request for add info re US Steel Corp application 
for license end. 

MCARDLE.T.J. Treasury, Dept, of, U.S. Customs Service. 60/08/31. Atomic Energy 
Commission. 2pp. 41509:172-41509:173. 

-8706250397 Application for license authorizing AV Kelley to use or supervise use of 
60-Ci lr-192 & 10-Ci Co-60 sealed sources in Nuclear Sys remote exposure units. 
STEVENS,A.J. Budd Co. 57/04/09. 4pp. 41510:128-41510:131. 

-8706250404 Application for amend to License 37-0061 1 -03, relaxing Condition 20.A re- 
quirements re leak testing of sources received from customers & immediately pre- 
pared for sea burial. 

KELLEY, A.V. Budd Co. 28475. 60/08/01. MILLER,W.O. Atomic Energy Commission. 
2pp. 41509:174-41509:175. 

-8706250408 Application for license, authorizing ML Dion to use or supervise use of 60- 
Ci lr-192 & 10-Ci Co-60 sealed sources in Nuclear Sys remote exposure units. 
STEVENS, A.J. Budd Co. 57/04/09. 5pp. 41510:132-41510:136. 

-8706250415 Application for amend to License 37-0061 1-03, increasing max possession 
amount from 5,000 Ci to 1 5,000 Ci. 

KELLEY.A.V. Budd Co. 27902. 60/07/12. MILLER.W. Atomic Energy Commission. Ip, 
41509:176-41509:177. 

-8706250425 Informs of change of div name from Nuclear Sys Div to Budd Co Instru- 
ment Div & change of address. 

BUCK,J.H. Budd Co. 8812. 59/12/23. MILLER, W.O. Atomic Energy Commission. Ip. 
41509:178-41509:178. 

-8706250440 Application for amend to License 37-0061 1-03,changing div name from 
Nuclear Sys Div to Instruments Div of Budd Co & changing authorized user names. 
BUCK.J.H. Budd Co. 23014. 59/12/14. MASON.J.R. Atomic Energy Commission. Ip. 
41509:179-41509:179. 

-8706250442 Fonvards License 37-00611-03 issued to cover matl noted in Item 6 of 
license. Detailed description of equipment for handling radioactive mails in 
gaseous, powders or liquid forms required. 

HITCH, J.W. Atomic Energy Commission. 56/09/28. STEVENS.A.J. Budd Co. 2pp. 
41509:021-41509:023. 

-8706250449 Application for amend to License 37-0061 1 -03,adding name of JH Buck 
to iiconso 

BUCK.J.H. Budd Co. 8779. 59/11/06. MASON.J.R, Atomic Energy Commission. Ip. 
41509:180-41509:181. 

-8706250450 Forwards assembly drawings for two source storage wells & detail draw- 
ings of some components.Wells sunk in concrete, Min shielding will be represented by 
50 inches of concrete or 35 inches of stainless steel. 

STEVENS.A.J. Budd Co. 56/09/18. HITCH, J.W. Atomic Energy Commission. 3pp. 
41509:024-41509:026. 

-8706250467 Requests addi info supporting recommendation that Budd Co be required 
to perform bioassays of personnel performing decontamination of hot cells, as dis- 
cussed in cover memo of compliance rept on insp on 581218 of License 37-0061 1-03. 
ROGERS.L.R. Atomic Energy Commission. 59/08/12. MANN.M.M. Atomic Energy 
Commission. Ip. 41509:182-41509:182. 

“8706250469 Ack receipt of 560904 Itr re application for broad license for isotope 
procurement.SuppI to Std NS-10-100 provided. 

STEVENS, A.J. Budd Co. 56/09/14. HITCH, J.W. Atomic Energy Commission. 2pp. 
41509:027-41509:029. 

-8706250479 Informs that Nuclear Sys Div of Budd Co may receive Tm-170 as sintered 
thulium oxide encapsulated in aluminum capsules under License 37-00611-03. 
PHILIPSON.J.B. Atomic Energy Commission. 59/08/13. MASON.J.R. Atomic Energy 
Commission. Ip. 41509:183-41509:183. 

-8706250480 Confirms several points discussed during recent visit on 56081 5. Indication 
of procurement limit instead of possession limit necessary for tritium. 

HITCH, J.W. Atomic Energy Commission. 56/09/04. STEVENS.A.J. Budd Co. 2pp. 
41509:030-41509:032. 

-8706250486 Forwards application for license & recently established operating stds for 
radiation facility. 

STEVENS, A. J. Budd Co. 66/08/29. ROGERS, L. Atomic Energy Commission. Ip. 
41509:033-41509:033. 

“8706250491 Application for license authorizing AJ Stevens, A Deutsch & CF Thompson 
to use or supervise use of mails for fabrication of sealed sources for sale to custom- 
ers & for use in research. 

• Budd Co. 56/08/28. 2pp. 41509:034-41509:035. 

“8706250497 Requests advice as to whether License 37-00611-03 would cover vendor 
request for irradiation of 1 .6 g sintered thulium oxide. 

PHILIPSON.J.B. Atomic Energy Commission. 7000. 59/08/11. JOHNSON, L.E. Atomic 
Energy Commission. Ip. 41509:184-41509:185. 

“8706250510 Trip rept of visit to Nuclear Sys.Philadelphia.PA re Nuclear Sys Model 
1 060A radiography projector. 

BRINKMAN, R.E., GINTZ.LP. Atomic Energy Commission. 58/08/08. Atomic Energy 
Commission. 5pp. 41509:196-41509:201. 

—8706250512 Discusses Idaho Falls AEG inquiry into whether Nuclear Sys Div of Budd 
Co License 37-00611-03 covers use of thulium oxide.ldaho Falls will be advised that 
Nuclear Sys Div can receive sintered thulium oxide in aluminum capsules. 
BRINKMAN,R.E. Atomic Energy Commission. 59/08/13. Atomic Energy Commission. 
Ip. 41509:186-41509:189. 
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—8706250521 Ack receipt of 580625 Itr re Model L hot rodder.Agreement expressed 
that users should be taken into consideration for evaluation.Radiation levels associat- 
ed w/device unclear from info submitted.Comments requested.W/record of 580410 
telcon. 

HITCHJ.W. Atomic Energy Commission. 58/07/25. DEUTSCH.A. Budd Co. 3pp, 
41509:202-41509:205. 

-8706250522 Discusses 56081 5 visit to Budd Co in response to request for broad li- 
cense arrangement for radioisotopes. 

HITCH.J.W. Atomic Energy Commission. 56/08/27. Atomic Energy Commission. 5pp. 
41509:036-41509:041. 

-8706250528 Trip rept of 580217 visit to Nuclear Sys Div of Budd Co, Philadelphia, PA 
re determination of company equipment for handling of radioactive matls in 
solution,powdered & in sealed forms. 

HITCH.J.W. Atomic Energy Commission. 58/02/17. Atomic Energy Commission. 2pp. 
41509:206-41509:208. 

—8706250530 Fonwards Drawings PC-D-954-1 1 & 1 2 indicating results of survey com- 
pleted on 560816 of radioaction facilities-.W/o end. 

BANMILLER,P.F. Budd Co. 56/08/17. HITCH,J.W. Atomic Energy Commission. Ip. 
41509:042-41509:042. 

—8706250538 Ack receipt of 560418 Itr & revised Drawing PC-B-954-2. Survey of area 
w/radioactive matl In cave should be sufficient. 

HiTCH,J.W. Atomic Energy Commission. 56/04/23. WALLACE, R.L Budd Co. Ip. 
41509:043-41509:043. 

-8706250541 Application for amend to License 37-0061 1-03, authorizing increase of ac- 
quisition limit from 50,000 to 100,000 Ci. 

DEUTSCH.A. Budd Co. 19776. 59/06/26. MASON, J.R. Atomic Energy Commission. 
Ip. 41509:190-41509:190. 

—8706250542 Ack receipt of application for amend to license to increase possession 
limit for various isotopes authorized.Visit will be arranged to discuss problems w/re- 
quest. 

HITCH,J.W. Atomic Energy Commission. 7416. 57/11/22. PARKER.W.E. Budd Co. 
2pp. 41509:209-41509:210. 

-8706250547 Forwards revised Drawing PC-B-954-2 in response to 560412 Itr.W/o 
end. 

BANMILLER.P.F. Budd Co. 56/04/18. HITCH.J.W. Atomic Energy Commission. Ip. 
41509:044-41509:045. 

-8706250552 Forwards Amend 5 to License 37-0061 1 -03 & Amend 2 to License 37- 
00611-07,Radiation protection programs should be revised to reflect change of per- 
sonnel. 

MILLER.W.O. Atomic Energy Commission. 59/04/30. DEUTSCH.A. Budd Co. Ip. 
41509:191-41509:193. 

-8706250553 Ack receipt of plans for const of hot cell.Possibitity of 90 degree scatter 
which may occur through entrance to cave on Drawings PC-B-954-2 & 3 noted. 
HITCH,J.W. Atomic Energy Commission. 56/04/12. WALLACE.R.L Budd Co. 5pp. 
41609:046-41509:051. 

-8706250557 Application for license, authorizing use of listed elements, including Co-60 
& lr-192 for R&D & fabrication of sealed sources & processing for redistribution to 
AEG licensed users.User training & experience also end. 

STEVENS,A.J. Budd Co. 7416. 87/06/17. 7pp. 41509:211-41509:218. 

-8706250561 Ack receipt of NRC 590408 Itr re local application' of Model 1060.NRC 
will be notified if customers have certain applications. 

DEUTSCH,A. Budd Co. 3612. 59/04/20. BRINKMAN.R.E. Atomic Energy Commission. 
1p. 41509:194-41509:195. 

-8706250563 Forwards application for proposed license increase. License application 
for cobalt source intended for display purposes at AIF forum show in NY & metal 
show in Chicago will be submitted. 

PARKER.W.E. Budd Co. 6334. 57/10/09. HITCH, J. Atomic Energy Commission. 3pp. 
41509:219-41509:222. 

-8706250566 Discusses ofc visit of WE Parker & AJ Stevens from Nuclear Sys Div of 
Budd Co,Philadelphia,PA on 570630.WE Parker training & experience & calculated 
dose rate for exposure of 50 Ci Co-60 located at ctr of cave also end. 

HITCH.J.W., PAGE.R.G., SMITH, D.A. Atomic Energy Commission. 57/07/31. Atomic 
Energy Commission. 9pp. 41 509:223-41 509:234. 

-8706260008 Partially withheld request for removal of WE Parker from Licenses 37- 
00611-03 & 37-0061 1-04.Resignation submitted on 590415. 

PARKER.W.E. Budd Co. 3457. 59/04/16. MASON, J.R. Atomic Energy Commission. 
Ip. 41509:052-41509:052. 

—8706260014 Requests that AJ Stevens be removed from license. 

STEVENS, A.J. Budd Co. 59/04/16. MASON,J.R. Atomic Energy Commission. Ip. 
41509:053-41509:055. 

—8706260021 Confirms telcon re request that License 37-00611-04 be amended to 
permit possession of 25,000 Ci Co-60 for inventory purposes only. 

PARKER.W.E. Budd Co. 58/09/23. MILLER.W.O. Atomic Energy Commission. Ip. 
41509:056-41509:056. 

-8706260028 Application for renewal of Licenses 37-00611-03 & 37-0061 1 -04, authoriz- 
ing AJ Stevens, WE Parker, A Deutsch & CF Thompson to use or supervise use of 
25,000 Ci Co-60 to fabricate sealed sources for resale to authorized buyers. 

STEVENS, A.J. Budd Co. 58/08/15. 2pp. 41509:057-41509:058. 

-8706260034 Forwards application for renewal of Licenses 37-00611-03 & 37-00611- 
04. 

PARKER.W.E. Budd Co. 58/08/15. HITCH.J. Atorhic Energy Commission. Ip. 
41509:059-41509:059. 

-8706300282 Informs that end proposed Itr to Budd Co re end training certificate Im- 
plying AEC endorsement of training program, will not be sent to licensee.Licensee will 
correct wording, per 600617 meeting w/AEC. 

HOPKINS, D.R. Atomic Energy Commission. 60/07/01. Atomic Energy Commission. 
2pp. 41509:087-41509:088. 


8706170492 Final Response to FOIA request re 860825-29 insp S&W QA program for 
plant for design requalification of piping & pipe supports.Forwards documents listed in 
App D.App E documents withheld in entirety (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. BAUMAN.L 
Government Accountability Project. 5pp. 41383:139-41383:159. 

-8706170587 Rev 4 to Project Procedure CPPP-1, “Mgt Plan for Project Quality (Piping 
Sys Qualification/Requalification).” Attachments 9-1,9-2,9-3,9-4 & 9-5 of Project Pro- 
cedure CPPP-6 end. 

BURNS,R., FONSECA.C.A., WRUCKE.R.R. TU Electric (formerly Texas Utilities Gen- 
erating Co.). 86/04/25. 14pp. 41383:146-41383:159. 

8706170499 FOIA request for documents re nuclear employee data sys which became 
fully operational on 870420. 

BAUMAN.L. Government Accountability Project. 87/05/18. NRC - No Detailed Affili- 
ation Given. 3pp. 41383:160-41383:162, 

8706170542 First partial response to FOIA request for documents re presentation of Nu- 
clear Employee Data Sys to NRC.Forwards App A document.Apps A & B documents 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. BAUMAN.L. 
Government Accountability Project. 3pp. 41383:163-41383:192. 

-8706170561 Presentation of Nuclear Employee Data Sys to Region 1 . 

• Affiliation Not Assigned. 85/10/16. 27pp. 41383:166-41383:192. 

8706170551 FOIA request for info re cows described in facility Radiological Monitoring 
Rept 10 for 1977. 

NICKERSON.J. Affiliation Not Assigned. 87/04/27. NRC - No Detailed Affiliation 
Given. Ip. 41389:116-41389:116. 

8706170563 Final response to FOIA request for info re environ monitoring rept samples 
& Insp Rept 50-293/78-27.App A documents already available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. 

NICKERSON.J. Affiliation Not Assigned. 2pp. 41389:117-41389:118. 

8706180195 FOIA request for documents re Boulder Scientific Co applications for 
source, SNM & byproduct matl licenses & documents re granting of licenses. 
SPERLING, L.I. McKenna, Conner & Cuneo. 87/04/28. NRC - No Detailed Affiliation 
Given. 2pp. 41408:141-41408:142. 

8706180207 Final response to FOIA request for documents re Boulder Scientific 
Co.Forwards App A,B & C documents.App A.B & C documents also available in 
PDR.APP D info partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/15. 

SPERLING.L.!. McKenna, Conner & Cuneo. 16pp. 41408:143-41408:356. 

-8706180239 Forwards application for byproduct matl to be used in beryllium process 
analyzer Model 400.Dynamic Metals (;orp request to use analyzer will soon be 
received. Related documents end. 

BIRMINGHAM.J.M. Boulder Scientific Co. 0193. 60/11/12. BRINKMAN.R.E. Atomic 
Energy Commission. 13pp. 41408:159-41408:171. 

-8706180249 Submits addi info in support of application to use Model 400 beryllium 
process analyzer, per 601213 telcon. Listed comments pertain to end photograph of 
Model 400.W/O end. 

BIRMINGHAM, J.M. Boulder Scientific Co. 6719. 60/12/14. MILLER.W.O. Atomic 
Energy Commission. Ip. 41408:172-41408:172. 

-8706180256 Application for renewal of License 05-061 39-01, authorizing use of 2.2 Ci 
Sb-124 sealed source for development & mfg of devices for detection & analysis of 
beryillium. 

BIRMINGHAM,J.M. Boulder Scientific Co. 40344. 62/01/19. 2pp. 41408:173- 

41408:174. 

-8706180259 Forwards application for renewal of License 05-06139-01. Supporting 
documentation end. 

BIRMINGHAM.J.M. Boulder Scientific Co. 40344. 62/01/19. MASON, J.R. Atomic 
Energy Commission. 13pp. 41408:175-41408:187. 

-8706180270 Application for renewal of License 05-061 39-01, authorizing use of 2.2 Ci 
Sb-124 sealed sources for development & mfg of devices for detection & analysis of 
beryllium. 

BIRMINGHAM.J.M. Boulder Scientific Co. 57091. 64/01/27. 2pp. 41408:188- 

41408:189. 

-8706180280 Application for renewal of License 05-061 39-01, authorizing use of 4.4 Ci 
Sb-124 sealed sources for development & mfg of devices for detection & analysis of 
beryllium. 

BIRMINGHAM.J.M. Boulder Scientific Co. 74468. 66/01/25. 3pp. 41408:190- 
41408:192. 

-8706180281 Forwards application for renewal of License 05-06139-01, 
BIRMINGHAM.J.M. Boulder Scientific Co. 66/01/25. Atomic Energy Commission, ip. 
41408:193-41408:193. 

-8706180288 Application for renewal of License 05-061 39-01 .authorizing use of Sb-124 
sealed sources for development & mfg of devices for detection & analysis of beryllium 
& authorizing JM Birmingham & GJ Thompson to use or supervise use of matl. 
BIRMINGHAM.J.M. Boulder Scientific Co. 100199. 68/01/30. 2pp. 41408:194- 
41408:195. 

-8706180292 Forwards application for renewal of License 05-061039-01. 
BIRMINGHAM.J.M. Boulder Scientific Co. 100199. 68/01/30. CUNNINGHAM, R.E. 
Atomic Energy Commission. lp. 41408:196-41408:196. 

-8706180303 Amend 2 to License 05-06139-01 for Boulder Scientific Co. authorizing 
use of 1,200 mCi Sb-124 sealed sources for development & mfg of devices for detec- 
tion & analysis of beiyllium. 

MASON, J.R. Atomic Energy Commission. 60/06/08. 2pp. 41408:197-41408:198. 

-8706180306 Application for license.authorizing use of 1,450 mCi Sb-124 sealed 
sources for development & mfg of devices for detection & analysis of beryllium in field 
& lab. 

BIRMINGHAM.J.M. Boulder Scientific Co. 22912. 59/12/11. 2pp. 41408:199- 
41408:200. 
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-8706180308 Amend 4 to License 05-06139-01 for Boulder Scientific Co. authorizing 
use of 2.2 Ci Sb-124 for development & mfg of devices for detection & analysis of 
beryllium. 

MASON, J.R. Atomic Energy Commission. 61/06/23. 2pp. 41408:201-41408:202. 

“8706180310 Forwards application for amend to License 05-05825-01 to enable mfg & 
sale of beryllium detection & analysis devices. Development & mfg sealed sources 
also included in application. 

BIRMINGHAM, J.M. Boulder Scientific Co. 59/12/11. BRINKMAN.R.E. Atomic Energy 
Commission. Ip. 41408:203-41408:203. 

“8706180316 Forwards License 05-061 39-01. License previously issued as individual 
user should be canceled.Requests details of training procedures for customers & info 
listed in end bulletin on licensing mfg of sealed sources. 

MILLER.W.O. Atomic Energy Commission. 60/02/10. BIRMINGHAM, J.M. Boulder Sci- 
entific Co. 2pp. 41408:204-41408:205. 

“8706180323 Advises that labels.including radiation caution symbol & statement of 
quantity & kind of radioactive matt.affixed.per 600210 Itr.Requests cancellation of Li- 
cense 05-05825-01. 

BIRMINGHAM, J.M. Boulder Scientific Co. 60/02/20. MILLER,W.O. Atomic Energy 
Commission. 3pp. 41408:206-41408:208. 

“8706180325 Requests permission to display & demonstrate beryllium analyzer Model 
200 at Natl Western Mining & Energy Conference in Denver,CO on 600421 -23. Layout 
of demonstration area end. 

BIRMINGHAM.J.M. Boulder Scientific Co. 1673. 60/03/26. BRINKMAN.R.E. Atomic 
Energy Commission. Ip. 41408:209-41408:209. 

“8706180356 Amend 1 to License 05-06139-01 for Boulder Scientific Co, amending 
Condition 18 to allow demonstration & display of beryllium analyzer Model 200 at Natl 
Western Mining & Energy Conference on 600421 -23.Related documents end. 

MASON, J.R. Atomic Energy Commission. 60/04/01. 5pp. 41408:210-41408:214. 

“8706180369 Application for amend to License 05-06139-01 .authorizing possession of 

1.200 mCi & use of AECL radiography Capsule RC3 Type C-i05,RC5 Type C-106 & 
RC8 Type C-107. 

BIRMINGHAM.J.M. Boulder Scientific Co. 60/04/28. BRINKMAN.R.E. Atomic Energy 
Commission. Ip. 41408:215-41408:215. 

“8706180373 Fonwards Amend 2 to License 05-061 39-01. Form AEC-313 proper form 
for any organization making application for byproduct matl license. Drawings being re- 
turned as requested. 

BRINKMAN.R.E. Atomic Energy Commission. 60/06/08. BIRMINGHAM.J.M. Boulder 
Scientific Co. Ip. 41408:216-41408:216. 

“8706180387 Application for amend to License C5-C61 39-01. authorizing use of AECL 
Sources RC-3,RC-5 & RC-8 in beryllium analyzer Mo-jo! 2C0 C-awng of mod encl.Also 
requests permisson to incorporate source holder in all analyzer rntg.” 
BIRMINGHAM.J.M. Boulder Scientific Co. 3576. 60/07/09. BRINKMAN.R.E. Atomic 
Energy Commission. 2pp. 41408:217-41408:218. 

-8706180395 Application for amend to License 05- C-3- 33-01 a :thcri 2 'ng possession of 

2.200 mCi & use of US Nuclear Corp sealed so.j.'CO 'ypcs 3130 S 3200 in beryllium 
analyzer Model 200. Requests list of licenses issued sirice 600101. 

BIRMINGHAM.J.M. Boulder Scientific Co. 4694. 60/08/28. BRINKMAN.R.E. Atomic 
Energy Commission. 1p. 41408:219-41408:219. 

“8706180405 Fon^/ards Amend 3 to License 05-061 39-01. Condition 15 excepts part of 
600709 Itr re personnel monitoring. Recommends use of film badge svc & low range 
pocket dosimeter. 

BRINKMAN.R.E. Atomic Energv Commission. 60/09/12. BIRMINGHAM.J.M. Boulder 
Scientific Co. 2pp. 41 408:220-41 408.221. 

“8706180409 Advises that AEC will contact applicant upon receipt of addi info from 
AECL re AECL Models RC-3,RC-5 & RC-8. 

MILLER.W.O. Atomic Energy Commission. 60/10/25. BIRMINGHAM.J.M. Boulder Sci- 
entific Co. Ip. 41408:222-41408:222. 

“8706180420 Requests no licensing action be taken w/Boulder Scientific Co under Li- 
cense 05-06139-01 until info re contamination of facilities w/antimony 
resolved.Contamination caused by ruptured source. 

ROGERS, LR. Atomic Energy Commission. 60/12/01, MASON, J.R. Atomic Energy 
Commission, 2pp. 41408:223-41408:224. 

“8706180434 Application for amend to License 05-061 39-01. authorizing use of AECL 
sealed source Type C-1 64 {SRC-3). 

BIRMINGHAM.J.M. Boulder Scientific Co. 34891. 61/05/22. BRINKMAN.R.E. Atomic 
Energy Commission. Ip. 41408:225-41408:225. 

—8706180449 Advises that Railway Express Agency, I no will act as custom broker in pre- 
paring 610626-27 entry of Sb-124 stainless steel capsule Type C-1 64 for Boulder Sci- 
entific Co. Invoice info listed. 

THOMPSON, R.A. Railway Express Agency, Inc. 61/06/23. Atomic Energy Commis- 
sion. 1p. 41408:226-41408:226. 

“8706180456 Advises that Boulder Scientific Co not authorized to receive Sb-124 pel- 
lets of size to fit into stainless steel capsule C-l64.License covers only encapsulated 
matl. 

MASON, J.R. Atomic Energy Commission. 61/06/29. THOMPSON, R.A. Railway Ex- 
press Agency, Inc. 2pp. 41408:227-41408:228. 

“8706180460 Informs of importation of one shipment of radioactive antimony consigned 
to Boulder Scientific Co.Consumption Entry 0-03, dtd 610703, 

MCARDLE,T.J. Treasury, Dept, of, U.S. Customs Service. 61/07/03. Atomic Energy 
Commission. 1p, 41408:229-41408:229. 

“8706180506 Informs that insufficient info exists in 610727 Itr re import of Sb-124 by 
Boulder Scientific Co to advise if import authorized.Import of Sb-124 must be as speci- 
fied in Boulder license to be authorized. 

MASON, J.R. Atomic Energy Commission. 61/08/10. THOMPSON, R.A. Railway Ex- 
press Agency, Inc. Ip. 41408:230-41408:230. 

“8706180508 Requests AEC advise US Customs in Denver, CO of authorization to ship 
radioactive matl covered by end invoice to Boulder Scientific Co. 

THOMPSON, R.A. Railway Express Agency. Inc. 26284. 61/07/27. MASON JR 
Atomic Energy Commission. Ip. 41408:231-41408:231. 


“8706190009 Advises that Boulder Scientific Co licensed to receive Sb-124 described 
as AECL Type C-164.per 610816 Itr.AEC unable to correlate 610816 Itr w/packinq siio 
covering two sealed sources totaling 293.5 mCi Sb-124 w/610727 invoice. 
MASON,J.R. Atomic Energy Commission. 61/08/20. THOMPSON.R.A. Railwav Ex 
press Agency. Inc. Ip. 41408:232-41408:232. ^ 

“8706190013 Requests AEC check end invoice against Boulder Scientific Co license & 
advise collector of customs, Denver, CO on authorization to release matl. 

THOMPSON, R.A. Railway Express Agency, Inc. 61/08/16. MASON, J.R. Atomic 
Energy Commission, ip. 41408:233-41408:233. 

“8706190015 Advises that import of two Type C-1 64 Sb-124 sources described in 
AECL Packing Slip PS 13109A authorized by Boulder Scientific Corp under License 
05-0639-01. 

MASON, J.R. Atomic Energy Commission. 61/08/22. Treasury. Dept. of. U S Customs 
Service. 1p. 41408:234-41408:234. 

“8706190017 Amend 5 to License 05-06139-01 for Boulder Scientific Co. extending ex- 
piration date to 640229,changing symbol license number to B64,dGleting Condition 17 
& amending Item 7.A re use of AECL & Isotopes Specialties Co scc'od scurqo? 
MASON, J.R. Atomic Energy Commission. 62/01/29. Ip. 4''^-03:235-4 ■■ 138:225 

“8706190020 License 05-06139-01 for Boulder Scientific Co, authorizing use of 600 mCi 
Sb-124 sealed source in Isotpoes Specialties Co Model 1032 for development & mfg 
of devices for detection & analysis of beryllium. 

MASON.J.R. Atomic Energy Commission. 60/02/01. 2pp. 41408:236-41408:237. 

“8706190023 Amend 3 to License 05-06139-01 for Boulder Scientific Co, amending li- 
cense in entirety. 

MASON.J.R. Atomic Energy Commission, 60/09/12, 3pp. 41408:238-41408:240. 

“8706190026 Submits rept re shipments of radioactive matl.Consumption Order O- 
0727,dtd 621109,consists of one drum of radioactive antimony consigned to License 
05-06139-01. 

DARNELL, F.F. Treasury, Dept, of, U.S. Customs Service. 62/11/09. Atomic Energy 
Commission. Ip. 41408:241-41408:241. 

“8706190031 Submits rept re shipments of radioactive matl.Consumption Order 0- 
01107,dtd 6301 08, consists of one drum radioactive 900 mCi antimony consigned to 
License 05-06139-01 for Boulder Scientific Co. 

MECOMBER.H.H. Treasury, Dept, of, U.S. Customs Service. 63/01/08. Atomic Energy 
Commission, Ip, 41408:242-41408:242. 

“8706190034 Application for amend to License 05-061 39-01 .authorizing RC Knupp.GJ 
Thomson & VJ Crosetti to use instruments w/ Sb-124 & granting permission to display 
. & demonstrate beryllium analyzer Model 200 during conference on 630207-09. 
BIRMINGHAM, J.M. Boulder Scientific Co. 49002. 63/01/20. BRINKMAN.R.E. Atomic 
Energy Commission. 5pp. 41408:243-41408:247. 

“8706190040 Forwards Amend 6 to License 05-061 39-01. License does not authorize 
use of radioisotopes in Agreement States, Licensee advised to write state regulatory 
agency responsible for byproduct mails. 

BRINKMAN.R.E. Atomic Energy Commission. 63/01/29. BIRMINGHAM.J.M. Boulder 
Scientific Co. Ip. 41408:248-41408:248. 

“8706190045 Amend 6 to License 05-06139-01 for Boulder Scientific Co, authorizing 
JM Birmingham, RC Knupp.GJ Thompson & VJ Crosetti to use &/or supervise use of 
licensed mails & amending Condition 1 1 re use of mails in Agreement States. 
MASON.J.R. Atomic Energy Commission. 63/01/29. Ip. 41408:249-41408:249. 

“8706190053 Forwards application for renewal of License 05-06139-01 which expires 
on 640229. 

BIRMINGHAM.J.M. Boulder Scientific Co. 64/01/27. CUNNINGHAM, R.E. Atomic 
Energy Commission, Ip. 41408:250-41408:250, 

“8706190055 Application for amend to License 05-061 39-01, increasing possession limit 
for Sb-124 to 4.4 Ci. 

BIRMINGHAM.J.M. Boulder Scientific Co. 60357. 64/06/08. Atomic Energy Commis- 
sion. Ip. 41408:251-41408:251. 

“8706190064 Discusses telcon w/J Birmingham on 640605 re overshipment of Sb-124 
sealed sources from AECLLicense 05-06139-01 permits 2.2 mCi Sb-124.Birmingham 
plans to request amend to license to maintain inventory of 2.8 Ci. 

WOOLSEY.R.T. Atomic Energy Commission. 64/06/08, Atomic Energy Commission. 
1p. 41408:252-41408:252. 

“8706190067 Amend 8 to License 05-06139-01 for Boulder Scientific Co, amending 
Item 8A to increase max amount of Sb-124 sealed source licensee may possess to 
4.4 Ci. 

BRINKMAN.R.E. Atomic Energy Commission. 64/06/10. 1p. 41408:253-41408:253. 

“8706190071 Amend 9 to License 05-06139-01 for Boulder Scientific Co, changing ex- 
piration date to 680229 & license symbol number to B68. 

BRINKMAN'R.E. Atomic Energy Commission. 66/02/11. 1p. 41408:254-41408:254. 

“8706190072 Amend 7 to License 05-06139-01 for Boulder Scientific Co, amending Li- 
cense in entirety. 

BRINKMAN.R.E. Atomic Energy Commission. 64/02/27. 2pp. 41408:255-41408:256. 

“8706190077 Amend 10 to License 05-06139-01 for Boulder Scientific Co, amending 
Item 4 by changing expiration date to 730228. 

BRINKMAN.R.E. Atomic Energy Commission. 68/03/04. 1p. 41408:257-41408:257. 

“8706190080 Application for amend to License 05-061 39-01, authorizing JA McGowen 
to use instruments containing Sb-124. McGowen qualifications listed. 

BIRMINGHAM.J.M. Boulder Scientific Co. 70/02/18. BRINKMAN.R.E. Atomic Energy 
Commission. Ip. 41408:258-41408:258. 

“8706190086 Amend 11 to License 05-06139-01 for Boulder Scientific Co, amending 
Condition 12 authorizing JM Birmingham.RC Knupp, GJ Thomson, VJ Crosetti & JA 
McGowen to use &/or supervise use of licensed matl, 

BRINKMAN.R.E. Atomic Energy Commission. 70/03/06. 1p. 41408:259-41408:259. 
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-8706190091 Responds to 710920 Itr re fee amount for License 05-06 139-01. Section 
150.20 of end 10CFR150 should be noted for info.Remit fee to Central Accounts 
Branch should license be necessary. 

MILLER, W.O. Atomic Energy Commission. 71/11/01. BIRMINGHAM, J.M. Boulder Sci- 
entific Co. Ip. 41408:260-41408:260. 

-8706190097 Requests annual fee for 710205-720204 be reduced due to operations 
being carried out in Agreement State that expects to charge annual fee for license 
resulting in paying double fee. 

BIRMINGHAM, J.M. Boulder Scientific Co. 71/09/20. Atomic Energy Commission. Ip. 
41408:261-41408:261. 

-8706190099 Notifies that appropriate action will be taken in accordance w/ 
10CFR1 70.41 unless required annual fee for License 05-06139-01 received by 
711122. 

JOHNSON, L. Atomic Energy Commission. 71/11/08. BIRMINGHAM,J,M. Boulder Sci- 
entific Co. Ip. 41408:262-41408:262. 

-8706190104 Forwards fee for License 05-06 139-01, per WO Miller 711101 Itr. 
BIRMINGHAM, J.M. Boulder Scientific Co. 71/11/09. Atomic Energy Commission. Ip. 
41408:263-41408:263. 

-8706190178 Application for amend to License 05-061 39-01, authorizing AW McGowen 
as licensed operator. 

BIRMINGHAM.J.M. Boulder Scientific Co. 29563. 72/07/26. BRINKMAN, R.E. Atomic 
Energy Commission. 1p. 41408:264-41408:264. 

-8706190183 Requests precise statement of proposed uses of licensed matl in non- 
Agreement State,per 720726 Itr & 720803 telcon re amend to License 05-06139-01. 
BRINKMAN, R.E. Atomic Energy Commission, Directorate of Licensing. 72/10/12. 
BIRMINGHAM,J.M. Boulder Scientific Co. Ip. 41408:265-41408:265. 

-8706190193 Responds to 721012 Itr re proposed use of licensed matl in non-Agree- 
ment States.Matl used in demonstration & use of instruments in surveying for 
beryllium. Instrument mfg will be done in State of CO. 

BIRMINGHAM,J.M. Boulder Scientific Co. 72/11/05, BR|NKMAN,R.E. Atomic Energy 
Commission, Directorate of Licensing. Ip. 41408:266-41408:266. 

“8706190224 Ack receipt of Amend 12 to License 05-06 139-01. Requests whether ac- 
tivities re sale of beryllium instruments containing Sb-124 to customers in non-Agree- 
ment States compatible w/Condition 14. 

BIRMINGHAM.J.M. Boulder Scientific Co. 3484. 72/11/25. BRINKMAN.R.E. Atomic 
Energy Commission, Directorate of Licensing, Ip. 41408:267-41408:267. 

-8706190231 Amend 12 to License 05-06139-01 for Boulder Scientific Co. amending 
license in entirety. 

BRINKMAN, R.E. Atomic Energy Commission, Directorate of Licensing, 72/11/17. 4pp. 
41408:268-41408:271. 

-8706190253 Discusses lisensee event on 600321 re defective capsule containing 120 
mCi Sb-124. Powdered Sb-124 spilled on floor when removed from shipping cask.Matl 
put in glass quart jar & returned to vendor on 600325. 

* Atomic Energy Commission. 60/11/21. Atomic Energy Commission. 6pp. 
41408:272-41408:277. 

-8706190259 Discusses investigation into alleged 600325 incident at Boulder Scientific 
Co re contamination of Sb-124 sealed source, 

WALKER.D.I. Atomic Energy Commission. 61/04/03. WARNER.D.E. Atomic Energy 
Commission. 4pp. 41408:278-41408:281. 

-8706190268 Concurs w/ID recommendation that licensee needs to maintain more 
comprehensive & accurate records re receipt,transfer & history of possessed & sold 
sources,per spill of Sb-124 at facility. 

WARNER.D.E. Atomic Energy Commission. 61/04/17. ROGERS.L.R. Atomic Energy 
Commission. 1p. 41408:282-41408:282. 

-8706190271 Discusses insp on 601116 & 28 of License 05-06139-01. Violations 
noted:failure to notify Commission of leaking 15 mCi Sb-124 Model 1032 sealed 
source within 30 days of test result & no surveys performed of matl storage area. 
PRICE, E.R. Atomic Energy Commission. 61/08/22. BIRMINGHAM.J.M. Boulder Scien- 
tific Co. 3pp. 41 408:283-41 408:285. 

-8706190272 Ack receipt of 610822 Itr re violations noted during insp. Corrective 
actions:results of leak tests recorded & AEC will be notifed when test reveals pres- 
ence of 0.005 mCi or more & surveys & records maintained on each radioactive 
source. 

BIRMINGHAM.J.M. Boulder Scientific Co. 61/09/26. PRICE, E.R. Atomic Energy Com- 
mission. 1p. 41408:286-41408:286. 

-8706190298 Ack receipt of 610926 Itr informing NRC of steps taken to correct defi- 
ciencies noted in AEC 610822 Itr, 

CUNNINGHAM, R.E. Atomic Energy Commission. 61/10/12. BIRMINGHAM.J.M. Boul- 
der Scientific Co. Ip. 41408:287-41408:287, 

“8706190308 Responds to noncompliances noted during insp on 620808. Corrective 
" action:containers storing radioactive matl labeled w/date of measurement of quantities 
& radiation caution symbol. 

BIRMINGHAM.J.M. Boulder Scientific Co. 62/08/14. Atomic Energy Commission. 2pp. 
41408:288-41408:289. 

-8706190322 Discusses four items of noncompliance observed during previous Insp on 
610822 & licensee failure to adequately make corrective actions.FaiTure should be as- 
cribed to individual concern to “scientific endeavors.” 

WALKER.D.I. Atomic Energy Commission. 62/09/19. PR ICE, E.R. Atomic Energy Com- 
mission. 3pp. 41408:290-41408:292. 

“8706190330 Discusses insp on 620808 of License 05-061 39-01 .Violations noted:matl 
exported w/o rept being forwarded to Commission within 90 days from export, Sb-124 
sealed sources not leak tested & two containers of Sb-124 not labeled. 

PRICE, E.R. Atomic Energy Commission. 62/10/26. BIRMINGHAM.J.M. Boulder Scien- 
tific Co. 2pp. 41408:293-41408:294. 

-8706190334 Advises that AEC does not plan to correspond w/licensee re insp due to 
no item of noncompliance being found. 

HANDLER, R. Atomic Energy Commission. 63/06/27. Atomic Energy Commission. Ip. 
41408:295-41408:295. 


-8706190343 Informs that end export documents no longer required & returned for li- 
censee records. Repts of exports of matl w/ atomic numbers below 3 & above 83 may 
be required by condition written into export license. 

CUNNINGHAM.R.E. Atomic Energy Commission. 63/12/19. Boulder Scientific Co. Ip. 
41408:296-41408:296. 

-8706190348 Insp Finding & Licensee Ack on 640207 of License 05-06139-01 .Insp 
findings:no noncompliance found. 

ROUSE, L.C. Atomic Energy Commission. * Boulder Scientific Co. 64/02/07. ip. 
41408:297-41408:297. 

-8706190358 Discusses 640709 telcon w/J Birmingham re rept of 50 mCi Sb-124 
source recieved from US Nuclear Co of California. Threads of source “jimmied” & 
leak rate test found estimated contamination at 0,1 uc.Source returned to supplier. 
WARD,J.J. Atomic Energy Commission. 64/07/17. Atomic Energy Commission. Ip. 
41408:298-41408:298. 

-8706190359 Insp Findings & Licensee Ack on 640822 of License 05-06139-01 .Insp 
findings:no noncompliance found. 

MCFALL.E.D. Atomic Energy Commission, * Boulder Scientific Co. 64/08/22. Ip. 
41408:299-41408:299. 

-8706190362 Responds to W Kerr telcon re not considering citation against licensee 
during insp on 640822. Licensee took satisfactory corrective action. 

WOOLSEY.R.T. Atomic Energy Commission. 64/10/21, BROCKETT.T.W, Atomic 
Energy Commission. Ip. 41408:300-41408:300. 

-8706190365 Insp Findings & Licensee Ack on 650427 of License 05-061 39-01. Insp 
findings:no item of noncompliance found, 

ALLEY.N.P. Atomic Energy Commission. * Boulder Scientific Co. 65/04/27. 1p. 
41408:301 -41408:301. 

-8706190369 Insp Findings & Licensee Ack on 671012 of License 05-061 39-01. Insp 
findings:no Item of noncompliance found. 

* Atomic Energy Commission, * Boulder Scientific Co. 67/10/12. Ip. 41408:302- 
41408:302. 

-8706220003 Forwards initial insp rept of Amend 3 to License 05-061 39-01 .Recom- 
mends licensee be Informed of areas of noncompliance & be requested to submit 
plan of action for corrective actions. 

WALKER,D.T. Atomic Energy Commission. 61/03/09. PRICE.H.L. Atomic Energy 
Commission. 3pp. 41408:303-41408:305. 

-8706220006 Partially withheld insp rept on 601116.Noncompliance noted: failure to 
notify Isotopes Branch of positive leak test within 30 days.to make external radiation 
surveys & to label containers used for storage of matl, 

SMITH.G.H., WALKER.D.I. Atomic Energy Commission. 61/03/09. 14pp. 41408:306- 
41408:319. 

-8706220017 Partially withheld insp rept of License 05-06139-01 re investigation of al- 
leged 600325 incident of leaking source. Insp results:source returned to vendor but 
matl kept by licensee.Vendor records source as not leaking. 

HAWLEY.C.A.. JOHNSTON.D.I. Atomic Energy Commission. 61/04/03. 11pp. 
41408:320-41408:330. 

-8706220028 Discusses insp of License 05-06139-01 on 601116 re defective capsule 
containing 120 mCi Sb-124,CA Hawley will join appointed investigator to review inci- 
dent & check contamination in facility. 

WALKER, D. Atomic Energy Commission. 60/11/11. OUTTEN.E.G. Atomic Energy 
Commission. 3pp. 41408:331-41408:333, 

-8706220033 Informs that author accompanied CA Hawley on investigation of incident 
at facility.Hawley did competent job & incident involved appeared to be of minor 
nature. 

LANNAN.J.V. Atomic Energy Commission. 60/12/05. WALKER.D.I. Atomic Energy 
Commission. 2pp, 41408:334-41408:335. 

-8706220036 Requests listed info re alleged incident occurring at Boulder Scientific Co 
in preparation of rept. 

WALKER.D.I. Atomic Energy Commission. 60/12/30. SMITH.R.W. Atomic Energy 
Commission. Ip. 41408:336-41408:336. 

-8706220040 Discusses investigation of transfer of Sb-1 24 sources between licensee & 
Isotope Specialties Co (ISC). Investigation complicated by sale of ISC to US Nuclear 
Corp. 

BOOK.M.E. Atomic Energy Commission. 61/03/03. BLANC, G.A. Atomic Energy Com- 
mission. 8pp. 41408:337-41408:344. 

-8706220046 Partially withheld insp rept on 620808-0907,Noncompliances noted:failure 
to rept exports of approx 400 mCi Sb-124 to Canada, to conduct leak tests described 
in licensee 600220 Itr & leak tests not sensitive to detect 0.005 mCi. 
KRIEGSMAN.W.E.. WALKER.D.I. Atomic Energy Commission. 62/09/13. 6pp. 
41408:345-41408:350. 

-8706220050 Partially withheld memo forwarding insp rept of License 05-061 39-01 .No 
noncompliance noted.Reinsp scheduled in six months due to licensee past history & 
poor housekeeping noted In insp. 

WOOLSEY.R.T. Atomic Energy Commission. 63/06/12. PRICE, E.R. Atomic Energy 
Commission. Ip. 41408:351-41408:351. 

-8706220055 Partially withheld insp rept of License 05-06139-01 on 630516 & 23. No 
noncompliances noted.Major areas inspected: leak tests, instruction to 

personnel.storage & security of matl.waste disposal.labeling & personnel monitoring. 
SANDEL.P.S., BROWN,G.D. Atomic Energy Commission. 63/06/11. 5pp. 41408:352- 
41408:356. 

8706180230 Partial response to FOIA request for documents re Chernobyl 
accident. Forwards documents listed in App W.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. TAYLOR.J.H. 
Dallas Times Herald, Dallas, TX. 2pp. 41393:106-41393:154. 

-8706180244 Draft “Protective Measures Team Activities," briefing & related info re 
Chernobyl accident. 

* NRC - No Detailed Affiliation Given. 87/06/12. 45pp. 41393:110-41393:154. 
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8706180328 Fifth partial response to FOIA requests for documents re NRC interview 
tapes.Documents in Apps F & G completely withheld (ref FOIA Exemption 7), 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. DEVINE. 
DIXON Government Accountability Project. 4pp. 41393:229-41393:233. 

8706180335 FOIA request for listed info re Dec 1986 accident at facility that killed four 
employees & injured four other employees when pipe burst. 

NOLAN.H.L. Hadco & Associates. Inc. 87/04/29. MERSCHOFF.E.W. Vendor Inspec- 
tion Branch. 1p. 41392:181-41392:181. 

8706180337 Final response to FOIA request for documents re reactor trip & feedwater 
pipe failure event.Forwards App 8 documents.Apps A & B documents also available in 
PDR.No records found in response to Category 1 of request. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/16. NOLAN.H.L 
Hadco & Associates, Inc. 3pp. 41392:182-41392:186. 

-8706180351 Package consisting of undated chart on matls & undated Reportable 
Event 07140 on unevaluated info re 861209 event. 

* NRC - No Detailed Affiliation Given. 87/06/16. 2pp. 41392:185-41392:186. 

8706180492 FOIA request for documents re facility, including info re Case Q4-85-001 or 
Ofc of Investigations case closed on or about 860716. 

STEPHENS.S. Nuclear Awareness Network. 86/08/08. Office of Administration (Pre 
870413). 2pp. 41393:190-41393:191. 

8706180499 Final response to FOIA request for documents re facility. App A document 
available in PDR in Folder FOlA-84-291 under name of Brosius.No file re Ofc of Inves- 
tigations case re facility closed on or about 860716 found. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. STEPHENS.S. 
Nuclear Awareness Network. 2pp. 41393:192-41393:193. 

8706180512 FOIA request for reactor vessel surveillance capsule repts for Turkey Point 
4.Zion 2 & DC Cook 1 . 

BORSUM.R.B. Babcock & Wilcox Co. 87/05/15. Division of Rules & Records (Post 
870413). 1p. 41397:046-41397:046. 

8706190276 Responds to FOIA request re reactor vessel surveillance capsules of 
planLForwards documents listed in App B.Apps A & B documents also available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/16. 

BORSUM.R.B. Babcock & Wilcox Co. 3pp. 41397:047-41397:291. 

-8706190279 Forwards “Reactor Vessel Matl Surveillance & Fracture Mechanics Eval- 
uations for Turkey Point Units 3 & 4 Nuclear Power Plants," per lOCFRSO.App H & 
Reg Guide lO.I.Rept includes Capsule T analysis & accident analysis, 

UHRIG.R.E. Florida Power & Light Co. L-76-363. 76/10/19. RUSCHE.B.C. Office of 
Nuclear Reactor Regulation. Director, ip. 41397:050-41397:050. 

“8706190285 “Reactor Vessel Matl Surveillance & Fracture Mechanics Evaluations for 
Turkey Point Units 3 & 4 Nuclear Power Plants." 

• Florida Power & Light Co. 76/09/30. 200pp. 41397:051-41397:291. 

8706190338 FOIA request for documents re NRC order that facility be closed after in- 
vestigation established that control room operators had been sleeping on job &/or in- 
attentive on duty. 

LEWIS, D.B. Lewis, D.B. 87/04/09. Division of Rules & Records (Pre 870413). 2pp, 
41407:036-41407:037. 

8706190361 FOIA request for info re NRC order suspending facility operation. Forwards 
Apps A.B & C documents.App C documents partially withheld (ref FOIA Exemption 6) 
& App D documents completely withheld (ref FOIA Exemptions 5,6 & 7 ). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. Lewis, D.B. 
6pp. 41407:038-41407:061. 

“8706190385 EN-87-026:on 870331 .order suspending power operation & order to show 
cause issued to util due to discovery that control room staff have been sleeping during 
various shifts. Related documents end. 

BEACH, A. Office of Inspection & Enforcement, Director (820201-870411). 87/03/31. 
5pp. 41407:053-41407:061. 

8706220053 Second partial response to FOIA request for records.App C 
record, consisting of 860331 trip rept of nuclear employee data sys briefing.enci & 
available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/17. BAUMAN.L. 
Government Accountability Project. 2pp. 41418:250-41418:257. 

“8706220054 Trip rept of 860325 nuclear employee data sys briefing presented by 
Northeast Utils & Inti Energy Assoc Ltd. Attendees list end. 

PERNY.C.D. Region 2, Office of Director. 86/03/31. MCGUIRE, D.R. Region 2. Office 
of Director. 3pp. 41418:255-41418:257. 

8706220090 Partial response to FOIA requesLForwards NRC response to FOIA-87- 
40.W/O ends. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. HUTCHINS.H. 
Mayer, Brown & Platt. Ip. 41408:357-41408:358. 

8706220093 FOIA request for RL Tedesco 720715 or 18 memo to RS Boyd re review of 
GE Mark III containment concept. 

TEDESCO, R.L Affiliation Not Assigned. 87/06/10. GRIMSLEY.D. NRC - No Detailed 
Affiliation Given. Ip. 41418:279-41418:279. 

8706220110 Responds to FOIA request for records.App A document, consisting of RL 
Tedesco 720718 memo to RS Boyd re review of NEDO-10571, “GE BWR Mark III 
Containment Concepts," available in PDR under FOIA Request 87-40. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/15. TEDESCO.R. 
Affiliation Not Assigned. 2pp. 41418:280 t41418:281. 

8706220118 Partial response to FOIA request for documents.Forwards response to 
FOIA-87-40 request w/ends.W/o stated ends, 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/17. HUTCHINS.H. 
Mayer, Brown & Platt. Ip. 41416:180-41416:181. 

8706220119 FOIA request for listed documents re NUMEC facilities in Apollo & Parks 
Township, PA. 

VIROSTEK.C. Kiski Valley Coalition to Save Our Children. 86/08/14. Office of Admin- 
istration (Pre 870413). 3pp. 41418:175-41418:1-77. 

8706220128 FOIA request for 870319 memo detailing status of RESAR-SP/90 review. 
GORMAN, K.L. Affiliation Not Assigned, 87/06/01. Division of Rules & Records (Post 
870413). Ip. 41418:118-41418:118. 


8706220134 Partial response to FOIA request for records.Apps A & B documents avail- 
able in PDR.App B document end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/17 
GORMAN.K.L. Affiliation Not Assigned. 3pp. 41418:119-41418:130. 

“8703270153 Submits assessment of status of review for Westinghouse RESAR-SP/90 
design, per 870310 request.Most technical matl needed for review submitted.Review 
could be completed within several months if priority established. 

OLSHAN.L. PWR Project Directorate 3. 87/03/19. NOVAK.T.M. Division of Pressur- 
ized Water Reactor Licensing - A (851125-870411). 9pp. 41418:122-41418:130. 

8706220166 Partial response to FOIA request for documents re NUMEC facilities in 
Apollo & Parks Township, PA. Forwards Apps B & C documents.Apps A & B docu- 
ments available in PDR.App C documents partially withheld (ref FOIA Exemption 3). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/12. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 5pp. 41418:178-41418:199. 

“8706220390 Partially withheld App A to proposed rev to Section 9.0 of Amend MPP-1 
to License SNM-145 re addl protection measures (ref 10CFR2.790). 

* Atomic Energy Commission, 74/05/07. Ip. 41418:186-41418:193. 

“8706220400 Partially withheld App A to Amend MPP-2 to License SNM-145 (ref 
10CFR2.790). 

* NRC - No Detailed Affiliation Given. 76/05/06. Ip. 41418:194-41418:195. 

“8706220408 Partially withheld App A to proposed rev to Section 9 of Amend MPP-1 of 
License SNM-145 (ref 10CFR2.790). 

* NRC - No Detailed Affiliation Given. 76/05/18. Ip. 41418:196-41418:198. 

“8706220434 Partially withheld App A to Section 9.0 of App MPP-1 to License SNM- 
145 (ref 10CFR2.790). 

* NRC - No Detailed Affiliation Given. 76/08/11. Ip. 41418:199-41418:199. 

8706220178 Partial response to FOIA request, Forwards documents listed on end app in 
response to Category 1 of request. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/17. THOMAS, P. 
Simpson, Thatcher & Bartlett. 2pp. 41416:210-41416:268. 

“8706220199 Forwards public announcement of AEC contract w/MlT re preparation of 
manuscript of nuclear reactor safety. 

CLARK.D. Atomic Energy Commission. 62/03/19. SEABORG, GRAHAM, WILSON 
Atomic Energy Commission. 2pp. 41416:221-41416:222. 

“8706220217 Requests that end paper setting forth proposed general design criteria 
for nuclear power plant CPs be circulated to Commission for consideration at early 
date. 

PRICE, H.L Atomic Energy Commission. 65/11/03. MCCOOLW.B. Atomic Energy 
Commission. 4pp. 41416:223-41416:226. 

“8706220229 Forwards revised drafts of proposed GDC for nuclear power plant CPs & 
press announcement, for Commission consideration. Revs reflect suggestions made by 
Commission in discussion of AEC R-2/49 at 651010 meeting. 

PRICE.H.L. Atomic Energy Commission. 65/11/12. SEABORG, PALFREY. RAMEY 
Atomic Energy Commission. 13pp. 41416:227-41416:239. 

“8706220249 Forwards Joint Committee proposed GDC to assist in evaluation of appli- 
cations for nuclear power plant CPs & press release. 

* Atomic Energy Commission. 65/11/18. HOLIFIELD.C. Atomic Energy Commission. 
3pp. 41416:240-41416:242. 

“8706220253 Informs of 690121 accident at Swiss Lucens Reactor.AEC scientific repre- 
sentative in Paris requested to provide further details w/respect to US origin fuel & 
heavy water in reactor.No injuries resulted & reactor shut down. 

KRATZER.M.B. Atomic Energy Commission. 69/01/24. SEABORG. RAMEY, TAPE 
Atomic Energy Commission. 3pp. 41416:243-41416:245. 

“8706220308 Draft Commission paper re status of Marviken Project. Project could pro- 
vide pertinent info needed by AEC to improve AEC capability for evaluation of contain- 
ment designs. 

LEARY.J.F. Atomic Energy Commission. 73/06/07. 7pp. 41416:246-41416:252. 

“8706220313 Questions whether info listed on Page 4 (top of page) justifies rept to 
Commission re preliminary discussions w/Germans on exchange of info & research 
experience. J Lafleur note to author end. 

BECK,C.K. Atomic Energy (Commission. 73/05/29. TEDESCO.R. Atomic Energy Com- 
mission. Ip. 41416:253-41416:253. 

“8706220322 Forwards safety evaluation re GE Mark III containment per requirements 
of Safety Guides 3 & 7 concerning fission product release & hydrogen evaluation in 
design basis accidents.Boyd 721017 memo encl.W/o memo. 

HENDRIE.J.M. Atomic Energy Commission, Directorate of Licensing. 72/10/18. DOUB 
Atomic Energy Commission, Directorate of Licensing. 2pp. 41431:248-41432:011, 

“8706220333 Safety evaluation re GE Mark III containment conceptNumber of detailed 
aspects of concept remain unsettled & can be resolved in review of first application 
incorporating Mark ill containment. 

* Atomic Energy Commission. 72/10/05. 8pp. 41416:256-41416:263. 

“8706220341 Comments on undated proposal from AB Atomenergi of Sweden to par- 
ticipate in experimental program making use of abandoned Marviken reactor in series 
of blowdown tests.Encouraging to see foreign organizations undertaking test pro- 
grams. 

SHAW.M. Atomic Energy Commission. 72/08/23. SCHLESINGER, RAMEY, LARSON 
Atomic Energy Commission. 2pp. 41416:264-41416:265. 

“8706220360 Forwards public announcement re NRC request for addl info on design of 
some reactor containment sys.Announcement reflects action discussed w/Commis- 
sion & to be issued on 750418, concurrent w/mailing of Case Itrs to utils, 
HARRIS.J.A. Office of Public Affairs, 75/04/16. ANDERS, GILINSKY, KENNEDY 
Commissioners. 3pp. 41416:266-41416:268* 

8706220270 Partial response to FOIA request for documents re NFS Erwin, TN 
facility.Forwards App J documents. Documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/15. CONNOR, L 
Doc-Search Associates. 6pp. 41422:240-41423:212. 
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“8706220301 Requests preparation of testimony for upcoming Markey hearing on NFS 
to address status of a"epat!ons & operational record.List of anticipated questions due 
to C Rowe by vrs” requoslec tv n60512. 

BARR.K.P. Regscr 2, Duico ol Biroctc' 0(3,00/01 COLUNS.D.M.. MCALPINE.E.J.. 
MCGUIRE, D.R. Region 2, Office of Director. 2pp. 41422:247-41422:248. 

“8706220368 Discusses investigation of alleged guard & guard supervisor misconduct 
while on duty, per WB Brown 860404 memo based on 860414-18 physical security 
insp.NRC unable to confirm that any violations of regulatory requirements occurred. 
MCGUIRE, D.R. Region 2. Office of Director. 86/05/01. URYC.B. Region 2, Office of 
Director. 2pp. 41422:249-41422:250. 

“8706220398 Responds to concern expressed during 860210 meeting w/NRC re sensi- 
tive info at NFS.EncI provides guidance on what items considered sensitive info. 
BARR.K.P. Region 2, Office of Director. 86/05/09. TOLLY, L. Oil, Chemical & Atomic 
Workers International Union. 2pp. 41422:251-41422:252. 

“8706220414 Forwards list of health & safety concerns from NFS worker discussions 
w/Region II members for investigation. Requests advisement of findings & actions 
taken or proposed re matters by 860620. 

BARR,K.P. Region 2, Office of Director. 86/05/13. GUINN.F.K. Nuclear Fuel Services, 
Inc. (subs, of Getty Oil Co.). 13pp. 41422:253-41422:265. 

“8706220429 Advises that sampling sys in Stack 278 will be modified prior to resump- 
tion of operations in bldg, in response to JP Stohr 860428 Itr to FK Guinn.Mods will 
include installation of new stack extension. 

GUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 21G-86-0122. 86/05/ 
28. STOHR, J.P. Region 2. Office of Director. Ip. 41422:266-41422:266. 

”8706220443 Provides identification & clearance data necessary to grant unescorted 
access to NRC personnel inspecting or visiting facility routinely or in 
emergency.Recommended levels of unescorted access for matl & protected access 
areas end. 

LANKFORD, J.S Reqicr 2. Office of Director. 86/06/02. GUINN.F.K. Nuclear Fuel 
Services, Inc. (subs, o- Gotsy Oil Co.). 5pp. 41422:267-41422:271. 

“8706220464 Rev 1 to notification of 860617 mgt meeting w/NFS in Eriwn.TN to dis- 
cuss status of performance improvement program & other current issues. 

* Region 2, Office of Director. 86/06/03. Region 2, Office of Director. Ip. 41422:272- 
41422:272. 

“8706220475 Forwards Insp Rept 70-0143/86-25 on 860417-18 & 23-25 & notice of 
violation.NRC concerned that majority of employees observed during insp failed to 
perform adequate personnel contamination surveys. 

GRACE.J.N. Region 2, Office of Director. 86/06/18. GUINN.F.K. Nuclear Fuel Serv- 
ices. Inc. (subs, of Getty Oil Co.). 2pp. 41422:273-41422:274. 

"8706220484 Notice of violation from insp on 860417-18 & 23-25. 

GRACE.J.N. Region 2, Office of Director. 86/06/18. 2pp. 41422:275-41422:276. 

"8706220492 Insp Rept 70-0143/86-25 on 860417-18 & 23-25. Violation noted:failure to 
perform adequate personnel contamination surveys. 

WEDDINGTON.R.E., HOSEY.C.M. Region 2. Office of Director. 86/06/18. 6pp. 
41422:277-41422:282. 

"8706220497 Forwards list of attendees & meeting agenda from 860616 meeting be- 
tween NRC & NFS in Erwin, TN re licensee status on perforamce improvement & em- 
ployee concerns programs & efforts to improve site housekeeping. 

STOHR.J.P. Region 2. Office of Director. 86/06/23. GUINN.F.K. Nuclear Fuel Serv- 
ices. Inc. (subs, of Getty Oil Co.). 3pp. 41422:283-41422:285. 

“8706220510 Provides reasons for 860625 request for extension from 860627 to 
860703 to respond to 29 allegations derived from Region ll/NFS worker 
discussions.Number of allegations ambiguous.vague & may not form basis for viola- 
tion. 

CLARK.J.R. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/06/26. BARR.K.P. 
Region 2. Office of Director. Ip. 41422:286-41422:286. 

"8706220517 Advises that based on review of Insp Rept 70-0143/85-46 & NFS 
documentation.insufficient evidence exists to support violation of 851211 vehicle 
search incidentList of items considered & evaluated end. 

MCGUIRE.D.R. Region 2, Office of Director. 86/06/26. STOHR.J.P. Region 2, Office 
of Director. 2pp. 41422:287-41422:288. 

—8706220521 Forwards draft agenda for NRC meeting w/Naval Reactor Mgt to discuss 
activities at NFS.Author proposes that meeting be held during wk of 850729 w/mgt 
meeting to follow on 850806. 

STOHR.J.P. Region 2. Office of Director. 85/07/16. BURNETT.R.F. Division of Safe- 
guards (Pre 870413). CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety 
(Pre 870413). PARTLOW.J.G. Safeguards & Materials Program Branch. 3pp. 
41422:289-41422:291. 

“8706220523 Forwards list of allegations in tracking sys re NFS which require review by 
appropriate sections. Fifteen allegations reopened, 10 referred to appropriate agency 
for review, 12 to be reviewed by technical sections & 8 remain open. 

ROWE.C.A. NRC - No Detailed Affiliation Given. 86/07/30. BARR.K.P. NRC - No De- 
tailed Affiliation Given. Ip. 41422:292-41422:292. 

"8706230036 Requests review of end documents to determine whether documents 
contain info of type specified in 10CFR2.790,per EJ Markey 860728 request for NRC 
review of 10 documents. EC Shomaker should be notified to file withholding request. 
STOHR.J.P. Region 2, Office of Director. 86/08/01. GUINN.F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). Ip. 41422:293-41422:293. 

—8706230046 Forwards identification & clearance data for granting unescroted access 
to NRC personnel during routine or emergency visits to matl & protected access 
areas.Info supersedes previous correspondence. 

LANKFORD.J.B. Region 2, Office of Director. 86/08/01. GUINN.F.K. Nuclear Fuel 
Services, Inc. (subs, of Getty Oil Co.). 5pp. 41422:294-41422:298. 

-8706230061 Forwards identification & clearance data for granting unescorted access 
to NRC personnel during routine or emergency visits to matl & protected access 
areas.Previous correspondence re personnel access superseded. 

LANKFORD,J.B. Region 2, Office of Director. 86/09/02. GUINN.F.K. Nuclear Fuel 
Services, Inc. (subs, of Getty Oil Co.). 5pp. 41422:299-41422:303, 


”8706230071 Provides rev to NRC 860902 personnel access Itr. DA Kasnicki added to 
End 1. 

LANKFORD,J.B. Region 2, Office of Director. 86/09/03. GUINN, F.K. Nuclear Fuel 
Services, Inc. (subs, of Getty Oil Co.). Ip. 41422:304-41422:304. 

“8706230080 Forwards results of radionuclide concentration analyses in Field Samples 
1-4 at NFS Erwin,TN site. 

BERGER, J.D. Oak Ridge Associated Univs. 86/11/03. KU20.G. Region 2, Office of 
Director. 2pp. 41422:305-41422:306. 

"8706230108 Package consisting of Itr forwarding table showing biochemical & chemi- 
cal oxygen demands monitoring for NFS waste water treatment facility for First Half 
1986 & NRC Region II “Morning Repts’’ for NFS. 

GUINN,F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/08/04. Tennes- 
see, State of. 9pp. 41422:307-41422:315. 

"8706230341 Notification of 860604 mgt meeting w/NRS in Erwin, TN to discuss status 
of performance improvement program & other current issues. 

* Region 2, Office of Director. 86/05/22. Region 2, Office of Director. 2pp. 
41422:316-41422:317. 

"8706230348 Public version of response to violations noted in insp Rept 70-0143/86- 
13.Corrective actions:no shipments of radwaste have been made since deficiency 
identified by US Ecology. NFS procedures reviewed & changes proposed. 

GUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 30G86-0029. 86/05/ 
08. STOHR.J.P. Region 2, Office of Director. 5pp. 41422:318-41423:212. 

8706220394 Partial response to FOIA request for FOIA-87-40.Fonwards response to 
FOIA 87-40 w/encIs.W/o ends. 

GR1MSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/17. JONES.W.M. 
McDermott, Will & Emery. 1p. 41418:115-41418:117. 

8706220447 Final response to FOIA request.No agency records subj to request 
located. Request referred to another federal agency for review & response. 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/17. MOKOENA,K. 
Fund for Peace (National Security Archive). Ip. 41422:239-41422:239. 

8706220462 Final response to FOIA request for info re Insp Rept A- 1-83-003. Forwards 
App C documents, previously denied in 870430 response.Documents also being made 
available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/18. 

ADELMAN,M.D. Shanley & Fisher. 2pp. 41417:217-41417:236. 

"8706220507 Package of documents consisting of cancelled Westinghouse Technical 
Bulletin NSD-78-74-1 ,Vol II of outage planning manual & Section 8, “Plant Maint Rec- 
ommendations.” 

CASLAKE.S.G., FURFAR1,W.H. Westinghouse Electric Corp. 74-2. 74/02/19. 16pp. 
41417:221-41417:236. 

8706230006 Final response to FOIA request for records.App C documents, ref as App B 
documents & denied in 870430 response, forwarded.App C documents also available 
in PDR under name Adelman FOIA-86-790. 

GR1MSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/18. MIRARCHl.S. 
Bishop, Cook, Purcell & Reynolds. 2pp. 41422:082-41422:085. 

8706230010 FOIA request for records on Pullman Power Products, Pullman 
Kellogg, Pullman-Higgins & any & all other Pullman Power Product subsidiaries re fail- 
ures & deficiencies affecting nuclear power plant safety. 

GORDON.J. Public Citizen’s Critical Mass Energy Project. 87/05/17. GRIMSLEY.D. 
Division of Rules & Records (Post 870413). 2pp. 41436:300-41436:301. 

8706230014 Responds to FOIA request for records for specified vendors re failures or 
deficiencies affecting plant safety. Records re request available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/18. GORDON.J. 
Public Citizen's Critical Mass Energy Project. 2pp. 41436:302-41436:303. 

8706230021 FOIA request for M Baldrige 820505 Itr to Senator C Percy re pending US 
sale of 95 g He-3 to South Africa & documents concerning Reagan Admin flexible 
policy concerning export of technology to South Africa. 

MOKOENA.K. Fund for Peace (National Security Archive). 86/12/29. ROBINSON, LL. 
NRC - No Detailed Affiliation Given. 3pp. 41422:236-41422:238. 

8706230035 FOIA request for documents re Natl Research Council on Nuclear Safety 
Research recommendations in & NRC response to "Revitalizing Nuclear Safety Re- 
search” & SECY-87-53. 

ONDASH.C.S. Devonrue, Ltd. 87/05/22. NORRY.P.G. NRC - No Detailed Affiliation 
Given. Ip. 41437:001-41437:001. 

8706230038 Partial response to FOIA request for documents re “Revitalizing Nuclear 
Safety Research.” Forwards App A documents.Documents also available in PDR, 
GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/18. ONDASH.C.S. 
Devonrue. Ltd. 2pp. 41437:002-41437:018. 

"8706230045 Comments on NAS recommendations taking into consideration E Beck- 
jord remarks re NRC reorganization.Options for responses to rept listed. 

KELBER.C.N. Office of Nuclear Regulatory Research, Director (Post 860720). 86/11/ 
10. BECKJORD.E. Office of Nuclear Regulatory Research, Director (Post 860720). 
4pp. 41437:004-41437:007. 

"8706230051 Comments on NAS rept, “Revitalizing Nuclear Safety Research.” Rept 
fails to recognize research program accomptishments.Recommends program worth 
saving. 

KELBER.C. NRC - No Detailed Affiliation Given. 86/12/11. BECKJORD.E.S. Office of 
Nuclear Regulatory Research, Director (Post 860720). 9pp. 41437:008-41437:016. 

"8706230056 Summary of meeting w/NASA on 870212 re use of standing panels of 
National Research Council. 

KELBER.C. NRC - No Detailed Affiliation Given. 87/02/13. BECKJORD.E.S. Office of 
Nuclear Regulatory Research, Director (Post 860720). 2pp. 41437:017-41437:018. 

8706230069 FOIA request to have NRC memos or documents showing calculations or 
other studies which support denial of deviations from containment sump water instru- 
mentation parameter in Reg Guide 1.97 be placed in PDR. 

CONNOR, L. Doc-Search Associates. 87/02/27. Division of Rules & Records (Pre 
87041 3). 1 p. 41 422:1 37-41 422:1 37, 
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8706230083 Final response to FOIA request.Documents in App A already available in 
PDR. Documents in App B being made available in PDR & end. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/18. CONNOR.L 
Doc-Search Associates. 3pp. 41422:138-41422:235. 

-8511010317 Forwards safety evaluation & EG&G technical evaluation rept, “Conform- 
ance to Reg Guide 1.97, Millstone Nuclear Power Station, Unit 3." re emergency re- 
sponse capability.SALP input also end. 

HOUSTON, R.W. Assistant Director for Reactor Safety 85/10/29. NOVAK,T.M. Assist- 
ant Director for Licensing. 2pp. 41422:141-41422:142. 

—8511010320 “Conformance to Reg Guide 1.97, Millstone Nuclear Power Station.Unit 
3.” 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6493. 85/07/31. NRC - No 
Detailed Affiliation Given. 21pp. 41422:147-41422:167. 

-8604210354 Forwards SER supporting conformance to Reg Guide 1.97 re emergency 
resnonse cap.ah'!‘tv & EGfiQ !c;aho,lnc Rept EGG-EA-6806, “Conformance to Reg 
Gu:::o l.-j/ u ectric Generating Plant, Units 1 & 2.” 

nCSS'.C -■ .Assisi.'-nt Director for Technical Support (PWR-A). 86/04/11. MILLER, M. 
PWR Project Directorate 4. Ip. 41422:168-41422:168. 

-8604210357 EGG-EA-6806 “Conformance to Reg Guide 1.97,Vogtle Electric Generat- 
ing Plant,Units 1 & 2." 

VANDERBEEK,R. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN A-6493. 86/04/30. 
NRC - No Detailed Affiliation Given. 24pp. 41422:174-41422:197. 

-8605070579 Forwards markup of Electrical, Instrumentation & Control Sys Branch 
SER, per 860411 request.reflecting util most recent commitment to modify containment 
sump water temp instrument loops per Category 2 requirements of Reg Guide 1.97, 
ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/05/02. MILLER, M. 
PWR Project Directorate 4. 2pp. 41422:198-41422:205. 

-8606160035 Forwards SER on licensee conformance to Rev 3 of Reg Guide 1.97 on 
emergency response capability.Technical evaluation rept for May 1986 end re licens- 
ee sub:mi;-.:-i!,r>:.' Gcr..-?r;c Ltr 82-33.W/SALP input. 

RCS.SI.C.E. A«s.?-ar.: Director for Technical Support (PWR-A). GL-82-33. 86/06/11. 
NERSES. V. PWR Project Directorate 5. 2pp. 41422:206-41422:207. 

-8606160036 EGG-NTA-7256 “Conformance to Reg Guide 1 .97,Seabrook Station.Units 
1 & 2,’’ technical evaluation rept for May 1986. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN A-6493. 86/05/31. NRC - No 
Detailed Affiliation Given. 22pp. 41422:214-41422:235. 

-8706230094 SER re util 830202,1216.840113 & 850528 responses to Generic Ltr 82- 
33 re conformance to Reg Guide 1.97, Rev 2,as applied to emergency response 
facilities.Design acceptable.SALP input end. 

* NRC - No Detailed Affiliation Given. GL-82-33. 85/10/29. 4pp. 41422:143- 
41422:146. 

-8706230129 SER re util 830414,850315.0620,0906 & 860121 responses to Reg Guide 
1.97.Design acceptable w/respect to conformance to Reg Guide 1.97.Rev 2,w/excep- 
tion of containment sump water temp. 

* NRC - No Detailed Affiliation Given. 86/04/11. 5pp. 41422:169-41422:173. 

-8706230147 SER finding facility design acceptable w/respect to conformance to Reg 
Guide 1.97, Rev 3,except for accumulator tank level & pressure 

instrumentation.containment sump water temp instrumentation & quench tank temp in- 
strumentation. 

* NRC - No Detailed Affiliation Given. GL-82-33. 86/06/11. 6pp. 41422:208- 
41422:213. 

8706230228 Fourth partial response to FOIA request. Forwards documents & tapes 
listed in Apps D & F.'-ftspectivel'/.Doc.imerts & tapes placed in PDR.Portions of App D 
documents withheld (re: F;v,^ Fxcmpiicns 6 & 7). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. DIXON.C.. 
DEVINE, T. Government Accountability Project. 9pp. 41423:213-41427:144. 

—8706230267 Partiallu withheld memo re Pullman QC inspector allegations received on 
831223.A':ognrS Locked hired in Aug 1983 & terminated on 83121 S.Grievance filed 
w.'= i;mcors,S:6aT. F'ds's & Apr'srt'ces Union by alleger.per 10CFR21.50. 
PADOVAN.M. Regic-r- : Cf‘r.:; c- 83/12/23. KIRSCH.D. Region 5, Office of 

Director. 18pp. 41423:223-41423:253. 

—8706230283 Summary of 831219 meeting re submittal of grievance to Pullman Power 
Products concerning termination of S Locked, QA inspector,on 831215.List of atten- 
dees end. 

STIEGER.P.L. Pullman Power Products Corp. (formerly Pullman, Inc.). 83/12/19. Pull- 
man Power Products Corp. (formerly Pullman, Inc.). Ip. 41423:254-41423:254. 

—8706230288 Summary of 831222 meeting re clarification of S Lockert termination & 
subsequent grievance which originally presented & denied by Pullman Power Products 
on 831219. Attendee list encI.Partially withheld related info end. 

STIEGER.P.L Pullman Power Products Corp. (fonme'iv Pt.'l'mari. fnc.). Pull- 

man Power Products Corp. (formerly Pullman, .'-j ;• 30'3cp. 4 i.';?3;2o:"-4:. '■-26:209. 

—8706230318 Forwards response to issues identified in Board Notification 84-014 re 
vaive min wall thickness measurements originally performed in 1973 & 1974.From 
review of aliegation.22 issues addressed, including issue raised in HO Hudson 840112 
ltr. 

SCHUYLER, J.O. Pacific Gas & Electric Co. DCL-84-085. 84/02/29. MARTIN.J B 
Region 5. Office of Director. 12pp. 41426:210-41426:221. 

—8706230324 Forwards Pull'^af' pmceduros to assist NRC review. 

COFFER, C.O. Pacific Gas & Fls,r.'c C::. 84/03/08. CASELLA.F. Region 5. Office of 
Director. 22pp. 41426:222-41426:243. 

—^06230337 Forwards Rept PAR(DCNP)-NDE-3, “Followup of Alleged Deficiencies in 
QA Program at Diablo Canyon Nuclear Plant," per 840320 telcon. 

KRAUS,M.A. Parameter. Inc. 84/03/20. CASELLA,F. Region 5, Office of Director. 1p, 
41426:244-41426:244. 

-8706230360 Engineering instruction SP-52-166, “Ultrasonic Insp Procedure for 
Forgings.Bars.Plates.Bolting.Pipe.Tubing & Fittings - In Accordance W/ASME Code for 
Pumps & Valves for Nuclear Power." Related info end. 

* Dresser Industries, Inc. 72/02/17. 123pp. 41427:008-41427:144. 

—8706230482 PAR(DCNP)-NDE-3 “Followup of Alleged Deficiencies in QA Program at 
Diablo Canyon Nuclear Plant." ^ 

* Parameter. Inc. 84/02/29. 125pp. 41426:245-41427:007. 


“8706230267 Partiallu withheld memo re Pullman QC inspector allegations receiveri 
fi3';223./‘."Gge'.S Lockert hired in Aug 1983 & terminated on 83 121 S.Grievance fiiSJ 
w 'Plu~;£:efs,S:eanr Fitters & Apprentices Union by allegcr per "OCrRPi SO 
PADOVAN.M. Region 1, Office of Director. 83/12/23.“<:-5:;i-.,L). Fou.'-'i 5 , 

Director. 18pp. 41423:223-41423:253. ’ 

-8706230283 Summary of 831219 meeting re submittal of grievance to Pullman Pcvup 
Products concerning termination of S Lockert, QA inspector, on 831215.List of atio 
dees end. 

STIEGER.P.L. Pullman Power Products Corp. (formerly Pullman, Inc.). 83/12/19 p,,|i 
man Power Products Corp. (formerly Pullman, Inc.). Ip. 41423:254-41423:254. ’ ^ ’ 

-8706230288 Summary of 831222 meeting re clarification of S Lockert termination A 
subsequent grievance which originally presented & denied by Pullman Power Produrk 
on 831219. Attendee list encI.Partially withheld related info end. ^ ® 

STIEGER.P.L. Pullman Power Products Corp. (formerly Pullmar. In:.) E3'-2 ‘2;> p|.|j 
man Power Products Corp. (formerly Pullman, Inc.). 800pp. 41^2:-. 255-<: . 2:.3 ^ ’ 

“8706230318 Forwards response to issues identified in Board Notification 84-014 rp 
valve min wall thickness measurements originally performed in 1973 & 1974 From 
review of allegation,22 issues addressed, including issue raised in HO Hudson 840112 

SCHUYLER, J.O. Pacific Gas & Electric Co. DCL-84-085. 84/02/29. MARTIN Ifl 
Region 5, Office of Director. 12pp. 41426:210-41426:221. 

-8706230324 Forwards Pullman procedures to assist NRC review. 

COFFER.C.O. Pacific Gas & Electric Co. 84/03/08. CASELLA.F. Region 5. Office nf 
Director. 22pp. 41426:222-41426:243. 

“8706230337 Forwards Rept PAR(DCNP)-NDE-3, “Followup of Alleged Deficiencies in 
QA Program at Diablo Canyon Nuclear Plant,” per 840320 telcon. 

KRAUS.M.A. Parameter, Inc. 84/03/20. CASELLA.F. Region 5, Office of Director in 
41426:244-41426:244. ‘ 

“8706230360 Engineering Instruction SP-52-166, "Ultrasonic Insp Procedure for 
Forgings, Bars, Plates.Bolting.Pipe.Tubing & Fittings - In Accordance W/ASME Code for 
Pumps & Valves for Nuclear Power." Related info end. 

* Dresser Industries, Inc. 72/02/17. 123pp. 41427:008-41427:144. 

”8706230482 PAR(DCNP)-NDE-3 "Followup of Alleged Deficiencies in QA Program at 
Diablo Canyon Nuclear Plant.” 

* Parameter, Inc. 84/02/29. 125pp. 41426:245-41427:007. 

8706230309 FOIA request for documents re SECY-86-383. 

STENGER.D.F. Bishop, Cook, Purcell & Reynolds. 87/05/22. NORRY.P.G. NRC - No 
Detailed Affiliation Given. Ip. 41435:338-41435:338. 

8706230313 Partial response to FOIA request for documents.Forwards App B 
documents, including sign in sheet for 860925 meeting on engineering expertise on 
sh.ft.App A & 3 cocuments available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/18. 
STENGER.D.F. Bishop, Cook, Purcell & Reynolds. 3pp. 41435:339-41436:180. 

-8610280229 Submits results of survey on engineering expertise on shift. Findings of 
survey include that plants utilize shift technical advisors that are on-cal! & that differ- 
ences from Commission policy statement handled on case-specific basis. 
MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (851125-870411), 
GL-86-04. 86/10/16. RUSSELL, W.T. Division of Human Factors Technology (851125* 
870411). 3pp. 41436:023-41436:025. 

-8706230326 Handwritten summary of 860925 meeting w/util re engineering expertise 
on shift. Viewgraphs end. 

* NRC - No Detailed Affiliation Given. GL-86-04. 86/09/25. NRC - No Detailed Affili- 
ation Given. 41pp. 41435:342-41436:022. 

-8706230344 Package consisting of basic nuclear concepts - lesson objectives, JA Del* 
lavalle undated ltr & Northeast Utils, Thames Valley State Technical College nuclear 
engineering technology contract & Amend 1 . 

* Northeast Utilities. 87/06/18. 155pp. 41436:026-41436:180. 

8706240026 Partial response to FOIA request for documents.Fonvards App K 
documents.Documents also available in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/22. CONNOR.L. 
Doc-Search Associates. 2pp. 41450:046-41450:053. 

-8706240033 Forwards documents w/brackets around NFS proprietary info & affidavit 
in support of request to withhold bracketed info, per NRC 860801 request.Certain data 
in end appears to be dated &/or inaccurate. 

CLARK, J.R. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/08/20. 
SHOMAKER.E.C. Office of the General Counsel. Ip. 41450:049-41450:050. 

“8706240037 Forwards 78 SNM access authorizations for Category B of submittal 
schedule.W/o encIs.Fee paid. 

JOHNSON.S.C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 24G-86-0023. 86/ 
05/09. BRADY, R.J. NRC - No Detailed Affiliation Given. Ip. 41450:051-41450:051. 

-8706240042 Forwards 169 SNM access authorizations for remaining employees under 
Category B.W/o encIs.Fee paid. 

JOHNSON.S.C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 24G-86-0033. 86/ 
10/27. BRADY.R.J. NRC - No Detailed Affiliation Given. Ip. 41450:052-41450:052. 

-8706240045 Forwards SNM access authorizations for 12 contractors under Category 
B,13 requests for R level clearances under Category A & applications for certification 
of DOE Q & NRC U clearance for 12 employees.W/o encIs.Fee paid. 

JOHNSON.S.C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 24G-86-0034. 86/ 
10/28. BRADY.R.J. Division of Security (Pre 870413). 1p. 41450:053-41450:053. 

8706240052 FOIA request for rept, “Info re South African Origin Matt Imported & Ex- 
ported From US 1981-86," & most recently filed Form 742. 

KNAPIK.M. McGraw-Hill Publications Co. 87/04/20. NRC - No Detailed Affiliation 
Given. Ip. 41450:063-41450:063. 

8706240053 Final response to FOIA request for documents re South African origin rnatl 
imported & exported from US 1981-86 & DOE/NRC Form 742.App A documents with’ 
held (ref FOIA Exemption 4). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. KNAPlK.M. 
McGraw-Hill Publications Co. 3pp. 41450:064-41450:066. 
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8706240054 Further response to appeal re denial of FOIA request for documents re 
facility.Appeal denied.Documents previously withheld will continue to be withheld (ref 
FOIA Exemption 4). 

STELLO.V. Office of the Executive Director for Operations. 87/06/19. 
PUNTENNEY.J.E. Safe Energy Coalition of Michigan. 1p. 41450:107-41450:107. 

8706240057 Appeals 860716 denial of 860514 FOIA request 
PUNTENNEY.J.E. Safe Energy Coalition of Michigan. 86/08/19. STELLO.V. Office of 
the Executive Director for Operations. 1p. 41450:108-41450:112. 

8706240082 FOlA request for documents re dismissal of health physicist for whistle- 
blowing as reported by Associated Press on 861230. 

RUBINTON.D.S. Government Accountability Project. 87/04/15. Office of Administra- 
tion & Resources Management. Director (Post 870413). 3pp. 41450:163-41450:165. 

8706240094 Partial response to FOIA request for documents in three categories re drug 
or alcohol abuse at nuclear facilities. Forwards documents in Apps G & H. Documents 
in App H partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/19. HEATH.S.J. 
Washington Legal Foundation. 4pp. 41451:291-41451:328. 

-8706240103 Partially deleted memo re responses from util & Allied Nuclear.Inc to alle- 
gations of drug abuse.Allied Nuclear.Inc will not be contacted again re NRC 830325 
request for response.Util summary rept re Bechtel investigation end. 
FAULKENBERRY.B. Region 5. Office cf D-ector. 83/05/03. COBB.L.I. Region 5. 
Office of Director. 22pp. ^.l^5'.:296-41.'.5;:r:2: 

-8706240119 Partially deleted memo re anonymous allegations concerning controlled 
substance activities at plant.Telcon between A Chaffe & T D’Angelo on 840820 re 
anonymous allegations & 840821 conference call w/MD Schuster discussed. 
MCQUEEN.A.D. Region 5. Office of Director. 84/08/22. Region 5, Office of Director. 
2pp. 41451:321-41451:322. 

-8706240136 Partially deleted summary of 870822 meeting at Region V ofc re Allega- 
tion RV-84-0092 concerning alcohol & drug abuse at plant.Members of panel 
listed.Action plan developed to deal w/allegations encl.W/o end. 

MCQUEEN, A.D. Region 5, Office of Director. 84/08/24. Region 5. Office of Director. 
4pp. 41451:323-41451:326. 

“8706240241 Partially deleted memo re Southern California Edison 840828 Itr re termi- 
nation of individual & indivdual knowledge of drug use. 

SCHUSTER, M.D. NRC - No Detailed Affiliation Given. 84/09/04. NRC - No Detailed 
Affiliation Given. Ip. 41451:327-41451:327. 

-8706240248 Partially deleted Itr re recipient meeting w/NRC resident inspector con- 
cerning drug abuse at plant.Understands that any addi info will be provided to NRC or 
FBI. 

SCARANO.R.A. Region 5, Office of Director. 84/09/20. Affiliation Not Assigned. Ip. 
41451:328-41451:328. 


—8706240276 Package consisting of NRR presentation to ACRS re 870115 technical 
meeting to consider generic implications of facility feedwater line failure & J Rosenthal 
“Failure of Main Feedwater Pipe 861209" outline. 

BOSNAK,R. Engineering Issues Branch. 87/02/05. 19pp. 41456:259-41456:293. 

8706240359 FOIA request for West Shore Cardiology Consultants application for 
license-Application resulted in issuance of License 21-24873-01. 

ROSE.C.H. Affiliation Not Assigned. 87/06/09. GRIMSLEY.D.H. Division of Rules & 
Records (Post 870413). Ip. 41452:164-41452:164. 

8706240364 FOIA request for HR Denton 850520 Itr to NRR employees (NRR Ofc Ltr 
34,Rev 1) re util commitments & addI documents, including OELD/Ofc of General 
Council guidance pertaining to enforceability of licensee commitments. 

LYND.S. TENERA Corp. (subs, of TERA Corp.). 87/05/13. GRIMSLEY.S. Division of 
Rules & Records (Post 870413). Ip. 41451:329-41451:329. 

8706240377 Final response to FOIA request for documents re util commitments & en- 
forceability of commitments, including NRR Ofc Ltr 34, Rev I.App A documents being 
made available in PDR & forwarded.App B documents withheld (ref FOIA Exemption 
5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/18. LYND.S. 
TENERA Corp. (subS. of TERA Corp.). 4pp. 41451:330-41451:337. 

-8506100158 Comments on Rev 1 to NRR Ofc Ltr 34 re util commitments. Commit- 
ments in FSAr may be changed w/o notifying NRC. Important commitments should 
be reflected in Tech Specs or as license conditions. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/05/20. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 41451:336- 

41451:337. 

“8703180037 Discusses brief background on use of FSAR in insp & enforcement proc- 
ess for facility under const. 

GOLDBERG, J.R. Assistant General Counsel for Enforcement. 87/03/04. 

ARLOTTO.G.A. Comanche Peak Project (Technical Review Team). 2pp. 41451:334- 
41451:335. 

8706240392 Final response to FOIA request for 870309 application for License 21- 
24873-01. Forwards App A document.Document also in PDR. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. ROSE.C.H. Af- 
filiation Not Assigned. 2pp. 41452:165-41452:191. 

-8706240420 Application for license, authorizing M Meengs to use 

10CFR35.100,Schedule A,Group II & 111 radioactive matls, limited to cardiac 

use.Supporting documentation end. Fee paid. 

MEENGS,M. West Shore Cardiology Consultants. PC, Muskegon, Wl. 83065. 87/03/ 
02. 21pp. 41452:167-41452:187. 


8706240097 Partial response to FOIA request for documents.Forwards App B 
documents.App A & B documents also available in PDR. App C documents withheld 
(ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. RUBINTON.D.S. 
(Sovernment Accountability Project. 5pp. 41450:166-41450:175. 


-8706250311 “Model Program for Maintaining Occupational Radiation Exposures at 
Medical Institutions ALARA.*’ 

MEENGS, M. West Shore Cardiology Consultants, PC, Muskegon, Wl. 87/03/02. 4pp. 
41452:188-41452:191. 


-8706240102 Informs that OELD requested to review Ofc of Investigations Rept 1-85- 
0l9,dtd 860508,re alleged threats to employees to prevent disclosure of possible 
overexposure to NRC. Recipients will be informed of OELD conclusions within 1 wk. 
STELLO.V. Office of the Executive Director for Operations. 86/05/12. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (851125-870411). TAYLOR.J.M. Office 
of Inspection & Enforcement, Director (820201-870411). CUNNINGHAM, G. Office of 
the Executive Legal Director (Pre 860701). Ip. 41450:171-41450:171. 

-8706240106 Forwards.for review & comment.Ofc of Investigations Rept 1-85-019 re al- 
leged threats to employee to prevent disclosure of possible overexposure to NRC. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing (851125-870411). 
86/06/23. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (851125- 
870411). 4pp. 41450:172-41450:175. 

8706240098 Final response to FOIA request for documents re plant feedwater line 
failure.Forwards App H documents.App G & H documents available in PDR.Document 
listed in App 1 completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. 2WELLING.J. 
Citizens Action for Safe Environment. 5pp. 41456:213-41456:293. 

—8706240130 RO:on 720727,during shutdown.two employees injured when steam vent 
sys malfunctioned.Caused by decay heat release piping disenoaging from piping sup- 
port sys.Workers treated for burns.Design change investigated.News release end. 
RAGONE.S. Virginia Power (Virginia Electric & Power Co.). 4545. 72/08/16. 

GIAMBUSSO.A. Atomic Energy Commission, Directorate of Licensing. 32pp. 

41456:219-41456:250. 

—8706240156 Concludes that injection of cold water into reactor by actuation of safety 
injection sys had negligible effect on fatigue life of RCPB, based on review of rept on 
720727 incidentAddl info on mods requested within 30 days. 

DEYOUNG.R.C, Atomic Energy Commission, Directorate of Licensing. 72/10/11. 
RAGONE,S. Virginia Power (Virginia Electric & Power Co.). 2pp. 41456:251- 

41456:252. 

“8706240169 Provides addi info in response to RC DeYoung 721011 Itr re high temps 
experienced in upper level of safeguards bldg. Exhaust duct sys will be installed in 
safeguards bldg to limit max space temp rise. 

RAGONE.S. Virginia Power (Virginia Electric & Power Co,). 6369, 72/11/16. 

DEYOUNG.R.C. Atomic Energy Commission, Directorate of Licensing. 2pp. 
41456:253-41456:254. 


8706250017 FOIA request for central file records marked on NRC 870313 response to 
company FOIA 87-109 dtd 870210. 

ONDASH.C.S. Devonrue, Ltd. 87/03/30. GRIMSLEY.D.H. Division of Rules & Records 
(Pre 870413). Ip. 41465:046-41465:046. 

8706250029 Final response to FOIA request for documents.Documents listed on App B 
available in PDR.AddI records subj to request will be addressed in recipient subse- 
quent request, FOIA 86-423.Nonexempt records under Brosius FOIA 84-291 . 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/19. 

ROSENBERG.M. Kansas City Star/Kansas City Times, Kansas City, MO. 2pp. 
41467:286-41467:288. 


8706250031 Final response to FOIA request. App E document withheld (ref FOIA Ex- 
emption 5). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/22. Devonrue, Ltd. 
3pp. 41465:047-41465:049. 

8706250167 FOIA request for documents made available for insp in accordance w/ 
FOIA Request 87-40 & matls produced to plaintiffs in Zimmer litigation &/or GE, 
JONES.W.M. McDermott,Will & Emery. JONES.W.M. Sargent & Lundy. Inc. 87/03/27. 
GRIMSLEY.D. Office of Administration (Pre 870413). 2pp. 41462:308-41462:309. 

8706250168 Partial response to FOIA request for documents re Maxey Flats area of 
Fleming County, KY.Forwards App C & D documents.App C,D & E documents avail- 
able in PDR, 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/16. MINTON, LE. 
Hunton & Williams. 7pp. 41467:322-41470:137. 

-8702240242 Informs that end notice of demand received from EPA citing Battelle as 
potentially responsible party for costs re response or remedial action taken & planned 
by EPA at Morehead Nuclear Waste Disposal Site, Fleming County.KY 
OLSON, K.A. Battelle Memorial Institute, Columbus Labcralorios. 27850 87/01/28. 
Office of Nuclear Material Safety & Safeguards, Director. 2pp. 41468:112-41468:113. 


-8706250177 Paper entitled, “Radwaste Inventory at Maxey Flats Nuclear Waste Burial 


THOMAS, J.D., GAT,U. Kentucky, Univ. of, Lexington, KY. CLARK, D.T. Kentucky, Com- 
monwealth of. 75/06/24. 9pp. 41467:334-41467:342. 


-8706240190 Forwards info re PRA-based interactive sys called Plant Risk Status Info 
Mgt Sys (PRISIM) to assist NRC inspectors in planning insp activity.Extends invitation 
to discuss PRISIM w/util personnel.W/o end. 

MORRIS.B. Division of Reactor System Safety (860720-870413). 87/01/12. 
SOMMERS, D. Virginia Power (Virginia Electric & Power Co.). Ip. 41456:255- 
41456:255. 


“8706250192 Forwards comments on EPA paper entitled, “Preliminary Data on Occur- 
rence of Transuranium Nuclides in Environ at Radwaste Burial Site, Maxey Flats, KY," 
per 760113 discussion. Newspaper article re leaking at disposal site also end. 
DRAGONETTE,K.S. Division of Fuel Cycle & Material Safety (Pre 870413). 76/01/15. 
LOHAUS.P. NRC - No Detailed Affiliation Given, 4pp. 41467:343-41467:346. 


..8706240250 Requests description of NRC approach to problem of corrosion & erosion 
in feedrings & J-tubes based on 870312 Nucleonics Wk article re French investigation 
into pipe wall thinning. Rationale for not citing util for poor GDC-1 also requested. 
ASSELST1NE,J.K. Commissioners. 87/04/13. STELLO.V. Office of the Executive Di- 
rector for Operations. 3pp. 41456:256-41456:258. 


-8706250199 Comments on EPA paper entitled, “Preliminary Data on Occurrence of 
Transuranium Nuclides in Environ at Radwaste Burial Site, Maxey Flats, KY," per 
751222 requestShortcomings of paper listed.W/o stated review group 750707 rept. 
CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety (Pre 870413). 76/01/30. 
SMITH, D.S. Environmental Protection Agency. 3pp. 41467:347-41467:349. 
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-8706250211 Forwards general info re commercial burial grounds, background info 
about development & current status of Maxey Flats site & program of reviewing other 
burial grounds. 

CHAPWAN.K.R. Office of Nuclear Material Safety & Safeguards.Director. 76/04/09. 
PASTOR E.J.D. Congress. Joint Committee on Atomic Energy. 34pp. 41467:350- 
41468:022. 

-8706250222 Ack receipt of proposed program of investigations & analyses for Maxey 
Flats site attached to end 77061 5 Itr.Agrees w/ proposal in principle & in process of 
examining specifics of proposal to integrate w/ other low level waste studies. 
SMITH.C.V. Office of Nuclear Material Safety & Safeguards. Director. 77/07/18. 
CONN.P.D., MCCLURE.R. Kentucky, Commonwealth of. 6pp. 41468:023-41468:028. 

-8706250227 Forwards rept on proposed investigative program at Maxey Flats rad- 
waste burial site.Program can assist NRC in developing criteria & stds for operation of 
existing site & selection of future sites.AA Moghissi 760217 Itr also end. 

MCCLURE.R., CONN.P.D. Kentucky, Commonwealth of. 77/06/15. ROWDEN.M.A. 
Commissioners. 9pp. 41468:029-41468:037. 

-8706250251 Comments on tasks outlined in Section 3.0 of 771123 Maxey Flats re- 
search proposal, including water & mass balance studies, alternatives to water mgt 
program, atmospheric studies & extended care & maint programs. 

BELL,M.J. Low Level Waste Branch (Pre 790501). 77/12/09. SWANBERG.F. Cffice of 
Nuclear Regulatory Research, Director. 5pp. 41468:038-41468:042. 

-8706250262 Trip rept of 780509 visit to Maxey Flats waste burial facility re discussion 
of investigative program at facility w/RM Fry of State of KY.Bureau of Health Svcs & 
B Berlin of Dames & Moore. 

FRCLCFF.W., THCMAS.J. Low Level Waste Branch (Pre 790501). 78/05/23. 
BELL.M.J. Low Level Waste Branch (Pre 790501). 2pp. 41468:043-41468:044. 

-8706250271 Forwards general description of low level waste generated for commercial 
disposal in US.Statements in end best reflect knowledge of wastes & should provide 
ariepLirste over-.iow -'or rnspcnd-nc '.o requests. 

E SHC"'.C. H gri L-;:v<;' Was:-:- Licensing Management Branch. 79/10/30. 

BROWNING, P. H.igr Lev:-: Waste Licensing Management Branch. GAGNER.S. Cffice 
c* =Lb!ic AfTc.'s. "KERR.W Cf: ce of State Programs, Director (Pre 870413). 9pp. 
41468:045-41468:053. 

-8706250279 Paper entitled. “Inventory (1962-1978) & Projections {to 2000) of Shallow 
Land Burial of Radwastes at Commercial Sites:Update.’’ 

HOLCOMB, W.F. Environmental Protection Agency. 80/06/30. 9pp. 41468:054- 
41468:062. 

-8706250294 Paper entitled. “Characterization of Plutonium in Maxey Flats Radioactive 
Trench Leachates." Copyrighted matl. 

CLEVELAND.J.M., REES,T.F. Interior, Dept. of. Geological Survey. 81/02/09. Ip. 
41468:063-41468:063. 

-8706250297 Requests review of stabilization & closure plan for Maxey Flats low level 
waste disposal site.Comments requested by 820825.W/O end. 

SIEFKEN.D.L. Low Level Waste Licensing Branch. 82/08/16. HAWKINS.E., 
LOHAUS.P., STARMER.R.J. Low Level Waste Licensing Branch. Ip. 41468:064- 
41468:064. 

“8706250302 Requests NRC assistance in reviewing decommissioning plan for Maxey 
Fiats low level waste disposal site in Fleming County.KY.PIan will be submitted on 
chapter by chapter basis.Agenda for task submittals & reviews end. 

TAIMI.T.M. Kentucky. Commonwealth of. 83/07/19. HIGGINBCTHAM.L. Office of Nu- 
clear Material Safety & Safeguards, Director. 2pp. 41468:065-41468:066. 

-8706250310 Forwards decommissioning plan for Maxey Flats disposal site, Task 3, 
“Evaluation of Alternatives," for commenLComments should be provided by 
830928.W/O end. 

HIGGINBOTHAM.L Low Level Waste Licensing Branch. 83/09/21. CONTl.R. Waste 
Management Branch. Ip. 41468:067-41468:067. 

-8706250317 Requests copy of OF83-0133. “Hydrogeologic Investigation of Maxey 
Flats Radwaste Burial Site.Fleming County, KY." 

GOODE, D. NRC - No Detailed Affiliation Given. 85/03/07. Interior, Dept, of, Geologi- 
cal Survey. Ip. 41468:068-41468:068. 

—8706250322 Forwards "Oxidation Induced Geochemical Changes in Trench Leachates 
from Maxey Flats Low Level Radwaste Disposal Site," for comment. 

DAYAL.R. Brookhaven National Laboratory. 85/03/21. STARMER,R.J. NRC - No De- 
tailed Affiliation Given. Ip. 41468:069-41468:069. 

—8706250327 “Oxidation Induced Geochemical Changes in Trench Leachates From 
Maxey Flats Low Level Radwaste Disposal Site." 

DAYAL.R., PIETRZAK,R.F., CLINTON, J. Brookhaven National Laboratory. 85/03/31. 
32pp. 41468:070-41468:101. 


-8706250396 Forwards BMI claim filed to establish that radioactive releases at Maxey 
Flats,KY low level waste site should be covered by Price Anderson ActB Fenner 
noted that nonradiological hazards of wastes would not be covered. 

DRAGONETTE,K. NRC - No Detailed Affiliation Given. 87/02/10. KNAPP M. 
STARMER.R.J., DUNKLEMAN.M. NRC - No Detailed Affiliation Given. Ip 41468'l'l1- * 

41468:111. 

-8706250410 Trip rept of Advisory Task Force to Governor of KY 870303 meeting re 
state funding for dumping & evaporation operations at Maxey Flats.D Mills 870217 
memo & 870121 executive order end. 

NEUDER.S. NRC - No Detailed Affiliation Given. 87/03/10. NRC - No Detailed Affili- 
ation Given. 6pp. 41468:114-41468:119. 

-8706250420 Ack receipt of EPA notice citing company as one potentially responsible ! 
party for costs re response or remedial action taken & planned by EPA.Ltr constitutes 
claim for property damage arising from possession or use of radioactive matls. i 

KEPPLER.P. AMAX, Inc. 87/04/10. Office of Nuclear Material Safety & ; 

Safeguards, Director. 36pp. 41468:120-41468:155. I 

-8706250429 Forwards comments on EPA paper entitled, “Preliminary Data on Occur- 
rence of Transuranium Nuclides in Environ at Radwaste Burial Site, Maxey Flats.KY." i 
Background notes for 771101 meeting w/Commonwealth of KY representatives end. 
CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety (Pre 870413). 87/06/16. 
SMITH, D.S. Environmental Protection Agency. 21 pp, 41468:156-41468:176. 

-8706250446 “Surface Water Hydrology Study - Maxey Flats Low Level Radwaste Dis- 
posal Site.” 

* Westinghouse Electric Corp. 85/01/31. 155pp. 41468:177-41468:308. 

-8706250453 “Insights Gained From NRC Research Investigation at Maxey Fiats Low 
Level Waste SLB Facility.” Newspaper article re radionuclide migration in groundwater 
charted end. 

0’DONNELL,E. Office of Nuclear Regulatory Research, Director (Post 860720) 87/ 
06/16. 39pp. 41468:309-41468:347. 

i 

-8706250462 Forwards "Mass Balance Study of Maxey Flats Low Level Waste Dispos- 
al Site,Task 3 RepLAirborne Particulates Studies,” per 830407 meeting.Study covers 1 
period from 1976-1977. I 

MILLS,D. Kentucky, Commonwealth of. 83/04/11. DAVIS, J. Division of Health, Siting 
& Waste Management (Pre 840429). Ip. 41468:348-41468:348. I 

-8706250466 “Mass Balance Study of Maxey Flats Low Level Waste Disposal i 
Site,Task 3 Rept:Airborne Particulates Studies." i 

* Dames & Moore. 80/05/31. 15pp. 41468:349-41469:002. j 

i 

—8706250476 Forwards Research Panel "Initial Research Observations at Maxey Flats i 
re Site Closure,” as deliberated on 821130-1201. Comprehensive rept integrating & | 

assessing significant findings of research conducted at site planned by panel. i 

O’DONNELL, E. Waste Management Branch. 83/03/31. CONTI,E.F. Office of Nuclear 
Regulatory Research, Director (Pre 860720). DAYAL.R. Brookhaven National Labors- ! 
tory. FISCHER.J. Interior, Dept, of, Geological Survey. 44pp. 41469:003-41469:046, i 

-8706250487 Forwards evapotranspiration data for Farmers, KY. Potential evapotranspir- i 
ation & actual transpiration equal at 29.96 inches. ! 

CONNER,G. Western Kentucky Univ., Bowling Green, KY. 82/08/10, 
MCDONOUGH.A. NRC - No Detailed Affiliation Given. 2pp. 41469:047-41469:048. i 

-8706250489 Forwards graph describing rainfall & evapotranspiration for Maxey ! 

Flats.Best crop to remove water at Maxey Flats would be fescue grass. ' 

THOMAS, G.W. Kentucky, Univ. of, Lexington, KY. 82/07/26. SIESKAN.D. NRC - No 
Detailed Affiliation Given. Ip. 41469:049-41469:049. 

-8706250493 Ack receipt of Itr & end graph & reprint.Info very timely, given efforts to 

§ ain control over water budget at Maxey Flats site. 

■lEFKEN.D.L Division of Low Level Waste Management & Decommissioning (Post 
870413). 87/06/16. THOMAS.G.W. Kentucky, Univ. of, Lexington, KY, 2pp. ! 

41469:050-41469:051. 

-8706250500 Forwards map showing districts & copies of records back to 1970, per re- 
quest for soil moisture for Rowan County, KY. 

WILLIAMSON.D.D. Agriculture, Dept. of. 82/07/21. MCDONOUGH,A. NRC - No De- 
tailed Affiliation Given. 4pp. 41469:052-41469:055. 

“8706250505 EPA-520/5-76/020 “Radiological Measurement at Maxey Flats Radwaste 
Burial SitG.1 974-1 975." 

* Environmental Protection Agency. 75/12/31. 8pp. 41469:056-41469:063. 

-8706250509 Paper entitled, “Conceptual Analysis of Groundwater Flow Sys at Maxey 
Flats Radwaste Burial Site.Fleming County, KY." 

POLLOCK, D.W., ZEHNER.H.H. Interior, Dept. of. Geological Survey. 80/12/04. 17pp. 
41469:064-41469:080. 

“8706250515 Discusses potential problems re proposed work at Maxey Flats.Author be- 
lieves that work offers enough promise & should be pursued. ; 

ROBERTSON, J.B. NRC - No Detailed Affiliation Given. 79/06/05. PERKINS.R.W. Bat- 

telle MAmnrial Institute Panifir Nnrthw/est I ahnratnries Rnn ai4M-nft1-414fifl*0fl5 
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-8706250534 "Radioactivity Concentrations at Maxey Flats Area of Fleming 
County, KY." 

• Kentucky. Commonwealth of. 76/12/31. 50pp. 41469:154-41469:203. 


-8706250543 “Geotechnical Investigation & Waste Mgt Studies of Nuclear Waste Dis- 
posal Site, Fleming County.KY." 

* EMCON Associates. 75/02/06. 105pp. 41469:204-41469:308. 


-8706250549 Paper entitled, “History & Preliminary Inventory Rept on Kentucky Rad- 
waste Disposal Site.” 

CLARK, D.T. Kentucky, Commonwealth of. 73/10/31. 7pp. 41469:309-41469:315. 

-8706250551 “Preliminary Site Evaluation of Nuclear Waste Disposal Site, Fleming 
County.KY." 

* EMCON Associates. 72/05/31. 18pp. 41469:316-41469:333. 


-8706250554 “Geologic & Hydrologic Evaluation of Proposed Site for Burial of Solid 
Radwaste Northwest of Morehead, Fleming County.KY." List of abstracts re Maxey 
Flats end. 

WALKER.I.R. New Jersey, State of. 62/09/12. 137pp. 41470:001-41470:137. 

8706250173 Partial response to FOIA request for documents made available for insp in 
accordance w/FOIA Request 87-40. W/o ends. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. JONES.W.M. 
McDermott. Will & Emery. Ip. 41462:310-41462:310. 


8706250216 Appeals denial of FOIA request. 

GARDE, B.P. Government Accountability Project. 87/04/10. GRIMSLEY.D.H. Division 
of Rules & Records (Pre 870413). Ip. 41467:069-41467:077. 


8706250233 Partial response to FOIA request for Ofc of Investigation final repts re 
plant.App B documents available in PDR.Other documents subj to request can be 
found under listed FOIA requests. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. 

ROSENBERG.M. Kansas City Star/Kansas City Times, Kansas City. MO. 2pp. 
41467:263-41467:265. 


8706250253 Final response to FOIA request for documents re allegations concerning 
plant. Forwards App G & H documents.Documents also available in PDR.App H docu- 
ments partially withheld (ref FOIA Exemption 6). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/19. GARDE.B.P. 
Government Accountability Project. 4pp. 41467:237-41467:262. 

-8706250277 Requests investigation of GAP allegations received on 820629 re const 
deficiencies.Investigation must be conducted before licensee can obtain affidavits & 
possibly prejudice investigation. 

KEPPLER.J.G. Region 3, Office of Director. 82/08/04. FITZGERALD, J.A. Office of In- 
vestigations. 2pp. 41467:243-41467:244. 

-8706250290 Forwards Inquiry Rept Q3-83-001 for review & necessary 
actions.Oiscriminatory employment termination still under investigation by Ofc of 
Investigations.lnsp of allegers technical concerns contracted to BNLW/o end. 
WEIL,dH. Region 3, Office of Director. 84/05/18. NORELIUS.C.E. Region 3. Office of 
Director. Ip. 41467:245-41467:245. 

-8706250309 Forwards allegation synopsis & allegation category re welding allegations 
at power station, per recipient discussion w/RE Hall. . 

TAYLOR, J.H.. HALL,R.E. Brookhaven National Laboratory. 84/08/23. HARRISON.J. 
Region 3, Office of Director. 8pp. 41467:246-41467:253. 


8706260197 Third partial response to FOIA request for documents re nuclear employee 
data sys.Forwards documents listed in App D.Documents also available in PDR. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/23. BAUMAN.L. 
Government Accountability Project. 2pp. 41480:352-41480:357. 

-8706260207 Confirms 860325 briefing w/Northeast Util & lEAL at NRC re nuclear em- 
ployee data sys.Util wishes to discuss sys & approaches for implementation. 
YARDUMIAN.J. Reactor & Transportation Licensing Branch. 86/03/07. BURNETT, R., 
TEN EYCK,E., MCCORKLE.G.W. Office of Nuclear Material Safety & 

Safeguards.Director. 2pp. 41480:354-41480:355. 

-8706260215 Forwards Region I 860213 referral for Rev 10 to plant security 
plan.Generic review & appropriate guidance of rev requested since nuclear employee 
data sys addressed.W/o end. 

KASUN.D.J. Reactor & Transportation Licensing Branch. 86/03/26. YARDUMIAN.J. 
Assistant Director for Requirements & Technology. Ip. 41480:356-41480:356. 

-8706260223 Discusses generic review of safeguards implications of licensee use of 
nuclear employee data sys (NEDS).NEDS screening criteria meets or exceeds ANSI 
3.3 stds & users need not submit 50.S4(p) change to physical security plan. 
MCCORKLE.G.W. Reactor & Transportation Licensing Branch. 86/06/04. 
JOYNER, J.H. Region 1, Office of Director. BARR.K.P. Region 2, Office of Director. Ip. 
41480:357-41480:357. 

8706260216 FOIA request for list of LPDRs & info re NRC matls maintained. 

GAYEK.H. Affiliation Not Assigned. 87/06/18. Division of Rules & Records (Post 
870413). Ip. 41483:197-41483:197. 

8706260225 Final response to FOIA request for list of LPDRs & info re NRC matls 
maintained. Forwards App A documents.W/o ends. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/23. GAYEK.H. Affili- 
ation Not Assigned, 2pp. 41483:198-41483:199. 

8706260228 Appeals partial denial of FOIA request for Document 10 in App C concern- 
ing in camera order resolving dispute between Ofc of Investigations & 
Board. Document cannot be described as investigatory or compiled for law enforce- 
ment purposes. 

WHICHER.J.M. Roger Baldwin Foundation. 87/04/10. CHILK.S. Office of the Secre- 
tary of the Commission. 2pp. 41483:205-41483:206. 

8706260233 Responds to appeal of denial of FOIA request for Document 10 in App C 
of 870309 response.Forwards Document lO.Document partially withheld (ref FOIA Ex- 
emption 7). 

CHILK.S.J. Office of the Secretary of the Commission. 87/06/22. WHICHER.J.M. 
Roger Baldwin Foundation. 2pp. 41483:207-41483:223. 

-8706260247 Partially withheld order concluding that further breach of confidentiality 
would harm alleger & future investigations. Intervenor access to Ofc of investigations 
files denied, W/ certificate of Svc.Served on 861110 (limited svc). 

CHILK,S.J. Office of the Secretary of the Commission. OL. 86/11/07. Atomic Safety 
and Licensing Board Panel. 15pp. 41483:209-41483:223. 

8706260252 FOIA request for Ofc of Investigations 851028 memo to Region IV request- 
ing evaluation of whether affidavits presented warranted initiation of investiagtion into 
plant 01 program or integrity of util mgt & Region IV 851219 response. 

HAYS,J.A, Wichita Eagle-Beacon, Wichita, KS. 87/05/29. Region 4, Office of Director. 
2pp. 41482:186-41482:187. 


-8706250325 Advises that due to suspension of const at facility, insp work on listed alle- 
gations will be deferred until project restarted.Two allegations open & still being ac- 
tively pursued. 

WARNICK.R.F. Region 3, Office of Director. 84/09/28. WEIL,C.H. Region 3, Office of 
Director. 2pp. 41467:254-41467:255. 

-8706250432 Submits evaluation of BNL rept on plant allegations. Allegation did not 
identify any specific wrongdoing on part of an)r named NRC employee. Insp effort 
would be encumbered if entrance interview modified. 

WEIL.C.H. Region 3, Office of Director. 85/03/14. NORELIUS.C.E. Region 3. Office of 
Director. 3pp. 41467:256-41467:259. 

-8706250455 Partially deleted Itr forwarding NRC 850322 Itr to util & insp rept docu- 
menting insp of Jul 1982 concerns re plant.W/o ends. 

WEIL.C.H. Region 3, Office of Director. 85/03/27. KENT.E.E. Affiliation Not Assigned, 
ip. 41467:260-41467:260. 

-8706260165 Comments on BNL 840823 Itr re proposed review of concerns expressed 
by EE KentNRC may expand on insp previously performed at plant but should not 
duplicate work already performed by Region V & NRR. 

FOSTER,J. NRC - No Detailed Affiliation Given. 84/08/28. HARRISON.J. NRC - No 
Detailed Affiliation Given. 2pp. 41467:261-41467:262. 

8706250264 Responds to 870410 appeal of DH Grimsiey 870304 form 
response. Portions of Document 1 & entire Document 3 in app now publicly 
available.Remaining documents partially & completely withheld (ref FOIA Exemptions 
5 & 7). 

STELLO.V. Office of the Executive Director for Operations, 87/06/19, GARDE.B.P. 
Government Accountability Project. 3pp. 41467:078-41467:092. 

“8706250403 Partially deleted draft SSER providing results of staff evaluation & resolu- 
tion of approx 400 technical concerns & allegations in mechanical & piping area re 
constr practices at plant. 

* NRC - No Detailed Affiliation Given. 85/03/15. 12pp, 41467:081-41467:092. 

8706260127 Appeals denial of FOIA request for documents from chron & reading files 
of H Schierling from Sept 1981 to present re plant. 

HOLMES,G.A, MHB Technical Associates. 86/12/11. STELLO.V. Office of the Execu- 
tive Director for Operations. 2pp. 41480:343-41480:345. 

8706260156 Final response to appeal re denial of FOIA request for documents re 
plantForwards document listed in App W. Document also available in PDR. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/22. HOLMES.G.A. 
MHB Technical Associates. 2pp. 41480:346-41480:348. 


8706260255 Final response to FOIA request.Documents listed on App A available in 
PDR.Document listed on App B withheld (ref FOIA Exemption 7A). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/23, HAYS, J.A. 
Wichita Eagle-Beacon. Wichita, KS. 4pp. 41482:182-41482:185. 

8706260287 Partial response to FOIA request for response to FOIA 87-40. W/o end. 
GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/06/23. HUTCHINS.H. 
Mayer. Brown & Platt. Ip. 41480:210-41480:211. 

8706260360 Partial response to FOIA request for matls made available for insp under 
FOIA Request 87-40 & produced to plaintiffs in Zimmer litigation.Forwards 
documents.W/o ends. 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/23. JONES.W.M. 
McDermott.Will & Emery. 1p. 41483:018-41483:020. 

8706300064 Partial response to FOIA request for documents re Maxey Flats, KY rad- 
waste burial site.Forwards App F documents.Documents also available in PDR. 
GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/25. MINTON.LE. 
Hunton & Williams. 2pp. 41515:176-41515:227. 

-8706300117 Responds to 760902 Itr forwarding W Mercer Itr re newspaper photo- 
graph of trench at low level radwaste burial site at Maxey Flats.KY.Rept on event & 
actions taken to rectify situation & to monitor future developments end for info, 
DIRCKS,W.J, Office of the Executive Director for Operations. 76/09/29. 
CRANSTON,A, Senate. 11pp. 41515:183-41515:193. 

-8706300124 Fonwards photograph of Maxey Flats, KY burial site & requests comment 
on disposal of radioactive power plant wastes. 

CRANSTON.A. Senate. 76/09/02. Office of Congressional Affairs. 2pp. 41515:194- 
41515:195. 

-8706300139 Forwards 751229 preliminary comments on EPA study entitled, “Prelimi- 
nary Data on Occurrence of Transuranium Nuclides in Environ at Radwaste Burial 
Site.Maxey Flats.KV," for info. EPA requested to obtain NRC & ERDA views of 
study. W/o end. v 

EASON.C.F. Nuclear Engineering Co., Inc, 75/12/31. DIRCKS.W.J. Office of the Ex- 
ecutive Director for Operations. Ip. 41515:196-41515:196. 

-8706300176 Forwards summary of history of Maxey Flats site & rept on NRC & state 
regulatory programs for disposal of commercial low level radwaste.Situation at Maxey 
Flats under control & public health & safety adequately protected. 

ROWDEN.M.A. Commissioners. 77/03/18. PERKINS, C.D. House of Rep. 8pp. 
41515:197-41515:204. 


-8706260177 Fonwards amended McDermott & O’Neill petition re plant, per 
10CFR2.206.Exhibits 7-1 8, consisting of affidavits from 12 witnesses, being filed w/ 
NRC to avoid compromising ongoing Ofc of Investigations investigation.W/o end, 
DEV1NE,T. Government Accountability Project. 2.206. 84/11/15. HAYES, B. Office of 
Investigations, Ip. 41480:348-41480:348. 


-8706300201 Advises that NMSS safety effort complete & research request transmitted 
to RES on 771 1 23.Comm0nts on revised Commonwealth of KY proposal transmitted 
to RES for response. 

SMITH.C.V. Office of Nuclear Material Safety & Safeguards.Director. 77/12/30. HEN- 
DRIE Commissioners. Ip, 41515:205-41515:205. 



332 NONDOCKETED ITEMS 


•8706300219 Forwards summary of low level waste shipments.per recipient 
request.Summary presents breakdown on sources of wastes for 1977-1978 & 
amounts shipped to each operating disposal site. Handout discussing commercial 
wastes & summary tables end. 

DIRCKS.W.J, Office of Nuclear Material Safety & Safeguards, Director. 80/03/04. 
AHEARNE Commissioners. 10pp. 41515:206-41515:215. 


8706030246 Forwards environ assessment & finding of no significant 
impact.Assessment conclusions limited to demonstration phase of 860521 application 
to amend License DPR-65, changing Tech Specs to allow storage of consolidated 
spent fuel onsite. 

JAFFE.D.H. Project Directorate 1-4. 87/05/27. MROCZKA.E.J. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 41146:063-41146:075. 


-8706300849 Forwards WP Bishop 771109 summary of 771101 meeting w/ Common- 
wealth of KY re closing of Maxey Flats, KY burial site & memo responsive to Chairman 
Hendrie request to be informed of progress of proposed research program for signa- 
ture. 

MEYERS.S. Division of Fuel Cycle & Material Safety (Pre 870413). 77/12/22. 
SMITH, C.V. Office of Nuclear Material Safety & Safeguards.Director. 2pp. 41515:216- 
41515:217. 

-8706300854 Summary of 771101 meeting w/Commonwealth of KY & Dames & Moore 
re closing of Maxey Flats, KY burial site.List of attendees end. 

BISHOP,W.P. Assistant Director for Waste Management (Pre 790501). 77/11/09. As- 
sistant Director for Waste Management (Pre 790501). 3pp. 41515:218-41515:227. 

8706300109 Partial response to FOIA request. Portions of App D document re SECY-77- 
125 withheld (ref FOIA Exemption 3), 

GRIMSLEY,D. Division of Rules & Records (Post 870413). 87/06/23. CONROY, R. 
Valley News Dispatch, Tarentum, PA. 3pp. 41490:173-41490:193. 


-8706030272 Environ assessment & finding of no significant impact re util 860521 ap- 
plication for amend to Tech Specs to allow for storage of consolidated spent fuel al 
facility.EIS unwarranted. 

STOL2,J.F. Project Directorate 1-4. 87/05/27. 10pp. 41146:066-41146:075. 

8706030419 Discusses 861027-30 survey of control room ventilation sys. Review of 
listed observations & confirmation that util analyses & regulatory commitments re con- 
trol room ventilation sys are still valid requested within 45 days. 

PAULSON, W.A. Project Directorate IV. 87/05/28. ANDREWS,R.L. Omaha Public 
Power District. 6pp. 41163:340-41163:359. 

-8706030435 Forwards 861027-31 site visit summary rept re Generic Issue 83 on con- 
trol room habitability. 

DRISCOLL, J.W. Argonne National Laboratory. FIN A-2328. 86/12/15. HAYES.J 
Office of Nuclear Reactor Regulation, Director (851125-870411). 14pp. 41163346- 
41163:359. 


-8706300136 SECY-77-125 Partially withheld SECY-77-125 providing info in response 
to GF Murphy 770128 request for info re Jul/Aug 1976 shutdown of highly enriched U 
operations at B&W facilities in State of PA. 

CHAPMAN, K.R. Office of Nuclear Materia! Safety & Safeguards,Director. 77/03/11. 
16pp. 41490:178-41490:193. 

8706300507 Partial response to FOIA request for documents re defective Westinghouse 
motors & reactor coolant pump pressure tap nozzles developed through wall 
cracks.Forwards App C documents.Documents in Apps B & C available in PDR. 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/23. HOLMES, G.A. 
Technical Associates. 7pp. 41515:161-41515:175. 

-8706300582 Informs that per Task Interface Agreement 84-13, Region 5 transferred 
lead responsibility for evaluation of LPSI pump problems to NRR. 

BISHOP,T.W. Division of Resident, Reactor Project & Engineering Programs. 84/04/ 
25. JORDAN, E.L Division of Emergency Preparedness & Engineering Response 
(850212-870411). Ip. 41515:169-41515:169. 

-8706300609 Forwards generic issue data sheet '•e ocssible generic problem re C-E re- 
actor coolant pump pressure tap nozzles c- <'p-'’-'j thrcuq'f' wai cracks due to stain- 
less steel sensitization. 

CREWS,J.L. Region 5, Office of Director. 83/04/06. JORDAN, E.L. Division of Emer- 
gency Preparedness & Engineering Response (850212-870411). 3pp. 41515:170- 
41515:172. 


8706030466 Forwards Safety Insp Rept 50-331/87-08 on 870324-051 8.No noncompli- 
ance noted. 

GULDEMOND,W.G. Region 3, Office of Director. 87/05/28. LIU,L. Iowa Electric Light 
& Power Co. 2pp. 41169:001-41169:009. 

-8706030471 Insp Rept 50-331/87-08 on 870324-051 8. No violations noted. Major 
areas inspected:licensee action on previous insp findings.operational 
safety, maint,LERs,generic Itrs & training & qualification effectiveness. 

JACKIW,I.N. Region 3, Office of Director. GL-85-13. 87/05/28. 7pp. 41169:003- 
41169:009. 

8706050107 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic Ltr 87-02 re USI A-46, equipment seismic adequacy verification require- 
ments. Schedule for plant-specific implementation due by 871201. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-87-02. 
87/04/28. SMITH, N.P. Seismic Qualification Utility Group. Ip. 41200:172-41200:172. 

8706110004 Informs that action to impose Backfit Item 1 - Tech Spec for cooldown of 
reactor in advance of severe weather conditions need not be taken.Facility meets 
intent to require Tech Spec as interim measure against USI A-44, “Station Blackout." 
MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). TAG 
61355. 87/06/03. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 3pp. 41260:301-41260:303. 


■8706300637 Forwards background info on LPSI pumps & HPSI pump item. Task Inter- 
face Agreement 84-13 also end. 

NARBUT.D. Reoion 5. Office of Director. 84/02/15. LICITRA.E. Office of Nuclear Re- 
act:;' IT, Jhv ;n. "lirr.-v':' (pre-851125). 2pp. 41515:173-41515:175. 


8706160271 Informs that schedule for implementation of seismic verification program for 
facility will be provided by 871 201, in response to Generic Ltr 87-02 re USI A-6 & per 
Murley 870428 ltr to Seismic Qualification Util Group. 

MANGAN.C.V. Niagara Mohawk Power Corp. (NMP1L 0159). 87/06/05. Document 
Control Branch (Document Control Desk). Ip. 41317:150-41317:150. 


8706300662 Denies FOIA request for disclosure of Reed Rept (ref FOIA Exemption 
4). Detailed explanation of Commission reasons for determination end. 

CH1LK,S.J. Office of the Secretary of the Commission. 86/07/10. HIATT, S.L. Ohio 
Citizens for Responsible Energy. 41pp. 41514:326-41515:007. 


8706300748 Partial response to FOIA request, Documents listed on App A available in 
PDR & subj to FOiA 87-138.Document listed on App B withheld (ref FOIA Exemption 
5.) 


GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/24. TROSTEN L.M. 
LeBoeuf, Lamb, Leiby & MacRae. 4pp. 41515:064-41515:067. 


8706300757 FOIA request for dccuments.including SECY-S7-116 re existing licenses au- 
thorizing import of U of South African origin, cccuments in response to AK Simpson 
870305 ltr to LW Zech & documents concerning Licenses ISNM-83025 & ISNM- 
87005. 

TROSTEN, LM, LeBoeuf, Lamb, Leiby & MacRae. 87/05/19. Office of Administration 
& Resources Management. Director (Post 870413). 2pp. 41515:062-41515:063. 

8706300839 Final response to FOIA request for documents re plant. Forwards App I 
documents.App H & I documents available in PDR.App I & J documents partially & 
completely withheld (ref FOIA Exemptions 5 & 6). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/24. MORIARTY P 
KYW-TVS, Philadelphia, PA. 5pp. 41515:230-41515:241. 


-8706300866 Partially deleted ltr discussing 850621 enforcement conference re 850610 
incident in which NRC inspector observed operator w/eyes closed while on duty.NRC 
va'u-'s cpcnress Df S :j:'.'is no enforcement action. 

MUF..Ey.:'.E -'SiiOi; C;:-c,= c Director. EA-85-075. 85/07/17. Affiliation Not As- 

Si'incc 2p:; -1 ■s'!:;?'::-. 


—8706300874 Partially deleted end from SECY-86-322 discussing declining perform- 
ance trends.plant SALP for Apr 1 985 - Jan 1 986 & enforcement conference w/util.Util 
seems responsive toward improved performance. 

Office of the Executive Director for Operations. 86/10/29, Ip. 41515:241- 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8706170307 Responds to Generic Ltr 87-02, “Verification of Seismic Adequacy of Me- 
chanical & Electrical Equipment in Operating Reactors, USI A-46.'’ Generic ltr does not 
apply since plant permanently shut down. 

TAYLOR, J.W. Dairyland Power Cooperative. GL-87-02. 87/06/03. Document Control 
Branch (Document Control Desk). Ip. 41385:168-41385:168. 

8706230358 Informs that WCAP-11317, "Technical Justification for Eliminating Large 
Primary Loop Pipe Rupture as Structural Design Basis for Beaver Valley Unit 1," su- 
persedes WCAP-1 0743. Actions for USI A-2 considered complete. 

SIEBER.J.D. Duquesne Light Co. 87/06/12. Document Control Branch (Document 
Control Desk). 2pp. 41432:248-41432:249. 

8706240088 Submits addi questions for Westinghouse re Modules 2 & 3 of RESAR-SP/ 
90 preliminary design approval application on design features to reduce sabotage vul- 
nerability. 

ER:c:K 30N.R.A. Safeguards Branch. 87/06/18. BERKOW.H.N. Standardization a 
Non-Power Reactor Project Directorate. 3pp. 41449:344-41449:346. 

8706250438 Ack receipt of 870302 suppi response infc-'ming NRC o* steps taken to 
correct violations noted in Insp Repts 50-259 ■■8e-25.r)0-26C-rt6-25 & 50-296/86- 
25.Util requested to address lingering concern re inadequate equipment anchorage. 
ZECH,G.G. Office of Special Projects. GL-87-02. 87/06/16. WHITE,S.A. Tennessee 
Valley Authority. 2pp. 41474:045-41474:046. 

8706260168 Fonwards Rev 1 nonproprietary WCAP-1 1410 & proprietary WCAP-11411, 
“Technical Bases for Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis fo' Kewaunee." 

‘■i\r7,D.C. A scc'isin Public Service Corp. NRC-87-89. 87/06/22. Document Control 
Brarjcn (Dccumor- Control Desk). 2pp. 41477:190-41477:262. 

8706300293 Provides addl info re consideration of station blackout. Significant 
made re resolution of USI A-44, "Station Blackout,” through o'fo'ts of NRC & 
initiatives.Safety concerns of blackout will be addressed. 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co.). TXX-6486. 87/ 
06/26. Document Control Branch (Document Control Desk). 2pp. 41498:222- 
41498:223. 


8706030221 Forvvards T Murley 870428 ltr to N Smith granting extension to Seismic 
Qualification Util Group (SOUP) participants for responding to 870219 Generic Ltr 87- 
02.Records indicate that facility is member of SQUP.W/o end 
rf * special Projects (Post 870411). 

fnVr242-4Jr6f-2‘H Municipal Utility District. 2pp. 


8706030238 Grants extension until 871201 to provide schedule for plant seismic verifi- 
accordance w/TE Murley 870428 ltr to NP Smith & Generic Ltr 87- 

02 re USi A-46. 

EGGLESTON, K T- Project Directorate 11-1. GL-87-02. 87/05/26. UTLEY, E.E. Carolina 
Power & Light Co. 2pp. 41163:121-41163:123. 


I&E INSPECTION AND ENFORCEMENT 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Cperation.” Svc list end. 

RCSS1,C.E. Division of Operational Events Assessment (Post 870411). iEIN-86-101. 
87/05/27. Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075, 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). IElN-84-80. 
87/06/04. Consolidated Edison Co, of New York, Inc, 105pp. 41393:001-41393:105. 



NONDOCKETED ITEMS 333 


8706010026 PNO-lll-87-076:on 870524, reactor scrammed when feedwater 
valve failed in open position resulting in automatic scramming of APFM .icorsco wif 
investigate cause of valve failure & to perform maint activities. 

KNOP.R.. FORNEY.W. Region 3, Office of Director. 87/05/26. Ip. 41120:222- 
41120:222. 

8706010084 PNO-V-87-039:on 870521, plant worker sprayed w/reactor coolant while re- 
placing lead shielding around post-accident sampling sys.Worker contaminated w/ra- 
dioactive matl on head & shoulders.tnvestigation initiated. 

YUHAS.G.P.. WENSLAWSKI,F.A. Region 5, Office of Director. 87/05/22. 1p. 
41119:193-41119:193. 

8706010143 PNO-lll-87-073:on 870521 , personnel discovered water leaking through 
doors on diesel fuel oil storage tank rooms into turbine bldg.Caused by removal of 
wrong check valve bonnet. Water pumped to waste water treatment sys for process- 
ing. 

FORNEY,W., GREENMAN,E. Region 3, Office of Director. 87/05/22. 1p. 41119:334- 
41119:334. 

8706010377 PNO-l-87-045:on 870523, reactor taken critical for first time.After completion 
of initial fuel load on 861 11 5, power ascension delayed due to excessive leakage prob- 
lems w/ball type MSIVs.Valves replaced w/wye pattern glove valves. 

COOK.W., JOHNSON,J. Region 1, Office of Director. 87/05/26. 1p. 41133:009- 
41133:009. 

8706010415 PNO-lll-87-078:on 870524,security guard observed shift supervisor to be 
asleep.Licensee investigation initiated. Special insp team dispatched to review matter. 
DEFAYETTE.R., GULDEMOND,W. Region 3. Office of Director. 87/05/28. 1p. 
41130:161-41130:161. 

8706020015 PNO-lll-87-075:on 870521, licensee shut unit down from 7% power to repair 
valve packing leak detected on 870520 in RWCU.Source of leak determined & valve 
opened & closed to stop leakage through packing. 

PELKE.P., GREENMAN,E. Region 3, Office of Director. 87/05/22. 1p. 41133:281- 
41133:281. 

8706020184 PNS-l-87-008:on 870526, secondary alarm station operator received tele- 
phone bomb threat. Licensee implemented search procedures.Search completed w/ 
'■ocoti/n msu'ts.Cor — cnwea'th of PA police notified. 

HA'ii F.V,=.J , NRC - No Detailed Affiliation Given. 87/05/27. 1p. 

41135:095-41135:095. 

8706020256 PNO-ll-87-030:updating PNO-ll-87-019 & PNO-II-87-019A. Augmented Insp 
Team Repts 50-250/87-16 & 50-251/87-16 on boric acid leakage & buildup problem 
issued on 87051 5. Loss of offsite power test scheduled for 870520. 

SCOTT, M. Region 2, Office of Director. 87/05/19. Ip. 41134:169-41134:169. 

8706030349 PNO-lll-87-079:on 86031 6-86051 3, patient received radiation treatment in 
excess of prescribed dose.Caused by computer entry error during planning stage at 
c-c ‘’cs.: whi'v doso givor by another.Confirmatory Action Ltr will be sent. 
M:rC"\'A\.C.. AX:".. SON, W. Region 3, Office of Director. 87/05/28. 1p. 41147:152- 
41147:152. 

8706030399 EN-86-016A:on 870304, notice of violation & proposed imposition of civil 
penalty in amount of $2,500 issued to licensee.Action based on numerous health 
physics violations, including failure to measure air flow rates. 

ROBINSON,?., LIE3ERMAN,J. Office of Inspection & Enforcement, Director (820201- 
870411). 87/06/01. Ip. 41169:203-41169:203. 

8706030460 EN-87-042A:on 870528,notice of violation & proposed Imposition of civil 
penalty in amount of $12,500 issued to licensee.Original notification on 870522 con- 
tained error civ'l cc''.a‘tv amount. Amount corrected to $12,500. 

FLACK,E., LiEBEl'N'AN,,. Office of Inspection & Enforcement, Director (820201- 
870411). 87/05/28. 1p. 41169:356-41169:356. 

8706040208 PNO-l-87-046:on 870529, security watchman found asleep by plant auxiliary 
operator & shift supervisor.Watchman escorted offsite & employment 
terminated.Licensee investigating incident & residents reviewing actions. 

LINV1LLE,J., GALLO,R. Region 1, Office of Director. 87/05/29. Ip. 41176:356- 
41176:356. 

8706050134 EN-86-083A:on 861 106, Commission notified of intent of Ofc of Enforce- 
ment to issue notice of violation & proposed imposition of civil penalty in amount of 
$50,000. Based on util 861212 ltr,order imposing penalty issued on 870601. 

WONG,H., LIEBERMAN,J. Office of Enforcement (Post 870413). 87/06/01. Ip. 
41192:160-41192:160. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-Inch Diameter 
UF6 Cylinders." Sve list encl. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 124pp. 
41289:217-41289:340. 

8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit, Wrong Train or Wrong Component Events." Sve list 
encl. 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 87/06/11. 
Consolidated Edison Co. of New York, Inc. 126pp. 41299:270-41300:035. 

8706080181 PNS-l-87-049:on 87031 9, licensee notified Region I of ongoing drug 
investigation.On 870601, local TV staion told by anonymous source that plant workers 
suspended as result of drug testing.Licensee ack drug investigation to reporter. 

CONTE, R., BLOUGH,A. Region 1. Office of Director. 87/06/02. Ip. 41217:226- 
41217:226. 

8706090201 PNO-lll-87-080:on 870529, reactor achieved initial criticality.OL issued on 
86"0'''’ au'thorzir^ \iel load & subcritical testing. Preparation for & achievement of ini- 
c£ i", iTcn-.r.roc oy resident inspectors. 

rc\G..FT., ..iriLE.A. Region 3. Office of Director. 87/06/01. Ip. 41220:006- 
41220:006. 

8706090386 PNO-l-87-047:on 870529, licensee reported that gauge containing 100 mCi 
Am-241 lost.Gauco .might have been sent to scrap yard.Canberra.tnc surveyed scrap 
yard & landfill on 5:'Co3r-3'. 

COSTELLO, F., KINNEMAN,J., JOYNER,J. Region 1, Office of Director. 87/06/01. 
2pp. 41220:035-41220:036. 


8706100011 PNO-l-87-048:on 870531, fire occurred at facility in Mildford,CT.Fire involved 
trailer that contained 13 to 14 sealed 55 gallon drums.Licensee conducting radiologi- 
cal surveys to determine extent of contamination. 

TAYLOR,M., WHITE, J. Region 1, Office of Director. 87/06/01. Ip. 41239:238- 
41239:238. 

8706100462 PNO-l-87-050:on 870530, Health Physics technician detected hot particle 
imbedded in skin of scalp a^ter ccmoletirg steam generator maint 
activities.Decontamination efforts u-issjcccss- jI Pc-r:cie dislodged on 870602. 

LEQUIA, SHANBAKY Region 1, Office of Director. 87/06/03. 1p. 41240:085- 
41240:085. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Sve list encl. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 108pp. 41300:036-41300:143. 

8706100471 PNO'll-87-036:on 870602, State of TN requested technical assistance from 
region in responding to rept from state licensee of contaminated truck at Jackson,TN 
steel company. Truck onsite.State & NRC will evaluate incident. 

CLINE, W., POTTER, J. Region 2, Office of Director. 87/06/03. 2pp. 41244:015- 
41244:016. 

8706100495 EN-87-043:on or about 870604, notice of violation & proposed imposition of 
$50,000 will be issued to util. Action based on failure to establish & implement radi- 
ation protection procedures,train workers & perform radiation surveys. 

FLACK,E., LIEBERMAN,J. Office of Enforcement (Post 870413). 87/06/01. Ip. 
41239:223-41239:223. 

8706110320 PNO-lll-87-078A:on 870529, NRC insp determined that shifts supervisor ob- 
served dozing on 870524. Licensee appears to have violated NRC shift & overtime 
policies.AddI senior reactor operators assigned on shift to eliminate overtime. 
DEFAYETTE,R., GULDEMOND,W. Region 3, Office of Director. 87/06/05. 1p. 
41260:109-41260:109. 

8706110438 PNO-l-87-051:on 870604,State of NY notified NRC of contamination inci- 
dent & possible personnel exposure due to death of patient treated w/200 mCi I- 
131. Lack of mgt control resulted in facility & personnel contamination. 

MILLER,M., GLENN,J. Region 1, Office of Director. 87/06/05. 1p. 41267:360- 
41267:360. 

8706110459 PNO-l-87-052:on 870605, reactor trip occurred due to closure of all four 
MSIVs.Caused by loss of one of two safeguards electrical buses.On 870606,MSIV A 
failed part stroke testing. Reactor in cold shutdown for MSIV repair. 

SHEDLOSKY,J., MCCABE,E. Region 1, Office of Director. 87/06/08. Ip. 41262:312- 
41262:312. 

8706110462 PNO-l-87-053:on 870606,1 of 22 packages containing Mo-99/ Tc-99m gen- 
erators discovered w/small hole in side of package at Newark, NJ airport.Each pack- 
age individually checked for contamination using wipe tests.No contamination detect- 
ed. 

RAJENDRAN.S., KINNEMAN,J., JOYNER.J. Region 1, Office of Director. 87/06/08. 
2pp. 41267:267-41267:268. 

8706120132 PNO-l-87-049A:updates licensee drug investigation at facility. Licensee not 
releasing details to media or public due to ongoing investigation. Notification issued on 
870601 contained Wpc..Actur.l date of notification should be 870519. 

CONTE.R., BIOUG-'..''-. Rcqc.n 1, Office of Director. 87/06/03. Ip. 41274:141- 
41274:141. 

8706120228 PNO-lll-87-071 A:on 870605,FDA informed NRC that cause of equipment 
malfunction which killed patient was loosening of set screws on coupling.AECL noti- 
fied customers w/similar machines of incident on 870601. 

WEIDEMAN,D.G., AXELSON,W.L. Region 3, Office of Director. 87/06/05. Ip. 
41279:259-41279:259. 

8706120282 PNO-ll-87-033:on 870522,plant taken out of sve to repair two leaks in re- 
sistance temp detector loop on RCS cold leg. Shutdown of greater than 48 h estimat- 
ed for cleanup of boric acid & repair.Unit will remain in hot standby. 

BRYANT,J., BROWNLEE, V.L Region 2, Office of Director. 87/05/22. Ip. 41279:211- 
41279:211. 

8706120307 PNO-ll-87-031:on 870519, low level radioactively contaminated water 
leaked into turbine bldg.Caused by pressurization of crud tank.Some contaminated 
water diluted & discharged into Savannah River.Decontamination efforts continuing. 
SINKULE,M., BROWNLEE.V.L. Region 2, Office of Director. 87/05/21. 2pp. 
41279:205-41279:206. 

8706150166 PNO-ll-87-032:updates PNO-ll-87-029.Util determined that partial closure of 
isolation valve which brought about reactor scram on 870516 caused by shearing of 
valve stem above backseat. Metallurgist evaluating break. 

CROTEAU, R., CANTRELL.F.S. Region 2, Office of Director. 87/05/21. Ip. 41298:114- 
41298:114. 

8706150247 PNO-IV-87-028:radioactive contamination found on individual entering INEL 
facility.Surveys of truck, mote'. room & luggage indicated no other contamination.Cause 
not stated, invesliga: or. ccnvnuiric.Strr.o of ...A informed. 

DODA.R.J. Rog-or .5, C-Tco ci Director. 87/C6/05. 2pp. 41290:248-41290:249. 

8706160008 PNO-OSP-87-005:on 870608, JG Keppler & Ofc of Special Projects met w/ 
SA White & TVA representatives re contents & implementation of independent design 
verification for plant.NRC & contractor will perform integrated design insp. 

ROTELLA.T., DONOHEW,J. Office of Special Projects. 87/06/09. Ip. 41305:339- 
41305:339. 

8706160039 PNO-V-87-041 :on rj7Ce':2,Kngirieer ir corT.airmert noted weepage from 
RHR sys line while RHR in svc.Gajse :,l offer/. urdctorm,ir.o:J. Licensee preparing work 
orders to isolate, examine & repair weld. 

MENDONCA.M., NARBUT,P. Region 5, Office of Director. 87/06/03. Ip. 41305:270- 
41305:270. 

8706160077 EN-87-044A:on 87061 1 , notice of violation and proposed imposition of civil 
penalty to be issued to util based on violations involving inoperative pressurizer code 
safety valve.Hold placed on proposed action due to new info. 

WONG,H., LIEBERMAN,J. Office of Enforcement (Post 870413). 87/06/11. Ip. 
41318:265-41318:265. 
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8706160143 PNO-V-87-042:on 870604,reactor trip occurred due to low steam generator 
level.Caused by malfunction in automatic feedwater control sys during sys trouble- 
shooting/testing. Investigation into cause of malfunction ongoing, 

RICHARDS.a, ZIMMERWAN.R. Region 5, Office of Director. 87/06/04. Ip. 
41305:193-41305:193. 


8706250248 PNO-ll-87-037:on 870607, licensee entered 24 h limiting condition for oper- 
ation when outside recirculation spray pump B failed periodic surveillance test due to 
high vibration & low discharge pressure.Unit shut down. 

NINH.S., CANTRELL, F. Region 2, Office of Director. 87/06/09. Ip. 41474:153- 
41474:153. 


8706160355 PNO-il-87-035:on 870601, Georgia Power Co declared facility in commercial 
operation following completion of 100 h warranty run at 100% power on 870531. 
CHRISTNOT.E. Region 2, Office of Director. 87/06/01. Ip. 41317:012-41317:012. 

8706160400 EN-87-003A:on 870611. order imposing civil penalty in amount of $2,500 
issued based on confirmation of stated violations re unauthorized users of licensed 
mail & failure to conduct Mo-99/Tc-99m generator tests per procedures. 
ROBINSON.P., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/11. Ip. 
41335:159-41335:159. 

8706160450 EN-86-084A:on 870611, notice of violatiori & proposed imposition of civil 
penalty in amount of $25,000 issued based on violation involving installation of pres- 
surizer code safety valve w/o valve disc. 

MILANO.P., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/11. Ip. 
41335:275-41335:275. 

8706170009 PNO-l!l-87-081:on 87061 0.earthquake measuring 5.0 on Richter scale oc- 
curred near Lawrenceville.lL.Unusual events declared by six power stations but no 
damage observed.Ground motion felt at five other plants. 

FORNEY, W.. GULDEMOND.W. Region 3. Office of Director. 87/06/11. Ip. 
41371:148-41371:148. 

8706170115 NRC Info Notice 87-028, “Air Sys Problems at US LWRs.” Svc list end. 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411). AEOD/C701. 
87/06/22. Consolidated Edison Co. of New York. Inc. 121pp. 41437:099-41437:222. 

8706170341 EN-87-045:on 87061 5,order modifying license will be issued suspending ra- 
diation safety officer (RSO) authorization to use &/or supervise use of licensed 
matl.Action based on falsification of committee meeting records by RSO. 

FLACK.E., LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/12. Ip. 
41370:208-41370:208. 

8706190196 PNO-l-87-055:on 87061 2.reactor shut down due to increased leakage from 
letdown cooler A.Letdown cooler will be replaced during 1 -month outage. 

CONTE, R.. BLOUGH.A. Region 1, Office of Director. 87/06/15. Ip. 41394:275- 
41394:275. 

8706190211 PNO-l-87-049B:on 87061 2, NRC informed that confirmed positive drug test 
results received on 10 employees.One employee fired, one reassigned & eight 
suspended. Positive results for licensed operators or mgt personnel not received. 
CONTE.R., BLOUGH.A. Region 1, Office of Director. 87/06/15. 1p. 41396:091- 
41396:091. 

8706190385 EN-87-026:on 870331, order suspending power operation & order to show 
cause issued to util due to discovery that control room staff have been steeping during 
various shifts.Related documents end. 

BEACH.A. Office of Inspection & Enforcement, Director (820201-870411). 87/03/31. 
5pp. 41407:053-41407:061. 

8706220009 EN-87-046:on 87061 7,order modifying license will be issued to US Testing 
Co based on findings of breakdown in mgt oversight of radiation safefy 
program. Licensee required to temporarily cease operations,effective immediately. 
ROBINSON.P., LIEBERMAN,J. Office of Enforcement (Post 870413). 87/06/16. Ip. 
41409:069-41409:069. 

8706220048 PNO-l-87-054:on 870528,efforts initiated to exhume buried radioactive matl 
discovered in Rockaway site.Excavation for characterizing extent of buried radioactive 
matl underway. Other excavations will be performed within 10 days. 

MILLER, J., WHITE.J. Region 1, Office of Director. 87/06/16. 2pp. 41409:002- 
41409:003. 

8706220303 NRC Info Notice 87-029, “Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle. Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/26. Consolidated Edison Co. of New York. Inc. 109pp. 
41582:071-41582:179. 

8706230048 PNS-V-87-005:on 87061 7, American Protective Svc notified util that security 
personnel on strike over monetary benefits. Licensee capable to meet security staffing 
requirements through use of proprietary security personnel. 

SCHAEFER.D.W.. SCHUSTER.M.D. Region 5, Office of Director. 87/06/17. Ip. 
41421:268-41421:268. 

8706230386 PNO-IV-87-029:on 870618,151 days of continuous operation terminated 
due to reactor scram on high water level in reactor vessel. Licensee investigating 
cause.Plant to be shut down for 7 days for maint activities. 

BENNETT, W.R. Region 4, Office of Director. 87/06/18. 1p. 41429:132-41429:132. 


8706250300 PNO-ll-87-038:on 870608, truck carrying fresh fuel shipping containers 
overturned.Containers will be transported back to Westinghouse mfg facility for exam 
for possible damage.No radioactive contamination found at accident site. 

TROUP.G., TROJANOWSKI.R. Region 2, Office of Director. 87/06/09. Ip. 41474:056- 
41474:056. 

8706250308 PNO-l-87-056:on 870620,security guard found in possession of half- 
smoked marijuana cigarette. Guard escorted offsite & & site access terminated.State 
of CN police notified. Addl drug screening of personnel under consideration. 
SWETLAND.P., MCCABE,E. Region 1. Office of Director. 87/06/22. Ip, 41474:055- 
41474:055. 

8706250320 PNO-ll-87-039:on 87061 2,Troxler soil density gauge containing 8 mCi Cs- 
137 & 40 mCi Am-241/Be discovered missing & presumed stolen.Caused by gauge 
left unattended beside vehicle overnight.Search performed. 

POTTER.J. Region 2, Office of Director. 87/06/16. Ip. 41474:052-41474:052. 

8706260100 PNO-V-87-046:on 870521, licensee determined that another control cable 
improperly installed in tray for instrumentation cable. Licensee currently evaluating 
need for performing 100% insp of rerouted cables in 1976-1986. 

MILLER, L., D‘ANGELO,A. Region 5, Office of Director. 87/06/19. 1p, 41479:162- 
41479:162. 

8706260119 PNO-lll-87-084:on 87061 9, approx 235 gallons of reactor cooling water dis- 
charged into Lake Michigan.Caused by inadequate opening of valve in letdown 
sys.Circumstance of release under review. 

DEFAYETTE,R., GULDEMOND.W. Region 3. Office of Director. 87/06/19. Ip. 
41479:102-41479:102. 

8706260307 EN-87-047:on 870624,notice of violation & proposed imposition of civil pen- 
alty in amount of $750 will be issued.Action based on use of licensed matl by unau- 
thorized users. Licensee has 30 days to respond to notice. 

FLACK.E., LIEBERMAN,J. Office of Enforcement (Post 870413). 87/06/19. Ip. 
41482:126-41482:127. 

8706290016 PNO-l-87-057:on 870621, plant manager found security watchman asleep at 
drywell access.Watchman escorted offsite by sergeant of guards & employment 
terminated. Licensee investigating incident & residents reviewing actions. 
WILLIAMS.H., GALLO.R. Region 1. Office of Director. 87/06/22. Ip. 41485:045- 
41485:045. 

6706300232 PNO-lll-87-084A:on 87061 8, approx 235 gallons of Unit 1 water discharged 
into Lake Michigan through Unit 2 svc water discharge.Caused by presence of en- 
trained noble gases. Calculations verified by resident inspectors. 

DEFAYETTE.R., HAGUE, R.L Region 3. Office of Director. 87/06/24. Ip. 41494:122- 
41494:122. 

8706300273 PNO-l-87-058:on 870623, plant shutdown due to higher vibrations of tur- 
bine/generator radial.Licensee estimates shutdown will be min of 3 days. 
FREUDENBERGER, TRIPP.L Region 1, Office of Director. 87/06/24. 1p. 41 498:079- 
41498:079. 

8706300846 PNO-lll-87-088:on 870624, licensee reported that package containing 11.0 
mCi 1-125 discovered lost on 870623 & believed disposed of as normal trash.State of 
Wl will perform radiation surveys at landfill to locate source. 

CANIANO.R.. HIND.J.A. Region 3, Office of Director. 87/06/25. Ip. 41513:081- 
41513:081. 

8706300861 EN-87-048:on 870625, proposed imposition of civil penalty in amount of 
$2,500 issued based on failure to dispose licensed matl properly, post radioactive cau- 
tion sign,storage of food near radioactive matl & failure to meet addl requirements. 
FLACiCe.. LIEBERMAN.J. Office of Enforcement (Post 870413). 87/06/22. Ip. 
41602:066-41602:066. 

8706300937 PNO-lll-87-087:on 870624.licensee determined that four static eliminator 
bars mfg by Nuclear Radiation Development were lost.Bars may have been disposed 
of via local metal salvage yard.Search undemvay. 

LYNCH, J., MULLAUER.J. Region 3. Office of Director. 87/06/24. 1p. 41504:184- 
41504:184. 

8706300959 PNO-V-87-047:on 870621 .interruption in power to Phase B of non-IE unin- 
terruptable power supply caused sharp reduction in feedwater flow to steam generator 
88 & subsequent reactor trip.Caused by loose cable plug lug.Lugs inspected. 
JOHNSON, P.. TATUM, J. Region 5. Office of Director. 87/06/22. 2pp. 41500:044- 
41500:045. 
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8706220202 Forwards Ofc of Investigations views on need for & composition of statuto- 
ry Ofc of Inspector General for NRC, per author 870409 testimony. Current provisions 
of S.908 inadequate.Release memo end. 

HAYES.B-B. Office of Investigations. 87/05/18. GLENN.J. Senate. Governmental Af- 
fairs. 10pp. 41418:142-41418:150. 

8706230158 Notification of 870629 meeting w/Arkansas Technical Univ & AECL in 
Bethesda.MD to discuss licensing consideration re acquisition of slowpoke nonpower 
reactor. 

CARTER, R.E. Standardization & Non-Power Reactor Project Directorate. 87/06/10. 
BERKOW.H. Standardization & Non-Power Reactor Project Directorate. 2pp. 
41436:243-41436:244. 

8706250394 Discusses proposed amend to Price-Anderson Act establishing liability limi- 
tation for nuclear pharmacies & hosp nuclear medicine depts only for claims arising 
out of low level emissions of matl from nuclear pharmacies. 

BROOME, D. Finley, Kumble, Wagner, Heine, Underberg, Manley & Casey. 87/04/30. 
PARLER,W. Office of the General Counsel. 3pp. 41467:215-41467:225. 

8706250419 Forwards comments on use of hydrogen burners in graphite moderated nu- 
clear reactors per 870501 requestNRC concludes no addi efforts re hydrogen control 
in commercial power reactors in US warranted. 

STELLO.V. Office of the Executive Director for Operations. 87/06/1 0. CRANSTON, A. 
Senate. 6pp. 41486:087-41486:095. 

-8706250436 Requests comments on use of hydrogen burners in graphite moderated 
nuclear reactors & end article from constituent re hydrogen match. 

CRANSTON, A. Senate. 87/05/01. Office of Congressional Affairs. 2pp. 41486:093- 
41486:095. 

8706300321 Responds to 870430 Itr requesting reply to constituent interest in use of 
hydrogen match to prevent nuclear power plant disasters. 

STELLO.V. Office of the Executive Director for Operations. 87/06/10. BATES, J. 
House of Rep. 6pp. 41515:352-41515:359. 

-8706300330 Forwards info from constituent, M Feitler.re use of hydrogen match to pre- 
vent nuclear power plant disasters. 

BATES.J. House of Rep. 87/04/30. KAMMERER.C. NRC - No Detailed Affiliation 
Given. 2pp. 41515:358-41515:359. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 

8704170354 Forwards proprietary addI info re rack lifting rig designs associated w/ 
860425 proposed spent fuel pool expansion Tech Spec change submittal. Ends with- 
held per 10CFR2.790(b)(1). 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. FVY 87-42. 87/04/13. 
ROONEY ,V.L. Office of Nuclear Reactor Regulation. Director (Post 870411). 4pp. 
40587:348-40587:351, 

8706010063 Forwards “Cooper Nuclear Station Site-Specific Offsite Radiological Emer- 
gency Preparedness Alert & Notification Sys QA Verification." Facility alert & notifica- 
tion sys meets requirements of NUREG-0654/FEMA-REP-1. 

MCLOUGHLIN.D. Federal Emergency Management Agency. 87/05/20. STELLO.V, 
Office of the Executive Director for Operations. Ip. 41121:001-41121:257. 

8706010190 Summarizes status of requests for exemption from requirements of 
lOCFRSO.App A,GDC-4. Exemption would eliminate protection from dynamic effects re 
postulated pipe breaks.Figure of 12-inch accumulator line end. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2190. 87/05/26. Docu- 
ment Control Branch (Document Control Desk). 5pp. 41 1 19:267-41 1 19:271. 

8706010222 Monthly operating rept for Apr 1987.W/870515 Itr. 

COLOMBO, R.W. Sacramento Municipal Utility District. IEB-85-003. 87/04/30. 
MARTIN, J.B. Region 5, Office of Director. 11pp. 41123:265-41123:275. 

8706010226 Forwards AEOD assessment of util LERs for May-Apr 1987 prior to issu- 
ance of SALP 7 Board rept.Assessment demonstrates commitment to meet NUREG- 
1022 & 10CFR50.72. Number of LERs issued indicates weakness in performance. 
NORELIUS.C.E. Region 3, Office of Director. 87/05/29. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 47pp. 41132:227-41132:273. 

8706010330 Responds to Item III.D.3.4 of NUREG-0737 re effects of chlorine on control 
room habitability & inspector Unresolved Item 86-40-10 on chlorine shipments by 
barge near site. Frequency of barge traffic per yr within guidelines. 

GRIDLEY.R. Tennessee Valley Authority. TAC R00156. 87/05/26. Document Control 
Branch (Document Control Desk). 2pp. 41133:046-41133:047. 

8706010353 Forwards Insp Repts 50-250/87-20 & 50-251/87-20 on 870427-0501. No 
violations or deviations noted. 

HERDT,A.R. Region 2, Office of Director. 87/05/26. WOODY, C.O. Florida Power & 
Light Co. 2pp. 41123:221-41123:230. 

-8706010360 Insp Repts 50-250/87-20 & 50-251/87-20 on 870427-0501. No violations 
or deviations noted.Major areas inspected: surveillance testing,post-refuellng startup 
testing,spent fuel pool activities & IE bulletin status. 

SCHNEBLI.G.A., JAPE,F. Region 2, Office of Director. 50-251/87-20. 87/05/20. 8pp. 
41123:223-41123:230. 

8706010375 Informs that end final amends to Commission rules in 10CFR70 & 74 sent 
to Ofc of FR for publication.Amends will require licensees to provide NRC w/results of 
physical inventories of SNM.W/o end. 

THOMPSON,H.L Office of Nuclear Material Safety & Safeguards.Director. 87/05/26. 
SHARP, P. House of Rep., Energy & Commerce. BREAUX, J. Senate, Environment & 
Public Works. UDALL,M.K. House of Rep., Interior & Insular Affairs. 2pp. 41143:186- 
41143:187. 

8706010380 Requests description of QA proaram applied during preparation of Ad- 
vanced LWR util requirements document & QA program to be applied to ensure that 
future changes will be made in controlled fashion.NUREG-0800 & Reg Guide 1.28 
end. 

CRUTCHFIELD.D. Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 87/05/21. KINTNER.E.E. ALWR Utility Steering Committee. KINTNER.E.E. 
General Public Utilities Corp. - GPU Service Corp. 30pp. 41142:127-41142:170. 

8706020018 Forwards Insp Rept 50-302/87-13 on 870427-0501 .No violations or devi- 
ations noted. 

JULIAN,C.A. Region 2. Office of Director. 87/05/22. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 41146:136-41146:167. 


8706020045 Requests approval of end proposed mainl program based on program 
evaluated in NUREG-1048.Program requires insp of low pressure turbine rotors over 
6-yr interval during scheduled outages.Fee paid. 

GALLAGHER, J.W. Philadelphia Electric Co. 87/05/26. BUTLER, W.R. Project Director- 
ate 1-2. 15pp. 41135:080-41135:094. 

8706020055 Forwards FEMA rept on facility prompt alert & notification sys (ANS) 
evaiuation.ANS satisfies requirements of NUREG-0654/FEMA-REP-1,Rev 1 & FEMA- 
43.Concurs w/FEMA recommendation to increase frequency of full-cycle test. 
GAGLIARDO.J.E. Region 4. Office of Director. 87/05/27. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 2pp. 41135:017-41135:065. 

8706020144 Advises that util takes exception to any item listed on 870403 draft Rev 3 
to IE Insp Procedure 82412, “Emergency Response Facilities Appraisal," that requires 
plant-specific data input to emergency operations facility. 

MCDONALD, R.P. Alabama Power Co. NT-87-0185. 87/05/21. Document Control 
Branch (Document Control Desk). 2pp. 41134:135-41134:136. 

8706030001 Forwards review of NUREQ/CR-4693, “Assessment of Radionuclide 
Vapor-Phase Transport in Unsaturated Tuff" & USGS Open File Rept 80-569, “Paleo- 
hydrology of Southern Great Basin, W/Special Ref to Water Table Fluctions....” 
OSIENg^KY.J.L Williams & Associates. NRC-02-85-008. 3824. 87/04/20. POHLE,J. 
Office of Nuclear Material Safety & Safeguards.Director. 11pp. 41145:268-41145:278. 

8706030076 NUREG-0304 VI 2 N01 REGULATORY AND TECHNICAL REPORTS (AB- 
STRACT INDEX JOURNAL). Compilation For First Quarter 1987,January-March. 

* Division of Publication Services (Post 870413). 87/05/31. 62pp. 41166:112- 
41166:178. 


8706030092 NUREG/CR-4758 A RETRAN MODEL OF THE CALVERT CLIFFS-1 
PRESSURIZED WATER REACTOR FOR ASSESSING THE SAFETY IMPLICATIONS 
OF CONTROL SYSTEMS. 

RENIER.J.A., SMITH,O.L. Oak Ridge National Laboratory. FIN B-0467. ORNL/TM- 
10236. 87/03/31. Office of Nuclear Regulatory Research, Director (Post 860720). 
116pp. 41161:126-41161:241. 

8706030097 NUREG/CR-4219 V03 N2 HEAVY-SECTION STEEL TECHNOLOGY 
PROG RAM. Semiannual Progress Report For April-September 1986. 

PUGH.C.E. Oak Ridge National Laboratory. FIN B-0119. ORNL/TM-9593. 86/12/31. 
Office of Nuclear Regulatory Research, Director (Post 860720). 234pp. 41151:228- 
41152:101. 

8706030119 Submits info re main accomplishments of research program & way info 
should be used in implementation of integration of source term & severe accident 
programs, per request in 861119 staff requirements memo re draft NUREG-1150 publi- 
cation. 

STELLO.V. Office of the Executive Director for Operations. 87/02/17. ZECH, ROB- 
ERTS, ASSELSTINE Commissioners. 10pp. 41 161:245-41161:256. 

8706030120 NUREG/CR-4161 V02 CRITICAL PARAMETERS FOR A HIGH-LEVEL 
WASTE REPOSITORY. Volume 2:Tuff. 

DIDWALL.E.M. Lawrence Livermore National Laboratory. BENSON, S.M., BINNAL.E.P. 
Lawrence Berkeley Laboratory. FIN A-0367. UCID-20092. 87/05/31. Division of Engi- 
neering (Post 870413). 106pp. 41144:242-41 144:347. 

8706030146 NUREG/CR-4894 A USER’S GUIDE TO THE NRCS PIPING FRACTURE 
MECHANICS DATA BASE (PIRFAC). 

HISER.A.L, CALLAHAN, G.M. Materials Engineering Associates, Inc. FIN B-8900. 
MEA-2210. 87/05/31. Division of Engineering (Post 870413). 82pP. 41164:278- 
41164:329. 


8706030180 NUREG/CR-4845 AN ANALYSIS OF THE SEMISCALE MOD-2C S-NH-3 
TEST USING THE TRAC-PFl COMPUTER PROGRAM. 

DRISKELL,W.E., KULLBERG.C.M. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A- 
4162. EGG-2496. 87/03/31. Office of Nuclear Regulatory Research, Director (Post 
860720). 45pp. 41144:203-41144:241. 

8706030186 NUREG/CR-4901 EFFECTS FROM INFLUENT BOUNDARY CONDITIONS 
ON TRACER MIGRATION AND SPATIAL VARIABILITY FEATURES IN INTERMEDI- 
ATE-SCALE EXPERIMENTS. 

FUENTES,H.R., POLZER,W.L.. SPRINGER, E.P. Los Alamos National Laboratory. FIN 
A-7150. LA-1 0981 -MS. 87/04/30. Office of Nuclear Material Safety & 
Safeguards.Director. 131pp. 41 144:072-41144:202. 

8706030204 NUREG/CR-4819 V01 AGING AND SERVICE WEAR OF SOLENOID-OP- 
ERATED VALVES USED IN SAFETY SYSTEMS OF NUCLEAR POWER 
PLANTS. Volume 1 .Operating Experience And Failure Identification. 

BACANSKAS.V.P., ROBERTS, G.C., TOMAN.G.J. Oak Ridge National Laboratory. FIN 
B-0828. 87/03/31. Office of Nuclear Regulatory Research, Director (Post 860720). 
69pp. 41 147:287-41 147:355. 

8706030301 NUREG-1021 R04 OPERATOR LICENSING EXAMINER STANDARDS. 

* Operator Licensing Branch. 87/05/31. 200pp, 41165:001-41165:200. 

8706030333 Application for amends to Licenses NPF-4 & NPF-7, modifying Tech Spec 
3/4.6.3 & Table 3.6-1 to correct inconsistency between NUREG-0737 & Unit 2 Tech 
Specs re isolation signal for containment instrument air sys. Fee paid. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87-109. 87/05/27. 
Document Control Branch (Document Control Desk). 4pp. 41169:234-41169:247. 

8706030413 Forwards response to Question 4 of 870309 request for addi info re 
NUREG-0737, Item I1.D.1, “Performance Testing of Relief & Safety Valves.” Re- 
sponses to Questions 1 ,2,3 & 5 provided on 870408. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. WM 87-0147. 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 7pp. 41168:249-41168:255. 

8706030446 Comments on draft NUREQ/CR-4735,Vol 2.semiannual rept. Executive 
summary should be broadened to include more detailed discussion of deficient techni- 
cal areas in salt & basalt programs.W/o stated end. 

W1CK,E.A. Engineering Branch (831001-870413). FIN A-4171. 3793. 87/04/08. 
INTERRANTE.C.G. Commerce, Dept, of, National Bureau of Standards. 2pp. 
41175:001-41175:002. 
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8706040011 Responds to BJ Youngblood 870407 Itr.Question 4, re addi info in support 
of NRC review of NUREG-0737,ltem 1I.D.1 for facility.Responses to Questions 1,3 & 5 
transmitted on 870424. 

SCHNELL.D.F, Union Electric Co. ULNRC-1517. 87/05/29. Document Control Branch 
(Document Control Desk). 10pp. 41171:167-41171:176. 

8706040032 Forwards Amend 109 to License DPR-66 & safety evaluation. Amend 
changes Tech Specs to -provide operabi'itv re-curer-e-ts l‘T'itmc conditions of oper- 
ation & surveillance requirements on ."acita s/s co-r-or-oci cc-trol room. 
TAM.P.S. Project Directorate 1-4. TAG •84. m?.-C 5 2C. 5'=r==P J C Duquesne Light 
Co. 2pp. 41181:195-41181:223. 

-8706040040 Safety evaluation supporting Amend 1 09 to License DPR-66. 

* Division of Reactor Projects - I/ll (Post 870411). 87/05/20. 14pp. 41181:210- 
41181:223. 

8706040041 Requests listed marked documents re Rev 1 to NUREG-1147, "Seismic 
SafeW Research Program Plan,” be placed in PDR. 

KENNEALLY.R.M. NRC - No Detailed Affiliation Given. 87/05/27. DUNLAVEY.M.R. 
NRC - No Detailed Affiliation Given. 5pp. 41175:195-41175:213. 

“8706040051 Summarizes NRR needs & programmatic goals for seismic safety margin 
research program (SSMRP) & comprehensive program plan.NRR recommendations 
for redirection of SSMRP & confirmation of discussions from 820126 meeting end. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 82/04/08. 
MINOGUE.R.B. Office of Nuclear Regulatory Research, Director (Pre 860720). 14pp. 
41175:200-41175:213. 

-8610090431 Recommends that NRR & RES meet to discuss extent to which existing 
programs in RES can provide answers to end generic questions re high frequency 
crcund motirn & 860131 earthquake. 

i:-kN~CN.HR. Office of Nuclear Reactor Regulation. Director (851125-870411). 86/ 
10/03. BECKJORD,E.S. Office of Nuclear Regulatory Research, Director (Post 
860720). 3pp. 41175:214-41175:216. 

-8412270591 Forwards comments on long-range research plan for FY86-FY90. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851 125). 84/12/06. 
MINOGUE,R.B. Office of Nuclear Regulatory Research, Director (Pre 860720). 47pp. 
41175:217-41175:263. 

“8407170551 Responds to 840531 request for review of research needs re threats to 
plant safety from external matl accidents. Computerized approach proposed by Bech- 
tel would fulfill need for efficient evaluation tool in explosion analysis. 

DENTON, H.R. Office of Nuclear Reactor Reou'at'or. Director (pre-851 125). 84/07/10. 
MINOGUE.R.B. Office of Nuclear R-;‘c:,.a:ory Rosearci, Director (Pre 860720). 2pp. 
41175:264-41175:265. 

“8405160181 Responds to 840124 memo re quantification of seismic design 
margins.Seismic issue can be resolved in longer term.Working group formed to focus 
supporting elements into coherent & responsive plan. 

DIRCKS.W.J. Office of the Executive Director for Operations. 84/04/12. PALLADINO 
Commissioners, ip. 41175:266-41175:271. 

“8610160343 "Evaluation Rept on Damping Characteristics of Motor Control Ctr & 
Switchgear by Use of Low Level Resonance Search Data." Draft NUREG-1264, "Con- 
tainment Research Plan" & NUREG-1222, "Piping Research Program Plan” end. 
BANDYOPADHYAY Brookhaven National Laboratory. 86/09/24. 0'BRIEN,J. NRC - 
No Detailed Affiliation Given. 109pp. 41175:272-41176:019. 

“8612180049 Forwards “Evaluation Rept on Dynamic Amplification of Motor Control 
Ctrs & Switchgears.” Front-to-back dynamic amplification may be as high as 23 at low 
vibration level. Amplification much lower for high vibration input. 

BANDYOPADHYAY Brookhaven National Laboratory. 86/12/04. O’BRIEN. J. NRC - 
No Detailed Affiliation Given. 2pp. 41176:020-41176:030. 

-8612180053 “Evaluation Rept on Dynamic Amplification of Motor Control Ctrs & 
Switchgears." 

* BrooKhaven National Laboratory. 86/12/31. NRC - No Detailed Affiliation Given, 
gpp. 41 1 76:022-41 1 76:030. 

8706040127 Provides supplemental info demonstrating that concern identified in Open 
item 85-026-05 (Insp Rept 50-341/85-26) re leakage reduction program, addressed & 
corrective actions implemented.EncI procedure developed.W/o end. 

AGOSTI.F.E. Detroit Edison Co. NRC-87-0066. 87/05/29. Document Control Branch 
(Document Control Desk). 2pp. 41176:331-41176:332. 

8706040148 Requests addl info supplementing 850612 Itr response to NRC 850311 re- 
quest for info re NUREG-0737,ltem II.D.I, “Performance Testing of Relief & Safety 
Valves.” Response requested within 45 days of receipt of Itr. 

HOOD,D. Project Directorate 11-3. TAG 44593. 87/05/27. TUCKER, H.B. Duke Power 
Co. 7pp. 41181:263-41181:269. 

8706040256 Forwards safety evaluation supporting proposed post-accident sampling 
sys.per 861219 & 870401 requests. Proposed sys meets all criteria In II.B.3 of 
NUREG-0737. 

2WOLiNSKI,J.A. Office of Special Projects. TAG 44424. 87/05/27. WHITE.S.A. Ten- 
nessee Valley Authority. 2pp. 41180:220-41180:227. 

-8706040282 Safety evaluation re post-accident sampling sys.Sys meets all 1 1 criteria 
of Item I1.B.3 in NUREG-0737. 

* Office of Special Projects. 87/05/27. 6pp. 41180:222-41 180:227. 

8706040313 NUREG-0750 V24 NOS NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR NOVEMBER 1986.Pages 681-768. 

* Division of Publication Services (Post 870413). 87/05/31. 99pp. 41180:238- 
41180:336. 

8706040338 Forwards Safety Insp Rept 50-461/87-15 on 870406-0518 & notice of 
violation.Actions taken to correct identified violations & prevent recurrence noted.No 
reply to violations required. 

FORNEY, W.L Region 3, Office of Director. 87/05/29. GERSTNER.W.C. Illinois Power 
Co. 2pp. 41 171:021-41171:049. 

-8706040350 Safety Insp Rept 50-461/87-15 on 870406-05 18. Violations 

noted:concerning event followup.Unresolved item noted re operational safety 
verification.Licensee reviewing unresolved item for needed corrective action. 
KNOP,R.C. Region 3, Office of Director. IEIN-87-008. 87/05/29. 26pp. 41171:024- 
41171:049. 


8706050017 Partial response to FOIA request. Forwards App D documents. App C & D 
documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEL MS 
Bishop, Cook, Purcell & Reynolds. 4pp. 41203:222-41203:226. 

-8406260604 Forwards recommended changes to STS to incorporate requirements ap- 
propriate as result of shunt trip mods per Generic Ltr 83-28.Changes will be used as 
basis to review licensee submittal. 

MULLER, D.R. Division of Systems Integration (811005-851124). GL-83-28. 84/06/18 
E1SENHUT,D.G. Division of Licensing (800428-851124). 15pp. 41204:143-41204:15?' 

“8401260469 Forwards rev to summary of scram events & resulting NRC actions.Most 
break failures attributable to undervoltage trip attachments & associated linkages. 
ALEXION.T.W. Operating Reactors Assessment Branch. IEB-83-01. 84/01/16. 
HOLAHAN.G.M. Operating Reactors Assessment Branch. 3pp. 41204:136-41204:138. 

8706050065 Forwards Insp Repts 50-498/87-08 & 50-499/87-08 on 87 0309-0410 & 
notice of violation. 

GAGLIARDO.J.E. Region 4, Office of Director. GL-83-28. 87/05/29. GOLDBERG, J.H. 
Houston Lighting & Power Co. 3pp. 41191:100-41191:184. 

-8706050075 Insp Repts 50-498/87-08 & 50-499/87-08 on 870309-0410. Violations 
noted:failure to follow procedures for testing & inadequate cleanliness controls over 
open RCS.Major areas inspected:TMI & Generic Ltr 83-28 action items. 

CARPENTER, D.R., REIS.T., BUNDY,H.F. Region 4, Office of Director. 50-499/87-08. 
87/05/29. 80pp. 41191:105-41191:184. 

8706050117 Application for amend to License DPR-35,consisting of proposed Change 
87-06,revising Table 3.2.B, Sections 4.5.E.1.a & 3.2 to reflect mods made to facility to 
address NUREG-0737.ltem II.K.3.18. 

BIRD.R.G. Boston Edison Co. BECO-87-086. 87/05/20. Document Control Branch 
(Document Control Desk). 5pp. 41191:334-41191:344. 

“8706050127 Proposed Tech Spec, changing Table 3.2.B, Sections 4.5.E.1.a & 3.2 to re- 
flect mods made to facility to address NUREG-0737, Item ll.K.3.18. 

• Boston Edison Co. 87/05/20. 6pp. 41191:339-41191:344. 

-8706050136 EAS-1 54-1286 “Bypass Timer Calculation for ADS/ECCS Mod for Pilgrim 
Station.” 

FORTNEY, R.U.. HAMON,D.A.. ROGERS.A.E. Boston Edison Co. DRF 668-0003-5. 
86/12/16. 18pp. 41191:345-41191:362. 

8706050249 Fonvards EGG-NTA-7484, "Technical Evaluation Rept for Palisades 
Plant, Response to NRR Generic Ltr 83-37," interim rept.Licensee not in compliance 
w/control room habitability requirement (III. D.3.4). Items still under review listed. 
OBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G. Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6022. GL-83-37. 87/03/30. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). 2pp. 41201:060- 
41201:087. 

-8706050255 EGG-NTA-7484 "Technical Evaluation Rept for Palisades Plant, Response 
to NRR Generic Ltr 83-37,” interim informal rept. 

MOBLEY,E.V. EG&G Idaho, Inc. (subs, of EG&G. Inc.). MOBLEY.E.V. Idaho National 
Engineering Laboratory. FIN D-6022. GL-83-37. 87/03/30. NRC - No Detailed Affili- 
ation Given. 26pp. 41201:062-41201:087. 

8706080047 Forwards draft SER re isolation devices used in SPDS at facility.lsolation 
devices acceptable for isolating Class 1 E circuits from SPDS. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6483. EWR-51-87. 87/03/13. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (851125-870411), Ip. 41212:056- 
41212:059. 

“8708080058 Draft SER addressing qualification & documentation of isolators as ac- 
ceptable interface devices between Class 1E instrumentation & non-Ciass 1E 
SPDS, per NUREG-0737, Suppl 1. Devices acceptable. 

* EG&G Idaho. Inc. (subs, of EG&G, Inc.). GL-82-33. 87/03/13. 3pp. 41212:057- 
41212:059. 

8706080051 Forwards EGG-NTA-7507, “Technical Evaluation Rept for Oconee Nuclear 
Station Units 1,2 & 3, Response to US NRC NRR Generic Ltr 83-37," interim informal 
rept.Licensee has not submitted specs for listed items pending equipment approval. 
OBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN D-6022. OBEN-12-87. 
87/03/05. CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (851125- 
870411). 2pp. 41211:249-41211:250. 

-8704060091 EGG-NTA-7507 "Technical Evaluation Rept for Oconee Nuclear Station 
Units 1,2 & 3 Response to US NRC, NRR Generic Ltr 83-37,” informal rept 
STACHEW.J.C. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6022. TAG 54402. 87/ 
03/31. NRC - No Detailed Affiliation Given. 36pp. 41211:251-41211:287. 

8706080071 Forwards Insp Repts 50-498/87-20 & 50-499/87-20 on 870427-0501. No 
violations or deviations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/29. GOLDBERG.J.H. Houston 
^Lighting & Power Co. 2pp. 41218:235-41218:245. 

-8706080078 tnsp Repts 50-498/87-20 & 50-499/87-20 on 870427-0501. No violations 
or deviations noted.Major areas inspected: radwaste mgt program, including organiza- 
tion & mgt controls, training & qualifications & solid radwaste. 

BAER.R.E., SCOTT, H.L.. MURRAY, B. Region 4, Office of Director. 50-499/87-20. 87/ 
05/22. 9pp. 41 21 8:237-41 21 8:245. 

8706080157 Comments on NUREG-1150.Document intolerably difficult to follow ■ one 
cannot ascertain how certain conclusions reached. 

CAMPBELL, R.M. Massachusetts Voice of Energy, 52FR7950 005. 87/05/04. ZECH.L 
Commissioners. 2pp. 41213:354-41213:355. 

8706080158 Fon/vards SER input re audit of pump & valve operability assurance pro- 
gram for facility.EncI matl is status summary of audit for Unit 1 & intended as input to 
SER.Section 3.10.2.per NUREG-0781. 

OBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G. Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6415. OBEN-30-87. 87/03/03. 

CARRINGTON.M. Planning & Program Analysis Staff (851125-870411). 17pp, 
41210:317-41210:333. 
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8706080160 Comments on NUREG/CR-4551 .Methodolgoy for uncertainity analysis 
should be explained w/more physical insight, 

LIU.K.C. Taiwan, Govt, of (Republic of China). 52FR7950 006. 87/05/08. MURPHY.J. 
Office of Nuclear Regulatory Research, Director (Post 860720). 5pp. 41213:356- 
41213:360. 


8706100194 Forwards ‘‘Comm Ed Final Summary Rept of Human Factors Review for 
Byron /Braidwood Stations Emergency Response facilities.” Rept meets util commit- 
""onts *''T ‘me'ement'^o Supp. i, N JRF3-0737, Items V.a.2.a & V.c.1. 

SC (/.—'■■nonwealth Edison Co. 3146K. 87/06/01. MURLEY,T.E. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 41238:103-41238:154. 


8706090056 Forwards EGG-NTA-7634, “Technical Evaluation Rept,TMl Action NUREG- 
0737 (II.D.1) Relief & Safety Valve Testing, Fort Calhoun,” informal rept. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN A.6492. EWR-58-87. 87/03/23. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). Ip. 41232:214- 
41232:242. 


8706100245 Forwards safety evaluation supporting util 860424 submittal re turbine sys 
maint program for early detection of cracking in low pressure turbine wheels.Low pres- 
sure turbine wheel insp interval of 6 yrs acceptable. 

JABBOUR,K.N. Project Directorate 11-3. TAG 61507. 87/06/02. TUCKER, H.B. Duke 
Power Co. 2pp. 41245:204-41245:222. 


“8706090068 “Technical Evaluation Rept TMl Action--NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing Fort Calhoun,” informal rept. 

PACE.N.E., FINEMAN,C.P., NALEZNY,C.L. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6492. 87/03/31. Division of Pressurized Water Reactor Licensing - B (851125- 
870411). 28pp. 41232:215-41232:242. 


8706100276 Forwards License NPF-70 for facility,FR notice. unexecuted Amend 2 to In- 
demnity Agreement B-102,SSER 3 & Tech Specs (NUREG-1261) prepared in support 
of OL issuance. 

CRUTCHFIELD.D. Division of Reactor Projects - 111, IV, V & Special Projects (Post 
870411). 87/05/21. FARRAR, D.L. Commonwealth Edison Co. 4pp. 41246:213- 
41248:014. 


8706090091 Forwards EGG-NTA-7639. "Analysis of Pressurizer Safety Valve Discharge 
P'pmc of VC Summer Nuclear Power Station, Unit 1 ,” informal rept. 

05 ENC'H.a:n,C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
Naticna' Er.cipeering Laboratory. FIN A-6492. OBEN-40-87. 87/03/25, 

CARF.NGrONAI. Office of Nuclear Reactor Regulation, Director (851125-870411). 
■p. .r.23.< /43-4 1232 336. 

-8706090104 EGG-NTA-7639 "Analysis of Pressurizer Safety Valve Discharge Piping of 
VC Summer Nuclear Power Station, Unit 1," informal rept, 

CASE.G.S., LARSON.J.R., HARRIS, B.L EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN 
A-6492. 87/03/31. NRC - No Detailed Affiliation Given. 93pp. 41232:244-41232:336. 

8706090109 Forwards EGG-NTA-7633. "Technical Evaluation Rept TMl Action - 
NUREG-0737 (II.D.1) Relief & Safety Valve Testing. Surry Units 1 & 2.” Util submittals 
reconfirm that GDC 14,15 & 30 met. 

ROBERTS,E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6492. EWR-57-87. 87/03/23. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). Ip. 41213:118- 
41213:150. 

“8706090117 EGG-NTA-7633 "Technical Evaluation Rept TMl Action-NUREG-0737 
(il.D.1) Relief & Safety Valve Testing Surry Units 1 & 2," informal rept. 

YUAN.C.Y., NALEZNY.C.L EG&G Idaho, Inc. (subs, of EG&G, Inc.). YUAN.C.Y. Idaho 
National Engineering Laboratory. FIN A-6492. 87/03/31. NRC - No Detailed Affiliation 
Given. 32pp. 41213:119-41213:150. 

8706090331 Forwards implementation Itr rept re preoperational testing of reactor vessel 
water level sys, per NRC 870602 Itr & Item II.F.2 of NUREQ-0737.Preoperational test- 
ing of sys complete & test results available onsite for NRC review, 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2234. 87/06/05. Docu- 
ment Control Branch (Document Control Desk). 5pp. 41223:113-41223:117, 

8706090356 Forwards info addressing effects of mods to post-accident sampling sys on 
regulatory conformance, per NUREG-0737, Item 2.B.3. 

SHELTON. D.C. Toledo Edison Co. 1356. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 12pp. 41222:305-41222:316. 

8706090359 Forwards implementation rept on reactor vessel level instrurnentation sys 
(RVLIS) for facility, per requirements of NUREG-0737, Item II.F.2 & Condition 2.C(7)a of 
License NPF-68.Submittal should be forwarded to NRR for review. 

GUCWA.LT. Georgia Power Co. SL-2583. 87/05/29. Document Control Branch (Doc- 
ument Control Desk). 5pp. 41229:215-41229:219. 

8706090424 Responds to questions raised in 870505 meeting w/NRC re util compliance 
w/GDC 56 & 57 & SRP 6.2.4 concerning remote manual isolation of primary contain- 
ment isolation valves following DBA.Revised response to Generic Ltr 85-12 end. 
WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2182. 87/05/29. Docu- 
ment Control Branch (Document Control Desk). 50pp. 41221:338-41222:027, 

8706100017 Forwards supplemental safety evaluation resulting from review of 870202 
suppi to DCRDR summary rept.SuppI 3 to DCRDR summary rept expected 60 days 
following completion of next refueling outage, 

LONG.W.O. Project Directorate IV. TAG 64721. 87/06/02. TREVORS, G.A. Nebraska 
Public Power District. 2pp. 41248:022-41248:038. 

“8706100021 Supplemental safety evaluation re DCRDR. Listed activities must be fin- 
ished in order to satisfy DCRDR requirements in Suppi 1 to NUREG-0737. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). TAG 64721. 87/05/ 
21. 15pp. 41248:024-41248:038. 

8706100058 Documents that SPDS at plant declared fully operational on 870324 after 
successfully completing various tests & operator training, per NRC 850727 order con- 
firming util commitments re implementation of Suppi 1 to NUREG-0737. 

MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA,E.J. Northeast Utilities. A05106. 87/06/01. Document Control Branch 
(Document Control Desk). 2pp. 41233:344-41233:345. 

8706100082 Grants waiver of multi-unit written & oral exam for six senior reactor opera- 
tors & seven reactor operators listed in end, per util 870430 request.W/o end. 
EUN.J.O. Region 5, Office of Director. 87/05/28. VAN BRUNT.E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 1p. 41238:316-41238:316. 

8706100088 Partial response to FOIA request. App S documents re Diablo Canyon avail- 
able in PDR.App T documents end & also being made available in PDR.App U & V 
documents partially & completely withheld respectively (ref FOIA Exemption 5). 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. HOLMES, G.A. 
MHB Technical Associates. 9pp. 41244:180-41244:191. 

-8706100478 Recommends end Supp! 22 to NUREG-0675 not be forwarded to Hoover 
lnst,consistent w/Board Notification 84-60. 

BRADY, P.G. Division of Security (Pre 870413). 85/04/08. CHILK.S.J. Office of the 
Secretary of the Commission. Ip. 41244:341-41244:341. 

“8504300636 Forwards SSER input in response to H Schierling request re NUREG- 
0737, Items III.A.1.2 & IIl.A.2.2. re upgrade of emergency support facilities & meteoro- 
logical data, respectively. Items completed satisfactorily. 

MATTHEWS, D.B. Emergency Preparedness Branch. 85/04/22. KNIGHTON,G.W. Li- 
censing Branch 3. 6pp. 41244:346-41244:351. 


“8706100299 Notice of issuance of License NPF-70 for facility. NUREG-1261 Tech 
Specs end. 

* Project Directorate III-2. 87/05/19. 499pp. 41246:236-41248:014. 

8706100315 Forwards Insp Repts 50-369/87-13 & 50-370/87-13 on 87051 1-15.No vio- 
lations or deviations noted. Insp rept documents oral commitment. 

COLLINS,D.M. Region 2, Office of Director. 87/06/01. TUCKER, H.B. Duke Power Co. 
2pp. 41242:305-41242:319. 

“8706100324 Insp Repts 50-369/87-13 & 50-370/87-13 on 87051 1-15. One unresolved 
item identified. Major areas inspected:previously identified enforcement items,inspector 
followup items, TMl items & liquid & gaseous radwaste. 

GLOERSEN,W.B., ADAMOVITZ,S.S., KAHLE,J.B. Region 2, Office of Director. 50- 
370/87-13. 87/05/28. 13pp. 41242:307-41242:319. 

8706110165 Forwards revised response to Question 1 re NUREG-0737,ltem II.D.1, "Per- 
formance Testing of Relief & Safety Valves,” per 861211 request for addi info. 
KOBER,R.W. Rochester Gas & Electric Corp. 87/06/02. STAHLE,C. Document Con- 
trol Branch (Document Control Desk). 18pp. 41264:308-41264:325. 

8706110171 Advises that Korea Atomic Energy Research '-st s*;.;dvirc listed ways in 
containment spray sys issue.Revised NUREG-0800 quite 'O'lS'.'.niiblc & well verified by 
experiment & related analysis. 

GEUNUCK,Y. Korea, Republic of (South Korea). 52FR12633. 87/06/05. REED,J.B. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 1p. 41267:029- 
41267:029. 

8706110229 Forwards safety evalucticn suopc'tmc Ercls 1 & 2 p'-ovided in util 870209 
submittal re licensed operator '•ecja :! caiic'' p'ccraTi.Fvali.fi: cn for Ends 3 & 4 will 
be completed by 870715 under TAG 64747. 

HEITNER.K.L. Project Directorate IV. TAG 61470. 87/06/04. W!LL!AMS,R.O. Public 
Service Co. of Colorado. 2pp. 41260:351-41260:359. 

“8706110232 Safety evaluation supporting util 870209 submittal re licensed operator re- 
qualification program. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/04. 8pp. 
41260:353-41260:359. 

8706110306 Forwards annotated rev to FSAR Section 7A.II.K.3.17 re NUREG-0737 po- 
sition on repts of outages of ECCS.Info re ECCS outages will be submitted in written 
'cpt fo'lcwinq 5 vrs of commercial operation. Rev to be incorporated in future amend. 
A-SF\3JRG,M.R. Hc..5*cn : ight’nq & Power Co. ST-HL-AE-2194. 87/06/02. Docu- 
ment Control Branch (.:::\';uT.cr’’. Ccr:'jl Desk). 3pp. 41266:108-41266:110. 

8706110415 Forwards Figures 1-4 inadvertently omitted from 870602 submittal re per- 
formance testing of relief & safety valves, per NUREG-0737,ltem 11.D.1. 

KOBER,n.W. Rochester Gas & Electric Corp. 87/06/04. STAHLE,C. NRC - No De- 
tailed Affiliation Given. 5pp. 41264:296-41264:300. 

8706110447 Requests approval to relocate emergency operations facility,per Suppi 1 to 
NUREG-0737.Section 8.4.1. b (Table 1).Fee paid. 

HINTZ,D.C. Wisconsin Public Service Corp. 87/06/03. Document Control Branch 
(Document Control Desk). 23pp. 41262:340-41262:362. 

8706120020 Application for amend to Licenses DPR-38,DPR-47 & DPR-55, updating 
LOCA limited max allowable linear heat rate to reflect NUREG-0630 & B&W Owners 
Group BAW-1915P.Fee paid. 

TUCKER,H.B. Duke Power Co. 87/06/01. Document Control Branch (Document Con- 
trol Desk). 3pp. 41271:242-41271:250. 

“8706120024 Proposed Tech Specs updating LOCA limited max allowable linear heat 
rate to reflect NUREG-0630 & B&W Owners Group BAW-1915P. 

* Duke Power Co. 87/06/01. 6pp. 41271:245-41271:250. 

8706120033 NUREG/CR-4700 V4 DRF CONTAINMENT EVENT ANALYSIS FOR POS- 
TULATED SEVERE ACCIDENTS: GRAND GULF NUCLEAR STATION,UNlT 1. Draft 
For Comment. 

KOLACZKOWSKl,A., AMOS,C.N. Sandia National Laboratories. FIN A-1322. SAND86- 
1135. 87/04/30. Office of Nuclear Regulatory Research, Director (Post 860720). 
448pp. 41287:115-41288:202. 

8706120037 NUREG/CR-2331 V06 N3 SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGULATORY RESEARCH.Quarterly Progress 
Report, July-September 1986. 

VVEISSAJ. Brookhaven National Laboratory. FIN A-3014. BNL-NUREG-51454. 87/ 
03/31. Office of Nuclear Regulatory Research, Director (Post 860720). 114pp. 
41187:087-41187:200. 

8706120044 NUREG/CR-4772 ACCIDENT SEQUENCE EVALUATION PROGRAM 
HUMAN RELIABILITY ANALYSIS PROCEDURE. 

SWA1N,A.D. Sandia National Laboratories. FIN A-1228. SAND86-1996. 87/02/28. 
Office of Nuclear Regulatory Research, Director (Post 860720). 167pp. 41186:280- 
41187:086. 
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8706120079 NUREG-1057 305 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF BEAVER VALLEY POWER STATION.UNIT 2.Docket No. 50- 
412. Duquesne Light Company.et al) 

* Division of Reactor Projects - l/!l (Post 870411). 87/05/31. 176pp. 41186:104- 
41186:279, 


8706150101 NUREG/CR-4655 UNSATURATED FLOW AND TRANSPORT THRO. 
FRACTURED ROCK RELATED TO HIGH-LEVEL WASTE REPOSITORIES fer, 
Report - Phase II. 

RASMUSSEN, T.C., EVANS, D.D. Arizona, Univ. of, Tucson, AZ. FIN B-7291, 87/0.^ ' 

Division of Engineering (Post 870413). 499pp. 41298:131-41299:269. 


8706120083 NUREG-1259 TECHNICAL SPECIFICATIONS FOR BEAVER VALLEY 
POWER STATION, UNIT 2.Docket No. 50-41 2.(Duquesne Light Company) 

• Division of Reactor Projects - I/ll (Post 870411). 87/05/31. 429pp. 41282:007- 
41283:075. 

8706120095 Forwards License NPF-64 for facility,FR notice, unexecuted Amend 10 to 
Indemnity Agreement B-73, environ protection plan & Tech Specs {NUREG-1259). 
VARGA,S.A. Division of Reactor Projects - l/ll (Post 870411). 87/05/28. CAREY ,J.J. 
Duquesne Light Co. 4pp. 41286:021-41287:1 14. 

8706120125 NUREG/CR-4551 V2 DRF EVALUATION OF SEVERE ACCIDENT RISKS 
AND THE POTENTIAL FOR RISK REDUCTION:SEQUOYAH POWER STATION,UNlT 
1 .Draft For Comment. 

BENJAMIN, A.S.. KUNSMAN,D.M., LEWIS.S.R. Sandia National Laboratories. FIN A- 
1322. SAND86-1309. 87/02/28. Division of Reactor System Safety (860720-870413). 
516pp. 41283:076-41284:231. 

8706120158 NUREG/CR-IGCS V33 SELECTION OF EARTHQUAKE RESISTANT 
DESIGN CR 'EFiA FOR NUCLEAr POWER PLANTS - METHODOLOGY AND TECH- 
NICAL CASES. Dislocation Models Of Near-Source Earthquake Ground Motion. A 
Review. 

* Structural & Earthquake Engineering Consultants. LUCO,J.E. California, Univ. of, San 
Diego, CA. FIN B-8298. 87/05/31. Division of Engineering (Post 870413). 177pp. 
41288:203-41289:019. 

8706120163 NUREG/CR-4903 V02 SELECTION OF EAR^'CLAKE RESISTANT 
DESIGN CRITERIA FOR NUCLEAR POWER PLANTS - V.ElhODCLOGY AND TECH- 
NICAL CASES. Methods For Introduction Of Geological Data Into Characterization Of 
Active Faults And Seismicity And.... 

ANDERSON, J.G., LEE.V.W.. TRIFUNAC.M.D. Structural & Earthquake Engineering 
Consultants. FIN B-8298. 87/05/31. Division of Engineering (Post 870413). 197pp. 
41289:020-41289:216. 

8706120166 NUREG/CR-4830 MELCOR VALIDATION AND VERIFICATION 1986 
PAPERS. 

LEIGH, C.D. Sandia National Laboratories. FIN A-1369. SAND86-2689. 87/03/31. 
Office of Nuclear Regulatory Research, Director (Post 860720). 223pp. 41281:049- 
41281:271. 

8706120168 NUREG/CR-4866 AN ASSESSMENT OF HYDROGEN GENERATION FOR 
THE PBF SEVERE FUEL DAMAGE SCOPING AND 1-1 TESTS. 

CRONENBERG, A.W.. MILLER,R.W., OSETEK.D.J. EG&G Idaho, Inc. (subs, of EG&G, 
Inc.). FIN A-6321. EGG-2499. 87/04/30. Division of Reactor Accident Analysis (Post 
870413). 95pp. 41281:272-41282:006. 

8706120172 NJRFG'CR-SfijF 7s' SITU TESTING OF THE SHIPPINGPORT ATOMIC 
POW.-.r. 3TA'-|CN LuE'.C'F. CM. CIRCUITS. 

D. N3F....M.R. DsCNAl.DSGN VI.R.. SOBERANO.F.T. EG&G Idaho. Inc. (subs, of 

E. G&G, Inc.) F-N A-538tL =GG-2443. 87/04/30. Division of Engineering (Post 
870413). 49pp. 41281:001-41281:048. 

8706120186 NUREG/CR-4903 V01 SELECTION OF EARTHQUAKE RESISTANT 
DESIGN CRITERIA FOR NUCLEAR POWER PLANTS - METHODOLOGY AND TECH- 
NICAL CASES. Direct Empirical Scaling Of Response Spectral Amplitudes From Vari- 
ous Site And Earthquake Parameters. 

LEE.V.W., TRIFUNAC.M.D. Structural & Earthquake Engineering Consultants. FIN B- 
8298, 87/05/31. Division of Engineering (Post 870413). 343pp. 41284:232-41285:214. 

8706120189 NUREG/CR-4821 REACTOR COOLANT PUMP SHAFT SEAL STABILITY 
DURING STATION BLACKOUT, 

RHODES.D.B.. HILL.R.C., WENSEL.R.G. AECL, Chalk River Nuclear Laboratories. FIN 
A-6322. AECL-9342. 87/05/31. Division of Engineering (Post 870413). 60pp. 
41187:201-41187:260. 

8706120274 Fonvards safety evaluation accepting licensee Rev 0 to offsite dose calcu- 
lation manual, per NUREG-0133.App D & SuppI A to App D. “Evaluation of Licensee- 
Reported Revs to Offsite Dose Calculation Manual,” also end. 

MARTIN.R.E. Project Directorate 1-2. TAG 61891. 87/06/09. BAUER.E.G. Philadelphia 
Electric Co. 3pp. 41280:225-41280:240. 

-8706120283 Safety evaluation accepting licensee Rev 0 to offsite dose calculation 
manual.per NUREG-0133, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/09. Ip. 
41280:228-41280:228. 


8706150108 Partial response to FOIA request for documents prepared by or for 
or IDCOR contractors re severe accident analysis, risk assessment.source term 
sis & estimation & IDCOR repts on plant evaluations. App B documents end. ->iy 
GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. SHOLix, 
MHB Technical Associates. 5pp. 41360:330-41367:273. 

“8706160404 Slide presentation entitled, “Limited Application of Latin Hypercube 
pling for NUREG-1 1 50.” 

HASKIN.F.E. NRC - No Detailed Affiliation Given. 85/12/09. 16pp. 41366'n,s 
41366:117. 

8706150112 NUREG-0936 VOS N04 NRC REGULATORY AGENDAQuart 
Report, October-December 1986. 

* Division of Rules & Records (Post 870413). 87/05/31. 160pp. 41300-p. 
41301:046. 




8706150126 NUREG/CR-4719 COOLABILITY OF STRATIFIED U02 DEBRI^ , 
SODIUM WITH DOWNWARD HEAT REMOVALThe D13 Experiment. 
OTTINGER,C.A., MITCHELL,G.W., REED.A.W. Sandia National Laboratories. Flh ^ 
1181. SAND86-1043. 87/03/31. Office of Nuclear Regulatory Research, DirervA 
(Post 860720). 67pp. 41301:127-41301:192. 


8706150161 NUREG/CR-4681 ENCLOSURE ENVIRONMENT CHARACTERIZATm, 
TESTING FOR THE BASE LINE VALIDATION OF COMPUTER FIRE SIMULATiqJ^ 


NOWLEN.S.P. Sandia National Laboratories. FIN A-1010. SAND86-1296. 87/03/3, 
Office of Nuclear Regulatory Research, Director (Post 860720). 82pp. 413Ol;04i- 
41301:126. 


8706150208 NUREG-1 002 803 SAFETY EVALUATION REPORT RELATED TO The 
OPERATION OF BRAIDWOOD STATION, UNITS 1 AND 2.Docket Nos. 50-456 /(nn 
50-457. (Commonwealth Edison Company) ^ 

* Division of Reactor Projects - III, IV, V & Special Projects (Post 870411). 87/05/3-1 
35pp. 41300:212-41300:246. 

8706150229 Notifies of 870825 meeting in Rosemont,IL to discuss implementation qj 
operator licensing exam process within Region III. Presentations will incorporate Rev 4 
of NUREG- 0121, “Operator Licensing Examiner Stds.” Agenda end. 
CHRISSOTIMOS.N. Region 3, Office of Director. 87/06/08. Indiana & Michigan Qec- 
trie Co. 3pp. 41290:316-41290:318- 

8706160050 NUREG/CR-4674 V03 PRECURSORS TO POTENTIAL SEVERE CORp 
DAMAGE ACCIDENTS: 1984, A STATUS REPORT.Main Report And Appendixes A And 
B. 

MINARICK,J.W., HARRIS,J.D., AUSTIN, P.N. Oak Ridge National Laboratory, FIN B- 
0435. ORNL/NOAC-242. 87/05/31. Office for Analysis & Evaluation of Operational 
Data, Director. 133pp. 41309:298-41310:070. 

8706160066 NUREG/CR-3319 R01 LWR PRESSURE VESSEL SURVEILLANCE DO- 
SIMETRY IMPROVEMENT PROGRAM.LWR Power Reactor Surveillance Physics-Do- 
simetry Data Base Compendium. 

MCELROY,W.N. Hanford Engineering Development Laboratory. FIN 8-5988. HEDL> 
TME 85-3. 87/05/31. Division of Engineering (Post 870413). 86pp. 41310:239- 
41310:324. 


8706160074 NUREG/CR-4885 SEISMIC HAZARD CONSIDERATION OF THE EAST- 
ERN UNITED STATES. Comparative Evaluation Of The LLNL And EPRI Studies. 
BERNREUTER.D.L, SAVY.J.B., MENSING,R.W. Lawrence Livermore National Labora- 
tory. FIN A-0448. UCID-20696. 87/05/31. Division of Engineering & Systems Technol- 
ogy (Post 870411). 289pp. 41311:267-41312:195. 

8706160086 NUREG/CR-4674 V04 PRECURSORS TO POTENTIAL SEVERE CORE 
DAMAGE ACCI DENTS: 1 984, A STATUS REPORT, Appendixes C.D And E. 
MINARICK,J.W.. HARRIS.J.D., AUSTIN.P.N. Oak Ridge National Laboratory. FiN 8- 
0435. ORNL/NOAC-232. 87/05/31. Office for Analysis & Evaluation of Operational 
Data. Director. 534pp. 41312:196-41314:009. 

8706160095 NUREG-1 272 REPORT TO THE U.S. NUCLEAR REGULATORY COMMIS- 
SION ON ANALYSIS AND EVALUATION OF OPERATIONAL DATA - 1986. 

* Office for Analysis & Evaluation of Operational Data, Director, 87/05/31. 249pp' 
41315:007-41315:255. 


-8706110024 TER-C5506-596 ADD App D & SuppI A to App D, “Evaluation of Licens- 
ee-Reported Revs to Offsite Dose Calculation Manual," technical evaluation rept. 

* Calspan Corp. (subs. Arvin Industries/Franklin Research Center). 87/06/09. NRC - 
No Detailed Affiliation Given. 12pp. 41280:229-41280:240. 


8706160106 NUREG-0040 VII N01 LICENSEE CONTRACTOR AND VENDOR iM' 
SPECTION STATUS REPORT. Quarterly Report.January-March 1 987.(White Book) 

* Division of Reactor Inspection & Safeguards (Post 870411). 87/05/31. 235pP' 
41311:032-41311:266. 


8706120299 NUREG/CR-4679 QUANTITATIVE DATA ON THE FIRE BEHAVIOR OF 
COMBUSTIBLE MATERIALS FOUND IN NUCLEAR POWER PLANTS.A Literature 
Review. 

NOWLEN.S.P. Sandia National Laboratories. FIN A-1010. SAND86-0311. 87/02/28. 
Division of Engineering (Post 870413). 166pp. 41285:215-41286:020. 

8706120346 NUREG-1 245 V01 RADIOACTIVE WASTE MANAGEMENT RESEARCH 
PROGRAM PLAN FOR HIGH-LEVEL WASTE - 1987. 

* Division of Engineering (Post 870413). 87/05/31. 62pp. 41280:026-41280:086. 

8706150009 NUREG/CR-4330 V03 REVIEW OF LIGHT WATER REACTOR REGULA- 
TORY REQUIREMENTS. Assessment Of Selected Regulatory Requirements That 
May Have Marginal Importance To Risk:Postaccident Sampling System, Turbine 
Missiles,Combustible Gas Control, Charcoal Filters. 

SCOTT,W.B., JAMISON,J.D., STOETZEL,G.A. Battelle Memorial Institute, Pacific 
Northwest Laboratories. FIN B-2894. PNL-5809. 87/05/31. Division of Regulatory Ap- 
plications (Post 870413). 134pp. 41301:193-41301:326. 


8706160119 NUREG-0540 V09 N03 TITLE LIST OF DOCUMENTS MADE PUBLICl-'^ 
AVAILABLE. March 1-31,1987. 

* Division of Publication Services (Post 870413). 87/05/31. 469pp. 41315:26®' 
41317:004. 

8706160138 NUREG/CR-4783 ANALYSIS OF BALANCE-OF-PLANT REGULATOR’*' 
ISSUES.Final Report. 

LAY.R., ETTLINGER.L, SETH.S. Mitre Corp. FIN B-8685. MTR-86W00213. 87/06/30; 
Office of Nuclear Reactor Regulation, Director (Post 870411). 157pp. 41310:07' 
41310:227. 

8706160149 Responds to Insp Rept 50-289/86-17 re implementation of commitmenJJ 
toward NUREG-0737,ltem I.C.6 concerning independent verification.Licensee not 10 
creasing scope of presently approved commitments. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 5211-87-2111. 87/0®' 
03. RUSSELL. W.T. Region 1. Office of Director. 4pp. 41305:189-41305:192. 


8706150086 NUREG/CR-4800 SIGPJ:A USER’S MANUAL FOR FAST COMPUTATION 
OF THE PROBABILISTIC PERFORMANCE OF COMPLEX SYSTEMS. 
PATENAUDE.C.J. Lawrence Livermore National Laboratory. FIN A-0392. UCID-20679. 
87/05/31. Division of Reactor Accident Analysis (Post 870413). 75pp. 41304:154- 
41304:226. 


8706160299 Comments on Jan 1987 monthly progress repts for FIN A-1757 & FIN^/ 
11 58. Work performed during Jan satisfactory. Estimated delivery date of draft NUREt^ 
CR-4766 requested in next monthly rept. 

COLEMAN, N.M. Geotechnical Branch (831001-870413). FIN A-1158. 3856. 87/03/2*=’' 
CRANWELUR.M. Sandia National Laboratories. 2pp. 41320:351-41320:352. 
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8706160308 Forwards corrected Pages VI, 3/4 4-40,3/4 7-17.3/4 7-18 & 3/4 7-19 to fa- 
cility Tech Specs. 

TAM.P.S. Project Directorate 1-4. TAG 62942. 87/06/10. CAREY.J.J. Duquesne Light 
Co. 3pp. 41320:317-41320:324. 

8706160421 Requests addi info re TMI Item II.D.1 of NUREG-0737, “Performance Test- 
ing of Relief & Safety Valves," including torque setting (value & ft-pounds) used for 
plant Limitorque block valve operators. Info requested within 60 days. 

TOURIGNY.E.G. Project Directorate 11-2. TAG 44617. 87/06/10. WOODY,C.O. Florida 
Power & Light Co. 9pp. 41 348:285-41 348:293. 

8706160499 Forwards application for amend to License DPR-59,chan5ing Tech Specs 
to add assistant shift supervisor w/senior reactor operator license to plant 
organization, per NUREG- 0737,ltem l.A.1.3 & Commission policy statement.Fee paid. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). JPN-87-031. 87/06/04. Document Control Branch (Document Control Desk). 
2pp. 41349:048-41349:064. 

“8706160508 Application for amend to License DPR-59, changing Tech Specs to add 
assistant shift supervisor w/senior reactor operator license to plant organization, per 
NUREG-0737,ltem l.A.1.3 & Commission policy statement. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 87/06/03. Ip. 4i5.'i9-C50-4l349:ObC. 

8706160514 Forwards SSER 5 (NUREG-1057,Suppl 5) for use.W/o end. 

TAM,P.S. Project Directorate 1-4. 87/06/11. CAREY.J.J. Duquesne Light Co. Ip. 
41350:231-41350:231. 

6706170076 Forwards SSER re NUREG-0737,ltem ll.K.3.31, plant-specific calculations to 
show compliance W/10CFR50.46. Review of WCAP-11145 completed & accepted as 
licensing basis for small break LOCA analysis. 

BUTLER,W.R. Project Directorate 1-2. GL-83-35. 87/06/11. MCNEILL, C.A. Public 
Service Electric & Gas Co. of New Jersey. 4pp. 41382:310-41382:313. 

8706170110 Forwards SSER-3 (NLIREQ-1002) for facility, for use. 

MULLER. D.R. Project Directorate 111-2. 87/06/08. FARRAR.D.L. Commonwealth 
Edso.n Co. 37pp. 41382:323-41382:360. 

8706170276 Forwards response to NRC 870108 request for addI info re NUREG- 
0737, Item 1I.D.1, "Performance Testing of Relief & Safety Valves.” Repts on verifica- 
tion of PISTAR.GENSAP, BASEPLATE II & STARDYNE computer programs also end. 
ENOS.J.T. Arkansas Power & Light Co. 1CANO68702. 87/06/12. Document Control 
Branch (Document Control Desk). 17pp. 41377:104-41380:275. 

8706170337 Requests acceptance of end deviations taken to Apps R & A of BTP- 
APCSB 9.5-1. Clarification to two evaluations in SER (NUREG-0781,Suppl 3) also pro- 
vided. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2252. 87/06/11. Docu- 
ment Control Branch (Document Control Desk). 7pp. 41373:053-41373:059. 

8706170391 Forwards response to request for addi info re NUREG-0737, Item II.D.1, 
"Performance Testing of Relief & Safety Valves" 

ENOS,J.T. Arkansas Power & Light Co. 2CAN068702. 87/06/05. Document Control 
Branch (Document Control Desk). 15pp. 41374:001-41374:134. 

8706170415 Advises that util will be reporting missed surveillances in monthly operating 
repts rather than in LERs.per changes to 10CFR50.72 & 50.73 & NUREG-1022. 
WOODY,C.O. Florida Power & Light Co. L-87-232. 87/06/10. Document Control 
Branch (Document Control Desk), ip. 41386:171-41386:171. 

8706170426 Informs that under conditions of IE Info Notice 84-90,util does not meet 
requirements of Reg Guide 1,97 for Type D variable - safety/relief valve positions. Util 
position on varible D19 reassessed. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co,). 86-485A. 87/06/11. 
Document Control Branch (Document Control Desk). 2pp. 41385:265-41385:266. 

8706170440 Forwards interim finding on offsite radiological emergency preparedness 
plans for State of TX & Matagorda County. Initial exercise conducted on 870408.Plans 
acceptable. 

KRIMM,R.W. Federal Emergency Management Agency. 87/06/05. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 71pp. 
41386:001-41386:071. 

8706170497 Forwards revised Page 23 to 840821 rept re compliance of each variable 
w/Rev 3 to Reg Guide 1.97.Page 23 re borated storage tank level revised, reflecting 
mounting of recorder on nonseismic section of control panel.Compliance unchanged. 
SIMPSON,E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0687-09. 87/ 
06/12. Document Control Branch (Document Control Desk). 4pp, 41384:357- 
41384:360. 

8706170534 Forwards addi info re NUREG-0737,TM1 Action Plan Item II.D.1, "Perform- 
ance Testing of Relief & Safety Valves,” per NRC 850806 Request S.PIant operates 
w/block valves closed. New valves will be installed before 1988 refueling outage. 
SMEDLEY,R.W. Consumers Power Co. 87/06/12. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41385:037-41385:038, 

8706170584 Forwards Amends 141 & 77 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation. Amends modify Tech Specs to permit operation w/only one recircu- 
lation loop in operation & to implement jet pump recommendations of NUREG/CR- 
3052. 

CROCKER, LP. Project Directorate 11-3. TAC 61900. 87/06/10. O’REILLV.J.P. Georgia 
Power Co. 5pp. 41383:193-41383:286. 

“8706170591 Amends 141 & 77 to Licenses DPR-57 & NPF-5,respectively modifying 
Tech Specs to permit only one recirculation loop in operation & to implement jet pump 
suveillance recommendations of NUREG/CR-3052. 

YOUNGBLOOD, B.J. Project Directorate 11-3. NPF-5 A 077. 87/06/10. 82pp. 
41383:198-41383:279. 


“8706170593 Safety evaluation supporting Amends 141 & 77 to Licenses DPR-57 & 
NPF-6, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). IEB-80-07. 87/06/10. 
7pp. 41383:280-41383:286. 


8706180048 Requests verification of util understanding re min staff augmentation time 
periods per NUREG-0654 Table B-1.Util emergency plan requires number of personel 
for 60-minute augmentation equals total ref NUREG-0654, Table B-1. 

ANDOGNINI,G.C. Sacramento Municipal Utility District. GCA 87-064. 87/06/03. 
MARTiN,J.B. Region 5, Office of Director. MIRAGLIA.F.J. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 41391:101-41391:101. 

8706190038 Forwards safety evaluation accepting 14 util submittals dtd from 791019- 
850329 re design for instrumentation to detect inadequate core cooling.Concludes 
that proposed design satisfies requirements of NUREG-0737,ltem II.F.2. 

QUAY.T.R. Project Directorate 111-3. GL-83-37. 87/06/10. HINTZ.D.C. Wisconsin 
Public Service Corp. 2pp. 41407:071-41407:075. 

“8706190050 Safety evaluation accepting util submittals re implementation of inad- 
equate core cooling instrumentation sys.Concludes that proposed design satisfies re- 
quirements of NUREG-0737, Item II.F.2. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-37. 87/06/10. 
3pp. 41407:073-41407:075. 

8706190254 Forwards safety evaluation accepting util 831229 & 861230 Itrs & info sub- 
mitted per request during 870224-26 audit re DCRDR.DCRDR activities meet require- 
ments of Supp! 1 to NUREG-0737.Contractor technical evaluation rept also end. 
WlGGlNTON,D.L. Project Directorate 111-3. 87/06/10. DOLAN,J. Indiana & Michigan 
Electric Co. 2pp. 41407:325-41407:344. 

“8706190265 Safety evaluation supporting util 831229,861230 & 870313 submittals re 
program plan for DCRDR,per 870224-26 audit. DCRDR activities meet requirements of 
SuppI 1 to NUREG-0737. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 87/06/10, 3pp. 
41407:327-41407:329. 


8706190363 Informs of delay in responding to NRC 870422 request for addi info re 
NUREG-0737,ltem II.D.1, "Performance Testing of Relief & Safety Valves." Response 
originally required by 870608 will be submitted by 870730. 

TUCKER, H.B. Duke Power Co. 87/06/10. Document Control Branch (Document Con- 
trol Desk). Ip. 41397:038-41397:038. 

8706220008 Forwards Safety Insp Rept 50-412/87-40 on 870511-15.No violations 
noted. 

JOHNSTON, W.V. Region 1, Office of Director. 87/06/12. CAREY, J.J. Duquesne Light 
Co. 2pp. 41409:073-41409:079. 

”8706220011 Safety Insp Rept 50-412/87-40 on 87051 1-1 5.No violations noted.Major 
areas inspected:startup test procedures review, QA/QC interfaces & licensee actions 
on previous insp findings. 

WEN,P., FLOREK,D.J. Region 1, Office of Director. 87/06/10. 5pp. 41409:075- 
41409:079. 

8706220014 NUREG/CR-4617 ONSITE ASSESSMENTS OF THE EFFECTIVENESS 
AND IMPACTS OF UPGRADED EMERGENCY OPERATING PROCEDURES. 
MEYER,O.R., BLACKMAN,H.S., FORD.R.E. EQ&G Idaho, Inc. (subs, of EG&G, Inc,). 
FIN A-6842. EGG-2456. 87/03/31. Office of Nuclear Regulatory Research, Director 
(Post 860720). 1 57pp. 41 41 5:226-41 41 6:032. 

8706220310 Forwards list of pressure isolation valves for each lower pressure sys at- 
tached to RCS,per Generic Ltr 87-06. Operational limitations re valve periodic testing 
& notes concerning allowable leakage limits also end. 

KOBER,R.W. Rochester Gas & Electric Corp. GL-87-06. 87/06/11. STAHLE,C. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 22pp. 41412:108-41412:129. 

8706230059 NUREG/CR-2000 V06 N4 LICENSEE EVENT REPORT (LER) 
COMPILAT10N:For Month Of April 1987. 

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-2000. 87/05/31. Office 
for Analysis & Evaluation of Operational Data, Director. 150pp. 41421:297-41422:081. 

8706230119 Informs that SPDS declared operable on 860731 .meeting 850829 confirma- 
tory order requirement.Sys reliability demonstrated by results of 1 ,000 h run test. 
PILANT.J.M. Nebraska Public Power District. TAC 51232. 86/08/01. LONG,W.O. BWR 
Project Directorate 2. Ip. 41429:170-41429:171. 

8706230148 Forwards Rev 1 to NUREG-1058,presenting Tech Specs for plant at time 
util received full power license.per T Lang request. W/o end. 

ALEXION,T.W. Project Directorate 111-3. 87/06/16. KUCERA,R.A. Missouri, State of. 
Ip. 41435:241-41435:241. 

8706230150 Notification of 870630 meeting w/MARK III Containment Hydrogen Control 
Owners Group (HCOG) in Bethesda.MD to discuss station blackout accident se- 
quences in light of NUREG-1 1 50. 

KINTNER.LL. Project Directorate 11-2. 87/06/12. RUBENSTEIN,L.S. Project Director- 
ate 11-2, 6pp. 41436:237-41436:242. 

8706230190 Forwards listings of nonroutine correspondence between util & NRC-NRR 
for which written responses required. 

GUCWA.L.T. Georgia Power Co. SL-2684. 87/06/17. Document Control Branch (Doc- 
ument Control Desk), 6pp. 41427:213-41427:218. 

8706230257 Forwards Structural Integrity Assoc, Inc Rev 1 to SlR-87-014, "Flaw Evalua- 
tion & Repair Design for Plant El Hatch Unit 1 Spring 1987 Outage” 8 inservice insp 
results of stainless steel components & corrective actions taken.Fee paid. 

GUCWA,L.T. Georgia Power Co. SL-2660. 87/06/12. Document Control Branch (Doc- 
ument Control Desk). 8pp. 41427:255-41427:306. 

8706230313 Partial response to FOIA request for doouments.Fonwards App B 
documents, including sign in sheet for 860925 meeting on engineering expertise on 
shift.App A & B documents available in PDR. 

GR1MSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/18. 
STENGER,D.F. Bishop, Cook, Purcell & Reynolds. 3pp. 41435:339-41436:022. 

“8610280229 Submits results of survey on engineering expertise on shift. Findings of 
survey include that plants utilize shift technical advisors that are on-call & that differ- 
ences from Commission policy statement handled on case-specific basis, 
MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (851125-870411). 
TAC 61635. 86/10/16. RUSSELL, W.T. Division of Human Factors Technology 
(851125-870411). 3pp. 41436:023-41436:025. 
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8706230433 Responds to 870512 Itr & request for addi info re timeliness of 
submittals. Util characterized as being late in submitting info per NRC requests for addI 
info.Util will devote rigorous efforts to improve timeliness of submittals. 

MROCZKA.E.J., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. A06651. 87/06/15. Document Control Branch 
(Document Control Desk). 2pp. 41429:118-41429:119. 


8706230464 Confirms understanding that util fully implemented actions required by 
NUREG-0737.TMI Action Item l:!.A.1.2, “Emergency Response Facility” & Item 
!" 2 2. "f/ctoorc'ocica' Data Upgrade.” 

HLE=.\STi; .S Directorate II-2. TAC 45985. 87/06/12. STEWART.W.L 

Virginia Power (Virginia Electric & Power Co.). 3pp. 41435:249-41435:251. 


8706230475 Forwards info re performance of NDE of feedwater nozzles & safe-end 
welds during Fall 1986 maint/refueiing outage, per NUREG-0619.Resutts of previous 
exams provided in 850305 & 1 125 Itrs. 

GUCWA.LT. Georgia Power Co. SL-2621. 87/06/12. Document Control Branch (Doc- 
ument Control Desk). 12pp. 41433:324-41433:335. 


8706230486 Generic Ltr 87-1 1 to all operating licensees.CP holders & applicants for 
CPs re relaxation in arbitrary intermediate pipe rupture requirements. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 87/06/19. Alabama 
Power Co. 70pp. 41582:001-41582:070. 

8706230495 NUREG-0540 V09 N04 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE. April 1-30.1987. 

* Division of Publication Services (Post 870413). 87/06/30. 450pp. 41434:117- 
41435:238. 


8706240014 NUREG/CP-0086 V02 PROCEEDINGS OF THE 19TH DOE/NRC NUCLE- 
AR AIR CLEANING CONFERENCE.Held Ir Seattle ’.Vashirqtc.n. August •'9-21.1986. 
FIRST, M.W. Harvard School of Public He-i.T', DOS-on. .MA. CO\.=-36CS.?G 87/05/31. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 150pp. 41442:037- 
41443:306. 


8706240046 NUREG/CR-4779 NEW DATA FOR AEROSOLS GENERATED BY RE- 
LEASES OF =RESS-.:P ZE3 =0WDERS AND SOLUTIONS IN STATIC AIR. 

BA..i. NGER.V.''".. SLTTE.'-.S !... HODGSON.W.H. Battelle Memorial Institute. Pacific 
Nonhwest Laboratories. FIN B-2481-5. PNL-6065. 87/05/31. Division of Fuel Cycle, 
Medical. Academic & Commercial Use Safety (Post 870413). 5lpp. 41448:248- 
41448:298. 


8706240093 NUREG/CR-4663 CLOSEOUT OF IE BULLETIN 83-01 :FAILURE OF RE- 
ACTOR TRIP BREAKERS (WESTINGHOUSE DB-50) TO OPEN ON AUTOMATIC 
TRIP SIGNAL 

FOLEY. W.J.. DEAN.R.S.. HENNICK.A. Parameter. Inc. FIN B-8729. IEB-83-01. 87/05/ 
31. Division of Emergency Preparedness & Engineering Response (850212-870411). 
34pp. 41450:074-41450:106. 

8706240149 NUREG-0540 VOS N02 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE. February 1-28.1987. 

* Division of Publication Services (Post 870413). 87/04/30. 400pp. 41440:175- 
41441:225. 


8706240320 NUREG-0940 V06 N01 ENFORCEMENT ACTlONS:SIGNIFICANT AC- 
TIONS RESOLVED.Quarterly Progress Pcpcrt Ja-.iH-.-Va'c!' 1987. 

* Office of Enforcement (Post 870413). -r, DC 1450:266-41451:242. 

8706240323 NUREG/CR-4664 CLOSEOUT OF IE BULLETIN 83-04:FAILURE OF THE 
UNDERVOLTAGE TRIP FUNCTION OF REACTOR TRIP BREAKERS. 

FOLEY, W.J., DEAN.R.S.. HENNICK.A. Parameter, Inc. FIN B-8729. t£B-83-04. 87/05/ 
31. Division of Emergency Preparedness & Engineering Response (850212-870411). 
31pp. 41439:216-41439:245. 

8706240339 Fonvards request for addi info re util 810717,820816,830712, 851231 & 
860213 submittals re NUREG-0737,ltem I' D " cc-cc."^ re performance testing of 
relief & safety valves. Response requestor v.iiniri -'-S ■■■ay -; of Itr receipt. 

CHAN.T.L. Project Directorate V. TAC -''■■■62b 1" COCKFIELD.D.W. Portland 

General Electric Co. 6pp. 41451:265-41451:270. 

8706240352 NUREG/CR-4922 STEAM SEPARATOR MODELING FOR VARIOUS NU- 
CLEAR REACTOR TRANSIENTS. 

PAIK.C.Y., MULLEN.G., KNOESS.C. Massachusetts Institute of Technology. Cam- 
bridge. MA. FIN G-1064. EPRI NP-5272. 87/06/30. Division of Reactor & Plant Sys- 
tems (Post 870413). 227pp. 41439:289-41440:154. 

8706250011 Rev 1 to PMP 2081.EPP.210, “Unit Vent Sampling." W/revised index, 

* Indiana & Michigan Electric Co. 87/06/15. 11pp. 41474:154-41474:164. 

8706250118 NUREG/CP-0078 PROCEEDINGS OF THE SYMPOSIUM ON CHEMICAL 
PHENOMENA ASSOCIATED WITH RADIOACTIVITY RELEASES DURING SEVERE 
NUCLEAR PLANT ACCIDENTS. 

NIEMCZYK.S.J. American Chemical Society. 87/06/30. Office of Nuclear Regulatory 
Research, Director (Post 860720). 800pp. 41465:079-41467:068. 

8706250164 Forwards NRC functional organization chart (NUREG-0325) & addendum to 
NRC budget estimates for FY88-89 (NUREG-IIOO.Vc! 2)..''-"Cast'''q bud.ic-t estimates 
submitted in Jan 1987. Level of resources & activities ..’■■c" Largo.: '.V ';-; 

ZECH.L.W. Commissioners. 87/06/16. JOHNSTON, j.B. Senate, Appropriations. Ip. 
41462:307-41462:307. 

8706250183 Forwards NRC functional organization chart (NUREG-0325), reflecting new 
organizational structure & addendum to NRC budget estimates for FY88-89 (NUREG- 
1100,Vol 3), recasting estimates submitted in Jan 1987,W/o ends. 

ZECH.L.W. Commissioners. 87/06/16. SHARP, P.R. House of Rep., Energy & Com- 
merce. BEVILL.T. House of Rep., Appropriations. BREAUX, J. House of Rep., Environ- 
ment & Public Works. 4pp. 41462:311-41462:314. 

8706250268 NUREG/CP-0086 V01 PROCEEDINGS OF THE 19TH DOE/NRC NUCLE- 
AR AIR CLEANING CONFERENCE.Held In S-:i,T;'e.V/as"-ing: :n. Augur, t :f:-21,1906. 
FIRST, M.W. Harvard School of Public Health, ilioKtci'. M.A CG',iF-H6C,82.T 87/05/31, 
Office of Nuclear Reactor Regulation, Director (Post 870411). 600pp. 41463:073- 
41464:356. 


8706240152 NUREG/CR-3231 PIPE-TO-PIPE IMPACT PROGRAM. 

ALZHEIMER.J.M., BAMPTON.M.C.. FRILEY.J.R. Battelle Memorial Institute, Pacific 
Northwest Laboratories. FIN B-2383. PNL-5779. 87/05/31. Division of Engineering 
(Post 870413). 104pp. 41452:059-41452:158. 

8706240176 Informs that revised start-up certification program reviewed & program 
meets intent of App F of NUREG-0094 & acceptable. Advises that revised 10CFR55 
& conforming amends published in FR on 870325 will no longer require accredited 
programs. 

PATEL.C.P. Project Directorate II-2. TAC 55542. 87/06/18. STEWART, W.L Virginia 
Power (Virginia Electric & Power Co.). 4pp. 41448:357-41448:360. 

8706240192 NUREG/CR-4921 ENGINEERING AND QUALITY ASSURANCE COST 
FACTORS ASSOCIATED WITH NUCLEAR PLANT MODIFICATION. 

SMITH, M.H., ZIEGLER, E.J. United Engineers & Constructors, Inc. (subs, of Raytheon 
Co.). FIN D-1216. 87/04/30. Office of Administration & Resources Management, Di- 
rector (Post 870413). 59pp. 41452:001-41452:058. 


8706250275 Forwards Insp Repts 50-259/87-14.50-260/87-14 & 50-296/87-14 on 
870301-0430 notice of violation. Violation involved inoperable control room emergency 
ventilation sys. 

ZECH.G.G. Office of Special Projects. 87/06/15. WHITE, S.A. Tennessee Valley Au- 
thority 3pp. 41475:211-41475:236. 

8706250363 Forwards Insp Repts 50-338/87-08 & 50-339/87-08 on 87051 1-15.No vio- 
lations or deviations noted. 

COLLINS,D.M. Region 2, Office of Director. 87/06/16. Virginia Power (Virginia Electric 
& Power Co.). 2pp. 41475:191-41475:198. 

-8706250373 Insp Repts 50-338/87-08 & 50-339/87-08 on 87051 1-1 5.No violations 
noted. Major areas inspected:radiological environ monitoring, liquid & gaseous effluent 
monitoring & post- accident sampling. 

HARR1S.J.D., KAHLE.J.B. Region 2. Office of Director. 50-339/87-08. 87/06/15. 5pp. 
41475:194-41475:198. 


8706240201 Forwards revised “Status of Compliance w/Rev 2 to Reg Guide 1.97," 
confirming implementation of Items D-21 & E-3b to Rev 2 to Reg Guide 1.97,per 
NUREG-0737,Suppi 1 & NRC 850727 order.Listed valves to be upgraded at next refu- 
eling outage. 

MROCZKA.E.J., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. A04770. 87/06/15. Document Control Branch 
(Document Control Desk). 3pp, 41455:314-41455:342. 

8706240202 NUREG-0728 R02 NRC INCIDENT RESPONSE PLAN. 

* Office for Analysis & Evaluation of Operational Data, Director. 87/06/30. 29pp. 
41448:219-41448:247. 


8706250533 Application for amend to License NPF-30, revising Tech Spec Pages 2-7.2-9 
& B2-5 to require use of as-measured loop- specific vessel delta T values at 100®o 
rated thermal power. Rev reflects wording in Rev 4 to NUREG-0452. 

SCHNELL.D.F. Union Electric Co. ULNRC-1535. 87/06/18. Document Cdntrol Branch 
(Document Control Desk). 4pp. 41472:096-41472:105. 

8706260037 Ack receipt of FEMA analysis of prompt alert & notification sys for 
plant.Plant alert & notification sys adequate in event of rariiob.'jica' cmcrc-jrcy 
SHAFER, W.D. Region 3 , Office of Director. 87/06/17. SCI--NtL:.,D.". Electric 
Co. Ip. 41475:312-41475:313. 


8706240260 NUREG-0781 S03 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF SOUTH TEXAS PROJECT,UNlTS 1 AND 2.Docket Nos. 50-498 And 
50-499. (Houston Lighting And Power Company) 

* Division of Reactor Projects - 111, IV, V & Special Projects (Post 870411). 87/05/31. 
172pp. 41441:226-41442:036. 


-8706260046 Forwards “Callaway Nuclear Power Plant Site-Specific Offsite Radiologi- 
cal Emergency Preparedness Alert & Notification Sys QA Verification." Facility alert & 
notification sys meets requirements of NUREG-0654/FEMA-REP-1,Rev I.W/o end. 
MCLOUGHLIN.D. Federal Emergency Management Agency. 87/05/18. STELLO.V. 
Office of the Executive Director for Operations. Ip. ■ '-V-vj 13 


8706240287 Comments on draft NUREG-1275, “Operating Experience Feedback Rept - 
New Plants,” in response to 870408 Itr.Listed improvement initiatives re Section 5.1 
would be of highest benefit in reducing frequency of reportable events. 

SHIFFER,J.D. Pacific Gas & Electric Co. DCL-87-141. 87/06/19. Document Control 
Branch (Document Control Desk). Ip. 41455:040-41455:040. 

8706240291 NUREG-1147 R01 SEISMIC SAFETY RESEARCH PROGRAM PLAN. 

* Division of Engineering (Post 870413). 87/05/31. 200pp. 41438:334-41439:215. 

8706240305 NUREG/BR-0051 V08 N6 POWER REACTOR EVENTS.November-Decem- 
ber 1986. 

MASSARO.S.A. Office for Analysis & Evaluation of Operational Data, Director. 87/05/ 
31. 42pp. 41439:246-41439:288. 

8706240313 NUREG/CR-4938 OCCUPATIONAL RADIATION EXPOSURES ASSOCIAT- 
ED WITH ALTERNATIVE METHODS OF LOW-LEVEL WASTE DISPOSAL 
HERRINGTON.W.N., HARTY.R., MERWIN.S.E. Battelle Memorial Institute, Pacific 
Northwest Laboratories. FIN B-2904-6. PNL-6217. 87/05/31. Division of Regulatory 
Applications (Post 870413). 110pp. 41450:176-41450:265. 


8706260099 Responds to NRC 870522 Itr re deficiencies & weaknessess identified m 
Requalification Program Evaluation Rept 50-352/87-07(OL).Corrective actions:six 
shifts of senior reactor operators retrained on re-entry "^PiP prccod'.ros 
GALLAGHER.J.W. Philadelphia Electric Co. GL-82-33. sy-Ciwii). C5A!.i O.IT.V. Region 
1. Office of Director. 6pp. 41479:060-41479:065. 

8706260148 Forwards EGG-NTA-7700. “TMI Action - NUREG-0737 (II.D.1) Relief & 
Safety Valve Testing, Rancho Seco," technical evaluation informal rept. Evaluation con- 
cludes util provided acceptable submittals & responses to requests for addi info. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. EWR-1 22-87. 87/05/08. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 41481:001-41481:030. 

-8706260153 EGG-NTA-7700 “TMI Action - NUREG-0737 (11.D.1) Relief & Safety 
Valve Testing Rancho Seco, Unit 1," informal technical evaluation rept. 

FINEMAN.C.P.. NALEZNY.C.L EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FINEMAN.C.P. Idaho National Engineering Laboratory. FIN A-6492. 87/05/31. NRC • 
No Detailed Affiliation Given. 30pp. 41481:002-41481:030. 
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8706260274 Forwards EGG-NTA-7721 , "TMI Action-NUREG-0737 (ILD.1), Relief & 
Safety Valve Testing, South Texas Units 1 & 2,” technical evaluation reptApplilcant 
provided acceptable submittals reconfirming that listed GDC met. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6005. EWR-1 36-87. 87/05/29. CARRINGTON, M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 1p. 41480:176- 
41480:209. 

-8706260278 EGG-NTA-7721 “TMI Action-NUREG-0737 (ll.D.I).Relief & Safety Valve 
Testing, South Texas Units 1 & 2," technical evaluation rept. 

YUAN.C., NALE2NY.C.L. EG&G Idaho, Inc. (subs, of EG&G. Inc.). YUAN.C. Idaho Na- 
tional Engineering Laboratory. FIN D-6005. 87/05/31. NRC - No Detailed Affiliation 
Given. 33pp. 41480:177-41480:209. 

8706260289 Forwards EGG-NTA-7701 . “TMI Action-NUREG-0737 (II.D.I), Comanche 
Peak Steam Electric Station Unit 1," technical evaluation repLLicensee provided ac- 
ceptable submittals reconfirming that listed GDC of App A to 10CFR50 met. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6005. EWR-123-87. 87/05/08. CARRINGTON,M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 41480:212- 
41480:242. 

-8706260300 EGG-NTA-7701 “TMI Action-NUREG-0737 (II.D.I ),Comanche Peak 
Steam Electric Station Unit 1 informal technical evaluation rept. 

PACE.N.E., YUAN.C.L, NALEZNY.C.L. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN 
D-6005. 87/05/31. NRC - No Detailed Affiliation Given. 30pp. 41480:213-41480:242. 

8706260331 Forwards “Grand Gulf Nuclear Station Site-Specific Offsite Radioloigical 
Emergency Preparedness Prompt Alert & Notification Sys Evaluation.” Alert sys satis- 
fies requirements of Rev 1 to NUREG-0654. 

MCLOUGHLIN,D. Federal Emergency Management Agency. 87/06/09. STELLO,V. 
Office of the Executive Director for Operations. 1p. 41484:060-41484:345. 

8706260390 Notification of CRGR Meeting 117 on 870626 to discuss end draft 
NUREG-1278, "Advanced BWR Review Guidelines.” W/o end. 

JORDAN, E.L. Committee to Review Generic Requirements. 87/06/19. 
BERNERO,R.M. Office of Nuclear Material Safety & Safeguards, Director. MARTIN,T.T. 
Region 1, Office of Director. ROSS,D.F. Office of Nuclear Regulatory Research, Direc- 
tor (Post 860720). 2pp. 41480:300-41480:301. 

8706260402 Notifies that IGSSC insp plan for 1 987 refueling outage consistent w/provi- 
sions of draft generic Itr & NUREG-0313, Rev 2 & acceptable,per 870514 
submittaI.Ref unclassed piping welds in RWCU sys should be included in future insp 
plans. 

BOYLE,M.L. Integrated Safety Assessment Project Directorate. 87/06/23. 
MROCZKA,E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 3pp. 
41481:086-41481:088. 

8706290007 Discusses util commitments to implement certain post-TMl related items In 
NUREG-0737,ltem III.A.1.2 & SuppI 1 to NUREG-0737,per 840706 confirmatory 
order. Exceptions re emergency response facility under review,per 851 202 Itr. 
PASTIS.H.N. Project Directorate 11-3. TAC 45965. 87/06/22. TUCKER.H.B. Duke 
Power Co. 3pp. 41515:228-41515:229. 

8706300007 NUREG/CR-4899 COMPONENT FRAGILITY RESEARCH 
PROGRAM.Phase I Component Prioritization. 

HOLMAN,G.S., CHOU,C.K. Lawrence Livermore National Laboratory. FIN A-0400. 
UCID.21003. 87/06/30. Division of Engineering (Post 870413). 200pp. 41491:118- 
41491:294. 

8706300026 NUREG/CP-0087 SUMMARY REPORT OF THE SYMPOSIUM ON SEIS- 
MIC AND GEOLOGIC SITING CRITERIA FOR NUCLEAR POWER PLANTS. 
CUMMINGS.G.E., BERNREUTER,D.L., MURRAY,R.C. Lawrence Livermore National 
Laboratory. FIN A-0460. UCID-21039. 87/06/30. Division of Engineering (Post 
870413). 49pp. 41515:242-41515:288. 

8706300181 NUREG-1100 V03 ADD BUDGET ESTIMATES.Fiscal Years 1988-1989. 

* Division of Budget & Analysis (Post 870413). 87/05/31. 44pp. 41491:060- 
41491:117. 

8706300193 Forwards FR notice & draft suppl to FES (NUREG-0904) re decommission- 
ing of rare earths facility, West Chicago, I L. 

ROUSE,L.C. Fuel Cycle Safety Branch. 87/06/22. STAUTER.J.C. Kerr-McGee Chemi- 
cal Corp. (subs, of Kerr-McGee Corp.). Ip. 41492:099-41493:233. 

-8706300204 Notice of availability of draft suppl to FES (NUREG-0904) for rare earths 
facility. 

ROUSE, LC. Fuel Cycle Safety Branch. 87/06/22. 500pp. 41492:100-41493:233. 

8706300230 NUREG-0936 V06 N01 NRC REGULATORY AGENDA.Quarterly 

Report, January-March 1987. 

* Division of Rules & Records (Post 870413). 87/06/30. 128pp. 41491:320- 
41492:098. 

8706300252 NUREG/CR-4773 DESIGN FEATURES TO FACILITATE INTERNATIONAL 
SAFEGUARDS AT MIXED-OXIDE CONVERSION FACILITIES. 

HARMS, N.L., ROBERTS, F.P, Battelle Memorial Institute, Pacific Northwest Laborato- 
ries. FIN B-2475. PNL-5894. 87/06/30. Office of Nuclear Material Safety & 
Safeguards. Director. 44pp. 41491:001-41491:045. 

8706300291 Forwards Rev 1 of facility CRDR final summary repLproviding proposed 
dispositions for human engineering discrepancies still under review at time of CRDR 
final summary rept submission. 

CUTTER, A.B. Carolina Power & Light Co. NLS-87-123. 87/06/23. Document Control 
Branch (Document Control Desk). 120pp. 41498:224-41498:320. 

8706300415 Forwards addi comments on facility SER (NUREG-1057).Util will continue 
to work w/NRC to resolve comments. 

CAREY, J.J. Duquesne Light Co. 2NRC-7-163. 87/06/23. Document Control Branch 
(Document Control Desk). 3pp. 41500:005-41500:007. 

8706300513 Advises that work on mods required to satisfy NUREG-0737, Item lll,D.3,4 
re control room habitability requirements,per 860825 application for amends to Li- 
censes DPR-31 & DPR-41 will begin after both units return to power. 

WOODY,C.O. Florida Power & Light Co. L-87-272. 87/06/26. Document Control 
Branch (Document Control Desk). Ip. 41512:067-41512:067. 


8706300521 Responds to request for assistance in identifying previous NRC acceptance 
of IEEE-279 compliance for GE design of neutron monitoring sys.Vol 7.Number 2 to 
NUREG-0390 dtd 841015 indicates NEDO-10139 accepted to ref in FSARs. 
ARTIGAS,R. General Electric Co. GBS044-087. 87/06/24. THADANl.A.C. Assistant 
Director for Systems. 2pp. 41490:074-41490:075. 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


8705200749 NRC Info Notice 87-023, “Loss of DHR During Low Reactor Coolant Level 
Operation.” Svc list end. 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). AEOD/C503. 
87/05/27. Consolidated Edison Co. of New York, Inc. 108pp. 41142:332-41143:075. 

8705290040 NRC Info Notice 87-024, “Operational Experience Involving Losses of 
Electrical Inverters.” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). lEIN-84-80. 
87/06/04. Consolidated Edison Co. of New York, Inc. 105pp. 41393:001-41393:105. 

8706010004 Summarizes 870519 Operating Reactors Events Meeting 87-15 to brief 
senior managers from NRR,RES,AEOD & regional ofcs on events which occurred 
since 87051 2 meeting.Events discussed & significant elements of events end. 
LANNING,W. Events Assessment Branch. OREM 87-015. 87/05/21. ROSSI, C.E. Divi- 
sion of Operational Events Assessment (Post 870411). 10pp. 41128:003-41128:012. 

8706010063 Forwards “Cooper Nuclear Station Site-Specific Offsite Radiological Emer- 
gency Preparedness Alert & Notification Sys QA Verification.” Facility alert & notifica- 
tion sys meets requirements of NUREG-0654/FEMA-REP-1. 

MCLOUGHLlN,D. Federal Emergency Management Agency. 87/05/20. STELLO.V. 
Office of the Executive Director for Operations. Ip. 41121:001-41121:257. 

-8706010066 “Cooper Nuclear Station Site-Specific Offsite Radiological Emergency 
Preparedness Alert & Notification Sys QA Verification.” 

* Federal Emergency Management Agency. 87/05/20. 256pp. 41121:002-41121:257. 

8706010375 Informs that end final amends to Commission rules in 1 0CFR7O & 74 sent 
to Ofc of FR for publication.Amends will require licensees to provide NRC w/results of 
physical inventories of SNM.W/o end. 

THOMPSON, H.L. Office of Nuclear Material Safety & Safeguards, Director. 87/05/26. 
SHARP,P. House of Rep., Energy & Commerce. BREAUX, J. Senate, Environment & 
Public Works. UDALL.M.K. House of Rep., Interior & Insular Affairs. 2pp. 41143:186- 
41143:187. 

8706020055 Forwards FEMA rept on facility prompt alert & notification sys (ANS) 
evaluation.ANS satisfies requirements of NUREG-0654/FEMA-REP-1,Rev 1 & FEMA- 
43.Concurs w/FEMA recommendation to increase frequency of full-cycle test. 
GAGLIARDO,J.E. Region 4, Office of Director. 87/05/27. WILLIAMS,R.O. Public Serv- 
ice Co. of Colorado. 2pp. 41135:017-41135:065. 

8706020185 Forwards “Brunswick Nuclear Power Plant Exercise,” of 861210-11 partial 
participation joint exercise.Five areas requiring corrective action & several areas rec- 
ommended for improvement identified.No deficiencies identified. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/22. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41147:085-41147:139. 


-8706020201 "Brunswick Nuclear Power Plant Exercise,” on 861210-11. 

* Federal Emergency Management Agency. 87/02/26. 54pp. 41147:086-41147:139. 

8706020190 Forwards “Exercise Rept of 861203 Full Participation Joint Exercise of Off- 
site Radiological Emergency Preparedness Plans for Farley Nuclear Power Plant.” 
Based on results of exercise, FEMA approval granted on 810311 remains in effect. 
KR1MM,R.W. Federal Emergency Management Agency. 87/05/22. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41134:326-41135:016. 

-8706020200 “Exercise Rept of 861203 Full Participation Joint Exercise of Offsite Radi- 
ological Emergency Preparedness Plans for Farley Nuclear Power Plant.” 

* Federal Emergency Management Agency. 87/02/25. 51pp. 41134:327-41135:016. 

8706030293 Declines opportunity to participate in facility emergency exercise planned 
on 871 007, described in author 870415 Itr. Ofc committed to participate in other exer- 

OVERSTREET,J.D. Federal Emergency Management Agency. 87/05/22. 
MARTIN, R.D. Region 4, Office of Director. Ip. 41153:103-41153:103. 

8706030373 Forwards “VC Summer Nuclear Power Plant Exercise," conducted on 
870204.No deficiencies identified.Six areas requiring corrective actions & several 
areas recommended for improvement discussed, 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/22. CONGEUF.J, Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41169:138-41169:177. 

-8706030376 “VC Summer Nuclear Power Plant Exercise,” conducted on 870204, 

* Federal Emergency Management Agency. 87/04/01. 39pp. 41169:139-41169:177. 

8706030456 Summary of Operating Reactors Events Meeting 87-14 on 870512 w/ 
NRR,RES,AEOD & regional ofcs re events which occurred since 870507 meeting.List 
of attendees & viewgraphs end, 

LANNING.W. Events Assessment Branch. OREM-87-014. 87/05/27. ROSSI,C.E, Divi- 
sion of Operational Events Assessment (Post 870411), 19pp. 41162:242-41162:260. 

8706040048 Request for 0MB review & supporting statement re NRC 313, application 
for matl license.Estimated respondent burden is 41,950 h, 

MCDONALD, W.G. Office of Administration & Resources Management, Director (Post 
870413). OMB 3150-0120. 87/05/29. 9pp. 41174:297-41174:305. 

8706050209 NRC Info Notice 87-026, “Cracks in Stiffening Rings on 48-lnch Diameter 
UF6 Cylinders." Svc list end, 

CUNNINGHAM,R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/11. Consolidated Edison Co. of New York, Inc. 120pp. 
41289:217-41289:340. 
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8706050211 NRC Info Notice 87-025, “Potentially Significant Problems Resulting From 
Human Error Involving Wrong Unit.Wrong Train or Wrong Component Events." Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/11. 
Consolidated Edison Co. of New York, Inc. 123pp. 41299:270-41300:035. 

8706090160 Forwards interim finding on offsite radiological emergency planning & pre- 
paredness for plantsite-specific to Commonwealth of PA & State of WV.PIan 
acceptable.Unresolved issue in Commonwealth of PA plan re exposure limits noted. 
KRIMM.R-W. Federal Emergency Management Agency. 87/05/29. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 141pp. 
41220:037-41220:177. 

8706100176 Response of FEMA to Commonwealth of MA Atty General JM Shannon 
offsite emergency preparedness interrogatories & request for production of documents 
to FEMA (Set 2).* FEMA position on contentions encI.Related correspondence. 
THOMAS,E.A. Federal Emergency Management Agency. #287 3677. OL 87/06/04. 
SHANNON,J.M. Massachusetts, Commonwealth of. 104pp. 41226:035-41226:152. 

~8706100196 Response of FEMA to Seacoast Anti-Pollution League second set of in- 
terrogatories & requests for production of documents to FEMA on State of NH radio- 
logical emergency response plan Rev 2.* Related correspondence. 

THOMAS, E.A. Federal Emergency Management Agency. OL. 87/06/04. Seacoast 
Anti-Pollution League. 4pp. 41226:140-41226:143. 

-8706100199 Response of FEMA to town of Hampton supplemental interrogatories 
requests for production of documents to FEMA on State of NH radiological emergen- 
cy response plan.* W/Certificate of Svc.Related correspondence. 

THOMAS, E.A. Federal Emergency Management Agency. OL. 87/06/04. Hampton. 
NH. 9pp. 41226:144-41226:152. 

8706100431 Rev 2 to “NRC Tech Specs Improvement Program Plan." 

* Technical Specifications Branch. 87/06/30. 25pp. 41406:322-41406:346. 

8706100470 NRC Info Notice 87-027, “Iranian Official Implies Vague Threat to US Re- 
sources." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 87/06/10. 
Consolidated Edison Co. of New York, Inc. 106pp. 41300:036-41300:143. 

8706110307 Summary of DOE technical code coordinating group (TCCG) 870521 meet- 
ing w/DOE,ORNL,Weston.Battelle,EG&G & Science Applications Inti Corp/NNWSI in 
Washington, DC for info exchange.TCCG purpose & future activities discussed. 
ROBERTS.J.P. Fuel Cycle Safety Branch. 87/06/04. ROUSE, LC. Fuel Cycle Safety 
Branch. 17pp. 41261:043-41261:059. 

8706120128 Fonwards corrected “Final Exercise Assessment...," for 860425 exercise of 
offsite radiological emergency preparedness plans & corrected “Remedial Exercise 
Rept," for 860528 remedial exercise. 

BELLAMY, R.R. Region 1, Office of Director. 87/06/08. MROCZKA.E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41271:253-41272:029. 

-8706120155 Corrected “Final Exercise Assessment, Joint State & Local Radiological 
Emergency Response Exercise for Connecticut Yankee Atomic Power Co,Haddam 
Neck Plant," on 860425. 

* Federal Emergency Management Agency. 87/02/19. 128pp. 41271:255-41272:022. 

-8706120160 Corrected “Rept on Remedial Exercise for Haddam Neck Plant," on 
860528. 

* Federal Emergency Management Agency. 87/02/19. 7pp. 41272:023-41272:029. 

8706150100 Fonvards FR notice re 830104 enactment of Public Law 97-415, Section 
189 of Atomic Energy Act to authorize NRC to issue & make immediately effective 
amends to OL upon determination that amend involves NSHC.W/o notice. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 
03. BREAUX,J.B.. SHARP, P.R. Senate, Environment & Public Works. UDALL,M.K. 
House of Rep,, Energy & Commerce. 2pp. 41334:147-41334:148. 

8706160173 Motion to quash subpoena.* Motion for order quashing subpoena for depo- 
sition of D Feinberg who investigated R Parks whistleblower complaint.Grounds for 
motion outlined in end memorandum & supporting affidavits. 

NEWMAN,F.F. Labor, Dept of. #287 3730. CIV PEN. 87/0^/11. Atomic Safety and 
Licensing Board Panel. Ip. 41294:105-41294:132. 

-8706160212 Memorandum of points & authorities in support of motion to quash sub- 
poena.* Supports Dept of Labor (DDL) 870601 motion to quash licensee 870601 sub- 
poena served on DOL & D Feinberg.Affidavits & Certificate of Svc end. 

NEWMAN.F.F. Labor. Dept of. CIV PEN. 87/06/09. Atomic Safety and Licensing 
Board Panel. 27pp. 41294:106-41294:132. 

8706160350 Partial response to FOIA request for documents re Maxey Flats.Forwards 
App A & B documents. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. MINTON.LE. 
Hunton & Williams. 6pp. 41354:176-41354:180. 

—8706160571 Forwards comments on EPA rept entitled, “Preliminary Data on Occur- 
ance of Transuranium Nuclides in Environ at Radwaste Burial Site.Maxey Flats, KY." 
Author of opinion that development of definitive site selection criteria necessary. 
GAMMILL,W-P, Division of Site Safety & Environmental Analysis. 76/01/22. 
NUSSBAUMER,D.A. Assistant Director for Material Safety & Licensing. 4pp. 
41358:113-41358:116. ^ ' y hk 

8706160398 Forwards “Exerdse Rept of Implementation of State & Local Radiological 
Emergency Response Plans Conducted on 870128 & Remedial Exercise Conducted 
on 870209 for Wolf Creek Generating Station." 

KR1MM,R.W. Federal Emergency Management Agency. 87/06/05. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 


-8706160405 Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans Conducted on 870128 & Remedial Exerdse Conducted 
on 870209 for Wolf Creek Generating Station." 

* Federal Emergency Management Agency. 87/04/16. 39pp. 41335:113-41335:153. 

87-028. “Air Sys Problems at US LWRs." Svc list end. 
Operational Events Assessment (Post 870411). AEOD/C701. 
87/06/22. Consolidated Edison Co. of New York, Inc. 121pp. 41437:099-41437:222. 


8706170238 Forwards draft hazardous waste facility permit for plant, Incorporating re- 
quirements for groundwater radiological monitoring of wells. 

BREITLOW.J. Environmental Protection Agency. 87/06/11. ERICKSON.P.B. NRC - 
No Detailed Affiliation Given. 93pp. 41367:283-41368:015, 

8706170440 Forwards interim finding on offsite radiological emergency preparedness 
plans for State of TX & Matagorda County. Initial exercise conducted on 870408.Plans 
acceptable. 

KRIMM.R.W. Federal Emergency Management Agency, 87/06/05. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 71 dd 
41386:001-41386:071. 

8706180277 Summary of Operating Reactors Events Meeting 87-10 on 870406 re 
events which occurred since 870330 meeting.List of attendees.events discussed & 
significant elements of events & summary of reactor scrams & significant events end, 
LANNING.W. Events Assessment Branch. OREM-87-010. 87/06/08. ROSSl.C.E. Divi- 
sion of Operational Events Assessment (Post 870411). 12pp. 41392:262-41392:273. 

8706190008 Forwards 870318 joint emergency preparedness exercise plan rept & 
870327 offsite remedial drill of State of IL offsite radiological emergency preparedness 
plans for plant. 

KRIMM.R.W. Federal Emergency Management Agency. 87/06/15. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411), 4pp, 
41405:152-41405:223. 

-8706190012 Exercise rept of 870318 exercise and 870527 offsite remedial drill of 
State of IL offsite radiological emergency preparedness plans for plant 
* Federal Emergency Management Agency. 87/06/10. 68pp. 41405:156-41405:223. 

8706190090 Forwards reply to responses from NRC & B&W Owners Group. NRC re- 
sponse evidences no independent review of B&W claims. Commission urged to take 
personal jurisdiction of petition to ensure that latest commitment not frustrated. 
WEISS, E.R. Union of Concerned Scientists. #287 3752. 2.206. 87/06/12. ZECH.L.W. 
Commissioners. 2pp. 41389:133-41389:205. 

“8706190105 SuppI 4 to petition for Immediate action to relieve undue risk posed by 
nuclear power plants designed by B&W.UCS reply to responses from NRC & B&W 
Owners Group.* Certificate of Svc end. 

WEISS.E.R. Union of Concerned Scientists. 2.206. 87/06/12. Commissioners. 71pp. 
41389:135-41389:205. 

8706190098 Confirms that deposition of E Thomas scheduled for 870615, will be post- 
poned until later in summer. 

FIERCE, A.R. Massachusetts, Commonwealth of. OL. 87/06/10. FLYNN, H.J. Federal 
Emergency Management Agency. 1p. 41388:138-41388:138. 

8706190205 Forwards overdue RITS printout indicating licensing actions in Project Di- 
rectorate IV w/overdue SER inputs or w/o assigned reviewers or SER inputs.Actions 
to ensure priority attention to assignment of reviewers & schedules requested. 
CALVO.J.A. Project Directorate IV. 87/06/11. ROSSl.C.E. Division of Operational 
Events Assessment (Post 870411). SHAO.L. Division of Engineering & Systems Tech- 
nology (Post 870411). PARTLOW.J.G. Division of Reactor Inspection & Safeguards 
(Post 870411). 111pp. 41407:173-41407:283. 

8706190225 Informs that State of OH & local plans & preparedness for plant adequate 
to protect health & safety of public.per 44CFR350. Public alert & notification sys veri- 
fied as adequate on 851227. 

MCLOUGHLIN.D. Federal Emergency Management Agency. 87/06/05. STELLO.V. 
Office of the Executive Director for Operations. Ip. 41406:321-41406:321. 

8706190319 Forwards completed questionnaire for Annual Rept to Congress re Natl 
Park Svc on federal archeology program, per 870317 request.NRC does not maintain 
or restore any archeological or historic properties identified during review process. 
MURLEY.T.E, Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 

15. KEEL.B.C. Interior, Dept, of. National Park Senrice. 15pp. 41407:345-41407:358. 

-8706190336 Requests completion of end questionnaire to assist in preparation of rept 
to Congress on federal archeological program,per Archeology Resources Protection 
Act of 1 979. Response requested within 90 days of receipt. 

KEEL.B.C. Interior, Dept, of. National Park Service. 87/03/17. PALLADINO.N.J. Com- 
missioners. 14pp. 41407:359-41408:013. 

8706220225 Reviews States of GA & SC local plans for radiological emergencies for 
Vogtie plantSubj to condition stated, local plans & preparedness found adequate, 
MCLOUGHLIN.D. Federal Emergency Management Agency. 87/06/09. STELLO.V. 
Office of the Executive Director for Operations. Ip. 41409:145-41409:145. 

8706220303 NRC Info Notice 87-029, "Recent Safety-Related Incidents at Large Irradia- 
tors." Svc list end. 

CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/06. Consolidated Edison Co. of New York, Inc. 109pp. 
41582:071-41582:179. 

8706230053 Forwards corrected Page 1 to AEOD Technical Review Rept AEOD/T705, 
“Occurrence of Events Involving Wrong Unit/Wrong Train/Wrong Component - 
Update Through 1986.” Rept number changed from AEOD/T706 to AEOD/T705, 
BLACK, K. Nonreactor Assessment Staff. AEOD/T705. 87/06/15. POLK.P. Perform- 
ance Evaluation Branch. Ip. 41435:243-41436:244. 

—8706230058 Corrected Page 1 to "Occurrence of Events Involving Wrong Unit/ Wrong 
Train/Wrong Component - Update Through 1986," technical evaluation rept. 
TRAGER,E.A. Office for Analysis & Evaluation of Operational Data, Director. AEOD/ 
T705. 87/05/20. Ip. 41435:244-41435:244. 

8706230066 Forwards draft NRR Ofc Ltr TOO, “Procedure for Preparing NRR Ofc Ltrs." 
Ofc ltrs should provide NRR policy,define responsibilities, authorities & procedures & 
establish requirements re managing & carrying out NRR functions. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 

16. Office of Nuclear Reactor Regulation, Director (Post 870411). 5pp. 41435:256- 
41435:260. 

8706230298 Forwards document for placement in PDR & LPDRs.per NRR Ofc Ltr 
43.Document previously provided to util. 

HEITNER.K.L. NRC - No Detailed Affiliation Given. 87/06/17. NRC - No Detailed Af- 
filiation Given. Ip. 41435:261-41436:304. 
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--8605270097 Forwards assessment of LERs serving as example of new 
methodology, described in 850701 & 24 memos, for LER preparation & summary of 
results.LERs of average quality. 

HEBDON.F.J. Office for Analysis & Evaluation of Operational Data, Director. 86/05/ 
16. JOHNSON, E.H. Region 4, Office of Director. 43pp. 41435:262-41435:304. 

8706240272 Request for OMB review & supporting statement re 10CFR74, “Matl Con- 
trol & Accounting of SNM.” Estimated respondent burden is 5,649 h. 

MCDONALD,W.G. Office of Administration & Resources Management, Director (Post 
870413). OMB 3150-0123. 87/06/17. 16pp. 41452:344-41452:359. 

8706250548 Notification of 870626 meeting w/AIF Working Group on Tech Spec Co- 
ordination in Bethesda.MD to discuss suggested improvements to Sections 5.0 & 6.0 
of STS. 

BUTCHER, E.J. Technical Specifications Branch. 87/06/19. ROSSI, C.E. Division of 
Operational Events Assessment (Post 870411). Ip. 41462:148-41462:148. 

8706260019 Concurs that NRR & RES should cooperate closely & coordinate respec- 
tive efforts in areas of mutual or related responsibility,per 870522 memo.Requests as- 
sistance w/respect to implementation of standardization in listed areas. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 87/06/ 
09. BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 
2pp. 41481:162-41481:163. 

8706260027 Notice of OMB collection & review of info re revs to grant & cooperative 
agreement provisions, per Paperwork Reduction Act. 

NORRY.P. Office of Administration & Resources Management, Director (Post 870413). 
87/04/06. 2pp. 41481:164-41481:165. 

8706260037 Ack receipt of FEMA analysis of prompt alert & notification sys for 
plantPlant alert & notification sys adequate in event of radiological emergency. 
SHAFER, W.D. Region 3, Office of Director. 87/06/17. SCHNELL.D.F. Union Electric 
Co. Ip. 41475:312-41475:313. 

-8706260046 Forwards “Callaway Nuclear Power Plant Site-Specific Offsite Radiologi- 
cal Emergency Preparedness Alert & Notification Sys QA Verification.” Facility alert & 
notification sys meets requirements of NUREG-0654/FEMA-REP-1,Rev 1.W/o end. 
MCLOUGHLIN.D. Federal Emergency Management Agency. 87/05/18. STELLO,V. 
Office of the Executive Director for Operations. Ip. 41475:313-41475:313. 

8706300203 “Callaway Nuclear Power Plant Site-Specific Offsite Radiological Emergen- 
cy Preparedness Alert & Notification Sys QA Verification.” 

* Federal Emergency Management Agency. 87/05/18. 240pp. 41486:101-41486:340. 

8706260117 Discusses INPO role & responsibilities re Incident Investigation Team.Draft 
coordination plan for NRC/INPO Incident Investigation Program & portions of Incident 
Investigation Manual dealing w/industry participation end. 

JORDAN,E.L. Office for Analysis & Evaluation of Operational Data, Director. 87/06/ 
15. CONWAY, W. Institute of Nuclear Power Operations. 8pp. 41480:330-41480:337. 

8706260331 Forwards “Grand Gulf Nuclear Station Site-Specific Offsite Radioloigical 
Emergency Preparedness Prompt Alert & Notification Sys Evaluation,” Alert sys satis- 
fies requirements of Rev 1 to NUREG-0654. 

MCLOUGHLIN.D. Federal Emergency Management Agency. 87/06/09. STELLO.V. 
Office of the Executive Director for Operations, ip. 41484:060-41484:345. 

-8706260335 "Grand Gulf Nuclear Station Site-Specific Offsite Radiological Emergency 
Preparedness Prompt Alert & Notification Sys Evaluation.” 

* Federal Emergency Management Agency. 87/06/09. 175pp. 41484:061-41484:345. 

8706290030 Forwards LER categorization & scram info for events during 1 986 based on 
Work Assignment Mgt Sys & table listing counts for specific shutdown methods by 
docket for 1 986, per 870427 request. 

ROSENTHAL, J.E. Reactor Operations Analysis Branch. 87/06/19. GORDON, J. Public 
Citizen’s Critical Mass Energy Project. 150pp. 41485:234-41486:052. 

-8706300009 Requests listing & categorization of LERs reported by nuclear power 
plants in 1986.Listing of number of scrams experienced by each licensee also 
requested.Examples of listings end to help in identifying info. 

GORDON.J. Public Citizen's Critical Mass Energy Project. 87/04/27. BOYLE, J. Office 
for Analysis & Evaluation of Operational Data, Director. 3pp. 41486:050-41486:052. 

8706300179 Informs that HN Berkow selected to serve as NRC representative on Amer- 
ican Natl Stds Committee N-17, “Research Reactors, Reactor Physics & Radiation 
Shielding,” replacing RE Carter.A Adams will serve as alternate. 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 87/ 
06/19. CARTER, R.S. American Nuclear Society. CARTER, R.S. Commerce, Dept, of, 
National Bureau of Standards. 4pp. 41490:292-41490:295. 

8706300325 Informs that HN Berkow selected to replace RE Carter on ANS-15 Sub- 
committee, “Operation of Research Reactors.” 

BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Post 860720). 87/ 
06/19. RICHARDS, W.J. Air Force, Dept. of. 4pp. 41514:274-41514:277. 

8706300331 Summary of 870609 Operating Reactors Events Meeting 87-018 w/ 
NRR,RES,AEOD & regional ofcs on events which occurred since 870602 meeting.List 
of Httond^GS oncl 

LANNING,W. Events Assessment Branch. OREM-87-018. 87/06/12, ROSSI, C.E. Divi- 
sion of Operational Events Assessment (Post 870411). 10pp. 41491:050-41491:059. 

8706300516 Requests NBS establish electronic communications capability prior to ef- 
fective date of 880212 for final rule “Improved Personnel Dosimetiy Processing,” per 
Interagency Agreement 81-134. 

BECKJORD.E.S, Office of Nuclear Regulatory Research, Director (Post 860720). 87/ 
03/20. WARSHAW,S.I. Commerce, Dept, of, National Bureau of Standards. 2pp. 
41490:076-41490:077. 


PR PROPOSED RULE 


8705060334 Comments on proposed rule 1 0CFR50 re App J & draft reg guide.Task MS 
021-5.Reg guide should ref ANSI/ANS 56.8-1987. 

BROWN, T.M. American Nuclear Society. 51FR39538 031, 87/04/24. Docketing & 
Services Branch. 3pp. 40825:143-40825:145. 


8705290185 Forwards regulatory history package for final amend to 10CFR74, “Matl 
Control & Accounting Requirements for Facilities Licensed to Possess & Use Formuia 
Quantities of SSNM." Documents marked w/Designator AA50-2. 

BRACH.E.W. Licensing Branch. AA50-2 001. 87/05/29. SKOCZLAS.J.S. Document 
Control Branch (Document Control Desk), lip. 41181:330-41188:008. 

—8705290241 Comments on proposed rule 10CFR70, “Matl Control & Accounting Re- 
quirements for Facilties Possessing Formula Quantities of SSNM.” Options 3,4 & 5 
difficult to understand & impractical to implement 

GOLDMAN,A.S., GUTMACHER.R.G Affiliation Not Assigned. AA50-2 041. 81/10/29. 
Docketing & Services Branch. 4pp. 41182:163-41182:166. 

—8105040179 Discusses Matl Control & Accountability reform amends for Category I 
licensees.Agrees w/decision not to publish reform amends as proposed rule & re- 
quests consideration of proposal contained in this memo. 

STELLO.V. Director’s Office (Pre 830103). AA50-2 039. 81/03/20. DAVIS.J.G. Office 
of Nuclear Material Safety & Safeguards, Director. 2pp. 41182:159-41182:160. 

-8107150466 Confirms 810605 confirmation re Matl Control & Accountability amends 
for SSNM fuel fabrication facilities. Forwards marked-up draft of 810514 reform 
amends.W/o end. 

BROWN.W.B. Safeguards Branch. AA50-2 040. 81/06/15. EVANS.L.J. Regulatory Im- 
provements Branch. 2pp. 41182:161-41182:162. 

—8210200110 PNL-4455 “Acceptance Criteria for Item Loss Detection (Task 2)," final 
task interim rept.“ 

DAVENPORT.L.C., ROBERTS, F.P., BROUNS,R.J. Battelle Memorial Institute, Pacific 
Northwest Laboratories. FIN B-2472-2. AA50-2 048. 82/09/20. Office of Nuclear Ma- 
terial Safety & Safeguards, Director. 37pp. 41182:260-41182:296. 

“8311230204 Forwards marked-up copy of draft guide, “Std Format & Content/ Accept- 
ance Criteria for MC&A Reform Amends,” in response to 830729 memo.Guide techni- 
cally sound.W/o end. 

NORBERG,J.A. Human Factors & Safeguards Branch. AA50-2 055. 83/10/17. 
BROWN.W.B. Fuel Facility Safeguards Licensing Branch (Pre 850707). 2pp. 
41183:086-41183:087. 

“8506060401 Comments on alternatives proposed to specific requirements of matl con- 
trol & accounting reform amends.Reducing probability of detection for individual proc- 
ess units acceptable when circumstances deemed necessary. 

COBB.LI. Safeguards & Materials Program Branch. AA50-2 079. 85/05/30. 
BROWN.W.B. Fuel Facility Safeguards Licensing Branch (Pre 850707). Ip, 41185:294- 
41185:294. 

-8506260689 Forwards summary of recommendations based on 850603 meeting be- 
tween S Frattali.L Abramson & C Emeigh re changes in matl control & accountability 
insp reform amends. 

TING.P. Human Factors & Safeguards Branch. AA50-2 080. 85/06/18. BROWN.W.B. 
Fuel Facility Safeguards Licensing Branch (Pre 850707). 2pp. 41185:295-41185:296. 

—8605220338 Identifies two inconsistencies that need resolution before div concurrence 
w/final rule re matl control & accounting requirements for facilities authorized to pos- 
sess formuia quantities of SSNM. 

PARTLOW.J.G. Division of Inspection Programs (850212-870411). AA50-2 095. 86/ 
05/19. BURNETT.R.F. Division of Safeguards (Pre 870413). Ip. 41186:037- 
41186:037. 

-8605300161 Concurs in “Matl Control & Accounting Requirements for Facilities Au- 
thorized to Possess Formula Quantities of SSNM: Recommended Final Rule,” w/enci 
listed exceptions & suggested changes,in response to 86041 8 memo. 

MINOGUE.R.B. Office of Nuclear Regulatory Research, Director (Pre 860720). AA50-2 
096. 86/05/20. BURNETT.R.F. Division of Safeguards (Pre 870413). 3pp. 41186:038- 
41186:040. 

“8606120909 EDO control of rulemaking package re 10CFR74, “Matl Control & Ac- 
counting Requirements for Facilities Authorized to Possess & Use Formula Quantities 
of SSNM.” Continuation of rulemaking approved. 

STELLO.V. Office of the Executive Director for Operations. AA50-2 097. 86/06/10. 
DAVIS.J.G. Office of Nuclear Material Safety & Safeguards, Director. Ip. 41186:041- 
41186:045. 

-8705290203 Forwards revised evaluations of Matl Control & Accounting Task Force 
recommendations. 

MENDELSOHN.B.T. Technology Assessment Branch. AA50-2 034. 78/10/23. 
DUBE.R. Requirements Analysis Branch. 36pp. 41181:341-41182:016. 

-8705290210 SECY-78-625 Informs Commission of Matl Control & Matl Accounting 
Task Force recommendations which have been implemented & plans for development 
& implementation of other recommendations. 

SMITH.C.V. Office of Nuclear Material Safety & Safeguards.Director. AA50-2 035. 78/ 
12/05. 37pp. 41182:017-41182:053. 

“8705290221 Forwards suggestions B Dube & M Levy should consider re process for 
monitoring technical alternatives. 

MENDELSOHN.B.T. Material Control & Accountability Development Branch. AA50-2 
036. 79/08/24. SHERR.T. Material Control & Accountability Development Branch. 
5pp. 41182:054-41182:058. 

-8705290226 Forwards draft matl control & accounting upgrade rule & introduction 
summarizing major portions of rule.Draft provisions cover only Category I 
matl. Definitions in Section 70.4 suppi existing Part 70 definitions.Comments by 
801105. 

EVANS, LJ. Regulatory Improvements Branch. AA50-2 037. 80/10/24. PARTLOW.J.G. 
Material Control Licensing Branch. SHERR.T.S. Material Control & Accountability De- 
velopment Branch. BROWN.W.B. Division of Safeguards Inspections. 55pp. 
41182:059-41182:155. 

-8705290229 Summarizes 801219 meeting re outstanding differences between l&E & 
Div of Safeguards on draft of proposed matl control & accounting upgrade rule. 
MENDELSOHN.B. NRC - No Detailed Affiliation Given. AA50-2 038. 81/01/08. NRC - 
No Detailed Affiliation Given. 3pp. 41182:156-41182:158. 

“8705290241 Comments on proposed rule 10CFR70, “Matl Control & Accounting Re- 
quirements for Facilties Possessing Formula Quantities of SSNM." Options 3,4 & 5 
difficult to understand & impractical to implement. 

GOLDMAN, A.S., GUTMACHER.R.G Affiliation Not Assigned. AA50-2 041. 81/10/29. 
Docketing & Services Branch. 4pp. 41182:163-41182:166. 
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—8705290251 Forwards comments & questions re matl control & accounting reform 
amends provided by D Joy resulting from review of draft working paper “Intent & 
Scope of Category I Matl Control & Accounting Reform Amends.” 

ERICKSON, R.A. Material Control Licensing Branch. AA50-2 042. 81/11/18. 

EVANS, L.J. Regulatory Improvements Branch. 6pp. 41182:167-41182:193. 

—8705290266 “Acceptance Criteria for Licensee Response Plans for Loss Alarms." 
draft final rept. 

BROUNS.R.J., ROBERTS.F.P.. DAVENPORT.L.C. Batteile Memorial Institute, Pacific 
Northwest Laboratories. FIN B-2472-2. AA50-2 045. 82/07/09. Division of Safeguards 
(Pre 870413). 31pp. 41 182:194-41 182:224. 


-8706010288 Executive Branch position re proposed rule amending NRC matl control & 
acco-.nT'ig regulations for fuel cycle facilities authorized to possess more than formula 
-y o: ’'ichly enriched Pu. 

SEBSCif.'S.A” . State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
AA50'2 066. 84/06/12. ZIMMERMAN, J.V. Assistant Director for Export/Import & 
International Safeguards. 2pp. 41183:267-41183:268. 

-8706010290 PNL-5051 “Evaluation of Matl Control & Accounting Detection Time,” 
SMITH, B.W., THOMAS,N.M. Batteile Memorial Institute, Pacific Northwest Laborato- 
ries. FIN B-2209-3. AA50-2 067. 84/07/31. Division of Safeguards (Pre 870413). 
43pp. 41183:269-41183:311. 


-8705290275 Forwards preliminary rough estimates of impacts associated w/some op- 
tions licensee might select for subdividing plant into administratively controlled 
area, per request of J Stoddard at Science Applications, Inc. 

MENDELSOHN.B. NRC - No Detailed Affiliation Given. AA50-2 046. 83/03/28. 
DUBE.R. NRC - No Detailed Affiliation Given. 2pp. 41182:225-41182:226. 

-8705290291 Forwards estimates of administrative control costs for several different 
levels of protection & for two plant subdivision schemes.per request.“SNM Loss De- 
tection Issues" end. 

STODDARD, J.A. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). AA50-2 047. 83/03/23. MENDELSOHN,B.T. NRC - No Detailed Affiliation 
Given. 31pp. 41182:227-41182:259. 

-8705290295 Draft final “Acceptance Criteria for In-Process Control of SSNM (Task 
3),” interim task rept. 

DAVENPORT, L.C., ROBERTS.F.P., BROUNS,R.J. Batteile Memorial Institute, Pacific 
Northwest Laboratories. FIN B-2472-2. AA50-2 049. 82/10/04. Division of Safeguards 
(Pre 870413). 34pp. 41182:297-41182:330. 

-8705290298 PNL-4699 “Acceptance Criteria for Review of FNMC Plans Complying W/ 
MC&A Regulations for Facilities Possessing Formula Quantities of SSNM (Task 5)," 
revised final draft. 

DAVENPORT,L.C.. BROUNS.R.J., ROBERTS,F.P. Batteile Memorial Institute, Pacific 
Northwest Laboratories. AA50-2 050. 83/04/()l. Division of Safeguards (Pre 870413). 
64pp. 41182:331-41183:033. 

-8706010172 Suggests way to get ball park estimate of ALARA goal quantity for admin- 
istrative contolled area recurring loss detection test, pending results of Science 
Appliations.Inc studies. 

MENDELSOHN.B. NRC - No Detailed Affiliation Given. AA50-2 051. 83/04/01. 
DUBE.B. NRC - No Detailed Affiliation Given. Ip. 41183:034-41183:034. 

-8706010178 Forwards questions & comments re review of Chapters 1. 0-4.0 of “Draft 
QA Guidance for Matl Centro! 8 Acenuntirq Reform Rule." 

JOY.D, Fuel Facility Sa:eg.:<-:rfls - consi.'ig 'Br.nno.n (Pre 850707). AA50-2 052. 83/06/ 
24. SMITH.M. NRC - No Dessjlec A!'..!c.;.o:'. Given. 4pp. 41183:035-41183:038. 

-8706010183 Forwards D Joy comments on Chapters 2-4 of 830720 draft. Specific 
issues re measurements & controls needed for SSNM that goes to scrap recovery op- 
eration should be addressed. How licensee will meet NRC requirements for garbage 
unclear. 

SMITH.M. NRC - No Detailed Affiliation Given. AA50-2 053. 83/08/05. DUBE.B. NRC 
- No Detailed Affiliation Given. 4pp. 41 183:039-41183:042. 

—8706010191 “Acceptance Criteria for QA Requirements of Category I Matl Control & 
Accounting Rule (Task 6)," final Subtask 6.4b rept. 

DAVENPORT,LC., BROUNS.R.J., ROBERTS.F.P. Batteile Memorial Institute. Pacific 
Northwest Laboratories. FIN B-2472-2. AA50-2 054. 83/10/31. Division of Safeguards 
(Pre 87041 3). 43pp. 41 1 83:043-41 1 83:085. 

-8706010195 Submits comments on “Std Format & Content/ Acceptance Criteria Guide 
for Matl Control & Accounting Reform Amends.” discussed w/C Emeigh on 831027. 
STOHR.J.P. Division of Emergency Preparedness & Materials Safety. AA50-2 056. 
83/10/31. BROWN, W.B. Fuel Facility Safeguards Licensing Branch (Pre 850707) Ip 

41183:088-41183:088. / » a v / h 

-8706010204 Advises that Commission has approved proposed rule on matl control & 
accounting subj to listed mods & actions, per SECY-83-83, “Matl Control & Accounting 
Requirements for Facilities Possessing Formula Quantities of SSNM." 

CHILK,S.J. Office of the Secretary of the Commission. AA50-2 057. 83/11/08. 
DIRCKS.W.J. Office of the Executive Director for Operations. 2pp 41183 089- 


-8706010247 Requests end info re proposed matl control & accounting requirements 
for fuel facilities possessing formula quantities of SSNM (Category I) be forwarded to 
State D ept f or comment within 30 days. 

BURNEI I i.R.F. Division of Safeguards (Pre 870413). AA50-2 058 83/11/15 
SHEA,J.R. Office of State Programs, Director (Pre 870413). 104pp. 41183:091- 


-8706010252 Forwards updated summary of major changes to reflect all decisions 
made re differences between recommended alternative & advance notice Option 
S.Draft proposed rule will be based on changes. 

Detailed Affiliation Given. AA50-2 062. 87/06/01. 
EVANS, B„ DUBE,B. NRC - No Detailed Affiliation Given. 15pp. 41183:195-41183:209. 

-8706010256 /'Acceptance Criteria for QA Requirements of Category 1 Mat! Control & 
Accounting Rule (Task 9) - Section 5.3," draft final rept Subtask 9 4 
DAVppORTLC BROyNS.R.J.. ROBERTS.F.P. Batteile Memorial Institute. Pacific 

rp“ 

—8706010273 Submits info paper re shutdown procedures for process units under alarm 
conditions. 

PAi?Amwn' Ope^ations. AA50-2 064. 84/03/07. 

PALLADINO, GIUNSKY, ROBERTS Commissioners. 7pp. 41183:259-41183:265. 

-87(^010283 Forwards Executive Branch comments re matl control & accounting re- 
po^essing formula quantities of SSNM.Meeting being ar- 
Branch agencies to obtain detailed comments on proposed 

Sabo Export/lmport & International Safeguards. 

Division of Safeguards (Pre 870413). Ip. 


-8706010296 Discusses calcualtion of std deviation of mean value of test statistic. 
MILLER.M. NRC - No Detailed Affiliation Given. AA50-2 068. 84/07/27. DUBE.B. NRC 
- No Coraiiod .A:' =ia;ion Given. 2pp. 411 83:31 2-41 183:313. 

-8706010304 Forwards generic issue paper considering potential consequences of ig- 
noring consideration of covariance on multi time multi space detection requirements of 
draft matl control & accounting reform amends, Consequences profound. 

MILLER, M. Fuel Facility Safeguards Licensing Branch (Pre 850707). AA50-2 069. 84/ 
07/31. BROWN, W. NRC - No Detailed Affiliation Given. 12pp. 41183:314-41183:325. 

-8706010312 “Matl Control & Accounting in Labs Under Reform Amend (Task 10)," 
final rept Subtask 10.4b. 

DAVENPORT,L.C., BROUNS,R.J., ROBERTS,F.P. Batteile Memorial Institute, Pacific 
Northwest Laboratories. FIN B-2472. AA50-2 070. 84/08/31. Division of Safeguards 
(Pre 870413). 9pp. 4 11 83:326-41 183:334. 

-8706010323 847 “AAMASS Applications Manual.” 

TINGEY.F.H.. LUMB,R.F., 20LAD,C. NUSAC, Inc. NRC-02-83-028. AA50-2 071. 84/ 
08/31. NRC - No Detailed Affiliation Given. 341pp. 41183:335-41184:315. 

-8706010332 "Rept to NRC Pursuant to Contract Number NRC-02-83-027.” 

HURST,L,K., LUMB,R.F. Wackenhut Advanced Technologies Corp. TINGEY,F.H. 
Idaho, Univ. of, Moscow, ID. NRC-02-83-027. AA50-2 072. 84/09/26. NRC - No De- 
tailed Affiliation Given. 55pp. 41184:316-41185:010. 

-8706010340 “Statistical Guidance for Matl Control Detection Tests." 

TINGEY,F.H.. LUMB.R.F., JONES.R.J. NUSAC, Inc. NRC-02-80-024. AA50-2 073. 84/ 
11/30. Office of Nuclear Material Safety & Safeguards,Director. 187pp. 41185:011- 
41185:197. 


-8706010351 Forwards generic issue paper reflecting assessment of practicality of ap- 
plying mat! control & accounting reform amends to reporcessing plants. 

DUBE,.= NRG - No Doiuiled Affiliation Given. AA50-2 074. 85/04/29. BROWN,W. 
NRC - No Detailed Affiliation Given. 6pp. 41185:198-41185:203. 

-8706010363 Forwards alternatives to specific requirements of Category I matl control 
& accounting reform amends under consideration for incorporation in final rule for 
review & comment. Comments requested by 850531. 

BROWN,W.B. Fuel Facility Safeguards Licensing Branch (Pre 850707). AA50-2 075. 
85/04/29. NRC - No Detailed Affiliation Given. 9pp. 41185:204-41185:212. 

-8706010383 Recommends that ongoing rulemaking "Matl Control & Accounting Re- 
quirements for Facilities Possessing Formula Quantities of SSNM,” (10CFR76) be 
continued. Basis for recommendation submitted. 

MINOGUE.R.B. Office of Nuclear Regulatory Research, Director (Pre 860720). AA50-2 
076. 85/05/15. DlRCKS,W.J. Office of the Executive Director for Operations. 6pp. 
41185:213-41185:218. 


-8706020109 Forwards proposed revs to requirements of matl control & accounting 
reform amends for review & comment.Revs take into account issues identified during 
cub'x cemmont oo'iod on proposed rule & preparation of value/ impact analyses. 
--M=:Q.-.G.vV NRC ■ No Detailed Affiliation Given. AA50-2 081. 85/06/26. NRC - No 
Detailed Affiliation Given. 18pp. 41185:297-41185:314. 

“8706020116 Discusses appropriateness of including QC test in matl control & account- 
ing reform amend. 

EMEIGH,C.W. NRC - No Detailed Affiliation Given. AA50-2 082. 87/06/02. NRC - No 
Detailed Affiliation Given. Ip. 41185:315-41185:315. 

-870602()122 Forwards gerieric issues paper reflecting assessment of appropriateness 
of revising proposed Section 70.89 of reform amends to incorporate essential require- 
ments of our-ent Sections 70.57 & 70.58. 

DUBE.R. --uei Facility Safeguards Licensing Branch (Pre 850707). AA50-2 083. 85/ 
■.;6.^8. RROvVN.'.V. NRC - No Detailed Affiliation Given. 9pp. 41185:316-41185:324. 

—8706020145 Advises that based on contactor findings & discussions w/ 
personnel, physical inventory requirernent should be retained. Future revs to matl con- 
trol & accounting reform amends will continue to contain periodic physical inventory 
requirement. 

NULSEN C.K. Material Licensing & International Activities Branch. AA50-2 084. 85/ 
07/31. BROWN, W.B. Material Licensing & International Activities Branch, 3pp. 


•8706020155 Summary of 850827 meeting in Silver Spring re recurring loss detection 
requirements of matl control & accounting reform amends. 

EMEIGH, C, NRC - No Detailed Affiliation Given. AA50-2 085, 85/09/05. NRC - No 
Detailed Affiliation Given. 4pp. 4 11 85:328-41 185-331 


-8706020161 Forwards generic issue paper describing principal considerations that 
must be taken into account in establishing ALARA quantities for recurring loss detec- 
proposed matl control & accounting reform amends. 

Licensing & International Activities Branch. AA50-2 086. 85/ 
09/26. BROWN,W.B. NRC - No Detailed Affiliation Given. 5pp. 41185:332-41185:336. 

“Acceptance Criteria for R&D Facilities Possessing Formula Quantities of 
SSNM (Task 14)." final rept Subtask 14.4b. 

BROUNS.R.J., DAVENPORT.L.C. Batteile Memorial Institute, Pacific Northwest Lab- 
SOp^p ” 41 185^37* 41^ ag'o^e^'^ 86/02/28. Division of Safeguards (Pre 870413). 


to 860418 memo re matl control & accounting requirements for 
Taciiities authorized to possess formula quantities of SSNM.Ofc of State Programs 
need not be involved in concurrence. 

Programs, Director (Pre 870413). AA50-2 088. 86/04/24. 
BURNETT, R.F. Division of Safeguards (Pre 870413). 1p. 41186:027-41186:027. 
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-8706020179 Comments on proposed revs to Part 70 matl control & accounting re- 
quirements to Category I facilities matl control & accounting reform amends 74.4 draft 
dtd 851015. 

NELSON, G.B. Region 5, Office of Director. AA50-2 089. 86/01/23. EMEIGH.C.W. Ma- 
terial Licensing & International Activities Branch. 2pp. 41186:028-41186:029. 

-8706020181 Identifies no concerns re matl control & accounting requirements for fa- 
cilities authorized to possess & use formula quantities of SSNM. Region III does not 
have fuel cycle facility authorized to possess SSNM. 

H1ND,J.A. Region 3, Office of Director. AA50-2 090. 86/05/06. BURNETT, R.F. Divi- 
sion of Safeguards (Pre 870413). Ip. 41186:030-41186:030. 

“8706020191 Concurs in rulemaking to amend matl control & cccouc”ting 'oquirements 
for facilities authorized to possess & use formula quantities of SSNM (Pa-ts 70 & 74). 
GRIMSLEY.D.H. Division of Rules & Records (Pre 870413). AA50-2 091. 86/05/08. 
BURNETT, R.F. Division of Safeguards (Pre 870413). 1p. 41186:031-41186:031. 

“8706020197 Offers no substantive comments re matl control & accounting require- 
ments for facilities authorized to possess & use formula quantities of SSNM recom- 
mend final rule, per 860418 request. 

MARTIN,T.T. Region 1, Office of Director. AA50-2 092. 86/05/15. BURNETT.R.F. Di- 
vision of Safeguards (Pre 870413). Ip. 41186:032-41186:032. 

“8706020261 Forwards comments on matl control & accounting requirements for facili- 
ties authorized to possess & use formula quantities of SSNM final rule.Prior to issu- 
ance ofc should coordinate w/IE re deveolopment of insp procedures. 

GRACE, J.N. Region 2, Office of Director. AA50-2 093. 86/05/16. BURNETT.R.F. Divi- 
sion of Safeguards (Pre 870413). 3pp. 41 186:033-41186:035. 

“8706030211 Offers no comments re matl control & accounting requirements for facili- 
ties authorized to possess & use formula quantities of SSNM recommended final 
-'ule.cer 860418 request. 

BANGAR '.R.^. Region 5, Office of Director. AA50-2 094. 86/05/19. BURNETT.R.F. 
Division of Safeguards (Pre 870413). Ip. 41186:036-41186:036. 

“8706150160 “Regulatory Analysis:Matl Control & Accounting Requirements for Facili- 
ties Licensed to Possess & Use Formula Quantities of SSNM (10CFR Parts 70 & 74)." 
• NRC - No Detailed Affiliation Given. AA50-2 107. 87/03/11. 15pp. 41186:046- 
41186:101. 

8706010031 Package of 40 individual Itrs supporting proposed rule 10CFR50 re plant 
licensing w/o state participation in emergency planning. 

WARNOCK.M.D., ANDREANO.F. Affiliation Not Assigned. ROBERTS.C.W. Benton 
County Public Utility District. 52FR6980. 87/05/18. CHILK.S.J. Office of the Secretary 
of the Commission. ZECH.L.W. Commissioners. 49pp. 41118:339-41119:027. 


8706080213 Comments on proposed rule 10CFR50 re licensing of nuclear power plants 
where state &/or local govts decline to cooperate in offsite emergency 
planning. Proposed amend of evacuation plans should not be adopted. 

HADLEY.E.C. Hadley, E.C. COMLEY.S.B., HADLEY.E.C. Because We Care About 
Rowley & You, Rowley, MA. 52FR6980 4186. 87/05/22. Docketing & Services 
Branch. 14pp. 41215:146-41215:159. 

8706080215 Package of 55 individual & form itrs opposing proposed rule 10CFR50 re 
Commission efforts to license nuclear plants by eliminating requirement for state ap- 
proved emergency plan. 

WARD,E.A.. PRICE,H.C., MILLER.C.N. Affiliation Not Assigned. 52FR6980. 87/06/02. 
CHILK.S.J. Office of the Secretary of the Commission. 55pp. 41215:160-41215:214. 

8706080225 Package of 59 individual Itrs supporting proposed rule 10CFR50 re licens- 
ing of nuclear power plants where state & local govts decline to cooperate in offsite 
emergency planning. 

CAVANAUGH.W. Middle South Utilities, Inc. BOSTIN,A., TASHJIAN.B.C. Affiliation Not 
Assigned. 52FR6980. 87/05/28. CHILK,S.J. Office of the Secretary of the Commis- 
sion. 71pp. 41214:164-41214:234. 

8706080231 Package of 44 individual & form Itrs supporting proposed rule 10CFR50 re 
emergency preparedness. 

AHRENS,W.F., MARCOUX,L.C., GOLDMAN,S.C. Affiliation Not Assigned. 52FR6980. 
87/06/01. Docketing & Services Branch. CHILK,S. Office of the Secretary of the 
Commission. ZECH.L.W. Commissioners. 44pp. 41215:215-41215:259. 

8706080235 Package of 55 individual Itrs supporting proposed rule 1 0CFR50 re licens- 
ing nuclear power plants w/o state participation in emergency planning. 

LITMAN.R., MITCHEL.H.K., EISENMANN.N. Affiliation Not Assigned. 52FR6980. 87/ 
06/01. CHILK.S.J. Office of the Secretary of the Commission. ZECH.L.W. Commis- 
sioners. 84pp. 41214:001-41214:084. 

8706080257 Package of 25 form & individual Itrs supporting proposed rule 1 0CFR50 re 
Commission effort to license nuclear plants by eliminating regulation for state ap- 
proved emergency plans. 

VANDUSEM.L., VANDUSEM.S., MAGGIO.A.J. Affiliation Not Assigned. 52FR6980. 87/ 
06/02. ZECH.LW. Commissioners. CHILK.S. Office of the Secretary of the Commis- 
sion. 26pp. 41214:335-41214:360. 

8706080258 Package of 56 form & individual Itrs opposing proposed rule 10CFR50 re 
emergency preparedness. 

BEIMAN.H., CARPENTIERI.P., TOLSCH.R.E. Affiliation Not Assigned. 52FR6980. 87/ 
06/01. Docketing & Sen/ices Branch. 56pp. 41215:090-41215:145. 


8706010032 Comment supporting proposed rule 10CFR50 re emergency evaucation 
planning.lnvestors should be protected from fraud & political extortion. 

WICKHAM.R.J. Affiliation Not Assigned. 52FR6980 3991. 87/05/17. NRC - No De- 
tailed Affiliation Given. Ip. 41 1 19:065-41 1 19:065. 

8706010053 Comment supporting proposed rule 10CFR50 allowing nuclear power plant 
owners to file own emergency evacuation plans. Support urged on basis of safety 
record. 

BiSSON,W.R. Affiliation Not Assigned. 52FR6980 3994. 87/05/14. ZECH.L.W. Com- 
missioners. 2pp. 41 1 1 9:063-41 1 19:064. 


8706080263 Package of 74 individual & form Itrs opposing proposed rule 10CFR50 re 
offsite emergency planning at nuclear power plant sites. 

CENTABAR.M.M.. SOBANSKI.J., CAP.P. Affiliation Not Assigned 52FR6980. 87/05/ 

28. CHILK.S. Office of the Secretary of the Commission. -CBFRTST. Commission- 
ers. 89pp. 41 21 5:001 -41 21 5:089. 

8706080265 Package of 32 form & individual Itrs opposing proposed rule 10CFR50 re 
licensing of nuclear plants w/o state-approved evacuation plans. 

SUSSMAN.L.A., MAZZOLI.L., PION.V.C. Affiliation Not Assigned. 52FR6980. 87/05/ 

29. Office of the Secretary of the Commission. 63pp. 41214:272-41214:334. 


8706010062 Package of seven individual & form comments opposing proposed rule 
10CFR50 re licensing of nuclear power plants w/o state & local govt approval. 
MOOTRY.J., MOOTRY.A., EVANS, N. Affiliation Not Assigned. 52 FR6980. 87/05/19. 
Docketing & Services Branch. 10pp. 41119:053-41119:062. 

8706010118 Package of 38 individual & form Itrs opposing proposed rule 10CFR50 re 
licensing of plants w/o state &/or local govt participation in emergency planning. 
DAR1SH,D., SCHACHNER.C., SCHACHNER.J. Affiliation Not Assigned. 52FR6980. 
87/05/21. CHILK.S. Office of the Secretary of the Commission. FOUCHARD Office of 
Public Affairs. ROBERTS.T.M. Commissioners. 52pp. 41130:068-41130:119. 

8706040229 Informs of recent realignment within Region I Div of Reactor Projects that 
affects responsibility for insp of research & test reactor facilities.Revised 10CFR50 & 
51 final rule re submittal of written communications end. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/27. DIETER, G.E. Maryland. 
Univ. of, College Park, MD. 3pp. 41173:291-41173:326. 

“8612180186 “Communications Procedures Amends," 10CFR50 & 51 final rule. 
Amends clarify correspondence procedures & reduce reproduction & postage costs 
for affected licensees. 

STELLO.V. Office of the Executive Director for Operations. 86/10/31. 33pd. 
41173:294-41173:326. 

8706080178 Package of 45 individual & form Itrs opposing proposed rule 10CFR50 re 
emerg^ency preparedness. 

DEPIETTO.E.. SHAHID, C., SHELLEY, G. Affiliation Not Assigned. 52FR6980. 87/05/ 
27. CHILK.S. Office of the Secretary of the Commission. 56pp. 41218:132-41218:188. 

8706080184 Package of 37 form & individual Itr supporting proposed rule 10CFR50 re 
emergency planning. 

GRAY.E.C., DROAiZIO.G., LETENDRE.L. Affiliation Not Assigned, 52FR6980. 87/05/ 
27. NRC - No Detailed Affiliation Given. 53pp. 41217:227-41217:279. 

8706080194 Package of 29 form & individual Itrs supporting proposed rule 10CFR50 re 
licensing of nuclear plants w/o state participation in emergency planning. 

BUSHEY.S., JONES.K.. SZE.M.C. Affiliation Not Assigned. 52FR6980. 87/05/29. 
CHILK.S.J. Office of the Secretary of the Commission, 31pp. 41218:028-41218:058. 

8706080201 Comment opposing proposed rule 10CFR50 re offsite emergency planning 
at nuclear power plant sites. 

* Affiliation Not Assigned. 52FR6980 4182. 87/05/26. Commissioners. Ip. 41218:022- 

/HOiQ.rvon ^ 


8706080204 Package of three individual comments supporting proposed rule 10CFR50 
re change in emergency plans filed by nuclear electric generating plants. 
TEASDALE.E., SULLIVAN, K., DESAULNIERS.G. Affiliation Not Assigned. 52FR6980. 
87/05/26. ZECH.L.W. Commissioners. 3pp. 41218:019-41218:021, 


6706080209 Package of 62 mixed Itrs opposing proposed rule 10CFR50 re offsite emer- 

e ency planning. 

ATES.A. Natural Rights Center. DUFFY, T.P., MCCARRON.J. Affiliation Not Assigned. 
52FR6980. 87/06/01. CHILK.S. Office of the Secretary of the Commission. 93pp. 
41213:261-41213:353. 


8706080278 Package of 43 individual Itrs opposing proposed rule 10CFR50 re licensing 
of nuclear power plants when state & local govts decline to participate in emergency 
evacuation plan. 

LUCHIES.J.R., BILLELO.M, BILLELO.L Affiliation Not Assigned. 52FR6980. 87/06/01. 
CHILK.S. Office of the Secretary of the Commission. 44pp. 41217:294-41217:337. 

8706080286 Package of 35 individual Itrs opposing proposed rule 10CFR50 re approval 
of licensing of plants w/o state or local participation in emergency evacuation plan- 
ning. 

VOELCKER.E., DUTRA.M.A., LAZARTO.E. Affiliation Not Assigned. 52FR6980. 87/ 
06/02. CHILK.S. Office of the Secretary of the Commission. 62pp. 41214:102- 
41214:163. 

8706090009 Package of 39 mixed Itrs supporting proposed rule 10CFR50 re licensing of 
nuclear power plants w/o state or local participation in emergency evacuation plan- 
ning. 

GUTDRY.W.A., GILMARTiN.J.J., CODEVE.R.J. Affiliation Not Assigned. 52FR6980. 
87/06/02. Docketing & Services Branch. CHILK.S. Office of the Secretary of the 
Commission. 62pp. 41219:184-41219:245. 

8706090079 Comments in opposition to proposed rule 10CFR50 re reduction in pro- 
posed 10-mile safety zone around facility. Reducing 10-mile safety zone to 1 mile 
does not constitute adequate protection. 

MAIER.J. Affiliation Not Assigned. 52FR6980 4181. 87/05/06. ROBERTS Commis- 
sioners. 1p. 41220:009-41220:009, 

8706090086 Package of 64 individual Itrs supporting proposed rule 10CFR50 re licens- 
ing of nuclear power plants where state &/ or local govts decline to participate. 
MOTYL-SZARY.M.. LOVEJOY.S.W., LOVEJOY.J. Affiliation Not Assigned. 52FR6980. 
87/05/27. CHILK.S.J. Office of the Secretary of the Commission. ZECH.L.W. Commis- 
sioners. 72pp. 41219:289-41219:360. 

8706090127 Package of 65 individual Itrs supporting proposed rule 10CFR50 re licens- 
ing of nuclear power plants when state &/or local govts decline to participate. 
TOWELUM.E., ANDREWS, B.F.. HEBERT, F. Affiliation Not Assigned. 52FR6980. 87/ 
06/01. CHILK.S.J. Office of the Secretary of the Commission. ZECH.L.W. Commis- 
sioners. 83pp. 41225:129-41225:211. 

8706090134 Package of 26 individual comments supporting proposed rule 10CFR50 re 
licensing of plants w/o state &/or local govt participation in emergency planning. 
UPSON, P.B., JEWELL, A., WINTER, L Affiliation Not Assigned. 52FR6980. 87/06/02. 
CHILK.S. Office of the Secretary of the Commission. ZECH,L.W. Commissioners. 
46pp. 41222:093-41222:138. 

8706090167 Package of 57 individual & form comments opposing proposed rule 
10CFR50 re licensing of plants w/o participation of state &/or local govt in emergen- 
cy planning. 

DOUGHTY, J. Seacoast Anti-Pollution League. BROWN, E.A. Public Service Co. of New 
Hampshire. OCHS.L Affiliation Not Assigned. 52FR6980. 87/06/02. CHILK.S. Office 
of the Secretary of the Commission. ZECH,L.W., ROBERTS.T.M. Commissioners. 
81pp. 41223:227-41223:307. 
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8706090185 Package of 66 individual Itrs supporting proposed rule 10CFR50 re licens- 
ing of nuclear power plants when state & local govts decline to participate in emer- 
gency evacuation plan. 

BAHN.A., BEARD.T.N.. KAO.S.P. Affiliation Not Assigned. 52FR6980. 87/06/01. 
Docketing & Sen/ices Branch. CHILK.S. Office of the Secretary of the Commission. 
ZECH Commissioners. 66pp. 41220:178-41220:243. 

8706090207 Informs of realignment within NRC Region I Div of Reactor Projects affect- 
ing responsibility for insp of research & test reactor facilities. 

WENZINGER.E.C. Region 1, Office of Director. 87/05/27. FAVRET.A.G. Catholic 
Univ. of America, Washington. DC. 3pp. 41213:193-41213:229. 

-8706090219 “Communications Procedures Amends. ’’ 10CFR50 & 51. revising regula- 
tions that establish procedures for submitting correspondence, repts, application, or 
other written communications re licensing of production & facilities. 

STELLO.V. Office of the Executive Director for Operations. GL-82-14. 86/10/31. 
33pp. 41213:196-41213:229. 

8706090208 Comments on proposed rule 10CFR50 re emergency planning. Supports 
rule. 

STEVENS, M.D. A«i!'ation Not Assigned. 52FR6980 4397. 87/05/18. ZECH.L.W. Com- 
missioners. 1p. 2';:'). 

8706090213 Package of 27 individual & form Itrs opposing proposed rule 10CFR50 re 
allowing nuclear plant licensing w/o approved emergency plan. 

DALY.L.C., HANSEN.B.J.. CAIN.D.V. Affiliation Not Assigned. 52FR6980. 87/05/27. 
Docketing & Services Branch. ROBERTS, ZECH.L Commissioners, 30pp. 41225:048- 
41225:077. 

8706100066 Package of 43 individual Itrs opposing proposed rule 10CFR50 re licensing 
nuclear power plants where state &/or local govts decline to cooperate in offsite 
emercencv n*anning. 

■"MCMFSCN.J.n., LASH.T.R. Illinois, State of. PURCELL, D.G. Affiliation Not Assigned. 
52FR6980. 87/06/01. ZECH,L.W. Commissioners. CHILK.S.J. Office of the Secretary 
of the Commission. 91pp. 41234:002-41234:092. 

8706100131 Package of three individual comments supporting proposed rule 10CFR50 
re emergency planning w/o state &/or local govt approval. 

MYREGAARD.W.F.. SPORTELLO,!., JAKUCEWICZ,H. Affiliation Not Assigned. 
52FR6980. 87/06/02. Commissioners. 3pp. 41239:176-41239:178. 

8706100140 Package of 36 individual comments opposing proposed rule 10CFR50 re 
NRC regulations dealing w/state & local govt plans for nuclear power plant emergen- 

GANSHOW,M., BLASS, G.J., LOGRANDE.M.A. Affiliation Not Assigned. 52FR6980. 
87/05/27. Office of the Secretary of the Commission. ZECH.L.W., ASSELSTINE.J. 
Commissioners. 40pp. 41239:046-41239:085. 

8706100174 Partial response to FOIA request for records.App A documents available in 
PDR.App B documents end & also available in PDR.App D documents partially & App 
C documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. ONDASH.C.S. 
Devonrue, Ltd. 8pp. 41246:002-41246:080. 

-8611190376 Forwards “Rept on Assessment & Collection of Annual Charges," pre- 
pared per Section 7601 of Consolidated Omnibus Budget Reconciliation Act of 
1985.W/0 end. 

KAMMERER.C. Office of Congressional Affairs. AC30-1 20. 86/07/07. GRAY.W.H., 
BEVILL,T. House of Rep. DOMENICI.P.V. Senate. Ip. 41246:010-41246:010. 


-8706100413 Opposes rule change re state & local emergency planning requirements 
for nuclear plants.Believes states should be able to protect own territories & freedoms 
re whether or not to have nuclear plants. 

HALMAGY.M. Affiliation Not Assigned. 52FR6980 4447. 87/04/15. KEPPLER.J. 
Region 3, Office of Director. 5pp. 41240:095-41240:099. 

8706100397 Package of 38 individual & form Itrs supporting proposed rule 10CFR50 re 
elimination of local & state govts participation in emergency plan for nuclear plant. 
HASTINGS, B., MUNTZENBERGER, O’TOOLE, E.J. Affiliation Not Assigned. 

52FR6980. 87/06/03. CHILK.S.J. Office of the Secretary of the Commission. 45pp 
41238:338-41239:022. 

8706100427 Package of four individual Itrs opposing proposed rule 10CFR50 re licens- 
ing of nuclear power plants w/o state &/or local partiepation. 

GRANrLLi.T.A., PAPPAGALLO,D., CASUCC10,B. Affiliation Not Assigned. 52FR6980. 
87/05/27. Docketing & Services Branch. 4pp. 41243:136-41243:139. 

8706100441 Package of 69 mixed comments opposing proposed rule 10CFR50 re li- 
censing of nuclear power plants w/o state or local participation in emergency evacu- 
ation planning. 

CAMP,D.E., CAMP.M.B., BATTAGLIA.F. Affiliation Not Assigned. 52FR6980. 87/06/ 
03. Office of the Secretary of the Commission. ASSELSTINE Commissioners, 79pp. 
41244:025-41244:104. 

8706100443 Package of 47 individual Itrs & 20 form Itrs supporting proposed rule 
1 0CFR50 re offsite emergency planning. 

KINGSLEY, O.D. System Energy Resources, Inc. MILLAY, H.S„ ZUNFANO,J.A. Affili- 
ation Not Assigned. 52FR6980. 87/06/03. CHILK.S.J. Office of the Secretary of the 
Commission. ZECH.LW. Commissioners. 82pp. 41243:141-41243:222. 

8706100465 Package of 50 form & individual Itrs opposing proposed rule 10CFR50 re 
changes in emergency preparedness rules for nuclear power plants. 

PERUGLJ.G.. GUAINO.J., ALLUS.D. Affiliation Not Assigned. 52FR6980. 87/06/03. 
Office of the Secretary of the Commission, 56pp. 41248:143-41248:198. 

8706100468 Package of 78 individual & form Itrs opposing proposed rule 10CFR50 re 
licensing of nuclear power plants where state &/or local govts decline to cooperate in 
offsite emergency planning. 

TRUDE.J.G., ODUM.L, GRIFFIN.A.E. Affiliation Not Assigned. 52FR6980. 87/06/03. 
CHILK.S. Office of the Secretary of the Commission. 95pp. 41243:280-41244:014. 

8706110041 Package of 72 individual & form Itrs supporting proposed rule 10CFR50 re 
NRC regulations dealing w/state & local govt plans for nuclear power plant emergen- 
cies. 

YERGEAU.M.J., YERGEAU.R.L., HOLTON. J.M. Affiliation Not Assigned. 52FR6980. 
87/06/03. Docketing & Services Branch. ZECH.L.W. Commissioners. CHILK.S.J. 
Office of the Secretary of the Commission. 77pp. 41266:269-41266:345. 

8706110112 Package of 48 individual & form Itrs opposing proposed rule 10CFR50 re 
NRC regulations dealing w/state & local govt plans for nuclear power plant emergen- 
cies. 

BENINCASA.C., BOTTINO.L.J., BOERUM.S. Affiliation Not Assigned. 52FR6980. 87/ 
06/03. Commissioners. 55pp. 41256:178-41266:232. 

8706110203 Package of 62 individual & form Itrs opposing proposed rule 10CFR50 re 
licensing of nuclear power plants when state & local govts, decline to participate In 
emergency evacuation plan. 

PRICE.D. House of Rep. MANTIONE.M. Affiliation Not Assigned. ABRAMS, R. New 
York, State of. 52FR6980. 87/06/03. ZECH.LW. Commissioners. CHILK.S. Office of 
the Secretary of the Commission. 98pp. 41256:233-41256:330. 


-8611190387 Forwards “Rept on Assessment & Collection of Annual Charges,” per 
Section 7601 of Consolidated Omnibus Budget Reconciliation Act of 1 985. 

ZECH.L.W. Commissioners. AC30-1 21. 86/07/07. UDALL.M. House of Rep., Interior 
& Insular Affairs. STAFFORD.R.T. Senate, Environment & Public Works. DINGELL.J. 
House of Rep., Energy & Commerce. 1p. 41246:019-41246:027. 


8706110283 Comments on proposed rule 10CFR50 re licensing of nuclear power plants 
when state & local govts decline to participate in emergency evacuation plan.Rule 
supported as urgent interim measure. 

MCGRANERY.J.P. Scientists & Engineers for Secure Energy. 52FR6980 5999. 87/05/ 
29. NRC - No Detailed Affiliation Given. 16pp. 41268:107-41268:122. 


-8612010319 Forwards notice of rulemaking being transmitted to Ofc of FR for 
publication.Rule 10CFR171 will become effective 30 days after publication. 
KAMMERER.C. Office of Congressional Affairs. AC30-2 30. 86/09/16. UDALL.M.K. 
House of Rep., Interior & Insular Affairs. HATFIELD, M.O. Senate, Appropriations. 
BEVILLT. House of Rep., Appropriations. 11pp. 41246:028-41246:028. 

-8612010329 “Annual Fee for Power Reactor OLs & Conforming Amend," 10CFR51 & 
171 final rules.Annual fee will recover allowable NRC budgeted costs for providing 
regulatory sves to power reactors w/OLs.Fee schedule under 10CFR170 unaltered. 
CHILK.S.J. Office of the Secretary of the Commission. AC30-2 32, 86/09/16. 39pp. 
41246:029-41246:080. 

8706100186 Package of 50 individual comments supporting proposed rule 10CFR50 re 
NRC regulations dealing w/state & local govt plans for nuclear power plant emergen- 
cies. 

CURTIS, C.E., BURR.A.T., HEDSTROM.A.P. Affiliation Not Assigned. 52FR6980. 87/ 
05/27. ZECH.L.W, Commissioners. CHILK.S. Office of the Secretary of the Commis- 
sion. 57pp. 41239:086-41239:142. 

8706100359 Package of 53 Individual Itrs supporting NRC proposed rule 10CFR50 re 
operation of plants w/o state or local govt participation in emergency planning. 
RINGEN.W., MALLEY.J.F., WUELFURG.E.B. Affiliation Not Assigned. 52FR6980. 87/ 
06/03. CH1LK.S. Office of the Secretary of the Commission. ZECH,L.W. Commission- 
ers. 59pp. 41240:141-41240:199. 

8706100370 Package of 34 individual & form Itrs supporting proposed rule 10CFR50 re 
licensing of nuclear power plants w/o cooperation of state & local govts in offsite 
emergency evacuation planning. 

FRANK, D.R., GIBADLO.R.J., ABDALLAH, C. Affiliation Not Assigned. 52FR6980. 87/ 
06/03. ZECH.LW. Commissioners. CHILK.S.J. Office of the Secretary of the Commis- 
sion. 41pp. 41240:100-41240:140. 


8706110294 Package of 82 individual & form Itrs opposing proposed rule 10CFR50 re 
licensing of plants where state &/or local govts decline to cooperate in offsite emer- 
gency planning. 

SLOWEY.R., SLOWEY.A., GRENIER.R.R. Affiliation Not Assigned. 52FR6980. 87/06/ 
03. Office of the Secretary of the Commission. ZECH.L. Commissioners. 95pp. 
41260:162 41260:256. 

8706110383 Package of 52 mixed comments supporting proposed rule 10CFR50 re li- 
censing of nuclear power plants w/o state or local participation in emergency plan- 
ning. 

UTLEY, E.E. Carolina Power & Light Co. SELDIN.M., GARCIA, J.G. Affiliation Not As- 
signed, 52FR6980. 87/06/03. CHILK.S.J. Office of the Secretary of the Commission. 
ZtCH,L.W. Commissioners. 68pp. 41266:037-41266:104. 

8706160057 Comments on proposed rule 10CFR50 re offsite emergency 
planning.Opposes proposed rule changes because changes would endanger public 
health & safety in areas surrounding nuclear power plants.Transcript of 870430 public 
hearing end. 

KESSELR.M. New York. State of. 52FR6980 7832. 87/06/03. CHILK.S.J. Office of 
the Secretary of the Commission. 138pp. 23097:001-23097:138. 

8706160109 Package of 5 individual Itrs supporting proposed rule 10CFR50 re licensing 
of power plants w/o state & local govt participation in emergency planning. 
WESTERBERG.C.C., WHITE, R.C., DE LEON.J.D. Affiliation Not Assigned 52FR6980. 
87/06/04. ZECH.LW. Commissioners. 5pp. 23100:345-23100:349. 

8706160671 Responds to 870508 request for Info on NRC rulemaking 
proceedings, 10CFR20 re stds for protection against radiation & 1 0CFR 140, Subpart E 
concerning criteria for extraordinary nuclear occurrences.Public comment period 
ended. 

PETERSON, H.T. Radiation Protection & Health Effects Branch. 50FR13978. 87/05/ 
21. MOGHISSI.A.A. Institute for Regulatory Science, Ip. 41382:322-41382:322. 


8706100389 Ack receipt of 870415 Itr to J Keppler expressing views on proposed 
change in NRC regulations dealing w/state & local govt plans for nuclear power plant 
emergencies.Ltr forwarded as public comments to be considered In further NRC 
action. 

STRASMA,J. Region 3. Office of Director. 52FR6980 4447. 87/05/22. HALMAGY.M 
Affiliation Not Assigned. Ip. 41240:094-41240:099. 


8706170531 Package of 139 form & individual Itrs supporting proposed rule 10CFR50 re 
elimination of state participation in development of evacuation plans before licensing 
of nuclear power plants. 

HUNTER.P., SCARPA.W.L, WEST.C.E. Affiliation Not Assigned. 52FR6980. 87/06/ 
04. ZECH,L.W. Commissioners. CHILK.S, Office of the Secretary of the Commission. 
139pp. 23102:236-23103:014. 
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8706250565 Package of 81 form & individual Itrs opposing proposed rule 10CFR50 re 

Not Assigned. 52FR6980. 87/06/04. 
Docketing & Services Branch. 108pp. 23103:310-23104:057. 


8706250568 Package of 108 form & individual Itrs opposing proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 

NEMICKC. JEFFERIES, C.A.. CHIARELLA.R.A. Affiliation Not Assigned. 52FR6980. 
87/06/04. NRC - No Detailed Affiliation Given. 118pp. 23104:058-23104:175. 


8706250569 Forwards 19 individual comments on proposed rule 10CFR50 re operation 
of nuclear power plants w/o state & local govt participation in emergency planning. 
DE BELLIS.R.C. Affiliation Not Assigned. 52FR6980 10107. 87/05/12. Commission- 
ers. Ip. 23103:286-23103:309. 

—8706250572 Comments on proposed rule 10CFR50 re operation of nuclear power 
plants w/o state & local govt participation in emergency planning. Discussion w/citi- 
zens & local govt recommended. 

FRANCIS.P. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. 1p. 
23103:287-23103:287. 


-8706250574 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 

RODRIGUES, G. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners, ip. 
23103:288-23103:288. 


-8706250576 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 
SAUNDERS.M. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. 2pp. 
23103:289-23103:290. 

-8706250578 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 
O’DONNELUK. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. Ip. 
23103:291-23103:291. 


-8706250579 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 

VIOLA.A. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. 2pp. 
23103:292-23103:293. 


-8706250580 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 

N02AWA.K. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. Ip. 
231 03:294-231 03:29'4. 


-8706250581 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 

MURRAY, J. Affiliation Not Assigned. 52FR6980. 87^5/06. Commissioners. Ip. 
23103:295-23103:295. 


-8706250583 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 

STEPANIS.M. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. Ip. 
23103:296-23103:296. 


-8706250584 Comment supporting proposed rule 10CFR50 re operation Of nuclear 
power plants w/o state & local govt participation in emergency planning. 

APRILEJ. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. Ip. 
23103:297-23103:297. 


-8706250585 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 
ANTONOPOULOS.G. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. 
Ip. 23103:298-23103:298. 

—8706250587 Comment supporting proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 
GIRAGOSIAN.M. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. 2pp. 
23103:299-23103:300. 


-8706250589 Comment supporting proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 

LYNCH.J. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. 2pp. 
23103:301-23103:302. 

—8706250590 Comment supporting proposed rule 1 0CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 

SPENCER,M. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. Ip. 
23103:303-23103:303. 

—8706250591 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 
roiLO.R. Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. Ip. 
23103:304-23103:304. 


-8706250593 Comment supporting proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation In emergency planning. 

* Affiliation Not Assigned. 52FR6980. 87/05/06. Commissioners. Ip. 23103:305- 
23103:305. 


-8706250598 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 

BOTofiNO.T. Affiliation Not Assigned. 52FR6980. 87/05/12. Commissioners. Ip. 
23103:306-23103:306. 


-8706250599 Comment supporting proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planning. 

WICKES.C. Affiliation Not Assigned. 52FR6980. 87/05/12. NRC - No Detailed Affili- 
ation Given. Ip. 23103:307-23103:307. 


—8706250600 Comment opposing proposed rule 10CFR50 re operation of nuclear 
power plants w/o state & local govt participation in emergency planing. 

FLYNN, J. Affiliation Not As^gned. 52FR6980. 87/05/12. Commissioners. Ip. 
23103:308-23103:308. 


-8706250603 Comments on proposed rule 10CFR50 re operation of nuclear power 
plants w/o state & local govt participation in emergency planriing.Seabrook power 
plant is safe & NRC should continue to require state & local govt input. 

FOX,S Affiliation Not Assigned. 52FR6980. 87/05/10. Commissioners. Ip. 

23103:309-23103:309. 

8706250570 Package of 190 form & individual Itrs opposing proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 
planning. 

MILLER.M.R., MILLER.S., SAKS,S. Affiliation Not Assigned. 52FR6980. 87/06/04. 
Docketing & Services Branch. 190pp. 23104:176-23105:005. 

8706250571 Package of five individual Itrs supporting proposed rule 10CFR50 re oper- 
ation of nuclear power plants w/o state & local govt participation in emergency plan- 

SP§EAD,E., MORRIS, C., LAZEROWITZ.A.A. Affiliation Not Assigned. 52FR6980. 87/ 
06/04. ZECH,L.W. Commissioners. 8pp. 23105:006-23105:013. 

8706250573 Package of 165 form & individual Itrs opposing proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 

PEzS^I,H., PALMER, I.E., MACDONELUD. Affiliation Not Assigned. 52FR6980. 87/ 
06/04. CHILK Office of the Secretary of the Commission. ZECH Commissioners. 
198pp. 23105:014-23105:211. 

8706250575 Package of 73 form & individual Itrs supporting proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 
planning. 

REILLY ,J.R.. A1KEN,S. Affiliation Not Assigned. RIDGWAY,D.A. Shaw, Pittman, Potts 
& Trowbridge. 52FR6980. 87/06/04. Docketing & Services Branch. CHILK,S.J. Office 
of the Secretary of the Commission. ZECH.L.W. Commissioners. 130pp. 23105:212- 
23105:341. 


8706250577 Package of 184 individual & form Itrs opposing proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 

BLOSS?)M.B., GIBBONS,N.K.. EBERT,J.R. Affiliation Not Assigned. 52FR6980. 87/ 
06/04. Office of the Secretary of the Commission. 190pp. 23105:342-23106:171. 

8706250582 Package of 59 form & individual Itrs supporting proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 

HARR?NGTON.J., READ.W.B., GUZZI,A.R. Affiliation Not Assigned. 52FR6980. 87/ 
06/05 CHILK, S.J. Office of the Secretary of the Commission. ZECH,L.W. Commis- 
sioners. 63pp. 23106:172-23106:234. 

8706250586 Package of 190 form Itrs opposing proposed rule 10CFR50 re emergency 
planning at nuclear power plant sites w/o state &/ or local govt participation. 
ROBINSON,!., ROBINSON, H., CONBOY,J.P. Affiliation Not Assigned. 52FR6980. 87/ 
06/05. NRC - No Detailed Affiliation Given. 190pp. 23107:001-23107:190. 


8706250588 Package of 175 form & individual Itrs supporting proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 

LAKE,/?S.. ROBITALLE.P., GREENE, W.H. Affiliation Not Assigned. 52FR6980. 87/06/ 
05. ZECH.L.W. Commissioners. CHILK.S.J. Office of the Secretary of the Commission. 
165pp. 23107:191-23107:355. 

8706250592 Package of 41 form & individual Itrs opposing proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 
planning. 

• Affiliation Not Assigned. 52FR6980. 87/06/05. ZECH.L.W. Commissioners. 46pp. 
23107:356-23108:040. 

8706250596 Package of 9 form & individual Itrs supporting proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 

•'Affiliation Not Assigned. 52FR6980. 87/06/05. Office of the Secretary of the Com- 
mission. ZECH.L.W. Commissioners. 9pp. 23108:041-23108:049. 


8706250597 Package of two individual Itrs opposing proposed rule 10CFR50 re oper- 
ation of nuclear power plants w/o state & local govt participation in emergency plan- 

CA?IROLL.A. Affiliation Not Assigned. 52FR6980. 87/06/04. NRC - No Detailed Affili- 
ation Given. 3pp. 23108:050-23108:052. 

8706250602 Package of 164 form & individual Itrs opposing proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 

STIDHAM.H.D.. CASAZZA.M., MOYNIHAN.D.P. Affiliation Not Assigned. 52FR6980. 
87/06/05. ZECH.L.W. Commissioners. CHILK, S. Office of the Secretary of the Com- 
mission. 221 pp. 23111:034-23111:252. 


8706250605 Package of two comments on proposed rule 10CFR50 re operation of nu- 
clear power plants w/o state & local govt participation in emergency plannirig. 
GEORGE, F.D. Affiliation Not Assigned. 52FR6980. 87/06/04. ZECH,L.W. Commis- 
sioners. 2pp. 23108:053-23108:054. 


8706260409 Package of 121 individual Itrs supporting proposed rule 10CFR50 re oper- 
ation of nuclear power plants w/o state & local govt participation in emergency plan- 

ME^R1LL,S.E. New Hampshire, State of. GROSS, B.R., TAYLOR, A. Affiliation Not As- 
signed. 52FR6980. 87/06/05. CHILK.S.J. Office of the Secretary of the Commission. 
209pp. 23109:065-23109:272. 


8706260410 Package of 139 form & individual Itrs supporting proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 

sSm%NE,M.J., STREET.A.M., TEMPLET0N,H.A. Affiliation Not Assigned. 
52FR6980. 87/06/05. ZECH.LW. Commissioners. 223pp. 23108:206-23109:064. 


8706260411 Package of 42 form & individual Itrs opposing proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 

JUDD aM., DELANEY, D., PETERSON, T.N. Affiliation Not Assigned. 52FR6980. 87/ 
06/08’. NRC - No Detailed Affiliation Given. 43pp. 23109:273-23109:315. 
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8706260412 Package of 89 individual comments supporting proposed rule 10CFR50 re 
operation of nuclear power plants w/o state & local govt participation in emergency 
planning. 

BURT.J.H., ROY.G.H., ROY.E.P. Affiliation Not Assigned. 52FR6980. 87/06/08. Dock- 
eting & Services Branch. ZECH.L-W. Commissioners. CHILK.S.J. Office of the Secre- 
tary of the Commission. 89pp. 23108:117-23108:205. 


PRM PETITION FOR RULEMAKING 

8705120149 Comments on petition for rulemaking PRM-50-45 re site specific instead of 
current 1 0 mile EPZs surrounding plants. EPZ based on source term data not realistic 
approach.Min 20- mile zone should be required /. 's-^o-soeci^’c data 
BOWIE, A.. BOWIE, E.. BOWIE.P. Affiliation Not Asjic-oc. 5‘.==3:;o- 3 322. 87/04/30. 
Docketing & Services Branch. Ip. 40907:208-40907:208. 


PROJ PROJECTS - PREDOCKET LICENSING 

8706010380 Requests description of QA program applied during preparation of Ad- 
vanced LWR util requirements document & QA program to be applied to ensure that 
future changes will be made in controlled fashion. NUREG-0800 & Reg Guide 1.28 
end. 

CRUTCHFIELD, D, Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411). 87/05/21. KINTNER,E.E. ALWR Utility Steering Committee. KINTNER.E.E. 
General Public Utilities Corp. - GPU Service Corp. 30pp. 41142:127-41142:170. 

“8706010417 Rev 3 to Reg Guide 1.28,Task RS 002-5, “QA Program Requirements 
(Design & Const)." 

* Office of Nuclear Regulatory Research, Director (Pre 860720). 85/08/31. 14pp. 
41142:157-41142:170. 

8706050341 Submits items of interest.On 870527,meeting held w/Fluor Daniel & 
URENCO re licensing of U enrichment facilities. Meeting held on 870520 w/ 
Molycorp,lnc re proposed amend to blend earth residues w/soda ash. 

ROUSE, L.C. Fuel Cycle Safety Branch. 87/05/28. THOMPSON,H.L Office of Nuclear 
Material Safety & Safeguards, Director. 2pp. 41208:1 11-41208:113. 

8706080083 Forwards State of NY Energy Research & Development Authority 870429 
comments to DOE re West '-a'-ev Domonstriv.icr Project on post-solidification decom- 
missioning alternatives study, for info. 

DAVISON, N.H. Fuel Cycle Safety Branch. 87/05/22. LOHAUS,P.H. Technical Branch. 
6pp. 41212:075-41212:080. 

8706080125 Discusses 870610 meeting w/DOE to review Chapter 5 of sodium ad- 
vanced fast reactor LMR preliminary safety info document. Chapter 5 deals w/heat 
transport design & connected sys. Agenda end. 

KING.T.L. Advanccc Reactors Gc.norc Issues Branch. 87/06/01. BECKJORD,E., 
SPEIS.T., ROSS.D. NRC - No Detailed Affiliation Given. 3pp. 41208:143-41208:145. 

8706090302 Notification of 870617 meeting w/EPRl in Bethesda,MD for briefing on 
EPRl advanced LWR program & performance of review. 

LEECH,P.H. Standardization & Non-Power Reactor Project Directorate. 87/06/01. 
BERKOW,H.N. Standardization & Non-Power Reactor Project Directorate. 2pp. 
41230:103-41230:104. 

8706100296 Informs that recipient submittals & affidavits dtd Nov 1984, 850311 & Nov 
1985 determined to contain proprietary info & will be withheld per 10CFR2.790. 
CUNNINGHAM, R.E. Division of Fuel Cycle, Medical, Academic & Commercial Use 
Safety (Post 870413). 87/06/03. MASSEY,J.V. NUTECH Engineers. Inc. 2pp. 
41246:105-41246:106. 

8706110250 Forwards rept of technical group on assessment of gaseous diffusion 
plants, for info & use.Rept also serves as trip rept for 870504-08 trip to Oak 
Ridge,TN.List of participants in related licensing issues also end. 

CLARK,A.T. Fuel Cycle Safety Branch. 87/06/03. ROUSE.L.C. Fuel Cycle Safety 
Branch. 25pp, 41261:106-41261:130. 

8706120119 Responds to 870315 Itr re NRC request for full & precise meaning of term 
“facility" as used in context of Provisional OL CSF-1. “Facility" according to License 
CSF-1,dtd 660419, defined in Part B of revised license application. 

ROUSE,L.C. Fuel Cycle Safety Branch. 87/06/03. VAUGHAN.R.C. Coalition on West 
Valley Nuclear Wastes. 1p. 41280:1 1 1-41280:1 13. 

--8706 120253 Requests answer to specific,three part question re Provisional OL CSF- 
1, including precise meaning of terms used therein (“facility") as of 650910,810930 & 
present date. 

VAUGHAN,R.C. Coalition on West Valley Nuclear Wastes. 87/03/15. Office of Nucle- 
ar Material Safety & Safeguards,Director. 2pp. 41280:112-41280:113. 

8706150124 Confirms 870527 telcon that recipient visit ER Gilbert at Battelle Pacific 
Northwest Labs on 870617 to discuss experimental & theoretical matters involving 
spent fuel oxidation for safety review of dry vault design (Task 87-1). 

ROBERTS, J.P. Fuel Cycle Safety Branch. 87/06/08. SCHWARTZ.M.W. Lawrence 
Livermore National Laboratory. 1p. 41301:359-41301:359. 

8706160219 Forwards BISCO 870420 Itr re results of experiments performed on NS-4- 
FR neutron shielding matI.Requests document number be assigned to Itr to properly 
ref results in S/T topical SAR. 

WELLS, A.H. Nuclear Assurance Corp. 28239. 87/05/18. ROBERTS, J.P. Office of Nu- 
clear Material Safety & Safeguards, Director. 3pp. 41334:155-41334:157. 

8706160286 Forwards DOE mandated proposal for const of monitored retrievable stor- 
age facility, Estimate of operability of first geologic repository revised from 1998 to 
2003.State of TN comments also end. 

RUSCHE,B. Energy, Dept. of. 28280. 87/03/30. WRIGHT, J.C. House of Rep., Speak- 
er of the House. 4pp. 41341:001-41343:336. 

—8706160292 DOE/RW-0035/1 V01 R1 Rev 1 to Vol 1 of "Monitored Retrievable Stor- 
age Submission to Congress:Proposal." 

* Energy, Dept. of. 87/03/31. 45pp. 41341:005-41341:048. 

—8706160297 DOE/RW-0035/1 V02 Vol ll to “Monitored Retrievable Storage Submis- 
sion to Congress:Environ Assessment for Monitored Retrievable Storage Facility.” 

• Energy, Dept. of. 86/02/28. 800pp. 41341:049-41343:049. 

—8706160306 pOE/RW-0035/1 V03 R1 Rev 1 to Vol III to “Monitored Retrievable Stor- 
age Submission Congress:Monitored Retrievable Storage Program Plan ” 

• Energy, Dept of. 87/03/31. 171pp. 41343:050-41343:222. 


—8706160316 “Comments on DOE Monitored Retrievable Storage Submission to Con- 
gress.” from NRC,EPA in Feb 1986 & State of TN in Feb 1986 & Mar 1987. 

* NRC - No Detailed Affiliation Given. * Environmental Protection Agency. * Tennes- 
see, State of. 86/02/28. 115pp. 41343:223-41343:336. 

8706190227 Requests addi info re Chapter 2 of advanced LWR requirements 
documept.mdudir'g description of “live loading" for valve packing developed by AECL 
■c' C^NDU plants, "per 87052 ' request 

_FECh..y.H Slanda'-d.zaiion & Non-Power Reactor Project Directorate. TAG 63301. 
37/06.'l2. KINTNrR.EF. ALWR Utility Steering Committee. KINTNER.E.E. General 
-’ubli: Jtilmcs Corp. - GPU Service Corp. 4pp. 41407:286-41407:289. 

8706220109 Advises that Rev 2 to Nuclear Assurance Corp topical SAR for storage/ 
transport cask for use at ISFSI & 870605 response to open items meets 
10CFR72, Subpart G requirements & acceptable. 

BEACH,A.B. Quality Assurance Branch. 87/06/16. ROUSE.L.C. Fuel Cycle Safety 
Branch. 2pp. 41416:178-41416:179. 

8706220200 Discusses draft legislation proposed by DOE that would authorize const & 
operation of monitored retrievable storage facility at Clinch River site in Roane 
County, TN. Recommendations listed. 

THOMPSON.H.L. Office of Nuclear Material Safety & Safeguards, Director. 87/06/12. 
REHM,T.A. Office of the Executive Director for Operations. 3pp. 41418:139- 
41418:141. 

8706220220 Notification of 870605 meeting w/Nuclear Assurance Corp (NAC) in Silver 
Spring.MD to discuss revised topical rept for design of NAC storage/transport cask for 
dry storage of spent fuel. 

ROBERTS, J.P. Fuel Cycle Safety Branch. 87/06/11. ROUSE.L.C. Fuel Cycle Safety 
Branch. 2pp. 41416:272-41416:273. 

8706220437 Summary of 870616 meeting w/C-E in Bethesda.MD re plans for develop- 
ing PRA for advanced CESSAR design.Viewgraphs & list of attendees end. 
VISSING.G.S. Standardization & Non-Power Reactor Project Directorate. 87/06/16. 
Standardization & Non-Power Reactor Project Directorate. 19pp. 41416:325- 
41416:343. 


8706230097 Discusses modular HTGR review schedule, per 870527 & 28 meetings w/ 
DOE.ORNL & BNL.Based on status & experience w/ review.unclear whether sched- 
uled dates for development of SER can be met. List of attendees & meeting agendas 
end. 

MORRIS, B.M. Division of Regulatory Applications (Post 870413). 87/06/16. 
GAVIGAN.F.X. Energy. Dept. of. 17pp. 41422:107-41422:123. 

8706230200 Responds to comments re advanced LWR util requirements document ex- 
ecutive summary, per 870504 Itr.Comments forwarded to EPRl for consideration. Some 
comments directed to NRC licensing regulations not open to change. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/05. 
VARLEY,A. Iowa, State of. Ip. 41435:254-41435:255. 

8706230293 Expresses appreciation for 870601 comments on advanced LWR util re- 
quirements document executive summary. Ltr forwarded to EPRl for info. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/05. 
COOPER, J.D. Alabama. State of. 2pp. 41456:207-41456:208. 

8706300190 Notification of 870701 meeting w/EPRI & Advanced LWR Steering Com- 
mittee in Bethesda.MD for briefing re EPRl advanced LWR program. 

LEECH, P.H. Standardization & Non-Power Reactor Project Directorate. 87/06/22. 
BERKOW.H. Standardization & Non-Power Reactor Project Directorate. 2pp. 
41515:360-41515:361. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 


8706010164 Forwards input for resident inspector rept for insp of facility on 870330- 
0401. Insp conducted to determine technical reasons for four broken inner-external 
closure springs on MSIVs.List of sequence of events also end. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/27. GREENMAN.E.G. Region 3, 
Office of Director, 9pp. 41130:059-41130:067. 

8706010238 Forwards Insp Rept 99901020/87-01 on 870120-23 & notice of 
violation.Concern re licensees fire seal documentation not representing as-installed 
configurations discussed.Response to notice of violation requested within 30 days. 
MERSCHOFF.EW. Vendor Inspection Branch. 87/05/22. BROWN, C.W. Brand Indus- 
trial Senrices, Inc. (BISCO). 2pp. 41128:254-41128:268. 

“8706010242 Notice of violation from insp on 870120-23. 

• NRC - No Detailed Affiliation Given. 87/05/22. Ip. 41128:256-41128:256. 

“8706010244 Insp Rept 99901020/87-01 on 8701 20-23. Violation noted: failure to es- 
tablish written procedure to implement regulations of 10CFR21. 

PETROSINO,J.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
STONE, J.C. Vendor Inspection Branch. 87/05/14. 12pp. 41128:257-41128:268. 

8706030417 LER 87-012-01:on 79091 7, river water supply pump 1P-117A declared inop- 
erable due to failure of pump motor.Caused by Westinghouse design/fabrication 
defect & rough svc environ. Bronze impellers replaced.W/870528 Itr. 

PROBST.J.R., ROTHERT,W.C., MINECK,D.L. Iowa Electric Light & Power Co. DAEC- 
87-0594. 87/05/28. 3pp. 41153:095-41153:097. 

8706040027 Part 21 & final deficiency rept re electrical auxiliary bldg HVAC fan motor 
failures.lnitially reported on 870428. American Air Filter committed to revise & resub- 
mit air-over curves for affected fans. 

GOLDBERG, J.H. Houston Lighting & Power Co. ST-HL-AE-2199. 87/05/28. Docu- 
ment Control Branch (Document Control Desk). 5pp. 41 171:221-41171:225. 

8706040116 Part 21 & interim deficiency rept re possible failure of relays to open in 
diesel generator control panels, Initially reported on 870424. Affected relays will be 
tested to establish basis for corrective actions.Next rept by 880307. 

GRIDLEY.R, Tennessee Valley Authority. 87/05/27, Document Control Branch (Docu- 
ment Control Desk). 5pp. 41172:167-41172:171. 
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8706090343 Discusses efforts re installation of ties on affected cable tray runs.per 
870109 & 0527 transmittals in response to 10CFR50.55(e) & 21 reportable 
condition.Stainless steel & nylon ties will be installed on Units 1 & 2, respectively. 

RICE, P.D. Georgia Power Co. GN-1371. 87/05/28. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41223:110-41223:111. 

8706100480 Supplemental Part 21 rept re welds of alternate shutdown 
nano's. Noccssan/ corrective action implemented & qualified welding procedures for 
AWS D'.3-81 .A.a;S D9.1-84 & AWS D1.1-86 in place. 

LYNCH, P.E. Frank Electric. 87/06/04. TAYLOR, J. NRC - No Detailed Affiliation Given, 
ip. 41242:297-41242:300. 

8706110014 LER 87-01 0-00;on 87051 2,svc water screen pump failed to start during 
ESF loading sequencer (ESFLS) testing.Caused by defective lug crimp on internal 
vendor wiring in ESFLS panel.Internal wiring of ESFLS panels reworked.W/870605 Itr. 
HIGGINS, W.R. South Carolina Electric & Gas Co. P-21-87-001. 87/06/05. 4pp. 
41260:085-41260:088. 

8706150234 Part 21 Repts 87-001 & 87-002 re defects that may exist in Limitorque 
valve operator Models SMB-4T & SMB-3 & Wolf & Swickard Model 30R air start 
motors. 

WILLIAMS,R.O. Public Service Co. of Colorado. P-87216. 87/06/05. GAGLIARDO,J.E. 
Region 4, Office of Director. 10pp. 41290:258-41290:267. 

8706180174 Part 21 rept re small leak in unit B cooling water header lower pipe in right 
bank of emergency diesel generators. Affected water header pipes replaced w/up- 
graded matl & unit A water header pipes visually inspected for leakage. 

GARFINKEL.P. Stone & Webster. Inc. 87/06/10. BERLINGER.C. Generic Communi- 
cations Branch. 3pp. 41405:301-41405:303. 

8706230179 Part 21 rept re failure of load sequencing equipment supplied in Aug 1977 
during scheduled testing.Caused by open electrical connection on one crimp lug.Since 
1978.insulated lugs used on all equipment. 

DOUGHERTY.J.G. V'tro Engineering Co. 87/06/16. NRC - No Detailed Affiliation 
Given. 3pp. 41^31 :2-i3-4 : 431 245. 

8706260081 Part 21 & deficiency rept re loose &/or missing bolts in hydraulic control 
unit (HCU) support frames of CRD sys. Initially reported on 870529. HCU will be re- 
stored to original design & bolts inspected. 

BIRD.R.G. Boston Edison Co. BECO 87-090. 87/05/30. RUSSELL.W.T. Region 1. 
Office of Director. 3pp. 41479:021-41479:023. 

8706260328 Part 21 deficiency rept verifying that author has Rev 5 to 10CFR21 dtd 
830110.Requests info re procurement procedure to obtain current rev level if Rev 5 
superseded. 

SOSCIA.P. Goulds Pumps. Inc. QAP 87-25. 87/06/18. NRC - No Detailed Affiliation 
Given. 1p. 41482:160-41482:160. 

8706290019 LER 87-008-01 :on 870325, remote shutdown panel installed in Jul 1985 
contained welds not adequately qualified.Reported on 870325 as potential 10CFR21 
issue.Caused by personnel error.Panels involved modified or rewelded.W/870622 Itr. 
CREW.V., HANNEN.R.L. Iowa Electric Light & Power Co. DAEC-87-0749. 87/06/22. 
6pp. 41484:352-41484:357. 

8706300015 LER 86-035-01 :on 861217,investigation of possible Part 21 rept on Cooper 
Bessemer KSV series emergency diesel generators revealed nonseismic switches had 
been wired into engine overspeed safety-related trip circuit. W/ 870625 Itr. 
CHERNICK.A.. QUERIO.R.E. Commonwealth Edison Co. BYRON 87-0696. 87/06/25. 
4pp. 41494:033-41494:036. 

8706300704 Part 21 Rept 140 re potential defect in air pressure regulators mfg by 
Bellofram.Dripwell gasket may fail due to mismachining of gasket seating surface 
causing loss of control air & starting air pressure. 

GUNTRUM.B.C. IMO Delaval, Inc. 140. 87/05/28. NRC - No Detailed Affiliation Given. 
2pp. 41510:359-41510:360. 


QA999 QUALITY ASSURANCE INSPECTIONS 

8706010228 Ack receipt of 870403 Itr re actions taken in response to violations noted in 
Insp 99901080/87-01. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/28. POP.S.L Peerless-Wins- 
mith. 3pp. 41 1 23:276-41 1 23:278. 

8706010238 Forwards Insp Rept 99901020/87-01 on 870120-23 & notice of 
violation.Concern re licensees fire seal documentation not representing as-installed 
configurations discussed.Response to notice of violation requested within 30 days. 
MERSCHOFF.E.W. Vendor Inspection Branch. 87/05/22. BROWN,C.W. Brand Indus- 
trial Services, Inc. (BISCO). 2pp. 41128:254-41128:268. 

-8706010242 Notice of violation from insp on 870120-23, 

* NRC - No Detailed Affiliation Given. 87/05/22. 1p. 41 1 28:256-41 128:256. 

-8706010244 Insp Rept 99901020/87-01 on 870120-23.Violation noted: failure to es- 
tablish written procedure to implement regulations of 10CFR21. 

PETROSINO.J.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
STONE, J.C. Vendor Inspection Branch. 87/05/14. 12pp. 41128:257-41128:268. 

8706050251 Disagrees w/GE assertion that BWR,w/119 out of 121 CRDs having slow 
scram insertion times, would not constitute substantial safety hazard.Degraded scram 
insertion time would invalidate safety analysis. 

HODGES, M.W. Reactor Systems Branch. TAG 65230. 87/05/28. MERSCHOFF.E.W. 
Vendor Inspection Branch. 4pp. 41205:057-41205:060. 

8706050268 Ack receipt of 870506 Itr informing NRC of steps taken to correct noncon- 
formances noted in Insp Rept 99901085/87-01 per 870408 Itr. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/02. COLES, W.M. United States 
Testing Co„ Inc. 3pp. 41192:201-41192:203. 

8706050278 Ack receipt of 870506 Itr informing NRC of steps taken to correct items of 
nonconformance noted in QA Program Insp Rept 99900764/87-01 , 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/01. ASTLEY.E.R. Sandvik Spe- 
cial Metals Corp. 3pp. 41205:082-41205:084. 

8706110019 Responds to violations noted in Insp Rept 99901020/87-01. Corrective 
actions:Procedure GP-001, “Reporting Substantial Safety Hazards as Defined by 
10CFR Part 21,” adopted & designated “controlled" within total QA program. 
BROWN.C.W. Brand Industrial Services, Inc. (BISCO). 87/06/04. MERSCHOFF.E.W. 
Vendor Inspection Branch. 5pp. 41260:080-41260:084. 


8706150193 Responds to NRC 870512 Itr re violations noted in Insp Rept 99901082/ 
87-01 .Corrective actions:rev to purchase orders will be issued & include reporting re- 
quirements of 10CFR21 & internal audit activities will be conducted. 

RODGERS, M. U.S. Tool & Die, Inc. 87/06/09. MERSCHOFF.E.W. Vendor Inspection 
Branch. 10pp. 41291:350-41291:359. 

8706160454 Summary of 870409 meeting w/Limitorque in Bethesda.MD re recent prob- 
lems in industry concerning Limitorque motor actuators. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/11. PARTLOW.J.G. Division of 
Reactor Inspection & Safeguards (Post '8704 1 1). 4pp. 41349:250-41349:253. 

8706160554 Informs that licensee made substantial progress toward completion of re- 
sponses to 143 items addressed in App B of NRC 861224 Itr re Insp 99900403/86- 

01, Responses to most items will be completed & ready for insp by 870720. 

BOHL.L.S. General Electric Co. 87/06/09. MERSCHOFF.E.W. NRC - No Detailed Af- 
filiation Given. Ip. 41335:064-41335:064. 

8706170052 Ack receipt of 870427 Itr re corrected response to Nonconformance 86-01- 

02. Corrected response adequate. No addi info requested.lmplementation of ultrasonic 
testing equipment calibr sys will be reviewed during future insp. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/11. HAYMON.D.J. Westing- 
house Electric Corp. 3pp. 41371:129-41371:131. 

8706170121 Requests addl 60 days to respond to NRC 870506 Itr re 870219 insp con- 
cerning contractural problems w/VEPCO. 

RUDIS.A.J. Rockwell Engineering Co., Inc. 87/06/03. MERSCHOFF.E.W. Vendor In- 
spection Branch. Ip. 41385:132-41385:132. 

8706180347 Ack receipt of 870323 Itr informing NRC of steps taken to correct violations 
noted in Insp 99900100/86-01. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/15. DENHAM, F.K. Limitorque 
Corp. 3pp. 41390:109-41390:111. 

8706190383 Forwards Insp Rept 99901081/87-01 on 870217,19 & 20 & notices of vio- 
lation & nonconformance. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/16. SPEER.P.A. Inland Steel 
Co. 2pp. 41399:195-41399:204. 

“8706190386 Notice of violation from insp on 870217,19 & 20. 

* NRC - No Detailed Affiliation Given. 87/06/16. Ip. 41399:197-41399:197. 

“8706190388 Notice of nonconformance from insp on 870217,19 & 20. 

* NRC - No Detailed Affiliation Given. 87/06/16. Ip. 41399:198-41399:198. 

“8706190390 Insp Rept 99901081/87-01 on 870217,19 & 20.Violations & nonconfor- 
mances noted:failed to post Section 206 of Atomic Energy Act & lack of procedure for 
performing sulfur printing at basic oxygen blast furnace bloom caster. 

HARPER,J.C.. STONE, J.C. Vendor Inspection Branch. 87/06/12. 6pp. 41399:199- 
41399:204. 

8706230394 Forwards Insp Rept 99900387/87-01 on 870316-20 & notices of violation 
& nonconformance. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/18. BlJARCHl.l. Sorrento Elec- 
tronics, Inc. 4pp, 41433:345-41433:358. 

“8706230397 Notice of violation from insp on 870316-19. 

* Vendor Inspection Branch. 87/06/18. Ip. 41433:349-41433:349. 

“8706230399 Notice of nonconformance from insp on 870316-20. 

' Vendor Inspection Branch. 87/06/18. Ip. 41433:350-41433:350. 

“8706230409 Insp Rept 99900387/87-01 on 87031 6-20. Violation noted: procedures to 
adequately assure that Part 21 potentially reportable deviations evaluated not 
adopted. Nonconformance noted:vendor qualification welder records incomplete. 
PETROSINO.J.J.. STONE. J.C. Vendor Inspection Branch. 87/06/16. 8pp. 41433:351- 
41433:358. 

8706250032 Confirms 870612 telcon re insp at plant on 870623-26.lnsp relates to im- 
plementation of QA program. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/19. KORIN, J. Allied Nut & Bolt. 
3pp. 41475:188-41475:190. 

8706250269 Confirms 870612 telcon w/JB Jacobson re insp on 870706-09 pertaining to 
implementation of QA program. 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/23. NAHABEDIAN.A. Satin 
American Corp. 3pp. 41474:088-41474:090. 

8706300935 Confirms 870610 telcon re insp at North Stonington.CT facility on 870706- 

10 . 

MERSCHOFF.E.W. Vendor Inspection Branch. 87/06/24. BARRY, R.D. Posi-Seal 
Valves International. 3pp. 41512:200-41512:202. 


REGGO REGULATORY GUIDES 


8705060334 Comments on proposed rule 10CFR50 re App J & draft reg guide,Task MS 
021-5.Reg guide should ref ANSI/ANS 56.8-1987. 

BROWN, T.M. American Nuclear Society. 51FR39538 031. 87/04/24. Docketing & 
Services Branch. 3pp. 40825:143-40825:145. 

8706010070 Responds to NRC 870323 SER & technical evaluation rept re util conform- 
ance to Reg Guide 1 .97.Schedule for installation & operation of environ qualified & 
Seismic Category I wide- range instrumentation will be provided by 87061 9. 
TUCKER.H.B. Duke Power Co. 87/05/22. Document Control Branch (Document Con- 
trol Desk). Ip. 41119:052-41119:052. 

8706010120 Comments supporting draft reg guide on guidance for selecting sites for 
near-surface disposal of radwaste.Draft straightforward & not too detailed. 

POLLARD, C.G. Texas, State of. 52FR9370. 87/05/14. NUSSBAUMER.D.A. NRC - No 
Detailed Affiliation Given. Ip. 41123:301-41123:301. 

8706010173 Forwards Insp Repts 50-313/87-13 & 50-368/87-13 on 870401-30 & notice 
of violation. 

GAGLIARDO.J.E. Region 4, Office of Director. 87/05/26, CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 41130:038-41130:055, 
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-8706010176 Notice of violation from insp on 870401-30. 

* Region 4, Office of Director. 50-368/87-13. 87/05/26. 2pp. 41130:040-41130:041. 

8706010218 Forwards SER supporting instrumentation for meeting recommendations of 
Reg Guide 1.97, “Instrumentation for Light-Water-Cooled Nuclear Power Plants to 
Assess Plant & Environs...." EG&G Rept EGG-EA-6525 also end. 

ROOD.H. Project Directorate V. TAG 51131. 87/05/26. BASKIN, K.P. Southern Califor- 
nia Edison Co. HOLCOMBE, J.C. San Diego Gas & Electric Co. 2pp. 41127:017- 
41127:041. 

“8706010223 SER accepting instrumentation provided for meeting recommendations of 
Rev 2 to Reg Guide 1.97, "Instrumentation for Light-Water-Cooled Nuclear Power 
Plants to Assess Plant & Environs Conditions During & Following Accident." 

* NRC - No Detailed Affiliation Given. 87/05/26. 3pp. 41 127:019-41127:021. 

“8706010229 EGG-EA-6525 "Conformance to Reg Guide 1.97, San Onfore Nuclear 
Generating Station, Units 1 & 2." 

STOFFEL.J.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). STOFFEUJ.W. Idaho National 
Engineering Laboratory. FIN A-6483. 84/10/30. NRC - No Detailed Affiliation Given. 
20pp. 41127:022-41127:041. 

8706010380 Requests description of QA program applied during preparation of Ad- 
vanced LWR util requirements document & QA program to be applied to ensure that 
future changes will be made in controlled fashion.NUREG-0800 & Reg Guide 1.28 
end. 

CRUTCHFIELD, D. Division of Reactor Projects - lll,IV,V & Special Projects (Post 
870411). 87/05/21. KINTNER.E.E. ALWR Utility Steering Committee. KINTNER.E.E. 
General Public Utilities Corp. - GPU Service Corp. 30pp. 41142:127-41142:170. 

“8706010417 Rev 3 to Reg Guide 1.28, Task RS 002-5, "QA Program Requirements 
(Design & Const).’’ 

* Office of Nuclear Regulatory Research, Director (Pre 860720). 85/08/31. 14pp. 
41142:157-41142:170. 

8706010398 Notifies that next refueling outage scheduled to begin on approx 
880501 .Dates in end util 851015 & 860516 Itrs re compliance w/Reg Guide 1.97 & IE 
Bulletin 85-003, should be revised accordingly for refueling outage work. 

ALEXICH,M.P. Indiana & Michigan Electric Co. IEB-85-003. 87/05/28. MURLEY.T.E., 
DAVIS, A.B. Document Control Branch (Document Control Desk). 3pp. 41118:083- 
41118:138. 

8706010450 Requests extension to date of compliance for Reg Guide 1.97 recording 
requirements from completion of Refueling Outage 7R to completion of Refueling 
Outage SR.Existing computer sys at capacity & new sys currently being installed. 
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 5211-87-2103. 87/05/ 
27. Document Control Branch (Document Control Desk). 2pp. 41131:104-41131:105. 

8706020250 Forwards proposed change to FSAR Section 1.8 re QA program. Change 
exempts personnel performing preliminary visual insps prior to unloading shipments 
from N45.2.6 requirements re Reg Guide 1.38, Rev 2 & ANSI N45.2.2-1972. 
HAYNES,J.G, Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
161-00239-JGH/J. 87/05/25. Document Control Branch (Document Control Desk). 
3pp. 41134:106-41134:108. 

8706030480 Forwards "Supplemental Info Rept of Reg Guide 1 .97 Compliance at San 
Onofre Unit 1," responding to deviations noted in technical evaluation rept. 

MEDFORD, M.O. Southern California Edison Co. 87/05/29. Document Control Branch 
(Document Control Desk). 89pp. 41168:269-41168:357. 

“8706040016 "Supplemental Info Rept of Reg Guide 1.97 Compliance at San Onofre 
Unit 1." 

* Southern California Edison Co. 87/05/31. 88pp. 41168:270-41168:357. 

8706040096 Provides current status of Reg Guide 1.97,ltem A.3, “Drywell Pressure In- 
strumentation,” commitmentTech Spec change for implementation of recorder scale 
for recalibr of instruments will be submitted. 

JOHNSON, I.M. Commonwealth Edison Co. 3132K. 87/05/28. MURLEY,T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp, 41171:256-41171:257. 

8706050293 Documents 870421 teicon between JJ Holonich & EC Marinos re compli- 
ance w/Safety Guide 9, "Selection of Diesel-Generator Set Capacity for Standby 
Power Supplies." Reg Guide 1.9,Rev 1 recovery interval requirements will be imple- 
mented. 

GRIDLEY.R. Tennessee Valley Authority. 87/05/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 41198:044-41198:045. 

8706080021 Forwards design verification & validation audit of upgraded 
SPDS, addressing conformance to Reg Guide 1 .97.Audit Incomplete since upgraded 
SPDS not installed. Deficiencies identified in Section 4.Post-implementation audit re- 
quired. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6483. EWR-69-87. 87/03/25. CARRINGTON, M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). 16pp. 41212:031- 
41212:055. 

8706080164 Forwards Rev 2 to EGG-EA-6940, "Conformance to Reg Guide 
1.97, Rancho Seco," technical evaluation repLRev 2 adds clarification requested by 
NRC to Section 3.3.29.Util conformed in deviating from all variables in Reg Guide 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN A-6483. EWR-53-87. 87/03/18. CARRINGTON, M. 
Office of Nuclear Reactor Regulation, Director (851125-870411). Ip. 41212:003- 
41212:030. 


“8706080243 Draft value/impact statement of "For comment" issue of draft reg 
guide.Task EE 404-4, "Environ Qualification of Connection Assemblies for Nuclear 
Power Plants." Reflect consistency w/current licensing practice. 

AGGARWAL,S.K. Division of Engineering Safety (860720-870413). ROSA.F. Electrical 
Instrumentation & Control Systems Branch (PWR-A). CALVO.J. Plant Electrical, Instru- 
mentation & Control Systems Branch (PWR-B). 87/01/12. 4pp. 41212:213-41212:216. 

8706090261 Provides clarification & justification for deletion of commitments to Reg 
Guide 1.21 & ANSI N13.1 in Section 9.3.2.2.4 for process sampling sys, Revised FSAR 
Table 3.12-1 end. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2217. 87/06/02. Docu- 
ment Control Branch (Document Control Desk). 4pp. 41222:199-41222:202. 

8706090334 Forwards "Verification & Validation:Final Rept for Plant Safety Monitoring 
Sys." All trouble repts resolved.Only one validation trouble rept re human engineerinq 
deficiencies remains open. 

BA1LEY,J.A. Southern Company Services, Inc. GN-1373. 87/06/01. Document Control 
Branch (Document Control Desk). 3pp. 41229:273-41229:298. 

8706090387 Forwards Cycle 8 startup test rept,per Reg Guide 10.1 & Tech Spec 
6.9.A.I. 

CONVERSE,R.J. New York Power Authority (formerly Power Authority of the State of 
New York). JAFP-87-0441. 87/05/29. Document Control Branch (Document Control 
Desk). 6pp. 41230:015-41230:020. 

8706100120 Discusses justification for request to delete initial startup loss of offsite 
power test.Preoperational test on IE ac power distribution & preoperationat & initial 
startup tests meet Reg Guide 1.68, Rev 2 Test Description JJ. 

WISENBURG,M.R. Houston Lighting & Power Co. ST-HL-AE-2202. 87/06/03. Docu- 
ment Control Branch (Document Control Desk). 9pp. 41240:076-41240:084. 

8706100143 Provides addi info re verification that fault testing performed in manner to 
demonstrate that lack of Reg Guide 1.75 separation would not foster propagation 
within quality display processing sys cabinets. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2227. 87/06/05 Docu- 
ment Control Branch (Document Control Desk). 3pp. 41242:155-41242:157. 

8706100246 Forwards Amend 46 to License NPF-21 & safety evaluation. Amend revises 
License Condition 2.C.(1 6), Attachment 2,ltem 3.(b) to extend deadline until third refu- 
eling outage for implementing requirements of Reg Guide 1.97, Rev 2. 
SAMWORTH.R.B. Project Directorate V. TAC 64838. 87/06/03. SORENSEN G C 
Washington Public Power Supply System. 2pp. 41246:093-41246:102. 

“8706100249 Amend 46 to License NPF-21, revising License Condition 
2.C.(16),Attachment 2,ltem 3.(b) to extend deadline until third refueling outage for im- 
plementing requirements of Reg Guide 1 .97,Rev 2 for flux monitoring. 

KNIGHTON.G.W. Project Directorate V. 87/06/03. 2pp. 41246:095-41246:096. 

8706100455 Forwards revised FSAR Section 5.3.2.1,Ref Section 5.3 & Fig 5.3-3, incor- 
porating revs to pressure-temp limits based upon comparison of Reg Guide 1.99,Rev 
1 & revised fluences. 

WISENBURG.M.R. Houston Lighting & Power Co. ST-HL-AE-2230. 87/06/03. Docu- 
ment Control Branch (Document Control Desk). 8pp. 41241:223-41241:230. 

8706110092 Comments on draft reg guide, "Guidance for Selecting Sites for Near-Sur- 
face Disposal of Low Level Radwaste." Matl presented informative.but level of detail 
not adequate to help state or compact region develop site selection program. 

TAIT.T.D. EG&G Idaho, Inc. (subs, of EG&G, Inc.). TAIT.T.D. Idaho National Engineer- 
ing Laboratory. 52FR9370. 87/06/02. Rules & Procedures Branch. 2pp. 41278:046- 
41278:047. 


8706110160 Requests authorization to use code cases listed in Reg Guide 1.147 at 
facility,per 10CFR50.55a(a)(3).Code cases used will be identified in Section XI pro- 
gram & properly reviewed to ensure acceptable level of quality & safety.Fee paid. 
WITHERS.B.D. Wolf Creek Nuclear Operating Corp. WM 87-0140. 87/06/02. Docu- 
ment Control Branch (Document Control Desk). Ip. 41267:032-41267:032. 

8706110164 Comments on "Draft Reg Guide on Guidance for Selecting Sites for Near- 
Surface Disposal of Low Level Radwaste.” Recommends that 2 kilometer figure not 
be used in guide if requires that exclusion area would constitute buffer zone 
BROWN,D.H. North Carolina, State of. 52FR9370. 87/05/26. STEWART, J.C. Rules & 
Procedures Branch. 2pp. 41264:326-41264:327. 

8706110416 Comments on NRC draft reg guide re guidance for selecting sites for near- 
surface disposal of low level radwaste. Document adequate for providing guidance on 
site screening investigations. 

UCKER.D.K. Texas, State of. 52FR9370. 87/05/28. Rules & Procedures Branch. Ip. 
41264:295-41264:295. ^ 


8706150095 Application for amend to License SUA-1 11 9, changing License Condition 45 
by reducing freeboard requirement of lower tailings pond from 13 to 6 ft.Revised oper- 
ational flood protection plan encl.SupportIng documentation end. Fee paid. 
PATTISON.R.S. Rio Algom Corp. 87/04/28. SMITH,R.D. Uranium Recovery Field 
Office. 27pp. 41300:144-41300:211. ^ 

8706160028 Forwards 1987 internal cash flow projection for plant, prepared in accord- 
ance w/Reg Guide 9.4. Projection submitted prior to 870620 company indemnity 
agreement anniversary date. 

GREENE,G.E. Florida Power Corp. (subs, of Florida P-ooress Corp.). 87/06/05. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Direc-.o-- ('-’csi 870411) 2dd 
41306:001-41306:002. « ■ </. 


“8706080207 EGG-EA-6940 R02 Rev 2 to "Conformance to Reg Guide 1.97,Rancho 
Seco,” informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN A-6483. TAC 51126. 87/03/31. NRC - No Detailed Affiliation 
Given. 27pp. 41212:004-41212:030. 

8706080234 "For Comment” issue of draft reg guide.Task EE 404-4, "Environ Qualifica- 
tion of Connection Assemblies for Nuclear Power Plants.” 

* Office of Nuclear Regulatory Research. Director (Post 860720). 87/05/31. 3pp. 
41212:210-41212:216. 


8706160^9 Reg Guide 10.11, “Guide for Preparation of Applications for Radiation 
Safety Evaluation & Registration of Sealed Sources Containing Byproduct Matl." 

Office of Nuclear Regulatory Research, Director (Post 860720). 87/06/30. 30pd. 
41345:065-41345:095. 

8706170116 Informs of licensee rev to commitment to upgrade reactor vessel water 
level instrurnentation per Rev 2 to Reg Guide 1.97.Mod schedule unchanged. Detailed 
justification for changes to implementation of upgrade end. 

Power Authority (formerly Power Authority of the State of New 
York). JPN-87-033. 87/06/09. Document Control Branch (Document Control Desk). 
8pp. 41371:248-41371:255. 
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8706170345 Opposes Reg Guides 1 .97, Category 1 & 1.75 requirements re temp instru- 
ment loop separation concerning pressure level instrumentation.Basis for position 
stated.Existing design adequate to provide indication of pressurizer level. 
ANDOGNINI.G.C. Sacramento Municipal Utility District. GCA 87-089. 87/06/08. 
MIRAGLIA.F.J. Associate Director for Projects (Post 870411). 2pp. 41370:197- 
41370:198. 

8706170426 Informs that under conditions of IE Info Notice 84-90, util does not meet 
requirements of Reg Guide 1 .97 for Type D variable - safety/ relief valve positions.Util 
position on varible D19 reassessed. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). IEIN-84-90. 87/06/11. 
Document Control Branch (Document Control Desk). 2pp, 41385:265-41385:266. 

8706170443 Informs that util has agreed to revise Procedure CPS 3319.01, “Standby 
Gas Treatment," per SSER 8,Section 6.2.5 re discussion of Reg Guide 1.7 compli- 
ance. 

SPANGENBERG,F. Illinois Power Co. U-600950. 87/06/11. Document Control Branch 
(Document Control Desk). 3pp. 41385:354-41385:356. 

8706170490 Forwards annotated rev to FSAR Table 3.12-1, "Reg Guide Matrix," incor- 
porating editorial corrections re Reg Guides 1 .61 & 1 .62.Rev will be included in FSAR 
Amend 61. 

vVISENBURG.M R. Houston Lighting & Power Co. ST-HL-AE-2248. 87/06/11. Docu- 
rner't Ccn'.ic' Branch (Document Control Desk). 3pp. 41384:354-41384:356. 

8706170497 Forwards revised Page 23 to 840821 rept re compliance of each variable 
w/Rev 3 to Reg Guide 1.97.Page 23 re borated storage tank level revised.reflecting 
mounting of recorder on nonseismic section of control panel. Compliance unchanged. 
SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0687-09. 87/ 
06/12. Document Control Branch (Document Control Desk). 4pp. 41384:357- 
41384:360. 


8706190276 Responds to FOIA request re reactor vessel surveillance capsules of 
plant.Forwards documents listed in App B.Apps A & B documents also available in 
PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/16. 

BORSUM,R.B. Babcock & Wilcox Co. 3pp. 41397:047-41397:291, 

--8706190279 Forwards “Reactor Vessel Matl Surveillance & Fracture Mechanics Eval- 
uations for Turkey Point Units 3 & 4 Nuclear Power Plants," per 10CFR50,App H & 
Reg Guide 10.1. Rept includes Capsule T analysis & accident analysis. 

UHRIG,R.E. Florida Power & Light Co. 10932. 76/10/19. RUSCHE.B.C. Office of Nu- 
clear Reactor Regulation, Director. Ip. 41397:050-41397:050. 

8706220476 Notifies that licensee performance of semiannual ALARA audit on 
861118,per License Condition 26.consistent w/Reg Guide 8.31 & 

acceptable. Determination based on review of 861205 submittal of written rept. 
GRACE,S.R., HAWKINS,E.F. Uranium Recovery Field Office. 87/06/04. Uranium Re- 
covery Field Office. 4pp. 41417:275-41417:278. 

8706230069 FOIA request to have NRC memos or documents showing calculations or 
other studies which support denial of deviations from containment sump water instru- 
mentation parameter in Reg Guide 1 .97 be placed in PDR. 

CONNOR, L. Doc-Search Associates. 87/02/27. Division of Rules & Records (Pre 
870413). 1p. 41422:137-41422:137. 

8706230083 Final response to FOIA request. Documents in App A already available in 
PDR. Documents in App B being made available in PDR & end. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/18. CONNOR, L. 
Doc-Search Associates. 3pp. 41422:138-41422:140. 


-8511010317 Forwards safety evaluation & EG&G technical evaluation rept, “Conform- 
ance to Reg Guide l.97,Millstone Nuclear Power Station,Unit 3," re emergency re- 
sponse capability.SALP input also end. 

HOUSTON, R.W. Assistant Director for Reactor Safety. 85/10/29. NOVAK, T.M. Assist- 
ant Director for Licensing. 2pp. 41422:141-41422:142. 


“8511010320 “Conformance to Reg Guide 1.97, Millstone Nuclear Power Station, Unit 
3." 


UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6493. 85/07/31. NRC - No 
Detailed Affiliation Given. 21pp. 41422:147-41422:167, 


-8604210354 Forwards SER supporting conformance to Reg Guide 1.97 re emergency 
response capability & EG&G ldaho,rnc Rept EGG-EA-6806, “Conformance to Reg 
Guide 1,97,Vogtle Electric Generating Plant,Units 1 & 2." 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/04/11. MILLER,M. 
PWR Project Directorate 4. Ip. 41422:168-41422:168. 

-8604210357 EGG-EA-6806 “Conformance to Reg Guide 1.97,Vogtle Electric Generat- 
ing Plant, Units 1 & 2." 

VANDERBEEK,R. EG&G Idaho, Inc. (subs, of EG&G, Inc.), FIN A-6493. 86/04/30. 
NRC - No Detailed Affiliation Given. 24pp. 41422:174-41422:197. 


-8605070579 Forwards markup of Electrical, Instrumentation & Control Sys Branch 
SER, per 86041 1 request, reflecting util most recent commitment to modify containment 
sump water temp instrument loops per Category 2 requirements of Reg Guide 1.97. 
ROSSI, C.E. Assistant Director for Technicd Support (PWR-A). 86/05/02. MILLER, M. 
PWR Project Directorate 4. 2pp. 41422:198-41422:205. 

-8606160035 Forwards SER on licensee conformance to Rev 3 of Reg Guide 1.97 on 
emergency response capability.Technical evaluation rept for May 1986 end re licens- 
ee submittal,per Generic Ltr 82-33.W/SALP input. 

ROSSl,C.E. Assistant Director for Technical Support (PWR-A). GL-82-33. 86/06/11. 
NERSES,V. PWR Project Directorate 5. 2pp. 41422:206-41422:207. 

-8606160036 EGG-NTA-7256 “Conformance to Reg Guide 1 .97,Seabrook Station.Units 
1 & 2," technical evaluation rept for May 1 986. 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN A-6493. 86/05/31. NRC - No 
Detailed Affiliation Given. 22pp. 41422:214-41422:235. 


-8706230094 SER re util 830202,1216,840113 & 850528 responses to Generic Ltr 82- 
33 re conformance to Reg Guide 1.97,Rev 2,as applied to emergency response 
facilities.Design acceptable.SALP input end. 

* NRC - No Detailed Affiliation Given. GL-82-33. 85/10/29. 4pp. 41422:143- 
41422:146. 


-8706230129 SER re util 830414,850315,0620,0906 & 860121 responses to Reg Guide 
1.97.Design acceptable w/ respect to conformance to Reg Guide 1.97,Rev 2,w/excep- 
tion of containment sump water temp. 

• NRC - No Detailed Affiliation Given. 86/04/11. 5pp. 41422:169-41422:173. 

-8706230147 SER finding facility design acceptable w/respect to conformance to Reg 
Guide 1,97, Rev 3, except for accumulator tank level & pressure 

instrumentation.containment sump water temp instrumentation & quench tank temp in- 
strumentation. 

• NRC - No Detailed Affiliation Given. 86/06/11. 6pp. 41422:208-41422:213. 

8706230291 Advises that wide-range suppression pool level monitoring sys has now 
been instalied,tested & declared operable. License Condition 16 fully satisfied. Request 
for amend to License NPF-21 dtd 870312 withdrawn. 

SORENSEN,G.C. Washington Public Power Supply System. G02-87-0204. 87/06/15. 
Document Control Branch (Document Control Desk). Ip. 41427:239-41427:239. 

8706230431 Forwards addi justification to support util deviation from Reg Guide 1 .97 re 
steam generator wide-range level instrumentation.lnstrumentation beyond that already 
provided not considered necessary for safe plant operation. 

WOODY,C.O. Florida Power & Light Co. L-87-242. 87/06/17. Document Control 
Branch (Document Control Desk). 11pp. 41428:351-41428:361. 

8706230433 Responds to 870512 ltr & request for addI info re timeliness of 
submittals.Util characterized as being late in submitting info per NRC requests for addi 
info.Util will devote rigorous efforts to improve timeliness of submittals. 

MROCZKA.E.J., SEARS,C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA.E.J. Northeast Utilities. A06651. 87/06/15. Document Control Branch 
(Document Control Desk). 2pp. 41429:118-41429:119. 

8706230512 Forwards revised FSAR pages reflecting change in commitment to Reg 
Guide 8.27 re conduct of general employee training courses in accordance w/INPO 
guidelines. 

WISENBURG,M.R. Houston Lighting & Power Co. ST-HL-AE-2262. 87/06/12. Docu- 
ment Control Branch (Document Control Desk), 4pp. 41433:145-41433:148. 

8706240115 Requests approval of end tables of preoperational test results for fuel han- 
dling bldg HVAC,demonstrating more conservative flow rates, per compliance w/final 
draft Tech Spec surveillance requirements & Rev 2 to Reg Guide 1.52. 
WISENBURG,M.R. Houston Lighting & Power Co. ST-HL-AE-2256. 87/06/13. Docu- 
ment Control Branch (Document Control Desk). 5pp. 41455:241-41455:245. 

8706240201 Forwards revised "Status of Compliance w/Rev 2 to Reg Guide 1.97," 
confirming implementation of Items D-21 & E-3b to Rev 2 to Reg Guide 1.97, per 
NUREG-0737,Suppl 1 & NRC 850727 order.Listed valves to be upgraded at next refu- 
eling outage. 

MR5cZKA,E.J., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). MROCZKA,E.J. Northeast Utilities. A04770. 87/06/15. Document Control Branch 
(Document Control Desk). 3pp. 41455:314-41455:342. 

-8706240209 “Status of Compliance w/Rev 2 to Reg Guide 1.97.” 

• Northeast Nuclear Energy Co. (subs, of Northeast Utilities). A04770. 87/06/30. 
26pp. 41455:317-41455:342. 

8706290007 Discusses util commitments to implement certain post-TM! related items in 
NUREG-0737,ltem lll.A.1.2 & Suppt 1 to NUREG-0737,per 840706 confirmatory 
order.Exceptions re emergency response facility under review, per 851202 ltr. 
PAST1S,H.N. Project Directorate 11-3. TAG 45965. 87/06/22. TUCKER, H.B. Duke 
Power Co. 3pp. 41515:228-41515:229. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


8705290185 Forwards regulatory history package for final amend to 10CFR74, “Matl 
Control & Accounting Requirements for Facilities Licensed to Possess & Use Formula 
Quantities of SSNM." Documents marked w/ Designator AA50-2. 

BRACH,E.W. Licensing Branch. 52FR 10033. 87/05/29. SKOCZLAS,J.S. Document 
Control Branch (Document Control Desk). 11p. 41181:330-41182:158. 

8706030443 Summary of CRGR Meeting 113 on 870407 re proposed Reg Guide EE- 
006-5, "Qualification of Safety-Related Lead Storage Batteries For Nuclear Power 
Plants” & proposed generic ltr on containment integrated leakage tests.Encls with- 
held. 

JORDON,E.L. Committee to Review Generic Requirements. 87/05/21. STELLO,V. 
Office of the Executive Director for Operations. 2pp. 41161 :348-41 161:349. 

8706050017 Partial response to FOIA request.Forwards App D documents. App C & D 
documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules & Records (Post 870413). 87/05/29. SIEGEL, M.S. 
Bishop, Cook, Purcell & Reynolds. 4pp. 41203:222-41203:226. 

—8303100360 Notification of 830308-11 meet'^g? w^Wesfirnhc'..i?:e.GF,B&W & C-E in 
Bethesda.MD ;o discuss gono'-c irrp ica:i;?ns o’ R3C22!.: crcokc-!- :a! jrc- 

SILVER, H. Salem So-erc mpiicai.cns Task =o':;e. 83.'C3 MA"TSCN R.-. Salem 
Generic Implications Task Force. 3pp. 41203:285-41203:287. 

8706050107 Responds to 870410 request for clarification of 60-day reporting provisions 
of Generic. Ltr 87-02 re USI A-46, equipment seismic adequacy verification require- 
ments. Schedule for plant-specific implementation due by 871201. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-87-02. 
87/04/28. SMITH,N.P. Seismic Qualification Utility Group. Ip. 41200:172-41200:172. 

8706080248 Notifies of CRGR Meeting 116 on 870610 in Bethesda,MD to discuss pro- 
posed final rule amends to 10CFR30,40,50,51,70 & 72 re general requirements for de- 
comissioning of facilities. 

JORDAN,E,L Committee to Review Generic Requirements. 87/05/29. 
BERNERO,R.M. Office of Nuclear Material Safety & Safeguards,Director. MARTIN,T.T. 
Region 1, Office of Director. ROSS.D.F, Office of Nuclear Regulatory Research. Direc- 
tor (Post 860720). Ip. 41212:202-41212:202. 

8706100235 Forwards IDCOR, "Technical Rept 12.1, Hydrogen Generation During 
Severe Core Damage Sequences,” dtd June 1983. Authority granted to duplicate 
copyrighted IDCOR matls as necessary for use by NRC in carrying out regulatory mis- 
sion. 

SIEGEL, J.R. Atomic Industrial Forum, 87/03/13. DENTON, H. Office of Nuclear Reac- 
tor Regulation, Director (851125-870411). 1p. 41240:214-41240:330. 
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8706100288 “Technical Rept 11.7.FAI Aerosol Correlation.” W/070313 release memo. 

* Fauske & Associates, Inc. * Industry Degraded Core Rulemaking Program. 85/03/ 
31. 49pp. 41241:231-41241:279. 

8706100486 “Technical Rept 1 1.6.Resuspension of Deposited Aerosols Following Pri- 
mary Sys or Containment Failure." W/870313 release memo. 

* Fauske & Associates. Inc. ' Industry Degraded Core Rulemaking Program. 84/08/ 
31. 73pp. 41248:069-41248:142. 

8706110018 Technical Rept 11,2, “Identifying Pathways on Fission Product Transport.’’ 
W/JR Siegel 870313 release Itr. 

* Impell Corp. * Industry Degraded Core Rulemaking Program. 84/01/31. 175pp. 
41252:159-41252:333. 

8706110025 Technical Rept 19.1, “Alternate Containment Concepts.” W/JR Siegel 
870313 release Itr. 

* Bechtel Corp. * Industry Degraded Core Rulemaking Program. 83/07/31. 168pp. 
41256:331-41257:138. 

8706110042 “Technical Rept 12.2 Hydrogen Distribution in Reactor Containment 
Bldgs.” W/870313 release memo. 

* Electric Power Research Institute. Industry Degraded Core Rulemaking Program. 
83/09/30. 558pp. 41263:001-41264:198. 

8706110080 Technical Rept 86.2GG, “Verification of Individual Plant Evaluation for 
Grand Gulf.” W/JR Siegel 870313 release Itr. 

* System Energy Resources. Inc. * industry Degraded Core Rulemaking Program. 87/ 
03/31. 393pp. 41252:334-41254:006. 

8706110091 “Technical Rept 86.2SH Verification of IPE for Shoreham.” W/ 870313 re- 
lease memo. 

* Industry Degraded Core Rulemaking Program. * Long Island Lighting Co. Delian 
Corp. 87/01/31. 252pp. 41250:246-41251:137. 

8706110106 "Technical Rept 12.3:Hydrogen Combustion in Reactor Containment 
Bldgs.” W/870313 release Itr. 

* Electric Power Research Institute. * Industry Degraded Core Rulemaking Program. 
83/09/30. 381pp. 41251:138-41252:158. 

8706110174 “Technical Rept 11.3 Fission Product Transport in Degraded Core Acci- 
dents." W/870313 release memo. 

* Impell Corp. * Industry Degraded Core Rulemaking Program. 83/12/31. 319pp, 
41249:062-41250:020. 

8706110254 Submits modified agenda for CRGR Meeting 116 on 870610 in 
Bethesda.MD. 

JORDAN, E.L Committee to Review Generic Requirements, 87/06/04. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Director. MARTIN, T.T. 
Region 1, Office of Director. ROSS,D.F. Office of Nuclear Regulatory Research, Direc- 
tor (Post 860720). 2pp. 41261:131-41261:132. 

8706110353 “Technical Rept 13.2-3 Evaluation of Means to Prevent, Suppress or Con- 
trol Hydrogen Burning in Reactor Containments.” W/870313 release Itr. 

* S. Levy, Inc. * Industry Degraded Core Rulemaking Program. 84/02/28. 225pp. 
41250:021-41250:245. 

8706110385 “Technical Rept 10.1 Containment Structural Capability of Light Water Nu- 
clear Power Plants." W/870313 release memo. 

* Technology for Energy Coro. * Industry Degraded Core Rulemaking Program. 83/ 
07/31. 396pp. '•.1265:C0:-.‘.-2r;e.C3c. 

8706180139 Ack receipt of 870501 petition in response to NRC 870526 denial of recipi- 
ent 860506 petition for NRC response re Chernobyl accident.Earlier petition denied 
due to failure to provide specific info.Document supporting petition end. 

MLIRLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 2.206. 
87/06/08. CARPENTER,T. Government Accountability Project. 2pp. 41392:127- 
41392:163. 

“8706180163 Notice of receipt of GAP 870501 petition for Director’s decision for sus- 
pension of further licensing of facilities pending study & rept of accident at Chernobyl, 
SNIEZAK.J.H. Office of Nuclear Reactor Regulation, Director (Post 870411). 2,206. 
87/06/08. 3pp. 41392:129-41392:131. 

“8705280189 Appeals NRC 860527 denial of GAP 2,206 petition requesting analyses of 
info on Chernobyl accident & suspension of granting of OLs for US facilities under 
const. “Memorandum of Points & Authorities In Support of Chernobyl...," end. 
CARPENTER, T., JACKSON,A., DEVINE, T. Government Accountability Project. 2.206. 
87/05/01. EISENHUT,D.G. Office of Nuclear Reactor Regulation, Director (Post 
870411). 3pp. 41392:132-41392:151. 

“8705280192 “Memorandum of Points & Authorities in Support of Chernobyl Petition.” 
JACKSON, A., DEVINE,T„ CARPENTER, T. Government Accountability Project. 2.206. 
87/05/01. 17pp. 41392:135-41392:151. 


8706190227 Requests addi info re Chapter 2 of advanced LWR requirements 
dc:,Lrrent.i.''c!L;dirc dcscrict’on of “live loading” for valve packing developed by AECL 
for CANC J c’£''.!s.|:or 3 "■0:3.27 request. 

LiiECH.P.-i S;ardt:rrii;'i-.!'C-i & Non-Power Reactor Project Directorate. TAC 63301, 
B.’'C6."2 KINT E ALWR Utility Steering Committee. KINTNER.E.E. General 
Public Utilities Corp. - GPU Service Corp. 4pp. 41407:286-41407:289. 

8706260390 Notification of CRG.r’ Mc-o-ir.g "17 on 870626 to discuss end draft 
NUREG-1278, “Advanced BWR Ho-vou mios.” W/o end. 

JORDAN, E.L Committee to Review Generic Requirements. 87/06/19. 
BERNERO,R.M. Office of Nuclear Material Safety & Safeguards, Director, MARTIN, T.T 
Region 1, Office of Director. ROSS,D.F. Office of Nuclear Regulatory Research, Direc- 
tor (Post 860720). 2pp. 41480:300-41480:301. 

8706300053 Forwards article entitled, "Chernobyl Predictions & Chinese Contribution” & 
E Webster 870202 Itr to L Zech. 

ALEXANDER, R.E. Division of Regulatory Applications (Post 870413). 87/03/05. NRC 
- No Detailed Affiliation Given. Ip. 41490:340-41490:350. 

“8706300063 Forwards “Chernobyl Predictions & Chinese Contribution.” Medical ef- 
fects of Chernobyl accident considerably over- estimated. 

WEBSTER, E.W. Massachusetts General Hosp., Boston, MA. 87/02/20. ZECH.LW. 
Commissioners. Ip. 41490:341-41490:350. 

“8706300074 “Chernobyl Predictions & Chinese Contribution,” delivered at Fourth 
Wcr'd Congress Nuclear Medicine, Buenos Aires, Argentina, 861 106. 

WE.RSTEr.E.v*,. Massachusetts General Hosp., Boston, MA. 87/01/16. 9pp. 
41490:342-41490:350. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8705290185 Forwards regulatory history package for final amend to 10CFR74, "Matl 
Control & Accounting Requirements for Facilities Licensed to Possess & Use Formula 
Quantities of SSNM.” Documents marked w/Designator AA50-2. 

BRACH.E.W. I.ice-^sing Branch. AA50-2 001. 87/05/29. SKOCZLAS,J.S. Document 
Control Branch (Cocjrfuni Control Desk), lip. 41181:330-41188:008. 

“8705290210 SECY-78-625 Informs Commission of Matl Control & Matl Accounting 
Task Force recommendations which have been implemented & plans for development 
& implementation of other recommendations. 

SMITH,C.V. Office of Nuclear Material Safety & Safeguards,Director. AA50-2 035. 78/ 
12/05. 37pp. 41182:017-41182:053. 

8706110234 Final response to FOIA request for documents re emergency preparedness 
rulemaking. App F documents available in PDR.App G documents partially withheld & 
App H documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/04. MURPHY,S. 
Nuclear Information & Resource Service. 7pp. 41261:079-41261:102. 

“8706110264 SECY-85-103 Partially withheld SECY-85-103 requesting approval for 
publication of FR notice conforming NRC regulations to court decision re not exclud- 
ing emergency preparedness exercises from OL hearings. 

MALSCH,M.G. Deputy General Counsel. 85/05/21. 2pp. 41261:097-41261:098. 

“8706120073 SECY-86-291 Partially withheld recommendation that Commission ap- 
prove proposed rule to amend requirement for full participation emergency prepared- 
ness exercise within 1 yr prior to issuance of OL. 

PARLER.W.C, Office of the General Counsel. 86/10/06, 2pp. 41261:099-41261:100. 

8706160357 Draft Commission paper re results of meeting w/NUMARC working group 
on piping erosion /corrosion.Concerns on util participation, inclusion of all potentially 
hazardous nici'^g & lower energy piping need further followup. 

S'EL»C,V. Of'ice of the Executive Director for Operations. 87/05/29. 4pp. 
41348:149-41348:152. 

8706220047 SECY-87-137 Provides first quarterly progress rept on prelicensing phase 
of DOE civilian high level radwaste mgt program. Current status of seven action items 
re key aspects of NRC/ DOE prelicensing program addressed in particular. 

STELLO,V. Office of the Executive Director for Operations. 87/06/08. 42pp. 
41448:299-41448:340. 

8706300109 Partial response to FOIA request. Portions of App D document re SECY-77- 
125 withheld (ref FOIA Exemption 3). 

GRIMSLEY.D. Division of Rules & Records (Post 870413). 87/06/23. CONROY, R, 
Valley News Dispatch, Tarentum, PA. 3pp. 41490:173-41490:193. 

“8706300136 SECY-77-125 Partially withheld SECY-77-125 providing info in response 
to GF Murphy 770128 request for info re Jul/Aug 1976 shutdown of highly enriched U 
operations at B&W facilities in State of PA. 

CHAPMAN, K.R. Office of Nuclear Material Safety & Safeguards, Director. 77/03/11. 
16pp. 41490:178-41490:193. 
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8706020190 Forwards “Exercise Rept of 861203 Full Participation Joint Exercise of Off- 
site Radiological Emergency Preparedness Plans for Farley Nuclear Power Plant." 
Based on results of exercise, FEMA approval granted on 810311 remains in effect. 
KRIMM.R.W. Federal Emergency Management Agency. 87/05/22. CONGEL.F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41134:326-41135:016. 

-8706020200 “Exercise Rept of 861203 Full Participation Joint Exercise of Offsite Radi- 
ological Emergency Preparedness Plans for Farley Nuclear Power Plant." 

* Federal Emergency Management Agency. 87/02/25. 51pp. 41134:327-41135:016. 

8706020199 Forwards correspondence & documents re emergency planning among 
app''C 2 "t.NRC.Commonweaith of PA & other responsible govt agencies, per ASLB 
£20331 or'Jyr..V 'c oncis .'-leiaiod corrosponoence. 

CULLEN, E.J. Philadelphia Electric Co. #287 3609. OL. 87/05/26. MULLIGAN, M. Lim- 
erick Ecology Action. 2pp. 41 144:063-41 144:064. 

8706030039 Forwards,for info, four documents dealing w/geosciences matters re 
BWIP.W/o ends. 

LEFEVRE.H.E. Division of Waste Management (Pre 870413). 2478. 87/01/30. 
ALKEZWEENY.A. Washington, State of. 2pp. 41144:351-41144:352. 

8706030050 Summary of 870220 nuclear waste advisory counsil meeting in Lacey, WA 
re status of repository program & draft amended mission plan. 

• Was’^'nntcn. State of. 2488. 87/02/20. Washington, State of. 11pp. 41144:001- 
/.i -.■■v- Cl ■' 

8706030193 Renewed State of NY motion for leave to file rebuttal testimony.* Renews 
for leave to file limited rebuttal testimony, to be sponsored by state witnesses DT Hart- 
gen & RC Millspaugh.Proposed testimony encl.W/Certificate of Svc. 

ZAHNLEUTER.R.J. New York, State of. #287 3619. OL-3. 87/05/27. Atomic Safety 
and Licensing Board Panel. 46pp. 41 141:147-41141:205. 

8706030282 Forwards final summary minutes from NRC-DOE Hydrology workshop on 
:n Richland, WA. 

ANTTCNEN „.h. Energy, Dept. of. 2472. 87/04/21. LINEHAN.J.J. Operations Branch. 
'If;;:, ■•'*•11 64:260. 

-8706030313 Summary of 870407-09 meetings in geohydrology testing program before 
const of exploratory shaft in Richland, WA. 

r3FOv\MNo,R NRC - No Detailed Affiliation Given. STEIN, R. Energy, Dept. of. 
PFOvCSr.D Washington, State of. 87/04/09. NRC - No Detailed Affiliation Given. 
132pp. 41164:014-41164:145. 

8706030373 Forwards “VC Summer Nuclear Power Plant Exercise," conducted on 
870204.No deficiencies identified.Six areas requiring corrective actions & several 
areas recommended for improvement discussed. 

KRIMM.R.W. Federal Emergency Management Agency. 87/05/22. CONQEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
41169:138-41169:177. 

-8706030376 “VC Summer Nuclear Power Plant Exercise," conducted on 870204. 

’ Federal Emergency Management Agency. 87/04/01. 39pp. 41169:139-41169:177. 

8706040167 Offers no comments on util listed proposed amends to License NPF-21,per 
e7Dr:P.e rc-oirc. 

E5C--E..S.C Was'iingion. State of. 87/05/28. ADENSAM.E.G. Office of Nuclear Re- 
p.c'.cf RegUarcn, Director (Post 870411). Ip. 41176:314-41176:314. 

8706080083 Forwards State of NY Energy Research & Development Authority 870429 
comments to DOE re West Valley Demonstration Project on post-solidification decom- 
missioning alternatives study, for info. 

DAVISON.N.H. Fuel Cycle Safety Branch. 87/05/22. LOHAUS.P.H, Technical Branch. 
6pp. 41212:075-41212:080. 

8706080168 Requests authorization to temporarily cease all groundwater pumping at fa- 
cility immediately, not to be resumed until completion of proposed pumping test in Pro- 
duction Units 6-9, per License Conditions 27 & 30. 

RUTLEDGE,C. Westinghouse Electric Corp. CR-48-7. 87/05/06. SHAFFER.R. Wyo- 
ming, State of. 2pp. 41208:183-41208:184. 

8706080189 Notifies that mod to existing Discharge Plan DP-71 required for exisitng 
evaporaton ponds located in McKinley County,NM. Any discharge to ponds to alter- 
nate feed matl-related solutions w/o prior approval would violate regulations. 
MITZELFELT,R. New Mexico, State of. 87/05/06. STAUTER,J.C. Quivira Mining Co. 
4pp. 41212:281-41212:284. 

8706080197 Summarizes discussions during 870421 meeting. Understands that resolu- 
tion of proposed permit conditions are reflected as stated in 870302 Itr. 

SHAFFER, R. Wyoming, State of. 87/05/01. MORZENTI,S. Everest Minerals Corp. 
6pp. 41208:185-41208:190. 

8706080241 Forwards NRC repts re waste byproduct matl identified at facility.Waste by- 
product matl originated from former in situ U mine operated by Rocky Mountain 
Energy Co.W/o ends. 

PETTENGILUH.J. Uranium Recovery Field Office. 87/05/22. BARRISH.M. Wyoming, 
State of. Ip. 41212:341-41212:341. 

8706080246 Advises that Everest Exploration, Inc request for exemption from 5 pCi/g 
Ra-226 soil contamination limit cannot be approved in light of applicable 
regulations.Everest should provide alternative to meeting std. 

SMITH.R.D. Uranium Recovery Field Office. 87/05/19, BA|LEY,E,D. Texas. State of. 
2pp. 41212:342-41212:343. 

8706090107 Ack receipt of 870506 Itr to W Kerr forwarding comments on executive 
summary “Advanced LWR Util Requirements Document." Ltr referred to HN Berkow 
for comment.Supporting documents will be forwarded when available. 

KAMMERER.C. State, Local & Indian Tribe Programs. 87/06/01. DEWLING.R.T. New 
Jersey, State of. 2pp. 41220:331-41 220:335. 

8706090160 Forwards interim finding on offsite radiological emerMncy planning & pre- 
paredness for plant, site-specific to Commonwealth of PA & State of WV.PIan 
acceptable.Unresoived issue in Commonwealth of PA plan re exposure limits noted, 
KRIMM.R.W. Federal Emergency Management Agency. 87/05/29. CONGEL,F.J, Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 139pp. 
41220:037-41220:177. 


8706090168 Ack receipt of 870424 ltr to W Kerr forwarding comments on “Advanced 
LWR Util Requirements Document, Executive Summary." Ltr referred to HN Berkow for 
comments. 

KAMMERER.C. State, Local & Indian Tribe Programs. 87/06/01. JAGER.L.E. Michi- 
gan, State of. Ip. 41219:023-41219:026. 

“8706090184 Provides comments on executive summary of advanced LWR util require- 
ments document developed by EPRI. Recommends continued effort in direction of 
standardized design, advanced research & simplification of licensing process. 
JAGER,L.E. Michigan, State of. 87/04/24. KERR.G.W. NRC - No Detailed Affiliation 
Given. 3pp. 41219:024-41219:026. 

8706090243 Ack receipt of 870417 comments to W Kerr on “Advanced LWR Util Re- 
quirements Document, Executive Summary." Ltr forwarded to HN Berkow for comment 
& to provide supporting documents as available. 

KAMMERER.C. State, Local & Indian Tribe Programs. 87/06/01. COOPER.J.D. Ala- 
bama. State of. Ip. 41224:182-41224:184. 

“8706090246 Comments on EPRI advanced LWR util requirements document. Docu- 
ment combines best aspects of increased safety w/ expedited licensing 
procedures.Approach taken is first step in revitalizing nuclear option for future LWRs. 
COOPER.J.D. Alabama, State of. 87/04/17. KERR.W. NRC - No Detailed Affiliation 
Given. 2pp. 41224:183-41224:184. 

8706090354 Application for amend to License R-95, replacing existing Tech Spec Pages 
1 & 2 w/enclosed pages to allow for clarification, designation changes & exclusion 
area const. 

DIMEGLIO, A.F. Rhode Island. State of. 87/06/02. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 2pp. 41230:022-41230:025. 

“8706100100 Proposed Tech Specs, revising Pages 1 & 2 re new const on portion of 
Narragansett Bay Campus of Univ of Rhode Island. 

* Rhode Island, State of. 87/06/02. 2pp. 41230:024-41230:025. 

8706100066 Package of 43 individual Itrs opposing proposed rule 10CFR50 re licensing 
nuclear power plants where state &/or local govts decline to cooperate in offsite 
emergency planning. 

THOMPSON.J.R.. LASH.T.R. Illinois. State of. PURCELL.D.G. Affiliation Not Assigned. 
52FR6980. 87/06/01. ZECH.L.W. Commissioners. CHILK.S.J. Office of the Secretary 
of the Commission. 91pp. 41234:002-41234:092. 

8706100138 Ack receipt of 870504 ltr forwarding comments on “Advanced LWR Util 
Requirements Document, Executive Summary." Ltr referred to HN Berkow for re- 
sponse. 

KAMMERER.C. State. Local & Indian Tribe Programs. 87/06/01. VARLEY.A. Iowa, 
State of. Ip. 41242:158-41242:162. 

“8706100144 Comments on EPRI June 1986 executive summary re “Advanced LWR 
Util Requirements Documents," per H Denton 870326 request.Summary fails to ad- 
dress state regulatory authority to deny plant siting permits. 

VARLEY,A. Iowa, State of. 87/05/04. KAMMERER.C.C. State, Local & Indian Tribe 
Programs. 3pp. 41242:159-41242:162. 

8706100458 Confirms telcon between ES Fuente & RL Woodruff re NRC review of Mis- 
sissippi radiation control program for agreement matls.Review scheduled for 870615- 
19. 

GRACE, J.N. Region 2, Office of Director. 87/06/04. COBB.A.B. Mississippi, State of. 
Ip. 41243:272-41243:272. 

8706110146 Forwards amends to HB 2316-8 re State of OR restricting use of drug 
tests.Section 1(15)(a) on Page 5 noteworthy, per J Crews telcon w/LM Crider. 
KUNIHIRO.D.M. Region 5. Office of Director. 87/06/01. KAMMERER.C. State, Local 
& Indian Tribe Programs. Ip. 41269:213-41269:221 . 

“8706110157 Submits daily highlight.On 870504, region provided comments to State of 
OR Senate Labor Committee re draft legislation restricting use of drug 
tests. Legislation will include exemption for nuclear power plant personnel. 

MARTIN.J.B. Region 5, Office of Director. 87/05/06. REHM.T.A. Office of the Execu- 
tive Director for Operations. Ip. 41269:214-41269:214. 

“8706110159 Forwards drug testing Amends HB 2316-8.Amends adopted by Senate 
Labor Committee & bill reported out on 870519. 

KUHN.C.C. Oregon, State of. 87/05/19. KUNIHIRO.D. Region 5. Office of Director. 
7pp. 41269:215-41269:221. 

8706110164 Comments on “Draft Reg Guide on Guidance for Selecting Sites for Near- 
Surface Disposal of Low Level Radwaste." Recommends that 2 kilometer figure not 
be used in guide if requires that exclusion area would constitute buffer zone. 
BROWN.D.H. North Carolina, State of. 52FR9370. 87/05/26. STEWART, J.C. Rules & 
Procedures Branch. 2pp. 41264:326-41264:327. 

8706110177 Advises that State of OR radiation control program adequate to protect 
public health & safety.NRC cannot issue statement of compatibility pending corrective 
actions for two Category 1 deficiencies. 

KAMMERER.C. State, Local & Indian Tribe Programs. 87/06/08. GEBBIE.K.M. 
Oregon, State of. 7pp. 41267:022-41267:028. 

8706110318 Informs of recent realignment within Region I Div of Reactor Projects & is- 
suance of final rule, “Communications Procedures Amends, 10CFR50." Rule changes 
way licensees submit written communication.W/rule & Region I chart. 
WENZINGER,E.C. Region 1, Office of Director. 87/05/27. DIMEGLIO.A.F. Rhode 
Island, State of. 3pp. 41268:204-41268:239. 

8706110416 Comments on NRC draft reg guide re guidance for selecting sites for near- 
surface disposal of low level radwaste. Document adequate for providing guidance on 
site screening investigations. 

LACKER,D.K. Texas, State of. 52FR9370. 87/05/28. Rules & Procedures Branch. Ip. 
41264:295-41264:295. 

8706120128 Forwards corrected "Final Exercise Assessment...," for 860425 exercise of 
offsite radiological emergency preparedness plans & corrected “Remedial Exercise 
Rept," for 860528 remedial exercise. 

BELLAMY, R.R, Region 1 . Office of Director. 87/06/08. MROCZKA,E.J. Connecticut 
Yankee Atomic Power Co. 2pp. 41 271 :263-41 272:029. 
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“8706120155 Corrected “Final Exercise Assessment, Joint State & Local Radiological 
Emergency Response Exercise for Connecticut Yankee Atomic Power Co.Haddam 
Neck Plant,” on 860425. 

* Federal Emergency Management Agency. 87/02/19. 128pp. 41271:255-41272:022. 

8706160057 Comments on proposed rule 10CFR50 re offsite emergency 
planning.Opposes proposed rule changes because char>ges would endanger public 
health & safety in areas surrounding nuclear ;;C\\or p ar.;s '.-anscr p: of 870430 public 
hearing end. 

KESSEUR.M. New York, State of. 52FR6980 7832. 87/06/03. CHILK,SJ. Office of 
the Secretary of the Commission. 138pp. 23097:001-23097:138. 

8706160341 FOIA request for documents from 1960 to present re Maxey Flats waste 
disposal site in Fleming County, KY. 

MINTON, LE. Hunton & Williams. 87/04/23. NRC - No Detailed Affiliation Given. 5pp. 
41354:171-41354:175. 

8706160350 Partial response to FOIA request for documents re Maxey Flats. Forwards 
App A & B documents.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/11. MINTON, LE. 
Hunton & Williams. 5pp. 41354:176-41354:180. 

“8706160430 "Surface Water Studies at Maxey Flats,” First Quarterly Rept for June- 
Aug 1981. 

* Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 52pp. 41354:181-41354:232. 

“8706160439 “Surface Water Studies at Maxey Flats,” Second Quarterly Rept for Sept- 
Nov 1981. 

’ Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 47pp. 41354:233-41354:279. 

“8706160460 “Surface Water Studies at Maxey Flats," Fourth Quarterly Rept for Mar- 
May 1982. 

* Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 250pp. 41355:039-41355:351. 

“8706160472 “Surface Water Studies at Maxey Flats,” Third Quarterly Rept for Dec 
1981 - Feb 1982. 

* Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 116pp. 41354:280-41355:038. 

“8706160477 "Surface Water Studies at Maxey Flats," Fifth Quarterly Rept for June- 
Aug 1982. 

* Kentucky, Commonwealth of. NRC-04-78-259. 82/11/30. NRC - No Detailed Affili- 
ation Given. 300pp. 41355:352-41356:346. 

“8706160527 “Surface Water Studies at Maxey Flats, Sixth Quarterly Rept for Sept-Nov 
1982." 

* Kentucky, Commonwealth of. NRC-04-78-259. 83/04/30. NRC - No Detailed Affili- 
ation Given. 59pp. 41357:001-41357:044. 

“8706160535 “Surface Water Studies at Maxey Flats Disposal Site," twelfth quarterly 
rept for Mar-May 1984. 

‘ Kentucky, Commonwealth of. NRC-04-78-259. 84/06/30. NRC - No Detailed Affili- 
ation Given. 82pp. 41358:012-41358:093. 

“8706160539 “Six Month Study of Radiation Concentrations & Transport Mechanisms 
at Maxey Flats Area of Fleming County, KY," project rept. 

* Kentucky, Commonwealth of. 74/12/31. 23pp. 41358:157-41358:179. 

“8706160571 Forwards comments on EPA rept entitled, “Preliminary Data on Occur- 
ance of Transuranium Nuclides in Environ at Radwaste Burial Site, Maxey Flats, KY." 
Author of opinion that development of definitive site selection criteria necessary. 
GAMMILL,W.P. Division of Site Safety & Environmental Analysis. 76/01/22, 
NUSSBAUMER.D.A. Assistant Director for Material Safety & Licensing. 4pp, 
41358:113-41358:116. 

“8706160587 Submits general & specific comments on proposed investigation program 
submitted by Commonwealth of KY, including request for clarification of term “vol 
weighted composite samples." 

BIVINS, W.S. Hydrology Meteorology Branch. 77/07/06. ADAM.J. Division of Fuel 
Cycle & Material Safety (Pre 870413). 2pp. 41358:117-41358:118. 

“8706160597 Trip rept of 770907 site visit to Maxey Flats low level radwaste facility re 
operations & movement of radioactive cobalt. 

SCHREIBER.D.L. Hydrology Meteorology Branch. 77/09/16. HULMAN,L.G. Hydrology 
Meteorology Branch. 2pp, 41358:119-41358:120. 

“8706160609 Forwards NRC comments on investigative program at Maxey Flats rad- 
waste burial facility.Each task outlined in Section 3.0 of proposal requires more de- 
tailed info before proposed research can be properly assessed. 

SWANBERG,F. NRC - No Detailed Affiliation Given. 78/03/10, CONN, P.D. Kentucky, 
Commonwealth of. 14pp. 41358:121-41358:134. 

“8706160624 Forwards agenda for 821026-28 annual Maxey Flats program review & 
workshop & provides addi info on transportation. FE Coffman 821018 & CD Perkins 
820923 Itrs also end. 

PERKINS.R.W. Battelle Memorial Institute, Pacific Northwest Laboratories, 82/10/13. 
DAVIS, J.J., O’DONNELUE. Division of Waste Management (Pre 870413). 
SCARANO.R.A. Uranium Recovery Licensing Branch. 13pp. 41358:135-41358:147, 

—8706160649 Summary of 821026-27 Maxey Flats program review meeting. Agenda & 
list of attendees encl.Based on feedback from Commonwealth of KY.NMSS & Ofc of 
State Programs.program review accomplished objectives. 

0‘DONNELL.E. Waste Management Branch. 82/11/08. ARSENAULT, F.J. NRC - No 
Detailed Affiliation Given. 4pp. 41358:151-41358:154. 

“8706160664 “Surface Water Studies at Maxey Flats," Quarterly Rept 7 for Dec 1982 - 
Feb 1983. 

* Kentucky. Commonwealth of. NRC-04-78-259. 83/06/20. NRC - No Detailed Affili- 
ation Given. 73pp. 41357:046-41357:118. 

“Surface Water Studies at Maxey Flats," Eigth Quarterly Rept for Mar- 

* Kentucky. Commonwealth of. NRC-04-78-259. 83/07/31. NRC - No Detailed Affili- 
ation Given. 51pp. 41357:121-41357:171. 


"8706160683 WTSD-TME-015 DRFT Draft “Decommissioning Plan for Maxey Flats Dis- 
posal Site Task 2:ldentification of Alternatives.” Vols 1 & 2. 

* Westinghouse Hittman Nuclear, Inc. PS 840386. 86/08/15. 413pp. 41358:181- 
41359:244. 

"8706160697 “Surface Water Studies at Maxey Flats,” ninth quarterly rept for June-Aug 
1983. 

* Kentucky, Commonwealth of. NRC-04-78-259. 83/09/30. 42pp. 41357:172- 
41357:213. 

"8706160702 WTSD-TME-019 DRFT Draft “Decommissioning Plan for Maxey Flats Dis- 
posal Site, task 3:Evaluation of Alternatives.” 

* Westinghouse Hittman Nuclear, Inc. PS 840386. 83/09/19. 176pp. 41359:245- 
41360:051. 

"8706160707 Forwards eighth & ninth quarterly repts by Commonwealth of KY for 
.Droiect B6^92, "Maxev Flats Burial Ground Survey.” Comments welcomed. 
O'DONNELL. E. Eartr Sciences Branch. FIN B-6192. 83/11/04. BERATAN.L.L., 
CCNTLf; CCS: ANVI.F.A. Office of Nuclear Regulatory Research, Director (Pre 
860720). 2pp. 41357:119-41357:120. 

"8706160711 “Surface Water Studies at Maxey Flats Disposal Site," Tenth Quarterly 
Rept for Sept-Nov 1 983. 

* Kentucky, Commonwealth of. NRC-04-78-259. 84/01/31. NRC - No Detailed Affili- 
ation Given. 67pp. 41357:214-41357:280. 

"8706160716 “Surface Water Studies at Maxey Flats Disposal Site," eleventh quarterly 
rept for Dec 1 983 - Feb 1 984. 

* Kentucky, Commonwealth of. NRC-04-78-259. 84/03/31. NRC - No Detailed Affili- 
ation Given. 91pp. 41357:281-41358:011. 

"8706170573 Forwards Seventh Quarterly Rept re surface water studies at Maxey 
Flats.KY for Dec 1982 - Feb 1983. 

MILLS, D. Kentucky, Commonwealth of. 83/06/20. 0’DONNELL,E. NRC - No Detailed 
Affiliation Given. Ip. 41357:045-41357:045. 

8706160398 Forwards “Exercise Rept of Implementation of State & Local Radiological 
Emergency Response Plans Conducted on 870128 & Remedial Exercise Conducted 
on 870209 for Wolf Creek Generating Station.” 

KRIMM.R.W. Federal Emergency Management Agency. 87/06/05. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411). 1p. 
41335:112-41335:153. 

"8706160405 “Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans Conducted on 870128 & Remedial Exercise Conducted 
on 870209 for Wolf Creek Generating Station.” 

* Federal Emergency Management Agency. 87/04/16. 39pp. 41335:113-41335:153. 

8706160476 Expresses appreciation for response to Axelrod Itr urging NRC 'oquLT':- to 
require siren verification sys for nuclear power plant sites. Use of “icn'N> 'i.'. 
alert & notification sys test not appropriate due to listed reasons. 

DAViDOFF.D.B. New York, State of. 87/06/09. TAYLOR, J.M. NRC - No Detailed Af- 
filiation Given. 2pp. 41335:059-41335:060. 

8706160512 Forwards Mod A004 to Cooperative Agreement DE-FC04-85AL20533 be- 
tween DOE & State of NM.Mod incorporates DOE & state cost estimates for FY87/88 
& associated funding for FY87. 

COALSON.T.R. Energy, Dept. of. 87/05/28. MARTIN,D.E. Office of Nuclear Material 
Safety & Safeguards, Director. Ip. 41344:292-41344:296. 

"8706160519 Mod A004 to Cooperative Agreement DE-FC04-85AL20533 between DOE 
& State of NM, establishing cost estimates for remedial action work by DOE & state 
through 880930 & obligating funding by DOE & state for total estimated cost for FY87. 
COALSON,T.R. Energy, Dept. of. * New Mexico, State of. 87/05/28. 4pp. 41344:293- 
41344:296. 

8706160560 Final response to FOIA request for documents re Licenses STB-401 & 
SUC-872.Fonrt^ards App A,C & D documents.App A.B.C & D documents available in 
PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/10. 

SPERLING, LI. McKenna, Conner & Cuneo. 12pp. 41453:003-41453:108. 

—8706170161 Forwards Region III rept to files discussing incident involving transfer of 
source matl to unauthorized recipient. 

CAMERON, A.B. Illinois, State of. 75/03/13. ALLAN, J.M. Region 3. Chicago. Office of 
the Director. Ip. 41453:078-41453:080. 

8706180362 Expresses appreciation for assistance in People vs Chem-Nuclear Sys.Inc 
case.State obtained temporary restraining order on 870602 requiring licensee to apply 
for air emissions permit prior to operating supercompactor. 

DUNN.M.J. Illinois. State of. 87/06/09. BERSON.B. Region 3, Office of Director. Ip. 
41390:188-41390:188. 

8706190008 Forwards 870318 joint emergency preparedness exercise plan rept & 
870327 offsite remedial drill of State of IL offsite radiological emergency preparedness 
plans for plant. 

KRIMM.R.W, Federal Emergency Management Agency. 87/06/15. CONGEL,F.J. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 870411), 4pp. 
41405:152-41405:223. 

"8706190012 Exercise rept of 870318 exercise and 870627 offsite remedial drill of 
State of IL offsite radiological emergency preparedness plans for plant. 

* Federal Emergency Management Agency. 87/06/10. 68pp. 41 405:156-41405:223. 

8706190098 Confirms that deposition of E Thomas scheduled for 870615, will be post- 
poned until later in summer. 

FIERCE, A.R. Massachusetts, Commonwealth of. #287 3755. OL. 87/06/10. 
FLYNN, H.J. Federal Emergency Management Agency. 1p. 41388:138-41388:138. 

8706190101 State of IL objections to motions to vacate show cause order & board deci- 
sions.* ASLAB without authority to entertain US Ecology 870520 motion seeking va- 
cature of Board 870220 & 0310 decisions.W/Certificate of Svc. 

HENDERSON, H.L Illinois, State of. #287 3776. SC. 87/06/12. Atomic Safety and- Li- 
censing Appeal Panel. 6pp. 41388:149-41388:154. 
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8706190225 Informs that State of OH & local plans & preparedness for plant adequate 
to protect health & safety of public.per 44CFR350. Public alert & notification sys veri- 
fied as adequate on 851227. 

MCLOUGHLIN.D. Federal Emergency Management Agency. 87/06/05. STELLO.V. 
Office of the Executive Director for Operations. Ip. 41406:321-41406:321. 

8706220225 Reviews States of GA & SC local plans for radiological emergencies for 
Vogtie plant.Subj to condition stated. local plans & preparedness found adequate. 
MCLOUGHLIN.D. Federal Emergency Management Agency. 87/06/09. STELLO.V. 
Office of the Executive Director for Operations. Ip. 41409:145-41409:145. 

8706230343 Confirms 870430 discussion following NRC review of State of CO radiation 
control program.Comments & recommendations, including status of insp program & 
enforcement procedures, end. Plans to address program areas welcomed. 
KAMMERER.C.C. State. Local & Indian Tribe Programs. 87/06/18. VERNON.T.A. Col- 
orado. State of. 7pp. 41433:306-41433:312. 

8706230459 Confirms 870501 discussion following NRC review of State of AL radiation 
control program.Comments & recommendations including status of insp program & ex- 
planation of policies & practices for review of Agreement State program end. 
KAMMERER.C. State. Local & Indian Tribe Programs. 87/06/18. FOX.C.E. Alabama. 
State of. 6pp. 41432:206-41432:211. 

8706240110 Forwards FEMA exercise rept (State of OH portion) for 861119 offsite radi- 
ological emergency preparedness plan for site & 870522 transmittal Itr from FEMA to 
NRC. 

BELLAMY, R.R. Region 1, Office of Director. 87/06/16. CAREY.J.J. Duquesne Light 
Co. 2pp. 41456:129-41456:201. 

”8706040288 Forwards FEMA Region V rept on 861119 facility exercise. FEMA con- 
cludes that offsite preparedness in Ohio portion of facility EPZ adequate to protect 
public health & safety. 

MATTHEWS, D.B. Emergency Preparedness Branch. 87/05/29. MARTIN.T.T. Region 
1. Office of Director. 2pp. 41456:131-41456:201. 

8706240294 Informs that based on review of FES for decommissioning.no state com- 
ments or recommendations offered. 

SNOW.G.F. California, State of. 87/06/19. ERICKSON, P. Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 41455:240-41455:240. 

8706240400 Notification of contract execution.Mod 7, to "Radiation Monitoring Program 
Requirements.” ContractonState of NC. 

DORSEY, M. NRC - No Detailed Affiliation Given. NRC-29-83-627. 87/04/08. 
MALEY,R.J. Region 2, Office of Director. KAHLE.J.B. NRC - No Detailed Affiliation 
Given. Ip. 41438:326-41438:327. 

”8706240406 Mod 7,changing contract billing address due to NRC reorganization, to 
"Radiation Monitoring Program Requirements." 

* North Carolina, State of. WIGGINS.E.J. Division of Contracts (Post 870413). NRC- 
29-83-627. 87/04/08. Ip. 41438:327-41438:327. 

8706250093 NRC Staff reply to Kerr-McGee response to Staff motion to terminate.* 
ASLAB should terminate proceeding re Kress Creek decontamination (ASLBP 84-502- 
01 -SC) & vacate ASLB initial decision. 

LEWIS, S.H. Assistant General Counsel for Hearings. #287 3793. SC. 87/06/15. 
Atomic Safety and Licensing Appeal Panel. 10pp. 41448:053-41448:072. 

”8706250104 Agreement between NRC & State of IL for discontinuance of certain 
Commission regulatory authority & responsibility within state per Section 274 of 
Atomic Energy Act of 1954,as amended.* Certificate of Svc end. 

ZECH.LW. Commissioners. THOMPSON.J.R. Illinois, State of. SC. 87/05/18. 10pp. 
41448:063-41448:072. 

8706250168 Partial response to FOIA request for documents re Maxey Flats area of 
Fleming County, KY.Forwards App C & D documents. App C.D & E documents avail- 
able in PDR. 

GRIMSLEY.D.H. Division of Rules & Records (Post 870413). 87/06/16. MINTON.LE. 
Hunton & Williams. 7pp. 41467:322-41470:137. 

”8706250177 Paper entitled, “Radwaste Inventory at Maxey Flats Nuclear Waste Burial 
Site.” 

TltOMAS,J.D., GAT.U. Kentucky, Univ. of, Lexington, KY. CLARK, D.T. Kentucky, Com- 
monwealth of. 75/06/24. 9pp. 41467:334-41467:342. 

“8706250192 Forwards comments on EPA paper entitled, "Preliminary Data on Occur- 
rence of Transuranium Nuclides in Environ at Radwaste Burial Site, Maxey Flats, KY," 
per 760113 discussion. Newspaper article re leaking at disposal site also end. 
DRAGONETTE.K.S. Division of Fuel Cycle & Material Safety (Pre 870413). 76/01/15. 
LOHAUS.P. NRC - No Detailed Affiliation Given. 4pp. 41467:343-41467:346. 

”8706250222 Ack receipt of proposed program of investigations & analyses for Maxey 
Flats site attached to end 77061 5 Itr.Agrees w/ proposal in principle & in process of 
examining specifics of proposal to integrate w/other low level waste studies. 

SMITH, C.V. Office of Nuclear Material Safety & Safeguards, Director. 77/07/18. 
CONN.P.D., MCCLURE,R. Kentucky, Commonwealth of. 6pp. 41468:023-41468:028. 

--8706250227 Forwards rept on proposed investigative program at Maxey Flats rad- 
waste burial site.Program can assist NRC in developing criteria & stds for operation of 
existing site & selection of future sites.AA Moghissi 760217 Itr also end. 

MCCLURE.R., CONN,P.D. Kentucky, Commonwealth of. 77/06/15. ROWDEN.M.A, 
Commissioners. 9pp. 41468:029-41468:037. 

”8706250302 Requests NRC assistance in reviewing decommissioning plan for Maxey 
Flats low level waste disposal site in Fleming County, KY. Plan will be submitted on 
chapter by chapter basis.Agenda for task submittals & reviews end. 

TAIMI.T.M. Kentucky, Commonwealth of. 83/07/19. HIGGINBOTHAM,L. Office of Nu- 
clear Material Safety & Safeguards, Director. 2pp. 41468:065-41468:066. 

”8706250462 Fonwards "Mass Balance Study of Maxey Flats Low Level Waste Dispos- 
al Site, Task 3 Rept:Airborne Particulates Studies," per 830407 meeting.Study covers 
period from 1976-1977. 

MILLS, D. Kentucky, Commonwealth of. 83/04/11. DAVIS,J. Division of Health, Siting 
& Waste Management (Pre 840429). 1p. 41468:348-41468:348. 

“8706250519 Paper entitled, “Tritium in Environ Around Maxey Flats Radwaste Burial 
Facility.” 

DRAPER, D.G., FRY.R.M., RAZOR, J.E. Kentucky, Commonwealth of. 79/12/31. 7pp. 
41469:086-41469:092. 


”8706250534 "Radioactivity Concentrations at Maxey Flats Area of Fleming 
County,KY." 

* Kentucky, Commonwealth of. 76/12/31. 50pp. 41469:154-41469:203. 

”8706250549 Paper entitled, “History & Preliminary Inventory Rept on Kentucky Rad- 
waste Disposal Site." 

CLARK, D.T. Kentucky, Commonwealth of. 73/10/31. 7pp. 41469:309-41469:315. 

”8706250554 "Geologic & Hydrologic Evaluation of Proposed Site for Burial of Solid 
Radwaste Northwest of Morehead, Fleming County,KY." List of abstracts re Maxey 
Pl^ts 0nci 

WALKER,'l.R. New Jersey, State of. 62/09/12. 137pp. 41470:001-41470:137. 

8706250195 Forwards Transnuclear.lnc application to store SNM at Aiken, SC 
facility.License will be provided to state when issued,per 870617 request.W/o end. 
HORN,M.L. Fuel Cycle Safety Branch. 87/06/18. AUTRY.V.R. South Carolina, State 
of. 2pp. 41462:315-41462:316. 

8706250244 Advises that verbal notification of release of amends to NRC licenses in 
State of FL not necessary.Written notification of proposed amends soliciting com- 
ments & written rept of release adequate. 

JERRETT,L.E. Florida, State of. 87/06/05. Document Control Branch (Document Con- 
trol Desk). 3pp. 41474:145-41474:146. 

8706250358 Forwards package of 250 documents re external influences on Commission 
adjudicatory process in Shoreham proceeding. 

* Correspondence & Records Branch. 87/06/22. Document Control Branch (Docu- 
ment Control Desk). Ip. 41459:066-41459:093. 

”8501160546 Decries licensee refusal to provide info to public re status of fuel 
loading.lmmediate NRC order directing util to provide regular,fult & accurate disclosure 
of fuel loading & low power testing requested. 

KESSEL,R.M. New York, State of. 84/12/19. PALLADlNO,N. Commissioners. 2pp. 
41461:108-41461:117. 

”8508080764 Requests suspension of low power testing at facility until investigation of 
accident causing hot shutdown of plant & review of training of personnel & condition 
of equipment complete. 

KESSELR.M. New York, State of. 85/07/15. PALLADINO,N. Commissioners. Ip. 
41461:001-41461:001. 

”8508080766 Requests immediate halt of low power testing at facility until investigation 
of 850710 accident in which valve sys in primary containment bldg improperly left 
open releasing gas into atmosphere complete. 

KESSEL,R.M. New York, State of. 85/07/11. PALLADINO,N. Commissioners. Ip. 
41461:002-41461:036. 

8706250546 Notification of contract execution,Mod 5,to "Radiation Monitoring Program 
Requirements.” ContractonNew Jersey Bureau of Radiation Protection. 

DORSEY,M. Small Purchases & Regional Operations Branch (860421-870413). FIN B- 
8354. NRC-28-83-609. 87/03/26. MCOSCAR,J. Region 1, Office of Director. 
KOTTAN,J. NRC - No Detailed Affiliation Given. Ip. 41462:144-41462:147. 

”8706250555 Mod 5,correcting B&R & appropriation numbers & adding funding 
summary,to "Radiation Monitoring Program Requirements.” 

* New Jersey, State of. WIGGINS.E.J. Division of Contracts (Pre 870413). FIN B- 
8354. NRC-28-83-609. 87/03/26. 2pp. 41462:146-41462:147. 

8706260325 Discusses updates to State of IL dept of nuclear safety organization & 
staffing.per 870309 & 19 Itrs.Two individuals previously assigned to ofc of environ 
safety & third enhances capability of div of nuclear matls.W/o 870319 Itr. 
LUBENAU,J.O. Assistant Director for State Agreements Programs. 87/04/07. Assist- 
ant Director for State Agreements Programs. Ip. 41482:292-41482:301. 

”8706260329 Informs that M Momeni & G FitzGerald assigned to licensing staff of div 
of nuclear matls.Resumes & organizational chart of div of nuclear matls end. 
LASH,T.R. Illinois, State of. 87/03/09. KERR,W.B. Assistant Director for State Agree- 
ments Programs. 9pp. 41482:293-41482:301. 

8706300258 Responds to recipient 870518 Itr reporting results of NRC 1987 review of 
state radiation control program.NRC shares state concerns re salary levels & staff 
turnover of public health physicist classes. 

COLER.G.L. Florida, State of. 87/06/12. KAMMERER.C. State, Local & Indian Tribe 
Programs. Ip. 41493:346-41493:346. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 

8706010037 Application for amend to License DPR-21, revising Tech Specs per Attach- 
ment 1 re current min critical power ratio, LHGR & MAPLHGR operating limits to re- 
flect Cycle 12 operation. Proposed Tech Specs required prior to startup. 
MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
MROCZKA.E.J. Northeast Utilities. B12531. 87/05/21. Document Control Branch 
(Document Control Desk). 4pp. 41 128:292-41 128:336. 

”8706010052 23A4845 ROO Rev 0 to "Supplemental Reload Licensing Submittal." 
LAMBERT.P.A., PLOTYCIA.G.D., CHARNLEY.J.S. General Electric Co. 87/05/21. 
25pp. 41128:315-41128:336. 

8706010146 Forwards WCAP 1 141 5, summarizing post-irradiation matls testing & dosim- 
etry calculations obtained from Capsule V,per util reactor vessel matls surveillance 
program.Applicable Tech Spec changes will be submitted by 870831. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 87-223. 87/05/22. 
Document Control Branch (Document Control Desk). 2pp. 41132:278-41133:008. 

”8706010154 WCAP 11415 "Analysis of Capsule V from VEPCO Surry Unit 1 Reactor 
Vessel Radiation Surveillance Program." 

YANlCHKO,S.E., PERONE,V.A. Westinghouse Electric Corp. 87/02/28. 89pp. 
41132:280-41133:008. 

8706030196 Forwards proprietary XN-NF-87-31(P), "Steamline Break Analysis for DC 
Cook Unit 2," addressing assymetric thermal hydraulic & neutronic core characteris- 
tics resulting from eventRept withheld (ref 10CFR2.790). 

WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
GNW:047:87. 87/05/29. Document Control Branch (Document Control Desk). 5pp. 
41152:102-41152:106. 
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8706030250 Forwards proprietary & nonproprietary “AddI info in Support of Elimination 
of Postulated Pipe Ruptures in Accumulator Lines of South Texas Projects Units 1 & 2 
(WCAP-1 1383/11351) (10-Inch & 8-Inch RHR Piping Attached to Accumulator Line)," 
WISENBURG.M.R. Houston Lighting A Power Co. ST-HL-AE-2213. 87/05/29. Docu- 
ment Control Branch (Documen: Control Desk). 3pp. 41152:107-41152:147. 

-8706030260 Requests proprietary “Add! Info in Support of Elimination of Postulated 
Pipe Ruptures in Accumulator Line of South Texas Power Project Units 1 & 2 (WCAP- 
11383/11351)...” be withheld (ref 10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-87-054. 87/05/26. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 7pp. 41152:110- 
41152:116. 

-8706030267 Nonproprietary "AddI Info in Support of Elimination of Postulated Pipe 
Ruptures in Accumulator Lines of South Texas Power Project Units 1 & 2 (WCAP- 
1 1383/1 1351)(10-lnch & 8-Inch RHR Attached to Accumulator Line).” 
SWAMY.S.A., WITT.F.J.. LEE.Y.S. Woslif.g 'o.jso Electric Corp. 87/05/31. 31pp. 
41152:117-41152:147. 

8706030464 Forwards Rev 0 to “Supplemental Reload L'cers-np Submittal for Bruns- 
wick Steam Electric Plant Unit 1, Reload 5 (W/o ^eci.-cjisricn ^u.-r-p Trip)." No unre- 
viewed safety questions exist & no addi Tech Spec changes required. 
2IMMERMAN.S.R. Carolina Power & Light Co. NLS-87-104. 87/05/28. Document 
Control Branch (Document Control Desk), ip. 41168:218-41168:248, 

“8706030492 23A5814 ROO Rev 0 to “Supplemental Reload Licensing Submittal for 
Brunswick Steam Electric Plant Unit 1, Reload 5 (W/o Recirculation Pump Trip)." 
LAMBERT, P.A.. ELLIOTT, P.E., CHARNLEY,J.S. General Electric Co. 87/05/31. 31pp. 
41168:219-41168:248. 

8706040233 Application to amend License DPR-35,consisting of Proposed Change 87- 
03,ensuring safe operation of Reload 7 core design during Cycle S.Supporting matl 
enci.Fee paid. 

BIRD,R.G. Boston Edison Co. BECO-87-081. 87/05/22. Document Control Branch 
(Document Control Desk), 5pp. 41172:091-41172:158. 

“8706040255 23A4800 ROO Rev 0 to “GE BWR Supplemental Reload Licensing Sub- 
mittal for Pilgrim Nuclear Power Station Reload 7." 

SHIRLEY,N.C.. PLOTYCIA.G.D., CHARNLEY,J.S. General Electric Co. 86/12/23. 
18pp. 41172:114-41172:131. 

“8706040272 NEDO-30767 “Pilgrim Nuclear Power Station LOCA Analysis Update.” 
BRANOON,R.J.. GRIDLEY,R.L. General Electric Co. 84NED026. 84/09/11. 16pp. 
41172:132-41172:147. 

-8706040280 NEDO-21696 ERR 04 Errata & addenda to “LOCA Analysis Rept for Pil- 
grim Nuclear Power Station." 

General Electric Co. 77NED148. 86/08/31. 8pp. 41172:148-41172:155. 

8706050164 Forwards proprietary Rev 1 to EGG-EA-7105, “Review of BWR Owners 
Group Tech Spec Improvement Analyses for BWR Reactor Protection Sys." Rept 
withheld (ref 10CFR2.790). 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. GL-83-28. 87/04/22. CARRINGTON,M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 41201:036- 
41201:037. 

8706050171 Forwards XN-NF-86-149, “HB Robinson Unit 2,Cycle 12,SAR." Refueling 
for Cycle 12 performed in accordance w/provisions of 10CFR50.59(a) since Cycle 12 
operation will involve no unreviewed safety questions. 

2IMMERMAN,S.R. Carolina Power & Light Co. NLS-87-107. 87/06/02. Document 
Control Branch (Document Control Desk). Ip. 41191:185-41191:240, 

“8706050189 XN-NF-86-149 “HB Robinson Unit 2.Cycle 12,SAR.” 

STONE, I.Z. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
ADAMS,F.T„ SKOGEN.F.B. Carolina Power & Light Co. 87/01/31. 46pp. 41191:186- 
41191:240. 

8706090047 Application for amend to License DPR-35, consisting of Proposed Change 
87-08, modifying Tech Specs re pressure range for HPCI & RCIC operability. Fee paid. 
BIRD.R.G. Boston Edison Co. BECO 87-091. 87/06/01. Document Control Branch 
(Document Control Desk). 6pp. 41220:296-41220:319. 

“8706090052 MDE-101-09a6 “Evaluation of HPCI & RCIC Operability Requirements at 
Low Vessel Pressure for Pilgrim Nuclear Power Station.” 

STOLUC.H., KLAPPROTH,J.F., SOZZI.G.L General Electric Co. DRF AOO-2423. 86/ 
09/30. 13pp. 41220:307-41220:319. 

8706100068 Notification of 870608 meeting w/B&W Owners Group in Bethesda.MD to 
discuss verification of analysis assumptions & plant design details utilized in B&W risk 
evaluation performed by BNL. 

MILLER, C.L. Division of Reactor Projects - lll,IV,V & Special Projects (Post 870411). 
87/06/01. CRUTCHF!ELD,D. Division of Reactor Projects - Ili.lV.V & Special Projects 
(Post 870411). 2pp. 41248:067-41248:068. 

8706110156 Forwards SER conditionally accepting VEP-NE-2, “Statistical DNBR Eval- 
uation Methodology." Plant-specific packages will be submitted, reviewed & approved 
before methodology actually implemented. 

ENGLE.L. Project Directorate 11-2. 87/05/28. STEWART, W.L. Virginia Power (Virginia 
Electric & Power Co.). 3pp. 41260:337-41260:345. 

“8706110167 SER accepting VEP-NE-2, “Statistical DNBR Evaluation Methodology," 
w/listed conditions. 

* NRC - No Detailed Affiliation Given. 87/05/28. 6pp. 41260:340-41260:345. 

8706110397 Notification of 870611 meeting w/B&W Owners Group in Bethesda.MD to 
discuss reactor vessel integrity program. Agenda encl.W/o end. 

ELLIOT.B.J. Materials Engineering Branch. 87/06/04. CHENG, C.Y., RANDALL, P.N., 
ELLIOT, B. NRC - No Detailed Affiliation Given. Ip. 41261:198-41261:198. 

87061 10405 Forwards Amend 5 to License NPF-47 & safety evaluation.Amend changes 
Tech Specs requirements to sub] TDl emergency diesel generators to insp at least 
once every 18 months to at least once every refueling outage. 

CALVO,J.A. Project Directorate IV. TAG 65130. 87/06/04. DEDDENS.J.C. Gulf States 
Utilities Co. 4pp. 41261:199-41261:209. 

—8706110414 Amend 5 to License NPF-47, changing Tech Spec requirements to subj 
TDl emergency diesel generators to insp at least every 18 months to at least once 
every refueling outage. 

CALVO.J.A. Project Directorate IV. 87/06/04. 4pp. 41261:203-41261:206. 


-8706110418 Safety evaluation supporting Amend 5 to License NPF-47. 

• NRC - No Detailed Affiliation Given. 87/06/04. 3pp. 41261:207-41261:209. 

8706110440 Forwards Endorsements 57 & 58 to MAELU Policy MF-85 & Endorsements 
121 & 122 to NELIA Policy NF-111. 

SAMUELS, J. Marsh & McLennan, Inc. 87/05/18. DINITZ,!. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 5pp. 41269:222-41269:226. 

8706120007 Fonvards application for amend to License DPR-66, consisting of Tech 
Spec Change Request 1 40, permitting revised pump & support doslcrs Related 
info.including Proprietary WCAP-1 1317 end. Rept withheld (re* \CZr~2 "GO; i-:;: paid, 
SIEBER.J.D. Duquesne Light Co. 87/06/01. Document Control Branch (Document 
Control Desk). 2pp. 41275:155-41275:267. 

-8706120016 Application for withholding of proprietary WCAP-1 131 7. “Technical Justifi- 
cation for Eliminating Large Primary Loop Pipe Rupture as Structural Design Basis for 
Beaver Valley Unit 1," per 10CFR2.790.Affidavit end. 

WIESEMANN.R.A. Westinghouse Electric Corp. CAW-87-031. 87/04/08. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (851125-870411). 7pp. 41275:197- 
41275:203. 


-8706120030 WCAP-1 1318 “Technical Justification for Eliminating Large Primary Loop 
Pipe Rupture as Structural Design Basis for Beaver Valley Unit 1.” 

WITT,F.J.. PALUSAMY.S.S., MUTYALA.B.R. Westinghouse Electric Corp. 87/03/31. 
67pp. 41275:204-41275:267. 

8706120040 Advises of C-E Owners Group request that util be informed of any potential 
issues that will delay approval of CEN-327 re reactor protection sys/ESFAS extended 
test interval evaluation. 

GASPER.J.K. Omaha Public Power District. 87/05/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 41272:161-41272:162. 

8706120060 Responds to 870331 Itr expressing disappointment in 861110 -oolirc w/ 
author, M Chelko & C Virostek re safety & history of operations of Aoolio & f-i-'k.s 
Township facilities. 

MARTIN, T.T. Region 1, Office of Director. 87/06/03. TROZZI,V. Affiliation Not As- 
signed 4pp. 41272:109-41272:114. 

-8706120064 Requests that V Stello respond directly to concerns noted in end V 
Trozzi 870331 Itr expressing displeasure over unfulfilled promises from visit to Region 

MURTHA,J.P. House of Rep. 87/04/10. STELLO, V. Office of the Executive Director 
for Operations. 2pp. 41272:113-41272:114. 

8706120117 Forwards proprietary & nonproprietary Suppis 2,4 & 5 & Revs 1 to XN-NF- 
82-06(P)(A) & XN-NF-82-06(NP)(A), “Qualification of Exxon Nuclear Fuel for Extended 
Burnup.” Proprietary version withheld (ref 10CFR2.790). 

WARD,G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 
GNW:046:87. 87/05/27. Document Control Branch (Document Control Desk). Ip. 
41276:289-41278:045. 


“8706120126 XN-NF-82-06(NP)(A)R1 Nonproprietary version of Rev 1 to & Suppis 2,4 
& 5 of “Qualification of Exxon Nuclear Fuel for Extended Burnup." 

* Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/05/31. 476pp. 
41276:290-41278:045. 

8706120303 Forwards Rev 1 to CEN-268, "Justification of Trip Two/Leave Two Reactor 
Coolant Pump ...” & proprietary & nonproprietary Rev 1 to Suppis 1-P & 1- 
NP, respectively, to “Response to Addi Info...." Proprietary rept withheld (ref 
10CFR2.790). 

GASPER.J.K, C-E Operating Plants Owners Group. GASPER.J.K. Omaha Public 
Power District. GL-86-06. 87/05/21. MIRAGLIA.F. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 10pp. 41297:277-41298:077. 

“8706120246 CEN-268 R01 Rev 1 to "Justification of Trip Two/Leave Two Reactor 
Coolant Pump Trip Strategy During Transients.” 

* Combustion Engineering, Inc, 87/05/31. 84pp. 41297:287-41298:010. 

“8706120271 CEN-268 S01-NP R01 Nonproprietary Rev 1 to SuppI 1-NP, "Response 
to NRC Request for Addi Info on CEN-268.” 

* Combustion Engineering, Inc. 87/05/31. 67pp. 41298:011-41298:077. 

8706150076 Requests application fee for Attachments 1 & 2 to approved Topical Rept 
XN-NF-85-67(P),Rev 1, "Generic Mechanical Design for Exxon Nuclear Jet Pump 
BWR Reload Fuel.” 

DIGGS.R.M. License Fee Management Branch. 87/06/05. WARD.G.N. Advanced Nu- 
clear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 2pp. 41304:147-41304:148. 

8706160214 Forwards Rev 10 to "Topical QA Rept.” Revs minor & primarily show orga- 
nizational changes.Marked-up copy end. 

WOODY.C.O. Florida Power & Light Co. L-87-241. 87/06/10. Document Control 
Branch (Document Control Desk). 32pp. 41318:294-41319:102. 

“8706160251 TQAR 1-76A Rev 10 to “Topical QA Rept.” 

TALLON,R.E. Florida Power & Light Co. 87/06/10. 100pp. 41318:326-41319:102. 

8706160506 Requests expedited review of 841030 submittal of WSTG-4, “Analysis of 
Probability of Generation of Missiles From Fully Integral Nuclear Low Pressure 
Rotors." Fully integral design rotors placed in svc & rept ref to users. 

MARTIN, J.A. Westinghouse Electric Corp. 87/06/10. SHAO.L Division of Engineering 
& Systems Technology (Post 870411). Ip. 41349:071-41349:073. 

“8706160518 Forwards WSTG-4, “Analysis of Probability of Generation of Missiles 
From Fully Integral Nuclear Low Pressure Rotors,” in response to NRC 830928 
requesLEncI withheld (ref 10CFR2.790). 

MARTIN,J,A. Westinghouse Electric Corp. SE-84-04. 84/10/30. BHATT.S.J. Materials 
Engineering Branch. 2pp. 41349:072-41349:073. 

8706160543 Requests NRC approval of Rev 1 to Bechtel Rept BN-TOP-1, “Testing Cri- 
teria for Integrated Leakage Rate Testing of Primary Containment Structures for Nu- 
clear Power Plants,” for use as basis for short duration Type A test. 

MEDFORD, M.O. Southern California Edison Co. 87/06/09. Document Control Branch 
(Document Control Desk). Ip. 41336:241-41336:242. 
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8706160595 Forwards initial application fee for Topical Rept,RDS-1000 re radwaste 
dewatering sys,RDS-25506-01. 

HOUSE, W.B. Chem-Nuclear Systems, Inc. RA-0260-7. 87/04/22. EMCH.R.L Office of 
Nuclear Reactor Regulation, Director (Post 870411). Ip. 41336:240-41336:240. 

8706170173 Forwards Nonproprietary WCAP-11508 & Proprietary WCAP-11506. "Full- 
Flow Filter Recovery & Equipment Assessment." Proprietary rept withheld (ref 
10CFR2.790).Application for withholding rept & affidavit end. 

JOHNSON.W.J. Westinghouse Electric Corp. NS-NRC-87-3231. 87/06/11. 

THADANI.A.C. Assistant Director for Systems. HODGES. M.W. Reactor Systems 
Branch. 2pp. 41370:048-41370:122. 

■“8706170186 WCAP-1 1508 "Full-Flow Filter Recovery & Equipment Assessment." 
REX.J.A., BOYLE, D.E. Westinghouse Electric Corp. 87/06/01. 63pp. 41370:057- 
41370:122. 

8706170229 Confirms that methodologies in XN-NF-79-7l,Rev 2, Nov 1981 & util 
860905 Itr to NRC acceptable for application for facility Cycle 3 transients. NRC ac- 
ceptance will be assumed if no NRC exceptions received by 870710. 

WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co.. Inc.). 
GNW:045:87. 87/06/09. HODGES, M.W. Reactor Systems Branch. Ip. 41370:360- 
41370:360. 

8706170299 Forwards Addendum 1 to nonproprietary WCAP-1 1326 & Addendum 1 to 
proprietary WCAP-1 1325, "Westinghouse Owners Group Trip Reduction & Assess- 
ment Program:Steam Generator Low Water Level Protection Sys Mods to Reduce 
Feedwater-Related...." 

NEWTON, R. A. Westinghouse Operating Plants Owners Group. OG-87-28. 87/05/29. 
HODGES, M.W. Reactor Systems Branch. 2pp. 41370:283-41370:339. 

-8706170320 Requests proprietary Addendum 1 to WCAP-1 1325, "Westinghouse 
Owners Group Trip Reduction & Assessment Program:Steam Generator Low Water 
Level Protection Sys Mods to Reduce Feedwater-Related Trips..." be withheld (ref 
10CFR2.790). 

WIESEMANN,R.A. Westinghouse Electric Corp. CAW-87-053. 87/05/29. MURLEY,T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 11pp. 41370:285- 
41370:295. 

-8706170336 WCAP-1 1325 ADD 01 Nonproprietary Addendum 1 to "Westinghouse 
Owners Group Trip Reduction & Assessment Program.-Steam Generator Low Water 
Level Protection Sys Mods to Reduce Feedwater-Related Trips, NRC Review Ques- 
tions & Responses." 

MIRANDA, S., LAMURO,R.C., MCHUGH,C.J. Westinghouse Electric Corp. 87/05/31. 
45pp. 41370:296-41370:339. 

8706170411 Forwards "Inverted Diffusion Flames." Inverted diffusion flames will not 
occur in drywell,therefore Subtasks 10.14 through 10.19 not necessary. 

LANGLEY, J.R. Hydrogen Control Owners Group. HGN-119. 87/06/10. Document 
Control Branch (Document Control Desk). 2pp. 41386:122-41386:160. 

-8706170430 “Inverted Diffusion Flames." 

* Enercon Services. 87/06/05. 37pp. 41386:124-41386:160. 

8706170471 Requests withdrawal of Topical Rept XN-NF-85-87(P), "PWR Combined 
15x15/17x17 FLECHT Bases Reflood Quench,Carryover & Heat Transfer Correlation" 
from review.Correlations based on 15x15 & 17x17 FLECHT test data superseded. 
WARD,G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co.. Inc.). 
GNW:051:87. 87/06/10, Document Control Branch (Document Control Desk). Ip. 
41387:013-41387:013. 

8706170511 Informs of new officers for BWR Owners Group, elected at 870603-04 
meetings. 

ARTIGAS.R. General Electric Co. 0G7-415-01. 87/06/09. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 41385:108-41385:109. 

8706170526 Expresses appreciation for timely NRC review of MERITS Program Phase I 
topical rept & detailed level of comments, transmitted by 870505 Itr.Phase II program 
procoedinq on schedule. 

N"V.'i CN.iL.A. Westinghouse Operating Plants Owners Group. OG-87-30. 87/06/12. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
41386:283-41386:284. 

8706180111 Forwards proprietary Vol 2, "Verification of Models, Transient Methods & 
LOCA,Reflood Code." to CENPD-276-P. “CEUPR,C-E Upper Plenum Refill/ Reflood 
Code." Affidavit also encI.Rept withheld (ref 10CFR2.790). 

SCHERER.A.E. Combustion Engineering, Inc. LD-87-030. 87/06/05. FUNCHES.J.L. 
Policy Development & Technical Support Branch (Post 870411). 6pp. 41405:224- 
41405:229. 

8706180271 Requests that XN-NF-920(P), "Heated Shroud Correction to Exxon Nuclear 
DNB Correlation for PWR Fuel Design" & suppis be withdrawn from NRC 
review.Corporation unable to quantitatively address several question^ raised by NRC. 
WARD.G.N. Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/06/ 
09. Document Control Branch (Document Control Desk). Ip. 41390:237-41390:237. 

8706190256 Forwards proprietary WCAP-1 1394 & nonproprietary WCAP-1 1395, "Meth- 
odology for Analysis of Dropped Rod Event” & application for withholding of WCAP- 
11394. 

NEWTON, R.A. Westinghouse Operating Plants Owners Group. OG-87-26. 87/05/22. 
LYONS, J. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
41395:292-41396:010. 

-8706190274 Requests that WCAP-1 1394, “Methodology for Analysis of Dropped Rod 
Event," be withheld per 10CFR2.790. 

WIESMANN, R.A. Westinghouse Electric Corp. CAW-87-042. 87/05/15. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 41395:294- 
41395:302. 

-8706190275 WCAP-1 1395 "Methodology for Analysis of Dropped Rod Event." 
OSBORNE, M.P., HAESSLER.R.L. LANCASTER.D.B. Westinghouse Electric Corp. 87/ 
04/30. 69pp. 41395:303-41396:010. 

8706220178 Partial response to FOIA request.Forwards documents listed on end app in 
response to Category 1 of request. 

GR1MSLEY,D.H. Division of Rules & Records (Post 870413). 87/06/17. THOMAS, P. 
Simpson, Thatcher & Bartlett. 2pp. 41416:210-41416:268. 


“8706220333 Safety evaluation re GE Mark III containment concept.Number of detailed 
aspects of concept remain unsettled & can be resolved in review of first application 
incorporating Mark HI containment. 

* Atomic Energy Commission. 72/10/05, 8pp. 41416:256-41416:263. 

8706220197 Forwards proprietary WCAP-1 0054-P-A, Addendum 1 & nonproprietary 
WCAP-1 0081 -A, Addendum 1 "Addendum to Westinghouse Small Break ECCS Eval- 
uation Model Using NOTRUMP Code for C-E NSSS.” 

JOHNSON.W.J. Westinghouse Electric Corp. NS-NRC-3210. 87/06/04. LYONS.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). CRUTCHFIELD, D. Divi- 
sion of Reactor Projects - III, IV, V & Special Projects (Post 870411). 2pp. 41409:146- 
41409:280. 

“8706220207 Submits application for withholding proprietary WCAP-10054-P- 
A.Addendum 1, "Addendum to Westinghouse Small Break ECCS Evaluation Model 
Using NOTRUMP Code for C-E NSSS." End withheld (ref 10CFR2.790). 
WIESEMANN.R.A. Westinghouse Electric Corp. AW-87-024. 87/06/04. MURLEY.T. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 9pp. 41409:148- 
41409:156. 

—8706220214 WCAP-1 0081 -A ADD 01 Nonproprietary Addendum 1 to "Westinghouse 
Small Break ECCS Evaluation Model Using NOTRUMP Code for C-E NSSS." 
BAJOREK.S.M., WENGERD.M.R. Westinghouse Electric Corp. 87/03/31. 100pp. 
41409:157-41409:280. 

8706220294 Ack receipt of 870506 Itr commenting on advanced LWR util requirements 
document executive summary.Comments forwarded to EPRl for consideration in pre- 
paring balance of requirements document. 

BERKOW.H.N. Standardization & Non-Power Reactor Project Directorate. 87/06/05. 
DEWLING.R.T. New Jersey. State of. 2pp. 41435:305-41435:306. 

8706230274 Submits info needs identified by BNL & comments provided by B&W 
Owners Group during 870608 meeting w/NRC.BNL & B&W Owners Group re analysis 
assumptions & plant design details utilized in B&W risk evaluation being performed by 
BNL 

SKILLMAN.G.R. Babcock & Wilcox Operating Plants Owners Group. 87/06/16. 
CRUTCHFIELD.D. Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411). 3pp. 41430:069-41430:071. 

8706230384 Forwards Rev 5A to B&ROE-COM4-1-NP, "QA Manual" for PDR.per 
870518 request. 

DELOOPER.J. Burns & Roe Co. 87/06/16. Document Control Branch (Document 
Control Desk). Ip. 41433:040-41433:115. 

-8706230402 B&ROE-COM4-1-NP R5A Rev 5A to "QA Manual." 

ROE.K.K. Burns & Roe Co. 87/06/16. 77pp. 41433:041-41433:115. 

8706240223 Responds to Denton Itr requesting comments on executive summary for 
ATWR util requirements document.Task force should be commended for attempting to 
address problems & establish criteria.Current problems in industry discussed. 

LUCAS,G. California. Univ. of, Santa Barbara, CA. 87/06/12. MORAN.D.H. NRC - No 
Detailed Affiliation Given. 2pp. 41455:044-41455:044. 

8706250537 Forwards EGG-CS-7653, “Final Technical Evaluation Rept for NRC/INEL 
Activated Carbon Testing Program," informal rept. Encourages promptness to revise 
std to enable implementation of NAVLAP program. 

WILLIS.C.A. NRC - No Detailed Affiliation Given. 87/04/09. PISTRITTO.J.V. Army, 
Dept. of. Ip. 41467:093-41467:186. 

-8706250544 EGG-CS-7643 “Final Technical Evaluation Rept for NRC/INEL Activated 
Carbon Testing Program," informal rept. 

SCARPELLINO.C., SILL.C.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
SCARPELLINO.C. Idaho National Engineering Laboratory. FIN A-6807. 87/04/30. 
NRC - No Detailed Affiliation Given. 93pp. 41467:094-41467:186. 

8706260012 Summary of 870602 meeting w/GA Technologies, DOE & Sandia in Silver 
Spring,MD re design of new legal weight truck cask for defense high level 
waste.Viewgraphs end. 

ODEGAARDEN.R.H. Transportation Branch. 87/06/23. Transportation Branch. 59pp. 
41481:100-41481:158. 

8706260040 Informs of results of investigations re post-accident uncertainties for C-E 
supplied Litton cable connectors used in core exit thermocouple sys.Moisture ingress 
increases uncertainties associated w/cable connectors. 

SCHERER.A.E. Combustion Engineering. Inc. LD-87-025. 87/05/22. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 18pp. 41479:035- 
41479:052. 

8706260072 Forwards final EGG-NTA-7327, "Conformance to Generic Ltr 83-28, Item 
2.2.1 - Equipment Classification for All Other Safety-Related Components, Catawba 
Units 1 & 2," informal rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory, FIN D-6001. GL-83-28. 87/05/06. CARRINGTON, M. 
Office of Nuclear Reactor Regulation. Director (Post 870411). Ip. 41480:310- 
41480:329. 

-8706260083 EGG-NTA-7327 Final "Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment Classification for All Other Safety-Related Components.Catawba Units 1 & 
2," informal rept. 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC - No De- 
tailed Affiliation Given. 19pp. 41480:311-41480:329. 

8706260122 Forwards final EGG-NTA-7406, “Conformance to Generic Ltr, Item 2.2.1 - 
Equipment Classification for All Other Safety- Related Components, Summer," informal 
rept. Plant conforms to generic ltr on item. 

ROBERTS.E.W, EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/06. CARRINGTON, M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41483:083- 
41483:102. 

-8706260129 EGG-NTA-7406 Final "Conformance to Generic Ltr 83-28, Item 2.2.1 ■ 
Equipment Classification for Ail Other Safety-Related Components, Summer,” informal 
rept. 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G. Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-60O1, GL-83-28. 87/05/31. NRC - No De- 
tailed Affiliation Given. 18pp. 41483:084-41483:102. 
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8706260140 Forwards final EGG-NTA-7644. “Conformance to Generic Ltr 83-28.ltem 
2.2.2 - Vendor Interface Programs for All Other Safety-Related Components: Rancho 
Seco," informal rept.Plant conforms to generic ltr on subj item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Id^o ^ 
tional Engineering Laboratory. FIN D-6001. EWR-137-87. 87/05/29. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41483:103- 
41483:119. 


—8706260144 EGG-NTA-7644 Final “Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safety-Related Components: Rancho Seco, 

U[?YAC^^EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC - No Detailed Affiliation Given. 
16pp. 41483:104-41483:119. 


-8706260194 EGG-NTA-7415 “Conformance to Generic Ltr 83-28,ltem 2.2.1 - Equip- 
ment Classification for All Other Safety Related Components:Wolf Creek,” final infor- 
mal rept. 

UDY,A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No Detailed Affiliation Given. 
18pp. 41481:068-41481:085. 

8706260191 Forwards final EGG-NTA-7552. “Conformance to Generic Ltr 83-28.ltem 
2.2.2 - Vendor Interface Programs for All Other Safety-Related ComponentS'.Brunsvirick 
1 & 2,” informal rept. Plant does not conform to generic ltr on subj item. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/27. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 41483:162- 
41483:179. 


8706260148 Forwards EGG-NTA-7700, “TMI Action - NUREG-0737 (H.D.1) Relief & 
Safety Valve Testing.Rancho Seco," technical evaluation informal reptEvaluation con- 
cludes util provided acceptable submittals & responses to requests for addi info. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. EWR-1 22-87. 87/05/08. Office of Nuclear Reactor 
Regulation. Director (Post 870^11). Ip. 41481:001-41481:030. 


-8706260203 EGG-NTA-7552 Final “Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safety-Related Components: Brunswick 1 & 
2," informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC - No Detailed Affiliation Given. 
16pp. 41483:163-41483:179. 


-8706260153 EGG-NTA-7700 “TMI Action - NUREG-0737 (11.D.1) Relief & Safety 
Valve Testing Rancho Seco.Unit 1." informal technical evaluation rept. 

FINEMAN.C.P., NALEZNY.C.L. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FINEMAN.C.P. Idaho National Engineering Laboratory. FIN A-6492. 87/05/31. NRC - 
No Detailed Affiliation Given. 30pp. 41481:002-41481:030. 

8706260154 Forwards final EGG-NTA-7396. “Conformance to Generic Ltr 83-^.ltem 

2.2.1 -Equipment Classification for All Other Safety-Related Components:San Onofre 
1,” informal rept. Plant conforms to generic ltr on item. ^ k. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS,E.W. d^o 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON.M. 
Office of Nuclear Reactor Regulation. Director (Post 870411), Ip. 41481:031- 
41481:049. 


-8706260161 EGG-NTA-7396 Final “Conformance to Generic Ltr 83-28, Item 2.2.1- 
Equipment Classification for All Other Safety-Related Components:San Onofre 1 , in- 

IJDY^AC*^EG&G Idaho, Inc. (subs, of EG&G. Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No Detailed Affiliation Given. 
18pp. 41481:032-41481:049. 


8706260159 Forwards final EGG-NTA-7383, “Conformance to Generic Ltr, Item 2.2.1 - 
Equipment Classification for All Other Safety- Related Components. McGuire 1 & 2." 
informal rept.Plant conforms to generic ltr on item. - ^ 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.i. ^ 

tional Engineering Laboratory. FIN D-6001. GL-83-28. 87-'C5/:t .^aRR.NGTON^^ 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41483:120- 
41483:139. 


-8706260166 EGG-NTA-7383 Final “Conformance to Generic Ltr 83-28,ltem 2.2.1 - 
Equipment Classification for All Other Safety-Related Components.McGuire 1 & 2,” in- 
formal rept. , ^ . 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC - No Detailed Affiliation Given. 
21pp. 41483:121-41483:139. 


8706260212 Forwards EGG-NTA-7705, “Evaluation of Integrated Sys Study CRD Mech- 
anisms Rod Position Indication Instrumentation for Fort St Vrain Nuclear Generating 
Station," informal technical evaluation rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6023. EWR-1 27-87. 87/05/12. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41480:108- 
41480:125. 

-8706260218 EGG-NTA-7705 "Evaluation of Integrated Sys Study of CRD Mechanism 
Rod Position Indication Instrumentation for Fort St Vrain Nuclear Generating Station," 
informal technical evaluation rept. 

JACKSON, D.E., NALEZNY.C.L. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
JACKSON, D.E. Idaho National Engineering Laboratory. FIN D-6023. TAC 62198. 87/ 
05/31. NRC - No Detailed Affiliation Given. 17pp. 41480:109-41480:125. 

8706260213 Forwards final EGG-NTA-7598, “Conformance to Generic Ltr 83-28,ltem 

2.2.2-Vendor Interface Programs for All Other Safety-Related Components.La Salle 
Units 1 & 2," informal rept.Licensee conforms to generic ltr on subj item. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41483:180- 
41483:196. 

-8706260229 EGG-NTA-7598 Final “Conformance to Generic Ltr 83-28, Item 
2.2.2, Vendor Interface Programs for All Other Safety-Related Components. La Salle 
Units 1 & 2." informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No Detailed Affiliation Given. 
17pp. 41483:181-41483:196. 

8706260220 Forwards application for amend to License NPF-14, PL-NF-87-005, 
“Reload Summary Rept," “Cycle 4 Proposed Startup Physics Tests Summary Descrip- 
tion," for May 1987 & Repts XN-NF-87-22 & XN-NF-87-23.Fee paid. 

KEISER.H.W. Pennsylvania Power & Light Co. PLA-2875. 87/06/19. BUTLER, W.R. 
Project Directorate 1-2. 2pp. 41479:286-41480:074. 


8706260160 Forwards EGG-NTA-7617, “Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safeh/ Related Components:Oyster Creek," 
final informal repLRept conc.LJos !i::(-:f'.se-;- ccnicrms to generic ltr on item. 
ROBERTS.E.W. EG&G ioano, Inc. (suos. of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. Office of Nuclear Re- 
actor Regulation, Director (Post 870411), Ip. 41481:050-41481:066. 

-8706260163 EGG-NTA-7617 “Conformance to Generic Ltr 83-28,ltem 2.2.2 - Vendor 
Interface Programs for All Other Safety Related Components: Oyster Creek," final in- 
formal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No Detailed Affiliation Given. 
16pp. 41481:051-41481:066. 

8706260168 Forwards Rev 1 nonproprietary WCAP-11410 & proprietary WCAP-11411, 
“Technical Bases for Eliminating Large Primary Loop Pipe Rupture as Structural 
Design Basis for Kewaunee.” 

HINTZ.D.C. Wisconsin Public Service Corp. NRC-87-89. 87/06/22. Document Control 
Branch (Document Control Desk). 2pp. 41477:190-41477:262. 

-8706260181 WCAP-11410 R01 Nonproprietary Rev 1 to “Technical Bases for Eliminat- 
ing Large Pipe Rupture as Structural Design Basis for Kewaunee." 

ROARTY.D.H., NELSON, S.R., LEE.Y.S. Westinghouse Electric Corp. 87/04/30. 54pp. 
41477:199-41477:262. 


-8706260245 XN-NF-87-23 “Susquehanna Unit 1 Cycle 4 Reload Analysis, Design & 
Safety Analyses." 

WHITE,J.A., WILLIAMSON, H.E., FEDERICO.L.J. Advanced Nuclear Fuels Corp. (for- 
merly Exxon Nuclear Co., Inc.). 87/04/30. 37pp. 41479:356-41480:032. 


-8706260248 XN-NF-87-22 “Susquehanna Unit 1 Cycle 4 Plant Transient Analysis." 
WHITE,J.A., COLLINGHAM,R.E., MORGAN,J.N. Advanced Nuclear Fuels Corp. (for- 
merly Exxon Nuclear Co., Inc.). 87/04/30. 42pp. 41480:033-41480:074. 


8706260240 Forwards final EGG-NTA-7205, “Conformance to Generic Ltr 83-28, Item 
2.2.1 - Equipment Classification for All Other Safety-Related Components, Enrico 
Fermi-2,” informal rept. Plant conforms to generic ltr on item. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6002. GL-83-28. 87/05/01. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41483:224- 
41483:244. 


-8706260243 EGG-NTA-7205 Final “Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment Classification for All Other Safety-Related Components.Enrico Fermi-2," in- 
formal rept. 

VANDERBEEK,R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). VANDERBEEK,R. Idaho 
National Engineering Laboratory. FIN D-6002. GL-83-28. 87/04/30. NRC - No De- 
tailed Affiliation (Biven. 20pp. 41483:225-41483:244. 


8706260183 Forwards final EGG-NTA-7195, “Conformance to Generic Ltr, Item 2.2.1 - 
Equipment Classification for All Other Safety- Related Components, Brunswick 1 & 2," 
informal repLPlant conforms to generic ltr on item. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON,M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41483:140- 
41483:161. 


8706260258 Forwards EGG-NTA-7427, “Conformance to Generic Ltr 83-28, Item 2.2.1, 
’Equipment Classification for All Other Safety- Related Components,’ Calvert Cliffs 
Units 1 & 2," final technical evaluation rept. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/19. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41480:137- 
41480:155. 


-8706260196 EGG-NTA-7195 Final “Conformance to Generic Ltr 83-28,ltem 2.2.1 - 
Equipment Classification for All Other Safety-Related Components.Brunswick 1 & 2," 
informal rept. 

VANDERBEEK.R. EG&G Idaho, Inc. (subs, of EG&G. Inc.). VANDERBEEK.R. Idaho 
National Engineering Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No De- 
tailed Affiliation Given. 21pp. 41483:141-41483:161. 

8706260187 Forwards EGG-NTA-7415, "Conformance to Generic Ltr 83-28, Item 2.2.1 - 
Equipment Classification for All Other Safety- Related Components:Wolf Creek," final 
informal repLRept concludes that plant conforms on item. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 41481:067- 
41481:085. 


-8706260260 EGG-NTA-7427 “Conformance to Generic Ltr 83-28.ltem 2.2.1, ’Equip- 
ment Classification for All Other Safety-Related Components,’ Calvert Cliffs Units 1 & 
2," informal technical evaluation rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G. Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC - No Detailed Affiliation Given. 
18pp. 41480:138-41480:155. 

8706260261 Forwards Final EGG-NTA-7627, “Conformance to Generic Ltr 83-28, Item 

2.2.2-Vendor Interface Programs for All Other Safety-Related ComponentsrPerry Unit 
1." Licensee should establish interfaces w/safety-related component vendors. 
ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/15. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41482:188- 
41482:204. 
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-8706260266 EGG-NTA-7627 Final “Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor Interface Programs for All Other Safety- Related Components: Perry Unit 1," 
informal rept. 

STOFFEL.J.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). STOFFEL.J.W. Idaho National 
Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC - No Detailed Affili- 
ation Given. 16pp. 41482:189-41482:204. 


8706260306 Forwards EGG-NTA-7642, "Conformance to Item 2.1 (Part 2) of Generic 
Ltr 83-28, Reactor Trip Sys Vendor lnterface:Point Beach Units 1 & 2 & San 
Onofre.Unit 1,’’ final informal rept. 

ROBERTS, E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6001. GL-83-28. 87/ 
05/06. CARRINGTON, M. Office of Nuclear Reactor Regulation, Director (Post 
870411). Ip. 41482:275-41482:291. 


8706260264 Forwards EGG-NTA-7373, “Conformance to Generic Ltr 83-28, Item 2.2.1, 
'Equipment Classification for All Other Safety- Related Components,' Indian Point Unit 
2," final technical evaluation rept.Plant conforms to generic ltr on subj item. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/18. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41480:156- 
41480:175. 

-8706260268 EGG-NTA-7373 “Conformance to Generic Ltr 83-28, Item 2.2.1, 'Equip- 
ment Classification for All Other Safety-Related Components,' Indian Point Unit 2," in- 
formal technical evaluation rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G. Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC ■ No Detailed Affiliation Given. 
19pp. 41480:157-41480:175. 

8706260267 Forwards final EGG-NTA-7549. “Conformance to Generic Ltr 83-28, Item 

2.2 P - Verdo' l■'.{o■t^ce Programs for All Safety- Related Components.Duane Arnold," 
infer- 3i .-Lin; ccnfo'ns to generic ltr on item. 

R03r-A'!Sn A. LG&G diiMo, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
;ion3'F.-i(ne.-rTc LabC'a’.ory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON.M. 
Of* CO c.i Nucioar Rof-c.or Regulation, Director (Post 870411). Ip. 41482:205- 
41482:221. 

-8706260272 EGG-NTA-7549 Final “Conformance to Generic Ltr 83-28.ltem 2.2.2 - 
Vendor Interface Programs for All Other Safety-Related Components. Duane Arnold,” 
informal rept. 

UDY A.C. EG&G Idaho. Inc. (subs, of EG&G. Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC - No Detailed Affiliation Given. 
16pp. 41482:206-41482:221. 


-8706260324 EGG-NTA-7642 “Conformance to Item 2.1 (Part 2) of Generic Ltr 83-28, 
Reactor Trip Sys Vendor Interface, Point Beach Units 1 & 2 & San Onofre Unit 1,” 
informal rept. 

FARMER, F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. GL-83-28. 87/04/ 
30. NRC - No Detailed Affiliation Given. 14pp. 41482:276-41482:291. 

8706260337 Forwards final EGG-NTA-7641, “Conformance to Item 2.1 (Part 2) of Ge- 
neric Ltr 83-28, Reactor Trip Sys Vendor interface:Diablo Canyon 1 & 2 & Millstone 3," 
informal rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN D-6002. EWR-1 19-87. 
87/05/06. CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (Post 
870411). Ip. 41482:325-41482:339. 

-8706260345 EGG-NTA-7641 Final “Conformance to Item 2.1 (Part 2) of Generic Ltr 
83-28, Reactor Trip Sys Vendor lnterface:Diablo Canyon 1 & 2, Millstone 3," informal 
rept. 

FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. TAG 52832. 87/ 
04/30. NRC - No Detailed Affiliation Given. 14pp. 41482:326-41482:339. 

8706260338 Forwards EGG-NTA-7702, “Evaluation of South Texas Project Unit 1 Tech 
Specs," final technical evaluation rept. 

OBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G. Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN A-6824. OBEN-79-87. 87/05/28. 
CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 
41480:247-41480:288. 

-8706260346 EGG-NTA-7702 “Evaluation of South Texas Project Unit 1 Tech Specs,” 
informal technical evaluation rept. 

BAXTER.D.E.. VALENTI, LN. EG&G Idaho. Inc. (subs, of EG&G. Inc.). BAXTER.D.E. 
Idaho National Engineering Laboratory. FIN A-6824. 87/05/31. NRC - No Detailed Af- 
filiation Given. 39pp. 41480:248-41480:288. 


8706260273 Forwards final EGG-NTA-7605, “Conformance to Generic Ltr 83-28.ltem 

2.2.2 Vendor Interface Programs for All Other Safety-Related Components.Mcguire 
Units 1 & 2.” informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 1p. 41482:222- 
41482:238. 


8706260356 Forwards final EGG-NTA-7595, “Conformance to Generic Ltr 83-28, Item 

2.2.2 - Vendor Interface Programs tor All Other Safety-Related 

Components: Kewaunee,” informal rept.Plant conforms to generic ltr on item. 
ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41482:345- 
41482:361. 


-8706260280 EGG-NTA-7605 Final “Conformance to Generic Ltr 83-28.ltem 2.2.2- 
Vendor Interface Programs for All Other Safety-Related Components. Meguire Units 1 
& 2," informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No Detailed Affiliation Given. 
16pp. 41482:223-41482:238. 


-8706260365 EGG-NTA-7595 Final “Conformance to Generic Ltr.ltem 2 . 2.2 - Vendor 
Interface Programs for All Other Safety-Related Components: Kewaunee," informal 
rept. 

UDY,A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No Detailed Affiliation Given. 
16pp. 41482:346-41482:361. 


8706260274 Forwards EGG-NTA-7721, “TMI Action-NUREG-0737 (1I.D.1), Relief & 
Safety Valve Testing, South Texas Units 1 & 2," technical evaluation rept.Applilcant 
provided acceptable submittals reconfirming that listed GDC met. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6005. EWR-1 36-87. 
87/05/29. CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (Post 
870411). Ip. 41480:176-41480:209. 

-8706260278 EGG-NTA-7721 “TMI Action-NUREG-0737 (II.D.1), Relief & Safety Valve 
Testing, South Texas Units 1 & 2,” technical evaluation rept. 

YUAN.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6005. 87/05/31. NRC - No 
Detailed Affiliation Given. 33pp. 41480:177-41480:209. 

8706260289 Forwards EGG-NTA-7701 , “TMI Action-NUREG-0737 (II.D.1 ). Comanche 
Peak Steam Electric Station Unit 1," technical evaluation rept.Licensee provided ac- 
.jop'.ac e submilials .'■cccrirrnring that listed GDC of App A to 10CFR50 met. 
RCrJr:'r"3E A. EG&G rJano. !nc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6005. EWR-1 23-87. 87/05/08. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 1p. 41480:212- 
41480:242. 

-8706260300 EGG-NTA-7701 “TMI Action-NUREG-0737 (II.D.1), Comanche Peak 
Steam Electric Station Unit 1 ,” informal technical evaluation rept. 

PACE.N.E., YUAN.C. L.. NALEZNY.C.L. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN 
D-6005. 87/05/31. NRC - No Detailed Affiliation Given. 30pp. 41480:213-41480:242. 

8706260290 Forwards EGG-NTA-7612. “Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safety- Related Components, North Anna 
Units 1 & 2 & Surry Units 1 & 2," final informal rept 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EWR-1 09-87. 
87/05/01. CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (Post 
870411). 1p. 41482:241-41482:257. 

-8706260296 EGG-NTA-7612 "Conformance to Generic Ltr 83-28, Item 2.2.2 - Vendor 
Interface Programs for All Other Safety-Related Components, North Anna Units 1 & 2 
& Surry Units 1 & 2," informal rept. 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. GL-83-28. 87/04/30. 
NRC - No Detailed Affiliation Given. 16pp. 41482:242-41482:257. 

8706260294 Forwards final EGG-NTA-7589, “Conformance to Generic Ltr 83-28, Item 
2.2.2“Vendor Interface Programs for All Other Safety-Related Components:Hatch Unit 
1 & Unit 2." Plant conforms to Generic Ltr 83-28, Item 2.2.2. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). Ip. 41482:258- 
41482:274. 


8706260370 Forwards final EGG-NTA-7579, “Conformance to Generic Ltr 83 - 28 , Item 

2 . 2.2 - Vendor Interface Programs for All Other Safety-Related ComponentsrFort St 
Vrain,” informal rept. Licensee should establish interfaces w/vendors. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 1p. 41483:001- 
41483:017. 

-8706260380 EGG-NTA-7579 Final “Conformance to Generic Ltr 83-28, Item 2.2.2 - 
Vendor Interface Programs for All Other Safety-Related Components; Fort St Vrain," 
informal rept. 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No Detailed Affiliation Given. 
16pp. 41483:002-41483:017. 

8706260404 Forwards final “Conformance to Generic Ltr 83-29,ltem 2.2.2 -Vendor 
Interface Programs for All Other Safety-Related Components:Oconee 1,2 & 3," infor- 
mal reptLicensee conforms to generic ltr on subj item. 

ROBERTS,E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6001. GL-83-28. 87/ 
05/01. CARRINGTON.M. Office of Nuclear Reactor Regulation. Director (Post 
870411). Ip. 41483:049-41483:065. 

-8706260406 EGG-NTA-7615 Final “Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor Interface Programs for All Other Safety-Related Compoments: Oconee 1 ,2 & 
3." informal rept. 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G. Inc.). FIN D-6001. GL-83-28. 87/04/30. 
NRC - No Detailed Affiliation Given. 15pp. 41483:050-41483:065. 

8706260407 Forwards final “Conformance to Generic Lte 83-28, Item 2.2.2 -Vendorln- 
terface Programs for All Other Safety-Related Components:Palo Verde 1,2 & 3." infor- 
mal reptLicensee conforms to generic ltr on subj item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN D-6002. GL-83-28. 87/ 
05/01. CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (Post 
870411). Ip. 41483:066-41483:082. 

-8706260408 EGG-NTA-7648 Final “Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor Interface Programs for All Other Safety-Related Components: Palo Verde 1 ,2 
& -3," informal rept 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6002. GL-83-28. 87/04/30. 
NRC - No Detailed Affiliation Given. 14pp. 41483:067-41483:082. 

8706300093 Forwards EGG-NTA-7708, “Technical Evaluation Rept for Requalification 
of SPERT Fuel for Use in Nonpower Reactors.” 

OBENCHAIN.C.F. EG&G Idaho, Inc. (subs, of EG&G, Inc.). OBENCHAIN.C.F. Idaho 
National Engineering Laboratory. FIN D-6010. OBEN-71-87. 87/05/18. 

CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 
41490:157-41490:170. 


-8706260314 EGG-NTA-7589 Final “Conformance to Generic Ltr 83-28, Item 2.2.2- 
Vendor Interface Programs for All Other Safety-Related Components," informal rept. 
UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC - No Detailed Affiliation Given. 
16pp. 41482:259-41482:274. 


-8706300106 EGG-NTA-7708 “Technical Evaluation Rept for Requalification of SPERT 
Fuel for Use in Nonpower Reactors,” informal rept. 

HOBBINS.R.R. EG&G Idaho, inc. (subs, of EG&G. Inc.). HOBBINS.R.R. Idaho Nation- 
al Engineering Laboratory. FIN D-6010. 87/05/31. NRC ■ No Detailed Affiliation Given. 
9pp. 41490:158-41490:170. 
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8706300122 Forwards final EGG-NTA-7527, ‘Technical Evaluation Rept for Renewal of 
OL for Purdue Univ Reactor." 

OBENCHAIN.C.F. EG&G Idaho. Inc. (subs, of EG&G, Inc.}. OBENCHAIN.C.F. Idaho 
N?tio-.r-! Cnc-'-cr-c Laboratory. FIN D-6010. OBEN-76-87. 87/05/27. 

CARR=\3'CNV: 1'"' l:-.; of Nuclear Reactor Regulation. Director (Post 870411). Ip. 
41490:194-41490:261. 

-8706300132 EGG-NTA-7527 "Technical Evaluation Rept for Renewal of OL for Purdue 
Univ Reactor," final informal rept. 

CARPENTER.W.R., COOPER.C.H. EG&G Idaho. Inc. (subs, of EG&G, Inc.). 
CARPENTER.W.R. Idaho National Enginecrrc L.5.fco'?/3ry F'N D-6010. 87/05/31. 
NRC - No Detailed Affiliation Given. 67pp. '-'■.90 19L-':' 450.26!. 

8706300150 Forwards final EGG-NTA-7632, "Conformance to Generic Ltr 83-28.ltem 
2.2.2 - Vendor Interface Programs for All Other Safety-Related Components.Quad 
Cities 1 & 2," informal rept. 

ROBERTS, E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON, M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 41515:298- 
41515:314. 

-8706300184 EGG-NTA-7632 Final “Conformance to Generic Ltr 83-28,ltem 2.2.2 - 
Vendor Interface Programs for All Other Safety-Related Components: Quad Cities 1 & 
2,” informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28, 87/04/30. NRC - No Detailed Affiliation Given. 
16pp. 41515:299-41515:314. 


8706300870 Fonvards ‘‘Conformance to Generic Ltr 83-28, Item 2.2.2- Vendor Interface 
Programs for All Other Safety-Related Components:lndian Point Unit 3," final informal 
rept. Licensee conforms to generic ltr on subj item. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.'- F Idaho Na- 

tional Engineering Laboratory. FIN D-6001. GL-83-28. 8 ■ CArvVNGTON M 
Office of Nuclear Reactor Regulation, Director (Post 870411) ip 41515-144’ 
41515:160. 

—8706300877 EGG-NTA-7594 ‘‘Conformance to Generic Ltr 83-28, Item 2.2.2-Vendor 
Interface Programs for All Other Safety-Related Components: Indian point Unit 3 " 
final informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G. Inc.). UDY.A.C. Idaho National Enqineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No Detailed Affiliation Given 
15pp. 41515:145-41515:160. 

8706300968 Reiterates util intent to ref C-E topical rept, ‘‘C-E Methodology for Core De- 
signs Containing Gadolina-Urania Burnable Absorbers,” to support preparations for or- 
dering fuel for Cycle 5 refueling scheduled to begin in Mar 1989. 

WOODY.C.O. Florida Power & Light Co. L-87-261. 87/06/24. Document Control 
Branch (Document Control Desk). Ip. 41502:294-41502:294. 

8706300999 Identifies previous NRC acceptance of IEEE-279 compliance for GE design 
of neutron monitoring sys.providing input to reactor protection sv« o;-- '.-10 jr.^t 

ARTIGAS.R. General Electric Co. GBS-044-087. 87/06/24. a C T- so-'rf 

Engineering & Systems Technology (Post 870411). 2pp. 41500:042-41500:041 ' 
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8706300158 Forwards final EGG-NTA-7599,“Conformance To Generic Ltr 83-28,ltem 
2.2.2-Vendor Interface Programs for All Other Safe^-Related Components:Limerick 1 
& 2," informal rept. Plant conforms w/generic ltr on item.w/ stated exception. 
ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/27. CARRINGTON.M. 
Office of Nuclear Reactor Regulation, Director (Post 870411). ip. 41490:271- 
41490:288. 

-8706300177 EGG-NTA-7599 ‘‘Conformance to Generic Ltr 83-28,item 2.2.2-Vendor 
Interface Programs for All Other Safety- Related Components: Limerick 1 & 2," final 
informal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/05/31. NRC - No Detailed Affiliation Given. 
17pp. 41490:272-41490:288. 

8706300167 Forwards final EGG-NTA-761 1, ‘‘Conformance to Generic Ltr 83-28,ltem 
2.2.2-Vendor Interface Programs for All Other Safety-Related ComponentsrNine Mile 
Point Units 1 & 2," informal rept. 

ROBERTS.E.W. EG&G Idaho. Inc. (subs, of EG&G. Inc.). ROBERTS.E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON.M. 
Office of Nuclear Reactor Regulation. Director (Post 870411). 1p. 41515:315- 
41515:331. 


-8706300240 EGG-NTA-761 1 Final ‘‘Conformance to Generic Ltr 83-28,ltem 2.2.2- 
Vendor Interface Programs for All Other Safety- Related Components: Nine Mile 
Point.Units 1 & 2,” informal rept. 

UDY.A.C. EG&G Idaho. Inc. (subs, of EG&G. Inc.). UDY.A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL-83-28. 87/04/30. NRC - No Detailed Affiliation Given. 
15pp. 41515:316-41515:331. 


8706300198 "Independent Assessment of Advanced LWR," final monthly monthly 
progress rept for May 1987. 

YBARRONDO.L.J. Scientech, Inc. NRC-03-86-057. 87/06/15. LEECH, P.H. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 41494:287-41494:287. 

8706300226 Forwards proprietary Addendum 1 to Rev 1 to WCAP-7308-L, “Evaluation 
of Nuclear Hot Channel Factors Uncertainties," in response to NRC & BNL questions 
from review of topical rept. 

JOHNSON, W.J. Westinghouse Electric Corp. NS-NRC-87-3230. 87/06/10. LYONS.J. 
Office of Nuclear Reactor Regulation, Director (Post 870411). HODGES.M.W. Reactor 
Systems Branch. 2pp. 41493:329-41493:331. 

—8706300234 Requests Addendum 1 to Rev 1 to WCAP-7308-L, “Evaluation of Nuclear 
Hot Channel Factors Uncertainties,” be withheld from public disclosure (ref 
10CFR2.790). 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-87-060. 87/06/10. 

BERLINGER.C.H. Generic Communications Branch, ip. 41493:331-41493:331. 


8702270238 Summary of 870219 joint informational meeting w/nuclear waste board nu- 
clear waste advisory council in Lacey.WA re presence of natural resources at Han- 
ford. 

* Washington, State of. 2487. 87/02/19. Washington, State of. 36pp 39764-064- 
39764:099. 


8706010088 “Remedial Action Plan & Site Design for Stabilization of Inactive U Mil! Tail- 
ings Site at Tuba City,AZ." 

• Morrison-Knudsen Engineers, Inc. 87/05/31. 195pp. 41141:274-41142:108. 

8706020196 Responds to 861204 & 24 Itrs concerning environ reviews re DOE site 
characterization activities, per 870107 telcon & RR Loux 870123 Itr.Consultation w/ 
DOE should help clarify exactly what addi environ baseline info needed. 
BROWNING,R.E. Division of Waste Management (Pre 870413). 1370. 87/03/19. 
LOUX.R.R. Nevada, State of. 2pp. 41143:080-41143:081. 

8706020223 Forwards dissertation accepted by MIT re optimization of uniform corrosion 
test programs.W/o end. 

MCNEIL, M.B. Waste Management Branch. 1556. 87/03/12. VOGLEWEDE,J. Office of 
Nuclear Material Safety & Safeguards, Director, ip. 41144:065-41144:065. 

8706020225 Submits summary of effort for 870420-24.Forwards voucher for prof 
svcs.W/o end. 

FULLER, G.H. Affiliation Not Assigned. FIN A-4165. 3815. 87/04/25. CHANG, K.C. 
NRC - No Detailed Affiliation Given. 2pp. 41143:082-41143:083. 


8706020240 ‘‘Technical Assistance for In Situ Testing," monthly progress rept for Mar 

SINGH, M.M., HUCK.P.J. Engineers International, Inc. FIN D-1004. 095. 87/04/23. 
Office of Nuclear Material Safety & Safeguards, Director. 4pp. 41143:084-41143:087. 


8706020242 Requests addI J-13 groundwater for use in column sorption experiments 
conducted by NRC contractors at ORNL.per end request from RE 
Meyer. Arrangements w/DOE for groundwater acquisition per project-specific procedur- 
al agreement urged. 

BRADBURY, J.W. Technical Review Branch. 1385. 87/04/23. PRESTHOLDT,P. NRC - 
No Detailed Affiliation Given. 2pp. 41143:342-41143:343. 


8706020255 Submits observations, comments & recommendations for period 870117- 
0403.Related info end. 

COOK,F.R. NRC - No Detailed Affiliation Given. 2486. 87/04/15. BROWNING.R.E. 
Office of Nuclear Material Safety & Safeguards,Director. 37pp. 41144:018-41144:054. 

8706020259 Forwards, for info, basalt waste isolation div & quality sys div weekly repts 
for wk ondir.G 870416. 

ANT’CNEN.I-.r. Tnorgy, Dept. of. 2475. 87/04/16. COOK.F.R. NRC - No Detailed Af- 
iilialiC'-' Givor. Bpp. 41144:055-41144:062. 


8706300521 Responds to request for assistance in identifying previous NRC acceptance 
of tEEE-279 compliance for GE design of neutron monitoring sys.Vol 7,Number 2 to 
NUREG-0390 dtd 841015 indicates NEDO-10139 accepted to ref in FSARs. 
ARTIGAS.R. General Electric Co. GBS044-087. 87/06/24. THADANI,A.C. Assistant 
Director for Systems. 2pp. 41490:074-41490:075. 

8706300670 Forwards final EGG-NTA-7622, “Conformance to Generic Ltr 83-28, Item 
2.2.2 - Vendor Interface Programs for All Other Safety-Related 

Components:Palisades," informal rept. 

ROBERTS.E.W. EG&G Idaho, Inc. (subs, of EG&G, (nc.). ROBERTS, E.W. Idaho Na- 
tional Engineering Laboratory. FIN D-6001. GL-83-28. 87/05/01. CARRINGTON,M. 
Office of Nudear Reactor Regulation, Director (Post 870411). Ip. 41515:008- 
41515:024. 


-8706300691 EGG-NTA-7622 Final "Conformance to Generic Ltr 83-28, Item 2.2 2 - 
Vendor Interface Programs for AH Other Safety-Related Components: Palisades,’’ in- 
formal rept. 

UDY.A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.), UDY,A.C. Idaho National Engineer- 
ing Laboratory. FIN D-6001. GL.83-28. 87/04/30. NRC - No Detailed Affiliation Given. 
16pp. 41515:009-41515:024. 

8706300868 Forwards Addendum 1 to NUSCO-152, "Physics Methodology for PWR 
Ret^d Design,” summarizing comparison of at-power measurements to predictions 
^ approval by 870720 to support Cyde 15 operations. 
MROCZ^.E.J. Connecticut Yankee Atomic Power Co. B12569. 87/06/23. Document 
Control Branch (Document Control Desk). Ip. 41514:246-41514:264. 


8706030001 Forwards review of NUREG/CR-4693, “Assessment of Radionuclide 
Vapor-Phase Transport in Unsaturated Tuff” & USGS Open File Rept 80-569, "Paleo- 
hydrology of Southern Great Basin, W/Special Ref to Water Table Fluctions...," 
OSIENSKY,J.L Williams & Associates. FIN D-1020. 124. 87/04/20. POHLE.J. Office 
of Nuclear Material Safety & Safeguards, Director. 11pp. 41145:268-41 145:278. 

8706030002 Forwards rept of 870415 meeting w/NRC re mini-audit of Los Alamos Natl 
Lab m'n-pot program.W/concu-rencc author will prepare draft ltr of invitation to NRC 
to perform audil :)f i.ASl.. 

NEWTON, C. Energy, Dept. of. 87/04/24. KNIGHT.J.P., KENNEDY, J. NRC - No De- 
tailed Affiliation Given. KALE,S. Energy, Dept. of. 6pp. 41145:279-41145:284. 

8706030003 Forwards listing of current library holdings dealing w/ groundwater travel 
time. 

BASSE, B. Nuclear Waste Consultants. Inc. FIN D-1021. 3816. 87/04/25. POHLE.J. 
Office of Nuclear Material Safety & Safeguards, Director. 3pp. 41145:285-41145:288. 

8706030005 Summarizes recent work re performance assessment methodology demon- 
stration & engineered barrier sys strategy document. 

STEPHENS, K.W. Aerospace Corp. FIN A-4165. 3814. 87/04/24. NRC - No Detailed 
Affiliation Given. 7pp. 41145:289-41145:295. 

8706030007 Submits activity rept for 870316-29 re Part II of user manual dealing w/ 
code called CONVO.Code used in aerospace methodology demonstration to compute 
Failure Time pdf of container & distribution of radionuclide transport times. 
ZAREMBA.L Oak Ridge National Laboratory. FIN B-0288. 3686. 87/03/29. 
CHANG, K. NRC - No Detailed Affiliation Given. 2pp. 41145:296-41145:297. 
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8706030010 Trip rept of 870422-24 meetings in Houston, TX re 30% Title 11 design 
review meeting for SRP exploratory shaft facility. 

t-:.4R'.PD. ITASCA Consulting Group, Inc. FIN D-1016. 3813. 87/04/27. 

TiKTiNSKY.C. NRC - No Detailed Affiliation Given. 6pp. 41145:298-41145:303. 

8706030012 Requests attendance during upconr'ng DOF 'NRC 870407-09 meetings on 
BWIP hydrologic testing in R:cnland,vVA & ass;:-:::.q;o;c premeetings scheduled for 
870405-06.No changes to cost or delivery of contracted products authorized. 
POHLE.J.A. Geotechnical Branch (831001-870413). FIN D-1020. 3811. 87/03/26. 
WILLIAMS, R.E. Williams & Associates. Ip. 41145:304-41145:304. 

8706030014 Advises that monthly rept for Jan 1987 for “Technical Assistance for 
Design Reviews” satisfactory. 

TIKTINSKY.D.H. Engineering Branch (831001-870413). FIN D-1016. 3835. 87/03/05. 
HART.R. ITASCA Consulting Group, Inc. Ip. 41144:348-41144:348. 

8706030017 Advises that progress to date re FIN B-0287, “Technical Assistance in 
Geochemistry” satisfactory, based on review of Feb 1987 monthly progress rept. 
BROOKS, D. Geotechnical Branch (831001-870413). FIN B-0287. 3831. 87/03/30. 
KELMERS,A.D. Oak Ridge National Laboratory. 2pp. 41144:349-41144:350. 

8706030024 Trip rept of 870404-09 visit to Richland, WA to attend NRC 870405 meeting 
w/contractors.NRC 870406 meeting w/affected states & tribes & NRC/DOE 870407- 
09 meetings. 

WINTER, G.V. Williams & Associates. FIN D-1020. 3823. 87/04/13. POHLE,J. Division 
of Waste Management (Pre 870413). Ip. 41145:311-41145:311. 

8706030035 Informs of DOE 870521 public info meeting in Rifle,CO to discuss draft EIS 
on remedial action at inactive Rifle U mill tailings site. 

* Energy, Dept. of. 87/05/12. Ip. 41145:312-41145:312. 

8706030039 Forwards, for info, four documents dealing w/geosciences matters re 
BWIP.W/o ends. 

LEFEVRE.H.E. Division of Waste Management (Pre 870413). 2478. 87/01/30. 
ALKEZWEENY,A. Washington, State of. 2pp. 41144:351-41144:352. 

8706030040 Forwards “Selected NRC Droducts.H*gh Level Waste Program.” 

TANA.E.T. Operations Branch. 87.'0^/20. MFC' No Detailed Affiliation Given. Ip. 
41145:001-41145:025. 

--8706030041 “Selected NRC Products,High Level Waste Program.” 

* NRC - No Detailed Affiliation Given. 87/04/30. 24pp. 41145:002-41145:025. 

8706030044 Forwards review of packet of info provided by DOE in support of upcoming 
meeting in Richland, WA.Focus of meeting is justification of type & timing of planned 
hydrologic testing, not details of testing. 

DAV!S,P. Energy, Dept. of. 2480. 87/04/08. VERMA,T. NRC - No Detailed Affiliation 
Given. 8pp. 41143:351-41143:358. 

8706030047 Forwards five documents dealing w/geosciences matters re BWIP, per 
861201 meeting at Richland hydrology data review. W/o ends. 

LEFEVRE.H.E. Division of Waste Management (Pre 870413). 2477. 87/01/21. 
WITTMAN.J. Yakima Indian Nation. 2pp. 41145:316-41145:317. 

8706030048 Forwards comments on geotechnical & radiological review of preliminary 
final CADSAR for Spook, WY UMTRAP site for Oct 1986.SOS comment should be ad- 
dressed when comparing disposal alternatives in environ assessment. 

SYMKOWSKI.S. Technical Branch. 87/04/15. HAIRSFIELD.M. Operations Branch. 
4pp. 41145:318-41145:321. 

8706030050 Summary of 870220 nuclear waste advisory counsil meeting in Lacey, WA 
re status of repository program & draft amended mission plan. 

* Washington, State of. 2488. 87/02/20. Washington, State of. 11pp. 41144:001- 
41144:011. 

8706030051 Forwards comments on Cooperative Agreement DE-FC04-87AL20532 w/ 
State of TX supporting remedial actions at Falls City.TX U mill tailings 
site.Concurrence contingent upon assurance that comments will be addressed in first 
mod to agreement, 

LOHAUS.P.H. Operations Branch. 87/04/30. HOYAL.J.G. Energy, Dept. of. 3pp. 
41144:012-41144:014. 

8706030053 Forwards DES for remedial actions at former Union Carbide Corp U mill 
sites, Rifle, Garfield County,CO.Hearing on DES will be held on 870611 in Rifle. W/o 
end. 

ANDERSON,J.R. Energy, Dept, of. 87/05/18. NRC - No Detailed Affiliation Given. Ip. 
41144:015-41144:015. 

8706030055 “Geochemical Sensitivity Analysis,” monthly rept for Mar 1987." 
CRANWELUR.M. Sandia National Laboratories. FIN A-1756. 3801. 87/04/15. 
KELLY, W. Office of Nuclear Material Safety & Safeguards, Director. 4pp. 41145:322- 
41145:325. 

8706030056 Agenda for 870407-09 DOE/NRC meetings in Richland,WA re testing pro- 
gram for Hanford Site before const of exploratory shaft. 

JELAAC,A. Energy, Dept. of. 2479. 87/04/07. VERMA,T. Office of Nuclear Material 
Safety & Safeguards, Director. 5pp. 41145:326-41145:330. 

8706030062 Forwards Siting Section comments on Riverton remedial action 
plan.Comments transmitted w/o author changes due to tight time constraints. 
STARMER,R.J. Technical Branch. 87/05/20, FLIEGEL,M. Operations Branch. 29pp. 
41145:026-41145:054. 

8706030064 Forwards NNWSI monthly rept for Jan 1987. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1384. 87/04/27. 
BROWNING, R.E. Division of High Level Waste Management (Post 870413). 2pp. 
41165:201-41165:296. 

-8706030075 “NNWSI Project Monthly Rept. Jan 1987." 

* Energy. Dept. of. 87/01/31. 94pp. 41165:203-41165:296. 

8706030068 DOE/RW-0130 Ofc of Civilian Radwaste Mgt Bulletin DOE/RW-0130 for 
Apr 1987. 

* Energy, Dept. of. 87/04/30. 10pp. 41145:055-41145:064. 

8706030070 Advises that Nuclear Packaging, Inc will respond to min of 36 questions on 
application re SDS vessels by 870529, per requesLResponse to remaining questions 
will be submitted by 870715. 

TEMUS.C.J. Nuclear Packaging, Inc. JJJ7268. 87/05/18. VOGLEWEDE.J. NRC - No 
Detailed Affiliation Given. Ip, 41165:297-41165:297. 


8706030071 Forwards review of S&W “Pumping Test & Fluid Sampling Rept, J Friemel 
Number 1 Well (PD-9),Palo Duro Basin, Vol I." Rv-pt sigrificentjo NRC Waste Mgt Pro- 
gram since well close to repository site in Deaf Dc'.;n:v X 
WINTER.G.V. Williams & Associates. FIN D-1020. 3827. 87/04/20. POHLE.J. Office 
of Nuclear Material Safety & Safeguards, Director. 6pp. 41 165:298-41 165:303. 

8706030077 Discusses purposes of end form “Record of Correspondence & Distribu- 
tion,” used by QA branch in past yr, 

NEWTON.C. Energy. Dept of. 87/04/27. KENNEDY.J. NRC - No Detailed Affiliation 
Given. KNIGHT.J. Energy, Dept of. 9pp. 41164:348-41164:355. 

8706030085 Requests that A Brown,M Galloway & F Marinelli attend DOE/NRC 
870407-09 meetings in Richland, WA re BWIP hydrologic testing & associated pre- 
meetings scheduled for 870405 & 06.Agenda for meetings end. 

POHLE,J.A. Geotechnical Branch (831001-870413). FIN D-1021, 3812. 87/03/26. 
LOGSDON, M.J. Nuclear Waste Consultants, Inc. 4pp. 41144:353-41144:356. 

8706030088 Trip rept of 870415 pre-audit visit to LASL in Los Alamos,NM re ground 
rules for mini-audit of DOE geologic repository program. 

DONNELLY ,J. Operations Branch. 1377. 87/04/28. KENNEDY,J.E. Operations 
Branch. 2pp. 41145:352-41145:353. 

8706030089 Fonvards Ofc of Geologic Repositories QA action assignment printout 
showing status of action items assigned as of 870424,Next meeting to review status 
will be on 870430, 

NEWTON.C Enorqv. Dept. of. 87/04/24. KENNEDY.J. NRC - No Detailed Affiliation 
Given. BAPriET",i.., KNIGHT.J. Energy. Dept. of. 4pp. 41144:357-41144:360. 

8706030094 Comments on Jan 1987 monthly rept for FIN A-1165.No activity indicated 
under Task ll for month.Status of activity should be indicated in next monthly 
rept.Action taken by Itr considered within scope of current contract. 

WASTLER.S.L. Repository Projects Branch (831001-870413). FIN A-1165. 3833. 87/ 
03/25. CRANWELL.R. Sandia National Laboratories. Ip. 41145:358-41145:358. 

8706030095 Forwards R Budnik article entitled, "Left-Lateral Intraplate Deformation 
Along Ancestral Rocky Mountains:lmplications for Late Paleozoic Plate Motions." Arti- 
cle approved for publication on 861 2 19. W/o end. 

RATCLIFF.D. Texas, Univ. of, Austin. TX. 1595. 87/04/16. TAYLOR.T.J. Energy. Dept, 
of. Ip. 41145:359-41145:359. 

8706030098 Activities of Contract NRC-02-84-001, Monthly Progress Ltr Rept 36 for 
March 1987. 

FANNON.M.M. Weston Geophysical Corp. FIN D-1003. WGC-01531. 87/04/14. 
IBRAHIM, A.B. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 
41145:360-41145:361. 

8706030101 Reviews Aerospace Corp Rept WPR-86(6810-01)-01, “Demonstration of 
Methodology for Waste Package Performance Assessment," by C Boyers,G Fuller, R 
Moler,K Stephens & L Zaremba.Rept poorly written & not technically correct. 
BONANO.T. Affiliation Not Assigned. FIN A-4165. 3727. 87/01/06. CRANWELL.B., 
GUZOWSKI.B. Affiliation Not Assigned. 13pp. 41162:275-41162:287. 

8706030102 Forwards revised "Staff Evaluation Rept re Topical Rept Covering Steel 
Fiber Polymer Impregnated Concrete High Integrity Container Mfg by Chichibu Cement 
Co.Ltd." Rept reflects revised mod requested by Chichibu. 

TAKAR.M. Division of Low Level Waste Management & Decommissioning (Post 
870413). 87/05/20. SUZUKI, 0. Chichibu Cement Co., Ltd. Ip. 41145:065-41145:093. 

-8706030106 Revised “Staff Evaluation Rept re Topical Rept Covering Steel Fiber Poly- 
mer Impregnated Concrete High Integrity Container Mfg by Chichibu Cement Co, Ltd." 

* Office of Nuclear Material Safety & Safeguards, Director. 87/05/30. 27pp, 
41145:066-41145:093. 

8706030103 Ack receipt of monthly rept for Feb 1986 for FIN D-1016, “Technical As- 
sistance for Design Reviews.” Technical work described satisfactory & no comment 
offered. 

TIKTINSKY,D.H. Engineering Branch (831001-870413). FIN D-1016. 3807. 87/04/02. 
HART,R. ITASCA Consulting Group, Inc. Ip. 41145:094-41145:094. 

8706030105 Forwards Figures 1-5 from ongoing activities, per request. Figures include 
drillholes near perimeter drift,regional seismic netwowrk,trenches along faults at Yucca 
Mountain site & meterological monitoring sites. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1380. 87/04/21. TRAPP.J. 
NRC - No Detailed Affiliation Given. 6pp. 41162:288-41162:293. 

8706030107 Comments on rept summarizing activities during Oct 1986 for FIN A- 
1755. Rept sufficiently addresses details necessary to effectively monitor 
contract.Listed items being reviewed by- NRC.No changes to cost or delivery of prod- 
ucts authorized. 

PESHEL,J.J. Engineering Branch (831001-870413). FIN A-1755. 3803. 86/12/05. 
CRANWELUR.M. Sandia National Laboratories. Ip. 41164:359-41164:359. 

8706030109 Responds to 870227 Itr re late notification & distribution of pre-meeting 
matls for DOE/NRC meeting on generic issues hierarchy held on 870303-04.Sched- 
uled meeting should have been postponed.Matls will be sent in timely matter. 
BROWNING, R.E. Division of High Level Waste Management (Post 870413). 1383. 87/ 
04/22. LOUX.R.R. Nevada, State of. Ip. 41161:360-41161:360. 

8706030111 Advises that NRC primary objective in review of DOE final environ assess- 
ment will be to incorporate changes into site characterization pians,rather than addi 
changes to existing assessments. 

STELLO.V. Office of the Executive Director for Operations. 2484. 87/03/10. 
FRALEY, R.F. ACRS - Advisory Committee on Reactor Safeguards. Ip. 41162:294- 
41162:294. 

87060301 12 Forwards Apr update of “Catalog of Ongoing & Planned Work of Civilian 
Radioactive Waste Mgt-Salt Repository Project in Columbus, OH." 

NEFF.J.O. Energy, Dept. of. 1594. 87/05/01. Document Control Branch (Document 
Control Desk). BOHLINGER,LH.. FRILOUX.J. Louisiana, State of. 2pp. 41166:353- 
41168:016. 

”■8706030115 "Catalog of Ongoing & Planned Work of Civilian Radioactive Waste Mgt- 
Salt Repository Project in Columbus, OH.” 

* Battelle Memorial Institute, Columbus Laboratories. 87/04/30. 382pp. 41166:355- 
41168:016. 
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8706030113 °rov‘des '■■joqest'on? to improve efficiency & productiveness of technical 
review fNft " s- o i c s.-dicate, prior to meeting, supporting documents having 

greatest importance in reviewing subj matter. 

HANNA, K., CONOVER, 0. Interior, Dept, of. Bureau of Mines. FIN B-6934. 3828. 87/ 
04/23. BROWNING.R.E. Division of High Level Waste Management (Post 870413). 
2pp. 41145:095-41145:096. 

8706030114 Comments on DOE excavation of contaminated matl in draft remedial 
action plan for Riverton, WY processing site.Other geotechnical engineering & radio- 
'oc cai aspects of plan satisfactory. 

B.V!''r.Ov*.SK 3 Technical Branch. 87/04/14. PANGBURN,G. Operations Branch. 
2pp. 41145:097-41145:098. 

8706030117 CERT/TR-86-1 444-1. ‘‘Confederated Tribes of Umatilla Indian Reservation 
Environ Surveillance Plan for Proposed High Level Nuclear Waste Repository." 

* Council of Energy Resource Tribes. 2471. 86/08/31. 157pp. 41151:071-41151:227. 

8706030122 Comments on review of Feb 1987 monthly progress rept for FIN B-0290, 
“Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retardation 
Parameters, Experimental Strategies, Lab Techniques & Procedures." 

BRADBURY, J.W. Geotechnical Branch (831001-870413). FIN B-0290. 3830. 87/03/ 
31. MEYER, R.E. Oak Ridge National Laboratory. 2pp. 41145:099-41145:100. 

8706030123 Advises that 870306 Monthly Mgt Ltr 7, summarizing progress under FIN A- 
0297 for Feb 1987 satisfactory.Commenls listed. 

BLACKFORD, M.E. Geotechnical Branch (831001-870413). FIN A-0297. 3720. 87/03/ 
25. CHUNG, D. Lawrence Livermore National Laboratory. 2pp. 41162:307-41162:308. 

8706030125 Forwards DOE weekly rept for wk ending 870417. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1379. 87/04/22. 

BROWNlNG,R.E. NRC - No Detailed Affiliation Given. 7pp. 41162:309-41162:315. 

8706030130 Forwards listed revised health physics procedu'cs.mclud'ng Rev 2 to RAC- 
001 re radiological instrument calibr & functional chcc-'.s,?®'.- 3 :d RAC-002 re dosime- 
try program & Rev 2 to RAC-004 re particulate/radiation. 

SULLIVAN, S. Morrison-Knudsen Engineers. Inc. 87/05/15. SOLLENBERGER.D. NRC 
- No Detailed Affiliation Given. 7pp. 41 145:101-41 145:231. 

-8706030138 Rev 2 to Health Physics Procedure RAC-001, "Radiological Instruments 
Calibr & Functional Checks." 

* Morrison-Knudsen Engineers, Inc. 87/05/13. 12pp. 41145:108-41145:119. 

-8706030143 Rev 3 to Health Physics Procedure RAC-002, “Dosimetry Program." 

* Morrison-Knudsen Engineers, Inc. 87/04/17. 29pp. 41145:120-41145:148. 

-8706030147 Rev 2 to Health Physics Procedure RAC-004, "Particulate/ Radiation/ 
Contamination Control." 

* Morrison-Knudsen Engineers, Inc. 87/05/13. 8pp. 41145:149-41145:156. 

-8706030155 Rev 4 to Health Physics Procedure RAC-010, "Augering & Gamma Log- 
ging of Boreholes & REA Soil Sampling." 

* Morrison-Knudsen Engineers, Inc. 87/05/13. 8pp. 41145:157-41145:164. 


8706030169 Forwards S Hovorka rept entitiled “Diagenesis of San Andfrs 
Formation:Unit 4 Carbonate,G Friemel & Detten Wells," final contract rept.Ropi ap 
proved for publication on 860908.W/ o end. 

RATCLIFF,D. Texas, Univ. of, Austin. TX. 1596. 87/04/13. TAYLOR, T.J. Energy Df-r/ 
of. Ip. 41163:360-41163:360. 

8706030171 Forwards schedule for all ofc of geologic repositories & project audits In 
FY87.Rept re participation should be written within 5 days of completion c‘ 
audit. Related info end. 

NEWTON.C. Energy, Dept. of. 2483. 87/02/17. Energy. Dept. of. 19pp. 41146 025 
41146:043. 

8706030187 Authorizes Williams & Assoc.Inc (WIL) to initiate statistical analysis oiavas- 
able hydrochemical data outlined in WIL Communication 103.Requests comments 
end DOE rept within 12 working days.W/o end. 

POHLE.JA Geotechnical Branch (831001-870413). FIN D-1020. 3784. 87/03/06 
WILLIAMS, R.E. Williams & Assodates. Ip. 41163:047-41163:047. 

8706030195 Comments on US Bureau of Mines quarterly rept for Oct-Dec 1986 undsf 
Interagency Agreement NRC-02-80-075.Rept satisfactory except for one item, Rept 
does not mention work by Pittsburgh Research Ctr on rept "Grouting Efficiency 
JAGANNATH.B.N. Engineering Branch (831001-870413). FIN B-6934. 3792. 87/02/ 
27. AMEY.E. Interior, Dept, of, Bureau of Mines. Ip. 41163:050-41163:050. 

8706030215 Responds to concerns noted in recent ltr to President Reagan re fundifi/j 
of DOE high level radwaste disposal program.High level radwaste & spent nuclear luei 
currently in storage in water basins at nuclear power plants or storage facilities. 
GALE.R.W. Energy, Dept. of. 87/04/27. Affiliation Not Assigned. 2pp. 41163:085- 
41163:086. 

8706030216 Discusses analysis of corrosion on steels & copper.Use of copper in Tull 
environ favorable.Copper corrosion mechanisms understood better than mechanisms 
of stainless steel. Use of copper in container fabrication discussed, 

MOLER,R.B. Systems Support. Inc. FIN A-4165. 3822. 87/04/11. CHANG.K.C. NRC- 
No Detailed Affiliation Given. 2pp. 41146:060-41146:062. 

-8706030253 Discusses Sandia critique of Aerospace Corp demonstration rept.Critique 
replete w/factual errors.innuendoes & misinterprations of intent of text. 

MOLER.R.B. Systems Support. Inc. 87/04/17. CHANG.K. NRC - No Detailed AfMi 
ation Given. Ip. 41146:062-41146:062. 

8706030223 Forwards listed NRC documents including Linehan 870309 ltr to Knight & 
requests for addi info re BWIP & SRPO QA plans & BWIP Board, per Jan 1987 QACG 
meeting commitment. 

NEVtrrON.C. Energy, Dept. of. 87/04/28. Energy, Dept. of. 2pp. 41163:090- 
41163:110. 

-8706030235 Forwards comments on DOE QA plans including BWIP QA plan, Rev i.dU 
86041 5, Basalt QA requirements document, Rev O.dtd Jan 1986 & Salt Repository 
Project Ofc QA plan, Rev 0,dtd 851 126. 

LINEHAN, J.J. Repository Projects Branch (831001-870413). 87/03/09. KNIGHTJ 
Energy, Dept. of. 1 9pp. 41 1 63:092-41 1 63:1 1 0. 


“8706030161 Rev 3 to Health Physics Procedure RAC-014. “Excavation Control Proce- 
dure." 

* Morrison-Knudsen Engineers, Inc. 87/05/13. 6pp. 41145:165-41145:170. 

“8706030167 Rev 3 to Health Physics Procedure RAC-015, "Verification Procedures for 
Vicinity Properties & Tailings Sites (Soil Sampling & Analysis)." 

* Morrison-Knudsen Engineers, Inc. 87/05/13. 20pp. 41145:171-41145:190. 

“8706030170 Rev 3 to Health Physics Procedure RAC-016, “Indoor Working Level Veri- 
fication Surveys." 

* Morrison-Knudsen Engineers. Inc. 87/05/13. 17pp. 41145:191-41145:207. 


8706030224 Ack receipt of Progress Repts 34 & 35 for Jan & Feb 1987, summaritm-^ 
progress under Contract NRC-02-84-001 & 870316 Itr.Suggests that effort should he 
made to issue rept by end of Apr 1987.Author unable to travel to discuss rept. 
IBRAHIM, A. Office of Nuclear Material Safety & Safeguards, Director. FIN D-1003 
3834. 87/06/03. MURPHY.V. Weston Geophysical Corp. Ip. 41163:111-41163:111, 

8706030228 Forwards draft of minutes of 870317 meeting on commingling ol 
■Riverton, WY residual radioactive matl, for review & comments by 870422. 
GNUGNOLI.G.N. Low-Level Waste & Uranium Recovery Projects Branch. 87/04/07 
HAWKINS, E., PETTENGILL.H., SMITH, R. Uranium Recovery Field Office. 3pp 
41163:115-41163:117. 


“8706030175 Rev 0 to Health Physics Procedure RAC-017, “Radiological QA Proce- 
dure.” 

* Morrison-Knudsen Engineers, Inc. 86/05/13. 5pp. 41145:208-41145:212. 

--8706030179 Rev 0 to Health Physics Procedure RAC-018, "Personnel Training Pro- 
gram." 

^Morrison-Knudsen Engineers, Inc, 87/05/13. 19pp. 41145:213-41145:231. 

8706030131 Advises that ITASCA Consulting Group should perform listed work under 
Tasks 001 & 003 for “Technical Assistance for Design Review." 

TIKTINSKY.D.H. Engineering Branch (831001-870413). FIN D-1016. 3836. 87/03/06. 
HART.R. ITASCA Consulting Group, Inc. 2pp. 41162:329-41162:330. 

8706030133 Forwards Science Applications Inti Corp, "SWIFT II Verification & 
Validation:Sufvey of Previous Tests & Recommendations for Future Work," final ltr 
rept. 

HARLAN, C. Sandia National Laboratories. FIN A-1158. 3804. 87/04/20. 

COLEMAN, N.M. NRC - No Detailed Affiliation Given. Ip. 41166:003-41166:111. 

“8706030141 "SWIFT li Verification & Validation:Survey of Previous Tests & Recom- 
mendations for Future Work." 

UPDEGRAFF.C.D. Science Applications International Corp. (formerly Science Applica- 
tions. Inc.). FIN A-1158. 87/04/30. 108pp. 41166:004-41166:111. 

8706030140 Rev 3 to “MKE U Mil! ■^e."incs Rnmed:?.l Actio." Dosg" Procedures Chapter 
8, Site Seismicity Evaluation & De^e.c.ome-i of Sesn: c Dosiq'i =^arameters.” 

* Morrison-Knudsen Engineers. Ir e. i?/.'C:TL20. 3:rp. 4" l'‘5:232-4‘ 145:262. 


8706030230 Trip rept of NRC/DOE BWIP 870405-08 hydrology workshop m 
Richland, WA re review of DOE proposals for hydrologic testing at BWIP site prior to 
const of exploratory shaft. Viewgraphs end. ^ ^ 

LOGSDON.M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3795. 87/04/15 
POHLE.J. NRC - No Detailed Affiliation Given. 100pp. 41174:001-41174:100. 

8706030232 Trip rept of 870412-15 meetings in Las Vegas, NV re proposed changes to 
exploratory shaft facility at Yucca Mountain by DOE. 

BHATTACHARYA.S. Engineers International, Inc. FIN D-1004. 3818. 87/04/23 
BUCKLEY.J.T. NRC - No Detailed Affiliation Given. 3pp. 41163:118-41163:120. 


8706030243 Discusses meetings & document reviews to be performed under NRC-02* 
85-002,Task Order 001 . “Technical Assistance for Design Review." 

TIKTINSKY.D.H. Engineering Branch (831001-870413). FIN D-1016. 3806. 87/04/02 
HART.R. ITASCA Consulting Group. Inc. 2pp. 41163:124-41163:125. 

8706030249 Summary of Defense Waste Processing Facility technical exchange w/NRC 
on 870422-23 in Aiken, SC.List of attendees, agenda & viewgraphs end. 

BALLARD, R.L NRC - No Detailed Affiliation Given. COWAN, S.P., FREI.M.W Energy. 
Dept. of. 87/04/23. NRC - No Detailed Affiliation Given. 76pp. 41163:126-41163:201. 

8706030261 ‘‘Coupled Thermal-Hydrological-Mechanical Assessments & Site Character- 
ization Activities for Geologic Repositories," monthly rept for Mar 1987. 
CRANWELL,R.M. Sandia National Laboratories, FIN A-1755. 3800. 87/04/15. 
PESHEL.J. Office of Nuclear Material Safety & Safeguards. Director. 5pp. 41145:334- 
41145:338. 


8706030158 Record of telcon w/R Reed of US Bureau of Mines on 870211 re monthly 
mgt phone call on completion of work under Tasks 002 & 003. 

ABRAMS, C. Geotechnical Branch (831001-870413). FIN D-1018. 3809. 87/02/11. 
2pp. 41163:012-41163:013. 


8706030275 Record of telcon w/R Read on 870312 re 
agency Agreement NRC-02-85-004,FIN D-1018. 
ABRAMS.C. Geotechnical Branch (831001-870413). 
2pp. 41163:206-41163:207. 


monthly mgt phone call re Inler- 
FIN D-1018. 3810. 87/03/12. 


8706030159 Forwards QA input to ofc of geologic repositories weekly highlight rept for 
week ending 870424. 

NEWTON.C. Energy, Dept. of. RW-24, 87/04/24. KNIGHT, J. Energy. Dept. of. 5pp. 
41165:354-41165:358. 

8706030162 Inforrns that five Site Repository Project Ofc contractors ready for mini 
audits as described in NRC 861216 ltr, including Texas Bureau of Economic 
Geology, Battelle Ofc of Nuclear Waste Isolation, Parsons Brinckerhoff/PB-KBB & ANL 
KNIGHT, J.P, Energy, Dept. of. 87/04/28. BFtOWNIfsIG.R. Office of Nuclear Material 
Safety & Safeguards, Director. 3pp. 41163:014-41163:016. 


8706030279 "Technical Assistance in Hydrogeology - Project B Analysis, monthly 
progress rept Communication 1 49 for Mar 1987. 

LOGSDAN.M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3829. 87/04/14. 
POHLE.J. Office of Nuclear Material Safety & Safeguards, Director. 10pp. 41163:200- 
41163:217. 


8706030282 Forwards final summary minutes from NRC-DOE Hydrology workshop on 
870407-09 in Richland.WA. „ 

ANTTONEN.J.H. Energy. Dept. of. 2472. 87/04/21. LINEHAN, J.J. Operations Branch. 
4pp. 41 1 64:004-41 1 64:260. 
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-8706030313 Summary of 870407-09 meetings in geohydrology testing program before 
const of exploratory shaft in Richland, WA. 

BROWNING. R. NRC - No Detailed Affiliation Given. STEIN, R. Energy, Dept of 
PROVOST, D. Washington, State of. 87/04/09. NRC - No Detailed Affiliation Given 
132pp. 41164:014-41164:145. 

-8706030339 "Hanford Site Baselining & LHST Scheduling:Review/ Assessment /Inde- 
pendent Verification." 

DJERRARI.A.. NGUYEN.V.V., DAGAN.G. EWA, Inc. 87/04/21. 68pp. 41164:146- 
41164:222. 

-8706030345 "Evaluation of Hydraulic Head Data of Selected Hydrogeologic Units at 
Hanford Site.WA.” 

DJERRARI.A.M.. NGUYEN.V.V.. KITANIDIS.P.K. EWA. Inc. 87/02/06. 38pp. 
41164:223-41164:260. 

8706030322 Forwards overall schedule as guidance & direction for completing BWIP 
outyear planning & budgeting for FY88-FY93. Outyear planning & budgeting wilt be 
performed w/work package authorization summary prepared for FY89. 
ANTTONEN.J.H. Energy. Dept. of. 2485. 87/01/22. Rockwell International Corp. 
96pp. 41 1 63:223-41 1 63:31 8. 

8706030353 Advises that Feb 1987 progress rept for "Geochemical Sensitivity Analy- 
sis," satisfactory. Ltr & Pu thermodynamic data on CATCH sys sent to NBS for evalua- 
tion encl.W/o end. 

KELLY, W.R. Geotechnical Branch (831001-870413). FIN A-1756. 3808. 87/03/30. 
SIEGEL,M.D. Sandia National Laboratories. Ip. 41161:307-41161:307. 

8706030362 Forwards semiannual update to “Conceptual Model Evaluation," including 
info re precipitation/infiltration.recharge, diversion of infiltration & vapor-phase trans- 
port. 

LOGSDON.M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3820. 87/04/15. 
POHLE.J. Office of Nuclear Material Safety & Safeguards. Director. 4pp. 41161:308- 
41161:319. 

-8706030396 WWL 4001 Updated "Conceptual Model Evaluation." 

• Nuclear Waste Consultants, Inc. 87/03/30. 8pp. 41161:312-41161:319. 

8706030392 FonArards Review 001-02-29, “Task V, Engineering Study 9, Underground 
Repository Layout," by Raymond Kaiser Engineers & Parsons Brinkerhoff Quade & 
Douglas.Inc (Rockwell Hanford Questions SD-BWI-ES-023). 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. 3799. 87/04/14. 
TIKTINSKY.D. Office of Nuclear Material Safety & Safeguards, Director. 32pp. 
41176:043-41176:109. 

-8706030406 SD-BWI-ES-023 ROO Rev 0 to "Integrated Subsurface Design Criteria for 
Repository Layout Study." 

* Rockwell International Corp. FIN D-1016. 87/04/14. 35pp. 41176:075-41176:109. 

8706030438 Comments on Oct 1987 monthly progress repts for Projects A1757 & 
A1 1 58,respectiv€ly, received by 861115 transmittals. Work satisfactory. Specific com- 
ments provided. 

COLEMAN.N.M. Geotechnical Branch (831001-870413). FIN A-1757. 3736. 87/01/06. 
CRANWELL.R.N. Sandia National Laboratories. 2pp. 41175:003-41175:004. 

8706030446 Comments on draft NUREG/CR-4735,Vol 2, semiannual rept. Executive 
summary should be broadened to include more detailed discussion of deficient techni- 
cal areas in salt & basalt programs.W/o stated end. 

WICK.E.A. Engineering Branch (831001-870413). FIN A-4171. 3793. 87/04/08. 
INTERRANTE.C.G. Commerce, Dept, of, National Bureau of Standards. 2pp. 
41175:001-41175:002. 

8706030449 Summary of activities for Mar 1987. 

CRANWELL,R.M. Sandia National Laboratories. FIN A-1165. 3797. 87/04/15. 
WASTLER.S. Office of Nuclear Material Safety & Safeguards, Director. 6pp. 
41162:269-41162:274. 

8706030452 Comments on NBS Jan & Feb 1987 progress ltrs,including review of 
HEDL-7556, "Test Plan For Series 2 Thermogravimetric Analyses of Spent Fuel Oxi- 
dation." 

WICK.E.A. Engineering Branch (831001-870413). FIN A-4171. 3832. 87/04/09. 
INTERRANTE.C.G. Commerce, Dept, of, National Bureau of Standards. 2pp. 
41161:350-41161:351. 

8706030459 Comments on Feb 1987 monthly progress rept. Activities during current re- 
porting period & activities planned for Apr 1987 reporting period, under Tasks 001- 
OOe.addressed. Efforts should be made to ensure timely submittal of trip repts. 
BUCKLEYJ.T. Engineering Branch (831001-870413). FIN D-1004. 3794. 87/04/02. 
SINGH,M.M. Engineers International, Inc. 2pp. 41175:005-41175:006. 

8706030467 Forwards US Natl Committee for Rock Mechanics activities rept for Jan- 
Mar 1987. 

CRAMER.LF. National Research Council. FIN B-6932. 3819. 87/04/22. 

GREEVES.J.T. Office of Nuclear Material Safety & Safeguards, Director. 3pp. 
41175:007-41175:009. 

8706040018 Discusses review of available literature & data on Palo Duro Basin since 
submittal of rept on conceptual groundwater flow models (Communication 51) under 
Subtask 3.3.lnfo to date does not warrant changing conceptual groundwater flow 
model. 

WINTER.G.V. Williams & Associates. FIN D-1020. 3825. 87/04/13. POHLE.J. Office 
of Nuclear Material Safety & Safeguards, Director, Ip. 41181:194-41 181:194. 

8706040024 Progress Rept 20 for Mar 1987 on Task Orders 001,002,003 & 004.Sum- 
mary sheet for Mar voucher also end. 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. 3798. 87/04/14. 
TIKTINSKY.D. Office of Nuclear Material Safety & Safeguards, Director. 11pp. 
41181:183-41181:193. 

8706040038 Forwards list of waste isolation pilot plant documents that Williams & 
y\ssoc r 0 C 0 iv 6 cl 

WINTER.G.V. Williams & Associates. FIN D-1020. 3826. 87/04/20. POHLE,J. Office 
of Nuclear Material Safety & Safeguards, Director. 3pp. 41174:294-41174:296. 

8706040050 Forwards comments on Dec 1986 final environ impact statement "Remedi- 
al Actions at Former Climax U Co,U Mill Site Grand Junction, Mesa County, CO." Pro- 
posal to use railroad to haul tailings for final truck haulage discussed. 

FERRARO.P. Colorado, State of. 87/04/15. ANDERSON.J.R. Energy, Dept. of. 35pp. 
41174:306-41174:340. 


8706040098 Forwards final rept, "Review of Thermomechanical Analysis Methodologies 
for NNWSI.BWIP & SRP," incorporating NRC comments from 861218 meeting to 
review draft rept. 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. 3695. 87/03/27. 
TIKTINSKY.D. Division of Waste Management (Pre 870413). 1p. 41175:010- 
41175:194. 

—8706040113 Rnal rept, "Review of Thermomechanical Analysis Metohodologies for 
NNWSI.BWIP & SRP." 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. NRC-02-85-002. 87/03/31. 
NRC - No Detailed Affiliation Given. 183pp. 41 175:012-41 175:194. 

8706080218 Appreciates interest in U mill tailings remedial action project in 
Roverton.WY.Remedial action must be completed by Sept 1992 & comingled tailings 
areas must be surveyed for transfer to govt ownership after NRC acceptance. 
HYMAS.J.B. Morrison-Knudsen Engineers, Inc. 29851. 87/05/13. ANDRUS, N. Ameri- 
can Nuclear Corp. 2pp. 41208:197-41208:198. 

8706080246 Advises that Everest Exploration, Inc request for exemption from 5 pCi/g 
Ra-226 soil contamination limit cannot be approved in light of applicable 
regulations.Everest should provide alternative to meeting std. 

SMITH.R.D. Uranium Recovery Field Office. 87/05/19, BAILEY, E.D. Texas, State of. 
2pp. 41212:342-41212:343. 

8706120111 Informs that staff has reviewed DOE 870122 response to NRC comments 
on Mexican Hat draft remedial action plan.No addi comments on NRC responses 
identified. 

GRACE, S.R.. HAWKINS,E.F. Uranium Recovery Field Office. 87/05/21. Uranium Re- 
covery Field Office. Ip. 41280:110-41280:110. 

8706160100 Press release discussing DOE Ofc of Civilian Radwaste Mgt meeting 
scli0ciul0S 

* Energy. Dept. of. 87/04/16. Ip. 41314:017-41314:017. 

8706160128 Informs of meeting w/NRC & DOE to discuss DOE schedule for remedial 
action implementation for Riverton tailings.BLM prohibited from making public land 
available for waste disposal through interagency agreement. 

KNAPP.M.R. NRC - No Detailed Affiliation Given. 87/06/03. THOMPSON.H.L. NRC - 
No Detailed Affiliation Given. Ip. 41320:226-41320:226. 

8706160154 Notifies that J Warner assigned to site during 870511-16 to review matls in 
working files re various bore holes in & around Hanford Reservation.Related news ar- 
tic)0S 0ncl 

COOK.F.R. Office of Nuclear Material Safety & Safeguards, Director. 87/05/04. 
ANTTONEN.J.H. Energy, Dept. of. 165pp. 41314:157-41314:317. 

8706160164 Forwards monthly activity schedules for UMTRAP sites. Schedules reflect 
1-yr window of all key project activities in areas of site characterization, NEPA 
compliance.design development, remedial action, const, certification & licensing. 
ANDERSON.J.R. Energy. Dept. of. 87/05/21. BOSILJEVAC.F., SENA.R.. 
SCOUTARIS,M. Energy. Dept. of. 26pp. 41320:291-41320:316. 

8706160185 Agenda for State of WA Nuclear Waste Advisory Council 870514 meeting 
in Lacey. WA to discuss preparation of rept on social & economic impacts of proposed 
repository.Related documentation end. 

* Washington, State of. 87/05/14, Washington, State of. 73pp. 41314:058-41314:132. 

8706160187 "Monthly Progress Ltr Rept 34 for Jan 1987 of Activities Under Contract 
NRC-02-84-001." Breakdown of charges billed through Jan 1987 listed. Routine tele- 
phone contact re technical aspects maintained. 

FANNON.M.M. Weston Geophysical Corp. FIN D-1003. WGC - 01531. 87/03/11. 
IBRAHIM.A. Office of Nuclear Material Safety & Safeguards, Director. Ip. 41333:001- 
41333:001. 

8706160195 Comments on preliminary final remedial action plan & environ assessment 
for site.Comments can be discussed during planned 870603 meeting. 

LOHAUS.P.H. Operations Branch. 87/05/28. ANDERSON.J.R. Energy, Dept. of. 19pp. 
41314:039-41314:057. 

8706160218 Forwards "Technical Assistance in Geochemistry," monthly progress rept 
for Apr 1 987, rept of 870209-1 1 conference in Las Vegas, NV & summary, agenda & list 
of attendees from 870409-10 meetings in Rockville, MD. 

KELMERS,A.D. Oak Ridge National Laboratory. FIN B-0287. 87/05/06. Office of Nu- 
clear Material Safety & Safeguards, Director, Ip. 41344:148-41344:291. 

-8706160246 "Technical Assistance in Geochemistry," progress rept for Apr 1987. 
BLENCOE.J.G., GOVE.R.M., JACOBS,G.K. Oak Ridge National Laboratory. FIN B- 
0287. 87/04/30. NRC - No Detailed Affiliation Given. 3pp. 41344:149-41344:151. 

-8706160265 Draft ltr rept, "Geochemistry Issues for Yucca Mountain Candidate High 
Level Waste Repository Site.” 

BLENCOE,J.G.. JACOBS,G,K., KELMERS.A.D. Oak Ridge National Laboratory. FIN B- 
0287. LR-287-NN. 87/04/30. NRC - No Detailed Affiliation Given. 65pp. 41344:152- 
41344:216. 

-8706180280 Luncheon address at Second Topical Conference on Nuclear Waste Mgt 
QA on 870209-1 1 in Las Vegas, NV. 

ASSELSTINE.J.K. Commissioners. FIN B-0287. 87/02/09. 27pp. 41344:217- 
41344:243. 

-8706160293 Ltr rept, “Review & Evaluation of Structures, Textures & Cooling Histories 
of Columbia River Basalt Flows." 

BLENCOE,J.G., JACOBS.G.K. Oak Ridge National Uboratory. FIN B-0287. 86/12/08. 
NRC - No Detailed Affiliation Given. 27pp. 41344:244-41344:291. 

8706160222 Discusses review of Feb monthly progress rept Work previously performed 
under FIN A-1757 will be continued under task 4 for FIN A-1158. 

COLEMAN.N.M. Division of High Level Waste Management (Post 870413). FIN A- 
1757. 3850. 87/04/24. CRANWELL.R.M. Sandia National Laboratories. Ip- 
41 348:322-41 348:322. 

8706160224 "BWIP Senior Mgt Review.870507." 

* Energy. Dept of. 2517. 87/05/07. 124pp. 41244:024-41344:147. 
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8706160229 Announcement of new public hearings on 870709 for Rifle tailings cleanup 
draft environ impact statement (EIS). Previous hearing date set for 870611. Date 
moved to allow more time for review of draft EIS & preparation of comments. 

* Energy. Dept. of. 87/06/02. 2pp. 41320:201-41320:202. 

8706160241 Forwards draft Chapter 3 to BWIP "Site Characterization Plan" for info. 
ANTTONEN.J H. E.^o'cy Dept. of. 87-LES-72. 87/05/08. LINEMAN, J.J. Office of Nu- 
clear Mater ri Safeguards, Director. HUSSEMAN.T. Washington, State of. 

POWER, M. E.c'j&a--- Sifiite College. Olympia, WA. 375pp. 41333:002-41334:080. 

8706160243 Final repts closing out Task 08,Subtask 01 re mining experience- in v^ir'ty 
of Yucca Mountain & "Draft Point Paper on Borehole & Shaft Seal nes:gr BWIP 
closing Subtask 02. 

HUCK.P.J., BHATTARCHARYA, HUCK.P.J. Engineers International, Inc. FIN D-1004. 
3846. 87/05/07. BUCKLE Y.J.T. NRC - No Detailed Affiliation Given. 45pp. 41343:337- 
41344:023. 

8706160248 Advises that NRC concurrence that either alternative proposed in prelimi- 
nary final CADSAR for site will meet EPA stds cannot be provided until detailed 
infc.includinc environ & engineering data has been reviewed.Comments end. 
LOHAUS.P.H. Operations Branch. 87/05/22. ANDERSON.J.R. Energy, Dept. of. 8pp. 
41314:346-41314:353. 

8706160254 Forwards reaction blocks for 13 reactions involving Pu. Advises that author 
not thermodynar-' c S ..-.easv -avaluating data & assigning uncertainties. 
KELLY.W.R. C:€-cio:;-'.n!cr!l Crane- (831001-870413). FIN A-1756. 3857. 87/03/09. 
GARVIN.D. Commerce, Dept, of, National Bureau of Standards. 3pp. 41320:214- 
41320:216. 

8706160257 ‘^^cr.va'cls geo^echnica' engineering review of “Remedial Action Completion 
Rept for S'- c'CvV.,.\V Uf.'T".'»F Site,” dtd Jan 1987. Remedial const performed in ac- 
cordance w/NRC approved remedial action plan & remedial action insp plan. 
SMYKOWSKI.S. Technical Branch. 87/05/29. GILLEN, D.M. Operations Branch. 6pp. 
41320:217-41320:222. 

8706160269 Comments on “Technical Assistance in Geochemistry," monthly progress 
rept for Mar 1987 dtd 870409.Progress to date satisfactory. Printout of basalt/BWIP 
documents that address site minerology/petrology requested. 

BROOKS,D.J. Technical Review Branch. FIN B-0287. 3851. 87/04/28. 

KELMERS,A.D. Oak Ridge National Laboratory. 2pp. 41348:145-41348:146. 

8706160274 Forwards final rept on “Code Verification of FLAG for Thermomechanical 
Analysis.” Rept contains comparison of FLAG to analytical solutions for thermal & me- 
chanical problems & demonstrates accuracy of code for application to analysis. 
HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3842. 87/05/04. 
TIKTINSKY.D. Office of Nuclear Material Safety & Safeguards, Director. 1p. 41334:278- 
41334:305. 

-8706160281 “Code Verification of FLAC for Thermomechanical Analysis.” 

MACK.G., CUNDALUP.A. ITASCA Consulting Group, Inc. FIN D-1016. 87/04/30. NRC 
- No Detailed Affiliation Given. 28pp. 41334:279-41334:305. 

8706160284 Comments on Quarterly Progress Repts 1 & 2 dtd 870403 for months of 
Aug-Oct 1986 & Nov 1986 - Jan 1987. Progress to date satisfactory.Quarterly rept 
should coincide w/fiscal yr & should contain in bullet form tasking & work done. 
BLACKFORD,M.E. Technical Review Branch. FIN A-0297. 3849. 87/04/14. 
CHUNG, D. Lawrence Livermore National Laboratory, ip. 41334:245-41334:245. 

8706160299 Comments on Jan 1987 monthly progress repts for FIN A-1757 & FIN A- 
1158.Work performed during Jan satisfactory. Estimated delivery date of draft NUREG/ 
CR-4766 requested in next monthly rept. 

COLEMAN,N.M. Geotechnical Branch (831001-870413). FIN A-1757. 3721. 87/03/26. 
CRANWELL,R.M. Sandia National Laboratories. 2pp. 41320:351-41320:352. 

8706160307 Discusses Feb 1987 monthly progress rept for FIN A-1158 dtd 87031 5.No 
work activities reported under project due to work stoppage initiated by Sandia when 
carry-over funds were exhausted. 

COLEMAN.N.M. Technical Review Branch. FIN A-1158. 3853. 87/04/24. 

CRANWELL,R.M. Sandia National Laboratories. 2pp. 41320:358-41320:359. 

8706160312 Forwards rnnts.i'-'clud'nc "Radiological Sves Calculations Green River, UT" 
& "Green River Draft .Rr.rr -i-c i. -'iclirr Plan Site Conceptual Design Civil...,” present- 
ing engineering calculations prepared by TAC.Two oversize drawings end. 
ANDERSON.J.R. Energy, Dept. of. 87/03/13. MARTIN, D. Low Level Waste Licensing 
Branch. 1,200pp. 41306:058-41309:297. 

8706160330 Discusses review month'y progress rept dtd 870407 re status of Techni- 
cal Assistance Contract Overall progress satisfactory.Site-specific 

project plans end c. rdance under Tasks 1-3. 

POHLE.J.A. Review Branch. FIN D-1020. 3854. 87/04/28, WILLIAMS.R.E. 

Williams & Associates. 12pp. 41348:198-41348:209. 

8706160334 Rev 7 to “UMTRAP Remedial Action Contractor Health Physics Proce- 
dures,” cover page & table of contents. 

* MK-Ferguson Co. 87/05/18. 7pp. 41348:210-41348:216. 

8706160336 Record of telcon w/P Smith on 870511-12 re attempts to resolve data de- 
rived from outcrops & well logs.P Smith wishes not to make changes in geological 
coss-sections oa-licularly Section AA in DRAP (Page D-93). 

CH V.V.j. ;:■■■ Branch. 87/06/02. Ip. 41334:238-41334:238. 

8706160339 Forwards settlement readings, in graphical form, taken to date.Settlement 
monuments in area of slimes monitored.Other monuments will be monitored as re- 
quired bv surveillance & maint plan. 

ANDERSON.J.R. Energy, Dept. of. 87/06/02. KNAPP, M. NRC - No Detailed Affiliation 
Given. 10pp. 41334:227-41334:236. 

8706160342 Nineteenth monthly progress rept for Apr 1987 re Nevada test site,BWIP 
site & Palo Duro Basin.Efforts continuing on required list of tasks outlined in statement 
of work. 

WILLIAMS.R.E. Williams & Associates. FIN D-1020. 3840. 87/04/30; POHLE.J. Office 
of Nudear Material Safety & Safeguards, Director. 8pp. 41348:217-41348:224. 

8706160346 DOE News: “DOE to Hold Public Meeting on Bowman & Belfield Lignite 
Ashing Cleanup.” Meeting scheduled for 870617 in Bowman, ND to discuss results of 
study re potential disposal sites for contaminated matls from former ashing sites. 

* Energy, Dept. of. 87/06/05. Ip. 41334:246-41334:246. 


8706160347 Forwards trip rept of 870411-15 meetings at NNWSIP site ofc & Us 
Vegas, NV re proposed changes in NNWSl ESF program. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3841. 87/04/26 

TIKTINSKY.D. NRC - No Detailed Affiliation Given. 5pp. 41334:247-41334:251. 

8706160352 UMTRA-DOE/AL-0245 “Data for Geochemical Investigation of UMTRAF 
Designated Sites at Slick Rock, CO.” 

MARKOS.G., BUSH.K.J., MORLEY.J.A. Energy, Dept. of. 83/09/30. 55pp. 4 1 3 1 9:333- 
41320:025. 


8706160353 Advises that comment period for review of Rifle, CO draft EIS commenced 
on 870529 & will terminate on 870713. 

ANDERSON.J.R. Fnergy. Dent of. B7/06/02. FLIEGEL.M. NRC - No Detailed Afrll;- 
ation Given. 1 p, 1 33-- :26 1 -4 ' 33-'^ :2(i : . 

8706160356 Record of monthly mgt telcon w/R Reed on 870421 .Work Directive OOB 
under Task Order 002 complete & review transmitted to NRC. 

ABRAMS, C. Office of Nuclear Material Safety & Safeguards, Director. FIN D-1018 
3855. 87/04/22. 2pp. 41348:225-41348:226. 

8706160362 Forwards FR notice of upcoming meetings re NRC high level waste mgt 
program as result of NRC 840827 FR notice. Telephone recording sve for announce- 
ment of upcoming mcoti.-gs Gst.ablished. 

BUNTING.J.O. Office of Nuc ea' Material Safety & Safeguards, Director. 2490. 87/04/ 
20. Affiliation Not Assigned. 3pp. 41334:275-41334:277. 

8706160380 Forwards comments on Slick Rock draft remedial action plan & draft envi- 
ron assessment.Comments identify signifeanf deficiencies in areas of groundwater 
protection, erosion protection & geoicgic slability 

WEBER,M.F. Technical Branch. fi.'. jo'OS. f-LIEGEL.M.H. Operations Branch. 46pp, 
41348:227-41348:273. 


8706160399 Trip rept of BWIP Hydrology Review Team 861201-08 visits to States of 
WA & ID to attend meetings & field trips. 

VERMA,T., COLEMAN.N.M., WEBER, M.F. Geotechnical Branch fSCKCi-STC-'.^? 
2470. 87/03/09. JUSTUS, P.S. Geotechnical Branch (831031-870-' : 5) 3-!:- 

41319:122-41319:155. 


8706160415 Forwards comments on Lowman UMTRAP draft comparative analysis of 
disposal site alternatives rept. 

WEBER, M.F. Technical Branch. 87/06/05. FLIEGEL,M.H. Operations Branch. 11pp. 
41348:274-41348:284. 


8706160423 Forwards revised pages to nonproprietary & proprietary Rev 1 to 200 1/ 
400 1-NP-A & 200 1/400 1-P-A, "Topical Rept for High Integrity Container for Dispos- 
al of Low Level Radwaste.” Proprietary version withheld. 

SUZUKI, 0. Chichibu Cement Co.. Ltd. 87/06/02. KNAPP.M.R. Office of Nuclear Mate- 
rial Safety & Safeguards. Director. Ip. 41348:294-41348:300. 

-8706160432 200 1/400 1-NP-A Nonproprietary Rev 1 to Pages 1-6, to "Topical Rept 
for Container for Disposal of Low Level Radwastes.” 

* Chichibu Cement Co., Ltd. 87/06/01. 6pp. 41348:295-41348:300. 

8706160425 “Ofc of Civilian Radwaste Mgt (OCRWM) Backgrounder" for Apr 1987 re 
cooperative demonstration projects for spent nuclear fuel. 

* Energy. Dept. of. 87/04/30. 3pp. 41348:301-41348:303. 

8706160442 Request addi info re Slick Rock UMTRAP needed to complete review of 
draft remedial action plan & draft environ assessment rept. 

YOUNG.M. Technical Branch. 87/05/21. LESKE.D. Energy. Dept. of. Ip. 41348:059- 
41348:059. 


8706160445 Forwards semiannual update of salt data inventory & mgt rept. 
LOGSDON.M.J. Nuclear Waste Consultants. Inc. 3839. 87/05/04. POHLE.J. Office of 
Nuclear Material Safety & Safeguards, Director. 61pp. 41347:360-41348:058. 

8706160447 “Documents/Data Accessions List for Mar 1987.” 

* BWIP Engineering Management Systems. 2496. 87/03/31. 500pp, 41346:201- 
41347:359. 

8706160459 “Numerical Modeling of Groundwater Flow Sys in Vicinity of Ref Repository 
Location,Hanford Site.WA.” 

DAVIS, P.. BEYELER.W., LOGSTON.M. Sandia National Laboratories. FIN A-1757. 
3860. 87/02/03. NRC - No Detailed Affiliation Given. 350pp. 41345:190-41346:200, 

8706160465 Summary of nuclear waste board 870220 meeting in Lacey, WA re consid- 
eration of presence of natural resources at Hanford site. 

* Washington. State of. 2508. 87/02/20. Washington. State of. 14pp. 41345:161- 
41345:175. 

8706160479 Forwards FR notice of upcoming meetings re NRC high-level waste mgt 
program.as result of NRC 840827 FR notice. Telephone recording sve for announce- 
ment 0 * upcorrir.g ireetings established. 

l?UN 1NG..J.O. CMice of Nuclear Material Safety & Safeguards, Director. 2489. 87/04/ 
13. Affiliation Not Assigned. 4pp. 41319:182-41319:185. 

8706160487 “Ofc of Civilian Radwaste Mgt (OCRWM) Backgrounder" for Apr 1987 re 
activities during site characterization phase of geologic repository program. 

* Energy. Dept. of. 87/04/30. 3pp. 41345:187-41345:189. 

8706160502 Forwards bureau rept of investigations re Contract DE-AC97- 
83WM46651.Rept 159, “Numerical Modeling of Regional Groundwater Flow in Deep- 
Basin Brine Aquifers of Palo Duro Basin," approved for publication by recipient ofc on 
860205. 

RATCLIFF.D. Texas, Univ. of, Austin, TX. 1610. 87/04/24. TAYLOR, T.J. Energy, Dept, 
of. Ip. 41350:223-41350:223. 

8706160512 Forwards Mod A004 to Cooperative Agreement DE-FC04-85AL20533 be- 
tween DOE & State of NM.Mod incorporates DOE & state cost estimates for FY87/88 
& associated funding for FY87. 

COALSON.T.R. Energy, Dept. of. 87/05/28. MARTIN, D.E. Office of Nuclear Material 
Safety & Safeguards.Director. Ip. 41344:292-41344:296. 
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-8706160519 Mod A004 to Cooperative Agreement DE-FC04-85AL20533 between DOE 
& State of NM, establishing cost estimates for remedial action work by DOE & state 
through 880930 & obligating funding by DOE & state for total estimated cost for FY87. 
COALSON.T.R. Energy, Dept. of. * New Mexico, State of. 87/05/28. 4pp. 41344:293- 
41344:296. 

8706160525 Advises that review of draft comparative analysis of disposal site alterna- 
tives rept (CADSAR) for UMTRAP Lowman Site, Boise County, ID, completed.No sub- 
stantive comments on CADSAR offered. 

WIDMAYER,D.A. Technical Branch. 87/06/03. HAISFIELD.M. Operations Branch. 1p. 
41350:232-41350:232. 

8706160534 Package of documents re expedited special cases of borehole 
drilling.Golder Associates, "Preliminary Evaluation of Adequacy of Piezometer Seals." 
end. 

* Affiliation Not Assigned. 87/05/11. 125pp. 41350:233-41351:082. 

“8706160537 “Preliminary Evaluation of Adequacy of Piezometer Seals." 

* Colder Associates. 87/02/28. 33pp. 41351:050-41351:082. 

8706160548 Forwards annotated draft "Users Manuals for Waste Package Performance 
Assessment Codes, Part I. Computer Programs for Probabilistic Thermal Analyses of 
Waste Packages." J Voglewede comments on author decay work discussed. 
ZAREMBA,L Aerospace Corp. FIN A-4165. 3805. 87/03/15. CHANG.K. NRC - No 
Detailed Affiliation Given. Ip. 41344:297-41345:021. 

“8706160556 "Users Manuals for Waste Package Performance Assessment Codes,Part 
I, Computer Programs for Probabilistic Thermal Analyses of Waste Packages." 
ZAREMBA.LA. Aerospace Corp. FIN A-4165. 87/03/31. 85pp. 41344:298-41345:021. 

8706160559 Forwards DOE rept for wk ending 870424. 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. 1404. 87/04/30. 
BROWNING,R.E. NRC - No Detailed Affiliation Given. 7pp. 41345:025-41345:031. 

8706160564 Summary of 870505-07 technical meetings on DOE/Salt Repository Project 
exploratory shaft facility. 

JOHNSON,R.L., NATARAJA,M. NRC - No Detailed Affiliation Given. STUCKER.D. 
Energy, Dept. of. 1609. 87/05/07. NRC - No Detailed Affiliation Given. 30pp. 
41345:035-41345:064. 

8706160580 DOE Ofc of Civilian Radwaste Mgt Backgrounder for Apr 1987 re charac- 
teristics & inventories of nuclear waste. 

* Energy, Dept. of. 87/04/30. 3pp. 41345:096-41345:098. 

8706160586 Trip rept re presentation of paper at OPTICA 87 in 

Amsterdam,Holland.Paper entitled, “Full Text S6arch,Optical Disc, Info Retrieval" end. 
BENDER, A. Systems Engineering & Evaluation Branch. 87/04/24. BROWNING,R.E. 
Division of High Level Waste Management (Post 870413). 10pp. 41345:099- 
41345:108. 

8706160591 “BWIP Accessions List Issuance Notice for Period Ending 870325." 

* Energy, Dept. of. 2518. 87/04/24. 14pp. 41345:111-41345:124. 

8706160675 Forwards Vols 1 & 2 to draft EIS, “Remedial Actions at Former Union Car- 
bide Corp U Mill Sites Rifle, Garfield County,(i)0." 

ANDERSON, J.R. Energy, Dept. of. 87/05/22. NRC - No Detailed Affiliation Given. Ip. 
41352:007-41354:172. 

“8706160681 DOE/E1S-0132-D DRFT Vols 1 & 2 to draft EIS, “Remedial Actions at 
Former Union Carbide Corp U Mill Sites Rifle,Garfield County,CO." 

* Energy, Dept. of. 87/05/31. 800pp. 41352:008-41354:170. 

8706160720 Provides comments on 870403 Monthly Mgt Ltr 8 which summarizes 
progress under FIN A-0297 for month of. Mar 1987. Progress to date satisfactory. 
BLACKFORD, M.E. Division of High Level Waste Management (Post 870413). FIN A- 
0297. 3848. 87/04/13. CHUNG, D. Lawrence Livermore National Laboratory. Ip. 
41351:107-41351:107. 

8706160731 Submits activity rept for 870413-0503 re Part II of user manual dealing w/ 
CONVO code.Code used to perform probabilistic performance assessment of waste 
package lifetime in FY86 methodology demonstration. 

ZAREMBA,L. Aerospace Corp. FIN A-4165. 3844. 87/05/03. CHANG.K. NRC - No 
Detailed Affiliation Given. 5pp. 41351:291-41351:295. 

8706160732 “DOE Ofc of Civilian Radwaste Mgt Backgrounder." 

* Energy, Dept. of. 87/04/30. 4pp. 41351:086-41351:089. 

8706170032 Forwards Addendum E-3 to UMTRAP vicinity property mgt implementation 
manual.Comments requested by 870624 to assist in development of state require- 
ments. 

ANDERSON.J.R. Energy, Dept. of. 87/06/02. LOHAUS.P. NRC - No Detailed Affili- 
ation Given. 2pp. 41381:300-41381:308. 

“8706170040 Addendum E-3, “Proposal for Annotation of Land Records," to UMTRAP 
vicinity property mgt implementation manual. 

* Energy, Dept. of. 87/06/02. 7pp. 41381:302-41381:308. 

8706170533 Draft agenda for 870505-07 meetings in Houston, TX re overview of existing 
Title I ESF design & identification of current Title II status.criteria & trends. 

* Battelle Memorial Institute. 1575. 87/05/07. Battelle Memorial Institute. 4pp. 
41389:112-41389:115. 

8706170601 Record of telcon w/D Summers on 870527 re Shiprock,NM & 
Canonsburg.PA certification rept. 

SMYKOWSKI.S. NRC - No Detailed Affiliation Given. 87/05/27. Ip. 41389:119- 
41389:119. 

8706180045 Discusses concerns re language of end FR Cook marked-up 
memo. Language creates appearance that license applicant & NRC reaching deals 
behind closed doors.Approach is opposite of open meeting policy followed by reactor 
licensing. 

CUNN'NG'-AM.G.h. Banelle Memorial Institute, Pacific Northwest Laboratories. 2211. 
86/'. 1/14 0_MSTE.'\D.'W..J. Assistant General Counsel for Rulemaking & Fuel Cycle. 
12pp. 41393:311-41393:328. 

8706180070 Agenda for 870505-07 meeting w/SRP in Houston, TX to discuss NRC/ 
State/Tribes observatons on info presented & agree on followup actions. 

* NRC - No Detailed Affiliation Given. 1608. 87/04/30. NRC - No Detailed Affiliation 
Given. 4pp. 41393:264-41393:267. 


8706180100 Notification of 870623 Green River preliminary conceptual design on-board 
rev'sw rrecti-g in San Frarcisco.C- Rrnic'c.nf representative requested. 
/■NDi-.HSON,j'.R Energy, .Tiipi. o' FLIEGEL,M. Office of Nuclear Material 

Safety & Safeguards, Director. 2pp. 41393:271-41393:272. 

8706180189 Forwards agenda for 870623 Green River preliminary conceptual design 
onboard review meeting in San Francisco, CA.Representative attendance requested. 
ANDERSON,J.R. Energy, Dept. of. 74145. 87/06/10. FLIEGEL.M. NRC - No Detailed 
Affiliation Given. 3pp. 41392:164-41392:166. 

8706180254 Forwards 16th issue of “UMTRAP Integrated Monthly Site Progress Rept & 
Vicinity Property Progress Rept,Apr 1 987." 

STASSI.P.J. Jacobs Engineering Group, Inc. 87/06/01. ANDERSON,J.R. Energy, 
Dept. of. 2pp. 41392:198-41392:236. 

“8706190059 “UMTRA Integrated Month'v Vicinity Property Progress Rept, Apr 1987." 
GARCIA,J. Energy, Dept. of. 37 'C-'-.’ 3;). .-/pp 41392:200-41392:236. 

8706180339 Comments on “Lab Evaluation Of DOE Radionuclide Solubility Data & Se- 
lected Retardation Parameters,Experimental Strategies, Lab Techniques & Proce- 
dures,” monthly proomss rept for Mar 1987.Progress to date satisfactory. 
BRADBURY,J.W. 'echr-cel Review Branch. FIN B-0290. 87/04/28. MEYER.R.E. Oak 
Ridge National Laboratory. 2pp. 41393:234-41393:235. 

8706180381 List of congressional committees & subcommittees involved in nuclear 
waste issues. 

* House of Rep. 2160. 86/10/31. 6pp. 41392:167-41392:172. 

8706180390 Forwards NUREG/CR-4766, “Users Manual For NEFTRAN Computer 
Code,” for review.Rept funded jointly by Div of Engineering Safety/NRR & Div of 
Waste Mgt/NMSS.Review comments will be addressed on 87041 7.W/o end. 
HARLAN.C. Sandia National Laboratories. FIN A-1266. 3838. 87/04/03. 
COLEMAN,N.M. Geotechnical Branch (831001-870413). Ip. 41393:242-41393:242. 

8706180453 Requests that NRC be informed re status of followups on Section 5 recom- 
mendations of 850625 “Geoengineering Design Parameters 
Workshop,Proceedings...in Rapid City,SD.’’ Info will contribute to reviews of technical 
areas & Hanford SCP. 

LINEHAN.J.J. Office of Nuclear Material Safety & Safeguards,Director. 86/12/31. 
KEATING,J. Energy, Dept. of. Ip. 41392:352-41392:353. 

8706180458 Fonvards response to NRC 861126 comments re Spook draft 
CADSAR.Final CADSAR published prior to implementation of three NRC 
comments.Comments will be addressed in draft remedial action plan. 

D’ANTON!0,J.R. Energy, Dept. of. 87/05/28. LOHAUS.P.H, NRC ■ No Detailed Affili- 
ation Given. 67pp. 41392:285-41392:351. 

8706180483 Agenda for Nuclear Waste Board 870116 regular meeting in 
Lacey ,WA.Agenda for Nuclear Waste Advisory Council 870116 regular meet- 
ing, 8701 06 meeting notice & minutes of 861 120 joint meeting end. 

* Washington, State of. 2276. 87/01/09. Washington, State of. 32pp. 41393:155- 
41393:186. 

8706190051 Ack receipt of 870403 ltr informing NRC that DOE has initiated rev of rad- 
waste mgt sys project decision schedule issued in Mar 1986. Licensing support sys & 
negotiated rulemaking will help streamline license application review. 

THOMPSON,H.L. Office of Nuclear Material Safety & Safeguards,Director. 87/04/23. 
RUSCHE.B. Energy, Dept. of. Ip. 41407:081-41407:081. 

8706190109 Forwards response to NRC questions on SDS liner qualification as high in- 
tegrity container. Response to addl questions expected by 870715. 

CLARK, G.L. Nuclear Packaging, Inc. LLL7310. 87/05/29. TOKAR.M. Technical 
Branch. 26pp. 41407:085-41407:110. 

8706190214 Forwards Bureau Rept of Investigations Rl 156, “Cyclicity in Middle Permi- 
an San Andres Formation, Palo Duro Basin, Texas Panhandle,” by M Fracasso & S 
Hovorka.Rept supersedes OF-WTWI-1 984-21, Rev 1 & approved for publication on 
860415. 

RATCLIFF, D. Texas, Univ. of, Austin. TX. 1343. 87/05/01. TAYLOR.T.J. Energy. Dept, 
of. 2pp. 41407:284-41407:285. 

8706190237 Advises of five SRPO contractors for mini audits by NRC following comple- 
tion of move of SRPO to State of TX.Names of five contractors selected, areas of QA 
program ready for mini audit & reasons for selection listed. 

KNIGHT, J.P. Energy, Dept. of. 87/04/28. BROWNING.R. NRC - No Detailed Affiliation 
Given. 4pp. 41407:290-41407:293. 

8706190247 Forwards Ofc of Geological Repositories consolidated audit schedule to 
state & tribal representatives, per 870423 QA coordinating group meeting 
commitment. Monthly updates to rept will be fonwarded. 

NEWTON.C. Energy, Dept. of. 87/05/12. PINKHAM.A.V. Nez Perce Tribal Council. 
PATAWA.E. Confederated Tribes of Umatilla Indian Reservation. SAMPSON, M.R. 
Yakima Indian Nation. 31pp. 41407:294-41407:324. 

8706190290 Forwards DOE NNWS! project weekly highlights for wk ending 861219. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1255. 87/01/05. 

BROWNING,R.E. NRC - No Detailed Affiliation Given. 9pp. 41408:015-41408:023. 

8706220092 Forwards listed documents & info received from Council of Energy Re- 
source Tribes for info.W/o ends. 

LEFEVRE.H.E. Division of Waste Management (Pre 870413). 2379. 87/01/13. 
KIEL.W. Washington Public Power Supply System. 2pp. 41418:277-41418:278. 

8706220122 Press release informing of DOE 870623 public meeting on U mill tailings 
cleanup at Ambrosia Lake,NM.PuDlic will be briefed on proposed actions & schedule 
for cleanup of tailings pile. 

* Energy, Dept. of. 87/06/05. Ip. 41416:185-41416:185. 

8706220208 Reviews DOE document entitled, "Methodology for Aiding Repository Siting 
Decisions.” Methodology based on multiattribute util theory is appropriate for reposi- 
tory siting. 

CARTER,R.C. Policy & Program Control Branch (831001-870413). 86/02/07. 
BUNTING.J.O. Policy & Program Control Branch (831001-870413). 2pp. 41416:270- 
41416:271. 
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8706220324 Summary of 870610 meeting w/UMTRAP.NRC & States of WY & NE in 
Bethesda.MD re clarification of items concerning proposed codisposal of Riverton 
Title I tailings w/Title II tailings in Gas Hills District of State of WY. 

VOIGHT.B. Energy. Dept. of. 87/06/12. ROSSIN.D.A. Energy. Dept. of. 2pp. 
41416:288-41416:289. 

8706220389 Forwards states/tribes status rept for Oct 1986 - Apr 1987, tentative 
agenda for DOE/states/tribes 870729-31 project coordination meeting In Sparks.NV & 
UMTRA brochure on present condition of Lakeview.OR site. 

ANDERSON.J.R. Energy. Dept. of. 87/06/09. LOHAUS.P. Office of Nuclear Material 
Safety & Safeguards.Director, 21pp. 41418:151-41418:172. 

8706230026 Forwards final remedial action plan for Tuba City,A2,U mill tailings site for 
concurrence.Final plan consists of listed documents. 

D'ANTONIO.J.R. Energy. Dept. of. 87/05/29. HAWKINS.E.F. Uranium Recovery Field 
Office. 2pp. 41436:315-41436:316. 

8706230029 Responds to 870416 Itr re review of performance stds proposed by Exxon 
for Ray Point tailings basIn.Review utilized experience w/sites in process of preparing 
project surveillance & maint plans.Plan adequately addressed. 

SMITH.R.D. Uranium Recovery Field Office. 87/06/05. BAILEY.E.D. Texas. State of. 
3pp. 41436:317-41436:319. 

8706230135 Forwards DOE draft EIS. “Remedial Actions at Former Union Carbide Corp 
U Mill Sites, Rifle, Garfield County, CO," dtd Jan 1987.Public hearing re draft EIS sched- 
uled on 87061 1 in Rifle, CO.W/o stated end. 

ANDERSON, J.R. Energy. Dept, of, 87/05/22. Affiliation Not Assigned. Ip. 41435:242- 
41435:242. 

8706230172 Submits list of items DOE wishes to resolve during 870603 meeting w/NRC 
re Riverton, WY UMTRAP site.including scheduling for remedial action implementation 
& performance surety/bonding determinatlon.Related info end. 

ANDERSON.J.R. Energy. Dept. of. 87/05/22. SMITH.D. Uranium Recovery Field 
Office. 5pp. 41436:245-41436:249. 

8706240022 Forwards Siting Section comments on spook comparative analysis of dis- 
posal site alternatives rept to U recovery section. 

STARMER.R.J. Technical Branch. 87/05/21. FLIEGEL.M. Operations Branch. 7pp. 
41450:039-41450:045. 

8706240085 Forwards comments on Slick Rock draft environ assessment & draft reme- 
dial action plan.Addl characterization &/or design improvements required before NRC 
will be able to concur that design will meet EPA stds. 

LOHAUS.P.H. Operations Branch. 87/06/1 1. ANDERSON.J.R. Energy. Dept. of. 37pp. 
41443:307-41443:343. 

8706240386 Forwards Institutional/Socioeconomic Coordination Group revised draft of 
internal general guidelines for implementing consultation & cooperation agreement 
provisions for Section 1 1 7 of Nuclear Waste Policy Act of 1 982. 

GALE,B.G. Energy. Dept. of. RW-223. 87/04/29. STILL.N. NRC - No Detailed Affili- 
ation Given. 12pp. 41451:271-41451:282. 

8706250001 Forwards NOAA regional earthquake data file for Colorado Plateau & some 
provinces, map re macroseismic epicenters & preliminary assessment concerning 
where province boundaries lie.per 860108 telcon.W/o file & assessment. 

WEEKS, R.E, Energy. Dept. of. 86/01/15. VALDEZ, J. NRC - No Detailed Affiliation 
Given. 2pp. 41464:357-41464:358. 

8706250014 Informs that review of draft comparative analysis of disposal site alterna- 
tives rept completed for Lowman.lD site. Draft dismisses alternatives other than stabili- 
zation on site w/too little analysis.Suggests meeting on comments. 

LOHAUS.P.H. Operations Branch. 87/06/11. ANDERSON.J.R. Energy, Dept. of. 10pp. 
41465:036-41465:045. 

8706250113 Identifies & discusses two items requiring followup per DOE 870128 re- 
sponse to NRC comments on Grand Junction draft remedial action plan.Both items 
pertain to groundwater. 

LOHAUS.P.H. Operations Branch. 87/05/28. ANDERSON.J.R. Energy. Dept of. 2pp. 
41462:212-41462:213. 

8706250127 Forwards six Nevada Nuclear Waste factsheets & site map.W/ one over- 
size map. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1343. 87/03/16. STABLEIN.K. 
NRC - No Detailed Affiliation Given. 14pp. 41472:082-41472:095. 

8706250147 Forwards progress rept on Ofc of Geological Repositories response to 
OCRWM QA mgt appraisal conducted in Nov 1986. Activities underway to complete 
implementation of recommendations also outlined. 

NEWTON.C. Energy, Dept of. RW-24. 87/04/29. KENNEDY, J. NRC - No Detailed Af- 
filiation Given. LANGSTON, M.E. Energy, Dept of. 12pp. 41462:291-41462:302. 

8706250156 Forwards advertisement which depicts that topical rept entitled. “CNSI-WF- 
C-01'NP Certification Cement” has been approved & certified by NRC for generic in- 
dustry use. Withdrawal of advertisement from Nuclear News requested. 

STARMER.R.J. Technical Branch. 87/06/10. EBENHACK.D.G. Chem-Nuclear Sys- 
tems, Inc. 3pp. 41462:303-41462:305. 

8706250172 Fonvards comments on listed repts sent by DOE, In support of draft remedi- 
al action plan & draft environ assessment for Green River, UT.folIowing review of 
documents.Resolution of relevant comments will be noted during review of final plan. 
LOHAUS.P.H. Operations Branch. 87/05/29. ANDERSON.J.R. Energy, Dept of. 5pp. 
41462:072-41462:076. 

8706250220 Trip rept of 870603 meeting w/DOE & State of WY in Denver, CO re finan- 
cial surety.scheduies & land ownership pertaining to DOE remedial action at 
Riverton, 

GNUGNOLl.G.N. Operations Branch. 87/06/11, LOHAUS.P.H. Operations Branch. 
2pp. 41462:155-41462:156. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

8706020225 Submits summary of effort for 870420-24.Forwards voucher for prof 
svcs.W /0 end. 

FULLER, G-H. Affiliation Not Assigned. FIN A-4165. 3815. 87/04/25. CHANG, K.C. 
NRC - No Detailed Affiliation Given. 2pp. 41143:082-41143:083. 


8706020240 "Technical Assistance for In Situ Testing," monthly progress rept for Mar 
1987. 

SINGH.M.M.. HUCK.P.J. Engineers International, Inc. FIN D-1004. 095. 87/04/23. 
Office of Nuclear Material Safety & Safeguards.Director. 4pp. 41143:084-41143:087. 

8706030001 Forwards review of NUREG/CR-4693, "Assessment of Radionuclide 
Vapor-Phase Transport in Unsaturated Tuff” & USGS Open File Rept 80-569, ‘‘Paleo- 
hydrology of Southern Great Basin. W/Special Ref to Water Table Fluctions...." 
OSIENSKY.J.L Williams & Associates. FIN D-1020. 124. 87/04/20. POHLE.J. Office 
of Nuclear Material Safety & Safeguards.Director. 1 1pp. 41145:268-41145:278. 

8706030003 Forwards listing of current library holdings dealing w/ groundwater travel 
time, 

BASSE.B. Nuclear Waste Consultants, Inc. FIN D-1021. 3816. 87/04/25. POHLE.J. 
Office of Nuclear Material Safety & Safeguards.Director. 3pp. 41145:285-41145:288. 

8706030005 Summarizes recent work re performance assessment methodology demon- 
stration & engineered barrier sys strategy document. 

STEPHENS, K.W. Aerospace Corp. FIN A-4165. 3814. 87/04/24. NRC - No Detailed 
Affiliation Given. 7pp. 41145:289-41145:295. 

8706030007 Submits activity rept for 870316-29 re Part II of user manual dealing w/ 
code called CONVO.Code used in aerospace methodology demonstration to compute 
Failure Time pdf of container & distribution of radionuclide transport times. 
ZAREMBA,L. Oak Ridge National Laboratory. FIN B-0288. 3686. 87/03/29. 
CHANG, K. NRC - No Detailed Affiliation Given. 2pp. 41145:296-41145:297. 

8706030010 Trip rept of 870422-24 meetings in Houston, TX re 30% Title II design 
review meeting for SRP exploratory shaft facility. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3813. 87/04/27. 
TIKTINSKY.D. NRC - No Detailed Affiliation Given. 6pp. 41145:298-41145:303. 

8706030012 Requests attendance during upcoming DOE/NRC 870407-09 meetings on 
BWIP hydrologic testing in Richland.WA & associated premeetings scheduled for 
870405-06.No changes to cost or delivery of contracted products authorized. 
POHLE,J.A. Geotechnical Branch (831001-870413). FIN D-1020. 3811. 67/03/26. 
WILLIAMS, R.E. Williams & Associates. Ip. 41 145:304-41145:304. 

8706030014 Advises that monthly rept for Jan 1987 for "Technical Assistance for 
Design Reviews” satisfactory. 

TIKTTnSKY,D.H. Engineering Branch (831001-870413). FIN D-1016. 3835. 87/03/05. 
HART.R. ITASCA Consulting Group, Inc. Ip. 41144:348-41144:348. 

8706030017 Advises that progress to date re FIN B-0287. "Technical Assistance in 
Geochemistry” satisfactory, based on review of Feb 1 987 monthly progress rept. 
BROOKS.D. Geotechnical Branch (831001-870413). FIN B-0287. 3831. 87/03/30. 
KELMERS,A.D. Oak Ridge National Laboratory. 2pp. 41144:349-41144:350. 

8706030024 Trip rept of 870404-09 visit to Richland.WA to attend NRC 870405 meeting 
w/contractors.NRC 870406 meeting w/affected states & tribes & NRC/DOE 870407- 
09 meetings. 

WINTER, G.V. Williams & Associates. FIN D-1020. 3823. 87/04/13. POHLE.J. Division 
of Waste Management (Pre 870413). Ip. 41145:311-41145:311. 

8706030055 "Geochemical Sensitivity Analysis,” monthly rept for Mar 1987." 
CRANWELL.R.M. Sandia National Laboratories. FIN A-1756. 3801. 87/04/15. 
KELLY, W. Office of Nuclear Material Safety & Safeguards.Director. 4pp. 41146:322- 
41 145:325. 


8706030071 Forwards review of S&W "Pumping Test & Fluid Sampling Rept, J Friemel 
Number 1 Well (PD-9),Palo Duro Basin.Vol I." Rept significant to NRC Waste Mgt Pro- 
gram since well close to repository site In Deaf Smith County, TX. 

WINTER.G.V. Williams & Associates. FIN D-1O20. 3827. 87/04/20. POHLE.J. Office 
of Nuclear Material Safety & Safeguards.Director. 6pp. 41165:298-41165:303. 

8706030085 Requests that A Brown.M Galloway & F Marinelli attend DOE/NRC 
870407-09 meetings in Richland.WA re BWIP hydrologic testing & associated pre- 
meetings scheduled for 870405 & OS.Agenda for meetings end, 

POHLE.J.A. Geotechnical Branch (831001-870413). FIN D-1021. 3812. 87/03/26. 
LOGSDON, M.J. Nuclear Waste Consultants, Inc. 4pp. 41144:353-41144:356. 

8706030094 Comments on Jan 1987 monthly rept for FIN A-1165.No activity indicated 
under Task II for month.Status of activity should be indicated in next monthly 
rept.Action taken by Itr considered within scope of current contract. 

WASTLER.S.L Repository Projects Branch (831001-870413). FIN A-1165. 3833. 87/ 
03/25. CRANWELLR. Sandia National Uboratorles. Ip. 41145:358-41145:358. 

8706030098 Activities of Contract NRC-02-84-001 .Monthly Progress Ltr Rept 36 for 
March 1987. 

FANNON.M.M, Weston Geophysical Corp. FIN D-1003. WGC-01531. 87/04/14. 
IBRAHIM, A.B. Office of Nuclear Material Safety & Safeguards.Director. 2pp. 
41145:360-41145:361. 

8706030101 Reviews Aerospace Corp Rept WPR-86(6810-01)-01, "Demonstration of 
Methodology for Waste Package Performance Assessment,” by C Boyers, G Fuller, R 
Moler,K Stephens 6 L Zaremba.Rept poorly written & not technically correct. 
BONANO.T. Affiliation Not Assigned. FIN A-4165. 3727. 87/01/06. CRANWELUB.. 
GUZOWSKI.B. Affiliation Not Assigned. 13pp, 41 162:275-41162:287. 

8706030103 Ack receipt of monthly rept for Feb 1986 for FIN D-1016, "Technical As- 
sistance for Design Reviews." Technical work described satisfactory & no comment 
offered. 

TIKTINSKY.D.H. Engineering Branch (831001-870413). FIN D-1016. 3807. 87/04/02, 
HART.R. ITASCA Consulting Group, Inc. Ip. 41145:094-41145:094, 

8706030107 Comments on rept summarizing activities during Oct 1986 for FIN A- 
1756.Rept sufficiently addresses details necessary to effectively monitor 
contract.Listed items being reviewed by NRC.No changes to cost or delivery of prod- 
ucts authorized. 

PESHEL,J.J. Engineering Branch (831001-870413). FIN A-1755. 3803. 86/12/05, 
CRANWELL,R.M. Sandia National Laboratories. Ip. 41164:359-41164:359, 
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8706030113 Provides suggestions to improve efficiency & productiveness of technical 
review meetings.NRC should indicate, prior to meeting, supporting documents having 
greatest importance in reviewing subj matter. 

HANNA, K., CONOVER,D. Interior. Dept. of. Bureau of Mines. FIN B*6934. 3828. 87/ 
04/23. BROWNING, R.E. Division of High Level Waste Management (Post 870413). 
2pp. 41 145:095-41 145:096. 

8706030122 Comments on review of Feb 1987 monthly progress rept for FIN B-0290, 
‘‘Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retardation 
Parameters.Experimental Strategies, Lab Techniques & Procedures." 

BRADBURY.J.W. Geotechnical Branch (831001-870413). FIN B-0290. 3830. 87/03/ 
31. MEYER, R.E. Oak Ridge National Laboratory. 2pp. 41145:099-41145:100. 

8706030123 Advises that 870306 Monthly Mgt Ltr 7, summarizing progress under FIN A- 
0297 for Feb 1987 satisfactory.Comments listed. 

BLACKFORD, M.E. Geotechnical Branch (831001-870413). FIN A-0297. 3720. 87/03/ 
25. CHUNG.D. Lawrence Livermore National Laboratory. 2pp. 41162:307-41162:308. 

8706030131 Advises that ITASCA Consulting Group should perform listed work under 
Tasks 001 & 003 for ‘‘Technical Assistance for Design Review." 

TIKTINSKY.D.H. Engineering Branch (831001-870413). FIN D-1016. 3836. 87/03/06. 
HART.R. ITASCA Consulting Group, Inc. 2pp. 41162:329-41 162:330. 

8706030133 Forwards Science Applications Inti Corp. “SWIFT II Verification & 
Validation:Survey of Previous Tests & Recommendations for Future Work." final ltr 
rept. 

HARLAN.C. Sandia National Laboratories. FIN A-1158. 3804. 87/04/20. 

COLEMAN.N.M. NRC - No Detailed Affiliation Given. Ip. 41166:003-41166:111. 

—8706030141 ‘‘SWIFT II Verification & Validation:Survey of Previous Tests & Recom- 
mendations for Future Work." 

UPDEGRAFF.C.D. Science Applications International Corp. (formerly Science Applica- 
tions. Inc.). FIN A-1158. 87/04/30. 108pp. 41166:004-41166:111. 

8706030158 Record of telcon w/R Reed of US Bureau of Mines on 870211 re monthly 
mgt phone call on completion of work under Tasks 002 & 003. 

ABRAMS.C. Geotechnical Branch (831001-870413). FIN D-1018. 3809. 87/02/11. 
2pp. 41163:012-41163:013. 

8706030187 Authorizes Williams & Assoc.Inc (WIL) to initiate statistical analysis of avail- 
able hydrochemical data outlined in WIL Communication 103. Requests comments on 
end DOE rept within 12 working days.W/o end. 

POHLE.J.A. Geotechnical Branch (831001-870413). FIN D-1020. 3784. 87/03/06. 
WILLIAMS, R.E. Williams & Associates. Ip. 41163:047-41163:047. 

8706030195 Comments on US Bureau of Mines quarterly rept for Oct-Dec 1986 under 
Interagency Agreement NRC-02-80-075.Rept satisfactory except for one item.Rept 
does not mention work by Pittsburgh Research Ctr on rept "Grouting Efficiency...." 
JAGANNATH,B.N. Engineering Branch (831001-870413). FIN B-6934. 3792. 87/02/ 
27. AMEY,E. Interior, Dept, of, Bureau of Mines. Ip. 41163:050-41163:050. 

8706030216 Discusses analysis of corrosion on steels & copper.Use of copper in Tuff 
environ favorable.Copper corrosion mechanisms understood better than mechanisms 
of stainless steel. Use of copper in container fabrication discussed. 

MCLER.R.3. Systems Support. Inc. FIN A-4165. 3822. 87/04/11. CHANG.K.C. NRC - 
No Detf-iiod A'fiiiat:or' Given. 2pp. 41146:060-41146:062. 

-8706030253 Discusses Sandia critique of Aerospace Corp demonstration reptCritique 
replete w/factual errors, innuendoes & misinterprations of intent of text. 

MOLER.R.B. Systems Support. Inc. 87/04/17. CHANG.K. NRC - No Detailed Affili- 
ation Given. 1p. 41146:062-41146:062. 

8706030224 Ack receipt of Progress Repts 34 & 35 for Jan & Feb 1987, summarizing 
progress under Contract NRC-02-84-001 & 870316 Itr.Suggests that effort should be 
made to issue rept by end of Apr 1 987.Author unable to travel to discuss rept. 
IBRAHIM,A. Office of Nuclear Material Safety & Safeguards, Director. FIN D-1003. 
3834. 87/06/03. MURPHY,V. Weston Geophysical Corp. Ip. 41163:111-41163:111. 

8706030230 Trip rept of NRC/DOE BWIP 870405-08 hydrology workshop in 
Richland, WA re review of DOE proposals for hydrologic testing at BWIP site prior to 
const of exploratory shaft. Viewgraphs end. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3795. 87/04/15. 
POHLE.J. NRC - No Detailed Affiliation Given. 100pp. 41174:001-41174:100. 

8706030232 Trip rept of 870412-15 meetings in Las Vegas, NV re proposed changes to 
exploratory shaft facility at Yucca Mountain by DOE. 

BHATTACHARYA.S. Engineers International, Inc. FIN D-1004. 3818. 87/04/23. 
BUCKLEY, J.T. NRC - No Detailed Affiliation Given. 3pp. 41163:118-41163:120. 

8706030243 Discusses meetings & document reviews to be performed under NRC-02- 
85-002, Task Order 001, “Tecnnical Assistance for Design Review." 

TIKTINSKY.D.H. Engineering Branch (831001-870413). FIN D-1016. 3806. 87/04/02. 
HART.R. ITASCA Consulting Group, Inc. 2pp. 41163:124-41163:125. 

8706030261 "Coupled Thermal-Hydrological-Mechanical Assessments & Site Character- 
ization Activities for Geologic Repositories," monthly rept for Mar 1987. 
CRANWELUR.M. Sandia National Laboratories. FIN A-1755. 3800. 87/04/15. 
PESHEL,J. Office of Nuclear Material Safety & Safeguards,Director. 5pp. 41 145:334- 
41145:338. 

8706030275 Record of telcon w/R Read on 870312 re monthly mgt phone call re Inter- 
agency Agreement NRC-02-85-004,FIN D-1018. 

ABRAMS.C. Geotechnical Branch (831001-870413). FIN D-1018. 3810. 87/03/12. 
2pp. 41163:206-41163:207. 

8706030279 "Technical Assistance in Hydrogeology - Project B Analysis," monthly 
progress rept Communication 149 for Mar 1987. 

LOGSDAN.M.J. Nuclear Waste Consultants. Inc. FIN D-1021. 3829. 87/04/14. 
POHLE.J. Office of Nuclear Material Safety & Safeguards, Director. 10pp. 41163:208- 
41163:217. 

8706030353 Advises that Feb 1987 progress rept for "Geochemical Sensitivity Analy- 
sis," satisfactory. Ltr & Pu thermodynamic data on CATCH sys sent to NBS for evalua- 
tion encl.W/o end. 

KELLY.W.R. Geotechnical Branch (831001-870413). FIN A-1756. 3808. 87/03/30. 
SIEGEL, M.D. Sandia National Laboratories. Ip. 41161:307-41161:307. 


8706030362 Forwards semiannual update to “Conceptual Model Evaluation," including 
info re precipitation/infiltration, recharge, diversion of infiltration & vapor-phase trans- 
port. 

LOGSDON, M.J. Nuclear Waste Consultants. Inc. FIN D-1021. 3820. 87/04/15. 
POHLE.J. Office of Nuclear Material Safety & Safeguards, Director. 4pp. 41161:308- 
41161:319. 

•“8706030396 WWL 4001 Updated "Conceptual Model Evaluation." 

* Nuclear Waste Consultants. Inc. 87/03/30. 8pp. 41161:312-41161:319. 

8706030392 Forwards Review 001-02-29, "Task V, Engineering Study 9, Underground 
Repository Layout," by Raymond Kaiser Engineers & Parsons Brinkerhoff Quade & 
Douglas, Inc (Rockwell Hanford Questions SD-BWI-ES-023). 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. 3799. 87/04/14. 

TIKTINSKY.D. Office of Nuclear Material Safety & Safeguards, Director. 32pp. 
41176:043-41176:109. 

•“8706030406 SD-BWI-ES-023 ROO Rev 0 to "Integrated Subsurface Design Criteria for 
Repository Layout Study." 

* Rockwell International Corp. FIN D-1016. 87/04/14. 35pp. 41176:075-41176:109. 

8706030438 Comments on Oct 1987 monthly progress repts for Projects A 1757 & 
A1 1 58.respectively,received by 861115 transmittals. Work satisfactory.Specific com- 
ments provided. 

COLEMAN.N.M. Geotechnical Branch (831001-870413). FIN A-1757. 3736. 87/01/06. 
CRANWELL.R-N. Sandia National Laboratories. 2pp. 41175:003-41175:004. 

8706030446 Comments on draft NUREG/CR-4735,Vol 2, semiannual rept. Executive 
summary should be broadened to include more detailed discussion of deficient techni- 
cal areas in salt & basalt programs.W/o stated end. 

WICK,E.A. Engineering Branch (831001-870413). FIN A-4171. 3793. 87/04/08. 
INTERRANTE.C.G. Commerce. Dept, of, National Bureau of Standards. 2pp. 
41175:001.41175:002. 

8706030449 Summary of activities for Mar 1 987. 

CRANWELUR.M. Sandia National Laboratories. FIN A-1165. 3797. 87/04/15. 
WASTLER.S. Office of Nuclear Material Safety & Safeguards.Director. 6pp. 
41162:269-41162:274. 

8706030452 Comments on NBS Jan & Feb 1987 progress Itrs.including review of 
HEDL-7556, "Test Plan For Series 2 Thermogravimetric Analyses of Spent Fuel Oxi- 
dation." 

WICK.E.A. Engineering Branch (831001-870413). FIN A-4171. 3832. 87/04/09. 
INTERRANTE.C.G. Commerce, Dept, of, National Bureau of Standards. 2pp. 
41161:350-41161:351. 

8706030459 Comments on Feb 1987 monthly progress rept.Activities during current re- 
porting period & activities planned for Apr 1987 reporting period.under Tasks 001- 
OOS.addressed.Efforts should be made to ensure timely submittal of trip repts. 
BUCKLEY, J.T. Engineering Branch (831001-870413). FIN 0-1004. 3794. 87/04/02. 
SINGH.M.M. Engineers International, Inc. 2pp. 41175:005-41175:006. 

8706030467 Forwards US Natl Committee for Rock Mechanics activities rept for Jan- 
Mar 1987. 

CRAMER, LF. National Research Council. FIN B-6932. 3819. 87/04/22. 
GREEVES.J.T. Office of Nuclear Material Safety & Safeguards.Director. 3pp. 
41175:007-41175:009. 

8706040018 Discusses review of available literature & data on Palo Duro Basin since 
submittal of rept on conceptual groundwater flow models (Communication 51) under 
Subtask 3.3.lnfo to date does not warrant changing conceptual groundwater flow 
model. 

WINTER.G.V. Williams & Associates. FIN D-1020. 3825. 87/04/13. POHLE.J. Office 
of Nuclear Material Safety & Safeguards.Director. Ip. 41181:194-41181:194. 

8706040024 Progress Rept 20 for Mar 1987 on Task Orders 001,002,003 & 004.Sum- 
mary sheet for Mar voucher also end. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3798. 87/04/14. 

TIKTINSKY.D. Office of Nuclear Material Safety & Safeguards.Director. 11pp. 
41181:183-41181:193. 

8706040038 Forwards list of waste isolation pilot plant documents that Williams & 
/\ssoc r 6 c©iv 0 cl 

WINTER.G.V. Williams & Associates. FIN D-1020. 3826. 87/04/20. POHLE.J. Office 
of Nuclear Material Safety & Safeguards.Director. 3pp. 41174:294-41174:296. 

8706040098 Forwards final rept, "Review of Thermomechanical Analysis Methodologies 
for NNWSI.BWIP & SRP," incorporating NRC comments from 861218 meeting to 
review draft rept. 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. 3695. 87/03/27. 

TIKTINSKY.D. Division of Waste Management (Pre 870413). Ip. 41175:010- 
41175:194. 

“8706040113 Final rept, "Review of Thermomechanical Analysis Metohodologies for 
NNWSI.BWIP & SRP." 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. NRC-02-85-002. 87/03/31. 
NRC - No Detailed Affiliation Given. 183pp. 41175:012-41175:194. 

8706160187 “Monthly Progress Ltr Rept 34 for Jan 1987 of Activities Under Contract 
NRC-02-84-001.’' Breakdown of charges billed through Jan 1987 listed. Routine tele- 
phone contact re technical aspects maintained. 

f^ANNON.M.M, Weston Geophysical Corp. FIN D-1003. WGC - 01531. 87/03/11. 
IBRAHIM, A. Cffice of Nuclear Material Safety & Safeguards.Director, Ip. 41333:001- 
41333:001. 

8706160218 Forwards “Technical Assistance in Geochemistry," monthly progress rept 
for Apr 1987, rept of 870209-11 conference in Las Vegas, NV & surpmary, agenda & list 
of attendees from 870409-10 meetings in Rockville, MD. 

KELMERS,A.D. Dak Ridge National Laboratory. FIN B-0287. 87/05/06. Office of Nu- 
clear Material Safety & Safeguards.Director. Ip. 41344:148-41344:291. 

“8706160246 "Technical Assistance in Geochemistry," progress rept for Apr 1987. 
BLENCOE.J.G., GOVE.R.M,, JACOBS, G.K. Oak Ridge National Laboratory. FIN B- 
0287. 87/04/30. NRC - No Detailed Affiliation Given. 3pp. 41344:149-41344:151. 
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-8706160265 Draft Itr rept, "Geochemistry Issues for Yucca Mountain Candidate High 
Level Waste Repository- Site." 

BLENCOE.J.G., JACOBS, G.K.. KELMERS.A.D. Oak Ridge National Laboratory. FIN B- 
0287. LR-287-NN. 87/04/30. NRC - No Detailed Affiliation Given. 65pp. 41344:152- 
41344:216. 

-8706160280 Luncheon address at Second Topical Conference on Nuclear Waste Mgt 
QA on 870209-1 1 in Las Vegas, NV. 

ASSELSTINE.J.K. Commissioners. FIN B-0287. 87/02/09. 27pp. 41344:217- 
41344:243. 

-8706160293 Ltr rept. "Review & Evaluation of Structures.Textures & Cooling Histories 
of Columbia River Basalt Flows." 

BLENCOE.J.G., JACOBS.G.K. Oak Ridge National Laboratory. FIN B-0287. 86/12/08. 
NRC - No Detailed Affiliation Given. 27pp. 41344:244-41344:291. 

8706160222 Discusses review of Feb monthly progress rept. Work previously performed 
under FIN A-1 757 will be continued under Task 4 for FIN A-1 1 58. 

COLEMAN, N.M. Division of High Level Waste Management (Post 870413). FIN A- 
1757. 3850. 87/04/24. CRANWELL.R.M. Sandia National Laboratories. Ip. 

41348:322-41348:322. 

8706160243 Final repts closing out Task OS.Subtask 01 re mining experience in vicinity 
of Yucca Mountain & "Draft Point Paper on Borehole & Shaft Seal Design.BWlP." 
closing Subtask 02. 

HUCK.P.J., BHATTARCHARYA. HUCK.P.J. Engineers International. Inc. FIN D-1004. 
3846. 87/05/07. BUCKLEY, J.T. NRC - No Detailed Affiliation Given. 45pp. 41343:337- 
41344:023. 

8706160254 Forwards reaction blocks for 13 reactions involving Pu. Advises that author 
not thermodynamicist & uneasy m evaluating data & assigning uncertainties. 

KELLY, W.R. Geotechnical Brarc:'. '33 'G0 1-8. 3j FIN A-1 756. 3857. 87/03/09. 
GARVIN, D. Commerce, Dept. ol. .\c::'::n£! Bj.'oau of Standards. 3pp. 41320:214- 
41320:216. 

8706160269 Comments on "Technical Assistance in Geochemistry." monthly progress 
rept for Mar 1987 dtd 870409.Progress to date satisfactory.Printout of basalt/BWIP 
documents that address site minerology/petrology requested. 

BROOKS.D.J. Technical Review Branch. FIN B-0287. 3851. 87/04/28. 

KELMERS.A.D. Oak Ridge National Laboratory. 2pp. 41348:145-41348:146. 

8706160274 Forwards final rept on "Code Verification of FLAG for Thermomechanical 
Analysis." Rept contains comparison of FLAG to analytical solutions for thermal & me- 
chanical problems & demonstrates accuracy of code for application to analysis. 
HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3842. 87/05/04. 
TIKTINSKY,D. Office of Nuclear Material Safety & Safeguards, Director. Ip. 41334:278- 
41334:305. 

-8706160281 “Code Verification of FLAG for Thermomechanica! Ana'vsis." 

MACK.G., CUNDALL.P.A. ITASCA Consulting Group, Inc. FIN D-I0i'6. 8 '/:4/;)C NRC 
- No Detailed Affiliation Given. 28pp, 41334:279-41334:305. 

8706160284 Comments on Quarterly Progress Repts 1 & 2 dtd 870403 for months of 
Aug-Oct 1986 & Nov 1986 - Jan 1987.Progress to date satisfactory.Quarterly rept 
should coincide w/fiscal yr & should contain in bullet form tasking & work done. 
BLACKFORD, M.E. Technical Review Branch. FIN A-0297. 3849. 87/04/14. 
CHUNG.D. Lawrence Livermore National Laboratory. Ip. 41334:245-41334:245. 

8706160299 Comments on Jan 1987 monthly progress repts for FIN A-1 757 & FIN A- 
1158.Work performed dud-.g Jc" sati.sfact.n'y.EsL'^atod delivery date of draft NUREG/ 
CR-4766 requested in r.ox- monlh.y '-Jp;. 

COLEMAN,N.M. Geotechnical Brarch {63' "C' 870413). -'N .A-175-". 3721 87/03/26. 
CRANWELL.R.M. Sandia National L.'-ibo'.iiicv ep. .2pp 320:251-41 32:. 352 

8706160307 Discusses Feb 1987 monthly progress rept for FIN A-1158 dtd 870315.No 
work activities reported under project due to work stoppage initiated by Sandia when 
carry-over funds were exhausted. 

COLEMAN.N.M. Technical Review Branch. FIN A-1158. 3853. 87/04/24. 

CRANWELL.R.M. Sandia National Laboratories. 2pp. 41320:358-41320:359. 

8706160330 Discusses review g‘ "•■o.nfh'y orocre.>s root dtd 870407 re status of Techni- 
cal Assistance Contract \“C-72-S5-,')3e. Dverai: progress satisfactory.Site-specific 
project plans end for guidance under Tasks 1-3. 

POHLE.J.A. Technical Review Branch. FIN D-1020. 3854. 87/04/28. WILLIAMS.R.E. 
Williams & Associates. 12pp. 41348:198-41348:209. 

8706160342 Nineteenth monthly progress rept for Apr 1987 re Nevada test site.BWIP 
site & Palo Duro Basin. Efforts continuing on required list of tasks outlined in statement 
of work. 

WILLIAMS.R.E. Williams & Associates. FIN D-1020. 3840. 87/04/30. POHLE.J. Office 
of Nuclear Material Safety & Safeguards. Director. 8pp. 41348:217-41348:224. 

8706160347 Forwards trip rept of 870411-15 meetings at NNWSIP site ofc & Las 
Vegas, NV re proposed changes in NNWSI ESF program. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3841. 87/04/28. 
TIKTINSKY.D. NRC - No Detailed Affiliation Given. 5pp. 41334:247-41334:251, 

8706160356 Record of monthly mgt telcon w/R Reed on 870421. Work Directive 008 
under Task Order 002 complete & review transmitted to NRC. 

ABRAMS.C. Office of Nuclear Material Safety & Safeguards, Director. FIN D-1018. 
3855. 87/04/22. 2pp. 41348:225-41348:226. 

8706160445 Fonvards semiannual update of salt data inventory & mgt rept. 

LOGSDON, M.J, Nuclear Waste Consultants. Inc. 3839. 87/05/04. POHLE.J. Office of 
Nuclear Material Safety & Safeguards.Director. 61pp. 41347:360-41348:058, 

8706160459 “Numerical MIodeling of Groundwater Flow Sys in Vicinity of Ref Repository 
! ocat'cn.Ha'^forri Sito.WA ” 

DAViS.P.. BEYE_L.f-.W.. LOGSTON.M. Sandia National Laboratories. FIN A-1757. 
3860. 87'C2/03. .NRC - No Detailed Affiliation Given. 350pp. 41345:190-41346:200. 

8706160548 Forwards annotated draft “Users Manuals for Waste Package Performance 
Assessment Codes, Part I, Computer Programs for Probabilistic Thermal Analyses of 
Waste Packages." J Voglewede comments on author decay work discussed. 
ZAREMBA,L Aerospace Corp. FIN A-4165. 3805. 87/03/15. CHANG, K. NRC - No 
Detailed Affiliation Given. Ip. 41344:297-41345:021. 


—8706160556 "Users Manuals for Waste Package Performance Assessment Codes, Part 
I.Computer Programs for Probabilistic Thermal Analyses of Waste Packages," 
2AREMBA.L.A. Aerospace Corp. FIN A-4165. 87/03/31. 85pp. 41344:298-41345:021. 

8706160720 Provides comments on 870403 Monthly Mgt Ltr 8 which summarizes 
progress under F!N A-0297 for month of Mar 1987. Progress to date satisfactory. 
nL.MCKFCRC.'J E Division of High Level Waste Management (Post 870413). FIN A- 
0297. 3848. 87/04/13. CHUNG.D. Lawrence Livermore National Laboratory, ip 
41351:107-41351:107. 

8706160731 Submits activity rept for 870413-0503 re Part II of user manual de?.*'"G w/ 
CONVO code.Code used to perform probabilistic performance asscssrcr-s .r Aasio 
package lifetime in FY86 methodology demonstration. 

ZAREMBA.L Aerospace Corp. FIN A-4165. 3844. 87/05/03. CHANG, K. NRC - No 
Detailed Affiliation Given. 5pp. 41351:291-41351:295. 

8706180339 Comments on "Lab Evaluation Of DOE Radionuclide Solubility Data & Se- 
lected Retardation Parameters, Experimental Strategies, Lab Techniques & Proce- 
dures," monthly progress rept for Mar 1987. Progress to date satisfactory, 
BRADBURY.J.W. Technical Review Branch. FIN B-0290. 87/04/28. MEYER, R.E. Oak 
Ridge National Laboratory. 2pp. 41393:234-41393:235. 

8706180390 Fonvards NUREG/CR-4766, “Users Manual For NEFTRAN Computer 
Code,” for review.Rept funded jointly by Div of Engineering Safety/NRR & Div of 
W'aste Mgt'NMSS Review comments will be addressed on 87041 7,W/o end. 
-iA.R:.A\'',C Snndn National Laboratories. FIN A-1 266. 3838. 87/04/03. 

COLEMAN.N.M. Geotechnical Branch (831001-870413). 1p. 4 1 393:242-41393:242. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8706020078 Response of Advanced Nuclear Fuels Corp to request for emergency sus- 
pension of licenses.* Request for suspension should be denied due to unfounded ar- 
g.jrpent & company compliance w/NRC 870204 request.Certificate of Svc end, 
T!='DSTL?^.-.M Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear Co., Inc,). 
TROSTEN.L.M. LeBoeuf, Lamb, Leiby & MacRae. #287 3595. 87/05/22. Internationa! 
Programs. 5pp. 41125:030-41125:034. 

8706020127 Director’s response to emei'gency petition to suspend licenses.* Emergen- 
cy motion asking to suspend 1 1 exiStmc; 'icorscs which authorize import of South Afri- 
ca^-oricm U into US denied.Servoci on 8’'CJ.'2B 

DENTDN.H F. Office of Governmental & Public Affairs (Post 870413). #287 3553. 87/ 
05/27, Commissioners. 5pp. 41124:080-41124:084. 

8706100025 Application for amends to export licenses.adding Asociacion Nuclear de 
Asco of Barcelona.Spain as ultimate consignee.Old consignees should be kept on li- 
cense since equipment delivery pending. 

HUDEC.W.S. WestingWouae Electric Corp. WSH-1 28-87. 87/05/19. PETERSON, M.R. 
NRC - No De:a:oa Affiliation Given. Ip. 41248:039-41248:039. 

8706100057 Executive Branch position re Safety Light Corp application for license to 
export 45,000 Ci of tritium for production of exit & safety signs & 900,000 Ci of tritium 
for airfield runway markers.Recommends licenses be issued. 

MCGOLDRICK.F. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 87/05/22. SHEA,J.R. International Programs. Ip. 41248:049-41248:049. 

8706100071 License for Transnuclear.Inc to export 4 g Pu, containing Pu metal, to West 
Germany. 

MOORE,R.N. Assistant Director for International Security. TNH 476. 87/05/28. 2pp. 
41248:058-41248:059. 

8706100073 Voided license for GE to export 926.0 kg U-235,contained in 30,716 kg 
U,to Japan.Assurance Itr not received. License will be reissued upon receipt of Japa- 
nese assurance Itr. 

PETERSON.M.R. Assistant Director for International Security. 87/05/21. Ip. 
41248:060-41248:060. 

8706100084 License for Saunders-Roe Developments, Inc to export 1,000,000 Ci tritium 
as hulk tritiurr cas.to United Kingdom. 

VCCRE,R.N. .Ass.sta.nl Director for International Security. 87/05/29. Ip. 41248:064- 
41248:064. 

8706100227 Executive Branch position re Lasermetrics.lnc application to export 250 lb 
heavy water to Canada for upgrading Ontario Hydro Bruce heavy water plant & return 
to US. Recommends license be issued. 

MCGOLDRICK.F. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 87/05/22. SHEA.J.R. NRC - No Detailed Affiliation Given. Ip. 41246:203- 
41245:203. 

8706100234 Ltr of assurance re export of 4 g Pu as Pu metal to West Germany. 
DUBOIS.D. European Communities, Commission of. 87/05/18. ROONEY, J.M. Energy, 
Dept. of. Ip. 41245:059-41245:059. 

8706100242 License for Safety Light Corp to export 45,000 Ci tritium, contained in 
sealed self-luminous glass light sources of up to 5 Ci per glass tube source.to 
Canada. 

MOORE, R.N. Assistant Director for International Security. 87/05/29. 1p, 41246:089- 
41246:089. 

8706100244 Amend 4 to license for Westinghouse Electric Corp, adding Asociacion Nu- 
clear de Asco as addi ultimate consignee. 

MOORE, R.N. Assistant Director for International Security. 87/05/29. Ip. 41246:092- 
41246:092. 

8706100264 Amend 4 to license for Westinghouse Electric Corp,adding Asociacion Nu- 
clear de Asco as addI ultimate consignee. 

MOORE, R.N. Assistant Director for International Security. 87/05/29. Ip, 41246:104- 
41246:104. 

8706100318 Forwards application for amend to export License XSNM-2099 to export 
addi 1.38 kg U-235 & to extend license expiration date to 890630.Ltr of assurance 
required.W/o end. 

PETERSON.M.R. Assistant Director for International Security. 87/05/22. ROONEY, J. 
Energy, Dept. of. Ip. 41245:078-41245:078. 
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8706100325 Requests Itr of assurance re export of low enriched U for use as fuel in 
Fukushima I, Unit 5 in Japan.Matl of Canadian origin.Application for license encl.W/o 

PETERSON M R Assistant Director for International Security. 87/05/29. ROONEY.J. 
Energy. Dept. of. Ip. 41246:136-41246:136. 

8706100336 License for Lasermetrics.lnc to export 115.0 kg heavy water (deuterium 

MOORE.R-hL^A^istant Director for International Security. 87/05/28. 1p. 41246:137- 
41246:137. 


8706160209 Ltr of assurance re export of 926 kg U-235, contained in 30,716 kg U,to 
Japan. 

OZAWA, M. Japan, Govt. of. 87/06/04. ROONEY, J.M. Energy. Dept. of. Ip. 
41334:154-41334:154. 

8706160234 Forwards application for export license for low enriched U for acceptance 
testing of rod scanner at KNFC plant in South Korea & forwarding to original 
supplier, RBU in West Germany.W/o end. 

PETERSON, M.R. Assistant Director for International Security. 87/06/08. ROONEY.J. 
Energy, Dept. of. 1p. 41320:204-41320:204. 


8706100349 Ltr of assurance re Edlow Inti Co 870501 application to export 1,117 kg U- 
235,contained in 34,360 kg U as UF6,to France. r- 

DUBOIS.D. European Communities, Commission of. 87/05/11. ROONEY, J.M. Energy, 
Dept. of. Ip. 41245:079-41245:079. 

8706100351 Application for license to export 16,985 kg U, enriched to U02,to Japan. 

* Mitsui & Cb (USA). Inc. (subs, of Mitsui & Co., Ltd.). MBK.F5-R9 (A). 87/05/15. Ip. 
41245:080-41245:080. 


8706100378 Application for renewal.amending license by increasing quantity of U-235 to 
3 457 kg.contained in 17.38 U & extending expiration to 890630. 

ASMUSSEN.K.E. GA Techrcicgios. Inc./General Atomic Co. IEL-1069. 87/05/15. 
PETERSON M R NRC - Nc Ceieli'c-o Athiia' on Given. 1p. 41245:087-41245:087. 


8706100380 Ltr of assurance re Exxon Nuclear Co, Inc 861113 application for amend to 
license, increasing quantities to be delivered to 111,050 kg U.Ltr amends 850204 au- 

DUB^IS^D. European Communities. Commission of. 87/05/12. ROONEY, J.M. Energy, 
Dept, of.’ Ip. 41245:088-41245:088. 


8706100383 License for Safety Light Corp to export 900,000 Ci tritium contained in 

sealed self-luminous glass light sources, to Canada. 

MOORE,R.N. Assistant Director for International Security. 87/05/29. 1p. 41246:172- 
41246:172. 


8706100410 Application for license to export 30,000 Ci Tritium Gas H-3-P to Switzer- 

KEATING.L NRD. Inc. 87/06/10. 2pp. 41246:197-41246:198. 

8706100438 Responds to 870402 Itr requesting Executive Branch views re whether 
amend of export license in accordance w/application & meets applicable criteria of 
Atomic Energy Act of 1954. Recommends that Amend 4 to License XSNM-1067 be 

MoSdlDRICK.F. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 87/06/0l'. SHEA.J.R. International Programs. 3pp. 41246:210-41246:212. 


8706100490 Amend 3 to license for Advanced Nuclear Fuels Corp,changing licensee 
name from Exxon Nuclear Co, Inc to Advanced Nuclear Fuels Corp & increasing quan- 
tity of matl authorized for export. 

MOORE, R.N. Assistant Director for International Security. 87/05/28. 2pp. 41245:103- 
41245:104. 


8706110067 Application for license to export 746 kg U-235, contained in UF6,to Japan. 
* Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). MBK-K1-R3 (A). 87/05/28. Ip. 
41260:320-41260:320. 


8706160268 Amend 4 to license for Westir’fj^'O'.ise extending expi'-at'on date to 971231 
& increasing quantity of matl authonzou ■’.226 r..'j o 235 cc'V.ainec in 1/2,058 kg U. 
PETERSON, M.R. Assistant Director Ic- r. a t o.na .Sr;C.:r:y 'A-Si--06:.i-67 87/06/08. 
Ip. 41334:314-41334:314. 

8706160294 License for Mitsui & Co, Inc to export 30 kg natural metal U to Japan. 
PETERSON, M.R. Assistant Director for International Security. 87/06/08. 2pp. 
41320:346-41320:347. 

8706160452 Informs that License XSNM-2308 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE.R.N. International Programs. 87/06/09. International Programs. Ip. 
41345:151-41345:151. 

8706160464 Advises that ltr of assurance required from EURATOM in order to authorize 
increase in quantity of U authorized under License XSNM-2323 from 3,576 g to 4,295 
g,per end DOE request.W/o end. 

PETERSON, M.R. Assistant Director for International Security. 87/06/08. ROONEY,J. 
Energy, Dept. of. ip. 41345:160-41345:160. 

8706190074 Solicitation of public comments on license applications seeking authoriza- 
tion to import U from South Africa. Initial comments should be received by 870713 & 
reply ccnrrrc":.-: 3l c..‘:i bo r-.-crivec by 870728. Served on 870612. 

CH!LK,S.J Of- CO I'-c Soc'otarv of the Commission. i^2B7 3764. 87/06/12. Ip. 
41388:061-41388:061. 

8706190139 Order CLI-87-6.* Denies petitioners request for formal adjudicatory proce- 
dures re applications to import U products of South African origin.Public hearing con- 
sisting of written comments will be held.Served on 870612. 

CHILK.S.J. Office of the Secretary of the Commission. #287 3767. CLl-87-06. 87/06/ 
12. 7pp. 41388:173-41388:179. 

8706220045 Response to NRC 870514 demand for info re use of U from South 
Africa.Attached sworn statement attesting that no U of South African origin imported 
under License lSNM-84012 from 861231 to present. 

BEUFELDORF.H.D. International Energy Associates, Ltd. 87/06/04. 2pp. 41416:033- 
41416:034. 

8706220066 Informs that Transnuclear,lnc in compliance w/NRC 870204 request to re- 
frain from importing any matl of South African origin.No mails imported since 861231 
& no plans to do so in future. 

MANGUSLJ. Transnuclear, Inc. 87/06/08. PETERSON, M.R. Assistant Director for 
International Security. Ip. 41416:162-41416:162. 


8706110074 License for Edlow Inti Co to export 1,170 kg U-235,contained in 34,360 kg 

U.to France. . , ^ o-, « 

PETERSON, M.R. Assistant Director for International Security. 87/06/05. 2pp. 
41260:318-41260:319. 


8706220073 Amend 5 to license for Saunders-Roe Developments,lnc.to export matls to 
U-'-tod Krr,.':lcm.ch5''g;nr, address of licensee as listed. 

'•fc'!ErSC\'.\* H ,-\sss;«n; D-'CC'.or for International Security. 87/06/16. Ip. 
41416:165-41416:165. 


8706110153 Application to amend license, changing name of licensee from Dresser 
Atlas to Western Atlas lntl,lnc. 

MOTT,E.D. Dresser Industries, Inc. 87/05/28. PETERSON, M. International Programs. 
Ip. 41260:336-41260:336. 

8706110173 Summary of 870601 meeting w/ representatives from US U conversion in- 
dustry to discuss South African U import ban provisions of Anti-Apartheid Act of 
1986.lndustry comments re Treasury Dept regulation of South African U import end. 
PETERSON,M.R. Assistant Director for International Security. 87/06/01. 
DENTON,H.R. Office of Governmental & Public Affairs (Post 870413). 1p. 41261:150- 
41261:195. 


”8706110219 Forwards industry comments, per HR Denton 870601 memo,to Treasury 
Dept re interim regulations permitting temporary imports of South African U. 
HARMON,D.W. Wrightmon USA, Inc. 87/06/02. PETERSON.M. NRC - No Detailed 
Affiliation Given. 45pp. 41261:151-41261:195. 


8706110176 Ltr of assurance re export of 30 kg natural metal U to Japan. 

OZAWA,M. Japan, Govt. of. 87/05/27. ROONEY,J.M. Energy, Dept. of. Ip. 
41260:350-41260:350. 


8706110199 Executive Branch position re Saunders-Roe Developments.lnc application 
to export 1,000,000 Ci bulk gaseous tritium to United Kingdom for production of 
sealed light sources. Recommends license be issued. 

MCGOLDRICK.F. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. 87/05/26. SHEA.J.R. International Programs. Ip. 41261:284-41261:284. 

8706110213 Forwards request from NRD.Inc to export 30,000 Ci tritium to Switzerland 
for production of compounds & luminous paint. Executive Branch views whether re- 
qi.es-. meets Alcmic Energy Act of 1954 criteria requested.W/o end. 

”i-.TEFSCN,M.R. Assistant Director for International Security. 87/05/29. 
THORNE, C.E. State, Dept, of, Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 41261:104-41261:104. 

8706110231 Advises that Export License XSNM-2097 for Exxon Nuclear Co, Inc will be 
sub] to terms & conditions of US-Swedish aqreement.Copy of license requested. 
LINDSTROM.M. Sweden, Gevt. ov 86/12.12. ROONEY,:. M. Energy, Dept. of. Ip. 
41261:105-41261:105. 


8706160116 Application for license to export enriched U hexafluoride (UF6) to Japan. 
* Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co., Ltd.). MBK-K1-R3 (B). 87/06/02. Ip. 
41314:018-41314:018. 


8706160160 Forwards application for export license for low-enriched U. Ur of assurance 
required.W/o end. ^ , 

PETERSON, M.R, Assistant Director for International Security. 87/06/08. ROONEY.J. 
Energy, Dept, of. Ip. 41314:156-41314:156, 


8706220107 Informs that no U of South African origin has been imported under License 
ISNM-80001 since 861231, in response to HR Denton 870514 demand for info. 
HUDEC.W.S. Westinghouse Electric Corp. WSH-141-87. 87/05/29. Assistant Director 
for International Security. Ip. 41416:177-41416:177. 

8706220108 Forwards application for license to export natural UF6 to Japan. 
MARUYAMA.T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-852. 
87/06/02. NRC - No Detailed Affiliation Given. 2pp. 41435:309-41435:312. 

-8706220081 Application for license to export 33 tons U as UF6 to Japan. 
MARUYAMA.T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). 87/06/02. 
2pp. 41435:311-41435:312. 

8706220126 Forwards application for license to export depleted U in billets to Federal 
Republic of Germany. ^ ^ ^ 

FISK.R.H. Edlow Internationa! Co. 87/06/08. WRIGHT.B. NRC - No Detailed Affiliation 
Given. Ip. 41435:307-41435:308. 

”8706220121 Application for license to export depleted metallic U in billets to Federal 

FIS^.R.H. Edlow international Co. CERCA/DU-2. 87/06/08, Ip. 41435:308- 
41435:308. 


8706220136 Application for license to export U as UF6 to Japan. 

FISK.R.H. Edlow International Co. KLK-39. 87/06/08. 1p. 41416:186-41416:186. 


8706220137 Responds to HR Denton request for add! info re Import License ISNM- 
83025.Agrees to advise NRC of date, quantity & end user of any planned import of any 
form of U of South 'V- c^ar. oralr within 60 days in advance of shipping i^te. 
MALODY.C.W. Advarcce N.jce;;ir Fuels Corp. (formerly Exxon Nuclear Co., Inc.). 87/ 
06/03. PETERSON, M.R. Assistant Director for International Security. 3pp. 41416:187- 
41416:189. 


8706220150 Application for amend to export license.authorizing increase in shipment 
limit per country to 3,000 kg,increase in annual aggregate shipment limit per country 
!o CC rn-t-ic tc-ns & addre Si-qaccre to list of countries. 

WCCDRw,r-F V..b Pccc o'ar.'’r.c, me. (subs, of Union Oil Co. of California), PGI-7L- 
iCjI-.MD.V H.'Oo.'oi" PE’'ERSD\.M.R. International Programs. 2pp. 41416:190- 
41416:193. 


”8706220169 Application for license to export 
ual shipments of 2,000 lbs to Singapore. 
WOODRUFF, M.B. Poco Graphite, Inc. (subs. 
2pp. 41416:192-41416:193. 


annual shipments of 20,000 lbs in individ- 
of Union Oil Co. of California). 87/06/01. 
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8706220170 Application to amend license to export, increasing amount of matl from 
487.522 kg to 648,226 kg U. 

GRAY.D.A. Transnuclear, Inc. 87/06/11. MOORE.R.N. NRC - No Detailed Affiliation 
Given. 2pp. 41418:134-41418:135. 

8706220179 Application to amend license, extending expiration date to 901231. 
GRAY,D.A. Transnuclear, Inc. 87/06/04. WRIGHT,B. Internationa! Programs. Ip. 
41417:318-41417:318. 

8706220187 Requests Executive Branch position re end Mitsubishi Inti application for 
license to export 66,000 kg normal U as UF6 for enrichment to Japan.W/o end. 
PETERSON, M.R. Assistant Director for International Security. 87/06/15. 
THORNE, C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
Ip. 41416:269-41416:269. 

8706220204 Informs that author has not & does not plan to import U of South African 
origin under License ISNM-a3003.Statement made w/o prejudice to future decision to 
import U from South Africa.NRC will be contacted before import conducted. 
EINBUND,D.R. New York Nuclear Corp. 87/06/11. Assistant Director for International 
Security. Ip. 41418:173-41418:173. 

8706220219 License for NRD,lnc to export 30,000 Ci tritium gas to Switzerland for mfg 
of labelled compounds & luminous paint. 

PETERSON, M.R. Assistant Director for International Security. 87/06/16. Ip. 

41418:174-41418:174. 

8706220242 Requests Executive Branch position re end Poco Graphite, Inc 870601 ap- 
plication for amend to license, adding Singapore as addi ultimate consignee & increas- 
ing quantities now authorized under Conditions 2 & 3.W/0 end. 

PETERSON, M.R. Assistant Director for International Security. 87/06/16. THORNE.C. 
State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. Ip. 41418:050- 
41418:050. 

8706220256 Amend 4 to License XSNM-1899 for Transnuclear, Inc, extending expiration 
dale from 871231 to 901231. 

PETERSON,M.R. Assistant Director for International Security. 87/06/16. Ip. 

41418:051-41418:051. 

8706220267 Revised license for GE to export 926 kg U-235,contained in 30,716 kg U,to 
Japan. 

PETERSON, M.R. Assistant Director for International Security. 87/06/09. 2pp. 
41408:359-41408:360. 

8706220327 Responds to 870514 demand for info re importation of U from South Africa 
after 861 231. Licensee imported 178,000 kg U on 870316 for delivery to Sequoyah 
Fuels for conversion to UF6. 

EDLOW,J. Ediow International Co. 87/06/02. DENTON,H.R. Office of Governmental & 
Public Affairs (Post 870413). 2pp. 41416:290-41416:291. 

8706220349 Application to amend export license, changing address & authorized official 
to RG Harper. 

HARPER, R. Saunders-Roe Developments, Ltd. 87/06/04. WRIGHT, B.L NRC - No 
Detailed Affiliation Given, ip. 41418:114-41418:114. 

8706230227 Informs that 7,124 kg U hexafluoride received on 870106,per NRC 870514 
request. 

CLARK,C.M. Braunkhole Transport USA. 87/06/01. DENTON, H.R. Office of Govern- 
mental & Public Affairs (Post 870413). 1p. 41436:276-41436:276. 

8706230242 Requests Itr of assurance re end license to export low enriched U to 
Japan.W/o end. 

PETERSON, M.R. Assistant Director for International Security. 87/06/16. ROONEY,J. 
Energy, Dept. of. Ip. 41436:277-41436:277. 

8706230260 Forwards application for license to export nuclear matl & equipment to 
West Germany. 

GRAY,D.A. Transnuclear, Inc. TNH 477. 87/05/29. WRIGHT,B. NRC - No Detailed Af- 
filiation Given. Ip. 41436:278-41436:287. 


-8706230262 Application for license to export 10.063 kg U.in form of U dioxide, to West 
Germany. 

GRAY,D,A. Transnuclear, Inc. TNH 477. 87/05/29. 9pp. 41436:279-41436:287. 

8706240385 Forwards application for export license for minor nuclear export.Ltr of as- 
surance required.W/o end. 

PETERSON, M.R. Assistant Director for International Security. 87/06/19. ROONEY J 
Energy, Dept. of. Ip. 41456:212-41456:212. 

8706240411 Amend 1 to license for Saunders-Roe Developments, Inc to export matl for 
use in production of light sealed sources. to United Kingdom.Amend changes licensee 
address. 

PETERSON, M.R. Assistant Director for International Security. 87/06/19 Ip 
41456:313-41456:313. 

8706250006 Requests Executive Branch position re Tansnuclear,lnc application for 
amend to License XU-8627, increasing quantity of natural U by addI 160,704 kg. 
PETERSON, M.R. Assistant Director for International Security. 87/06/19. 
THORNE.C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
1p. 41 465:035-41 465:035. 

8706250048 Forwards application for export license for minor nuclear export.Ltr of as- 
surance required.W/o end. 

PETERSON, M.R. Assistant Director for International Security. 87/06/19. ROONEY .J. 
Energy, Dept. of. Ip. 41462:350-41462:350. 

8706250072 Application to amend Licenses XB-1245 & XB-1248.changing address of 
facilities & authorized official to RG Harper. 

HARPER,R.G. Saunders-Roe Developments, Ltd. 87/06/12. WRIGHT,B.L. NRC - No 
Detailed Affiliation Given. Ip. 41462:214-41462:214. 

8706250077 Forwards application for license to export slightly enriched UF6 to Japan. 
MARUYAMA,T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5487- 
04. 87/06/11. NRC - No Detailed Affiliation Given. 2pp, 41454:109-41454:111. 

“8706240368 Application for license to export 705 kg U-235 contained in 20,413 kg U 
enriched to UF6. 

MARUYAMA.T. Mitsubishi International Corp. (subs, of Mitsubishi Corp.). HSA-5487- 
04. 87/06/11. Ip. 41454:111-41454:111. 

8706250109 Forwards application for export license received recently by NRC for low- 
enriched U for use as fuel in Sendai Unit 2 nuclear power reactor in Japan. 
PETERSON, M.R. Assistant Director for International Security. 87/06/19. ROONEY, J. 
Energy, Dept. of. Ip. 41486:096-41486:096. 

8706250157 Executive Branch position re NRD Inc application to export 30,000 Ci triti- 
um to Switzerland. License should be granted. 

THORNE, C.E. State, Dept, of. Bureau of Oceans & Inti. Environ. & Scientific Affairs. 
87/06/12. SHEA,J.R. International Programs. Ip. 41462:306-41462:306. 

8706250200 Amend 1 to license for Saunders-Roe Developments, Inc, changing address 
of licensee. 

PETERSON, M.R. Assistant Director for International Security. 87/06/19. ip. 

41462:317-41462:317. 

8706250304 Amend 1 to application to amend license to export cylinders enriched to 
max of 3.30%, instead of 3.25%. 

FISK.R.H. Ediow International Co. 87/06/15. 1p. 41467:236-41467:236. 

8706250355 Amend 1 to license for Ediow Inti Co to export reload fuel for Bugey 3 & 
Fessenheim enriched to 3.30%,instead of 3.25%. 

PETERSON, M.R. Assistant Director for International Security. 87/06/17. Ip. 

41467:235-41467:235. 

8706300757 FOIA request for documents,including SECY-87-116 re existing licenses au- 
thorizing import of U of South African origin, documents in response to AK Simpson 
870305 Itr to LW Zech & documents concerning Licenses ISNM-83025 & ISNM- 
87005. 

TROSTEN,L.M. LeBoeuf, Lamb, Leiby & MacRae. 87/05/19. Office of Administration 
& Resources Management, Director (Post 870413). 2pp. 41515:062-41515:063. 
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8706220288 

50-315 

P 

ANDERSON.B.H. 

8706080235 

PR 


8706230090 

50-316 

P 

ANDERSON, C. 

8706090388* 

50-277 

Q 

8706230308 

50-315 

Q 

ANDERSON,C.J. 

8706090248* 

50-387 

Q 

8706301010 

50-315 

P 

ANDERSON.C.J. 

8706100063* 

50-410 

Q 

8706020163 

50-316 

S 

ANDERSON, C.J. 

8706100185* 

50-410 

Q 

8401260469* 

50-272 

S 

ANDERSON, C.J. 

8706170236* 

50-244 

Q 

8706040173 

50-483 

P 

ANDERSON.C.J. 

8706220285* 

50-353 

Q 

8706220052 

50-483 

P 

ANDERSON,C.J. 

8706290017* 

50-412 

Q 

8706230148 

50-483 

P 

ANDERSON,C.J. 

8706300689* 

50-293 

Q 

8706240407 

50-483 

Q 

ANDERSON.C.R. 

8706260412 

PR 


8706250565 

PR 


ANDERSON.D.L 

8706020064 

50-445 

G 

8706100397 

PR 


ANDERSON.G.D. 

8706090041 * 

50-255 

Q 

8706080235 

PR 


ANDERSON,G.E. 

8706300697* 

50-443 

1 

8706080263 

PR 


ANDERSON,J.D. 

8706240369 

50-440 

F 

8706100443 

PR 


ANDERSON.J.G. 

8706120163 

NUREG 


8706170023* 

40-6563 


ANDERSON, J.J. 

8706090096 

50-286 

S 

8706170114* 

40-6563 


ANDERSON, J.P. 

8706100359 

PR 


8706220299* 

FOIA 


ANDERSON.J.R. 

8706030053 

WASTE MGT 

8706250575 

PR 


ANDERSON, J.R. 

8706160164 

WASTE MGT 

8706080184 

PR 


ANDERSON,J.R. 

8706160312 

WASTE MGT 

8706160585 

50-374 

P 

ANDERSON, J.R. 

8706160339 

WASTE MGT 

8706160663 

60-373 

P 

ANDERSON.J.R. 

8706160353 

WASTE MGT 

8706230405 

50-373 

P 

ANDERSON, J.R. 

8706160675 

WASTE MGT 

8706240405 

50-373 

P 

ANDERSON.J.R. 

8706170032 

WASTE MGT 

870626041 1 

PR 


ANDERSON.J.R. 

8706180100 

WASTE MGT 

8706260409 

PR 


ANDERSON, J.R. 

8706180189 

WASTE MGT 

8706080231 

PR 


ANDERSON.J.R. 

8706220389 

WASTE MGT 

8706040199* 

CONTRACT 

ANDERSON.J.R. 

8706230135 

WASTE MGT 
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ANDERSON.J.R. 

8706230172 

WASTE MGT 

ANDERSON, J.W. 

8706090441 * 

50-155 

P 

ANDERSON.J.W. 

8706090444* 

50-155 

P 

ANDERSON.N.J. 

8706110383 

PR 


ANDERSON.R. 

8706080178 

PR 


ANDERSON.R. 

8706260409 

PR 


ANDERSON.R.T. 

8706160174 

71-9204 


ANDERSON.RT. 

8706160529 

71-9168 


ANDERSON, S. 

8706110455* 

50-412 

Q 

ANDERSON,S.E. 

8706170057* 

50-327 

P 

ANDERSON,!. 

8706080278 

PR 


ANDERSON, V.N. 

8706170369* 

50-313 

P 

ANDERSON,W. 

8706080257 

PR 


ANDERSON-HARRIS 

8706250575 

PR 


AND0GNIN1,G.C. 

8706010092 

50-312 

Q 

ANDOGN!NI,G.C. 

8706010103 

50-312 

S 

ANDOGNlNI,G.C. 

8706010221 

50-312 

S 

ANDOGNINI,G.C. 

8706010365 

50-312 

S 

ANDOGNINI,G.C. 

8706030234* 

50-312 

Q 

ANDOGNINI,G.C. 

8706030268* 

50-312 

Q 

AND0GN1NI,G.C. 

8706100274 

50-312 

S 

ANDOGNINI,G.C. 

8706100282 

50-312 

S 

ANDOGNINI.G.C. 

8706100454 

50-312 

P 

AND0GN1N1,G.C. 

8706110070 

50-312 

P 

ANDOGNiNi,G.C. 

8706110236* 

50-312 

Q 

ANDOGNINI,G.C. 

8706110384 

50-312 

P 

ANDOGNINI.G.C. 

8706120055 

50-312 

S 

ANDOGNINI.G.C. 

8706160037 

50-312 

S 

ANDOGNINI.G.C. 

8706160434 

50-312 

s 

ANDOGNINI.G.C. 

8706160676 

50-312 

S 

ANDOGNINI.G.C. 

8706170345 

50-312 

p 

ANDOGNINI.G.C. 

8706170373 

50-312 

R 

ANDOGNINI.G.C. 

8706170418 

50-312 

S 

ANDOGNINI.G.C. 

8706170445 

50-312 

S 

ANDOGNINI.G.C. 

8706180048 

50-312 

P 

ANDOGNINI.G.C. 

8706180116 

50-312 

P 

ANDOGNINI.G.C. 

8706180183 

50-312 

R 

ANDOGNINI.G.C. 

8706190166 

50-312 

S 

ANDOGNINI.G.C. 

8706230106* 

50-312 

Q 

ANDOGNINI.G.C. 

8706230328 

50-312 

R 

ANDOGNINI.G.C. 

8706230393 

50-312 

Q 

ANDOGNINI.G.C. 

8706240108 

50-312 

Q 

ANDOGNINI.G.C. 

8706240206 

50-312 

F 

ANDOGNINI.G.C. 

8706240234 

50-312 

R 

ANDOGNINI.G.C. 

8706240236 

50-312 

P 

ANDOGNINI.G.C. 

8706260031 

50-312 

R 

ANDOGNINI.G.C, 

8706300994 

50-312 

S 

ANDREANO.A.F. 

8706080235 

PR 


ANDREANO.F. 

8706010031 

PR 


ANDRES, E. 

8706250573 

PR 


ANDREWS.B.F. 

8706090127 

PR 


ANDREWS.Q. 

8706110383 

PR 


ANDREWS.J.M. 

8706250565 

PR 


ANDREWS.R.L 

8705270320 

50-285 

F 

ANDREWS.R.L 

8706010305 

50-285 

F 

ANDREWS.R.L 

8706010399 

50-285 

Q 

ANDREWS.R.L 

8706030405 

50-285 

S 

ANDREWS.R.L 

8706090200 

50-285 

P 

ANDREWS.R.L 

8706100240 

50-285 

S 

ANDREWS.R.L 

8706100269 

50-285 

S 

ANDREWS.R.L 

8706100271 

50-285 

S 

ANDREWS.R.L 

8706100398 

50-285 

S 

ANDREWS.R.L 

87061 00475 

50-285 

S 

ANDREWS.R.L 

87061 10007 

50-285 

Q 

ANDREWS.R.L 

8706110428 

50-285 

R 

ANDREWS.R.L 

8706120106 

50-285 

S 

ANDREWS.R.L 

8706160381 

50-285 

F 

ANDREWS.R.L 

8706180133 

50-285 

R 

ANDREWS.R.L 

8706220059 

50-285 

F 

ANDREWS.R.L 

8706220155 

50-285 

S 

ANDREWS.R.L 

8706230258 

50-285 

S 

ANDREWS.R.L. 

8706260051 

50-285 

P 

ANDREWS.R.L 

8706260092 

50-285 

P 

ANDREWS.R.L 

8706260112 

50-285 

P 

ANDREWS.R.L 

8706260299 

50-285 

P 

ANDREWS.R.L 

8706260302* 

50-285 

P 

ANDREWS.R.L 

8706300211* 

50-285 

V 

ANDREWS.R.L 

8706300404* 

50-285 

Q 

ANDREWS.R.L. 

8706300430 

50-285 

P 

ANDREWS.R.L 

8706300972 

50-285 

F 

ANDREWS.R.L 

8706301003 

50-285 

S 

ANDREWS, S. 

8706250670 

PR 


ANDRUS, N.J. 

8706150148 

40-4492 


ANDRUS.N.J. 

8706220516 

40-4492 


ANG.W.P. 

8706180080* 

50-312 

Q 

ANGELIM.F.P. 

8706080235 

PR 


ANGEVINE.F. 

8706260410 

PR 


ANONSEN.S.H. 

8706220255* 

40-6563 
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ANONSEN.S.H. 

8706220272* 

40-6563 


ANONSEN.S.H. 

8706220277* 

40-6563 


ANTHONY.A.E. 

8706100186 

PR 


ANTHONY.R.L 

8706190198 

50-352 

G 

ANTON.J. 

8706260411 

PR 


ANTONOPOULOS.G. 

8706250585* 

PR 


ANTOS.K. 

8706250573 

PR 


ANTTONEN.J.H. 

8706020259 

WASTE MGT 

ANTTONEN.J.H. 

8706030282 

WASTE MGT 

ANTTONEN.J.H. 

8706030322 

WASTE MGT 

ANTTONEN.J.H. 

8706160241 

WASTE MGT 

APANOVITCH.A.P. 

8706260410 

PR 


AP0L2AN.V. 

8706080257 

PR 


APONTE.N. 

8706250570 

PR 


APPLEBAUM.S. 

8706250573 

PR 


APPLETON, W. 

8706110041 

PR 


APPOLLO.J. 

8706250586 

PR 


APRILE.J. 

8706250584* 

PR 


ARBUCKLE.J.D. 

8706050352 

50-397 

S 

ARBUCKLE.J.D. 

8706100023 

50-397 

S 

ARBUCKLE.J.D. 

8706120233 

50-397 

S 

ARBUCKLE.J.D. 

8706190043 

50-397 

s 

ARBUCKLE,J.D. 

8706300320 

50-397 

s 

ARCH1TEL.R.E. 

8706170454* 

50-327 

Q 

ARGENTO.B. 

8706250570 

PR 


ARGYRIS.G. 

8706150045 

50-295 

R 

ARISTIDES, J. 

8706250573 

PR 


ARMS,G.W. 

8706110383 

PR 


AROCHO.B. 

8706080263 

PR 


ARONOW.A. 

8706250602 

PR 


ARONSON, G.C. 

8706260409 

PR 


ARONSON.R. 

8706110294 

PR 


ARTERBURN.J.R. 

8706170338* 

50-313 

P 

ARTHUR.J.M. 

8706120101* 

50-412 

1 

ARTIGAS.R. 

8706170511 

TOPREP 


ARTIGAS.R. 

8706250532 

50-271 

P 

ARTIGAS.R. 

8706260410 

PR 


ARTIGAS.R. 

8706300521 

TOPREP 


ARTIGAS.R. 

8706300999 

TOPREP 


ASADOORIAN,V. 

8706250588 

PR 


ASARS.A. 

8706250250* 

50-412 

Q 

ASH.S.E. 

8706100370 

PR 


ASHLEY.G.R. 

8706170243* 

50-445 

A 

ASHLEY.G.R. 

8706170251* 

50-445 

A 

ASHLEY.G.R. 

8706170256* 

50-445 

A 

ASHLEY.G.R. 

8706170262* 

50-445 

A 

ASHLEY.G.R. 

8706170309* 

50-445 

A 

ASHLEY.G.R. 

8706170317* 

50-445 

A 

ASHLEY.G.R. 

8706170322* 

50-445 

A 

ASHLEY.G.R. 

8706170332* 

50-445 

A 

ASHLEY.G.R. 

8706170333* 

50-445 

A 

ASHLEY.G.R. 

8706170342* 

50-445 

A 

ASKINOSIE,R. 

8706250577 

PR 


ASMUSSEN,K.E. 

8706100378 

XPORTLIC 


ASMUSSEN,K.E. 

8706160206 

70-734 


ASPARRO.F. 

8706250565 

PR 


ASSELSTINE.J.K. 

8706160280* 

WASTE RES 

ASSELSTINE.J.K. 

8706230377 

COMMISSION 

ASSELSTINE.J.K. 

8706240250* 

50-280 

s 

ASSELSTINE.J.K. 

8706240269 

50-312 

P 

ASSELSTINE.J.K 

8706240289 

COMMISSION 

ASSELSTINE.J.K. 

8706250134 

40-8027 


ASSELSTINE.J.K. 

8706250426* 

50-322 

G 

ASTA.L 

8706250577 

PR 


ATCHERLEY.G. 

8706100186 

PR 


ATEFI.B. 

8706010433* 

50-213 

P 

ATESSA.D.L. 

8706110041 

PR 


ATHAN,A.M. 

8706260412 

PR 


ATKINS.C.G. 

8706250602 

^PR 


ATKINSON.J.G. 

8706250573 

PR 


AUBE.D. 

8706080231 

PR 


AUCION.N. 

8706250688 

PR 


AULUCK.R. 

8706230062 

50-390 

A 

AUSTIN.D.M. 

8706190069 

50-346 

G 

AUSTIN.J. 

8706080178 

PR 


AUSTIN.M. 

8706110112 

PR 


AUSTIN.MA 

8706170127* 

70-135 


AUSTIN.M.A. 

8706170468* 

70-364 


AUSTIN.M.A. 

8706170477* 

FOIA 


AUSTIN.P.N. 

8706160050 

NUREG 


AUSTIN.P.N. 

8706160086 

NUREG 


AUSTIN, W.O. 

8706110294 

PR 


AVERNA 

8706110294 

PR 


AVERY, W.K. 

8706250588 

PR 


AXELSON.W. 

8706030349 

(&E 


AXELSON.W.J. 

8706170625 

50-255 

Q 

AXELSON.W.L 

8706010203 

50-461 

F 

AXELSON.W.L 

870601031 1 

50-456 

Q 
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AXELSON.W.L. 

8706030153* 

50-461 

Q 

AXELSON.W.L. 

8706050109 

50-255 

Q 

AXELSON.W.L. 

8706110335 

50-315 

Q 

AXELSON.W.L. 

8706120228 

l&E 


AXELSON.W.L. 

8706120272 

50-282 

Q 

AXELSON.W.L. 

8706160489 

50-409 

F 

AXELSON.W.L. 

8706160637 

50-440 

Q 

AXELSON.W.L. 

8706230493 

50-10 

Q 

AXLINE.J.S. 

8706230414 

50-331 

R 

AXLINE.J.W. 

8706170330* 

50-31 3 

P 

AXLINE.J.W. 

8706170349* 

50-313 

P 

AYRE.C. 

870626041 1 

PR 


AZAB.B.A. 

8706300983* 

50-237 

Q 

AZLEIN.G.F. 

87060901 85 

PR 


BABB.S.C. 

8706100468 

PR 


BABECKA,R.J. 

8706090358 

50-21 9 

S 

BACANSKAS.V.P. 

8706030204 

NUREG 


BACHMAN.S. 

8706300213 

50-275 

P 

BACHMANN.R.G. 

8706020137 

50-322 

G 

BACHMANN.R.G. 

8706020172 

50-322 

G 

BACHMANN.R.G. 

87060201 93 

50-322 

G 

BACHMANN.R.G. 

8706090148 

50-322 

G 

BACHMANN.R.G. 

8706100092 

50-322 

G 

BACHMANN.R.G. 

8706100103* 

50-322 

G 

BACHMANN.R.G. 

8706100113* 

50-322 

G 

BACHMANN.R.G. 

8706160099 

50-322 

G 

BACHMANN.R.G. 

8706160107* 

50-322 

G 

BACHMANN.R.G. 

8706300461 

50-322 

G 

BACHMANN.R.G. 

8706300464 

50-322 

G 

BACHMANN.R.G. 

8706300504* 

50-322 

G 

BACKMAN.R. 

8706010118 

PR 


BACKUS.R.A. 

8706020058 

50-443 

G 

BACKUS.R.A. 

8706020058 

50-443 

G 

BACKUS.R.A. 

8706090153 

50-443 

G 

BACKUS.R.A. 

87060901 53 

50-443 

G 

BACKUS.R.A. 

8706160070 

50-443 

G 

BACKUS.R.A. 

8706160080 

50-443 

G 

BACKUS.R.A. 

8706160105 

50-443 

G 

BACKUS.R.A. 

8706160105 

50-443 

G 

BACKUS.R.A. 

8706160141* 

50-443 

G 

BACKUS.R.A. 

8706160141* 

50-443 

G 

BACKUS.R.A. 

8706300525 

50-443 

G 

BACKUS.R.A. 

8706300525 

50-443 

G 

BACKUS.W.H. 

8706190141 

50-244 

S 

BACKUS.W.H. 

8706250276 

50-244 

S 

BADGER.J. 

8706250602 

PR 


BAER.R.E. 

8706080078* 

50-498 

Q 

BAERGER.E. 

8706260410 

PR 


BAFAN.E. 

8706010118 

PR 


BAGUOLI.J. 

8706100140 

PR 


BAHN.A. 

8706090185 

PR 


BAILEY.D.P. 

8706250573 

PR 


BAILEY, F.l. 

8706260410 

PR 


BAILEY, J.A. 

8706010405 

50-424 

P 

BAILEY.J.A. 

8706080124 

50-424 

E 

BAILEY.J.A. 

8706080124 

50-424 

E 

BAILEY.J.A. 

8706090230 

50-425 

A 

BAILEY.J.A. 

8706090334 

50-424 

P 

BAILEY.J.A. 

8706090433 

50-425 

A 

BAILEY.J.A. 

8706100317 

50-424 

P 

BAILEY.J.A. 

8706160304 

71-598 


BAILEY.J.A. 

8706240095 

50-482 

P 

BAILEY.J.A. 

8706240137 

50-482 

P 

BAILEY.J.A. 

8706240292 

60-482 

P 

BAILEY.J.A. 

8706250047 

50-482 

P 

BAILEY.R.J. 

8706020184 

50-387 

S 

BAILEY.R.J. 

8706050192* 

50-412 

Q 

BAIN.LM. 

8706220154* 

40-233 


BAIN.R.A. 

8706170213* 

50-445 

A 

8AIRD,J.B. 

8706090042* 

50-498 

Q 

BAIRD, J.B. 

8706260304* 

50-498 

Q 

BAJGER.R. 

8706250602 

PR 


BAJOREK.S.M. 

8706220214* 

TOPREP 


BAKER 

8706110383 

PR 


BAKER.B. 

8706250570 

PR 


BAKER, C.T. 

8706080178 

PR 


BAKER, D.E. 

8706050187 

50-382 

S 

BAKER.D.E. 

8706090350 

50-382 

S 

BAKER, E.T. 

8706150176* 

60-206 

Q 

BAKER.F.A. 

8706090185 

PR 


BAKER, R.D. 

8706020220 

50-321 

S 

BAKER, S.J. 

8706080266 

40-1162 


BAKER, S.J. 

8706150105 

40-1162 


BAKER, S.J. 

8706230047 

40-1162 


BAKER, S.J. 

8706230113 

40-1162 


BALADO.J. 

87061 00468 

PR 


BALDWIN,A.L 

8706250582 

PR 


BALL,J. 

8706050256* 

50-528 

Q 
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BALL.J. 

8706230420* 

50-528 

Q 

BAUMAN, S. 

8706100140 

PR 

BENDER.A. 

8706090213 

PR 

BALL.R.D. 

8706100397 

PR 


BAUMANN,E.L 

8706090086 

PR 

BENDER, A. 

8706160586 

WASTE MGT 

BALL.T.M. 

8706090167 

PR 


BAUMANN.E.L 

8706100359 

PR 

BENDER,A. 

8706250602 

PR 

E3A..LA-:; R ~ 

8706030249 

WASTE MGT 

BAUR,J.G. 

8706100186 

PR 

BENDRIM,P.A. 

8706080209 

PR 

BALLINGK.RA- Y. 

8706240046 

NUREG 


BAUSK.H. 

8706250573 

PR 

BENEDETTO,J. 

8706250573 

PR 

BALLOTO.G. 

8706080278 

PR 


BAUST.M. 

8706250573 

PR 

BENEDICT.R. 

8706300200 

50-220 

BALLOU, R. 

8706260409 

PR 


BAX,R.L. 

8706110101 

50-265 S 

BENINCASA,C. 

8706110112 

PR 

BALMER.J.C. 

8706250602 

PR 


BAX,R.L. 

8706110169 

50-254 S 

BENJAM1N.A.S. 

8706120125 

50-327 

BAMPTON.M.C. 

8706240152 

NUREG 


BAX.R.L 

8706230430 

50-265 S 

BENNETT, J. 

8706100037 

FOIA 

BANCROFT, W.E. 

8706260410 

PR 


BAX,R.L 

8706230434 

50-254 S 

BENNETT, L. 

870626041 1 

PR 

BAND.R.E. 

8706100186 

PR 


BAXTER,D.E. 

8706090081 * 

50-530 P 

BENNETT, SJ. 

8706260412 

PR 

BANDYOPADHYAY 

8610160343* 

NUREG 


BAXTER.D.E. 

8706090081 * 

50-530 P 

BENNETT,W.R. 

8706230386 

50-458 

BANDYOPADHYAY 

8612180049* 

NUREG 


BAXTER,D.E. 

8706260346* 

50-498 A 

BENSON,S.M. 

8706030120 

NUREG 

BANGART.R.L 

870603021 1 * 

PR 


BAXTER,D.E. 

8706260346* 

50-498 A 

BENSON.S.P. 

8706250575 

PR 

BANGART.R.L 

8706080064 

40-8027 


BAZIN,J. 

8706300048 

CONTRACT 

BERDON,C.A. 

8706100468 

PR 

BANMILLER.P.F. 

8706250530* 

FOIA 


BA2IN,J.P. 

8706240017 

CONTRACT 

BERG.K. 

8706250586 

PR 

BANMILLER.P.F. 

8706250547* 

FOIA 


BA2IN.J.P. 

8706300159 

CONTRACT 

BERG.N.J. 

8706110203 

PR 

BANNAN,L 

8706260412 

PR 


BEACH.A. 

8706190385* 

50-277 Q 

BERGER, J.D. 

8706030163 

70-143 

BARATELLl.P. 

8706080263 

PR 


BEACH,A.B. 

8706220109 

PROJ 

BERGER, J.D. 

8706230080* 

70-143 

BARBASH.M. 

8706250485* 

50-322 

G 

BEACH,J.S. 

8706250573 

PR 

BERGER,M. 

8706080184 

PR 

BARBER, E.L 

8706080178 

PR 


BEAUR.A. 

8706100468 

PR 

BERGER, M. 

8706080278 

PR 

BARBUTO.B.V. 

8706250568 

PR 


BEARD.J.T. 

8706080292* 

50-269 P 

BERGERSEN,LL 

8706100066 

PR 

BARD.L 

8706080215 

PR 


BEARD,J.T. 

8706080292* 

50-269 P 

BERGGREN,A.E. 

8706080225 

PR 

BARDEN, T. 

8706080258 

PR 


BEARD, T.N. 

8706090185 

PR 

BERGLER,M.S. 

8706260412 

PR 

BAREISS,C. 

8706080257 

PR 


BEARDEN.W.C. 

8706250296* 

50-259 Q 

BERGMAN,M.L 

8706100441 

PR 

BARHAM, C.D. 

8706120018 

50-400 

J 

BEATTY,G.P. 

8706100216 

50-261 Q 

BERGSTROM,P.D. 

8706220412 

40-8902 

BARHAM, C.D. 

8706150061 

50-400 

J 

BEATTY, G.P. 

8706110422 

50-261 F 

BERGSTROM.P.D. 

8706230084 

40-8902 

BARKER.J.T. 

8706260409 

PR 


BEAULIEU,LJ. 

8706080257 

PR 

BERGSTROM,P.D. 

8706230245 

40-8902 

BARKLEY, 1. 

8706250602 

PR 


BECHHOEFER,C. 

8706020066 

50-271 G 

BERKE,J. 

8706170205 

FOIA 

BARLOW.D.G. 

8706050145* 

50-327 

P 

BECHHOEFER.C. 

8706250160 

50-271 G 

BERKE.L. 

8706250570 

PR 

BARLOW.D.G. 

8706300149* 

50-327 

P 

BECHHOEFER.C. 

8706300457 

50-271 T 

BERKLAND,D. 

8706080225 

PR 

BARNARD. E. 

8706100441 

PR 


BECK,C.K. 

8706220313* 

FOIA 

BERKOW,H.N. 

8706010309 

50-27 

EAr.NE3,E.M 

8706260409 

PR 


BECK.D. 

8706080257 

PR 

BERKOW,H.N. 

8706160640 

50-89 

EARNE3.1. 

8706010302* 

50-445 

Q 

BECK,J.W. 

8706120297* 

50-445 A 

BERKOW.H.N. 

8706160648 

50-297 

BARNES, 1. 

8706090070* 

50-445 

Q 

BECK.J.W. 

8706120302* 

50-445 A 

BERKOW,H.N. 

8706160684 

50-538 

BARNES, 1. 

8706300248* 

50-445 

Q 

BECK,J.W. 

8706120313* 

50-445 A 

BERKOW,H.N. 

8706160688 

50-131 

BARNES, L. 

8706100370 

PR 


BECK,M.K. 

8706080172 

40-8502 

BERKOW,H.N. 

8706160703 

50-243 

BARNES.W.R. 

8706080235 

PR 


BECK.M.K. 

8706240009 

40-8502 

BERKOW,H.N. 

8706160708 

50-62 

BARNETT,J.E 

8706170074 

50-412 

J 

BECK,M.L 

8706220467 

40-8771 

BERKOW.H.N. 

8706170013 

50-30 

BARNETT,LM. 

8706100468 

PR 


BECKER,B. 

8706250586 

PR 

BERKOW.H.N. 

8706170021 

50-274 

BARNEY ,J.E. 

8706090127 

PR 


BECKER,C.M. 

8706080178 

PR 

BERKOW.H.N. 

8706170029 

50-538 

BARNHILL, K.G. 

8706080194 

PR 


BECKER.M. 

8706250602 

PR 

BERKOW.H.N. 

8706170041 

50-72 

BARNUM.E.C. 

8706030308 

40-8794 


BECKER,R.F. 

8706110203 

PR 

BERKOW.H.N. 

8706170061 

50-20 

BARON, E. 

8706100468 

PR 


BECKERER.T. 

8706080278 

PR 

BERKOW.H.N. 

8706170067 

50-182 

BARONE.J. 

8706250573 

PR 


BECKERT.G.W. 

8706260410 

PR 

BERKOW.H.N. 

8706170184 

50-13 

BARR.D.P. 

8706110041 

PR 


BECKING,L 

8706090167 

PR 

BERKOW.H.N. 

8706170210 

50-170 

BARR.J.H. 

8706260410 

PR 


BECKJORD.E.S. 

8706300179 

ORG 

BERKOW.H.N. 

8706170343 

50-264 

BARR.K.P. 

8706220301 * 

70-143 


BECKJORD.E.S. 

8706300325 

ORG 

BERKOW.H.N. 

8706170564 

50-142 

BARR.K.P. 

8706220398* 

70-143 


BECKJORD,E.S. 

8706300516 

ORG 

BERKOW.H.N. 

8706170569 

50-166 

BARR,K.P. 

8706220414* 

70-143 


BECKMAN, D. 

8706190179* 

50-412 Q 

BERKOW.H.N. 

8706170575 

50-146 

BARR,R. 

8706230418 

50-344 

S 

BECKWITH,J. 

8706090213 

PR 

BERKOW.H.N, 

8706180026 

50-184 

BARR.S.R, 

8706080235 

PR 


BEDESEM.P. 

8706230023 

50-275 R 

BERKOW.H.N. 

8706180039 

50-5 

BARRELLA,S. 

8706110112 

PR 


BEEBE.H.C. 

8706260412 

PR 

BERKOW.H.N. 

8706180047 

50-112 

BARRY,A.M. 

8706250577 

PR 


BEEDE,J.G. 

8706090185 

PR 

BERKOW.H.N. 

8706180062 

50-508 

BARRY, N.T. 

8706260409 

PR 


BEHNKE,C. 

8706240220 

50-317 R 

BERKOW.H.N. 

8706180082 

50-294 

BARSCHDORF,A.C. 

8706110383 

PR 


BEIER,R. 

8706250575 

PR 

BERKOW.H.N. 

8706180108 

50-22 

BARTFi.L.C. 

8706250577 

PR 


BEIGER,P. 

8706080215 

PR 

BERKOW.H.N. 

8706180191 

50-139 

BARTH.C.A. 

8706250083 

50-320 

G 

BEILMAN.T.P. 

8706230281 

50-315 S 

BERKOW.H.N. 

8706180205 

50-134 

RARri'.Fl 

8706100186 

PR 


BEIMAN,H. 

8706080258 

PR 

BERKOW.H.N. 

8706180212 

50-228 

bartlet: E.;.. 

8706190305* 

50-482 

Q 

BEKLJACH,D. 

8706100359 

PR 

BERKOW.H.N. 

8706180231 

50-284 

BARTLETT, LK. 

8706260409 

PR 


BELAFIORE.T. 

8706250586 

PR 

BERKOW.H.N. 

8706180235 

50-252 

BARTOLI,H.E. 

8706090009 

PR 


BELANGER,R. 

8706030448 

50-443 S 

BERKOW.H.N. 

8706180279 

50-2 

BARTON, G. 

8706030291 

40-8027 


BELDOCK,A. 

8706080184 

PR 

BERKOW.H.N. 

8706180282 

50-70 

BASKiN,K.P. 

8706010198* 

50-361 

Q 

BELIES.S.P. 

8706110112 

PR 

BERKOW.H.N. 

8706180286 

50-326 

BASKIN,W.C. 

8706080235 

PR 


BEUSLE,G.A. 

8706300265 

50-259 Q 

BERKOW.H.N. 

8706180290 

50-223 

BASNER.C. 

8706040045 

50-295 

S 

BELISLE,GA 

8706300886* 

50-280 Q 

BERKOW.H.N. 

8706180327 

50-288 

BASSE, B. 

8706030003 

WASTE RES 

BELL.J. 

8706110407* 

50-320 Q 

BERKOW.H.N. 

8706180329 

50-113 

BASSETT, C.H. 

8706120235* 

50-413 

Q 

BELUJ.M. 

8706220335* 

FOIA 

BERKOW.H.N. 

8706180344 

50-193 

BASSETT.E.D. 

8706100186 

PR 


BEUL,J.M. 

8706230082* 

FOIA 

BERKOW.H.N, 

87061 80400 

50-225 

BASSIN,N. 

8706220172* 

40-233 


BELL,M.J. 

8706250251* 

FOIA 

BERKOW.H.N. 

8706180429 

50-57 

BASSIN.N. 

8706220175* 

FOIA 


BELL,N. 

8706250602 

PR 

BERKOW.H.N. 

8706180431 

50-156 

BASSIN.N. 

8706220309* 

FOIA 


BELL,S. 

8706120219 

CONTRACT 

BERKOW.H.N. 

8706180435 

50-128 

BASSIN,N. 

8706220326* 

FOIA 


BELUS. 

8706160263* 

CONTRACT 

BERKOW.H.N. 

8706180440 

50-124 

BASSIN,N. 

8706220345* 

FOIA 


BELUS. 

8706180340 

CONTRACT 

BERKOW.H.N, 

8706190052 ' 

50-188 

BATCHELOR,D.B. 

8706180051* 

40-233 


BELLS. 

8706240171 

CONTRACT 

BERKOW.H.N. 

87061 90110 

50-116 

BATES, A. 

8706080209 

PR 


BELLS. 

8706240283 

CONTRACT 

BERKOW.H.N. 

8706220294 

TOPREP 

BATES,J. 

8706300330* 

MISC 


BELLS. 

8706250015 

CONTRACT 

BERKOW.H.N. 

8706220300 

50-238 

BATES,J.W. 

8706150094* 

70-1113 


BELLS.A. 

8706180033* 

CONTRACT 

BERKOW.H.N. 

8706220304 

50-238 

BATES,J.W. 

8706160319* 

70-27 


BELLS.A. 

8706220129* 

CONTRACT 

BERKOW.H.N. 

8706220314 

50-47 

BATES, J.W. 

8706240193* 

70-143 


BELLAMY, R.R. 

8706120128 

50-213 F 

BERKOW.H.N. 

8706220387 

50-83 

BATES, J.W. 

8706300922* 

70-1151 


BELLAMY, R.R. 

8706240110 

50-334 F 

BERKOW.H.N. 

8706220439 

50-375 

BATES, Z. 

8706010118 

PR 


BELLAMY,R.R. 

8706240353 

50-334 F 

BERKOW.H.N. 

8706220452 

50-224 

BATTAGLIA,F. 

8706100441 

PR 


BELLUARDO,T.B. 

8706250573 

PR 

BERKOW.H.N. 

8706220458 

50-6 

BAUDOUIN.J.M. 

8706260409 

PR 


BELMONT, J.P. 

8706100443 

PR 

BERKOW.H.N. 

8706220465 

50-433 

BAUER.S. 

8706250577 

PR 


BELMORE,F.M. 

8706220212* 

40-6563 

BERKOW.H.N. 

8706220477 

50-54 

BAUER, T.L 

8706030465 

70-157 


BELMORE.F.M. 

8706220222* 

40-6563 

BERKOW.H.N. 

870622051 1 

50-59 

BAUMAN,L 

8706110248 

50-315 

F 

BELT2,R.D. 

8706260409 

PR 

BERKOW.H.N. 

8706230200 

PROJ 

BAUMAN,L. 

8706170499 

FOIA 


BEMIS,A.C. 

8706110383 

PR 

BERKOW.H.N. 

8706230293 

PROJ 
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BERKOW.H.N. 

8706260270 

50-601 

A 

BERNER, J.M. 

8706080209 

PR 


BERNERO.R.M. 

8207260167* 

FOIA 


BERNERO.R.M. 

8401230133* 

FOIA 


BERNERO.R.M. 

8706150173* 

FOIA 


BERNERO.R.M. 

8706160016* 

FOIA 


BERNERO.R.M. 

8706160089* 

FOIA 


BERNERO.R.M. 

8706240106* 

50-277 

P 

BERNIER.R. 

8706250688 

PR 


BERNREUTER.D.L 

8706160074 

NUREG 


BERNREUTER.D.L. 

8706300026 

NUREG 


BERNSTEIN.L 

8706080194 

PR 


BERNSTEIN, T. 

8706250573 

PR 


BERNTHAL.F.M. 

8706020215 

50-443 

G 

BERNTHAL.F.M. 

8706040154 

50-277 

P 

BERNTSIN.B. 

8706250577 

PR 


BERRY.G.A. 

8706250108* 

50-320 

G 

BERRY.G.A. 

8706300465 

50-443 

G 

BERRY.K.L. 

8706250602 

PR 


BERRY. K.W. 

8706010368 

50-255 

P 

BERRY,K.W. 

8706030087 

50-255 

Q 

BERRY.K.W. 

8706030350 

50-255 

P 

BERRY.K.W. 

8706260355 

50-155 

Q 

BERSTEIN, A.S. 

8706260409 

PR 


BERTOLINO.D. 

8706250588 

PR 


BESMERTMIC.P. 

8706250673 

PR 


BETHEL, D.M. 

8706260410 

PR 


8ETHKE,G.W. 

8706260396* 

CONTRACT 


BETKE.F.A. 

8706250573 

PR 


BETTENHAUSEN.L. 

8706040327 

50-353 

A 

BEUFELDORF.H.D. 

8706220045 

XPORTLIC 


BEVELACQUA.J.J. 

8706230490 

50-289 

F 

8EVELAQUA.J.J. 

8706150181 

50-320 

F 

BEVILACQUA.C.A. 

8706090185 

PR 


BEYELER.W. 

8706160459 

WASTE RES 

BEZANSON.W.E. 

8706050125* 

50-327 

P 

BHATTACHARYA.S. 

8706030232 

WASTE RES 

BHATTARCHARYA 

8706160243 

WASTE RES 

BI6B.H.B. 

8706100141* 

50-335 

Q 

BI6BINS.W. 

8706260410 

PR 


BICEHOUSE,H.J. 

8706090236* 

50-219 

Q 

BICEHOUSE,H.J. 

8706230503* 

50-220 

Q 

BICEHOUSE.H.J. 

8706260053* 

50-213 

Q 

BICKFORD.D.L 

8706080225 

PR 


BIDINGER.G.H. 

8706010001 

40-7604 


BIDINGER, G.H. 

8706030382* 

70-27 


BIDINGER.G.H. 

8706030398 

70-113 


BIDINGER.G.H. 

8706030422* 

70-113 


BIDINGER.G.H. 

8706030426* 

70-113 


BIDINGER.G.H. 

8706220095 

70-1113 


BIDINGER.G.H. 

8706230111* 

70-371 


BIDINGER.G.H. 

8706230136 

70-1257 


BIDINGER.G.H. 

8706230271* 

70-1113 


BIDINGER.G.H. 

8706250066 

70-152 


BIDINGER.G.H. 

8706250084* 

70-152 


BIDINGER.G.H. 

8706250095* 

70-152 


BIDINGER.G.H. 

8706260222 

70-1113 


BIENSTOCK.P. 

8706110203 

PR 


BIERSMITH.M.C. 

8706080278 

PR 


BIERWIRTH.J.E. 

8706250616* 

50-322 

G 

BIGLAN.D.E. 

8706100465 

PR 


BILLELO.M 

8706080278 

PR 


B1NGHAM.E.R. 

8706160728* 

40-8820 


BINNAL,E.P. 

8706030120 

NUREG 


BIRD.R.G. 

8706010439 

50-293 

Q 

BIRD.R.G. 

8706030020 

50-293 

P 

BIRD.R.G. 

8706040144 

50-293 

Q 

BIRD.R.G. 

8706040233 

50-293 

P 

BIRD.R.G. 

8706050117 

50-293 

P 

BIRD.R.G. 

8706050263 

50-293 

P 

BIRD.R.G. 

8706050273 

50-293 

P 

BIRD.R.G. 

8706090047 

50-293 

P 

BIRD.R.G. 

8706100356 

50-293 

P 

BIRD.R.G, 

8706110288 

50-293 

P 

BIRD.R.G. 

8706110313 

50-293 

S 

BIRD.R.G. 

8706160192 

50-293 

R 

BIRD.R.G. 

8706160386 

50-293 

Q 

BIRD.R.G. 

8706170012 

50-293 

R 

BIRD.R.G. 

8706170090 

50-293 

P 

BIRD.R.G. 

8706170527 

50-293 

Q 

BIRD.R.G. 

8706220041 

50-293 

P 

BIRD.R.G. 

8706240071 

50-293 

P 

BIRD.R.G. 

8706250329 

50-293 

Q 

BIRD.R.G. 

8706260081 

50-293 

S 

BIRDSELL,LD. 

8706250588 

PR 


BIRELY.W.C. 

8706180044 

50-278 

s 

BIRMINGHAM, J.M. 

8706180239* 

FOIA 


BIRMINGHAM, J.M. 

8706180249* 

FOIA 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


BIRMINGHAM.J.M. 

8706180256* 

FOIA 


BIRMINGHAM.J.M. 

8706T80259* 

FOIA 


BIRMINGHAM.J.M. 

8706180270* 

FOIA 


BIRMINGHAM.J.M. 

8706180281* 

FOIA 


BIRMINGHAM.J.M. 

8706180288* 

FOIA 


BIRMINGHAM,J.M. 

8706180292* 

FOIA 


BIRMINGHAM,J.M. 

8706180306* 

FOIA 


BIRMINGHAM.J.M. 

8706180310* 

FOIA 


BIRMINGHAM.J.M. 

8706180323* 

FOIA 


BIRMINGHAM,J.M. 

8706180325* 

FOIA 


BIRMINGHAM.J.M. 

8706180369* 

FOIA 


BIRMINGHAM,J.M. 

8706180387* 

FOIA 


BIRMINGHAM,J.M. 

8706180395* 

FOIA 


BIRMINGHAM.J.M. 

8706180434* 

FOIA 


BIRMINGHAM.J.M. 

8706190034* 

FOIA 


BIRMINGHAM.J.M. 

8706190053* 

FOIA 


BIRMINGHAM.J.M. 

8706190055* 

FOIA 


BIRMINGHAM, J.M. 

8706190080* 

FOIA 


BIRMINGHAM.J.M. 

8706190097* 

FOIA 


BIRMtNGHAM.J.M. 

8706190104* 

FOIA 


BIRMINGHAM.J.M. 

8706190178* 

FOIA 


BIRMINGHAM,J.M. 

8706190193* 

FOIA 


BIRMINGHAM.J.M. 

8706190224* 

FOIA 


BIRMINGHAM,J.M. 

8706190272* 

FOIA 


BIRMINGHAM.J.M. 

8706190308* 

FOIA 


BIRMINGHAM.J.M. 

8706180280* 

FOIA 


BIRO.C. 

8706090185 

PR 


BISBEE.G.D. 

8706100147 

50-443 

G 

BISBEE.G.D. 

8706100154 

50-271 

G 

BISBEE.G.D. 

8706100172 

50-443 

G 

BISBEE.G.D. 

8706100190* 

50-443 

G 

BISBEE.G.D. 

8706100208* 

50-443 

G 

BISHOP.C. 

8706250271* 

FOIA 


BISHOP.E. 

8706250577 

PR 


BISHOP.T.W. 

8706100164* 

50-275 

P 

BISHOP.T.W. 

8706100258* 

50-275 

Q 

BISHOP.T.W. 

8706300582* 

50-528 

P 

BISHOP.W.P. 

8706300854* 

FOIA 


BISSON.W.R. 

8706010053 

PR 


BITTER, S. 

8706230325* 

50-454 

V 

BIVINS.W.S. 

8706160587* 

FOIA 


BJORGEN,J.C. 

8706080320* 

50-373 

V 

BJORNSON.R.C. 

8706100370 

PR 


BLACK,J.J. 

8706100066 

PR 


BLACK.K. 

8706230053 

ORG 


BLACK.P.J. 

8706080235 

PR 


BLACK.R. 

8706260410 

PR 


BLACK.R.E. 

8706260409 

PR 


BLACKFORD.M.E. 

8706030123 

WASTE RES 

BLACKFORD.M.E. 

8706160284 

WASTE RES 

BLACKFORD.M.E. 

8706160720 

WASTE RES 

BLACKMAN.H.S. 

8706220014 

NUREG 


BLACKMAN, L 

8706110203 

PR 


BLACKMAN.T.G. 

8706170491 

50-254 

F 

BLAIR.D.P. 

8706150125 

50-331 

S 

BLAIR, G. 

8706250588 

PR 


BLAISDELL.M. 

8706090134 

PR 


BLAKE.J.J. 

8706110135* 

50-348 

Q 

BLAKE.J.J. 

8706110191* 

50-400 

Q 

BLAKE.J.J. 

8706120258* 

50-327 

Q 

BLAKE, J.J. 

8706120340* 

50-261 

Q 

BLAKE, J,J. 

8706250191* 

50-261 

Q 

BLAKE.J.J. 

8706250261 * 

50-324 

Q 

BLAKE,J.J. 

8706260275* 

50-369 

Q 

BLAKE.J.J. 

8706300355* 

50-261 

Q 

BLANCHARD.R.L 

8706250524* 

FOIA 


BLANEY.A.L. 

8706260412 

PR 


BLASS.G.J. 

8704020634* 

50-322 

F 

BLASS,G.J. 

8706020114 

50-322 

T 

BLASS,G.J. 

8706080178 

PR 


BUSS.G.J. 

8706100140 

PR 


BLASUIS.C. 

8706100468 

PR 


BLEEKER.P.B, 

8706080231 

PR 


BLENCOE.J.G. 

8706160246* 

WASTE RES 


BLENCOE.J.G. 

8706160265* 

WASTE RES 


BLENCOE.J.G. 

8706160293* 

WASTE RES 


BLESSING, J. 

8706230234 

50-261 

P 

BLOCH, P.B. 

8706090087 

50-445 

G 

BLOCH.P.B. 

8706300493 

50-445 

G 

BLOCK, P.C. 

8706260411 

PR 


BLOCKSOM.R. 

8706080143* 

CONTRACT 


BLOSSER.J.D. 

8706040004 

50-483 

S 

BLOSSER.J.D. 

8706090378 

50-483 

S 

BLOSSER,J.D. 

8706160040 

50-483 

S 

BLOSSER.J.D. 

8706170253 

50-483 

R 

BLOSSER.J.D. 

8706300958 

50-483 

S 

BLOSSOM.B. 

8706250577 

PR 


BLOUGH.A. 

8706080181 

50-289 

S 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


BLOUGH,A. 

8706120132 

50-289 

S 

BLOUGH.A. 

8706190196 

50-289 

S 

BLOUGH.A. 

8706190211 

50-289 

s 

BLOXSOM.M.E. 

8706110203 

PR 


BLUE.E.R. 

8706110383 

PR 


BLUMBERG.K. 

8706250565 

PR 


BLUMBERG.N. 

8706080177* 

50-271 

Q 

BLUMBERG.N. 

8706110273* 

50-333 

Q 

BLUMBERG.N. 

8706240426* 

50-317 

Q 

BLUMBERG.N.J. 

8706090287* 

50-293 

Q 

BLUMBERG.N.J. 

8706100487* 

50-354 

Q 

BLUME.M. 

8706250473* 

50-322 

G 

BLUMEFELD.N. 

8706080263 

PR 


BOARDMAN.D.W. 

8706080258 

PR 


BOBER.J.C. 

8706100359 

PR 


BOCCIA.F.P. 

8706090086 

PR 


BODEN.S. 

8706080258 

PR 


BODNARCHUK.W. 

8706110203 

PR 


BOECKER.C.W. 

8706110383 

PR 


BOECKER.C.W. 

8706250588 

PR 


BOERAM.M.L 

8706110112 

PR 


BOERNER.A.J. 

8706030081 

40-8724 


BOERUM.S. 

8706110112 

PR 


BOGART, P. 

8706100441 

PR 


BOGER.B.A. 

8706040037* 

50-334 

P 

BOGER.B.A. 

8706040159 

50-387 

P 

BOGER.B.A. 

8706040161* 

50-387 

P 

BOGER.B.A. 

8706050264 

50-271 

P 

BOGER.B.A. 

8706100065 

50-354 

P 

BOGGIA.R. 

8706260409 

PR 


BOHL.L.S. 

8706160554 

QA999 


BOHUR.J. 

8706170134 

50-267 

R 

BOHRER.N.F. 

8706080263 

PR 


BOLCH.M. 

8706010162* 

50-413 

F 

BONANO.T. 

8706030101 

WASTE RES 

BONFIGLI.F. 

8706250586 

PR 


BONKER.D. 

8706240360* 

COMMISSIO N 

BONNE.D. 

8706110383 

PR 


BONNEAU.LR. 

8706260412 

PR 


BONNEURS.C. 

8706250573 

PR 


BONNEY.R.F. 

8706090279* 

50-323 

P 

BONNEY.R.F. 

8706090279* 

50-323 

P 

BONNIFIELD.W.B. 

8706080258 

PR 


BOOK.M.E. 

8706220040* 

FOIA 


BOOKER.J.E. 

8706010343 

50-458 

P 

BOOKER.J.E. 

8706040039 

50-458 

S 

BOOKER.J.E. 

8706040097 

50-458 

R 

BOOKER.J.E. 

8706110062 

50-458 

Q 

BOOKER.J.E. 

8706170142 

50-458 

P 

BOOKER.J.E. 

8706170397 

50-458 

P 

BOOKER,J.E. 

8706180089 

50-458 

P 

BOOKER.J.E. 

8706180221 

50-458 

P 

BOOKER.J.E. 

8706180272 

50-458 

1 

BOOKER.J.E. 

8706180341 

50-458 

S 

BOOKER.J.E. 

8706180495 

50-458 

R 

BOOKER.J.E. 

8706230388 

50-458 

S 

BOOKER.J.E. 

8706240301 

50-459 

A 

BOONARKAT.N.T. 

8706090441 * 

50-155 

P 

BOONARKAT.N.T. 

8706090444* 

50-155 

P 

BOOTH.C. 

8706080235 

PR 


BOOTH.W.L. 

8706260412 

PR 


BORATGIS.N. 

8706260410 

PR 


BORDINE.T.C. 

8706090418 

50-255 

S 

BORIS.S. 

8706250565 

PR 


BORN.G.S. 

8706030197 

70-152 


BORNSTEIN,R.J. 

8706110383 

PR 


BOROJIA.H. 

8706250573 

PR 


BORSUM.R.B. 

8706180512 

50-251 

P 

BOSNAK.R. 

8706240276* 

50-281 

s 

BOSS,A.M. 

8706250588 

PR 


BOSS.F. 

8706090009 

PR 


BOSTIN.A. 

8706080225 

PR 


BOSTIN.G. 

8706080235 

PR 


BOSTON.C.E. 

8706100370 

PR 


BOSTON.E.S. 

8706090134 

PR 


BOSTON.J.M. 

8706100443 

PR 


BOSTON.W.E. 

8706250588 

PR 


BOSTROM.T.E. 

8706170458* 

50-344 

p 

BOSWELL.E.B. 

8706260409 

PR 


BOTOTINO.T. 

8706250598* 

PR 


BOTTINI.W. 

8706080194 

PR 


BOTTINO.LJ. 

8706110112 

PR 


BOUCHER.A.B. 

8706250588 

PR 


BOUDREAU.P. 

8706090086 

PR 


BOUDREAU.Y.J. 

8706100066 

PR 


BOURBEAU.D. 

8706260411 

PR 


BOURNE, H. 

8706250573 

PR 


BOURNIA.A. 

8706170008 

50-285 

p 



PERSONAL AUTHOR INDEX 375 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


BOURNIA.A. 

8706290009 

50-285 

P 

BREWSTER.E.B. 

8706250570 

PR 


BRONS.J.C. 

BOWIEA 

8705120149 

PRM 


BREWSTER.M.E. 

8706260410 

PR 


BRONS.J.C. 

BO'WMAN.M F 

8706040022 

50-317 

H 

BREY.H.L 

8706050287 

50-267 

P 

BRONS.J.C. 

BOvy-EF .J E. 

8706170217* 

FOIA 


BREY.H.L 

8706300661 

50-267 

F 

BROOKE, W.C. 

BOW i :-P. J =. 

8706170248* 

FOIA 


BRIA,S. 

8706250602 

PR 


BROOKS.C.R. 

BOWYER.J.E. 

8706170259* 

FOIA 


BRIAN.M.A. 

8706250588 

PR 


BROOKS.C.R. 

BOWYER.J.E. 

8706170301* 

FOIA 


BRICH.R.F. 

8706120161 

40-8681 


BROOKS, D. 

BOWYER.J.E. 

8706170308* 

FOIA 


BRICH.R.F. 

8706230001 

40-3453 


BROOKS.D.E. 

BOWYER.J.E. 

8706170312* 

FOIA 


BRIDGES H.A. 

8706260409 

PR 


BROOKS, D.J. 

BOWYER.J.E. 

8706170331* 

FOIA 


BRIGGS.C. 

8706250586 

PR 


BROOKS.E.D. 

BOWYER.J.E. 

8706170348* 

FOIA 


BRIGGS.H.J. 

8706180033* 

CONTRACT 


BROOKS.LA. 

BOWYER.J.E. 

8706170365* 

FOIA 


BRIGGS.L 

8706040241 * 

50-412 

Q 

BROOME.D. 

BOWYER.J.E. 

8706170406* 

FOIA 


BRIGGS.L 

8706090063* 

50-412 

Q 

BROUILLARD.C.P. 

BOWYER.J.E. 

8706170409* 

FOIA 


BRIGGS.W.W. 

8706100514* 

FOIA 


BROUNS.R.J, 

BOWYER,J.E. 

8706170412* 

FOIA 


BRIGHAM.D.W. 

8706260410 

PR 


BROUNS.R.J. 

BOWYER.J.E. 

8706170427* 

FOIA 


BRIGHT, G.O. 

8706020066 

50-271 

G 

BROUNS.R.J. 

BOWYER.J.E. 

8706170439* 

FOIA 


BRIGHT.G.O. 

8706300528 

50-320 

G 

BROUNS.R.J. 

BOWYER.J.E. 

8706170498* 

FOIA 


BRIGHTSEN.RA 

8706170190* 

70-135 


BROUNS.R.J. 

BOWYER.J.E. 

8706170513* 

FOIA 


BRINDLE.D. 

8706050049 

50-454 

S 

BROUNS.R.J. 

BOWYER.J.E. 

8706170529* 

FOIA 


BRINKMAN.C.R. 

8706260281 

50-317 

H 

BROUNS.R.J. 

BOWYER.J.E. 

8706180074* 

FOIA 


BRINKMAN.R.E. 

8706180373* 

FOIA 


BROUNS.R.J. 

BOWYER.J.E. 

8706180141* 

FOIA 


8RINKMAN.R.E. 

8706180405* 

FOIA 


BROWN.B.W. 

BOWYER.J.E. 

8706220060* 

FOIA 


BRINKMAN.R.E. 

8706190032* 

FOIA 


BROWN, B.W. 

BOWYER.J.E. 

8706230057* 

FOIA 


BRINKMAN.R.E. 

8706190040* 

FOIA 


BROWN.B.W. 

BOXBtNGER.R. 

8706250577 

PR 


BRINKMAN.R.E. 

8706190067* 

FOIA 


BROWN.B.W. 

BOYD.C.C. 

8706030227 

70-27 


BRINKMAN.R.E. 

8706190071* 

FOIA 


BROWN.B.W. 

BOYD.C.C. 

8706030294 

71-9099 


BRINKMAN.R.E. 

8706190072* 

FOIA 


BROWN.B.W. 

BOYD.C.C. 

8706030409 

70-27 


BRINKMAN.R.E. 

8706190077* 

FOIA 


BROWN.B.W. 

BOYD.C.C. 

8706150204 

70-27 


BRINKMAN.R.E. 

8706190086* 

FOIA 


BROWN.C.K. 

BOYD.C.C. 

8706160180 

70-27 


BRINKMAN.R.E. 

8706190183* 

FOIA 


BROWN.C.W. 

BOYDSTON.D.L 

8706120302* 

50-445 

A 

BRINKMAN.R.E. 

8706190231* 

FOIA 


BROWN, D.H. 

BOYER.G.D. 

8706020206 

50-482 

P 

BRINKMAN.R.E. 

8706230089* 

FOIA 


BROWN, D.L 

BOYLE, A.W. 

8706250570 

PR 


BRINKMAN.R.E. 

8706230103* 

FOIA 


BROWN.E. 

BOYLE.D.E. 

8706170186* 

50-498 

A 

BRINKMAN.R.E. 

8706230452* 

FOIA 


BROWN, E.A. 

BOYLE.M.L 

8706150134 

50-213 

P 

BRINKMAN.R.E. 

8706230465* 

FOIA 


BROWN, E.A. 

BOYLE.M.L 

8706260402 

50-245 

Q 

BRINKMAN.R.E. 

8706230494* 

FOIA 


BROWN, E.J. 

BOZZUTO.C.R. 

8706250575 

PR 


BRINKMAN.R.E. 

8706240040* 

FOIA 


BROWN, G.D. 

BRACH.D. 

8706110112 

PR 


BRINKMAN.R.E. 

8706240293* 

FOIA 


BROWN.H.B. 

BRACH.E.W. 

8705290185 

PR 


BRINKMAN.R.E. 

8706240397* 

FOIA 


BROWN.H.B. 

BRADBURY.J.W. 

8706020242 

WASTE MGT 

BRINKMAN.R.E. 

8706240403* 

FOIA 


BROWN.H.B. 

BRADBURY, J.W. 

8706030122 

WASTE RES 

BRINKMAN.R.E. 

8706240414* 

FOIA 


BROWN.H.B. 

BRADBURY.J.W, 

8706180339 

WASTE RES 

BRINKMAN.R.E. 

8706240419* 

FOIA 


BROWN.H.H. 

BRADENBURG.B.L 

8706250575 

PR 


BRINKMAN.R.E. 

8706240423* 

FOIA 


BROWN.J.F. 

BRADFORD, W.H. 

8706170316* 

50-348 

Q 

BRINKMAN.R.E. 

8706250121* 

FOIA 


BROWN, K.R. 

BRADHAM.O.S. 

8706240138 

50-395 

F 

BRINKMAN.R.E. 

8706250138* 

FOIA 


BROWN.K.R. 

BRADISH.T.R. 

8706100067 

50-529 

S 

BRINKMAN.R.E. 

8706250256* 

FOIA 


BROWN, L.S. 

BRADISH.T.R. 

8706100353 

50-529 

S 

BRINKMAN.R.E. 

8706250299* 

FOIA 


BROWN, M.J. 

BRADISH.T.R. 

8706160395 

50-529 

S 

BRINKMAN.R.E. 

8706250305* 

FOIA 


BROWN.N.D. 

BRADISH.T.R. 

8706230184 

50-529 

S 

BRINKMAN.R.E. 

8706250336* 

FOIA 


BROWN.N.D. 

BRADLEY, C.F. 

8706110041 

PR 


BRINKMAN.R.E. 

8706250510* 

FOIA 


BROWN.P.E. 

BRADLEY.E.J. 

8706110274 

50-278 

F 

BRINKMAN.R.E. 

8706250512* 

FOIA 


BROWN, R.C. 

BRADLEY, E.J. 

8706120056 

50-171 

J 

BRINSON.R.T. 

8706100443 

PR 


BROWN.R.M. 

BRADLEY, E.J. 

8706120074 

50-352 

J 

BRINSTER.K. 

8706160459 

WASTE RES 

BROWN, R.M. 

BRADLEY, E.J. 

8706180185 

50-277 

P 

BRISTOW.D.L 

8706260410 

PR 


BROWN.R.W. 

BRADLEY, E.W. 

8706080235 

PR 


BR1T2.D.J. 

8706230430 

50-265 

S 

BROWN.S.E. 

BRADLEY, R.A. 

8706100465 

PR 


BROADWELUD.C. 

8706250573 

PR 


BROWN.T.M. 

BRADSHAW, C. 

8706010118 

PR 


BROCK, B.L 

8706230182* 

70-984 


BROWN, W. 

BRADY, E. 

8706250573 

PR 


BROCK.M.T. 

8706020061 

50-443 

G 

BROWN.W.B. 

8RADY,P.G. 

8706100478* 

FOIA 


BROCK.M.T. 

8706020061 

50-443 

G 

BROWN.W.B. 

BRADY,R.C. 

8706080167* 

FOIA 


BROCK.M.T. 

8706020068 

50-443 

G 

BROWN.W.R. 

BRADY,R.J. 

8706100086* 

FOIA 


BROCK.M.T. 

8706020068 

50-443 

G 

BROWN, W.R. 

BRAGINSKY.J. 

8706080258 

PR 


BROCK.M.T. 

8706020073* 

50-443 

G 

BROWN.W.R. 

BRAMI.LJ. 

8706100443 

PR 


BROCK.M.T. 

8706020079* 

50-443 

G 

BROWN.W.R. 

BRANCH, M.W. 

8706170171* 

50-327 

Q 

BROCK.M.T. 

8706020084* 

50-443 

G 

BROWN.W.R. 

BRAND, J.B. 

8706250577 

PR 


BROCK.M.T. 

8706020094* 

50-443 

G 

BROWN.W.R. 

BRANDON.L. 

8706110112 

PR 


BROCK.M.T. 

8706020096 

50-443 

G 

BROWN.W.R. 

BRANDON.RJ, 

8706040272* 

50-293 

P 

BROCK.M.T. 

8706020096 

50-443 

G 

BROWN.W.R. 

8RANNOCK,E.A. 

8706010335* 

CONTRACT 


BROCK.M.T. 

8706020178 

50-443 

G 

BROWN.W.R. 

BRANNOCK.E.A. 

8706080013* 

CONTRACT 


BROCK.M.T. 

8706020178 

50-443 

G 

BROWN.W.R. 

BRANSON, G.L 

8706090081 * 

50-530 

P 

BROCK.M.T. 

8706100066 

PR 


BROWN.W.R. 

BRASILE,V. 

8706260410 

PR 


BROCK.M.T. 

8706100066 

PR 


BROWNE, L 

BRATCHER.R. 

8706230243* 

FOIA 


BROCK.M.T. 

8706100148 

50-443 

G 

BROWNING.R. 

BRAUN,E.M. 

8706250565 

PR 


BROCK.M.T. 

8706100148 

50-443 

G 

BROWNING, R.E. 

BRAUNER.W. 

8706110112 

PR 


BROCK.M.T. 

8706190107 

50-443 

G 

BROWNING, R.E. 

BRAVAKIS.R. 

8706150007 

50-269 

J 

BROCK, M.T. 

8706190107 

50-443 

G 

BROWNLEE, V.L. 

BREAUX.J. 

8706250391 * 

50-322 

G 

BROCK.M.T. 

8706190123* 

50-443 

G 

BROWNLEE, V.L 

8REGMAN.M. 

8706080215 

PR 


BROCK, M.T. 

8706190123* 

50-443 

G 

BROWNLEE.V.L 

BREITLOW.J. 

8706170238 

50-133 

p 

BROCK.M.T. 

8706190136 

50-443 

G 

BROWNLEE.V.L 

BREM.H. 

8706100370 

PR 


BROCK, M.T. 

8706190135 

50-443 

G 

BROWNLEE.V.L. 

BRENNAN, PJ. 

8706110041 

PR 


BROCKMAN, K.E. 

8706250150* 

50-321 

V 

BROWNLEE.V.L 

BRENNER, A. 

8706090134 

PR 


BROCKMAN, P. 

8706080215 

PR 


BROWNLEE.V.L 

BRESELUR. 

8706080225 

PR 


BROCKNER.H.W. 

8706250577 

PR 


BRUCE.G.E. 

BRESLIN.R. 

8706080209 

PR 


BRODY, M.B. 

8706250588 

PR 


BRUCE.R.F. 

BRETEN.S.P. 

8706080184 

PR 


BRONS,J.C. 

8706010168 

50-333 

P 

BRUMMER.R.K. 

BREUNIG.W. 

8706250588 

PR 


BRONS.J.C. 

8706030330 

50-286 

P 

BRUNET, J.R. 

BREWER, D.R. 

8706030307* 

50-250 

Q 

BRONS.J.C. 

8706100076 

50-286 

P 

BRUNET.J.R. 

BREWER, D.R. 

8706250254* 

50-250 

Q 

BRONS.J.C. 

8706160499 

50-333 

P 

BRUSKE.S. 

’’REWI.E. 

8706080258 

PR 


BRONS.J.C. 

8706160508* 

50-333 

P 

BRYANTA 


ACCESSION 

NUMBER 


8706170116 

8706170465 

8706180251 

8706110112 

8706170171* 

8706250296* 

8706030017 

8706250588 

8706160269 

8706080194 

8706260412 

8706250394 

8706260410 

8210200110* 

8705290266* 

8705290295* 

8705290298* 

8706010191* 

8706010256* 

8706010312* 

8706020168* 
8706050311* 
8706050311* 
8706080091 * 
8706080091 * 

8706080228* 

8706080228* 

8706250588 

8706220264 

8706110019 

8706110164 

8706100465 

8706180067* 

8706040263* 

8706090167 

8706260353 

8706220055* 

8706250380 

8706250380 

8706250380 

8706250380 

8706020105 

8706030233* 

8706160142* 

8706160148* 

8706250570 

8706250602 

8706150181 

8706230416 

8706080231 

8706090127 
8706160553* 
8706300130* 
8706080161 
870626041 1 

8705060334 

8706260409 

8107150466* 

8706010363* 

8706040246* 

8706040269* 
8706040278* 
8706040281 * 
8706040287* 
8706040296* 

8706040300* 

8706040308* 

8706160538* 

8706300141* 

8707010013* 

8706250586 

8706030313* 

8706020196 

8706030109 

8706020166 

8706030013 

8706120282 

8706120307 

8706150032 

8706260121 

8706300599 

8706050207* 

8706250602 

8706170487* 

8706150066 

8706180227 

8706150020* 

8706100186 


SUBJECT 

CATEGORY 


50-333 
50-286 
50-333 
PR 

50-327 

50-259 
WASTE RES 
PR 

WASTE RES 
PR 

PR 

MISC 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

50-482 

50-482 

50-220 

50-220 

50-333 

50-333 

PR 

50-416 

QA999 

REGGD 

PR 

50-259 

50-259 

PR 

50-352 

FOIA 

50-322 

50-322 

50-322 

50-322 

50-322 

CONTRACT 

FOIA 

FOIA 

PR 

PR 

50-320 

50-320 

PR 

PR 

50-259 

50-327 

50-482 

PR 

PR 

PR 

PR 

PR 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-259 P 

50-327 P 

50-259 P 

PR 

WASTE MGT 
WASTE MGT 
WASTE MGT 
50-321 Q 

50-338 Q 

50-413 S 

50-424 S 

50-280 Q 

50-280 Q 

50-321 Q 

50-259 P 

PR 

CONTRACT 
50-255 F 

50-255 F 

50-369 Q 

PR 


Q.Q.CL o O OOOO OO ^ Q-Ol Q- 0O<D 00 Q-Olq. 
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BRYANT.H.E. 

8706260409 

PR 


BRYANTJ. 

8706120282 

50-413 

S 

BRYANTJ.B. 

8707010013* 

50-259 

P 

BRYANTJ.C. 

8706020237* 

50-269 

Q 

BRYANT.W.D. 

8706110041 

PR 


BUA.D. 

8706100140 

PR 


BUBETOTT.l. 

8706250586 

PR 


BUBIER.C.W. 

8706090009 

PR 


BUCELEWICZ.W.M. 

8706080178 

PR 


BUCHANAN, C.R. 

8706170447* 

FOIA 


BUCHANAN, C.R. 

8706180193* 

FOIA 


BUCHANAN.C.R. 

8706220148’ 

FOIA 


BUCHANAN,C.R. 

8706220336* 

40-6563 


BUCHANAN.C.R. 

8706220442* 

FOIA 


BUCHANAN,D.R. 

8706010449* 

50-320 

P 

BUCKJ.H. 

8706170311* 

FOIA 


BUCK.J.H. 

8706170327* 

FOIA 


BUCK.J.H. 

8706170371* 

FOIA 


BUCK.J.H. 

8706170600* 

FOIA 


BUCK.J.H. 

8706180027* 

FOIA 


BUCK.J.H. 

8706180226* 

FOIA 


BUCK.J.H. 

8706180255* 

FOIA 


BUCK.J.H. 

8706180301* 

FOIA 


BUCK.J.H. 

8706180307* 

FOIA 


BUCK.J.H. 

8706180313* 

FOIA 


BUCK.J.H. 

8706180330* 

FOIA 


BUCK.J.H. 

8706180436* 

FOIA 


BUCK.J.H. 

8706180467* 

FOIA 


BUCK.J.H. 

8706180501* 

FOIA 


BUCK.J.H. 

8706190169* 

FOIA 


BUCK.J.H. 

8706190201* 

FOIA 


BUCK.J.H. 

8706220366* 

FOIA 


BUCK.J.H. 

8706220413* 

FOIA 


BUCK.J.H. 

8706240134* 

FOIA 


BUCK.J.H. 

8706240145* 

FOIA 


BUCK.J.H. 

8706240147* 

FOIA 


BUCK.J.H. 

8706240151* 

FOIA 


BUCK.J.H. 

8706240158* 

FOIA 


BUCK.J.H. 

8706240173* 

FOIA 


BUCK.J.H. 

8706240178* 

FOIA 


BUCK.J.H. 

8706240189* 

FOIA 


BUCK.J.H. 

8706240194* 

FOIA 


BUCK,J.H. 

8706240217* 

FOIA 


BUCK.J.H. 

8706240308* 

FOIA 


BUCK.J.H. 

8706250198* 

FOIA 


BUCK.J.H. 

8706250246* 

FOIA 


BUCK,J.H. 

8706250284* 

FOIA 


BUCK.J.H. 

8706250292* 

FOIA 


BUCK.J.H. 

8706250343* 

FOIA 


BUCK.J.H. 

8706250361* 

FOIA 


BUCK.J.H. 

8706250372* 

FOIA 


BUCK.J.H. 

8706250425* 

FOIA 


BUCK.J.H. 

8706250440* 

FOIA 


BUCK,J.H. 

8706250449* 

FOIA 


BUCKEYNE.B. 

8706260409 

PR 


BUCKLES, R.K. 

8706110216 

FOIA 


BUCKLEY.G.C. 

8706250588 

PR 


BUCKLEY, J.T. 

8706030459 

WASTE RES 

BUCKMAN.F.W. 

8705270569 

50-255 

P 

BUCKMAN.F.W. 

8706010373* 

50-255 

P 

BUCKNAM.J.R. 

8706100186 

PR 


BUHL.A.R. 

8212270378* 

FOIA 


BUHL.A.R. 

8706150135* 

FOIA 


BUJAK.W.E. 

8706250588 

PR 


BUKOVSKI.J.C. 

8706020039* 

50-456 

G 

BUNDERS, LP. 

8706250565 

PR 


BUNDY.H.F. 

8706050075* 

50-498 

Q 

BUNNELL.R.M. 

8706090086 

PR 


BUNTING, J.O. 

8706160362 

WASTE MGT 

BUNTING.J.O. 

8706160479 

WASTE MGT 

BUONOVOLONTAA 

8706080286 

PR 


BURDICK.P.R. 

8706110144* 

50-255 

V 

BURDICK, T.M. 

8706080320* 

50-373 

V 

BURDICK, T.M. 

8706160626* 

50-263 

Q 

BURDICK.T.M. 

8706230325* 

50-454 

V 

BURGESS.B.I 

8706020195* 

50-255 

Q 

BJRGESS.E... 

8706230342* 

50-255 

Q 

BURK A.,. 

8706260412 

PR 

L3URKE.N. 

8706250573 

PR 


3U=RKhAHDT,,j. 

8706110112 

PR 


RUPN'ET- W A. 

8706250602 

PR 


L!LRNETT.= t 

8706170010* 

50-424 

Q 

BLFNi-I'T.' T. 

8706030341* 

50-424 

Q 

BURNETT, -.T. 
3LHNF.’T..=.T. 

8706150233* 

8706170111* 

50-400 

50-413 

Q 

Q 

BURNETTT.R.F. 

8706010247* 

PR 


BURNHAM.R. 

8706080235 

PR 


JURNS.D, 

8706250586 

PR 



AUTHOR 
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NUMBER 
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BURNS.J. 

8706260412 

PR 


BURNS.R. 

8706170587* 

50-445 

Q 

BURNS.S.G. 

8504080562* 

50-275 

P 

BURNS.W.E 

8706150081 

50-424 

S 

BURNS.W.E. 

8706080196 

50-424 

S 

BURNS.W.E. 

8706090012 

50-424 

S 

BURNS.W.E. 

8706090330 

50-424 

S 

BURNS.W.E. 

8706090426 

50-424 

S 

BURNS.W.E. 

8706100374 

50-424 

S 

BURNS.W.E. 

8706150215 

50-424 

S 

BURNS.W.E. 

8706160383 

50-424 

S 

BURNS.W.E. 

87061 70405 

50-424 

S 

BURNS.W.E. 

8706230180 

50-424 

S 

BURNS.W.E. 

8706300907 

50-424 

S 

BURR,A.T. 

8706100186 

PR 


BURRIS.S.P. 

8706010402* 

50-400 

Q 

BURRIS, S.P. 

8706250331* 

50-400 

Q 

BURT.J.H. 

8706260412 

PR 


BURTON.J. 

8706250570 

PR 


BURTON.W. 

8706110203 

PR 


BUSH.D.E. 

8706010031 

PR 


BUSH.F. 

8706160340* 

71-9073 


BUSH.F. 

8706160344* 

71-9073 


BUSH.K.J. 

8706160352 

WASTE MGT 

BUSHEY.C. 

8706250573 

PR 


BUSHEY.S. 

8706080194 

PR 


BUSSEY.T.R. 

8706250573 

PR 


BUSTD.P.C. 

8706110041 

PR 


BUTCHER.E.J. 

8706250548 

ORG 


BUTCHER.R.C. 

8706020006* 

50-416 

Q 

BUTLER.D. 

8706250586 

PR 


BUTLER.G. 

8706100370 

PR 


BUTLER.J.C. 

8704130621* 

50-412 

E 

BUTLER.M. 

8706110294 

PR 


BUTLER.W.R. 

8706050153 

50-388 

F 

BUTLER, W.R. 

8706100142 

50-354 

P 

BUTLER.W.R. 

8706100165* 

50-354 

P 

BUTLER.W.R. 

8706100218* 

50-277 

P 

BUTLER.W.R. 

8706110089* 

50-352 

P 

BUTLER.W.R. 

8706150174 

50-322 

P 

BUTLER.W.R. 

8706160427 

50-388 

P 

BUTLER.W.R. 

8706160449* 

50-388 

P 

BUTLER.W.R. 

8706170076 

50-272 

P 

BUTLER.W.R. 

8706240064 

50-322 

F 

BUTLER.W.R. 

8706250050* 

50-354 

P 

BUTLER.W.R. 

8706260394* 

50-272 

P 

BUTLER.W.R. 

8706300471 

50-272 

P 

BUTLER.W.R. 

8706300542 

50-352 

F 

BUTTNER.F.D. 

8706100186 

PR 


BUZ2EE.H.D. 

8706250588 

PR 


BYAS.U. 

8706250618* 

50-322 

G 

BYLLOTT.S. 

8706100140 

PR 


BYRAM.R.G. 

8706120175 

50-387 

S 

BYRAM, R.G. 

8706160435 

50-388 

S 

BYRAM.R.G. 

8706160588 

50-387 

s 

BYRAM.R.G. 

8706230469 

50-387 

s 

BYRAM.R.G. 

8706230504 

50-387 

s 

BYRD.R. 

8706040013 

50-416 

s 

BYRD.R. 

8706050063 

50-416 

s 

BYRD.R.W. 

8706030397 

50-416 

s 

BYRD.R.W. 

8706160126 

50-416 

s 

BYRD,S.E. 

8706250460 

50-456 

s 

BYRNE, A.M. 

8706250588 

PR 


BYRNE, R.F. 

8706250570 

PR 


BYRNES, D. 

8706100468 

PR 


BYRNES.H.R. 

8706260409 

PR 


CABELL,A.S. 

8706220380* 

40-6563 


CAFFREY.R.W. 

8706080258 

PR 


CAIN.D.V. 

8706090213 

PR 


CALABRESE.A.B. 

8104160513* 

FOIA 


CALABRESE, A.B. 

8706180021* 

FOIA 


CALABRESE,A.B. 

8706180037* 

FOIA 


CALABRESE.A.B. 

8706180050* 

FOIA 


CALABRESE.A.B. 

8706180086* 

FOIA 


CALABRESE.A.B. 

8706180104* 

FOIA 


CA1.AEFESE A.B. 

8706180150* 

FOIA 


CALAERESF,A.B. 

8706180176* 

FOIA 


CALA=I.RESE,.--.B. 

8706180179* 

FOIA 


CALABRESE.A.B. 

8706180246* 

FOIA 


CALABRESE, A.B. 

8706180257* 

FOIA 


CALABRESE.A.B. 

8706180264* 

FOIA 


CALABRESE.A.B. 

8706180275* 

FOIA 


CALABRESE. A. B. 

8706180411* 

FOIA 


CALABRESE.A.B. 

8706180441* 

FOIA 


CALABRESE.A.B. 

8706180447* 

FOIA 


CALABRESE,A.B. 

8706180468* 

FOIA 


CALABRESE, A.B, 

8706220049* 

FOIA 


CALABRESE.A.B. 

8706220063* 

FOIA 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


CALABRESE.A.B. 

8706220078* 

FOIA 


CALABRESE.A.B. 

8706220084* 

FOIA 


CALABRESE.A.B. 

8706220163* 

FOIA 


CALABRESE.A.B. 

8706220181* 

FOIA 


CALABRESE.A.B. 

8706220196* 

FOIA 


CALABRESE.A.B. 

8706220432* 

FOIA 


CALABRESE.A.B. 

8706220494* 

FOIA 


CALABRESE.A.C. 

8706180432* 

FOIA 


CALABRESE.A.C. 

8706180445* 

FOIA 


CALABRESE.A.C. 

8706180461* 

FOIA 


CALABRESE.A.C. 

87061 80477* 

FOIA 


CALANDRA.A. 

8706110294 

PR 


CALDWELUC.W. 

8706050204* 

50-397 

Q 

CALDWELL.J.L 

8706030019* 

50-338 

Q 

CALDWELL.R.A. 

8706100467* 

50-285 

Q 

CALIA.K. 

8706080215 

PR 


CALLAHAN, G.M. 

8706030146 

NUREG 


CALLESON.A. 

8706250586 

PR 


CALLIHAN.A.D. 

8706020159 

50-456 

G 

CALLIHAN.R.E. 

8706180118* 

FOIA 


CALOPINTO.V. 

8706100441 

PR 


CALOSSE.F. 

8706100140 

PR 


CALVO.J. 

8706080243* 

REGGD 


CALVO.J.A. 

8706010307* 

50-267 

P 

CALVO.J.A. 

8706010404 

50-368 

S 

CALVO.J.A. 

8706020132 

50-368 

P 

CALVO.J.A. 

8706100476 

50-382 

P 

CALVO.J.A. 

8706100498* 

50-482 

P 

CALVO.J.A. 

8706110405 

50-458 

P 

CALVO.J.A. 

8706110414* 

50-458 

P 

CALVO.J.A. 

8706120005 

50-458 

P 

CALVO.J.A. 

8706160279 

50-498 

A 

CALVO.J.A. 

8706160453 

50-498 

A 

CALVO.J.A. 

8706160482 

50-458 

P 

CALVO.J.A. 

8706160491* 

50-458 

P 

CALVO.J.A. 

8706160654 

50-498 

A 

CALVO.J.A. 

8706160700 

50-285 

P 

CALVO.J.A. 

8706190205 

ORG 


CALVO.J.A. 

8706220094 

50-458 

P 

CALVO.J.A. 

8706230019 

50-498 

A 

CALVO.J.A. 

8706250125* 

50-382 

P 

CAMARDA.J.V. 

8706080278 

PR 


CAMERON, A.B. 

8706170161* 

40-6663 


CAMP,D.E. 

8706100441 

PR 


CAMPBELL, C. 

8706080263 

PR 


CAMPBELL.D.W. 

8706250588 

PR 


CAMPBELL, G. 

8706250577 

PR 


CAMPBELL.M.G. 

8706100443 

PR 


CAMPBELL, P.J. 

8706090127 

PR 


CAMPBELL, R.M. 

8706080157 

NUREG 


CAMPBELL, T.G. 

8706040242 

50-368 

P 

CAMPBELL, T.L 

8706110041 

PR 


CAMPBELL.W.M. 

8706080184 

PR 


CANALE.P. 

8706250602 

PR 


CANIANO.R. 

8706300846 

l&E 


CANIANO.R.J. 

8706180036* 

40-6563 


CANINO.A. 

8706250577 

PR 


CANNON, D.J. 

8706100066 

PR 


CANTELMO.D. 

8706080265 

PR 


CANTLIN.J.G. 

8706090251 

50-440 

P 

CANTRELL.F. 

8706030019* 

50-338 

Q 

CANTRELL, F. 

8706250248 

50-280 

S 

CANTRELUF.S. 

8706020173* 

50-321 

Q 

CANTRELL.F.S. 

8706150038* 

50-280 

Q 

CANTRELL.F.S. 

8706150166 

50-280 

S 

CANTRELL.F.S. 

8706250249* 

50-280 

Q 

CANTRELUF.S. 

8706260128* 

50-280 

Q 

CANTWELUG.J. 

8706160210 

70-1207 


CAP.P. 

8706080263 

PR 


CAPEK.S. 

8706080178 

PR 


CAPON.A. 

8706250575 

PR 


CAPORASO.J. 

8706250586 

PR 


CAPPUCCl.A. 

8706100481 

50-331 

P 

CAPPUCCl.A.J. 

8706020233 

50-331 

P 

CAPRA.R.A. 

8706050011 

50-318 

P 

CAPRA,R.A. 

8706090436* 

50-247 

P 

CAPRA.R.A. 

8706100302 

50-317 

P 

CAPRA.R.A. 

8706100493* 

50-286 

P 

CAPRA, R. A. 

8706110198 

50-317 

F 

CAPRA.R.A. 

8706120165 

50-410 

P 

CAPRA.R.A. 

8706220082* 

50-286 

P 

CAPRA, R. A. 

8706240105 

50-286 

P 

CAPRA.R.A. 

8706240116* 

50-286 

P 

CAPRA.R.A. 

8706240172 

50-206 

P 

CAPRA.R.A. 

8706300343* 

50-247 

P 

CAPRA.R.A. 

8706300417 

50-410 

P 

CAPSTICK.R.W. 

8704170354 

50-271 

P 

CAPSTICK.R.W. 

8706020124 

50-271 

R 
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NUMBER 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

CAPSTICK.R.W. 

8706090303 

50-271 

Q 

CASE.D.T. 

8706030283 

50-322 

G 

CHEMA.T.V. 

8706260064* 

50-440 

P 

CAPSTICK.R.W. 

8706150070 

50-271 

P 

CASE.D.T. 

8706190056 

50-322 

G 

CHERN.C.Y. 

8706170458* 

50-344 

P 

CARAMILTAS.F. 

8706110294 

PR 


CASE.D.T. 

8706190056 

50-322 

G 

CHERNICK.A. 

8706300015 

50-454 

S 

CARDIELLO.V. 

8706110294 

PR 


CASE.G.S. 

8706090104* 

50-395 

P 

CHERVIN.S. 

8706250570 

PR 


CARELLA.A. 

8706250588 

PR 


CASELY.S. 

8706110294 

PR 


CHERWEK.R. 

8706090185 

PR 


CARERI.J. 

8706080209 

PR 


CASELY.S.M. 

8706110112 

PR 


CHEUNG.L 

8706100063* 

50-410 

Q 

CARERI.R. 

8706080215 

PR 


CASEY.D. 

8706250573 

PR 


CHEUNG, L. 

8706110455* 

50-412 

Q 

CAREY.JJ. 

8704130601 

50-412 

E 

CASEY, TJ. 

8706100443 

PR 


CHIANESE.D.G. 

8706080263 

PR 


CAREY, JJ. 

8706010029 

50-412 

A 

CASH.S. 

8706250602 

PR 


CHIARELLA.D. 

8706250573 

PR 


CAREY.JJ. 

8706010138 

50-412 

E 

CASH.W. 

8706260410 

PR 


CHIARELLA.R.A. 

8706250568 

PR 


CAREY.JJ. 

8706010193 

50-412 

A 

CASLAKE.S.G. 

8706220507* 

FOIA 


CHIAVOLA.G. 

8706250577 

PR 


CAREY.JJ. 

8706100013 

50-412 

P 

CASSEL.D.W. 

8706030198 

50-456 

G 

CHICK.M.E. 

8706090134 

PR 


CAREY.JJ. 

8706100379 

50-412 

P 

CASSEL.D.W. 

8706030198 

50-456 

G 

CHILD.M.R. 

8706010031 

PR 


CAREY.JJ. 

8706110060 

50-412 

Q 

CASSEL.D.W. 

8706260069 

50-455 

P 

CHILDRESS.P.C. 

8706160390* 

50-320 

P 

CAREY.JJ. 

8706110386 

50-412 

S 

CASSEL.D.W. 

8706260076* 

50-455 

P 

CHILES, L 

8706040060* 

50-251 

H 

CAREY.J.J. 

8706110429 

50-412 

S 

CASSIDY, BJ. 

8706080265 

PR 


CHILK.S.J. 

8610220126 

50-322 

G 

CAREY.JJ. 

8706120042 

50-412 

1 

CASSIDY, J.O. 

8706250586 

PR 


CHILK.S.J. 

8612010329* 

FOIA 


CAREY.JJ. 

8706160184 

50-412 

P 

CASSIDY.T.J. 

8706170400 

50-266 

Q 

CHILK.S.J. 

8706010204* 

PR 


CAREY.J.J. 

8706160621 

50-412 

S 

CASTIGLIA.T. 

8706080265 

PR 


CHILK.S.J. 

8706020086 

50-443 

G 

CAREY.JJ. 

8706170179 

50-412 

s 

CASTRO.G. 

8706100062* 

50-245 

P 

CHILK,S.J. 

8706020112 

50-322 

G 

CAREY.JJ. 

8706170201 

50-412 

S 

CASTRO.G. 

8706100064* 

50-245 

P 

CHILK.SJ. 

8706020119 

50-443 

G 

CAREY.JJ. 

8706180115 

50-412 

E 

CASTRO.G. 

8706100069* 

50-245 

P 

CHILK.S.J. 

8706020150 

70-364 


CAREYJJ. 

8706190241 

50-412 

P 

CASUCCIO.B. 

8706100427 

PR 


CHILK,S.J. 

8706030145 

40-3392 


CAREY.J.J, 

8706230357 

50-412 

Q 

CATALANO.P. 

8706250577 

PR 


CHILK.SJ. 

8706030152* 

40-3392 


CAREY.J.J. 

8706240318 

50-334 

F 

CATALDO.J.A. 

8706080231 

PR 


CHILK.SJ. 

8706030240 

50-352 

G 

CAREY.J.J. 

8706250225 

50-412 

K 

CATALFO.A.T. 

8706250602 

PR 


CHILK,S.J. 

8706090110 

50-498 

G 

CAREY.JJ. 

8706250570 

PR 


CATAPANO.G.J. 

8706190314* 

50-443 

G 

CHILK.S.J. 

8706100133* 

50-275 

F 

CAREY.J.J. 

8706300305 

50-412 

E 

CATCHPOLE.G.J. 

8706220296 

40-8926 


CHILK.S.J. 

8706100157* 

50-275 

P 

CAREYJJ. 

8706300415 

50-412 

P 

CAVANAUGH, R.B. 

8706080231 

PR 


CHILK.S.J. 

8706110227 

FOIA 


CAREY.R.H. 

8706110294 

PR 


CAVANAUGH.W. 

8706080225 

PR 


CHILK,S.J. 

8706110266* 

FOIA 


CARIANI.P.R. 

8706090185 

PR 


CAVEZZA.F. 

8706090167 

PR 


CHILK.SJ. 

8706110267* 

FOIA 


CARICKSHANKJ. 

8706090134 

PR 


CAVILLE.R. 

8706100140 

PR 


CHILK.S.J. 

8706160062 

50-346 

G 

CAPINCJ.I. 

8706250577 

PR 


CEDAMOUR.M. 

8706100066 

PR 


CHILK.S.J. 

8706190070 

50-322 

G 

CAPLrTCN.G.L. 

8706090213 

PR 


CELESTE.D. 

8706250577 

PR 


CHILK,S.J. 

8706190074 

XPORTLIC 


CARLEY.EJ. 

8706100186 

PR 


CELLI.B. 

8706250577 

PR 


CHILK.SJ. 

8706190076 

50-322 

G 

CARUN.E.P. 

8706260409 

PR 


CENILLI.S.V. 

8706250586 

PR 


CHILK.SJ. 

8706190087 

50-443 

G 

CARLINO.R. 

8706010062 

PR 


CENTABAR.M.M. 

8706080263 

PR 


CHILK.S.J. 

8706190094 

40-8406 


CARLSON.E. 

8706250586 

PR 


CEO.J.A. 

8706250565 

PR 


CHILK.S.J. 

8706190100 

70-143 


CARl.SON.M.B. 

8706260410 

PR 


CERBONE.R. 

8706250565 

PR 


CHILK.S.J. 

8706190139 

XPORTLIC 


CARLSON o. 

8706010118 

PR 


CERJANEC.N.W. 

8706110383 

PR 


CHILK.S.J. 

8706240253 

50-322 

P 

CARLSON, T. 

8706090213 

PR 


CERNNALL.B. 

8706250570 

PR 


CHILK.SJ. 

8706250026 

50-443 

G 

CARNEYJ.D. 

8706090086 

PR 


CERVENKA.P.F. 

8706160152 

50-219 

S 

CHILK.SJ. 

8706250105 

50-443 

G 

CARNS.N.S. 

8706050187 

50-382 

S 

CERVERY.C. 

8706250570 

PR 


CHILK.S.J. 

8706250409 

10CFR 


CARNS.N.S. 

8706090350 

50-382 

S 

CESCHIN.B. 

8706250586 

PR 


CHILK.SJ. 

8706260233 

50-456 

G 

CARNS.N.S. 

8706100203 

50-382 

S 

CHABOT.J.A. 

8706250602 

PR 


CHILK.S.J. 

8706260247* 

50-456 

G 

CARNS.N.S. 

8706230510 

50-382 

s 

CHADWICK.LB. 

8706100359 

PR 


CHILK.S.J. 

8706300039 

10CFR 


CARNS.N.S. 

8706240404 

50-382 

s 

CHAFFEE.A. 

8706010189 

50-361 

Q 

CHILK.SJ- 

8706300442 

50-443 

G 

CARNS.N.S. 

8706300938 

50-382 

s 

CHAFFEE.A. 

8706050175 

50-528 

Q 

CHILK.SJ. 

8706300452 

50-322 

G 

CAROSELLA.E. 

8706260410 

PR 


CHAFFEE, A.E. 

8706030225 

50-312 

Q 

CHILK.S.J. 

8706300466 

50-443 

G 

CARPENITO.F.L 

8706100443 

PR 


CHAFFEE, A.E. 

8706030254 

50-312 

Q 

CHILK.S.J. 

8706300479 

50-456 

G 

CARPENTER, D.R. 

8706050075* 

50-498 

Q 

CHAFFEE,A.E. 

8706050201 

50-397 

Q 

CHILK.S.J. 

8706300554 

50-267 

P 

CARPENTER.J.H. 

8706020066 

50-271 

G 

CHAFFEE,A.E. 

8706050234 

50-312 

Q 

CHILK.SJ. 

8706300662 

FOIA 


CARPENTER, J.H. 

8706300528 

50-320 

G 

CHAFFEE.A.E. 

8706110215 

50-312 

Q 

CHIOTELIS.C.L. 

8706080209 

PR 


CARPENTERJ. 

8705280189* 

REVIEW GR P 

CHAFFEE.A.E. 

8706230101 

50-312 

Q 

CHMIELINSKI.R. 

8706080225 

PR 


CARPENTER, T. 

8705280192* 

REVIEW GR P 

CHAMBERLAIN, D. 

8706050075* 

50-498 

Q 

CHMIELINSKI.R. 

8706080235 

PR 


CARPENTER, T.G. 

8706300202* 

CONTRACT 


CHAMBERLIN,A. 

8706090127 

PR 


CHOROSER.B. 

8706090009 

PR 


CARPENTER, W.R. 

8706300132* 

50-182 

P 

CHAMBORSKIJ.J. 

8706260410 

PR 


CHOSTE.P.V. 

8706090127 

PR 


CARPENTER, W.R. 

8706300132* 

50-182 

P 

CHAN.E.I. 

8706020175 

50-456 

G 

CHOU.C.K. 

8706300007 

NUREG 


CARPENTIERI.P. 

8706080258 

PR 


CHAN.E.l. 

8706100072 

50-443 

G 

CHOU.R.C. 

8706120340* 

50-261 

Q 

CARR,K.M. 

8706090099 

50-443 

G 

CHAN.T.L 

8706040150 

50-344 

P 

CHOULES.N.C. 

8706160196* 

50-1 55 

Q 

CARR,K.M. 

8706250356 

50-322 

P 

CHAN.T.L. 

8706120323 

50-344 

P 

CHREST.E.M. 

8706100465 

PR 


CARR.K.M. 

8706260004 

50-443 

H 

CHAN.T.L. 

8706240339 

50-344 

P 

CHRISMENTO.P. 

8706110112 

PR 


CARR.K.M. 

8706260010* 

50-443 

H 

CHAN.T.L 

8706240370 

50-344 

P 

CHRISSOTIMOS.N. 

8706050181 

50-341 

P 

CARR.K.M. 

8706260016* 

50-443 

H 

CHANDICK.M. 

8706100066 

PR 


CHRISSOTIMOS.N. 

8706090294 

50-331 

P 

CARR.K.M. 

8706260195 

50-443 

H 

CHANDLER, LJ. 

8706100161 

50-275 

G 

CHRISSOTIMOS.N. 

8706150229 

50-1 55 

V 

CARR.K.M. 

8706260200* 

50-443 

H 

CHANDLER.LJ. 

8706100168 

50-275 

G 

CHRISSOTIMOS.N. 

8706170162 

50-440 

Q 

CARR,K.M. 

8706260206* 

50-443 

H 

CHANDLER.LJ. 

8706160083 

50-275 

G 

CHRISSOTIMOS.N. 

8706260301 

50-409 

Q 

CARR,K.M. 

8706260253* 

50-443 

H 

CHANDLER, W.N. 

8706260412 

PR 


CHRISTIAN, J. 

8706080278 

PR 


CARR.R. 

8706250502* 

50-322 

G 

CHANEY.H. 

8706090320* 

50-313 

Q 

CHRISTMANJ.N. 

8706020152 

50-322 

G 

CARRANO,A.M. 

8706090185 

PR 


CHANEY, H.D. 

8706030006* 

50-262 

Q 

CHRISTMANJ.N. 

8706020152 

50-322 

G 

CARRERA.P. 

8706250586 

PR 


CHAPIN,E.C. 

8706250602 

PR 


CHRISTMAN.J.N. 

8706020158* 

50-322 

G 

CARRt.J. 

8706250573 

PR 


CHAPMAN, K.R. 

8706250211* 

FOIA 


CHRISTMANJ.N. 

8706020158* 

50-322 

G 

CARRIGG.J.A. 

8706100052* 

50-410 

1 

CHAPMAN,K.R. 

8706300136* 

FOIA 


CHRISTMANJ.N. 

8706030258 

50-322 

G 

CARROLL, A. 

8706250597 

PR 


CHARBONNEAN,D. 

8706250586 

PR 


CHRISTMAN.J.N. 

8706030258 

50-322 

G 

CARROLL.R.E. 

8706170171* 

50-327 

Q 

CHARBONNEAU.E. 

8706260412 

PR 


CHRISTMANJ.N. 

8706100145 

50-322 

G 

CARSWELL, J. 

8706250570 

PR 


CHARBONNEAU.R. 

8706250588 

PR 


CHRISTMANJ.N. 

8706100145 

50-322 

G 

CARTEO.V.M. 

8706250577 

PR 


CHARITY.B.W. 

8706250573 

PR 


CHRISTMANJ.N. 

8706100197 

50-322 

G 

CARTER.L 

8706250565 

PR 


CHARNLEY.J.S. 

8706010052* 

50-245 

P 

CHRISTMANJ.N. 

8706100197 

50-322 

G 

CARTER.R.C. 

8706220208 

WASTE MGT 

CHARNLEYJ.S. 

8706030492* 

50-325 

P 

CHRISTMANJ.N. 

8706160073 

50-322 

G 

CARTER, R.E. 

8706230158 

MISC 


CHARNLEYJ.S. 

8706040255* 

50-293 

P 

CHRISTMANJ.N. 

8706160073 

50-322 

G 

CARTER.S. 

8706300895 

50-184 

P 

CHARPENTIER.E. 

8706260024* 

50-443 

H 

CHRISTMANJ.N. 

8706190081 

50-322 

G 

CARTER, S.S. 

8706100140 

PR 


CHARTRAND,T.A. 

8706120294 

50-255 

F 

CHRISTMAN.J.N. 

8706190081 

50-322 

G 

CARTER-BLACK, P. 

8706100066 

PR 


CHARTRAND.T.A. 

8706150098 

50-255 

F 

CHRISTMANJ.N. 

8706250119 

50-322 

G 

CARTER-WHITE.K. 

8706250411* 

40-8027 


CHARTRAND,T,A. 

8706150150 

50-255 

F 

CHRISTMANJ.N. 

8706250119 

50-322 

G 

CARTWRIGHT 

8706250570 

PR 


CHASE,A.E. 

8706110383 

PR 


CHRISTNOT.E. 

8706160355 

, 50-424 

S 

CASALl.S, 

8706080215 

PR 


CHASEN.LR. 

8706250602 

PR 


CHRISTOFFER.G. 

8706160709* 

50-255 

c 

CASAZZA,M. 

8706250602 

PR 


CHAUDHARY.S. 

8706110455* 

50-412 

Q 

CHRISTOPHER.M. 

8706250570 

PR 


CASE.D.T. 

8706030283 

50-322 

G 

CHECK.P.S. 

8103231085* 

FOIA 


CHROSTOWSKI.T. 

8706080184 

PR 
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SUBJECT 

AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

CHUNG, J.W. 

8706090388* 

50-277 

Q 

CLOUGH.C. 

8706260409 

PR 


COLLINS, F. 

8706100443 

PR 


CHURCH, R.T. 

870626041 1 

PR 


CLOUTIER, N.A. 

8706100186 

PR 


COLLINS.K. 

8706080209 

PR 


CHURCHILL, NJ. 

8706090213 

PR 


CLOYD.J.S. 

8706010118 

PR 


COLLINS, LE. 

8706100468 

PR 


ClAMBRA.L 

8706250602 

PR 


CLYRE.J.J. 

8706250577 

PR 


COLLINS.S.J. 

8706090314 

50-220 

V 

CIANCIO.R. 

8706100441 

PR 


COALSON.T.R. 

8706160512 

WASTE MGT 

COLLINS.S.J. 

8706090319 

50-3 

V 

CIANO,K.M. 

8706250577 

PR 


COALSON.T.R. 

8706160519* 

WASTE MGT 

COLLINS.S.J. 

8706090351 

50-29 

V 

CIARLO.D. 

8706090134 

PR 


COBB.LI. 

8506060401 * 

PR 


COLLINS.S.J. 

8706090365 

50-334 

p 

CID,C.A. 

8706080278 

PR 


COBEAN.W.R. 

8706090009 

PR 


COLLINS.S.J. 

8706090368 

50-286 

V 

CIOFFI.J.A. 

8706040251 * 

70-135 


COCKFIELD.D.W. 

8706010097 

50-344 

P 

COLLINS.S.J. 

8706090376 

50-219 

V 

CIOFF1.J.A. 

8706090285* 

70-1100 


COCKFIELD,D.W. 

8706040059 

50-344 

Q 

COLLINS.S.J. 

8706090394 

50-244 

V 

CIRCOTTA,R. 

8706250565 

PR 


COCKFIELD.D.W. 

8706170358 

50-344 

Q 

COLLINS.S.J. 

8706090410 

50-333 

V 

CIRIGUANO,L 

8706250586 

PR 


COCKFIELD.D.W. 

8706170448 

50-344 

Q 

COLLINS.S.J. 

8706090427 

50-272 

V 

CIRRATO.H. 

8706250573 

PR 


COCKFIELD.D.W. 

8706170451 

50-344 

P 

COLLINS.S.J. 

8706100018 

50-309 

V 

ClUFO.P. 

8706100468 

PR 


COCKFIELD.D.W. 

8706190202 

50-344 

P 

COLLINS, S.J. 

87061 00054 

50-277 

V 

CLANCY, E. 

8706010118 

PR 


COCKFIELD.D.W. 

8706230126 

50-344 

S 

COLLINS.S.J. 

8706100078 

50-57 

V 

CLANCY,M. 

8706250588 

PR 


COCKFIELD.D.W. 

8706230143 

50-344 

P 

COLLINS.S.J. 

8706100090 

50-320 

V 

CURK,A.T. 

8706110250 

PROJ 


COCKFIELD.D.W. 

8706250441 

50-344 

P 

COLLINS.S.J. 

8706100205 

50-317 

V 

CLARK,C.A. 

8706050258* 

50-397 

Q 

COCKFIELD.D.W. 

8706250448* 

50-344 

P 

COLLINS.S.J. 

8706100220 

50-271 

V 

CLARK.C.A. 

8706240393* 

50-344 

Q 

COC02ELLA.E.C. 

8706260409 

PR 


COLLINS, S.J. 

8706100347 

50-289 

V 

CLARK,C.M. 

8706230227 

XPORTLIC 


CODEVE.R.J. 

8706090009 

PR 


COLLINS.S.J. 

8706100447 

50-5 

V 

CLARK, C.W. 

8706250588 

PR 


COE.D. 

8706170305* 

50-166 

Q 

COLLINS.S.J. 

8706100469 

50-193 

V 

CLARK.D. 

8706220199* 

FOiA 


COE.D.H. 

8706110347* 

50-317 

V 

COLLINS.S.J. 

8706110027 

50-412 

p 

CLARK,D.T. 

8706250177* 

FOIA 


COE.D.H. 

8706260379* 

50-134 

V 

COLLINS.S.J. 

8706110347* 

50-317 

V 

CLARK,D.T. 

8706250549* 

FOIA 


COE.E.C. 

8706250588 

PR 


COLLINS.S.J. 

8706120029* 

50-29 

V 

CLARK,F.E. 

8706080320* 

50-373 

V 

COE.H.E. 

8706250588 

PR 


COLLINS.S.J. 

8706170305* 

50-166 

Q 

CLARK,G.B. 

8706260409 

PR 


COEN.E.D. 

8706220404 

50-305 

P 

COLLINS.S.J. 

8706190125 

50-333 

V 

CLARK,G.L 

8706190109 

WASTE MGT 

COFFER.C.O. 

8706230324* 

50-275 

P 

COLLINS.S.J, 

8706190140* 

50-333 

V 

CLARK,J.R. 

8706220510* 

70-143 


COFFIE.G.W. 

8706250588 

PR 


COLLINS.S.J. 

8706220485 

50-387 

Q 

CLARK.J.R. 

8706240033* 

70-143 


COHEN.G. 

8706250588 

PR 


COLLINS.S.J. 

8706250071 * 

50-352 

V 

CLARK, K. 

8706090228* 

FOIA 


COHN.G. 

8706080215 

PR 


COLLINS.S.J. 

8706260379* 

50-134 

V 

CURK,LM. 

8706250577 

PR 


COLBORNE.A.S. 

8706080231 

PR 


COLLINS, T.R. 

8706160695* 

70-1201 


CLARK,P. 

8706100186 

PR 


COLBURN.T.Q. 

8706100435 

50-440 

P 

COLLINS, W.E. 

8706250588 

PR 


CLARK,P.R. 

8706190066 

50-320 

G 

COLBURN.T.G. 

8706240424 

50-440 

P 

COLOMBO.R.W. 

8706010221 

50-312 

S 

CLARK.P.R. 

8706250330 

50-219 

P 

COLBURN.T.Q. 

8706250012* 

50-440 

P 

COLOMBO.R.W. 

8706010222 

50-312 

R 

CLARK,P.R. 

8706300963 

50-289 

P 

COLBY.S. 

8706250570 

PR 


COLOMBO.R.W. 

8706010365 

50-312 

S 

CLARK, P.R. 

8706300966* 

50-289 

P 

COLE.R.F. 

8706020143 

50-456 

G 

COLOMBO.R.W. 

8706160037 

50-312 

S 

CLARK.R. 

8706260125 

50-352 

Q 

COLE.R.F. 

8706020159 

50-456 

G 

COLOMBO.R.W. 

8706160434 

50-312 

s 

CLARK.R.B. 

8706080231 

PR 


COLE.R.F. 

8706300440 

50-250 

G 

COLOMBO.R.W. 

8706160676 

50-312 

S 

CLARK, RJ. 

8706100213 

50-277 

P 

COLE.R.F. 

8706300476 

50-352 

G 

COLOMBO.R.W. 

8706170418 

50-312 

s 

CLAY.E.L 

8706100083* 

70-143 


COLE.R.F. 

8706300529 

50-352 

G 

COLOMBO.R.W. 

8706190166 

50-312 

s 

CLAY.E.L 

8706100425* 

70-1113 


COLEMAN.N. 

8706160459 

WASTE RES 

COLOMBO.R.W. 

8706240234 

50-312 

R 

CLAYTON, .SJ. 

8706230258 

50-285 

S 

COLEMAN.N.M. 

8706030438 

WASTE RES 

COLOMBO.R.W. 

8706300994 

50-312 

S 

CLAYTON,SJ. 

8706100398 

50-285 

S 

COLEMAN.N.M. 

8706160222 

WASTE RES 

COLVILLE.J.M. 

8706230378 

50-528 

R 

CLEARY,G. 

8706250586 

PR 


COLEMAN.N.M. 

8706160299 

WASTE RES 

COMACK.J. 

8706100359 

PR 


CLEARY,T. 

8706050357 

50-423 

S 

COLEMAN.N.M. 

8706160307 

WASTE RES 

COMBS.D.F. 

8706250570 

PR 


CLEMENCE.W. 

8706250577 

PR 


COLEMAN.N.M. 

8706160399 

WASTE MGT 

COMEAU.A. 

8706260409 

PR 


CLEMENS, J.F. 

8706100140 

PR 


COLEMAN, R. 

8706170199 

CONTRACT 


COMITO.J.A. 

8706250573 

PR 


CLEMENS,!. 

8706100397 

PR 


COLEMAN.R. 

8706250314 

CONTRACT 


COMLEY.S.B. 

8706080213 

PR 


CLEMENT,F.W. 

8706100186 

PR 


COLEMAN, R. 

8706250452 

CONTRACT 


COMTOIS.M.H. 

8706090185 

PR 


CLEMINS.A.R. 

8706030210* 

71-456 


COLEMAN.R. 

8706250559 

CONTRACT 


CONBOY.J.P. 

8706250586 

PR 


CLETCHER,J.W. 

8706160050 

NUREG 


COLER.G.L 

8706300268 

STATE PRO G 

CONDIKE.R. 

8706110203 

PR 


CLETCHER,J.W. 

8706160086 

NUREG 


COLETTA.R. 

8706100465 

PR 


CONDIT.R.E. 

8706030309 

50-498 

G 

CLEVELAND.J.E. 

8706080140 

40-8905 


COLEY.J.L 

8706250261 * 

50-324 

Q 

CONDIT.R.E. 

8706300456 

50-498 

G 

CLEVELAND.J.M. 

8706250294* 

FOIA 


COLEY, J.L 

8706300355* 

50-261 

Q 

CONKLIN.A. 

8706250570 

PR 


CLEVELAND, J.W. 

8706090281* 

FOIA 


COLLARD.T. 

8706250575 

PR 


CONLEY, B.C. 

8706080235 

PR 


CLEVELAND, J.W. 

8706090289* 

FOIA 


COLLINGHAM.R.E. 

8706260248* 

50-387 

P 

CON LON, T. 

8706260043* 

50-327 

Q 

CLEVELAND.J.W. 

8706090299* 

FOIA 


COLLINGS.S.P. 

8706220496 

40-8943 


CONLON.T.E. 

8706150020* 

50-369 

Q 

CLEVELAND,J.W. 

8706090305* 

FOIA 


COLLINS.D. 

8706110407* 

50-320 

Q 

CONLON.T.E. 

8706170160* 

50-261 

Q 

CLEVELAND, R.S. 

8706170449* 

FOIA 


COLLINS.D.M. 

8706010342 

50-261 

Q 

CONLON.T.E. 

8706260062* 

50-280 

Q 

CLEVELAND.R.S. 

8706180511* 

FOIA 


COLLINS.D.M. 

8706010414 

50-424 

F 

CONN.P.D. 

8706250227* 

FOIA 


CLEVELAND.R.S. 

8706190149* 

FOIA 


COLLINS.D.M. 

8706010469 

50-424 

Q 

CONNELL, L. 

8706080258 

PR 


CLEVELAND.R.S. 

8706190155* 

FOIA 


COLLINS.D.M. 

8706020183 

50-416 

F 

CONNER.G. 

8706250487* 

FOIA 


CLEVELAND,R.S. 

8706190315* 

FOIA 


COLLINS.D.M. 

8706030018 

50-250 

Q 

CONNER, T.B. 

8706020100 

50-352 

G 

CLEVELAND.R.S. 

8706240210* 

FOIA 


COLLINS.D.M. 

8706030361 

50-250 

Q 

CONNER.T.B. 

8706020100 

50-352 

G 

CLIFFORD.W.G. 

8706100186 

PR 


COLLINS.D.M. 

8706090009 

PR 


CONNER.T.B. 

8706020104 

50-352 

G 

CLINE, W. 

8706100471 

l&E 


COLLINS.D.M. 

8706100096 

50-62 

Q 

CONNER.T.B. 

8706020104 

50-352 

G 

CLINE.W.E. 

8705190197 

50-160 

Q 

COLLINS.D.M. 

8706100315 

50-369 

Q 

CONNER.T.B. 

8706250074 

50-352 

G 

CLINE.W.E. 

8706020234 

70-1151 


COLLINS.D.M. 

8706120208 

50-413 

Q 

CONNER.T.B. 

8706250074 

50-352 

G 

CLINE.W.E. 

8706030336 

50-395 

Q 

COLLINS.D.M. 

8706120214 

50-413 

Q 

CONNOLLY, R. 

8706090134 

PR 


CLINE.W.E. 

8706100079 

70-143 


COLLINS.D.M. 

8706120225* 

50-413 

Q 

CONNOR.G.C. 

8706050203* 

50-354 

P 

CLINE.W.E. 

8706100409 

70-1113 


COLLINS.D.M. 

8706160064 

50-413 

Q 

CONNOR.L 

8706090264 

FOIA 


CLINE.W.E. 

8706150059 

70-27 


COLLINS.D.M. 

8706160345 

70-824 


CONNOR.L. 

8706230069 

FOIA 


CLINE, W.E. 

8706150085 

70-1113 


COLLINS.D.M. 

8706160431 

50-413 

Q 

CONNORS.T.K. 

8706260409 

PR 



160025 

70-27 

7n_07 


COLLINS.D.M. 

r'ni 1 iMC n kjt 

8706160693 

Q-rncrtcni rm 

70-1201 

CA OO 

r\ 

CONOVER.D. 

8706030113 

WASTE RES 

no 
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CONTI, M.F. 

8706250570 

PR 


COUNSIUW.G. 

8706110040 

50-445 

F 

CROCKER.L.P. 

8706120144 

50-321 

P 

CONVERSE.RJ. 

8706090387 

50*333 

P 

COUNSIUW.G. 

8706110054 

50-445 

S 

CROCKER.UP. 

8706120209 

50-321 

P 

CONVERSE, RJ. 

8706150051 

50-333 

R 

COUNSIUW.G. 

8706110084 

50-445 

Q 

CROCKER, LP. 

8706120217* 

50-321 

P 

CONVERSE.RJ. 

8706160606 

50-333 

Q 

COUNSIUW.G. 

8706110297 

50-445 

S 

CROCKER.UP. 

8706160551 

50-321 

P 

CONVERSE.RJ. 

8706180260 

50-333 

Q 

COUNSIL.W.G. 

8706110324 

50-445 

S 

CROCKER.UP. 

8706170584 

50-321 

P 

CONWAYJ.F. 

8706100443 

PR 


COUNSIL.W.G. 

8706110442 

50-445 

F 

CROCKER.UP. 

8706220132 

50-321 

P 

COOK.B.W. 

8706250575 

PR 


COUNSIUW.G. 

8706120292 

50-445 

A 

CROCKETT.J. 

8706010118 

PR 


COOK.F.R. 

8706020255 

WASTE MGT 

COUNSIL.W.G. 

8706150172 

50-445 

S 

CRONENBERG.A.W. 

8706120168 

NUREG 


COOK.F.R. 

8706160154 

WASTE MGT 

COUNSIUW.G. 

8706150227 

50-445 

F 

CRONIN.R. 

8706250565 

PR 


COOK.G'.S. 

8706190069 

50-346 

G 

COUNSIUW.G. 

8706160178 

50-445 

Q 

CROOK.D. 

8706100456 

50-261 

S 

COOKJ. 

8706150051 

50-333 

R 

COUNSIUW.G. 

8706160226 

50-445 

S 

CROOKER.B. 

8706260410 

PR 


COOKJ.B. 

8706260409 

PR 


COUNSIUW.G. 

8706170025 

50-445 

S 

CROTEAU.R. 

8706150166 

50-280 

S 

COOKJ.L 

8706080225 

PR 


COUNSIUW.G. 

8706170035 

50-445 

S 

CROTEAU.R.B. 

8706100359 

PR 


COOK.K.W. 

8610220356* 

50-382 

Q 

COUNSIUW.G. 

8706170048 

50-445 

S 

CROW.W.T. 

8706220446* 

40-6563 


COOK,K.W. 

8706010201 

50-382 

F 

COUNSIUW.G. 

8706170072 

50-445 

S 

CROWDER, F.G. 

8706100443 

PR 


COOK,K.W. 

8706010315 

50-382 

Q 

COUNSIL.W.G. 

8706170204 

50-445 

A 

CROWEJ.F. 

8706080235 

PR 


COOK.K.W. 

8706010327 

50-382 

P 

COUNSIL.W.G. 

8706170275 

50-445 

S 

CROWE.M. 

8706080278 

PR 


COOK,K.W. 

8706090333 

50-382 

Q 

COUNSIUW.G. 

8706170310 

50-445 

S 

CROWLEY.B.R. 

8706120258* 

50-327 

Q 

COOK.K.W. 

8706100428 

50-382 

Q 

COUNSIL.W.G. 

8706170385 

50-445 

S 

CRUTCHFIELD.D. 

8706010380 

PROJ 


COOK,K.W. 

8706160701 

50-382 

Q 

COUNSIUW.G. 

8706170414 

50-445 

Q 

CRUTCHFIELD, D. 

8706040112 

50-267 

P 

COOK,K.W. 

8706170493 

60-382 

P 

COUNSIUW.G. 

8706170552 

50-445 

S 

CRUTCHFIELD.D. 

8706090046 

50-267 

H 

COOK.K.W. 

8706170493 

50-382 

P 

COUNSIUW.G. 

8706180053 

50-445 

S 

CRUTCHFIELD.D. 

8706090341 

50-275 

P 

COOK,K.W. 

8706180024 

50-382 

R 

COUNSIUW.G. 

8706220021 

50-445 

K 

CRUTCHFIELD.D. 

8706100007 

50-267 

Q 

COOK.K.W. 

8706190146 

50-382 

F 

COUNSIUW.G. 

8706220025* 

50-445 

K 

CRUTCHFIELD.D. 

8706100276 

50-456 

P 

COOK,K.W. 

8706230161 

50-382 

Q 

COUNSIUW.G. 

8706230480 

50-445 

S 

CRUTCHFIELD.D. 

8706110158 

50-282 

P 

COOK.M. 

8706100465 

PR 


COUNSIUW.G. 

8706240010 

50-445 

Q 

CRUTCHFIELD.D. 

8706120306 

50-498 

Q 

COOK,T.L 

8706090291* 

50-400 

P 

COUNSIUW.G. 

8706240067 

50-445 

S 

CRUTCHFIELD.D. 

8706150167 

50-206 

Q 

COOK.W. 

8706010377 

50-410 

S 

COUNSIUW.G. 

8706240224 

50-445 

S 

CRUTCHFIELD.D. 

8706160469* 

50-498 

A 

COOLEY, R.A. 

8706230263* 

50-458 

V 

COUNSIUW.G. 

8706240229 

50-445 

S 

CRUTCHFIELD.D. 

8706190145 

50-245 

P 

COOLEY, R.A. 

8706260327* 

50-313 

V 

COUNSIUW.G. 

8706240231 

50-445 

S 

CRUTCHFIELD.D. 

8706190156* 

50-245 

P 

COOLEY.R.A. 

8706300041* 

50-267 

V 

COUNSIUW.G. 

8706240302 

50-445 

S 

CRUTCHFIELD.D. 

8706300229 

50-601 

A 

COOLEY, R.A. 

8706300206* 

50-285 

V 

COUNSIUW.G. 

8706240319 

50-445 

A 

CRYSTAUD.M. 

8706110112 

PR 


COOMER.T.K. 

8706090312 

50-456 

S 

COUNSIUW.G. 

8706240421 

50-445 

S 

CSIDA.AJ. 

8706100186 

PR 


COONEY.M.J. 

8706080220 

50-352 

G 

COUNSIUW.G. 

8706250002 

50-445 

S 

CSIZMADIA.U 

8706260410 

PR 


COONEY.MJ. 

8706110441 

50-277 

F 

COUNSIUW.G. 

8706250098 

50-445 

S 

CUDIA.E. 

8706090127 

PR 


COONEY, MJ. 

8706160176 

50-277 

S 

COUNSIUW.G. 

8706250385 

50-445 

S 

CUE.B. 

8706250588 

PR 


COONEY.MJ. 

8706160332 

50-352 

S 

COUNSIUW.G. 

8706250427 

50-445 

S 

CUE.F. 

8706250588 

PR 


COONEY.MJ. 

8706170517 

50-277 

P 

COUNSIUW.G. 

8706300293 

50-445 

A 

CULBERSON.D.G. 

8706160139 

70-135 


COONEY.MJ. 

8706170574 

50-352 

S 

COUNSIUW.G. 

8706300361 

50-445 

S 

CULLEN.C. 

8706250565 

PR 


COONEY.MJ. 

8706300037 

50-352 

F 

COUNSIUW.G. 

8706300385 

50-445 

Q 

CULLEN, E.J. 

8706020199 

50-352 

F 

COOPER, A. 

8706080258 

PR 


COUNSIUW.G. 

8706300788 

50-445 

S 

CUMMING.E.R. 

8706010031 

PR 


COOPER.B.H. 

8706090127 

PR 


COUNSIL.W.G. 

8706300888 

50-445 

A 

CUMMING.W.R. 

8706090125 

50-322 

G 

COOPER.C.H. 

8706090066* 

50-252 

P 

COUNSIL.W.G. 

8706300975 

50-445 

A 

CUMMINGS.G.E. 

8706300026 

NUREG 


COOPER.C.H. 

8706300132* 

50-182 

P 

COUNTS.C.M. 

8706030090 

50-395 

F 

CUMMINGSJ.B. 

8706090009 

PR 


COOPER, H. 

8706250570 

PR 


COUNTS.M. 

8706240138 

50-395 

F 

CUMMINSJ.E. 

8706050075* 

50-498 

Q 

COOPER, J.D. 

8706090246* 

STATE PRO 

>G 

COURANT.H. 

8706250602 

PR 


CUMMINSJ.E. 

8706190305* 

50-482 

Q 

COOPER, R.A. 

8706180476* 

CONTRACT 


COURT.R. 

8706250575 

PR 


CUNDALUP.A. 

8706160281* 

WASTE RES 

COOPER.S. 

8706010162* 

50-413 

F 

COVELUR. 

8706080235 

PR 


CUNNINGHAM.G.E. 

8706030287 

71-5939 


COPEL,K. 

8706110294 

PR 


COVILUD.L. 

8706080194 

PR 


CUNNINGHAM.G.H. 

8706180045 

WASTE MGT 

COPELANDJ.F. 

8706230265* 

50-321 

Q 

COWAN.S.P. 

8706030249 

WASTE MGT 

CUNNINGHAM.R.E. 

8706050209 

50-3 

Q 

COPELAND, W.H. 

8706090127 

PR 


COWGILUC. 

8706110407* 

50-320 

Q 

CUNNINGHAM, R.E. 

8706100296 

50-261 

Y 

CORBETT.M.J. 

8706090086 

PR 


COWLES, R.B. 

8706160484 

50-354 

S 

CUNNINGHAM.R.E. 

8706180343* 

FOIA 


CORCORAN, A.C. 

8706250575 

PR 


COWLES.R.B. 

8706170157 

50-354 

S 

CUNNINGHAM.R.E. 

8706180386* 

FOIA 


CORDES.E. 

8706110112 

PR 


COX.T.H. 

8706080209 

PR 


CUNNINGHAM.R.E. 

8706190298* 

FOIA 


CORDES,F. 

8706080225 

PR 


COY.A. 

8706260412 

PR 


CUNNINGHAM.R.E. 

8706190343* 

FOIA 


COREY, N.H. 

8706110041 

PR 


COY.M. 

8706260412 

PR 


CUNNINGHAM.R.E. 

8706220303 

50-3 

Q 

CORNELIUS.M. 

8706170054* 

40-7745 


CRAIG.C. 

8706110203 

PR 


CUNNINGHAM.R.E. 

8706220303 

50-322 

Q 

CORNELLY.F. 

8706250586 

PR 


CRAIG.J.W. 

8706120249* 

50-344 

P 

CUNNINGHAM.R.E. 

8706250199* 

FOIA 


CORRAR.M. 

8706250570 

PR 


CRAMER.UF. 

8706030467 

WASTE RES 

CUNNINGHAM.R.E. 

8706250429* 

FOIA 


CORREiA.R.P. 

8706050094* 

50-344 

Q 

CRANE.M.T. 

8706100441 

PR 


CUNNISON.N.E. 

8706250577 

PR 


CORSENTINO.F. 

8706080178 

PR 


CRANSTON,A. 

8706250436* 

MISC 


CUNNNINGHAM.A.L 

8706300638* 

50-302 

Q 

CORTIGLIO.AJ. 

8706260410 

PR 


CRANSTON,A. 

8706300124* 

FOIA 


CURLING, F.A. 

8706250588 

PR 


CORTLAND,P. 

8706240317* 

50-344 

Q 

CRANWELL.R.M. 

8706030055 

WASTE RES 

CURRAN.D. 

8706020085 

50-443 

G 

CORTRIGHT.D. 

8706100468 

' PR 


CRANWELUR.M. 

8706030261 

WASTE RES 

CURRAN, D. 

8706020085 

50-443 

G 

CORUNJ.W. 

8706160225* 

71-9102 


CRANWELUR.M. 

8706030449 

WASTE RES 

CURRAN.D. 

8706020126 

50-443 

G 

CORWIN, P. 

8706110203 

PR 


CRAVENS,K.B. 

8706110169 

50-254 

S 

CURRAN.D. 

8706020126 

50-443 

G 

COSTA.H.J. 

8706090086 

PR 


CRAWFORDJ.D. 

8706170168 

50-259 

R 

CURRAN.D. 

8706100169 

50-443 

Q 

COSTELLO.F. 

8706090386 

l&E 


CREAMER, R. 

8706080265 

PR 


CURRAN.D. 

8706100169 

50-443 

G 

COSTELLO.F. 

8706230166* 

FOIA 


CREEDJ.R. 

8706010319* 

50-456 

Q 

CURRAN.D. 

8706250116 

50-443 

G 

COSTLEY,WJ. 

8706160225* 

71-9102 


CREEDJ.R. 

8706030153* 

50-461 

Q 

CURRAN.D. 

8706250116 

50-443 

G 

COTE,H.S. 

8706260410 

PR 


CREEDJ.R. 

8706110356* 

50-315 

Q 

CURRAN.D. 

8706250149* 

50-443 

G 

COTTER.B.P. 

8706020080 

50-275 

G 

CREEDJ.R. 

8706120290* 

50-282 

Q 

CURRAN.D. 

8706250149* 

50-443 

G 

COTTER, B.P. 

8706160078 

50-456 

G 

CREEDJ.R. 

8706160652* 

50-440 

Q 

CURTIN.G. 

8706110294 

PR 


COTTER, B.P. 

8706250412* 

50-322 

G 

CREEDJ.R. 

8706170536* 

50-255 

Q 

CURTIS.C.E. 

8706100186 

PR 


COTTER.B.P. 

8706300449 

50-320 

G 

CREEDJ.R. 

8706230499* 

50-10 

Q 

CURTIS.O.E. 

8706260412 

PR 


COTTER.B.P. 

8706300450 

50-276 

T 

CREW.V. 

8706290019 

50-331 

S 

CUSIMANO.J. 

8706250570 

PR 


COUCH, LP. 

870626041 1 

PR 


CREW.VJ, 

8706110138 

50-331 

S 

CUTCHINJ.M. 

8706250393* 

50-322 

G 

COUNSIUW.G. 

8701280233 

50-445 

S 

CREWSJ.L. 

8706050094* 

50-344 

Q 

CUTLER, A.B. 

8706120062 

50-324 

K 

COUNSIL.W.G. 

8706040002 

50-445 

Q 

CREWS,J.L. 

8706300609* 

50-528 

P 

CUTTER.A.B. 

8706010170 

50-400 

Q 

COUNSIUW.G. 

8706040003 

50-445 

S 

CRIPPS.CJ. 

8706110383 

PR 


CUTTER.A.B. 

8706050160 

50-400 

P 

COUNSIUW.G. 

8706040007 

50-445 

Q 

CRISPELUA. 

8706250570 

PR 


CUTTER.A.B. 

8706180016 

50-400 

P 

COUNSIUW.G. 

8706040010 

50-446 

S 

CRITCHLEY,E.M. 

8706250575 

PR 


CUTTER, A.B. 

8706180220 

50-324 

P 

COUNSIUW.G. 

8706040020 

50-445 

S 

CRLENJAK,R.V. 

8706100141* 

50-335 

Q 

CUTTER, A.B. 

87061 80266 

50-261 

P 

COUNSIL.W.G. 

8706100316 

50-445 

s 

CROCKER, L. 

8706080278 

PR 


CUTTER,A.B. 

8706230261 

50-261 

P 

COUNSIUW.G. 

8706100384 

60-445 

Q 

CROCKER, UP. 

8706030434 

50-321 

P 

CUTTER, A.B. 

8706290025 

50-324 

P 

COUNSIUW.G. 

8706100497 

50-445 

S 

CROCKER.UP. 

8706050272 

50-321 

P 

CUTTER,A.B. 

8706300291 

50-324 

P 

COUNSIUW.G. 

8706110008 

50-445 

Q 

CROCKER.L.P. 

8706100321 

50-321 

P 

CUTTER, A.B. 

8706300856 

50-324 

P 

COUNSIUW.G. 

8706110033 

50-445 

S 

CROCKER.L.P. 

8706100361 

50-321 

P 

CUTTER.A.B. 

8706300949 

50-324 

P 
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CWALINA.C.B. 

8706080235 

PR 


DAWIDZIAK.M. 

8706090167 

PR 


DENTON.H.R. 

8407170551* 

NUREG 


CYBULSKIS.P. 

8706160331* 

FOIA 


DAWSON.M. 

8706190005 

50-255 

F 

DENTON, H.R. 

8412270591* 

NUREG 


CYBULSKIS.P. 

8706160391* 

FOIA 


DAY,R.E. 

8706250575 

PR 


DENTON.H.R. 

8504250426* 

50-275 

P 

C2AR,G. 

870625061 1 ’ 

50-322 

G 

DAY-LEWtS.F.E. 

8706090086 

PR 


DENTON.H.R. 

8506100158* 

FOIA 


C2AYA.P.F. 

8706030495 

50-219 

S 

DAYAL.R. 

8706160718* 

FOIA 


DENTON.H.R. 

8610090431* 

50-440 

P 

D’ADDEARNS.P. 

8706250586 

PR 


DAYALR. 

8706250322* 

FOIA 


DENTON.H.R. 

8706020127 

XPORTLIC 


D’ALESSANDRO.P. 

8706100397 

PR 


DAYALR. 

8706250327* 

FOIA 


DENTON.H.R. 

8706040051* 

NUREG 


D’AMAT0,A.M. 

8706250601 * 

50-322 

G 

DAYALR. 

8706250365* 

FOIA 


DENTON.H.R. 

8706090111 

50-322 

G 

D’AMECO,J.J. 

8706250577 

PR 


DAYAL,R. 

8706250377* 

FOIA 


DEPATTI.M. 

8706250586 

PR 


D’AMEUA.J. 

8706110203 

PR 


DAYSON.W.R. 

8706090009 

PR 


DEPIETTO.E. 

8706080178 

PR 


D’ANDRE.M.M. 

8502190034* 

50-322 

G 

DE AGAZIO.A.W. 

8706050064 

50-346 

P 

DEPP.L. 

8706250573 

PR 


D’ANDREA.B. 

8706250565 

PR 


DE AGAZIO.A.W. 

8706230204 

50-346 

F 

DEROSA.A.B. 

8706260412 

PR 


D'ANGELO.A. 

8706260100 

50-312 

S 

DE BELLIS.R.C. 

8706250569 

PR 


DERRICKSON.W.B. 

87061 60500 

50-443 

F 

D’ANGELOA 

8706260409 

PR 


DE BRAUN.M.W. 

8706100443 

PR 


DERTZO.L.M. 

8706250573 

PR 


D’ANGELO.AJ. 

8706050242’ 

50-312 

Q 

DE KORNE.J.H. 

8706250588 

PR 


DESANDRE.A. 

8706080286 

PR 


D’ANGELO.C. 

8706250602 

PR 


DE LEON.J.D. 

8706160109 

PR 


DESAULNIERS.G. 

8706080204 

PR 


D'ANTONIO.J.R. 

8706180458 

WASTE MGT 

DE LUCA. I. 

8706250602 

PR 


DESIMONE.A.M. 

8706110041 

PR 


D’ANTONIO.J.R. 

8706230026 

WASTE MGT 

DE MATTIA.E.C. 

8706110294 

PR 


DESSER.D.C. 

8706250570 

PR 


D’AURIA.R. 

8706250602 

PR 


DE NEUFVILLE.E. 

8706260409 

PR 


DESTEFANO.P. 

8706090020 

50-247 

S 

D’AVELLA.M. 

8706260410 

PR 


DE NEUFVILLE.L. 

8706250588 

PR 


DESTEFANO.W. 

8706250575 

PR 


DAGAN.G. 

8706030339* 

WASTE MGT 

DE RIENZO.H. 

8706250602 

PR 


DETTERMAN.L.B. 

8706100465 

PR 


DAGER.HJ. 

8706300919 

50-250 

P 

DEAN.C.B. 

8706170220 

50-213 

R 

DEUTSCH.A. 

8706190250’ 

FOIA 


DAGHER.S.M. 

8706250588 

PR 


DEAN.C.H. 

8706240195* 

50-328 

P 

DEUTSCH.A. 

8706240298* 

FOIA 


DAGLIOA. 

8706090185 

PR 


DEAN.R.S. 

8706240093 

NUREG 


DEUTSCH.A. 

8706250028* 

FOIA 


DAHER.J.S. 

8706250582 

PR 


DEAN.R.S. 

8706240323 

NUREG 


DEUTSCH.A. 

8706250049* 

FOIA 


DAHL.E. 

8706080263 

PR 


DEAN.W.M. 

8706300911* 

50-302 

V 

DEUTSCH,A. 

8706250080* 

FOIA 


DAHLMAN.LC. 

8706110210* 

50-282 

Q 

DEANGELIS.J.J. 

8706050145* 

50-327 

P 

DEUTSCH.A. 

8706250114* 

FOIA 


DAICH.G. 

8706080235 

PR 


DEANGELIS.J.J. 

8706300141* 

50-327 

P 

DEUTSCH.A. 

8706250129* 

FOIA 


DALENAD.T. 

8706110294 

PR 


DEANGELIS.J.J. 

8706300149* 

50-327 

P 

DEUTSCH.A. 

8706250288* 

FOIA 


DALEY, V. 

8706250602 

PR 


DEARIE.K.A. 

8706160009 

FOIA 


DEUTSCH.A. 

8706250541 * 

FOIA 


DALY.L.C. 

8706090213 

PR 


DEAVERS.R.A. 

8706110294 

PR 


DEUTSCH.A. 

8706250561 * 

FOIA 


DAMER.D.B. 

8706090134 

PR 


DEBBAGE,A.G. 

8706240049* 

50-259 

P 

DEVESLIS.B.S. 

8706260210* 

50-443 

H 

DAMON.D.J. 

8706230325* 

50-454 

V 

DEBISSCHOP.K. 

8706250602 

PR 


DEVINCENTIS.J. 

8706080187* 

50-443 

Q 

DANCE.H.C. 

8706010426* 

50-395 

Q 

DECARO.J. 

8706250588 

PR 


DEVINCENTIS.N. 

8706010031 

PR 


DANCE, H.C. 

8706020006* 

50-416 

Q 

DECKER,H.W. 

8706030066* 

70-1257 


DEVINE.T. 

8705280189* 

REVIEW GR P 

DANCE.H.C. 

8706170316* 

50-348 

Q 

DECKER.T.R. 

8706020222* 

50-390 

Q 

DEVINE.T. 

8705280192* 

REVIEW GR P 

DANCE.H.C. 

8706250293* 

50-395 

Q 

DECKER.T.R. 

8706030060* 

50-280 

Q 

DEVINE.T. 

8706260177* 

50-275 

P 

DANESE.F.L 

8706030083 

71-9010 


DECKER.T.R. 

8706100101* 

50-62 

Q 

DEVINE.T. 

8706260410 

PR 


DANESE.F.L 

8706160283 

71-9010 


DECKER.T.R. 

8706160436* 

50-413 

Q 

DEVINE, W.H. 

8706250602 

PR 


DANESE.F.L 

8706160480 

71-9010 


DECKER.T.R. 

8706300057* 

50-424 

Q 

DEVITA.A. 

8706250570 

PR 


DANIELSON, D.H. 

8706010054* 

50-331 

Q 

DECKER.T.R. 

8706300638* 

50-302 

Q 

DEYOUNG.R.C. 

8706240156* 

50-280 

S 

DANIELSON.D.H. 

8706100077* 

50-457 

Q 

DEDDENS.J.C. 

8706110431 

50-458 

P 

DHILLON.H.S. 

8706240296* 

CONTRACT 


DANIELSON, D.H. 

8706160287* 

50-237 

Q 

DEDDENS.J.C. 

8706240242 

50-458 

P 

Dl BERNARDO.A. 

8706250573 

PR 


DANIELSON.D.H. 

8706170356’ 

50-440 

Q 

DEDDENS.J.C. 

8706240255 

50-458 

P 

Dl BUENYA.M. 

8706250577 

PR 


DANIELSON.D.H. 

8706170494* 

50-266 

Q 

DEDDENS.J.C. 

8706260013 

50-458 

P 

Dl NELLO.C. 

8706250602 

PR 


DANIELSON.D.H. 

8706190380* 

50-254 

Q 

DEEGAN.C. 

8706250577 

PR 


Dl PAOLA.A. 

8706250573 

PR 


DANIELSON.D.H. 

8706240306* 

50-331 

Q 

DEER IN WATER 

8706050044* 

40-8027 


Dl PLACIDI.M. 

8706260411 

PR 


DANNALS.M.I. 

8706260410 

PR 


DEFAYETTE.R. 

8706010415 

50-346 

S 

Dl SALVO.J.G. 

8706100066 

PR 


DANNEKER.R.F. 

8706090009 

PR 


DEFAYETTE.R. 

8706110320 

50-346 

S 

Dl TOSTI.A. 

8706260409 

PR 


DARE.E. 

8706100441 

PR 


DEFAYETTE.R. 

8706160190* 

50-266 

Q 

DIBENEDETTO.L. 

8706250588 

PR 


DARISH.D. 

8706010118 

PR 


DEFAYETTE.R. 

8706230347* 

50-305 

Q 

DICK.G.F. 

8706170050 

50-313 

P 

DARNELL, F.F, 

8706190026* 

FOIA 


DEFAYETTE.R. 

8706260119 

50-266 

S 

DICK.J.E. 

8706090086 

PR 


DARRELL, S. 

8706080215 

PR 


DEFAYETTE.R. 

8706300232 

50-266 

S 

DICKEY.J.W. 

8706300996 

50-250 

R 

DARROW.K.L. 

8706080209 

PR 


DEFAYETTE.R. 

8706300897* 

50-282 

Q 

DICKINSON.M. 

8706100468 

PR 


DATTON.F. 

8706080257 

PR 


DEFAYETTE.R.W. 

8706300985* 

50-282 

Q 

DICKINSON.W.R. 

8706110294 

PR 


DAU.G. 

8706250573 

PR 


DEFFERDING.L 

8706110200* 

50-269 

P 

DICORIA.A. 

8706080178 

PR 


DAVENPORT.LC. 

8210200110* 

PR 


DEFFERDING.LJ. 

8706100477* 

50-255 

V 

DIDERICH, G.J. 

8706160686 

50-373 

S 

DAVENPCFT.l .0. 

8705290266* 

PR 


DEFFERDING.LJ. 

8706110144* 

50-255 

V 

DIDWALLE.M. 

8706030120 

NUREG 


DAVENPCF'''.LC. 

8705290295* 

PR 


DEFFERDING.LJ. 

8706160007 

50-413 

P 

DIEDERICH.G.J. 

8706090373 

50-374 

S 

DAVENPORT.LC, 

8705290298* 

PR 


DEFRANC1SCO.A. 

8706160440 

71-473 


DIEDERICH.G.J. 

8706160409 

50-374 

S 

DAVENPORT.LC. 

8706010191* 

PR 


DEL PESCE.P. 

8706100066 

PR 


DIEDERICH.G.J. 

8706160638 

50-373 

R 

DAVENPORT.LC. 

8706010256* 

PR 


DELANEY.D. 

870626041 1 

PR 


DIEDERICH.G.J. 

8706160694 

50-374 

s 

DAVENPORT.LC. 

8706010312* 

PR 


DELANEY, J.C. 

8706180311* 

40-527 


DIEDERICH.G.J. 

8706170352 

50-374 

S 

DAVENPORT.LC. 

8706020168* 

PR 


DELANEY,J.C, 

8706180404* 

40-527 


DIEDERICH.G.J. 

8706170374 

50-374 

S 

DAVIDOFF.D.B. 

87061 60476 

STATE PRO 

G 

DELANEY.J.C. 

8706180454* 

40-527 


DIEDERICH.G.J. 

8706180030 

50-373 

S 

DAVIDSON.B.H. 

8706250602 

PR 


DELANEY, J.C. 

8706180497* 

40-527 


DIEDERICH.G.J. 

8706300083 

50-373 

s 

DAVIDSON, B.S. 

8706050139* 

50-247 

Q 

DELANEY,J.C. 

8706190129* 

40-233 


DIEHM.B.P. 

8706250602 

PR 


DAViDSON.B.S. 

8706300969* 

50-219 

Q 

DELANO.C.M. 

8706080263 

PR 


DIENPHY.A. 

8706250602 

PR 


DAVIDSON, W.L, 

8706190001 

50-206 

P 

DELANO.R.A. 

8706110383 

PR 


DIETZ, C.R. 

8706010137 

50-325 

s 

DAVIS, A.B. 

8108180310* 

FOIA 


DELL’ACCIO.LM. 

8706250570 

PR 


DIETZ.C.R. 

8706030359 

50-324 

Q 

DAVIS.A.B. 

8706010444 

50-456 

Q 

DELLAVECCHIA,M. 

8706250602 

PR 


DIETZ.C.R. 

8706080046 

50-325 

s 

DAVIS, A.B. 

8706240238 

50-237 

Q 

DELMONTE,H. 

8706080209 

PR 


DIETZ.C.R. 

8706090397 

50-324 

S 

DAVIS, E.D. 

8706080231 

PR 


DELOACH, J.T. 

8706260410 

PR 


DIETZ.C.R. 

87061 00334* 

50-324 

Q 

DAVIS, F.C. 

8706220455* 

FOIA 


DELOOPER.J. 

8706230384 

TOPREP 


DIETZ.C.R. 

87061 20066 

50-325 

s 

DAVIS, F.C. 

8706220468* 

FOIA 


DELSANDRO.P. 

8706080178 

PR 


DIETZ.C.R. 

8706170300 

50-325 

S 


DAVIS, F n 



PERSONAL AUTHOR INDEX 381 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


DIGNAN.T.G. 

8706020071 

50-443 

G 

DOMER.J.A. 

8706110291 

50-259 P 

DROUIN.B.S. 

DIGNAN.T.G. 

8706020076 

50-443 

G 

DOMER.J.A. 

8706170407 

50-327 Q 

DROWN, D.P. 

DIGNAN.T.G. 

8706100202 

50-443 

G 

DOMER.J.A. 

8706170514 

50-327 P 

DRUCKENMILLER 

DIGNAN.T.G. 

8706190058 

50-271 

G 

DOMER.J.A. 

8706170583 

50-327 P 

DRUCKER.I. 

DIGNAN.T.G. 

8706190058 

50-271 

G 

DOMER.J.A. 

8706230049 

50-327 Q 

DRUGA.R.J. 

DIGNAN.T.G. 

8706190115 

50-271 

G 

DOMER.J.A. 

8706230149 

50-327 P 

DRUGA.R.J. 

DIGNAN.T.G. 

87061 90115 

50-271 

G 

DOMER.J.A. 

8706230199 

50-390 Q 

DRUGA.R.J. 

DIGNAN.T.G. 

8706190128 

50-271 

G 

DOMER.J.A. 

8706230440 

50-259 Q 

DRUGA.R.J. 

DIGNAN.T.G. 

8706190128 

50-271 

G 

DOMER.J.A. 

8706250267 

50-390 Q 

DRUGA.R.J. 

DIGNAN.T.G. 

8706190212* 

50-443 

G 

DOMER.J.A. 

8706300942 

50-327 P 

DRUMM.K.J. 

DIGNAN.T.G. 

8706190212* 

50-443 

G 

DONALD.R.R. 

8706090009 

PR 

DU MOULIN.C.T. 

DIGNAN.T.G. 

8706190219* 

50-443 

G 

DONALDSON.M.R. 

8706120172 

NUREG 

DU-ITT,T. 

DIGNAN.T.G. 

8706190219* 

50-443 

G 

DONALDSON.W.H. 

8706250588 

PR 

DUBE.R. 

DIGNAN.T.G. 

8706190229* 

50-443 

G 

DONATH.D.M. 

8706190246* 

40-233 

DUBE.R. 

DIGNAN.T.G. 

8706190229* 

50-443 

G 

DONCHIAN.D. 

8706080265 

PR 

DUBINSKI.L. 

DIGNAN.T.G. 

8706190235* 

50-443 

G 

DONNELLY, D. 

8706250565 

PR 

DUBINSKI.L. 

DIGNAN.T.G. 

8706190235* 

50-443 

G 

DONNELLY.J. 

8706030088 

WASTE MGT 

DUBINSKI.L. 

DIGNAN.T.G. 

8706190242* 

50-443 

G 

DONNELLY, R. 

8706080215 

PR 

DUBINSKI.L. 

DIGNAN.T.G. 

8706190242* 

50-443 

G 

DONOFF.F. 

8706250570 

PR 

DUBINSKI.L. 

DIGNAN.T.G. 

8706190248* 

50-443 

G 

DONOFF.F. 

8706250577 

PR 

DUBINSKI.L. 

DIGNAN.T.G. 

8706190248* 

50-443 

G 

DONOHEW.J. 

8706160008 • 

50-327 S 

DUBINSKI.L. 

DIGNAN.T.G. 

8706190263* 

50-443 

G 

DONOHEW.J.N. 

8706010011 

50-327 T 

DUBOIS.B. 

DIGNAN.T.G. 

8706190263* 

50-443 

G 

DONOHEW.J.N. 

8706120141 

50-327 Q 

DUBOIS, D. 

DIGNAN.T.G. 

8706190281* 

50-443 

G 

DONOHEW.J.N. 

8706170522 

50-327 P 

DUBOIS, D. 

DIGNAN.T.G. 

8706190281* 

50-443 

G 

DONOHEW.J.N. 

8706300403 

50-327 Q 

DUBOIS.D. 

DIGNAN.T.G. 

8706250100 

50-443 

G 

DONOHEW.J.N. 

8706300428 

50-327 P 

DUBOIS.D.L. 

DIGNAN.T.G. 

8706250100 

50-443 

G 

DONOHUE.M.J. 

8706100468 

PR 

DUCK.T . 

DIGNAN.T.G. 

8706250102 

50-443 

G 

DONOVAN, B.A. 

8706250577 

PR 

DUDDY.F.M. 

DIGNAN.T.G. 

8706250102 

50-443 

G 

DONVAN.F.D. 

8706080235 

PR 

DUDLEY.O.A. 

DIGNAN.T.G. 

8706300443 

50-443 

G 

DOOB.F. 

8706250602 

PR 

DUDLEY, R.F. 

DIGNAN.T.G. 

8706300443 

50-443 

G 

DORAN.B.M. 

8706260409 

PR 

DUFF.V. 

DIIANNI.D.C. 

8706050106* 

50-266 

P 

DOREN.E.M. 

8706250565 

PR 

DUFFY.T.P. 

DIIANNI.D.C. 

8706150151* 

50-315 

P 

DORFMAN.M. 

8706250573 

PR 

DUGEE.E.E. 

DILGARD.E.L 

8706080178 

PR 


DORIT.E.E. 

8706250588 

PR 

DUGGAN, G. 

DILGARD.W.P. 

8706110294 

PR 


DORSEY.D.W. 

8706090086 

PR 

DUGSTAD.D. 

DILLION.H.S. 

8706260409 

PR 


DORSEY, M. 

8706110242 

CONTRACT 

DUMSER.N. 

DILLON, P.B. 

8706150244* 

50-335 

P 

DORSEY.M. 

8706120123 

CONTRACT 

DUNBAR, J.A. 

DILWORTH.S.C. 

8706040223 

50-424 

R 

DORSEY,M. 

8706120142 

CONTRACT 

DUN BAR, J.C. 

DILWORTH.S.C. 

8706190313 

50-424 

R 

DORSEY,M. 

8706240029 

CONTRACT 

DUNDAS.W.J. 

DIMAURO.J. 

8706090213 

PR 


DORSEY.M. 

8706240300 

CONTRACT 

DUNHAM, M.H. 

DIMEGLIO, A.F. 

8706090354 

50-193 

P 

DORSEY.M. 

8706240400 

CONTRACT 

DUNLOP.A. 

DINOVIS,J.P. 

8706250565 

PR 


DORSEY.M. 

8706250339 

CONTRACT 

DUNN.G.A. 

DINSEL.M.R. 

8706120172 

NUREG 


DORSEY.M. 

8706250546 

CONTRACT 

DUNN, G. A. 

DIPIETRO.A.L. 

8706080231 

PR 


DORSEY.M. 

8706260068 

CONTRACT 

DUNN.G.A. 

DIPROFIO.V.J. 

8706090127 

PR 


DORSEY.M. 

8706290020 

CONTRACT 

DUNN.G.A. 

DIRCKS.W.J. 

8304190234* 

50-272 

P 

DOSKOCIUW.C. 

8706010031 

PR 

DUNN.G.A. 

DIRCKS.W.J. 

8401310526* 

FOIA 


DOSTER.D. 

8706110294 

PR 

DUNN.G.A. 

DIRCKS,W.J. 

8405160181* 

NUREG 


DOUGHERTY.J.G. 

8706230179 

50-155 S 

DUNN.G.A. 

0IRCKS,W.J. 

8503250034* 

FOIA 


DOUGHTY.J. 

8706090167 

PR 

DUNN.G.A. 

DIRCKS,W.J. 

8504050159* 

50-323 

P 

DOUGHTY.J. 

8706100108 

50-443 G 

DUNN.G.A. 

DIRCKS.W.J. 

8505090516* 

50-323 

P 

DOUGLAS.J.C. 

8706260412 

PR 

DUNN.G.A. 

DIRCKS.W.J. 

8505090526* 

50-323 

P 

DOUSKEY.P. 

8706260412 

PR 

DUNN.G.A. 

DIRCKS.W.J. 

8706010273* 

PR 


DOW.P. 

8706110203 

PR 

DUNN.M.J. 

DIRCKS.W.J. 

8706100489* 

50-323 

P 

DOWD.P.A. 

8706080263 

PR 

DUNN.R.B. 

DIRCKS.W.J. 

8706300117* 

FOIA 


DOWLESS.W.A. 

8706090009 

PR 

DUNNE, B.J. 

DIRCKS,W.J. 

8706300219* 

FOIA 


DOWLING, G. 

8706100066 

PR 

DUNNE.E. 

DISCEPOLO.R. 

8706080209 

PR 


DOWNING, G. 

8706250573 

PR 

DUNNING, T. 

DISIMONE.M.L 

8706250570 

PR 


DOWNS.K. 

8706250570 

PR 

DUNSEITH.M. 

DtSKAVICH.E. 

8706250575 

PR 


DOYLE.B.A. 

8706010031 

PR 

DUPPSTADT.A.G. 

DJERRARI.A. 

8706030339* 

WASTE MGT 

DOZIER.A.J. 

8706250565 

PR 

DURFEE.P.J. 

DJERRARI,A.M. 

8706030345* 

WASTE MGT 

DRAB.G. 

8706250573 

PR 

DURFEE.P.J. 

DMUCHOWSKI.M.A, 

8706250573 

PR 


DRAGONETTE.K. 

8706250388* 

FOIA 

DURR.J.P. 

DOANE,R.L 

8706090185 

PR 


DRAGONETTE.K. 

8706250396* 

FOIA 

DUSTIN, LR. 

DOCTER,J. 

8706100370 

PR 


DRAGONETTE.K.S. 

8706250192* 

FOIA 

DUTRA.M. 

DODA,R.J. 

8706150247 

l&E 


DRAGOUN.T. 

8706300891 * 

50-277 Q 

DUTRA.M.A. 

DODD.H.E. 

8706090213 

PR 


DRAKE, C.H. 

8706260410 

PR 

DUVAL, E. 

DODDS, R.T. . 

8604030255* 

50-275 

P 

DRANE.S.R. 

8706170097* 

50-327 P 

DWAN.N. 

DOE.C.C. 

8706260410 

PR 


DRAP.A.M. 

8706250588 

PR 

DWAN.N. 

DOHERTY, J.F. 

8706300518 

50-443 

G 

DRAPER.D.G. 

8706250519* 

FOIA 

DWORKIN.S. 

DOHERTY, T. 

8706250602 

PR 


DRAPER.E.L 

8706180272 

50-458 I 

DYSON, J.B. 

DOLAN, J. 

8706080215 

PR 


DRAPER.GJ. 

8706100359 

PR 

DZENIS.E.A. 

DOLAN, J.C. 

8706100186 

PR 


DREGA.S. 

8706080231 

PR 

DZENIS.E.A. 

DOLAN.M. 

8706250573 

PR 


DREIVES.P. 

8706250586 

PR 

DZURIS.W.H. 

DOLIBER.D. 

8706230434 

50-254 

S 

DREW.E.J. 

8706110383 

PR 

EAPEN.P.K. 

DOLINS.S.L 

8706170183* 

FOIA 


DREW.J. 

8706260409 

PR 

EAPEN.P.K. 

DOLINS.S.L. 

8706170521* 

FOIA 


DREW-MOYER.R. 

8706080209 

PR 

EAPEN.P.K. 

DOLLARD, J.K. 

8706250588 

PR 


DRIELAK.J. 

8706080258 

PR 

EAPEN.P.K. 

DOLLY, G. 

8706250573 

PR 


DRISCOLUB. 

8706250602 

PR 

EAPEN.P.K. 

DOMER,J.A. 

8706010446 

50-327 

P 

DRISCOLL, J.W. 

8706030435* 

50-285 P 

EARNEST, A.B. 

DOMER.J.A. 

8706010456 

50-327 

P 

DRISKELUW.E. 

8706030180 

NUREG 

EARNEST.A.B. 

DOMER.J.A. 

8706020249 

50-327 

P 

DRISKILL.D.D. 

8706160233* 

FOIA 

EASON, C.F. 

DOMER,J.A. 

8706030144 

50-327 

P 

DRISKILL.D.D. 

8706160483* 

FOIA 

EASTMAN, A. 

DOMER.J.A. 

8706030421 

50-327 

p 

DRISKILUD.D. 

8706170629* 

FOIA 

EASTMENT.D.M. 

DOMER.J.A. 

8706100326 

50-259 

P 

DROAZIO.G, 

8706080184 

PR 

EBBELING.W.D. 

DOMER,J.A. 

8706100381 

50-327 

P 

DRODT.R.C. 

8706100186 

PR 

EBERT.J.R. 

DOMER,J.A. 

8706100395 

50-259 

P 

DROMERICK.A.W. 

8706250185 

50-219 P 

EBERT, W.C. 

DOMER,J.A. 

8706100444 

50-327 

P 

DROMERICK.A.W. 

8706250374 

50-219 P 

EBNETER.S.D. 

DOMER.J.A. 

8706110079 

50-327 

P 

DROUIN.B. 

8706120290* 

50-282 Q 

EBNETER.S.D. 


ACCESSION 

number 


8706300985* 

8706260409 

8706250565 

8706250602 

8706030129 

8706040171 

8706050206 

8706100391 

8706230034 

8706100370 

8706250588 

8706100465 

8706010351* 

8706020122* 

8706160680* 

8706170428* 

8706180105* 

8706180211* 

8706180348* 

8706180443* 

8706190079* 

8706100359 

8706100234 

8706100349 

8706100380 

8706090190* 

8706250570 

8706090086 

8706110041 

8706010432 

8706250577 

8706080209 

8706260410 

8706260409 

8706170123 

8706100465 
8108180319* 
8706080258 
8706120179 
870626041 1 

8706090041* 

8706150189 

8706150228 

8706160360* 

8706160369* 

8706220165 

8706230374 

8706250174* 

8706250179* 

8706250184* 

8706250189* 

8706300145 

8706180362 

8706250582 

8706110294 

8706010118 

8404300085* 

8706080209 

8706250384 

8706030203 

8706160267 

8706290017* 

8706100359 

8706100441 

8706080286 


SUBJECT 

CATEGORY 

50-282 Q 

PR 

PR 

PR 

50-334 S 

50-334 R 

50-334 S 

50-334 S 

50-334 S 

PR 

PR 

PR 

PR 

PR 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

PR 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-298 Q 

PR 

PR 

PR 

50-206 P 

PR 

PR 

PR 

PR 

50-282 R 

PR 

FOIA 

PR 

50-265 J 

PR 

50-255 Q 

50-440 S 

50-440 S 

50-440 S 

50-440 S 

50-440 R 

50-440 S 

50-440 S 

50-440 S 

50-440 S 

50-440 S 

50-440 S 

STATE PRO G 
PR 
PR 

PR 

FOIA 

PR 

70- 364 

71- 456 

70-1207 

50-412 Q 

PR 

PR 

PR 


8706260410 PR 
8706170330* 50-313 P 

8706170349* 50-313 P 

8706080278 PR 
8706260412 PR 


8706040366* 50-323 P 

8706190368* 50-370 P 

8706100186 PR 

8706090140* 50-293 Q 

8706100212* 50-333 Q 


8706110446* 50-219 Q 

8706300270* 50-293 Q 

8706300992* 50-272 Q 

8706100298* 50-458 ’ Q 

8706260291* 50-498 Q 


8706300139* FOIA 
8706250570 PR 
8706250575 PR 
8706260409 PR 
8706250577 PR 


8706110294 PR 
8706170433 50-327 Q 

8706190122 50-327 Q 
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AUTHOR 


EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

EBNETER.S.D. 

ECCLESTON.K. 

ECCLESTON.K.T. 

ECHARD.J. 

ECHELSON.M. 

ECKART.J.R. 

ECKE.L. 

ECKELBERRY.D.R. 

EDDY.W. 

EDELMAN.M.R. 

EDELMAN.M.R. 

EDELMAN.M.R. 

EDELMAN.M.R. 

EDELMAN.M.R. 

EDELMAN.M.R. 

EDELMAN.M.R. 

EDELMAN.M.R. 

EDELMAN.M.R. 

EDELMAN.M.R. 

EDGEWORTH.P. 

EDGEWORTH.P. 

EDGEWORTH.P.J. 
EDGEWORTH.P.J. 
EDISON, G.E. 
EDLOW.J. 
EDWARDS, D.W. 

EENIGENBURG.E. 

EENIGENBURG.E. 

EENIGENBURG.E. 

EENIGENBURG.E. 

EENIGENBURG.E. 

EENIGENBURG.E. 

EENIGENBURG.E.D 

EGGELING.W.S. 

EGGELING.W.S. 

EGGELING.W.S. 

EGGELING.W.S. 

EHERTS.R.F. 

EHRITZ.W. 

EICHENHOL2.H. 

EICHORN.J.F. 

EICK,S.D. 

EILEE.B. 

EINBUND.D.R. 

EISENHARD.S.E. 

EISENHUT.D.G. 

EISENHUT.D.G. 

EISENMANN.N. 

EKLUND.M. 

ELDER.V.A. 

ELDREDGE.K. 

ELDRIDGE.H.L 

ELIAS.R. 

ELlN,J.O. 

ELfN,J.O. 

ELKIN.B. 

ELKMANN.P.J. 

ELKMANN.P.J. 

ELLERSHAW.LE. 

ELLERSHAW.LE. 

ELUOT.B.J. 

ELLIOTT.P.E. 

ELLIOTT.S.G. 

ELLIS, J. 

ELUS.J. 

ELUS.J. 

ELLIS.J. 

ELLIS,J. 

ELLIS.J. 

ELLIS, J. 

ELLIS, J. 

ELUS.W.B. 

ELMEN.J. 

ELMER, J. 

ELMS.A.L. 

ELROD.S.A. 

ELROD.S.A. 

ELSASSER.T.C. 

ELSASSER.T.C. 

ELSASSER.T.C. 

ELWARD.T.W. 

ELWOOD.I. 

EMEIGH.C. 

EME1GH.C.W. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8706190126* 

8706240041 

8706240117 

8706240121* 

8706250350 

8706250046 

8706030238 

8706080231 

8706260410 

8706080231 

8706250573 

8706250570 

8706080258 

8706090251 

8706150189 

8706150228 

8706160351 

8706170432 

8706220165 

8706230374 

8706240369 

8706250158 

8706300145 

8706010442 

8706260403 

8706180278* 

8706290004 

8706160289 

8706220327 

8706100397 

8706030407 

8706100437 

8706110327 

8706170419 

8706170546 

8706180035 

8706170319 

8706020121 

8706020121 

8706030190 

8706030190 

8706230416 

8706250575 

8706240396* 

8706300702* 

8706230304* 

8706100468 

8706220204 

8706090127 

8402290065* 

8606120877* 

8706080235 

8706250602 

8706090009 

8706260410 

8706250575 

8706080215 

8706050281* 

8706100082 

8706160282 

8706160568 

8706160581* 

8706090070* 

8706300248* 

8706110397 

8706030492* 

8706100441 

8706160081 

8706160092* 

8706190130 

8706190147 

8706250459 

8706260113 

8706300469 

8706300474 

8706300686* 

8706250570 

8706250577 

8706160204 

8706010357* 

8706160643* 

8706120057* 

8706220189 

8706220354 

8706110128 

8706250573 

8706020155* 

8706020109* 


50-327 

50-259 

50-327 

50-327 

50-390 

50-261 

50-261 

PR 

PR 

PR 


Q 

Q 

Q 

Q 

Q 

P 

P 


REVIEW GR P 

PR 

PR 

PR 

PR 


PR 

PR 

50-361 

50-528 

71-5805 

50-331 

50-331 

50-445 

50-445 

TOPREP 

50-325 

PR 

50-445 

50-445 

50-445 

50-445 

50-446 

50-446 

50-445 

50-445 

50-443 

PR 

PR 

50-423 

50-390 

50-390 

50-443 

50-29 

50-29 

50-155 

PR 

PR 

PR 


G 

G 

G 

G 

A 

A 

G 

G 


AUTHOR 


EMEIGH.C.W. 

EMERSON.M. 

EMERSON.M. 

EMERSON.M. 

EMERSON.M. 

EMERSON.M. 

EMERSON.S.D. 

EMERSON.S.D. 

EMERSON.S.D. 

EMSLIE,L 


ERHARDT.C.W. 

ERHARDT.M.D. 

ERHART.J. 

ERICKSON.A.H. 

ERICKSON.C.G. 

ERICKSON.R.A. 

ERICKSON.R.A. 

ERICKSON.R.A. 

ESCHELS.C. 

E$COBEDO.G.J. 

ESELGROTH.P. 

ESELGROTH.P. 

ESELGROTH.P.W. 

ESLAVA,A. 

ESPOSITO.J. 

ESTEUW.P. 

ESTEP.G. 

ETTLINGER.L. 

EURDEN.D.W. 

EUSWORTH.F. 

EVANS, D.D. 
EVANS.J.A. 
EVANS, LJ. 
EVANS, M. 

EVANS, M. 

EVANS.N. 
EVANS.P.K. 
EVERETT, P.N. 
EVERETT, R.J. 
EVERETT.R.J. 

EVERETT.R.T. 

EYERMANN,C.H. 

FAGIOLLJ. 

FAIRBANKS.A.L 

FAIRBANKS.W.F. 

FALES.W. 

FALEVITS.Z. 

FALEVITS,2. 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8706020116* PR 
8706160111* FOIA 
8706160483* FOIA 
8706160627* FOIA 
8706160666* FOIA 

8706160698* FOIA 
8706020228 40-8027 

8706030116 40-8027 

8706030135 40-8027 

8706260409 PR 


P 

P 

P 

Q 

P 

F 


ACCESSION SUBJECT 


PR 


ENDRISS.V.E. 

8706080184 

PR 

PR 


ENGEUE.Q. 

8706250577 

PR 

PR 


ENGELHARDT.J.E. 

8706050135* 

50-327 

50-440 

P 

ENGLE.L. 

8706100214 

50-338 

50-440 

S 

ENGLE.L 

8706110156 

50-280 

50-440 

S 

ENGLE.LB. 

8706030415 

50-338 

50-440 

S 

ENGLE.L.B. 

8706100127 

50-338 

50-440 

P 

ENGLERT.C. 

8706190384 

50-373 

50-440 

R 

ENNIS.J.D. 

8706160031* 

70-27 

50-440 

S 

ENNIS.J.D. 

8706300954* 

50-259 

50-440 

F 

ENOS, J.P. 

8706300217 

50-313 

50-440 

S 

ENOS.J.T. 

8706030100 

50-368 

50-440 

S 

ENOS.J.T. 

8706090050 

50-313 

CONTRACT 


ENOS.J.T. 

8706090084 

50-368 

CONTRACT 


ENOS.J.T. 

8706090156 

50-313 

CONTRACT 


ENOS,J.T. 

8706090297 

50-313 

CONTRACT 


ENOS,J.T. 

8706100393* 

50-313 

50-289 

p 

ENOS.J.T. 

8706170276 

50-313 

XPORTLIC 


ENOS,J.T. 

8706170391 

50-368 

PR 


ENOS.J.T. 

8706180155 

50-313 

50-249 

S 

ENOS.J.T. 

8706180258 

50-313 

50-237 

s 

ENOS.J.T. 

8706300112* 

50-313 

50-237 

s 

ENOS,J.T. 

8706300933 

50-368 

50-249 

s 

ENOS,J.T. 

8706300943 

50-313 

50-237 

s 

ENSWORTH.F. 

8706040258* 

50-259 

50-237 

s 

ENSWORTH.F. 

8706040263* 

50-259 

50-237 

R 

ENSWORTH.F. 

8706040269* 

50-259 

50-445 

G 

ENSWORTH.F. 

8706040284* 

50-259 

50-445 

G 

ENSWORTH.F. 

8706040290* 

50-259 

50-445 

G 

ENSWORTH.F. 

8706040296* 

50-259 

50-445 

G 

ENSWORTH.F. 

8706040300* 

50-259 

50-320 

F 

ENSWORTH.F.G. 

8706040243* 

50-259 

PR 


ENSWORTH.F.G. 

8706040246* 

50-259 

50-29 

Q 

ENSWORTH.F.G. 

8706040250* 

50-259 

50-443 

1 

ENSWORTH.F.G. 

8706040252* 

50-259 

50-454 

Q 

ENSWORTH.F.G. 

8706040298* 

50-259 

PR 


EPSTEIN.E. 

8706180366* 

FOIA 

XPORTLIC 


EPSTEIN, E. 

8706180370* 

FOIA 

PR 


EPSTEIN.E. 

8706190149* 

FOIA 

50-272 

P 

ERALI.R.J. 

8706250577 

PR 


8706110041 

8706250568 

8706250602 

8706260410 

8706100443 

8705290251* 

8706240088 

8706260283 

8706040167 

8706100441 

8706090063* 

8706300197* 

8706090287* 

8706080263 

8706110112 

8706110041 

8706260410 

8706160138 

8706090185 

8706180061* 

8706150101 

8706100359 

8705290226* 

8706090205* 

8706300197* 

8706010062 

8706040303* 

8706110383 

8706090192* 

8706240274* 

8706110154* 

8706260412 

8706080258 

8706100397 

8706090127 

8706100468 

8706100170* 

8706230173* 


PR 

PR 

PR 

PR 

PR 

PR 

50-601 

50-601 

50-397 

PR 

50-412 

50-410 

50-293 

PR 

PR 

PR 

PR 

NUREG 

PR 

50-259 

NUREG 

PR 

PR 

50-352 

50-410 

PR 

50-259 

PR 

40-8027 

40-8027 

40-8027 

PR 

PR 

PR 

PR 

PR 

50-373 

50-155 


R 

S 

J 

S 

R 

R 

Q 

P 

P 

J 

P 

Q 

R 

R 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 


Q 

Q 


FALEVITS.Z. 

FALLIS.A. 

PALLY. D.C. 
FALVO,A.F. 
FALZONE.M. 

FANDALE.L. 

FANDALE.S. 

FANNON.M.M. 

FANNON.M.M. 

FANNON.M.M. 

FAREWELL.K.S. 

FARIAS.J.E. 

FARIS.J. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARMER.F.G. 

FARRAR.D.L. 

FARRAR.D.L 

FARRAR.D.L. 
FARRAR, J.P. 
FARRELL, A. 
FARRELL.A.C. 
FARRELL.L.M. 

FARRELL.R.E. 

FARRIARO.J. 

FARULLI.J. 

FARWELL.G. 

FASCELL.D.B. 

FASS.E.B. 

FASULO.R.P. 

FAUCHEUM. 

FAULKENBERRY.B. 

FAULKNER.K. 

FAW.R.E. 

FAY.C.W. 

FAY.C.W. 

FAY.C.W. 

FAY.C.W. 

FAY.C.W. 

FAY.C.W. 

FAY.C.W. 

FAY.C.W. 

FAY.C.W. 

FAY.J. 

FAZIO.R. 

FEATHERSTONE.K. 

FEDER.S.M. 

FEDERICO.L.J. 

FEIGENBAUM.T.C. 

FEIMER.L. 

FELLING.W.E. 

FELMORE.C. 

FENARIOLO.R. 

FENNER, J. 
FENSTERSTOCK,J. 
FENTON, D.E. 
FERGUSON.C.F. 
FERGUSON, M. 

FERGUSON.R.B. 
FERGUSON.R.B. 
FERGUSON, R.L 
FERGUSON, R.L 
FERGUSON, R.L 

FERRANTE.S. 
FERRARA, J. 
FERRARO.J.M. 
FERRARO, J.M. 
FERRARO, P. 

FERRELL, C.M. 
FERRIS, E.G. 
FERRIS.H.C. 


NUMBER 

CATEGORY 

8706230224* 

50-295 

Q 

8706090086 

PR 


8706250565 

PR 


8706260409 

PR 


8706250565 

PR 


8706250570 

PR 


8706100465 

PR 


8706030098 

WASTE RES 

8706160187 

WASTE RES 

8706240398* 

CONTRACT 

8706100468 

PR 


8706080257 

PR 


8706080184 

PR 


8703310229* 

50-309 

P 

8703310229* 

50-309 

P 

8706050250* 

50-245 

P 

8706050250* 

50-245 

P 

8706050302* 

50-280 

P 

8706050302* 

50-280 

P 

8706050331 * 

50-324 

P 

8706050331* 

50-324 

P 

8706050362* 

50-309 

P 

8706050362* 

50-309 

P 

8706080138* 

50-269 

P 

8706080138* 

50-269 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706090035’ 

50-213 

P 

8706090035* 

50-213 

P 

8706260324* 

50-206 

P 

8706260324* 

50-206 

P 

8706260345* 

50-275 

P 

8706260345* 

50-275 

P 

8706090086 

PR 


8706170455 

50-10 

Q 

8706260150 

50-456 

Q 

8706250313 

50-62 

Q 

8706090167 

PR 


8706250588 

PR 


8706250573 

PR 


8706160677* 

50-267 

Q 

8706250570 

PR 


8706080178 

PR 


8706100441 

PR 


8706240360* 

COMMISSION 

8706010118 

PR 


8706120065 

50-219 

F 

8706010031 

PR 


8706240103* 

50-206 

P 

8706260411 

PR 


8706010116 

50-188 

P 

8706010015 

50-301 

S 

8706120269 

50-266 

P 

8706150206 

50-266 

R 

8706160217 

50-266 

S 

8706160429 

50-261 

V 

8706170501 

50-266 

F 

8706220261 

50-266 

P 

8706250214 

50-266 

K 

8706260110 

50-266 

F 

8706100465 

PR 


8706080258 

PR 


8706010118 

PR 


8706250602 

PR 


8706260245* 

50-387 

P 


8706301006 

8706110294 

8706260340* 

8706080265 

8706110041 

8706110294 

8706030059* 

8706300709* 

8706100443 

8706100359 

8706100093 

8706100093 

8706240281 

8706250368 

8706260374 

8706250565 

8706110383 

8706110294 

8706250573 

8706040050 

8706190245* 

8706250570 

8706250588 


50-443 F 

PR 

CONTRACT 

PR 

PR 

PR 

CONTRACT 
50-443 I 

PR 
PR 

50-275 T 

50-275 T 

50-423 P 

50-423 P 

50-423 P 

PR 

PR 

PR 

PR 

WASTE MGT 

FOIA 

PR 

PR 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


FERROJ. 

8706250577 

PR 


FEUERERBERG.L 

8706100359 

PR 


FIALA.A.K. 

8706250570 

PR 


FIALKIN.H. 

8706110203 

PR 


FICHTE.P.M. 

8706080209 

PR 


FICKERA.F. 

8706080278 

PR 


FICO.I.A. 

8706110112 

PR 


FIEDLER.P.B. 

8706010115 

50-21 9 

S 

FIEDLER.P.B. 

8706030483 

50-21 9 

S 

FIEDLER.P.B. 

8706030495 

50-21 9 

S 

FIEDLER.P.B. 

8706050355 

50-21 9 

S 

FIEDLER.P.B. 

8706090358 

50-219 

S 

FIEDLER.P.B. 

8706150231 

50-219 

Q 

FIEDLER.P.B. 

8706160152 

50-219 

S 

FIEDLER.P.B. 

8706160717 

50-219 

S 

FIEDLER.P.B. 

8706220035 

50-219 

Q 

FIEDLER.P.B. 

8706220332 

50-219 

S 

FIEDLER.P.B. 

870626021 1 

50-219 ■ 

P 

FIELDER, G.E. 

8706040160* 

50-277 

P 

FIELDER.S.L. 

8706020156 

50-133 

G 

FIELDER.S.L. 

8706020156 

50-133 

G 

FIELDER.S.L 

8706030213 

50-133 

G 

FIELDER.S.L. 

8706030213 

50-133 

G 

FIELDER.S.L. 

8706030290 

50-133 

G 

FIELDER.S.L 

8706030290 

50-133 

G 

FIELDS.J. 

8706030222 

CONTRACT 


FIELDS, J. 

870608021 2 

CONTRACT 


FIELDS.J. 

8706120309 

CONTRACT 


FIELDS.J. 

8706170042 

CONTRACT 


FIELDS.J. 

8706180019 

CONTRACT 


FIELDS.J. 

8706240015 

CONTRACT 


FIELDS.J. 

8706240032 

CONTRACT 


FIELDS.J. 

8706240128 

CONTRACT 


FIELDS.J. 

8706240278 

CONTRACT 


FIELDS.J. 

8706250398 

CONTRACT 


FIELDS.J. 

8706250422 

CONTRACT 


FIELDS.J. 

8706250431 

CONTRACT 


FIELDS, J .A. 

8706050102 

CONTRACT 


FIELDS.J.A. 

8706120349 

CONTRACT 


FIELDS.J.A. 

8706150033 

CONTRACT 


FIELDS.J.A. 

8706150139 

CONTRACT 


FIELDS.J.A. 

8706220171 

CONTRACT 


FIELDS, J.A. 

8706240003 

CONTRACT 


FIELDS, J.S. 

8706300934 

50-387 

R 

FIERCE, A.R. 

8706020111 

50-443 

G 

FIERCE.A.R. 

8706030316 

50-443 

G 

F1ERCE.A.R. 

8706090113 

50-443 

G 

FIERCE.A.R. 

8706100104 

50-443 

G 

FIERCE.A.R. 

8706190049 

50-443 

G 

FIERCE, A.R. 

8706190098 

50-443 

G 

FILANOWSK1.J. 

8706250602 

PR 


FILECCIA.A. 

8706250570 

PR 


FILES, D. 

8706250573 

PR 


FILIOS.J.E. 

8706100443 

PR 


PILLION, P.J. 

8706030307* 

50-250 

Q 

PILLION, P.J. 

8706260062* 

50-280 

Q 

FINEMAN.C.P. 

8706090068* 

50-285 

P 

FINEMAN.C.P. 

8706260153* 

50-312 

P 

FINEMAN.C.P. 

8706260153* 

50-312 

P 

FINKELA. 

8706080177* 

50-271 

Q 

FINKEL.A. 

8706100487* 

50-354 

Q 

FtNN.A.T. 

8706090167 

PR 


FINNEGAN.A. 

8706250570 

PR 


FINNEGAN.G.R. 

8706090127 

PR 


FIORE, R. 

8706250586 

PR 


FtORELLl.G, 

8706050256* 

50-528 

Q 

FIORELLI.G. 

8706230420* 

50-528 

Q 

FIRST.M.W. 

8706240014 

NUREG 


FIRST, M.W. 

8706250268 

NUREG 


FISCHER, D. 

8706250602 

PR 


FISCHER, D.C. 

8706260387 

50-272 

P 

FISCHER.l. 

8706250577 

PR 


FISH.H.G. 

8706190136 

50-322 

T 

FISH.H.G. 

8706190136 

50-322 

T 

FISH.R.F. 

8706050244* 

50-275 

Q 

FISH.R.F. 

8706160377* 

50-206 

Q 

FISH.R.F. 

8706180208* 

FOIA 


FISHER,A.F. 

8706250575 

PR 


FISHER, R. 

8706080258 

PR 


FISHER, W.L 

8108180313* 

FOIA 


FISHER.W.L 

8108180333* 

FOIA 


FISHER, W.L 

8706030057 

40-8027 


FISHER.W.L. 

8706080097* 

50-458 

Q 

FISHER.W.L. 

8706090042* 

50-498 

Q 

FISHER.W.L 

8706090181 

40-8027 


FISHER.W.L. 

8706090364* 

50-382 

Q 

FISHER.W.L. 

8706110139 

40-8027 


FISHER.W.L 

8706150113* 

50-313 

Q 


AUTHOR 
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NUMBER 
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FISHER.W.L. 

8706230449 

40-8027 


FISHER.W.L. 

8706240259 

40-8027 


FISHER.W.L. 

8706260304* 

50-498 

Q 

FISHMAN.H. 

8706250602 

PR 


FISICARO.J.J. 

8706160653 

50-285 

P 

FISK.R.H. 

8706220121* 

XPORTLIC 


FISK.R.H. 

8706220126 

XPORTLiC 


FISK.R.H. 

8706220136 

XPORTLIC 


FISK.R.H. 

8706250304 

XPORTLIC 


FISTEDIS.S.H. 

8706300768* 

CONTRACT 


FITTI.C.J. 

8706250265* 

FOIA 


FITZGERALD. A. 

8706080215 

PR 


FITZGERALD.J.A. 

8706250615* 

50-322 

G 

FITZMAURICE.W. 

8706250588 

PR 


FITZPATRICK.E. 

8706090312 

50-456 

S 

FITZPATRICK,E. 

8706240218 

50-456 

S 

FITZPATRICK.E. 

8706250460 

50-456 

S 

FITZPATRICK, J. 

8706110112 

PR 


FITZSIMMONS.P. 

8706250577 

PR 


FLACK.E. 

8706030460 

l&E 


FLACK.E. 

8706100495 

50-344 

Q 

FLACK,E. 

8706170341 

i&E 


FLACK.E. 

8706260307 

l&E 


FLACK, E. 

8706300861 

l&E 


FLAHARDY.D. 

8706080225 

PR 


FLAKE.M.O. 

8706250565 

PR 


FLATT.D. 

8706260409 

PR 


FLAVON.D.B. 

8706080265 

PR 


FLECK, P.R. 

8706090167 

PR 


FLEGER.S. 

8706030251* 

50-395 

P 

FLEMIMG.J. 

8706080231 

PR 


FLEMING, A.J. 

8706170463* 

FOIA 


FLEM1NG,A.J. 

8706180238* 

FOIA 


FLEMING.A.J. 

8706180418* 

FOIA 


FLETCHER.LL 

8706080263 

PR 


FLETCHER.W.B. 

8706100370 

PR 


FLINT.J. 

8706080257 

PR 


FLOOD.D.L 

8706250570 

PR 


FLOREK.D. 

8706040226* 

50-412 

Q 

FLOREK.D. 

8706040241* 

50-412 

Q 

FLOREK.D. 

8706090063* 

50-412 

Q 

FLOREK.D. 

8706090205* 

50-352 

Q 

FLOREK.D. 

8706100367* 

50-412 

Q 

FLOREK.D. 

8706300197* 

50-410 

Q 

FLOREK.D.J. 

8706090100* 

50-410 

Q 

FLOREK.D.J. 

8706220011* 

50-412 

Q 

FLORES, D. 

8706250602 

PR 


FLORIN.A. 

8706080178 

PR 


FLUG.W.R. 

8706250575 

PR 


FLUHR.M. 

8706250565 

PR 


FLYNN.C. 

8706250588 

PR 


FLYNN.J. 

8706250600* 

PR 


FLYNN, M. 

8706080295 

CONTRACT 


FLYNN.M.J. 

8706080287 

CONTRACT 


FODELLJ. 

8706110041 

PR 


FOLEY.A. 

8706250577 

PR 


FOLEY.W.J. 

8706240093 

NUREG 


FOLEY.W.J. 

8706240323 

NUREG 


FOLEY.W.J. 

8706260409 

PR 


FOLLO.R. 

8706250591* 

PR 


FOLPRECHT.W. 

8706100066 

PR 


FONSECA.OA. 

8706170587* 

50-445 

Q 

FONTANA.L. 

8706100441 

PR 


FONTANA,M.H. 

8706160131* 

FOIA 


FONTANE.L 

8706250573 

PR 


FONTECILLA,P.S. 

8706100443 

PR 


FOPPIANI,J.R. 

8706250568 

PR 


FORD.M. 

8706250570 

PR 


FORD.R.E. 

8706220014 

NUREG 


FORD.R.H. 

8706260412 

PR 


FORDE.C. 

8706100465 

PR 


FORNERO.L 

8706250575 

PR 


FORNEY. W. 

8706010026 

50-461 

S 

FORNEY.W. 

8706010143 

50-304 

S 

FORNEY, W. 

8706170009 

50-237 

S 

FORNEY.W.L. 

8706040338 

50-461 

Q 

FORNEY.W.L. 

8706040347* 

50-461 

Q 

FORNEY.W.L 

8706050218 

50-373 

Q 

FORNEY.W.L 

8706050221* 

50-373 

Q 

FORNEY.W.L 

8706120114 

50-237 

Q 

FORNEY.W.L. 

8706120118* 

50-237 

Q 

FORNEY.W.L. 

8706160408 

50-454 

Q 

FORNEY.W.L 

8706170086 

50-295 

Q 

FORNEY.W.L. 

8706240213 

50-483 

Q 

FORNEY.W.L 

8706300900 

50-254 

Q 

FORNEY.W.L 

8706300906* 

50-254 

Q 

FORNEY.W.L. 

8706300918* 

50-254 

Q 

FORNEY.W.L. 

8706300948 

50-440 

Q 


AUTHOR ACCESSION SUBJECT 
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FORTE.E.A. 

8706250565 

PR 


FORTNEY.R.U. 

8706050136* 

50-293 

P 

FOSCOLO, L. 

8706090167 

PR 


FOSSETT.E.L. 

8706040259* 

50-368 

P 

FOSSETT.E.L. 

8706040260* 

50-368 

P 

FOSTER.J. 

8706010051* 

50-373 

Q 

FOSTER.J. 

8706230137* 

50-440 

Q 

FOSTER.J. 

8706260165* 

50-329 

Q 

FOSTER.LE. 

8706150020* 

50-369 

Q 

FOTU.S. 

8706250577 

PR 


FOX.E.F. 

8706190117* 

50-412 

Q 

FOX.G.R. 

8706160674* 

40-527 


FOX.G.R. 

8706180078* 

40-527 


FOX.G.R. 

8706180079* 

40-527 


FOX.G.R. 

8706180092* 

40-527 


FOX.G.R. 

8706180112* 

40-527 


FOX.G.R. 

8706180182* 

40-527 


FOX.G.R. 

8706180199* 

FOIA 


FOX.G.R. 

8706180204* 

40-527 


FOX.G.R. 

8706180222* 

FOIA 


FOX.G.R. 

8706180225* 

40-527 


FOX.G.R. 

8706180234* 

FOIA 


FOX.G.R. 

8706180265* 

40-527 


FOX.G.R. 

8706180300* 

40-527 


FOX.G.R. 

8706180365* 

40-527 


FOX.G.R. 

8706180385* 

40-527 


FOX.G.R. 

8706180430* 

FOIA 


FOX.G.R. 

8706180437* 

40-527 


FOX.G.R. 

8706180442* 

40-527 


FOX.G.R. 

8706180446* 

40-527 


FOX.G.R. 

8706180491* 

40-527 


FOX.G.R. 

8706180500* 

40-527 


FOX.G.R. 

8706180502* 

40-527 


FOX.G.R. 

8706190154* 

40-233 


FOX.G.R. 

8706190159* 

40-233 


FOX.G.R. 

8706190171* 

40-233 


FOX.G.R. 

8706190204* 

40-233 


FOX.G.R. 

8706190207* 

40-233 


FOX.J. 

8706040274* 

50-259 

P 

FOX.J. 

8706040284* 

50-259 

P 

FOX.L. 

8706250586 

PR 


FOX.S. 

8706250603* 

PR 


FRAIM.R. 

8706080215 

PR 


FRANCE.D.W. 

8706010031 

PR 


FRANCE.G.M. 

■8706010056* 

70-36 


FRANCE.G.M. 

8706160458’ 

50-6 

Q 

FRANCIS.P. 

8706250572* 

PR 


FRANCIS.T. 

8706250577 

PR 


FRANCO.J.M. 

8706250612* 

50-322 

G 

FRANK.D.R. 

8706100370 

PR 


FRANK.L. 

8706100359 

PR 


FRANQUI.P. 

8706250577 

PR 


FRANTZ, S.P. 

8706300459 

50-250 

G 

FRANTZ.S.P. 

8706300459 

50-250 

G 

FRANTZ.S.P. 

8706300492 

50-250 

G 

FRANTZ.S.P. 

8706300492 

50-250 

G 

FRANZ.E.M. 

8706260410 

PR 


FRANZ, J.F. 

8706190339 

50-352 

R 

FRAZEE.D.R. 

8706080184 

PR 


FRAZER.W.H. 

8706030126 

71-9151 


FRAZER.W.H. 

8706160335 

71-9073 


FRAZIER.V.E. 

8706080180* 

50-261 

R 

FRAZIER.V.E. 

8706150210 

50-261 

R 

FREDETTE.R. 

8706250565 

PR 


FREDRiCKSON.P. 

8706010402* 

50-400 

Q 

FREDRICKSON.P. 

8706100228* 

50-324 

Q 

FREDRICKSON.P. 

8706150077 

50-400 

F 

FREDRICKSON.P. 

8706170019* 

50-261 

Q 

FREDRICKSON.P. 

8706250097* 

50-261 

Q 

FREDRICKSON.P. 

8706250331* 

50-400 

Q 

FREDRICKSON.P. 

8706260095* 

50-261 

Q 

FREDRICKSON.P. 

8706300350* 

50-324 

Q 

FREEMAN.B. 

8706010118 

PR 


FREESE, K.E. 

8706010463* 

50-134 

P 

FREI.M.W. 

8706030249 

WASTE MGT 

FRENKELR. 

8706090185 

PR 


FREUDENBERGER 

8706300273 

50-309 

S 

FREUND.T.E. 

8706080278 

PR 


FREVE.W.W. 

8706250588 

PR 


FRICKER.S.J. 

8706080225 

PR 


FRIEDLAND.LL. 

8706080194 

PR 


FRIEDMAN, H. 

8706100370 

PR 


FRIEDMANN.E. 

8706250602 

PR 


FRIEDRICHSEN.J. 

8706030405 

50-285 

S 

FRILEY.J.R. 

8706240152 

NUREG 


FRISCH.R.R. 

8706010292 

50-155 

Q 

FRISCH.R.R. 

8706091)438 

50-155 

P 

FRITZ.LH. 

8706260412 

PR 
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FRITZ, M. 

8706250565 

PR 


FRITZGERALD.D. 

8706080278 

PR 


FROLO.T.R. 

8706100186 

PR 


FROLOFF.W. 

8706250262* 

FOIA 


FROMER.J.G. 

8706250575 

PR 


FROST.W.E. 

8706160043’ 

FOIA 


FRUTIGER.E.R. 

8706100397 

PR 


FRY.R.M. 

8706250519* 

FOIA 


FRYE.J.H. 

8706020063 

50-322 

G 

FRYE.J.H. 

8706300473 

40-8027 


FUCARENE.K. 

8706080263 

PR 


FUENTES.H.R. 

8706030186 

NUREG 


FULLER.G.H. 

8706020225 

WASTE RES 

FULTON, R.W. 

8706260412 

PR 


FUNARO.J.E. 

8706250575 

PR 


FUNCHES.J.L. 

8706010220 

50-322 

U 

FUNCHES.J.L 

8706220087 

50-530 

M 

FURFARI.W.H. 

8706220507* 

FOIA 


FURLONG, S.L 

8706250588 

PR 


FURNARl.S.. 

8706250573 

PR 


FUSCO,A. 

8706250586 

PR 


GAD,R.K. 

8706120345 

50-530 

M 

GAD.R.K. 

8706120345 

50-530 

M 

GAD.R.K. 

8706190062 

50-445 

G 

GAD,R.K. 

8706190062 

50-445 

G 

GAD,R.K. 

8706250107 

50-445 

G 

GAD.R.K. 

8706250107 

50-445 

G 

GAD.R.K. 

8706250141 

50-445 

G 

GAD.R.K. 

8706250141 

50-445 

G 

GAEBLE.E. 

8706100370 

PR 


GAGLIARDI.A. 

8706250570 

PR 


GAGLIARDO.J.E. 

8706010173 

50-313 

Q 

GAGLIARDO,J.E. 

8706010416 

50-285 

Q 

GAGL1ARDO.J.E. 

8706020055 

50-267 

F 

GAGLIARDO,J.E. 

8706030026 

50-458 

Q 

GAGLIARDO.J.E. 

8706030027 

50-298 

P 

GAGLIARDO.J.E. 

8706050030 

50-267 

Q 

GAGLIARDO.J.E. 

8706050065 

50-498 

Q 

GAGLIARDO.J.E. 

8706050259 

50-458 

Q 

GAGLIARCO.J.E. 

8706080071 

50-498 

Q 

GAGL1ARDO.J.E. 

8706080109 

50-382 

Q 

GAGL1ARDO.J.E. 

8706080262 

50-298 

F 

GAGLIARDO.J.E. 

8706080300 

50-285 

F 

GAGLIARDO.J.E. 

8706080339 

50-498 

Q 

GAGUARDO.J.E. 

8706090024 

50-498 

Q 

GAGLIARDO.J.E. 

8706090069 

50-267 

F 

GAGLIARDO,J.E. 

8706090172 

50-298 

Q 

GAGLIARDO.J.E. 

8706090198 

50-382 

F 

GAGLIARDO.J.E. 

8706090242 

50-458 

F 

GAGL!ARDO,J.E. 

8706090250 

50-313 

Q 

GAGLIARDO,J.E. 

8706090360 

50-382 

Q 

GAGLiARDO.J.E. 

8706090370 

50-313 

F 

GAGLIARDO.J.E. 

8706090428 

50-482 

F 

GAGLIARDO,J.E, 

8706090432 

50-498 

F 

GAGLIARDO.J.E. 

8706100286 

50-458 

Q 

GAGLIARDO,J.E. 

8706100377 

50-313 

Q 

GAGLIARDO,J.E. 

8706100464 

50-285 

Q 

GAGL1ARD0,J.E 

8706150106 

50-313 

Q 

GAGUARDO.J.E. 

8706160013 

50-382 

Q 

GAGLIARDO,J.E. 

8706160036 

50-482 

Q 

GAGUARDO,J.E. 

8706160054 

50-267 

Q 

GAGLIARDO.J.E. 

8706160446 

50-267 

S 

GAGUARDO,J.E. 

8706160550 

50-313 

Q 

GAGLIARDO.J.E. 

8706160669 

50-267 

Q 

GAGLIARDO,J.E. 

8706170007 

50-382 

Q 

GAGLIARDO,J.E. 

8706170039 

50-382 

Q 

GAGLIARDO,J.E. 

8706170189 

50-267 

Q 

GAGLIARDOJ.E. 

8706170233 

50-498 

Q 

GAGLIARDO.J.E. 

8706170242 

50-298 

F 

GAGLIARDO.J.E. 

8706170324 

50-458 

Q 

GAGLIARDO,J.E. 

8706170398 

50-285 

Q 

GAGLIARDO.J.E. 

8706190096 

50-298 

V 

GAGLIARDO.J.E. 

8706190299 

50-482 

Q 

GAGL1ARDO.J.E. 

8706190304 

50-498 

Q 

GAGLIARDO,J.E. 

8706190318 

50-382 

Q 

GAGLIARDO.J.E. 

8706190342 

50-498 

Q 

GAGLIARDO.J.E 

8706190372 

50-298 

P 

GAGLIARDO,J.E. 

8706220057 

50-313 

Q 

GAGLIARDO.J.E 

8706220074 

50-285 

Q 

GAGLIARDO,J.E. 

8706230250 

50-458 

V 

GAGLIARDO,J.E. 

8706240129 

50-498 

A 

GAGLIARDO,J.E. 

8706240348 

50-498 

Q 

GAGLIARDO,J.E. 

8706240417 

50-285 

F 

GAGLIARDO,J.E. 

8706250193 

50-498 

Q 

GAGLIARDO,J.E. 

8706260096 

50-285 

P 

GAGLIARDO.J.E 

8706260114 

50-313 

Q 

GAGLIARDO.J.E. 

8706260286 

50-498 

Q 

GAGL1ARDO.J.E. 

8706260298 

50-498 

Q 
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GAGUARDO.J.E. 

8706260323 

50-313 

V 

GAGLiARDO.J.E. 

8706260364 

50-382 

S 

GAGLIARDO.J.E. 

8706290029 

50-313 

Q 

GAGLIARDO.J.E 

8706300025 

50-267 

V 

GAGLIARDO.J.E 

8706300194 

50-285 

V 

GAGLIARDO.J.E. 

8706300209 

50-498 

A 

GAGLIARDO.J.E. 

8706300253 

50-285 

Q 

GAGLIARDO.J.E. 

8706300353 

50-498 

Q 

GAGLIARDO.J.E. 

8706300393 

50-285 

Q 

GAGNE.J.A. 

8706100370 

PR 


GAGNE.M. 

8706250570 

PR 


GAKIS.E.L 

8706250570 

PR 


GALE.B.G. 

8706240388 

WASTE MGT 

GALE.R.W. 

8706030215 

WASTE MGT 

GALUGHER.A. 

8706250602 

PR 


GALLAGHER, D.F. 

8706010433* 

50-213 

P 

GALLAGHER.J.W. 

8706010106 

50-277 

P 

GALLAGHER.J.W. 

8706020045 

50-352 

Q 

GALUGHER.J.W. 

8706030476 

50-278 

P 

GALLAGHER .J.W. 

8706100359 

PR 


GALLAGHER, J.W. 

8706120028 

50-278 

P 

GALLAGHER.J.W. 

8706150214 

50-352 

S 

GALLAGHER.J.W. 

8706180192* 

50-277 

P 

GALLAGHER .J.W. 

8706230164 

50-277 

Q 

GALLAGHER.J.W. 

8706230240 

50-277 

Q 

GALLAGHER.J.W. 

8706230354 

50-277 

P 

GALLAGHER .J.W. 

8706250255 

50-352 

P 

GALLAGHER.J.W. 

8706260099 

50-352 

V 

GALLAGHER.J.W. 

8706260111 

50-352 

Q 

GALLAGHER.J.W. 

8706300231 

50-352 

F 

GALLAGHER.R.F. 

8706250588 

PR 


GALLANT.K. 

8706250586 

PR 


GALLO.J. 

8706090129 

50-456 

G 

GALLO.J. 

8706090129 

50-456 

G 

GALLO.J. 

8706100085 

50-456 

G 

GALLO.J. 

8706100085 

50-456 

G 

GALLO.J. 

8706250570 

PR 


GALLO.K.N. 

8706080209 

PR 


GALLO.M. 

8706180058 

50-247 

Q 

GALLO, R. 

8706040208 

50-278 

S 

GALLO, R. 

8706290016 

50-277 

S 

GALLO,R.M. 

8706040179 

50-353 

Q 

GALLO,R.M. 

8706090027 

50-286 

Q 

GALLO,R.M. 

8706090119 

50-244 

Q 

GALLO,R.M. 

8706090137 

50-247 

Q 

GALLO,R.M. 

8706090150* 

50-277 

Q 

GALLO,R.M. 

8706090174 

50-272 

Q 

GALLO.R.M. 

8706090304 

50-220 

Q 

GALLO.R.M. 

8706090380 

50-354 

Q 

GALLO.R.M. 

8706120001 

50-352 

Q 

GALLO.R.M. 

8706120077 

50-247 

Q 

GALLO.R.M. 

8706160201 

50-333 

Q 

GALLO.R.M. 

8706220149 

50-54 

V 

GALLO.R.M. 

8706250058 

50-352 

V 

GALLO.R.M. 

8706300947 

50-363 

Q 

QALUPPO.D. 

8706260410 

PR 


GAMACHE.H.J. 

8706250588 

PR 


GAMMA.N. 

8706250577 

PR 


GAMMIE.G.B. 

8706120311 

50-317 

J 

GAMMILL.W.P. 

8706160571* 

FOIA 


GANDREY.J. 

8706090167 

PR 


GANGAROSSA,J.M. 

8706080215 

PR 


GANNON, W.C. 

8706040033 

40-6940 


GANSERT.D. 

8706250586 

PR 


GANSHOW.M. 

8706100140 

PR 


GARCIA, J. 

8706190059* 

WASTE MGT 

GARCIA, J.G. 

8706110383 

PR 


GARDE.B.P. 

8706030309 

50-498 

G 

GARDE.B.P. 

8706090115 

50-445 

G 

GARDE.B.P. 

8706090115 

50-445 

G 

GARDE, B.P. 

8706100099 

50-445 

A 

GARDE, B.P. 

8706160370 

50-445 

A 

GARDE.B.P. 

8706250216 

FOIA 


GARDE.B.P. 

8706260006 

50-445 

H 

GARDNER, J. 

8706080209 

PR 


GARDNER.J.D. 

8706110294 

PR 


GARDNER.R. 

8706090416* 

50-295 

Q 

GA-1DNER.R.N. 

8706100170* 

50-373 

Q 

GAPD.NEF .R..N 

8706230173* 

50-155 

Q 

GAaDNEF.R .N. 

8706230224* 

50-295 

Q 

GARFINKEUP. 

8706180174 

50-412 

s 

GARLAND.W.L. 

8706230076 

40-8857 


GARNER, B. 

8706230219 

50-338 

R 

GARNER, L 

8706300625* 

50-321 

Q 

GARNER, LW. 

8706100228* 

50-324 

Q 

GARNER.L.W. 

8706300350* 

50-324 

Q 

GARNETT, K. 

8706250570 

PR 


GARRETT,K.W. 

8706110379 

50-409 

J 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

GARRISON, A. 

8706090086 

PR 


GARRISON, D.L 

8706080344* 

50-498 

0 

GARRISON.D.L 

8706170245* 

50-498 

Q 

GARRISON. D.L 

8706190357* 

50-498 

Q 

GARRISON.G.A. 

8706260412 

PR 


GARTNER.R.E. 

8706110041 

PR 


GARVEY.P. 

8706250573 

PR 


GARY.I. 

8706080178 

PR 


GASPER, J.K. 

8706120040 

TOPREP 


GASPER.J.K. 

8706120303 

TOPREP 


GASPER.J.K. 

8706120303 

TOPREP 


GASSERT.C.G. 

8706090213 

PR 


GAT.U. 

8706250177* 

FOIA 


GATELY.J.M. 

8706250575 

PR 


GATES.W.E. 

8706250575 

PR 


GATTO.D.V. 

8706100359 

PR 


GAUDETTE.M.M. 

8706010031 

PR 


GAUNT.R.H. 

8706090009 

PR 


GAUPP.J.L 

8706100359 

PR 


GAUTHIER.J. 

8706250570 

PR 


GAVIN, M.E. 

8706250577 

PR 


GAVULA.J.A. 

8706010054* 

50-331 

Q 

GAYEK.H. 

8706260216 

FOIA 


GAZZOLA.G. 

8706250577 

PR 


GEARS.G.E. 

8706250005 

50-259 

P 

GEARS.G.E. 

8706260214 

50-259 

P 

GEBANER.H. 

8706080286 

PR 


3EGHAPD M 

8706250570 

PR 


CEBHAPCr,3.v\, 

87060901 34 

PR 


GEHIKE.L 

8706110041 

PR 


GEIS 

8706100468 

PR 


GENOVA, S. 

8706250577 

PR 


GENTILE, S. 

8706110203 

PR 


GEORGE.C.S. 

8706090213 

PR 


GEORGE.F.D. 

8706250605 

PR 


GEORGIEV.G.B. 

8706240048* 

50-259 

Q 

GERBE.C. 

8706110203 

PR 


GERETY.T.C. 

8706260409 

PR 


GERIAK.M.A. 

8706250575 

PR 


GERTZ.P.C. 

8706080258 

PR 


GEUNUCK.Y. 

8706110171 

NUREG 


GIAMMONA.P. 

8706110112 

PR 


GIANNUZZI.A.J. 

8706230265* 

50-321 

Q 

GIARDINA.J.R. 

8706250565 

PR 


GIBADLD.'L,;. 

8706100370 

PR 


GIBBONS.N.K. 

8706250577 

PR 


GIBBS, R. 

8706040274* 

50-259 

P 

GIBBS.R. 

8706170113* 

50-327 

P 

GIBBS, R.D. 

8706300886* 

50-280 

Q 

GIBBS, R.R. 

8706040243* 

50-259 

P 

GIBBS.R.R. 

8706040278* 

50-259 

P 

GIBBS, R.R. 

8706040287* 

50-259 

P 

GIBBS.R.R. 

8706160538* 

50-259 

P 

GIBBS.R.R. 

8706160553* 

50-259 

P 

GIBBS.R.R. 

8706170057* 

50-327 

P 

GIBBS.R.R. 

87061 70078* 

50-327 

P 

GIBBS.R.R. 

8706170105* 

50-327 

P 

GIBBS.R.R. 

87061 80061 * 

50-259 

P 

GIBBS.R.R. 

8706180067* 

50-259 

P 

GIBBS.R.R. 

8706300130* 

50-327 

P 

GIBBS.R.R. 

8706300141* 

50-327 

P 

GIBBS.R.R. 

8706300149* 

50-327 

P 

GIBBS.R.R. 

8707010013* 

50-259 

P 

GIBBY.G.A. 

8706080235 

PR 


GIBSON.A.F. 

8706170254 

50-321 

Q 

GIBSON.C.E. 

8706250602 

PR 


GIBSON, G.F. 

8706190289* 

50-327 

Q 

GIBSON, G.F. 

8706300119* 

50-395 

Q 

GIBSON, K.G. 

8706100066 

PR 


GIERASCH.J. 

8706250602 

PR 


GIGLIO.K.C. 

8706090167 

PR 


GILBERT, L 

8706170631* 

FOIA 


GILBERT.R.G. 

8706190315* 

FOIA 


GILBERT.R.G. 

8706220426* 

FOIA 


GILBERT.R.G. 

8706220435* 

FOIA 


GILINSKY.V. 

8304190241* 

50-272 

P 

GILL.B. 

8706250577 

PR 


GILLEN.A.J. 

8706250573 

PR 


GILLILAND, J. 

8706090228* 

FOIA 


GILLIS.T.C. 

8706100465 

PR 


GILMARTIN.J.J. 

8706090009 

PR 


GINN.R.M. 

8706190228 

50-346 

H 

GINNEGAR.E.R. 

8706250577 

PR 


GINTILE.W. 

8706110203 

PR 


GINTZ.LP. 

8706250510* 

FOIA 


GIORDANO.B.M. 

8706250588 

PR 


GIOVANNETTONE 

8706250570 

PR 


GIRAGOSIAN.M. 

8706250587* 

PR 
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AUTHOR 


GIRARD, E. 

GIRARD, E.H. 
GIRARDI.J. 
GIRARDl.J. 
GIROUX.J.L 

GLADSTEIN.F.P. 
GLADYSZAK.H, 
GLASGOLD.B. 
GLATZER.T. 
GLEASON, R.P. 

GLEISSER.A. 

GLEN.C. 

GLENN.A.G. 

GLENN.J. 

GLENN.J. 

GLENN.J.E. 

GLENN, J.E. 
GLIANNA.S.L 
GLOERSEN.W.B. 
GLOESEN.W.B. 

GLORIA.C. 

GLORIA.M.M. 

GNUGNOLl.G.N. 

GNUGNOLI.G.N. 

GOBELUJ.N. 

GOCHAL.A.J. 
GODDARD, Q. 
GOERING.R. 
GOETZ.G. 
GOLD,S.H. 

GOLD.V.G. 
GOLDAPPER.E. 
GOLDBERG.F.S. 
GOLDBERG, J.H, 
GOLDBERG,J.H. 

GOLDBERG.J.H. 

GOLDBERG,J.H. 

GOLDBERG,J.H. 

GOLDBERG.J.H. 

GOLDBERG.J.H. 

GOLDBEPG.J H. 
GOLDBrr.RG.J.H. 
GCl.DBEF'G.J.H. 
GOl.DBERG.J.h. 
GOLDBERG.J.H. 

GOLDBERG.J.H. 
GOLDBERG.J.H. 
GOLDBERG.J.H. 
GOLDBERG.J.H. 
GOLDBERG, J.H. 

GOLDBERG.J.R. 
GOLDBERG.J.H. 
GOLDBERG.J.R. 
GOLDBERG, M.G. 
GOLDEN.T.M. 

GOLDMAN, A.S. 

GOLDMAN.S.C. 

GOLDSTEIN.J. 

GOLIA.U. 

GOLiKEW.T.E. 

GOLLA.J.A. 

GOLUB,T. 

GONDEK.J. 

GOOD, A. 
GOOD.G.M. 

GOODE.D. 
GOODEN.A. 
GOODMAN, D. 
GOODMAN, D. 
GOODNOW.A.M. 

GOODRIDGE.R.H. 
GOODSON.R.P. 
GOODSPEED.N.B. 
GOODWIN, D.H. 
GOODWIN.G.C. 

GOODWIN, LW. 
GOOSSENS.F.J. 
GORDON, A.W. 
GORDON, A.W. 
GORDON.B.M. 

GORDON.aZ. 
GORDON, C.2. 
GORDON.E.S. 
GORDON.J. 
GORDON.J. 

GORDON.LL. 
GORE, A. 

GORELIK, E.M. 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


8706240048* 

50-259 

Q 

GOREWITZ.B. 

8706260275* 

50-369 

Q 

GORMAN, K.L 

8706250573 

PR 


GORRELLN. 

8706250577 

PR 


GORRELL.S. 

8706100443 

PR 


GOSSICK,LV. 

8706080184 

PR 


GOTT.R.E. 

8706260412 

PR 


GOURD.C.A. 

8706100066 

PR 


GOURD.C.A. 

8706250568 

PR 


GOVE,R.M. 

8706100186 

PR 


GRABER,L 

8706190069 

50-346 

G 

GRACE.J.N. 

8706250602 

PR 


GRACE, J.N. 

8706080263 

PR 


GRACE.J.N. 

8706110438 

l&E 


GRACE.J.N. 

8706300882* 

50-278 

U 

GRACE.J.N. 

8706170579* 

FOIA 


GRACE.J.N. 

8706230188* 

FOIA 


GRACE.J.N. 

8706110203 

PR 


GRACE,J.N. 

8706100324* 

50-369 

Q 

GRACE.J.N. 

8706150038* 

50-280 

Q 

GRACE.J.N. 

8706250577 

PR 


GRACE.J.N. 

8706100441 

PR 


GRACE.J.N. 

8706030228 

WASTE MGT 

GRACE.J.N. 

8706250220 

WASTE MGT 

GRACE.J.N. 

8706300943 

50-313 

R 

GRACE.J.N. 

8706080235 

PR 


GRACE.J.N. 

8706110041 

PR 


GRACE.J.N. 

8706100370 

PR 


GRACE.J.N. 

8706090213 

PR 


GRACE.J.N. 

8706100397 

PR 


GRACE.J.N. 

8706090086 

PR 


GRACE.J.N. 

8706080184 

PR 


GRACE.J.N. 

8706100066 

PR 


GRACE.J.N. 

8706010130 

50-498 

A 

GRACE.J.N. 

8706030433 

50-498 

S 

GRACE.J.N. 

8706040005 

50-498 

S 

GRACE.J.N. 

8706040009 

50-498 

S 

GRACE.J.N. 

8706040027 

50-498 

S 

GRACE.J.N. 

8706090363 

50-498 

A 

GRACE.J.N. 

8706100095 

50-498 

S 

GRACE.J.N. 

8706100415 

50-498 

S 

GRACE.J.N. 

8706110271 

50-498 

K 

GRACE.J.N. 

8706120112 

50-498 

K 

GRACE.J.N. 

8706170383 

50-498 

A 

GRACE.J.N. 

8706170553 

50-498 

S 

GRACE.J.N. 

8706190307 

50-498 

F 

GRACE.J.N. 

8706190367 

50-498 

K 

GRACE.J.N. 

8706190373* 

50-498 

K 

GRACE.J.N. 

8706220257 

50-498 

S 

GRACE.J.N. 

8706230365 

50-498 

C 

GRACE.J.N. 

8703180037* 

FOIA 


GRACE.J.N. 

8705280181* 

REVIEW GR P 

GRACE.J.N. 

8706190092 

50-498 

G 

GRACE.S.R. 

8706010118 

PR 


GRACE.S.R. 

8706080225 

PR 


GRACE.S.R. 

8705290241* 

PR 


GRACE.S.R. 

8706080231 

PR 


GRACE.S.R. 

8706080209 

PR 


GRADILONE 

8706250582 

PR 


GRAFTON, R. 

8706110294 

PR 


GRAHAM.D. 

8706260409 

PR 


GRAHAM,D.J. 

8706110294 

PR 


GRAMM.R. 

8706250457* 

50-443 

G 

GRANDE,C. 

8706250602 

PR 


GRANELLI.T.A. 

8706160377* 

50-206 

Q 

GRANT.N.J. 

8706250317* 

FOIA 


GRANT.N.W. 

8706300057* 

50-424 

Q 

GRANT.W.B. 

8706090167 

PR 


GRANT, W.B. 

8706250565 

PR 


GRANT.W.B. 

8706250588 

PR 


GRATE, K. 

870626041 0 

PR 


GRAU.R.E. 

8706120127* 

CONTRACT 

GRAVES.D.N. 

8706080257 

PR 


GRAVES, R.G. 

8706100359 

PR 


GRAY.D.A. 

8706110112 

PR 


GRAY.aA. 

8706250588 

PR 


GRAY, D. A. 

8706090134 

PR 


GRAY,D.A. 

8706040119 

50-259 

S 

GRAY.EA. 

8706100105 

50-260 

s 

GRAY.E.C. 

8706020140* 

50-219 

p 

GRAY.H. 

8706100337* 

50-387 

Q 

GRAY.J.L 

8706190117* 

50-412 

Q 

GRAY.T.C. 

8706100359 

PR 


GRAZIANO.F. 

8706230010 

FOIA 


GRAZIANO,M.A. 

8706300009* 

ORG 


GRECO.S. 

8706160200 

71-477 


GREEN.D, 

8706010075* 

70-143 


GREEN.S. 

8706250573 

PR 


GREEN, W.C. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8706250602 

PR 


GREENBERG.E. 

8706250586 

PR 


8706220128 

50-601 

A 

GREENBERG.I. 

8706090009 

PR 


8706110203 

PR 


GREENBLAT.G. 

8706080178 

PR 


8706080209 

PR 


GREENBUT.M. 

8706080209 

PR 


8706100075* 

FOIA 


GREENBLAT.M. 

8706080286 

PR 


8706090185 

PR 


GREENE, G.E. 

8706160028 

50-302 

I 

8706020139* 

40-8027 


GREENE.J.J. 

8706090086 

PR 


8706020154* 

40-8027 


GREENE.W.H. 

8706250588 

PR 


8706160246* 

WASTE RES 

GREENFELD.B. 

8706080215 

PR 


8706080119 

50-322 

P 

GREENMAN.E. 

8706010143 

50-304 

S 

8410230513* 

50-323 

P 

GREENMAN.E. 

8706020015 

50-341 

S 

8706010376 

70-143 


GREGER.LR. 

8706010056* 

70-36 


8706010379* 

70-143 


GREGER.LR. 

8706160458* 

50-6 

Q 

8706010409 

50-424 

Q 

GREGER.LR. 

8706230213* 

50-266 

Q 

8706010413* 

50-424 

Q 

GREGG.H.I. 

8706080059* 

50-410 

Q 

8706020203 

50-160 

Q 

GREGG.H.I. 

8706220268* 

50-423 

Q 

8706020209* 

50-160 

Q 

GREGORY.J. 

8706080209 

PR 


8706020252 

50-160 

Q 

GRELLA.A.W. 

8706180159* 

FOIA 


8706020261 * 

PR 


GRELLA.A.W. 

8706180172* 

FOIA 


8706030015 

50-321 

Q 

GRENIER.R.R. 

8706110294 

PR 


8706030360 

50-250 

P 

GRESK.K.P. 

8706100397 

PR 


8706090266 

50-424 

Q 

GREVE.S. 

8706250577 

PR 


8706100009 

50-321 

Q 

GRIDLEY.R. 

8706010330 

50-259 

Q 

8706100026 

50-269 

Q 

GRIDLEY.R. 

8706020011 

50-327 

P 

8706100181 

70-1151 


GRIDLEY.R. 

8706020142 

50-327 

P 

8706100192* 

50-414 

Q 

GRIDLEY.R. 

8706030305 

50-259 

F 

8706100200* 

50-414 

Q 

GRIDLEY.R. 

8706030347 

50-259 

P 

8706100458 

STATE PRO G 

GRIDLEY.R. 

8706040116 

50-390 

S 

8706110028 

50-250 

Q 

GRIDLEY.R. 

8706040152 

50-327 

Q 

8706110081 

50-261 

P 

GRIDLEY.R. 

8706050116 

50-327 

Q 


8706110223 

8706110287 

8706120326 

8706150050 

8706160090 


50-269 

50-269 

70-143 

50-269 

50-251 


GR1DLEY,R. 

GRIDLEY.R. 

GRIDLEY.R. 

GRIDLEY.R. 

GRIDLEY.R. 


8706050293 

8706080069 

8706090375 

8706110034 

8706160507 


50-327 

50-259 

50-390 

50-390 

50-327 


8706160093 

8706170091 

8706170481 

8706220002 

8706220475' 


50-250 P 

50-424 Q 

50-250 P 

50-269 Q 

70-143 


GRIDLEY.R. 

GRIDLEY.R. 

GRIDLEY.R. 

GRIDLEY.R. 

GRIDLEY.R. 


8706170293 

8706180123 

8706180237 

8706220328 

8706220438 


50-259 Q 

50-327 P 

50-259 P 

50-327 P 

50-390 S 


8706220484* 70-143 

8706250087 50-424 

8706250205 50-424 

8706250210* 50-424 

8706250236 50-280 

8706250295 50-424 

8706250496 50-424 

8706260054 50-280 

8706300322 50-425 

8706300909 50-261 

8706300941 
8706300997 
8706080102 
8706120111 
8706160052 

8706220476 40-8768 

8706230020 40-8768 

8706100441 PR 
8706260412 PR 
8706180153 50-302 

8706080263 PR 
8706250250* 50-412 

8706250570 PR 
8706100427 PR 
8706080225 PR 

8706220032 50-250 

8706170104* 40-6563 

8706170176* 40-6563 

8706300985* 50-282 

8706110203 PR 

8706250586 PR 
8706230263* 50-458 

8706010031 PR 
8706220170 XPORTLIC 
8706220179 XPORTLIC 

8706230260 XPORTLIC 
8706230262* XPORTLIC 
8706090086 PR 
8706080184 PR 
8706250250* 50-412 

8706080263 PR 
8706170105* 50-327 

8706100140 PR 
8706250570 PR 
8706250586 PR 

8706090185 PR 
8706250577 PR 
8706300813 50-389 


GRIDLEY.R. 

Q GRIDLEY.R. 

Q GRIDLEY.R. 

Q GRIDLEY.R. 

Q GRIDLEY.R. 

P GRIDLEY.R. 

P GRIDLEY.R. 

Q GRIDLEY.R.L. 

Q GRIDLEY.R.L. 

Q GRIDLEY.R.L. 

Q GRIDLEY.R.L 

Q GRIDLEY.R.L. 

GRIDLEY.R.L. 
GRIDLEY.R.L 
GRIDLEY.R.L. 

GRIDLEY.R.L. 
GRIDLEY.R.L. 
GRIDLEY.R.L. 
GRIDLEY.R.L. 
R GRIDLEY.R.L 

GRIDLEY.R.L 
Q GRIDLEY.R.L. 

GRIDLEY.R.L. 
GRIDLEY.R.L 
GRIECO.P. 

R GRIER.B.H. 

GRIER.B.H. 
GRIER.B.H. 

Q GRIER.B.H. 

GRIER.B.H. 

GRiFFEN.A. 

V GRIFFEN.J. 

GRIFFIN.A.E. 
GRIFFIN, D. 
GR1FFIN,E.A. 

GRIFFIN.R. 
GRIFFITH.C.E. 
GRIFFITH.P. 
GRIGONIS.F. 
Q GRILLO.J.M. 

GRIMES.C.I. 

P GRIMES.C.I. 

GRIMES.C.I. 
GRIMES, J. 
GRIMM.J. 

GRIMSLEY.D, 
GRIMSLEY.D. 
S GRIMSLEY.D. 


50-424 
50-261 
40-8684 
WASTE MGT 
40-8452 


8706230192 

8706230306 

8706230363 

8706230400 

8706240373 

8706240428 

8706250063 

8701280449 

8706040137 

8706040272* 

8706040358 

8706050101 

8706050132 

8706050322 

8706110370 

8706160416 

8706180149 

8706220315 

8706230153 

8706230379 

8706230380 

8706230498 

8706240252 

8706260050 

8706100441 

8104160510* 

8104160515* 

8104160518* 

8706170124* 

8706170148* 

8706080263 

8706250565 

8706100468 

8706250586 

8706080225 

8706250602 

8706100359 

8706240352 

8706080263 

8706090134 

8706090007 

8706160348 

8706300256 

8706250573 

8706160336 

8706010179 

8706020040 

8706100420 


50-327 Q 

50-327 P 

50-390 S 

50-390 A 

50-259 Q 

50-259 F 

50-390 K 

50-438 S 

50-259 Q 

50-293 P 

50-438 S 

50-390 A 

50-327 F 

50-438 R 

50-327 P 

50-327 V 

50-390 R 

50-327 F 

50-390 A 

50-390 A 

50-259 P 

50-438 S 

50-438 S 

50-259 P 

PR 

FOIA 

FOIA 

FOIA 

40-6563 

40-6563 

PR 

PR 

PR 

PR 

PR 

PR 

PR 

NUREG 


50-445 Q 

50-445 A 

50-445 A 

PR 

WASTE MGT 

FOIA 

.FOIA 

50-275 P 
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AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

FRITZ.M. 

8706250565 

PR 


FRITZGERALD.D. 

8706080278 

PR 


FROLO.T.R. 

8706100186 

PR 


FROLOFF.W. 

8706250262* 

FOIA 


FROMER.J.G. 

8706250575 

PR 


FROST. W.E. 

8706160043* 

FOIA 


FRUTIGER.E.R. 

8706100397 

PR 


FRY.R.M. 

8706250519* 

FOIA 


FRYE.J.H. 

8706020063 

50-322 

G 

FRYE.J.H. 

8706300473 

40-8027 


FUCARENE.K. 

8706080263 

PR 


FUENTES.H.R. 

8706030186 

NUREG 


FULLER.G.H. 

8706020225 

WASTE RES 

FULTON.R.W. 

8706260412 

PR 


FUNARO.J.E. 

8706250575 

PR 


FUNCHES.J.L 

8706010220 

50-322 

U 

FUNCHES.J.L 

8706220087 

50-530 

M 

FURFARI.W.H. 

8706220507* 

FOIA 


FURLONG.S.L 

8706250588 

PR 


FURNARI.S. 

8706250573 

PR 


FUSCO, A. 

8706250586 

PR 


GAD.R.K. 

8706120345 

50-530 

M 

GAD.R.K. 

8706120345 

50-530 

M 

GAD.R.K. 

8706190062 

50-445 

G 

GAD.R.K. 

8706190062 

50-445 

G 

GAD.R.K. 

8706250107 

50-445 

G 

GAD.R.K. 

8706250107 

50-445 

G 

GAD.R.K. 

8706250141 

50-445 

G 

GAD.R.K. 

8706250141 

50-445 

Q 

GAEBLE.E. 

8706100370 

PR 


GAGLIARDl.A. 

8706250570 

PR 


GAGLIARDO.J.E. 

8706010173 

50-313 

Q 

GAGL1ARDO.J.E. 

8706010416 

50-285 

Q 

GAGLIARDOJ.E. 

8706020065 

50-267 

F 

GAGLIARDOJ.E. 

8706030026 

50-458 

Q 

GAGLIARDO.J.E. 

8706030027 

50-298 

P 

GAGLIARDO.J.E. 

8706050030 

50-267 

Q 

GAGLIARDO.J.E. 

8706050065 

50-498 

Q 

GAGL1ARDO.J.E. 

8706050259 

50-458 

Q 

GAGLIARDO.J.E. 

8706080071 

50-498 

Q 

GAGLIARDO.J.E. 

8706080109 

50-382 

Q 

GAGLIARDO.J.E. 

8706080262 

50-298 

F 

GAGLIARDO.J.E. 

8706080300 

50-285 

F 

GAGLIARDO.J.E. 

8706080339 

50-498 

Q 

GAGLIARDO.J.E. 

8706090024 

50-498 

Q 

GAGLIARDO.J.E. 

8706090069 

50-267 

F 

GAGLIARDO.J.E. 

8706090172 

50-298 

Q 

GAGLIARDO.J.E. 

8706090198 

50-382 

F 

GAGLIARDO.J.E. 

8706090242 

50-458 

F 

GAGLIARDO.J.E. 

8706090250 

50-313 

Q 

GAGLIARDO.J.E. 

8706090360 

50-382 

Q 

GAGLIARDO.J.E. 

8706090370 

50-313 

F 

GAGLIARDO.J.E. 

8706090428 

50-482 

F 

GAGLIARDO.J.E. 

8706090432 

50-498 

F 

GAGLIARDO.J.E. 

8706100286 

50-458 

Q 

GAGLIARDO.J.E. 

8706100377 

50-313 

Q 

GAGLIARDO.J.E. 

8706100464 

50-285 

Q 

GAGLIARDO.J.E. 

8706150106 

50-313 

Q 

GAGLIARDO.J.E. 

8706160013 

50-382 

Q 

GAGLIARDO.J.E. 

8706160036 

50-482 

Q 

GAGLIARDO.J.E. 

8706160054 

50-267 

Q 

GAGLIARDO.J.E. 

8706160446 

50-267 

S 

GAGLIARDO.J.E. 

8706160550 

50-313 

Q 

GAGLIARDO.J.E. 

8706160669 

50-267 

Q 

GAGLIARDO.J.E. 

8706170007 

50-382 

Q 

GAGLIARDO.J.E. 

8706170039 

50-382 

Q 

GAGLIARDO.J.E. 

8706170189 

50-267 

Q 

GAGLIARDO.J.E. 

8706170233 

50-498 

Q 

GAGLIARDO.J.E. 

8706170242 

50-298 

F 

GAGLIARDO.J.E. 

8706170324 

50-458 

Q 

GAGLIARDO.J.E. 

8706170398 

50-285 

Q 

GAGLIARDO.J.E. 

8706190096 

50-298 

V 

GAGLIARDO.J.E. 

8706190299 

50-482 

Q 

GAGLIARDO.J.E. 

8706190304 

50-498 

Q 

GAGLIARDO.J.E. 

8706190318 

50-382 

Q 

GAGLIARDO.J.E. 

8706190342 

50-498 

Q 

GAGLIARDO.J.E. 

8706190372 

50-298 

P 

GAGLIARDO.J.E. 

8706220057 

50-313 

Q 

GAGLIARDO.J.E. 

8706220074 

50-285 

Q 

GAGLIARDO.J.E. 

8706230250 

50-458 

V 

GAGLIARDO.J.E. 

8706240129 

50-498 

A 

GAGLIARDO,J,E. 

8706240348 

50-498 

Q 

GAGLIARDO.J.E. 

8706240417 

50-285 

F 

GAGLIARDO.J,E. 

8706250193 

50-498 

Q 

GAGLIARDO.J.E. 

8706260096 

50-285 

p 

GAGLIARDO.J.E. 

8706260114 

50-313 

Q 

GAGLIARDO,J.E. 

8706260286 

50-498 

Q 

GAGLIARDO.J.E. 

8706260298 

50-498 

Q 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

GAGLIARDO.J.E. 

8706260323 

50-313 

V 

QAGLIARDO,J.E. 

8706260364 

50-382 

S 

GAGLIARDO.J.E. 

8706290029 

50-313 

Q 

GAGLIARDO.J.E. 

8706300025 

50-267 

V 

GAGLIARDO.J.E. . 

8706300194 

50-285 

V 

GAGLIARDO,J.E. 

8706300209 

50-498 

A 

GAGLIARDO.J.E. 

8706300253 

50-285 

Q 

GAGLIARDO.J.E. 

8706300353 

50-498 

Q 

GAGLIARDO.J.E. 

8706300393 

50-285 

Q 

GAGNE.J.A. 

8706100370 

PR 


GAGNE.M. 

8706250570 

PR 


GAKIS.E.L. 

8706250570 

PR 


GALE.B.G. 

8706240388 

WASTE MGT 

GALE.R.W. 

8706030215 

WASTE MGT 

GALLAGHER.A. 

8706250602 

PR 


GALLAGHER.D.F. 

8706010433* 

50-213 

P 

GALLAGHER.J.W. 

8706010106 

50-277 

P 

GALLAGHER.J.W. 

8706020045 

50-352 

Q 

GALLAGHER.J.W. 

8706030476 

50-278 

P 

GALLAGHER.J.W. 

8706100359 

PR 


GALLAGHER.J.W. 

8706120028 

50-278 

P 

GALLAGHER.J.W. 

8706150214 

50-352 

S 

GALLAGHER.J.W. 

8706180192* 

50-277 

P 

GALUGHER.J.W. 

8706230164 

50-277 

Q 

GALLAGHER.J.W. 

8706230240 

50-277 

Q 

GALLAGHER.J.W. 

8706230354 

50-277 

P 

GALLAGHER.J.W. 

8706250255 

50-352 

P 

GALLAGHER.J.W. 

8706260099 

50-352 

V 

GALLAGHER.J.W. 

8706260111 

50-352 

Q 

GALLAGHER.J.W. 

8706300231 

50-352 

F 

GALLAGHER.R.F. 

8706250588 

PR 


GALLANT.K. 

8706250586 

PR 


GALLO,J. 

8706090129 

50-456 

G 

GALLO.J. 

8706090129 

50-456 

G 

GALLO.J. 

8706100085 

50-456 

G 

GALLO.J. 

8706100085 

50-456 

G 

GALLO.J. 

8706250570 

PR 


GALLO.K.N. 

8706080209 

PR 


GALLO.M. 

8706180058 

50-247 

Q 

GALLO.R. 

8706040208 

50-278 

S 

GALLO, R. 

8706290016 

50-277 

S 

GALLO, R.M. 

8706040179 

50-353 

Q 

GALLO.R.M. 

8706090027 

50-286 

Q 

GALLO.R.M. 

8706090119 

50-244 

Q 

GALLO.R.M. 

8706090137 

50-247 

Q 

GALLO.R.M. 

8706090150* 

50-277 

Q 

GALLO.R.M. 

8706090174 

50-272 

Q 

GALLO.R.M. 

8706090304 

50-220 

Q 

GALLO.R.M. 

8706090380 

50-354 

Q 

GALLO.R.M. 

8706120001 

50-352 

Q 

GALLO.R.M. 

8706120077 

50-247 

Q 

GALLO.R.M. 

8706160201 

50-333 

Q 

GALLO.R.M. 

8706220149 

50-54 

V 

GALLO.R.M. 

8706250058 

50-352 

V 

GALLO.R.M. 

8706300947 

50-353 

Q 

GALUPPO.D. 

8706260410 

PR 


GAMACHE,H.J. 

8706250588 

PR 


GAMMA.N. 

8706250577 

PR 


GAMMIE.G.B. 

8706120311 

50-317 

J 

GAMMILL,W.P. 

8706160571* 

FOIA 


GANDREY.J. 

8706090167 

PR 


GANGAROSSA,J.M. 

8706080215 

PR 


GANNON, W.C. 

8706040033 

40-6940 


GANSERT.D. 

8706250586 

PR 


GANSHOW.M. 

8706100140 

PR 


GARCIA,J. 

8706190059* 

WASTE MGT 

GARCIA.J.G. 

8706110383 

PR 


GARDE.B.P. 

8706030309 

50-498 

G 

GARDE.B.P. 

8706090115 

50-445 

G 

GARDE.B.P. 

8706090115 

50-445 

G 

GARDE.B.P. 

8706100099 

50-445 

A 

GARDE, B.P. 

8706160370 

50-445 

A 

GARDE.B.P. 

8706250216 

FOIA 


GARDE.B.P. 

8706260006 

50-445 

H 

GARDNER, J. 

8706080209 

PR 


GARDNER.J.D. 

8706110294 

PR 


GARDNER.R. 

8706090416* 

50-295 

Q 

GARDNER.R.N. 

8706100170* 

50-373 

Q 

GARDNER, R.N. 

8706230173* 

50-155 

Q 

GARDNER.R.N. 

8706230224* 

50-295 

Q 

GARFINKEUP. 

8706180174 

50-412 

S 

GARLAND.W.L. 

8706230076 

40-8857 


GARNER, B. 

8706230219 

50-338 

R 

GARNER.L 

8706300625* 

50-321 

Q 

GARNER, LW. 

8706100228* 

50-324 

Q 

GARNER, LW. 

8706300350* 

50-324 

Q 

GARNETT.K. 

8706250570 

PR 


GARRETT.K.W. 

8706110379 

50-409 

J 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

GARRISON.A. 

8706090086 

PR 


GARRISON. D.L 

8706080344* 

50-498 

Q 

GARRISON, D.L 

8706170245* 

50-498 

Q 

GARRISON. D.L 

8706190357* 

50-498 

Q 

GARRISON.G.A. 

8706260412 

PR 


GARTNER, R.E. 

8706110041 

PR 


GARVEY, P. 

8706250573 

PR 


GARY.I. 

8706080178 

PR 


GASPER.J.K. 

8706120040 

TOPREP 


GASPER, J.K. 

8706120303 

TOPREP 


GASPER.J.K. 

8706120303 

TOPREP 


GASSERT.C.G. 

8706090213 

PR 


GAT.U. 

8706250177* 

FOIA 


GATELY.J.M. 

8706250575 

PR 


GATES.W.E. 

8706250575 

PR 


GATTO.D.V. 

8706100359 

PR 


GAUDETTE.M.M. 

8706010031 

PR 


GAUNT.R.H. 

8706090009 

PR 


GAUPP.J.L 

8706100359 

PR 


GAUTHIER.J. 

8706250570 

PR 


GAVIN.M.E. 

8706250577 

PR 


GAVULA.J.A. 

8706010054* 

50-331 

Q 

GAYEK.H. 

8706260216 

FOIA 


GAZZOLA.G. 

8706250577 

PR 


GEARS.G.E. 

8706250005 

50-259 

P 

GEARS.G.E. 

8706260214 

50-259 

P 

GEBANER.H. 

8706080286 

PR 


GEBHARD.M. 

8706250570 

PR 


GEBHARDT.B.W. 

8706090134 

PR 


GEHIKE.L 

8706110041 

PR 


GEIS 

8706100468 

PR 


GENOVA.S. 

8706250577 

PR 


GENTILE.S. 

8706110203 

PR 


GEORGE.C.S. 

8706090213 

PR 


GEORGE.F.D. 

8706250605 

PR 


GEORGIEV.G.B. 

8706240048* 

50-259 

Q 

GERBE.C. 

8706110203 

PR 


GERETY.T.C. 

8706260409 

PR 


GERIAK.M.A. 

8706250575 

PR 


GERTZ.P.C. 

8706080258 

PR 


GEUNUCK.Y. 

8706110171 

NUREG 


GIAMMONA.P. 

8706110112 

PR 


CLANN'JZZ ,A.J. 

8706230265* 

50-321 

Q 

GIARDINA.J.R. 

8706250565 

PR 


GIBADLO.R.J. 

87061 00370 

PR 


GIBBONS.N.K. 

8706250577 

PR 


GIBBS.R. 

8706040274* 

50-259 

P 

GIBBS, R. 

8706170113* 

50-327 

P 

GIBBS.R.D. 

8706300886* 

50-280 

Q 

GIBBS.R.R. 

8706040243* 

50-259 

P 

GIBBS.R.R. 

8706040278* 

50-259 

P 

GIBBS.R.R. 

8706040287* 

50-259 

P 

GIBBS.R.R. 

8706160538* 

50-259 

P 

GIBBS.R.R. 

8706160553* 

50-259 

P 

GIBBS.R.R. 

8706170057* 

50-327 

P 

GIBBS.R.R. 

8706170078* 

50-327 

P 

GIBBS.R.R. 

8706170105* 

50-327 

P 

GIBBS.R.R. 

8706180061* 

50-259 

P 

GIBBS.R.R. 

8706180067* 

50-259 

P 

GIBBS.R.R. 

8706300130* 

50-327 

P 

GIBBS.R.R. 

8706300141* 

50-327 

P 

GIBBS.R.R. 

8706300149* 

50-327 

P 

GIBBS.R.R. 

8707010013* 

50-259 

P 

GIBBY.G.A. 

8706080235 

PR 


GIBSON.A.F. 

8706170254 

50-321 

Q 

GIBSON.C.E. 

8706250602 

PR 


GIBSON.G.F. 

8706190289* 

50-327 

Q 

GIBSON, G.F. 

8706300119* 

50-395 

Q 

GIBSON, K.G. 

8706100066 

PR 


GIERASCH.J. 

8706250602 

PR 


GIGLIO.K.C. 

8706090167 

PR 


GILBERT, L. 

8706170631* 

FOIA 


GILBERT, R.G. 

8706190315* 

FOIA 


GILBERT.R.G. 

8706220426* 

FOIA 


GILBERT.R.G. 

8706220435* 

FOIA 


GILINSKY.V. 

8304190241* 

50-272 

P 

GILL,B. 

8706250577 

PR 


GILLEN, A.J. 

8706250573 

PR 


GILLILAND,J. 

8706090228* 

FOIA 


GILLIS.T.C. 

8706100465 

PR 


GILMARTIN.J.J. 

8706090009 

PR 


GINN.R.M. 

8706190228 

50-346 

H 

GINNEGAR.E.R. 

8706250577 

PR 


GINTILE.W. 

8706110203 

PR 


GINTZ,L.P. 

8706250510* 

FOIA 


GIORDANO.B.M. 

8706250588 

PR 


GIOVANNETTONE 

8706250570 

PR 


GIRAGOSIAN.M. 

8706250587* 

PR 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

GIRARO.E. 

8706240048* 

50-259 

Q 

GOREWITZ.B. 

8706250602 

PR 


GREENBERG.E. 

8706250586 

PR 


GIRARD.E.H. 

8706260275* 

50-369 

Q 

GORMAN.K.L. 

8706220128 

50-601 

A 

GREENBERG.I. 

8706090009 

PR 


GIRARDI.J. 

8706250573 

PR 


GORRELL.N. 

8706110203 

PR 


QREENBLAT.G. 

8706080178 

PR 


GIRARDl.J. 

8706250577 

PR 


GORRELL.S. 

8706080209 

PR 


GREENBLAT.M. 

8706080209 

PR 


GIROUX, J.L 

8706100443 

PR 


gossick.lv. 

8706100075* 

FOIA 


GREENBLAT.M. 

8706080286 

PR 


GLADSTEIN.F.P. 

8706080184 

PR 


GOTT.R.E. 

8706090185 

PR 


GREENE.G.E. 

8706160028 

50-302 

I 

GUDYSZAK.H. 

8706260412 

PR 


GOURD.C.A. 

8706020139* 

40-8027 


GREENE.J.J. 

8706090086 

PR 


GLASGOLD.B. 

8706100066 

PR 


GOURD.C.A. 

8706020154* 

40-8027 


GREENE.W.H. 

8706250588 

PR 


GLATZER.T. 

8706250568 

PR 


GOVE.R.M. 

8706160246* 

WASTE RES 

GREENFELD.B. 

8706080215 

PR 


GLEASON.R.P. 

8706100186 

PR 


GRABER.L 

8706080119 

50-322 

P 

GREENMAN.E. 

8706010143 

50-304 

S 

GLEISSER.A. 

8706190069 

50-346 

G 

GRACE, J.N. 

8410230513* 

50-323 

P 

GREENMAN.E. 

8706020015 

50-341 

s 

GLEN.C. 

8706250602 

PR 


GRACE, J.N. 

8706010376 

70-143 


GREGER.LR, 

8706010056* 

70-36 


GLENN, A.G. 

8706080263 

PR 


GRACE,J.N. 

8706010379* 

70-143 


GREGER.LR. 

8706160458* 

50-6 

Q 

GLENN, J. 

8706110438 

l&E 


GRACE,J.N. 

8706010409 

50-424 

Q 

GREGER.LR. 

8706230213* 

50-266 

Q 

GLENN.J. 

8706300882* 

50-278 

U 

GRACE,J.N. 

8706010413* 

50-424 

Q 

GREGG.H.I. 

8706080059* 

50-410 

Q 

GLENN, J.E. 

8706170579* 

FOIA 


GRACE,J.N. 

8706020203 

50-160 

Q 

GREGG.H.I. 

8706220268* 

50-423 

Q 

GLENN.J.E. 

8706230188* 

FOIA 


GRACE, J.N. 

8706020209* 

50-160 

Q 

GREGORY.J. 

8706080209 

PR 


GLIANNA.S.L 

8706110203 

PR 


GRACE.J.N. 

8706020252 

50-160 

Q 

GRELLA.A.W. 

8706180159* 

FOIA 


GLOERSEN.W.B. 

8706100324* 

50-369 

Q 

GRACE.J.N. 

8706020261 * 

PR 


GRELLA.A.W. 

8706180172* 

FOIA 


GLOESEN.W.B. 

8706150038* 

50-280 

Q 

GRACE.J.N. 

8706030015 

50-321 

Q 

GRENIER.R.R. 

8706110294 

PR 


GLORIA, C. 

8706250577 

PR 


GRACE.J.N. 

8706030360 

50-250 

P 

GRESK.K.P. 

8706100397 

PR 


G'.ORIA.M.V. 

8706100441 

PR 


GRACE.J.N. 

8706090266 

50-424 

Q 

GREVE.S. 

8706250577 

PR 


CAUGN'JJ.G.N. 

8706030228 

WASTE MGT 

GRACE.J.N. 

8706100009 

50-321 

Q 

GRIDLEY.R. 

8706010330 

50-259 

Q 

GNUGNOi.:,G.f«i. 

8706250220 

WASTE MGT 

GRACE.J.N. 

8706100026 

50-269 

Q 

GRIDLEY.R. 

870602001 1 

50-327 

P 

GOBELUJ.N. 

8706300943 

50-313 

R 

GRACE.J.N. 

8706100181 

70-1151 


GRIDLEY.R. 

8706020142 

50-327 

P 

GOCHAUAJ. 

8706080235 

PR 


GRACE.J.N. 

8706100192* 

50-414 

Q 

GRIDLEY.R. 

8706030305 

50-259 

F 

GODDARD.Q. 

8706110041 

PR 


GRACE.J.N. 

8706100200* 

50-414 

Q 

GRIDLEY.R. 

8706030347 

50-259 

P 

GOERING.R. 

8706100370 

PR 


GRACE.J.N. 

8706100458 

STATE PRO G 

GRIDLEY.R. 

8706040116 

50-390 

S 

GOETZ.G. 

8706090213 

PR 


GRACE.J.N. 

8706110028 

50-250 

Q 

GRIDLEY.R. 

8706040152 

50-327 

Q 

GOLD,S.H. 

8706100397 

PR 


GRACE.J.N. 

8706110081 

50-261 

P 

GRIDLEY.R. 

8706050116 

50-327 

Q 

GOX.V G. 

8706090086 

PR 


GRACE.J.N. 

8706110223 

50-269 

P 

GRIDLEY.R. 

8706050293 

50-327 

P 

GCi.EAPPFR.E. 

8706080184 

PR 


GRACE.J.N. 

8706110287 

50-269 

P 

GRIDLEY.R. 

8706080069 

50-259 

P 

GOICBERG.- S. 

8706100066 

PR 


GRACE.J.N. 

8706120326 

70-143 


GRIDLEY.R. 

8706090375 

50-390 

S 

GOLDBERG.J.H. 

8706010130 

50-498 

A 

GRACE.J.N. 

8706150050 

50-269 

F 

GRIDLEY.R. 

8706110034 

50-390 

S 

GOLDBERG.J.H. 

8706030433 

50-498 

S 

GRACE.J.N. 

8706160090 

50-251 

Q 

GRIDLEY.R. 

8706160507 

50-327 

P 

GOLDBERG,J.H. 

8706040005 

50-498 

S 

GRACE.J.N. 

8706160093 

50-250 

P 

GRIDLEY.R. 

8706170293 

50-259 

Q 

30LGBEnG.„:/-i. 

8706040009 

50-498 

S 

GRACE.J.N. 

8706170091 

50-424 

Q 

GRIDLEY.R. 

8706180123 

50-327 

P 

30 .OBERG.,; ri. 

8706040027 

50-498 

S 

GRACE.J.N. 

8706170481 

50-250 

P 

GRIDLEY.R. 

8706180237 

50-259 

P 

GOLDBERG.J.H. 

8706090363 

50-498 

A 

GRACE.J.N. 

8706220002 

50-269 

Q 

GRIDLEY.R. 

8706220328 

50-327 

P 

GOLDBERG.J.H. 

8706100095 

50-498 

S 

GRACE.J.N. 

8706220475* 

70-143 


GRIDLEY.R. 

8706220438 

50-390 

S 

GOLDBERG.J.H. 

8706100415 

50-498 

S 

GRACE.J.N. 

8706220484* 

70-143 


GRIDLEY.R. 

8706230192 

50-327 

Q 

GOLDBERG.J.H. 

8706110271 

50-498 

K 

GRACE.J.N. 

8706250087 

50-424 

Q 

GRIDLEY.R. 

8706230306 

50-327 

P 

GOLDBERG,J.H. 

8706120112 

50-498 

K 

GRACE.J.N. 

8706250205 

50-424 

Q 

GRIDLEY.R. 

8706230363 

50-390 

S 

GOLDBERG.J.H. 

8706170383 

50-498 

A 

GRACE.J.N. 

8706250210* 

50-424 

Q 

GRIDLEY.R. 

8706230400 

50-390 

A 

GOLDBERG.J.H. 

8706170553 

50-498 

S 

GRACE.J.N. 

8706250236 

50-280 

Q 

GRIDLEY.R. 

8706240373 

50-259 

Q 

GOLDBERG.J.H. 

8706190307 

50-498 

F 

GRACE.J.N. 

8706250295 

50-424 

P 

GRIDLEY.R. 

8706240428 

50-259 

F 

GOLDBERG.J.H. 

8706190367 

50-498 

K 

GRACE.J.N. 

8706250496 

50-424 

P 

GRIDLEY.R. 

8706250063 

50-390 

K 

GOLDBERG.J.H. 

8706190373* 

50-498 

K 

GRACE.J.N. 

8706260054 

50-280 

Q 

GRIDLEY.R.L. 

8701280449 

50-438 

S 

GOLDBERG.J.H. 

8706220257 

50-498 

S 

GRACE.J.N. 

8706300322 

50-425 

Q 

GRIDLEV.R.L 

8706040137 

50-259 

Q 

GOLDBERG, J.H. 

8706230365 

50-498 

C 

GRACE.J.N. 

8706300909 

50-261 

Q 

GRIDLEY.R.L. 

8706040272* 

50-293 

P 

GOLDBERG.J.H. 

8703180037* 

FOIA 


GRACE.J.N. 

8706300941 

50-424 

Q 

GRIDLEY.R.L. 

8706040358 

50-438 

S 

GOLDBERG.J.H. 

8705280181* 

REVIEW GR P 

GRACE.J.N. 

8706300997 

50-261 

Q 

GRIDLEY.R.L. 

8706050101 

50-390 

A 

GOLDBERG.J.H. 

8706190092 

50-498 

G 

GRACE.S.R. 

8706080102 

40-8684 


GRIDLEY.R.L. 

8706050132 

50-327 

F 

GOLDBERG.M.G. 

8706010118 

PR 


GRACE.S.R. 

8706120111 

WASTE MGT 

GRIDLEY.R.L. 

8706050322 

50-438 

R 

GOLDEN.T.M. 

8706080225 

PR 


GRACE.S.R. 

8706160052 

40-8452 


GRIDLEY.R.L. 

8706110370 

50-327 

P 

GOLDMAN.A.S. 

8705290241 * 

PR 


GRACE.S.R. 

8706220476 

40-8768 


GRIDLEY.R.L. 

8706160416 

50-327 

V 

GOLDMAN, S.C. 

8706080231 

PR 


GRACE.S.R. 

8706230020 

40-8768 


GRIDLEY.R.L. 

8706180149 

50-390 

R 

GOLDSTEIN.J. 

8706080209 

PR 


GRADILONE 

8706100441 

PR 


GRIDLEY.R.L. 

8706220315 

50-327 

F 

GOLIA,U. 

8706250582 

PR 


GRAFTON.R. 

8706260412 

PR 


GRIDLEY.R.L. 

8706230153 

50-390 

A 

GOLIKEW.T.E. 

8706110294 

PR 


GRAHAM.D. 

8706180153 

50-302 

R 

GRIDLEY.R.L 

8706230379 

50-390 

A 

GOLLA,J.A. 

8706260409 

PR 


GRAHAM.D.J. 

8706080263 

PR 


GRIDLEY.R.L 

8706230380 

50-259 

P 

GOLUB, T. 

8706110294 

PR 


GRAMM.R. 

8706250250* 

50-412 

Q 

GRIDLEY.R.L. 

8706230498 

50-438 

S 

GONDEK.J. 

8706250457* 

50-443 

G 

GRANDE.C. 

8706250570 

PR 


GRIDLEY.R.L 

8706240252 

50-438 

S 

GOOD.A. 

8706250602 

PR 


GRANELLI,T.A. 

8706100427 

PR 


GRIDLEY.R.L 

8706260050 

50-259 

P 

GOOD.G.M. 

8706160377* 

50-206 

Q 

GRANT, N.J. 

8706080225 

PR 


GRIECO.P. 

8706100441 

PR 


GOODE.D. 

8706250317* 

FOIA 


GRANT, N.W. 

8706220032 

50-250 

R 

GRIER, B.H. 

8104160510* 

FOIA 


GOODEN, A, 

8706300057* 

50-424 

Q 

GRANT.W.B. 

8706170104* 

40-6563 


GRIER, B.H. 

8104160515* 

FOIA 


GOODMAN, D. 

8706090167 

PR 


GRANT.W.B. 

8706170176* 

40-6563 


GRIER, B.H. 

8104160518* 

FOIA 


GOODMAN, D. 

8706250565 

PR 


GRANT.W.B. 

8706300985* 

50-282 

Q 

GRIER, B.H. 

8706170124* 

40-6563 


GOODNOW,A.M. 

8706250588 

PR 


GRATE.K. 

8706110203 

PR 


GRIER.B.H. 

8706170148* 

40-6563 


GOODRIDGE.R.H. 

8706260410 

PR 


GRAU.R.E. 

8706250586 

PR 


GRIFFEN.A. 

8706080263 

PR 


GOODSON.R.P. 

8706120127* 

CONTRACT 


GRAVES.D.N. 

8706230263* 

50-458 

V 

GRIFFEN.J. 

8706250565 

PR 


GOODSPEED.N.R. 

8706080257 

PR 


GRAVES, R.G. 

8706010031 

PR 


GRIFFIN.A.E. 

8706100468 

PR 


GOODWIN.D.H. 

8706100359 

PR 


GRAY.D.A. 

8706220170 

XPORTLIC 


GRIFFIN, D. 

8706250586 

PR 


GOODWIN.G.C. 

8706110112 

PR 


GRAY,D.A. 

8706220179 

XPORTLIC 


GRIFFIN,E.A. 

8706080225 

PR 


GOODWIN, LW. 

8706250588 

PR 


GRAY.D.A. 

8706230260 

XPORTLIC 


GRIFFIN, R. 

8706250602 

PR 


GOOSSENS,F.J. 

8706090134 

PR 


GRAY,D.A. 

8706230262* 

XPORTLIC 


GRIFFITH, C.E. 

8706100359 

PR 


GORDON.A.W. 

8706040119 

50-259 

S 

GRAY.E.A. 

8706090086 

PR 


GRIFFITH.P. 

8706240352 

NUREG 


GORDON.A.W. 

8706100105 

50-260 

S 

GRAY.E.C. 

8706080184 

PR 


GRIGONIS.F. 

8706080263 

PR 


GORDON.B.M. 

8706020140* 

50-219 

P 

GRAY.H. 

8706250250* 

50-412 

Q 

GRILLO.J.M. 

8706090134 

PR 


GORDON.C.Z. 

8706100337* 

50-387 

Q 

GRAY, J.L 

8706080263 

PR 


GRIMES, C.l, 

8706090007 

50-445 

Q 

GORDON, C.Z. 

8706190117* 

50-412 

Q 

GRAY.T.C. 

8706170105* 

50-327 

P 

GRIMES.C.I. 

8706160348 

50-445 

A 

GORDON, E.S. 

8706100359 

PR 


GRAZIANO.F. 

8706100140 

PR 


GRIMES.C.I. 

8706300256 

50-445 

A 

GORDON, J. 

8706230010 

FOIA 


GRAZIANO.M.A. 

8706250570 

PR 


GRIMES.J. 

8706250573 

PR 


GORDON, J. 

8706300009* 

ORG 


GRECO.S. 

8706250586 

PR 


GRIMM, J. 

8706160336 

WAS! h MC I 

GORDON.LL. 

8706160200 

71-477 


GREEN.D. 

8706090185 

PR 


GRIMSLEY.D. 

8706010179 

FOIA 


GORE,A. 

8706010075* 

70-143 


GREEN, S. 

8706250577 

PR 


GRIMSLEY.D. 

8706020040 

.FOIA 


GORELIK, EM. 

8706250573 

PR 


GREEN.W.C, 

8706300813 

50-389 

S 

GRIMSLEY.D. 

8706100420 

50-275 

P 
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GRIMSLEY.D. 

8706110257 

50-315 

F 

GRIMSLEY.D. 

8706120010 

FOIA 


GRIMSLEY.D. 

8706160635 

FOIA 


GRIMSLEY.D. 

8706170145 

FOIA 


GRIMSLEY.D. 

8706170163 

FOIA 


GRIMSLEY.D. 

8706170175 

50-482 

P 

GRIMSLEY.D. 

8706170267 

40-6920 


GRIMSLEY.D. 

8706240026 

70-143 


GRIMSLEY.D. 

8706240053 

FOIA 


GRIMSLEY.D, 

8706240097 

50-277 

P 

GRIMSLEY.D. 

8706240098 

50-280 

S 

GRIMSLEY.D. 

8706240392 

FOIA 


GRIMSLEY.D. 

8706250031 

FOIA 


GRIMSLEY.D. 

8706250233 

50-482 

P 

GRIMSLEY.D. 

8706250253 

50-329 

A 

GRIMSLEY.D. 

8706260156 

50-275 

P 

GRIMSLEY.D. 

8706260197 

50-272 

F 

GRIMSLEY.D. 

8706260225 

FOIA 


GRIMSLEY.D. 

8706260287 

FOIA 


GRIMSLEY.D. 

8706260360 

FOIA 


GRIMSLEY.D. 

8706300064 

FOIA 


GRIMSLEY.D. 

8706300109 

FOIA 


GRIMSLEY.D. 

8706300748 

FOIA 


GRIMSLEY.D. 

8706300839 

50-171 

P 

GRIMSLEY.D.H. 

8706010042 

FOIA 


GRIMSLEY.D.H. 

8706010055 

FOIA 


GRIMSLEY.D.H. 

8706010263 

FOIA 


GRIMSLEY.D.H. 

8706020191* 

PR 


GRIMSLEY.D.H. 

8706040014 

FOIA 


GRIMSLEY.D.H. 

8706050017 

50-272 

P 

GRIMSLEY.D.H. 

8706050339 

40-481 


GRIMSLEY.D.H. 

8706080061 

FOIA 


GRIMSLEY.D.H. 

8706080132 

50-322 

P 

GRIMSLEY.D.H. 

8706090189 

FOIA 


GRIMSLEY.D.H. 

8706090217 

FOIA 


GRIMSLEY.D.H. 

8706090268 

FOIA 


GRIMSLEY.D.H. 

8706100088 

50-275 

P 

GRIMSLEY.D.H. 

8706100136 

50-414 

P 

GRIMSLEY.D.H. 

8706100174 

FOIA 


GRIMSLEY.D.H. 

8706100225 

70-734 


GRIMSLEY.D.H. 

8706100303 

FOIA 


GRIMSLEY.D.H. 

8706100404 

FOIA 


GRIMSLEY.D.H. 

8706110151 

FOIA 


GRIMSLEY.D.H. 

8706110234 

FOIA 


GRIMSLEY.D.H. 

8706150003 

50-440 

P 

GRIMSLEY.D.H. 

8706150108 

FOIA 


GRIMSLEY.D.H. 

8706160029 

FOIA 


GRIMSLEY.D.H. 

8706160350 

FOIA 


GRIMSLEY.D.H. 

8706160509 

FOIA 


GRIMSLEY.D.H. 

8706160560 

40-233 


GRIMSLEY.D.H. 

8706160607 

70-135 


GRIMSLEY.D.H. 

8706160713 

FOIA 


GRIMSLEY.D.H. 

8706160733 

70-135 


GRIMSLEY.D.H. 

8706170033 

70-135 


GRIMSLEY.D.H. 

8706170107 

70-364 


GRIMSLEY.D.H. 

8706170193 

FOIA 


GRIMSLEY.D.H. 

8706170209 

50-280 

P 

GRIMSLEY.D.H. 

8706170244 

50-275 

P 

GRIMSLEY.D.H. 

8706170492 

50-445 

Q 

GRIMSLEY.D.H. 

8706170542 

FOIA 


GRIMSLEY.D.H. 

8706170563 

50-293 

R 

GRIMSLEY.D.H. 

8706180207 

FOIA 


GRIMSLEY.D.H. 

8706180230 

FOIA 


GRIMSLEY.D.H. 

8706180328 

FOIA 


GRIMSLEY.D.H. 

8706180337 

50-281 

S 

GRIMSLEY.D.H. 

8706180499 

FOIA 


GRIMSLEY.D.H. 

8706190276 

50-250 

P 

GRIMSLEY.D.H. 

8706190361 

50-277 

P 

GRIMSLEY.D.H. 

8706220053 

FOIA 


GRIMSLEY.D.H. 

8706220090 

FOIA 


GRIMSLEY.D.H. 

8706220110 

FOIA 


GRIMSLEY.D.H. 

8706220118 

FOIA 


GRIMSLEY.D.H. 

8706220134 

50-601 

A 

GRIMSLEY.D.H. 

8706220166 

70-135 


GRIMSLEY.D.H. 

8706220178 

50-416 

P 

GRIMSLEY.D.H. 

8706220270 

70-143 


GRIMSLEY.D.H. 

8706220394 

FOIA 


GRIMSLEY.D.H. 

8706220447 

FOIA 


GRIMSLEY.D.H. 

8706220462 

50-272 

Q 

GRIMSLEY.D.H. 

8706230006 

FOIA 


GRIMSLEY.D.H. 

8706230014 

FOIA 


GRIMSLEY.D.H. 

8706230038 

FOIA 


GRIMSLEY.D.H. 

8706230083 

50-423 

P 

GRIMSLEY.D.H. 

8706230228 

50-275 

P 

GRIMSLEY.D.H. 

8706230313 

50-267 

P 

GRIMSLEY.D.H. 

8706240094 

50-206 

P. 

GRIMSLEY.D.H. 

8706240377 

FOIA 


''IIMSLEY.D.H. 

8706250029 

FOIA 
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GRIMSLEY.D.H. 

8706250168 

70-8 


GRIMSLEY.D.H. 

8706250173 

FOIA 


GRIMSLEY.D.H. 

8706260255 

FOIA 


GRIMSLEY.D.H. 

8706300507 

50-528 

P 

GRISKO.F. 

8706250588 

PR 


GRISLEY.R. 

8706300920 

50-327 

P 

GROD2ICKI.T. 

8706260409 

PR 


GROH.D.C. 

8706110112 

PR 


GRONDIN.R.L 

8706090127 

PR 


GROPP.R.W. 

8706190351 

50-352 

R 

GROSS.B.R. 

8706260409 

PR 


GROSS, J.A. 

8706080184 

PR 


GROSS.J.O. 

8706100443 

PR 


GROSSE.M. 

8706080263 

PR 


GROSSMAN.G. 

8706250570 

PR 


GROSSMAN.H. 

8706020047 

50-456 

G 

GROSSMAN.H. 

8706020057 

50-456 

G 

GROSSMAN.H.J. 

8706250573 

PR 


GRUCE.A.M. 

8706250575 

PR 


GRUEL.R.L. 

8706100477* 

50-255 

V 

GRUEL.R.L. 

8706110144* 

50-255 

V 

GRUNSEICH.R.W. 

8706010045 

50-322 

S 

GRUNSEICH.R.W. 

8706010127 

50-322 

S 

GRUNSEICH.R.W. 

8706010186 

50-322 

S 

GRUNSEICH.R.W. 

8706050348* 

50-322 

S 

GRUNSEICH.R.W. 

8706050350* 

50-322 

S 

GRUNSEICH.R.W. 

8706110166* 

50-322 

S 

GRUNSEICH.R.W. 

8706110178* 

50-322 

S 

GRUNSEICH.R.W. 

8706170473 

50-322 

S 

GRUNSEICH.R.W. 

8706290022 

50-322 

S 

GRUNSEICH.R.W. 

8706300127 

50-322 

S 

GUAINO.J. 

8706100465 

PR 


GUARRACINO.C.P. 

8706120152* 

CONTRACT 

GUBELMAN.C. 

8706250573 

PR 


GUBLEN.H. 

8706100441 

PR 


GUCWA.L.T. 

8706020220 

50-321 

S 

GUCWA.LT. 

8706030065 

71-9184 


GUCWA.LT, 

8706040223 

50-424 

R 

GUCWA.L.T, 

8706080126 

50-321 

Q 

GUCWA.L.T. 

8706080196 

50-424 

S 

GUCWA.LT. 

8706090012 

50-424 

S 

GUCWA.LT. 

8706090254 

50-321 

Q 

GUCWA,L.T. 

8706090330 

50-424 

S 

GUCWA.L.T. 

8706090359 

50-424 

P 

GUCWA.L.T. 

8706090369 

50-424 

F 

GUCWA.L.T. 

8706090426 

50-424 

S 

GUCWA,LT. 

8706100010* 

50-321 

Q 

GUCWA,L.T. 

8706100374 

50-424 

S 

GUCWA.L.T. 

8706100429 

50-321 

P 

GUCWA,L.T. 

8706110026 

50-424 

Q 

GUCWA.LT. 

8706120300 

50-424 

P 

GUCWA,L.T. 

8706150081 

50-424 

S 

GUCWA.LT. 

8706150215 

50-424 

S 

GUCWA.LT. 

8706150218 

50-424 

F 

GUCWA,L.T. 

8706160328 

50-321 

P 

GUCWA.LT, 

8706160383 

50-424 

S 

GUCWA,LT, 

8706160461 

50-321 

R 

GUCWA.L.T. 

8706160468 

50-321 

F 

GUCWA.L.T. 

8706170044 

50-424 

E 

GUCWA.L.T. 

8706170405 

50-424 

S 

GUCWA.LT. 

8706170422 

50-424 

F 

GUCWA,L.T. 

8706170556 

50-424 

F 

GUCWA,L.T. 

8706180083 

50-424 

P 

GUCWA.LT. 

8706190313 

50-424 

R 

GUCWA.LT. 

8706220266 

50-321 

F 

GUCWA.L.T. 

8706230180 

50-424 

S 

GUCWA,L.T. 

8706230190 

50-424 

P 

GUCWA,L.T. 

8706230257 

50-321 

Q 

GUCWA,L.T. 

870623031 1 

50-424 

Q 

GUCWA.LT. 

8706230475 

50-366 

P 

gucwa.lt. 

8706240197 

50-424 

F 

GUCWA,L.T. 

8706260011 

50-424 

P 

GUCWA,L.T. 

8706260208 

50-424 

P 

GUCWA,L.T. 

8706260317 

50-321 

Q 

GUCWA.L.T. 

8706300079 

50-321 

F 

GUCWA.LT. 

8706300907 

50-424 

S 

GUDING.M. 

8706250586 

PR 


GUENTHER, S. 

8706160277* 

50-369 

Q 

GUERRY.J.B. 

8706190068* 

FOIA 


GUIDRY,W.A. 

8706090009 

PR 


GUILLAN.W. 

8706110203 

PR 


GUIMOND,P.J. 

8706010031 

PR 


GUINN.F.K. 

8706220429* 

70-143 


GUINN.F.K. 

8706230108* 

70-143 


GUINN.F.K. 

8706230348* 

70-143 


GUINN.P. 

8706160566* 

40-6563 


GUINN.P.R. 

7905310157* 

40-6563 


GUINN.P.R. 

8706220440* 

40-6563 
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GULDEMOND.W. 

8706010415 

50-346 

S 

GULDEMOND.W. 

8706110320 

50-346 

s 

GULDEMOND.W. 

8706170009 

50-237 

s 

GULDEMOND.W. 

8706260119 

50-266 

s 

GULDEMOND.W.G. 

8706030466 

50-331 

Q 

GULDEMOND.W.G. 

8706090041 * 

50-255 

Q 

GULDEMOND.W.G. 

8706160181 

50-266 

Q 

GULDEMOND.W.G. 

8706230329 

50-305 

Q 

GULDEMOND.W.G. 

8706230333 

50-255 

Q 

GULDEMOND.W.G. 

8706230335* 

50-255 

Q 

GULDEMOND.W.G. 

8706230359 

50-409 

Q 

GULDEMOND.W.G. 

8706300893 

50-282 

Q 

GULDEMOND.W.G. 

8706300914 

50-263 

Q 

GULDEMOND.W.G. 

8706300917* 

50-263 

Q 

GULDEMOND.W.G. 

8706300978 

50-282 

Q 

GULDEMOND.W.G. 

8706300988* 

50-346 

Q 

GULESERIAN.M. 

8706260409 

PR 


GULLY.L. 

8706110294 

PR 


GUMBLE.F.W. 

8706110392 

50-286 

S 

GUNDER,B.J. 

8706100441 

PR 


GUNN.C.E. 

8706110383 

PR 


GUNSELMAN.D.J. 

8706090213 

PR 


GUNTHER.R.B. 

8706250573 

PR 


GUNTRUM.B.C. 

8706300704 

50-206 

S 

GURNEY.P.V. 

8706090185 

PR 


GUSSIN.G. 

8706080265 

PR 


GUSTIN.H.L. 

8706230265* 

50-321 

Q 

GUTE.R. 

8706090167 

PR 


GUTIERREZ.J.M. 

8706170130* 

FOIA 


GUTMACHER.R.G 

8705290241 * 

PR 


GUZZI.A.A. 

8706260410 

PR 


GUZZI.A.R. 

8706250582 

PR 


GWALTNEY.C. 

8706080209 

PR 


GWINN.N.W. 

8706100370 

PR 


GWYNN.P. 

8706040215* 

50-443 

U 

HABERSTROH.R. 

8706080209 

PR 


HABERSTROH.R. 

8706250577 

PR 


HACKNEY, C.A. 

8706090192* 

40-8027 


HACKNEY, C.A. 

8706090364* 

50-382 

Q 

HACKNEY,E.C. 

8706250588 

PR 


HADBAFNICK.M. 

8706080286 

PR 


HADLEY.E.C. 

8706080213 

PR 


HADLEY.E.C. 

8706080213 

PR 


HADLEY.S.P. 

8706090009 

PR 


HAESSLER.R.L 

8706190275* 

TOPREP 


HAFFNER.K. 

8706250602 

PR 


HAGAN,T.F. 

8706080291* 

CONTRACT 


HAGAN, T.F. 

8706080297* 

CONTRACT 


HAGAN.T.F. 

87061 70235* 

CONTRACT 


HAGEMAN.R.C. 

87061 90089* 

FOIA 


HAGEN.E.W. 

8706160050 

NUREG 


HAGEN.E.W. 

8706160086 

NUREG 


HAGEN, M. 

8706110294 

PR 


HAGEN,N. 

8706080278 

PR 


HAGER.D.M. 

8706260410 

PR 


HAGER.M. 

8706110041 

PR 


HAGEY.H. 

8706010234 

50-445 

A 

HAGEY.H. 

8706030054 

CONTRACT 


HAGEY.H. 

8706050332 

CONTRACT 


HAGEY.H. 

8706100019 

CONTRACT 


HAGEY.H. 

8706240066 

CONTRACT 


HAGEY.H. 

8706300189 

CONTRACT 


HAGHI,M.A. 

8706080068 

50-287 

S 

HAGINS.E.E. 

8706300491 

50-271 

G 

HAGINS.E.E. 

8706300496 

40-2061 


HAGUE.R.L. 

8706300232 

50-266 

S 

HAGUE.R.L 

8706300985* 

50-282 

Q 

HALAMA.E. 

8706250586 

PR 


HALBLAU.P.F. 

8706100359 

PR 


HALE,A.M. 

8706010118 

PR 


HALE.C.J. 

8706090070* 

50-445 

Q 

HALE.C.J. 

8706300248* 

50-445 

Q 

HALE,J.H. 

8706250577 

PR 


HALE.M.W. 

8706160215 

50-400 

R 

HALE.N. 

8706080263 

PR 


HALEY.O.H. 

8706090134 

PR 


HALIKIAS.D.R. 

8706080178 

PR 


HALLJ. 

8706250321* 

FOIA 


HALLM. 

8706090009 

PR 


HALLM. 

8706230081* 

CONTRACT 


HALL.R.E. 

8706250309* 

50-329 

A 

HALL.W.D. 

8706250588 

PR 


HALL.W.J. 

8706110041 

PR 


HALLER.O. 

8706100465 

PR 


HALLERBACH.D. 

8706110383 

PR 


HALLSTROM,G.A. 

8706110135* 

50-348 

Q 

HALMAGY.M. 

8706100413* 

PR 


HALPAUS.P. 

8706160167 

70-3041 




PERSONAL AUTHOR INDEX 387 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

HALPIN.B.T. 

8706250582 

PR 


HARRINGTON.R.M. 

8706250423* 

50-322 

P 

HAYES.B.B. 

8706160627* 

FOIA 


HALPIN.C. 

8706250588 

PR 


HARRIS, B.L 

8706090104* 

50-395 

P 

HAYES.B.B. 

8706160646* 

FOIA 


HALSTEAD, J.W. 

8706250588 

PR 


HARRIS.D. 

8706190257 

50-225 

F 

HAYES.B.B. 

8706160666* 

FOIA 


HALTER.F.R. 

8706100441 

PR 


HARRIS.D.R. 

8706190233 

50-225 

F 

HAYES.B.B. 

8706160690* 

FOIA 


HALTiWANGER.J. 

8706170059 

50-395 

R 

HARRIS, J.A. 

8706220360* 

FOIA 


HAYES.B.B. 

8706160698* 

FOIA 


HALTON.M.M. 

8706250573 

PR 


HARRIS.J.D. 

8706030366* 

50-250 

Q 

HAYES.B.B. 

8706170250* 

FOIA 


HAMADA.G.H. 

870609041 1 * 

50-397 

Q 

HARRIS.J.D. 

8706160050 

NUREG 


HAYES.B.B. 

8706220202 

MISC 


HAMADA.G.H. 

8706160122* 

50-344 

Q 

HARRIS.J.D. 

8706160086 

NUREG 


HAYES.M.S. 

8706100140 

PR 


HAMILTON.M. 

8706240296* 

CONTRACT 


HARRIS.J.D. 

8706250373* 

50-338 

Q 

HAYNES, J.G. 

8706010081 

50-529 

S 

HAMILTON.P. 

8706170012 

50-293 

R 

HARRIS.J.D. 

8706300410* 

50-321 

Q 

HAYNES,J.G. 

8706010135 

50-528 

Q 

HAMILTON,!. 

8706090444* 

50-155 

P 

HARRIS.J.R. 

8706170160* 

50-261 

Q 

HAYNES,J.G. 

8706010435 

50-528 

P 

HAMILTON, T.R. 

8706090441* 

50-155 

P 

HARRIS.J.R. 

8706260043* 

50-327 

Q 

HAYNES,J.G. 

8706020250 

50-528 

Q 

HAMMERBACHER.i. 

8706250602 

PR 


HARRIS.K.N. 

8704300439 

50-335 

F 

HAYNES, J.G. 

8706030271 

50-528 

P 

HAMMITT,MA 

8706110294 

PR 


HARRIS.R. 

8706260411 

PR 


HAYNES, J.G. 

8706040170 

50-528 

J 

HAMMOND.H. 

8706080184 

PR 


HARRISON.D.F- 

8706300933 

50-368 

R 

HAYNES,J.G. 

8706050262 

50-528 

P 

HAMMOND,R.S. 

8706090009 

PR 


HARRISON.J.E. 

8706250602 

PR 


HAYNES, J.G. 

8706100067 

50-529 

S 

HAMON,D.A. 

8706050136* 

50-293 

P 

HARRlSON,J.J. 

8706010047 

50-331 

Q 

HAYNES.J.G. 

8706100343 

50-528 

R 

HAMPTON,J.W. 

8706040012 

50-413 

F 

HARRISON.J.J. 

8706080315 

50-295 

Q 

HAYNES, J.G. 

8706100353 

50-529 

S 

HANDLER, R. 

8706180326* 

FOIA 


HARRISON, J.J. 

8706090385 

50-254 

Q 

HAYNES.J.G. 

8706120048 

50-529 

P 

HANDLER.R. 

8706190334* 

FOIA 


HARRISON.J.J. 

8706090399 

50-331 

Q 

HAYNES.J.G. 

8706150248 

50-529 

s 

HANELT.E.M. 

8706250588 

PR 


HARRISON,J.J. 

8706090412 

50-295 

Q 

HAYNES.J.G. 

8706160033 

50-529 

s 

HANEY, J.F. 

8706110041 

PR 


HARRISON.J.J. 

8706090414* 

50-295 

Q 

HAYNES.J.G. 

8706160136 

50-528 

s 

HANEY, LN. 

8706220014 

NUREG 


HARRISON.J.J. 

8706100074 

50-457 

Q 

HAYNES.J.G. 

8706160159 

50-530 

S 

HANLEY,C.M. 

8706010062 

PR 


HARRISON.J.J. 

8706100149 

50-373 

Q 

HAYNES.J.G. 

8706160395 

50-529 

S 

HANNA. K. 

8706030113 

WASTE RES 

HARRISON.J.J. 

8706100163* 

50-373 

Q 

HAYNES.J.G. 

8706170122 

50-528 

J 

HANNAHOE,P.T. 

8706250570 

PR 


HARRISON.J.J. 

8706160183 

50-155 

Q 

HAYNES.J.G. 

8706170329 

50-529 

S 

HANNEN.R.L 

8706180046 

50-331 

S 

HARRISON.J.J. 

8706160270 

50-237 

Q 

HAYNES.J.G. 

8706170417 

50-528 

p 

HANNEN,R.L 

8706230414 

50-331 

R 

HARRISON,J.J. 

8706160602 

50-305 

Q 

HAYNES.J.G. 

8706170510 

50-528 

p 

HANNEN.R.L 

8706240123 

50-331 

S 

HARRISON.J.J. 

8706170339 

50-440 

Q 

HAYNES,J.G. 

8706180023 

50-528 

p 

HANNEN.R.L. 

8706240402 

50-331 

S 

HARRISON,J.J. 

8706170347* 

50-440 

Q 

HAYNES.J.G. 

8706180154 

50-528 

p 

HANNEN.R.L. 

8706290019 

50-331 

S 

HARRISON.J.J. 

8706170479 

50-266 

Q 

HAYNES.J.G. 

8706230184 

50-529 

s 

HANNEN.R.L 

8706300366 

50-331 

S 

HARRISON, J.J. 

8706190377 

50-254 

Q 

HAYNES.J.G. 

8706230378 

50-528 

R 

HANNEN.R.L. 

8706300604 

50-331 

S 

HARRISON, J.J. 

8706220231 

50-295 

Q 

HAYNES.J.G. 

8706240326 

50-529 

P 

HANNON, P. 

8706250577 

PR 


HARRISON.J.J. 

8706220243* 

50-295 

Q 

HAYNES.J.G. 

8706290015 

50-528 

P 

HANSEL.J.L. 

8706120302* 

50-445 

A 

HARRISON.J.J. 

8706220348 

50-249 

Q 

HAYNES.J.G. 

8706300379 

50-529 

S 

HANSEN.B.J. 

8706090213 

PR 


HARRISON,J.J. 

8706230165 

50-155 

Q 

HAYNES.J.G. 

8706300524 

50-528 

p 

HANSEN.D.A. 

8706090127 

PR 


HARRISON.J.J. 

8706230211 

50-295 

Q 

HAYNES.J.G. 

8706300986 

50-528 

Q 

HANSIN.I. 

8706080263 

PR 


HARRISON.J.J. 

8706240295 

50-331 

Q 

HAYNES.J.G. 

8706300993 

50-528 

P 

HANSON, J. 

8706250577 

PR 


HARRISON, S.O. 

8706110294 

PR 


HAYS, J.A. 

8706170156 

50-482 

P 

HANSONE.E.G. 

8706260409 

PR 


HART.O.J. 

8706090185 

PR 


HAYS, J.A. 

8706260252 

50-482 

P 

HARBOUR.J. 

8706190114 

50-443 

G 

HART.R.D. 

8706030010 

WASTE RES 

HAZUKA.J.T. 

8706090127 

PR 


HARBUCK,C.a 

8706010181* 

50-313 

Q 

HART.R.D. 

8706030392 

WASTE RES 

HEACOCK.C. 

8706080209 

PR 


HARBUCK.C.C. 

8706220246* 

50-313 

Q 

HART.R.D. 

8706040024 

WASTE RES 

HEALY.H. 

8706250577 

PR 


HARCOURT,A.C. 

8706080225 

PR 


HART.R.D. 

8706040098 

WASTE RES 

HEANUE.J.W. 

8706250582 

PR 


HARDECKER.H. 

8706250586 

PR 


HART.R.D. 

8706040113* 

WASTE RES 

HEATH.LG. 

8706250588 

PR 


HARDGROVE.T.W. 

8706150028 

40-2259 


HART.R.D. 

8706160274 

WASTE RES 

HEBDON.F.J. 

8605270097* 

50-267 

P 

HARDWICKE,J.W. 

8706040160* 

50-277 

P 

HART.R.D. 

8706160347 

WASTE RES 

HEBERT.C.J. 

8706100443 

PR 


HARE.E.A. 

8706080320* 

50-373 

V 

HART.R.D. 

8706230415 

50-250 

S 

HEBERT, F. 

8706090127 

PR 


HARE.S.M. 

8706230325* 

50-454 

V 

HART.R.D. 

8706300961 

50-250 

S 

HECHT.H. 

8706080031 * 

50-312 

P 

HARLAN.C. 

8706030133 

WASTE RES 

HARTGEN.D.T. 

8706090071 

50-322 

T 

HEDDEN.D.T. 

8706250588 

PR 


HARLAN, C. 

8706180390 

WASTE RES 

HARTMAN.D. 

8706080258 

PR 


HEDSTROM,A.P. 

8706100186 

PR 


HARMON.D.F, 

8706220344* 

40-6563 


HARTMAN.G.S. 

8706220445 

40-8783 


HEEGER, 

8706250570 

PR 


HARMON, D.F. 

8706160608* 

40-6563 


HARTMAN, G.S. 

8706230154 

40-1341 


HEEGER.M.E. 

8706080178 

PR 


HARMON.D.F. 

8706190258* 

40-233 


HARTMAN.J. 

8706260411 

PR 


HEHLC.W. 

8706030009 

50-237 

Q 

HARMON, D.F. 

8706190273* 

40-233 


HARTMAN.S.A. 

8706080265 

PR 


HEHLC.W. 

8706050292 

50-483 

Q 

HARMON.D.F. 

8706190378* 

40-233 


HARTY.R. 

8706240313 

NUREG 


HEHLC.W. 

8706050294* 

50-483 

Q 

HARMON.D.F. 

8706190382* 

40-233 


HARVEY.D.A. 

8706080184 

PR 


HEHLC.W. 

8706080314 

50-373 

V 

HARMON.D.F. 

8706220111* 

40-233 


HARWARD.J.E. 

8706150029 

50-293 

J 

HEHLC.W. 

8706090288 

50-483 

V 

HARMON.D.F. 

8706220159* 

40-233 


HASKIN.F.E. 

8706160404* 

FOIA 


HEHLC.W. 

8706100474 

50-255 

V 

HARMON.D.F. 

8706220305* 

40-6563 


HASSE.R.A. 

8706230304* 

50-454 

Q 

HEHLC.W. 

8706110134 

50-255 

V 

HARMON.D.W. 

8706110219* 

XPORTLIC 


HASSLER.D.V. 

8706120096 

50-289 

S 

HEHLC.W. 

8706110399 

50-2 

V 

HARMON.P.E. 

8706170171* 

50-327 

Q 

HASTINGS.B. 

8706100397 

PR 


HEHLC.W. 

8706160397 

50-341 

Q 

HARMS.N.L. 

8706300252 

NUREG 


HATCH.A.A. 

8706090086 

PR 


HEHLC.W. 

8706160475 

50-461 

Q 

HAROLDSEN.R. 

8608110079* 

50-206 

P 

HATEM.F.J. 

8706040160* 

50-277 

P 

HEHLC.W. 

8706160485* 

50-461 

Q 

HAROLDSEN.R.O. 

8706080195* 

50-309 

P 

HAUBER.R.D. 

8706170360* 

50-281 

P 

HEHLC.W. 

8706160618 

50-263 

Q 

HAROLDSEN.R.O. 

8706080195* 

50-309 

P 

HAUFF.M. 

8706250570 

PR 


HEHLC.W. 

8706170237 

50-263 

V 

HAROLDSON.R.O. 

8706080242* 

50-315 

P 

HAUGEN.K. 

8706080231 

PR 


HEHLC.W. 

8706170258 

50-155 

V 

HAROLDSON.R.O. 

8706080242* 

50-315 

P 

HAUTALA.T.E. 

8706250588 

PR 


HEHLC.W. 

8706170423 

50-456 

V 

HARP.J, 

8706250577 

PR 


HAVENS.P. 

8706090167 

PR 


HEHLC.W. 

8706230302 

50-454 

Q 

HARPER, J.C. 

8706190390* 

QA999 


HAWKESWORTH.A. 

8706250568 

PR 


HEHLC.W. 

8706230322 

50-454 

V 

HARPER.K. 

8706080178 

PR 


HAWKINS, C.K. 

8706250602 

PR 


HEHLC.W. 

8706230381 

50-461 

V 

HARPER.R. 

8706220349 

XPORTLIC 


HAWKINS.E.F. 

8706080102 

40-8684 


HEHL,C.W. 

8706240327 

50-282 

Q 

HARPER, R.G. 

8706250072 

XPORTLIC 


HAWKiNS.E.F. 

8706080247 

40-1341 


HEHLC.W. 

8706300977 

50-237 

Q 

HARPER, S. 

8706010031 

PR 


HAWKINS.E.F. 

8706120059 

40-1341 


HEIDENREICH.R. 

8706110294 

PR 


HARRELLE.W. 

8706010317 

50-338 

S 

HAWKINS.E.F. 

8706120111 

WASTE MGT 

HEIDER,L.H. 

8704240307 

50-29 

F 

HARRELLE.W. 

8706010384 

50-338 

S 

HAWKINS.E.F. 

8706220403 

40-6659 


HEIDER.LH. 

8706110388 

50-29 

Q 

HARRELL.E.W. 

8706020162 

50-338 

S 

HAWKINS.E.F. 

8706220474 

40-8903 


HEIDER.LH. 

8706170290 

50-29 

Q 

HARRELLE.W. 

8706150207 

50-338 

S 

HAWKINS, E.F. 

8706220476 

40-8768 


HEIDER.LH. 

8706170326 

50-29 

P 

HARRELL.E.W. 

8706220338 

50-338 
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50-424 

Q 

HUNSADER.S.C. 

8706220180 

8706290017* 

50-412 

Q 

HUNSADER.S.C. 

8706220316 

8706170117* 

50-483 

Q 

HUNSADER.S.C. 

8706260319 

8706250575 

PR 


HUNSTAD.A.A. 

8706240096 

8706160595 

TOPREP 


HUNT.E.D. 

8706110041 

8303110612* 

50-272 

P 

HUNT.H. 

8706260409 

8308100111* 

FOIA 


HUNT.M. 

8706110203 

8405290001* 

FOIA 


HUNT.M.D. 

8706260062* 

8408070158* 

FOIA 


HUNT.P.A. 

8706080209 

8412260080* 

FOIA 


HUNTER.D.R. 

8706010181* 

8501280100* 

FOIA 


HUNTER, D.R. 

8706010438* 

8511010317* 

50-423 

P 

HUNTER.D.R. 

8706080344* 

8706260412 

PR 


HUNTER.D.R. 

8706100051* 

8706250602 

PR 


HUNTER.D.R. 

8706190305* 

8706100203 

50-382 

S 

HUNTER.D.R. 

8706220246* 

8706080209 

PR 


HUNTER.G.W. 

8706110041 

8706260410 

PR 


HUNTER, J.G. 

8706040302* 

8706250588 

PR 


HUNTER, J.G, 

8706090140* 

8706250573 

PR 


HUNTER.P. 

8706170531 

8706050347 

50-400 

S 

HUNTER.S.L 

8706100468 

8706250588 

PR 


HUNTINGTON.G.M. 

8706100154 

8706090086 

PR 


HUNTINGTON.S. 

8706110383 

8706250588 

PR 


HUNTINGTON, S. 

8706300680* 

8706300299 

CONTRACT 


HUNTZICKER,J.J. 

8706220509* 

8706300309* 

CONTRACT 


HURD.F.L 

8706250588 

8706300352 

CONTRACT 


HURST, LK. 

8706010332* 

8706300392 

CONTRACT 


HURSTELLW.L. 

8706240410 

8706020049 

50-443 

G 

HURTER.W.C. 

8706080225 

8706020067 

50-443 

G 

HUSTON.B.E. 

8706250588 

8706160088 

50-443 

G 

HUTZLER.C.W. 

8706010475* 

8706190114 

50-443 

G 

HUTZLER.C.W. 

8706050115* 

8706300527 

50-443 

G 

HUTZLER.C.W. 

8706180071* 

8706220404 

50-305 

P 

HYDE.I.B, 

8706100441 

8706160665* 

40-527 


HYMAS,J.B. 

8706080218 

8706180321* 

FOIA 


IANELL.A.W. 

8706250570 

8706240125* 

50-327 

Q 

IBRAHIM, A. 

8706030224 

8706110041 

PR 


IDELKOPE.H. 

8706110383 

8706100465 

PR 


IGNATONIS.A.J. 

8706250296* 

8706160498* 

50-461 

Q 

IMBRIGLIO.A. 

8706110041 

8706230304* 

50-454 

Q 

IMBRO.E.V. 

8706170454* 

8706250577 

PR 


INFANGER.F. 

8706250577 

8706020240 

WASTE RES 

INGLES.J.M. 

8706170024 

8706160243 

WASTE RES 

INGRAM.F, 

8706110262* 

8706100025 

XPORTLIC 


INHOFF,J, 

8706080263 

8706220107 

XPORTLIC 


IRELAND.J.C, 

8706080235 

8706100359 

PR 


IRELAND, R.E. 

8706160060* 

8706040120 

50-400 

S 

IRELAND, R.E. 

8706240361* 

8706090335 

50-348 

F 

IRVING.W. 

8706250573 

8706110073 

50-348 

F 

IRWIN.D.P. 

8706250203 

8706170216 

50-348 

F 

IRWIN,D.P. 

8706250203 

8706030183* 

50-155 

R 

IRWIN.H.S. 

8706110294 

8706300639* 

50-443 

I 

ISHII.H.M. 

8706030354 

8706110200* 

50-269 

P 

IVERY.E.M. 

8706250565 

8706160259 

CONTRACT 


IVES.D. 

8706100468 

8706220116 

CONTRACT 


IVES,E.J. 

8706260409 

8706260412 

PR 


IVEY,K. 

8706050184* 

8706180022 

CONTRACT 


IVEY.K. 

0706230420* 

8706080286 

PR 


IZZO.V.F. 

8706250573 

8706250577 

PR 


JABBOUR.K. 

8706040166 

8706080209 

PR 


JABBOUR.K. 

8706050190 

8706110203 

PR 


JABBOUR.K, 

8706050310 

8706300275* 

50-338 

Q 

JAB80UR.K.N. 

8706020029 

8706010450 

50-289 

p 

JABBOUR.KN. 

8706090080 

8706040207 

50-289 

S 

JA3BOUR.K.N. 

8706100245 

8706050079 

50-289 

P 

JABBOUR,K.N. 

8706160576 

8706050082* 

50-289 

P 

JABBOUR,K.N. 

8706180240 


SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

CATEGORY 


NUMBER 

CATEGORY 

50-289 

P 

JABBOUR.K.N. 

8706180322 

50-269 

P 

50-289 

S 

JABBOUR.K.N. 

8706180433 

50-413 

P 

50-289 

Q 

JABBOUR.K.N. 

8706260357 

50-369 

P 

50-289 

P 

JABLONSKI.F.J. 

8706160196* 

50-155 

Q 

50-289 

Q 

JACKIW.I.N. 

8706020176* 

50-155 

Q 

50-289 

P 

JACKIW.I.N. 

8706030471 * 

50-331 

Q 

50-289 

R 

JACKIW.I.N. 

8706230367* 

50-409 

Q 

50-289 

F 

JACKIW.I.N. 

8706300921 * 

50-263 

Q 

50-289 

P 

JACKS.L. 

8706250573 

PR 


PR 


JACKSON.A. 

8705280189* 

REVIEW GR P 

50-423 

S 

JACKSON.A. 

8705280192* 

REVIEW GR P 

50-443 

G 

JACKSON.D.E. 

8706260218* 

50-267 

P 

50-443 

G 

JACKSON.D.E. 

8706260218* 

50-267 

P 

50-390 

Q 

JACKSON.G. 

8706160221* 

71-420 


50-390 

Q 

JACKSON ,G. 

8706160323* 

71-598 


50-313 

Q 

JACKSON.S.A. 

8706260410 

PR 


50-498 

Q 

JACKSON-RENO.N. 

8706090213 

PR 


50-456 

P 

JACOB, M. 

8706250577 

PR 


50-454 

F 

JACOB, R.l. 

8706250582 

PR 


50-454 

F 

JACOBI.J.W. 

8706190246* 

40-233 


50-454 

P 

JACOBS 

8706250573 

PR 


50-456 

P 

JACOBS.D. 

8706250602 

PR 


50-457 

A 

JACOBS.G.K. 

8706160246* 

WASTE RES 

50-456 

M 

JACOBS.G.K. 

8706160265* 

WASTE RES 

50-456 

F 

JACOBS.G.K. 

8706160293* 

WASTE RES 

50-282 

S 

JACOBS.R. 

8706090086 

PR 


PR 


JACOBS, R. 

8706090127 

PR 


PR 


JACOBSON.D. 

8706250565 

PR 


PR 


JACOBSON, J.B. 

8706150176* 

50-206 

Q 

50-280 

Q 

JACOBSON, P.L 

8706110041 

PR 


PR 


JACOBY.D.L. 

8706220403 

40-6659 


50-313 

Q 

JACOBY, D.L 

8706220474 

40-8903 


50-285 

Q 

JAEGER, L 

8706250577 

PR 


50-498 

Q 

JAFFE.D.H. 

8706030078 

50-336 

P 

50-262 

Q 

JAFFE.D.H. 

8706030246 

50-336 

P 

50-482 

Q 

JAFFE.D.H. 

8706150005 

50-336 

P 

50-313 

Q 

JAFFE.D.H. 

8706240228 

50-336 

P 

PR 


JAGANNATH.B.N. 

8706030195 

WASTE RES 

50-244 

Q 

JAGER.LE. 

8706090184* 

STATE PRO G 

50-293 

Q 

JAGGER.W.A. 

8706090134 

PR 


PR 


JAKUCEWICZ.H. 

8706090167 

PR 


PR 


JAKUCEWtCZ.H. 

8706100131 

PR 


50-271 

G 

JALA.T.J. 

8706260411 

PR 


PR 


JAMES.A. 

8706080258 

PR 


50-443 

1 

JAMES.C.E. 

8706250565 

PR 


CONTRACT 

JAMISON.J.D. 

8706150009 

NUREG 


PR 


JANICEK.L 

8706100465 

PR 


PR 


JANNACE.P. 

8706100186 

PR 


50-382 

F 

JANNINI.R.H. 

8706080231 

PR 


PR 


JANTZER.R. 

8706250565 

PR 


PR 


JANUSKA.A.G. 

8706300985* 

50-282 

Q 

50-327 

P 

JAPE.F. 

8706010360* 

50-250 

Q 

50-327 

P 

JAPE.F. 

8706020146* 

50-261 

Q 

50-259 

P 

JAPE.F. 

8706030341* 

50-424 

Q 

PR 


JAPE.F. 

8706090332* 

50-250 

Q 

WASTE MGT 

JAPE.F. 

8706110152* 

50-327 

Q 

PR 


JAPE.F. 

8706150233* 

50-400 

Q 

WASTE RES 

JAPE.F. 

8706170010* 

50-424 

Q 

PR 


JAPE.F. 

8706170111* 

50-413 

Q 

50-259 

Q 

JAPE.F. 

8706170211* 

50-269 

Q 

PR 


JARETT.P. 

8706250586 

PR 


50-327 

Q 

JAROSHEWSKI.S. 

8706090134 

PR 


PR 


JASINS.J. 

8706250575 

PR 


50-280 

J 

JASON, E. 

8706250602 

PR 


FOIA 


JAUDON.J.P. 

8706090190* 

50-298 

Q 

PR 


JAUDON.J.P. 

8706160018* 

50-382 

Q 

PR 


JAUDON.J.P. 

8706160060* 

50-267 

Q 

50-267 

Q 

JAUDON.J.P. 

8706160677* 

50-267 

Q 

50-498 

Q 

JAWORSKt.S.P. 

8706250573 

PR 


PR 


JEANNE, D.R. 

8706100443 

PR 


50-322 

G 

JEFFERIES, C,A. 

8706250568 

PR 


50-322 

G 

JEFFRIES, J.D. 

8706100359 

PR 


PR 


JELAAC.A. 

8706030056 

WASTE MGT 

FOIA 


JELLIFFE.F. 

8706100441 

PR 


PR 


JENISON,K.M. 

8706170171* 

50-327 

Q 

PR 


JENKINS, G.R. 

8706170386* 

50-280 

P 

PR 


JENSEN.G.M. 

8706150147 

50-112 

Q 

50-528 

Q 

JENSEN.R. , 

8706100468 

PR 


50-528 

Q 

JENSEN, RX \ 

8706030356* 

50-309 

P 

PR 


JENSEN.W.R. \ 

8706250570 

PR 


50-414 

P 

JERMAN.P.C. 

8706180007* 

FOIA 


50-369 

P 

JERMAN.P.C. 

8706230351* 

FOIA 


50-413 

P 

JERRETT.LE 

8706250244 

50-250 

P 

50-413 

P 

JETTINGHOFF.K. 

870626041 1 

PR 


50-413 

P 

JEWELLA. 

8706090134 

PR 


50-413 

Q 

JEZARD.G. 

8706110041 

PR 


50-413 

Q 

JODOIN,R.A. 

8706080231 

PR 


50-413 

P 

JOHNSON.A. 

8706110294 

PR 
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AUTHOR 


JOHNSON, A.G. 
JOHNSON.A.H. 
JOHNSON, B.D. 
JOHNSON,B.D. 
JOHNSON.B.D. 

JOHNSON.B.a 

JOHNSON,B,D. 

JOHNSON.B.D. 

JOHNSON.B.D. 

JOHNSON.B.D. 

JOHNSON.B.D. 

JOHNSON.C.E. 

JOHNSON.C.E. 

JOHNSON.D. 

JOHNSON.D.E. 

JOHNSON, D.L 
JOHNSON.D.M. 
JOHNSON.E.A. 
JOHNSON.E.H. 
JOHNSON, E.H. 

JOHNSON, E.H. 
JOHNSON, E.H. 
JOHNSON.F.B. 
JOHNSON.C.E. 
JOHNSON.C.E. 

JOHNSON.C.E. 

JOHNSON.C.E. 

JOHNSON.C.E. 

JOHNSON.C.E. 

JOHNSON.I.M. 

JOHNSON, I.M. 
JOHNSON.f.M. 
JOHNSON.l.M. 
JOHNSON.I.M. 
JOHNSON.l.M. 

JOHNSON,J. 
JOHNSON,J.R. 
JOHNSON, J.R. 
JOHNSON, J.R. 
JOHNSON, J.R. 

JOHNSON.K. 
JOHNSON, L 
JOHNSON.L 
JOHNSON.L. 
JOHNSON.L. 

JOHNSON.L. 

JOHNSON.L 

JOHNSON.L. 

JOHNSON.L 

JOHNSON.L. 

JOHNSON.L. 

JOHNSON.L. 

JOHNSON.L 

JOHNSON.L 

JOHNSON.L. 

JOHNSON.L 

JOHNSON.L 

JOHNSON.LE. 

JOHNSON.P. 

JOHNSON.P.H. 

JOHNSON, P.H. 
JOHNSON.R.E. 
JOHNSON, R.E. 
JOHNSON,R.L 
JOHNSON.R.O. 

JOHNSON.S.C. 
JOHNSON, S.C. 
JOHNSON.S.C. 
JOHNSON.W.D. 
JOHNSON.W.D. 

JOHNSON.W.D. 

JOHNSON.W,J. 

JOHNSON.W.J. 

JOHNSON.W.J. 

JOHNSON.W.J. 

JOHNSON.W.J. 
JOHNSTON, D.l. 
JOHNSTON.J.R. 
JOHNSTON.K.E. 
JOHNSTON,W.J. 

JOHNSTON.W.V. 

JOHNSTON.W.V, 

JOHNSTON.W.V. 

JOHNSTON.W.V. 

JOHNSTON.W.V. 

JOHNSTON.W.V. 

JOHNSTON.W.V. 

JOHNSTON.W.V. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


8706030403 

50-243 

H 

JOHNSTON.W.V. 

8706090055 

8706260296 • 

50-259 

Q 

JOHNSTON.W.V. 

8706090089 

8706010071 

50-255 

F 

JOHNSTON.W.V, 

8706090098 

8706010134 

50-155 

V 

JOHNSTON.W.V. 

8706090135 

8706020238 

50-255 

R 

JOHNSTON.W.V. 

8706090231 

8706030134 

50-155 

R 

JOHNSTON.W.V. 

8706090278 

8706030484 

50-255 

S 

JOHNSTON.W.V. 

8706090381 

8706040283 

50-255 

P 

JOHNSTON.W.V. 

8706100020 

8706100284 

50-255 

S 

JOHNSTON.W.V. 

8706100178 

8706230403 

50-155 

s 

JOHNSTON.W.V. 

8706100206 

8706240328 

50-255 

S 

JOHNSTON.W.V. 

8706100362 

8706170245* 

50-498 

Q 

JOHNSTON.W.V. 

8706100482 

8706190357* 

50-498 

Q 

JOHNSTON.W.V. 

8706110268 

8706080209 

PR 


JOHNSTON.W.V. 

8706110328 

8706080231 

PR 


JOHNSTON.W.V. 

8706110436 

8706040246* 

50-259 

P 

JOHNSTON.W.V. 

8706110453 

8706100066 

PR 


JOHNSTON.W.V. 

8706110471 

8706250582 

PR 


JOHNSTON.W.V. 

8706120054 

8706010294 

50-445 

Q 

JOHNSTON.W.V. 

8706150136 

8706090051 

50-445 

Q 

JOHNSTON.W.V. 

8706170195 

8706090225 

50-445 

F 

JOHNSTON.W.V. 

8706220008 

8706300223 

50-445 

Q 

JOHNSTON.W.V. 

8706220198 

8706090127 

PR 


JOHNSTON.W.V. 

8706220230 

8706020052 

50-322 

C 

JOHNSTON.W.V. 

8706220258 

8706020117 

50-320 

C 

JOHNSTON.W.V. 

8706220275 

8706090118 

50-320 

C 

JOHNSTON.W.V. 

8706230054 

8706160045 

50-320 

G 

JOHNSTON.W.V. 

8706240268 

8706160091 

50-322 

G 

JOHNSTON.W.V. 

8706240418 

8706250067 

50-320 

G 

JOHNSTON.W.V. 

8706240422* 

8706040096 

50-265 

P 

JOHNSTON.W.V. 

8706250224 

8706080205 

50-237 

R 

JOHNSTON.W.V. 

8706290010 

8706090214 

50-237 

R 

JOHNSTON.W.V. 

8706290013* 

8706170288 

50-254 

F 

JOHNSTON.W.V. 

8706300183 

8706170315 

50-237 

P 

JOHNSTON.W.V. 

8706300228 

8706180284 

50-254 

F 

JOHNSTON.W.V. 

8706300264 

8706010377 

50-410 

S 

JOHNSTON.W.V. 

8706300682 

8706090034* 

50-286 

Q 

JOHNSTON.W.V. 

8706300990 

8706090086 

PR 


JOLIN.A.R. 

8706080286 

8706090316* 

50-220 

Q 

JONES.B.J. 

8706090167 

8706160207* 

50-333 

Q 

JONES.B.W. 

8706250401* 

8706250586 

PR 


JONES.D.E. 

8706160287* 

8706160634* 

40-233 


JONES.D.P. 

8706090315* 

8706180060* 

40-527 


JONES.D.W. 

8706150060* 

8706180077* 

40-527 


JONES.E.F. 

8706100465 

8706180084* 

40-527 


JONES.E.P. 

8706080257 

8706180098* 

40-527 


JONES.J.A. 

8006170099* 

8706180126* 

40-527 


JONES.J.A. 

8010010027* 

8706180134* 

40-527 


JONES.K. 

8706080194 

8706180213* 

40-527 


JONES.M. 

8706260412 

8706180250* 

40-527 


JONES.R.E. 

8706250588 

8706180261* 

40-527 


JONES.R.J. 

8706010340* 

8706180274* 

40-527 


JONES, R.T. 

8706100468 

8706180283* 

40-527 


JONES.S.B. 

8706010419 

8706180291* 

40-527 


JONES, S.B. 

8706110314 

8706190099* 

FOIA 


JONES.S.B. 

8706300588 

8706220495* 

40-527 


JONES.V.H. 

8706240070 

8706250577 

PR 


JONES.W. 

8706250570 

8706170420* 

FOIA 


JONES.W.B. 

8706050075* 

8706300959 

50-362 

S 

JONES.W.M. 

8706250167 

8706050184* 

50-528 

Q 

JONES.W.M. 

8706250167 

8706050204* 

50-397 

Q 

JONS.J.E. 

8706080258 

8706040259* 

50-368 

P 

JORDAN.E.L 

8706080248 

8706040260* 

50-368 

P 

JORDAN.EL 

8706110254 

8706160564 

WASTE MCT 

JORDAN, E.L 

8706260117 

8706250588 

PR 


JORDAN,E.L 

8706260390 

8706240037* 

70-143 


JORDAN.E.M. 

8706260409 

8706240042* 

70-143 


JORDAN.LW. 

8706170078* 

8706240045* 

70-143 


JORDON.E.L 

8706030443 

8706010181* 

50-313 

Q 

JOSEPH.M.A. 

8706090295 

8706050075* 

50-498 

Q 

JOSEPH.R. 

8706250573 

8706220246* 

50-313 

Q 

JOSEPH.V.R. 

8706180059 

8706090284 

50-601 

A 

JOSEY.G.W. 

8706260409 

8706170173 

50-498 

A 

JOSIGER.W.A. 

8706090096 

8706170461 

50-601 

A 

JOSIGER.W.A. 

8706110392 

8706220197 

TOPREP 


JOSIGER.W.A. 

8706150133 

8706300226 

TOPREP 


JOSIGER.W.A. 

8706160130 

8706220017* 

FOIA 


JOSIGER.W.A. 

8706220203 

8706110128 

50-155 

R 

JOSIGER.W.A. 

8706220356 

8706080092* 

50-275 

Q 

JOY.D, 

8706010178* 

8706240246 

60-601 

A 

JOYCE.J.W. 

8706050227* 

8706040224 

50-412 

Q 

JOYCE, T. 

8706100215 

8706040237 

50-412 

Q 

JOYCE.T. 

8706300675 

8706040292 

60-244 

Q 

JOYNER.J. 

8706090386 

8706040319 

50-277 

Q 

JOYNER,J. 

8706110462 

8706080054 

50-410 

Q 

JOYNER,JJ. 

8108180306* 

8706080176 

50-271 

Q 

JUDD.G.M. 

8706260411 

8706080276 

50-352 

Q 

JUDSON.B.F. 

8706160194 

8706090019 

50-412 

Q 

JULIAN.C.A. 

8706020018 


50-412 

Q 

JULIAN,C.A. 

8706090258 

50-348 

V 

50-277 

Q 

JULIAN, C.A. 

8706100314 

50-348 

Q 

50-410 

Q 

JUL1AN.C.A. 

8706150072* 

50-327 

Q 

50-293 

Q 

JULIAN.C.A. 

8706150221 

50-261 

V 

50-387 

Q 

JULIAN.C.A. 

8706250146 

50-321 

V 

50-293 

Q 

JULIAN.C.A. 

8706250338 

50-413 

V 

50-277 

Q 

JULIAN.C.A. 

8706250472 

50-335 

V 

50-410 

Q 

JULIAN, C.A. 

8706300301 

50-400 

Q 

50-410 

Q 

JULIAN.C.A. 

8706300871 

50-280 

Q 

50-333 

Q 

JUL1AN.C.A. 

8706300875* 

50-280 

Q 

50-412 

Q 

JULIAN.C.A. 

8706300904 

50-302 

V 

50-354 

Q 

JULIAN.C.A. 

8706300915* 

50-261 

Q 

50-333 

Q 

JULIAN.E.L. 

8706190039 

50-322 

G 

50-247 

P 

JULIAN.J.C. 

8706250570 

PR 


50-219 

Q 

JULIAN.R.C. 

8706090127 

PR 


50-412 

Q 

JUNE.E.P. 

8706110383 

PR 


50-412 

Q 

KABELA. 

8706090086 

PR 


50-353 

Q 

KADAK,A.C. 

8706260410 

PR 


50-318 

Q 

KAHLA. 

8706010118 

PR 


50-244 

Q 

KAHLE.J.B. 

8706010356* 

50-261 

Q 

50-412 

Q 

KAHLE.J.B. 

8706020153* 

50-424 

Q 

50-309 

Q 

KAHLE.J.B. 

8706030366* 

50-250 

Q 

50-353 

Q 

KAHLE.J.B. 

8706100324* 

50-369 

Q 

50-423 

Q 

KAHLE.J.B. 

8706160075* 

50-413 

Q 

50-353 

Q 

KAHLE.J.B. 

8706250373* 

50-338 

Q 

50-318 

Q 

KAHLE.J.B. 

8706260138* 

50-327 

Q 

50-322 

P 

KAHLE.J.B. 

8706260354* 

50-390 

Q 

50-317 

Q 

KAHLE.J.B. 

8706300275* 

50-338 

Q 

50-317 

Q 

KAHLE.J.B. 

8706300410* 

50-321 

Q 

50-412 

Q 

KAISER.D.C. 

8706250570 

PR 


50-412 

Q 

KAISER.E.A. 

8706250577 

PR 


50-412 

Q 

KALIN,J.R. 

8706100140 

PR 


50-410 

Q 

KALIN.R. 

8706100066 

PR 


50-219 

Q 

KALMAN.G. 

8706030221 

50-312 

P 

50-293 

Q 

KALMAN.G. 

8706040325 

50-275 

P 

50-293 

Q 

KALMAN.G. 

8706120138 

50-312 

Q 

50-272 

Q 

KALMAN.G. 

8706160026 

50-312 

P 

PR 


KALMAN.G. 

8706250370 

50-312 

F 

PR 


KAMINSKI,M.A. 

8706090127 

PR 


50-322 

G 

KAMMERER.C. 

8611190376* 

FOIA 


50-237 

Q 

KAMMERER.C. 

8612010319* 

FOIA 


FOIA 


KAMMERER.C. 

8706090107 

STATE PRO G 

70-27 


KAMMERER.C. 

8706090168 

STATE PRO G 

PR 


KAMMERER.C. 

8706090243 

STATE PRO G 

PR 


KAMMERER.C. 

8706100138 

STATE PRO G 

FOIA 


KAMMERER.C. 

8706100505* 

50-275 

P 

FOIA 


KAMMERER.C. 

8706100508* 

50-275 

P 

PR 


KAMMERER.C. 

8706110177 

STATE PRO G 

PR 


KAMMERER.C. 

8706230459 

STATE PROG 

PR 


KAMMERER.C.C. 

8706230343 

STATE PROG 

PR 


KAN.A. 

8706250570 

PR 


PR 


KANE.D.J. 

8706090185 

PR 


50-259 

S 

KANE.W. 

8706160592 

50-293 

Q 

50-259 

S 

KANE.W.F. 

8706080150* 

50-443 

F 

50-259 

S 

KANE.W.F. 

8706080170* 

50-443 

Q 

50-280 

R 

KANE.W.F. 

8706090138 

50-277 

Q 

PR 


KANE,W.F. 

8706090259 

50-293 

Q 

50-498 

Q 

KANE.W.F. 

8706090338 

50-412 

Q 

FOIA 


KANE.W.F. 

8706100134 

50-443 

Q 

FOIA 


KANE.W.F. 

8706300297 

50-334 

Q 

PR 


KAO.S.P. 

8706090185 

PR 


REVIEW GR P 

KAPAUN.D. 

8706250577 

PR 


REVIEW GR P 

KAPITZ.D.M. 

8706010031 

PR 


ORG 


KAPLAN.B. 

8706100441 

PR 


REVIEW GR P 

KAPLAN.B.C. 

8706250577 

PR 


PR 


KAPLAN.H. 

8706250250* 

50-412 

Q 

50-327 

P 

KAPLAN.H.J. 

8706120058* 

50-353 

Q 

REVIEW GR P 

KAPLONE,B.A. 

8706080215 

PR 


50-267 

S 

KAPTINSKI.N.E. 

8706080265 

PR 


PR 


KARALIKAS.P.C. 

8706090185 

PR 


50-423 

S 

KARAM.R.A. 

8706100345 

50-160 

Q 

PR 


KARAM.R.A. 

8706160019 

50-160 

Q 

50-286 

S 

KARAM.R.A. 

8706300482 

50-160 

Q 

50-286 

S 

KARDIN.S. 

8706250568 

PR 


50-286 

Q 

KARLSSON.V. 

8706260410 

PR 


50-286 

Q 

KARNER.J.S. 

8706090185 

PR 


50-286 

S 

KARPA,L. 

8706080215 

PR 


50-286 

R 

KARPE,E.P. 

8706050203* 

50-354 

P 

PR 


KASKE.K. 

8706040138* 

70-1257 


50-259 

P 

KASNICKI.D.A. 

8706150060* 

70-27 


50-455 

S 

KASNICKI.D.A. 

8706260226* 

70-143 


50-454 

S 

KASUN,D.J. 

8706260215* 

50-272 

F 

l&E 


KATON.R.W. 

8706250575 

PR 


l&E 


KATTEN.H.H. 

8706250588 

PR 


40-3713 


KATZ.R,A. 

8706250577 

PR 


PR 


KATZEN.D. 

8706100468 

PR 


70-1308 


KATZEWBERG.M. 

8706080278 

PR 


50-302 

Q 

KAUFFMAN, M. 

8706080263 

PR 
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KAUFMAN, A. 

870626041 1 

PR 


KELLY.D.L. 

8706010302* 

50-445 

Q 

K1NG,A.M. 

8706250573 

PR 


KAUFMAN, A.H. 

8706250588 

PR 


KELLY.J. 

8706080286 

PR 


KING.B.O. 

8706250570 

PR 


KAUFMAN, L 

8706080235 

PR 


KELLY.J.A. 

8706260291* 

50-498 

Q 

KING.C. 

8706080265 

PR 


KAVANDER.M. 

8706110112 

PR 


KELLY.J.J. 

8706250577 

PR 


KING.C.G. 

8706010031 

PR 


KAY.J.A. 

8706050072 

50-29 

S 

KELLY.J.L. 

8705290292 

50-327 

R 

KING.J. 

8706250602 

PR 


KAY.R.E. 

8706250588 

PR 


KELLY.J.L. 

8706050137 

50-327 

R 

KING.LP. 

8706030019* 

50-338 

C 

KAY.RJ. 

8008190302* 

FOIA 


KELLY.J.L. 

8706150074 

50-327 

R 

KING.M. 

8706100465 

PR 


KAY.RJ. 

8011110059* 

FOIA 


KELLY.J.L. 

8706160547 

50-327 

P 

KING.M.E. 

8706100397 

PR 


KAY.R.J. 

8706220103* 

FOIA 


KELLY.J.L. 

8706180055 

50-327 

P 

KING.P. 

8706090185 

PR 


KAYE.R.D. 

8706030251 * 

50-395 

P 

KELLY.J.N. 

8706250215 

50-259 

R 

KING.S.Q. 

8706010133* 

50-320 

F 

KAZIMIR, G. 

8706110383 

PR 


KELLY.L. 

8706220356 

50-286 

R 

KING.T.L. 

8706080125 

PROJ 


KEAMY.R.W. 

8706100370 

PR 


KELLY.L. 

8706260411 

PR 


KINGSLEY.O.D. 

8702100007 

50-416 

s 

KEARNEY,D.W. 

8706100397 

PR 


KELLY.M. 

8706080265 

PR 


KINGSLEY, O.D. 

8706010072 

50-416 

P 

KEARNEY, G.C. 

8706250570 

PR 


KELLY.M.B. 

8706100468 

PR 


KINGSLEY.O.D. 

8706010240 

50-416 

R 

KEARNEY.J.J. 

8706090185 

PR 


KELLY.T. 

8706250570 

PR 


KINGSLEY,O.D. 

8706030029 

50-416 

R 

KEATiNG.E. 

8706250573 

PR 


KELLY.W.J. 

8706180085 

50-323 

S 

KINGSLEY,O.D. 

8706030397 

50-416 

S 

KEATING, L 

8706100410 

XPORTLIC 


KELLY.W.J. 

8706230370 

50-323 

S 

KINGSLEY.O.D. 

8706040013 

50-416 

s 

KEEGAN.C.E. 

8706260409 

PR 


KELLY.W.J. 

8706260336 

50-275 

S 

KINGSLEY.O.D. 

8706040017 

50-416 

Q 

KEEL.B.C. 

8706190336* 

ORG 


KELLY.W.R. 

8706030353 

WASTE RES 

KINGSLEY.O.D. 

8706050063 

50-416 

s 

KEELEY.G.S. 

8706040020 

50-445 

S 

KELLY.W.R. 

8706160254 

WASTE RES 

KINGSLEY.O.D. 

8706080251 

50-416 

K 

KEELEY.G.S. 

8706100316 

50-445 

S 

KELMERS.A.D. 

8706160218 

WASTE RES 

KINGSLEY.O.D. 

8706100252 

50-416 

P 

KEELEY.G.S. 

8706100384 

50-445 

Q 

KELMERS,A.D. 

8706160265* 

WASTE RES 

KINGSLEY.O.D. 

8706100443 

PR 


KEELEY.G.S. 

8706170048 

50-445 

S 

KELMON.R.M. 

8706250588 

PR 


KINGSLEY.O.D. 

8706100443 

PR 


KEELEY.G.S. 

8706170072 

50-445 

S 

KEMPTON.B.A. 

8706110294 

PR 


KINGSLEY.O.D. 

8706110170 

50-416 

P 

KEELEY.G.S. 

8706170204 

50-445 

A 

KENAVAN.D. 

8706250565 

PR 


KINGSLEY.O.D. 

8706160126 

50-416 

S 

KEELEY.G.S. 

8706170552 

50-445 

S 

KENDALL.D.A. 

8706100443 

PR 


KINGSLEY.O.D. 

8706170366 

50-416 

P 

KEENAN,J.S. 

8706050357 

50-423 

S 

KENDALL.LP. 

8706250588 

PR 


KINGSLEY.O.D. 

8706170488 

50-416 

S 

KEENAN.J.S. 

8706050357 

50-423 

S 

KENDRICK.J.D. 

8706100370 

PR 


KINGSLEY.O.D. 

8706220213 

50-416 

J 

KEICODO.R. 

8706250573 

PR 


KENNA,W.D. 

8706250588 

PR 


KiNGSI.Ev.O.D. 

8706220264 

50-416 

F 

KEILCH.R.F. 

8003120263* 

FOIA 


KENNEALLV.R.M. 

8706040041 

50-440 

P 

Kl\3Sl.E^,O.D 

8706220522 

50-416 

R 

KEILCH.R.F. 

8008190305* 

FOIA 


KENNEDY.E.J. 

8706090134 

PR 


KINGSLEY.O.D. 

8706260077 

50-416 

P 

KEILCH.R.F. 

8011110069* 

FOIA 


KENNEDY.J. 

8706120003 

FOIA 


KINGSLEY.O.D. 

8706300142 

50-416 

P 

KEILCH.R.F. 

8104160517* 

FOIA 


KENNEDY.R. 

8706250565 

PR 


KINGSLEY.O.D. 

8706300944 

50-416 

P 

KEILCH.R.F. 

8706220115* 

FOIA 


KENNEY.T. 

8706180072* 

50-247 

Q 

KINGSLEY.O.D. 

8706300998 

50-416 

F 

KEILCH.R.F. 

8706220138* 

FOIA 


KENNY.M. 

8706250602 

PR 


KINGSTON.G. 

8706010078 

50-443 

S 

KEILCH.R.F. 

8706220379* 

FOIA 


KENNY, P.C. 

8706100441 

PR 


KINNEMAN.J. 

8706090386 

l&E 


KEILCH.R.F. 

8706220397* 

FOIA 


KENT.C. 

8706250588 

PR 


KINNEMAN.J. 

8706110462 

t&E 


KEILCH.R.F. 

8706220410* 

FOIA 


KENYON.T.J. 

8706010455 

50-601 

A 

KINNEMAN.J.D. 

8706150199 

70-1334 


KEILCH.R.F. 

8706220416* 

FOIA 


KENYON.T.J. 

8706040023 

50-601 

A 

KINNEMAN.J.D. 

8706230093* 

FOIA 


KEILCH.R.F. 

8706220481 * 

FOIA 


KENYON.T.J. 

8706220461 

50-601 

A 

KINNEMAN.J.D. 

8706230364* 

FOIA 


KEILCH.R.F. 

8706220500* 

FOIA 


KEPPLER.J.G. 

8701280451 

50-440 

P 

KINORI.Z. 

8706260409 

PR 


KEIMIG.R.R. 

8706050192* 

50-412 

Q 

KEPPLER,J.G. 

8706120159 

50-327 

P 

KINTNER.LL 

8706120130 

50-416 

P 

KEIMIG.R.R. 

8706240396* 

50-29 

Q 

KEPPLER.J.G. 

8706120266 

50-327 

P 

KINTNER.LL. 

8706170172 

50-416 

V 

KEISER.H.W. 

8706080135 

50-387 

F 

KEPPLER.J.G. 

8706150021 

50-327 

P 

KINTNER.LL 

8706230150 

50-416 

p 

KEISER.H.W. 

8706090186 

50-387 

P 

KEPPLER.J.G. 

8706170188* 

40-233 


KINTNER.LL. 

8706300306 

50-416 

p 

KEISER.H.W. 

8706150223 

50-387 

R 

KEPPLER.J.G. 

8706170215* 

40-233 


KIPNES.H. 

8706080258 

PR 


KEISER.H.W. 

8706160396 

50-387 

P 

KEPPLER.J.G. 

8706220369 

50-327 

Q 

KIPNES.l. 

8706080265 

PR 


KEISER.H.W. 

8706170167 

50-387 

P 

KEPPLER.J.G. 

8706220383* 

50-327 

Q 

KIRBY, LJ. 

8706160727* 

FOIA 


KEISER.H.W. 

8706170187* 

50-387 

P 

KEPPLER,J.G. 

8706250277* 

50-329 

A 

KIRBY.S. 

8706250573 

PR 


KEISER.H.W. 

8706180041 

50-387 

F 

KEPPLER.J.G. 

8706300490 

50-445 

G 

KIRCH.G.E. 

8706030084 

70-8 


KEISER.H.W. 

8706230385 

50-387 

J 

KEPPLER.J.G. 

8706300511* 

50-445 

G 

KIRCHHOFF.M.M. 

8706260410 

PR 


KEISER.H.W. 

8706230444 

50-387 

P 

KEPPLER.P. 

8706160725 

40-8820 


KIRCHNER.G. 

8706160638 

50-373 

R 

KEISER.H.W. 

8706230508 

50-387 

F 

KEPPLER.P. 

8706250420* 

FOIA 


KIRK.W.F. 

8706160443 

70-371 


KEISER.H.W. 

8706250152 

50-387 

P 

KERCH.H.W. 

8706160562* 

50-313 

Q 

KIRKMAN 

8706250112* 

FOIA 


KEISER.H.W. 

8706250161* 

50-387 

P 

KERCULIUS.K.A. 

8706080286 

PR 


KIRKMAN.F.M. 

8706240380* 

FOIA 


KEISER.H.W. 

8706260220 

50-387 

P 

KERN.D.R. 

8706260409 

PR 


KIRKMAN.R.W. 

8706180049* 

FOIA 


KEISER.H.W. 

8706260227* 

50-387 

P 

KERN.M. 

8706080286 

PR 


KIRKMAN, R.W. 

8706180063* 

FOIA 


KEITH.B.W. 

8706170253 

50-483 

R 

KERNER.J.P. 

8706100427 

PR 


KIRKMAN.R.W. 

8706180124* 

FOIA 


KELBER.C. 

8706230051* 

FOIA 


KERR.G.W. 

8706020174* 

PR 


KIRKMAN.R.W. 

8706180167* 

FOIA 


KELBER.C. 

8706230056* 

FOIA 


KERR.K. 

8706190119 

50-271 

G 

KIRKMAN.R.W. 

8706180178* 

FOIA 


KELBER.C.N. 

8706230045* 

FOIA 


KERR.K. 

8706250122 

50-322 

G 

KIRKMAN.R.W. 

8706180229* 

FOIA 


KELEHER.D.S. 

8706250588 

PR 


KERR.K. 

8706250461* 

50-322 

G 

KIRKMAN.R.W. 

8706180318* 

FOIA 


KELIHER.D.S. 

8706250588 

PR 


KERR.K. 

8706250475* 

50-322 

G 

KIRKMAN.R.W. 

8706180359* 

FOIA 


KELLEHER,A.B. 

8706110041 

PR 


KERR.K. 

8706250492* 

50-322 

G 

KIRKMAN.R.W. 

8706180364* 

FOIA 


KELLER.A. 

8706250573 

PR 


KERSHUL.B. 

8706160150 

50-344 

S 

KIRKMAN.R.W. 

8706180418* 

FOIA 


KELLER, J, 

8706250570 

PR 


KERSHUL.B, 

8706170367 

50-344 

S 

KIRKMAN.R.W. 

8706180439* 

FOIA 


KELLER. M.J. 

8706260410 

PR 


KERSHUL.B. 

8706170459 

50-334 

S 

KIRKMAN.R.W. 

8706180486* 

FOIA 


KELLER, R. 

8706170305* 

50-166 

Q 

KERSHUUB. 

8706170557 

50-344 

S 

KIRKMAN.R.W. 

8706190018* 

FOIA 


KELLER, R.A. 

8706180025* 

40-6563 


KERSHUUB. 

8706180194 

50-344 

s 

KIRKMAN.R.W. 

8706190232* 

FOIA 


KELLER, R.M. 

8706110347* 

50-317 

V 

KERSHUUB. 

8706260375 

50-344 

S 

KIRKMAN.R.W. 

8706190239* 

FOIA 


KELLER.R.M. 

8706120029* 

50-29 

V 

KERVICK,K.M. 

8706090086 

PR 


KIRKMAN.R.W. 

8706220274* 

FOIA 


KELLER, R.M. 

8706190140* 

50-333 

V 

KESCHUR.V. 

8706100441 

PR 


KIRKMAN.R.W. 

8706220289* 

FOIA 


KELLER.R.M. 

8706250071* 

50-352 

V 

KESSEL.R.M. 

8501160546* 

50-322 

G 

KIRKMAN.R.W. 

8706220480* 

FOIA 


KELLER.R.M. 

8706260379’ 

50-134 

V 

KESSEUR.M. 

8508080764* 

50-322 

H 

KIRKMAN.R.W. 

8706240122* 

40-6920 


KELLERHALL,R.A. 

8706110210* 

50-282 

Q 

KESSEL.R.M. 

8508080766* 

50-322 

H 

KIRKMAN.R.W. 

8706240204* 

FOIA 


KELLERHALS.J.F. 

8706030320 

50-295 

S 

KESSEUR.M. 

8706160057 

PR 


KIRKMAN.R.W. 

8706240210* 

FOIA 


KELLERS, E.B. 

8706100140 

PR 


KESSLER.D.A. 

8706250570 

PR 


KIRKMAN.R.W. 

8706240286* 

FOIA 


KELLEY.A.V. 

8706190157* 

FOIA 


KETTELL.E. 

8706100465 

PR 


KIRKMAN.R.W. 

8706240338* 

FOIA 


KELLEY, A.V. 

8706190182* 

FOIA 


KETTNER.D.G. 

8706090086 

PR 


KIRKMAN.R.W. 

8706240413* 

FOIA 


KELLEY, A.V. 

8706240055* 

FOIA 


KEYS.C.R. 

8706260409 

PR 


KIRKMAN.R.W. 

8706250038* 

FOIA 


KELLEY.A.V. 

8706240113* 

FOIA 


KEYS.P.R. 

8706250213* 

CONTRACT 


KIRKORIAN.D.G. 

8706250582 

PR 


KELLEY.A.V. 

8706240127* 

FOIA 


KHAN.F.H. 

8706250575 

PR 


KIRSCH.D. 

8706230395 

50-312 

P 

KELLEY.A.V. 

8706240279* 

FOIA 


KHAZRAI.M. 

8706180018 

50-346 

R 

KIRSCH.D. 

8706250573 

PR 


KELLEY.A.V. 

8706250013* 

FOIA 


KIERNAN.A.R. 

8706090185 

PR 


KIRSCH.D.F. 

8604030255* 

50-275 

P 

KELLEY.A.V. 

8706250404* 

FOIA 


KIERNAN.W.C. 

8706110294 

PR 


KIRSCH.D.F. 

8706030273 

50-275 

Q 

KELLEY, A.V. 

8706250415* 

FOIA 


KILDUFF,C.E. 

8706090071 

50-322 

T 

KIRSCH.D.F, 

8706030447 

50-206 

P 

KELLOGG.J.H. 

8706260410 

PR 


KILDUFF.C.E. 

8706090071 

50-322 

T 

KIRSCH.D.F. 

8706050241 

50-528 

Q 

KELLY 

8706250602 

PR 


KILGORE.S.R. 

8706100465 

PR 


KIRSCH.D.F. 

8706050246* 

50-528 

Q 
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AUTHOR 


KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KIRSCH.D.F. 

KISSANE.R. 

KISSEL.D.E. 

KITANIDIS.P.K. 

KITOGRAD.E. 

KIZIS.B. 

KLAPPROTH.J.F. 

KLAUS.B.J. 

KLEINMAN.EB. 

KLEINSORGE.W.P. 

KLEVIN.P.B. 

KLINE.C. 

KLINE.G.J. 

KLOSEK.R.R. 

KLOSEK.R.R. 

KLUTSAVAGE.E. 

KNAPIK.M. 

KNAPP, J. 

KNAPP.M.R: 

KNAPP.P.J. 

KNAPP.P.J. 

KNAPP.P.J. 

KNAPP.P.J. 

KNAPP.P.J. 

KNAUT.LJ. 

KNICELEYJ.R. 

KNICELEY.J.R. 

KNICELEY.J.R. 

KNICELY.J.R. 
KNIGHT.C.E. 
KNIGHT.J.P. 
KNIGHT, J.P. 
KNIGHTON.G. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIGHTON.G.W. 

KNIPPLE.W.R. 

KNODE,R. 

KNOESS.C. 

KNOP.R. 

KNOP.ac. 

KNOP,R.C. 

KNOWLES.P.W. 

KNOX.E. 

KNOX,E. 

KNOX,V.A. 

KOBER.R.W. 

KOBER.R.W. 

KOBER.R.W. 

KOBER.R.W. 

KOBER.R.W. 

KOBER.R.W. 

KOBER.R.W. 

KOBER,R.W. 

KOBER.R.W. 

KOBER.R.W, 

KOCHER.C.W. 

KOCHER.C.W. 

KOCHER.C.W. 

KOHLER.D. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


8706080084 

50-275 

Q 

KOHLER.E.P. 

8706100186 

8706080087* 

50-275 

Q 

KOHLMAN.M. 

8706250602 

8706090401 

50-312 

Q 

KOKIDKO.A. 

8706250588 

8706100139* 

50-275 

P 

KOLACZKOWSKI,A. 

8706120033 

8706100401 

50-344 

P 

KOLDE.H.E. 

8706250524’ 

8706100419* 

50-275 

P 

KOLPEKE.K. 

8706110041 

8706100445* 

FOIA 


KONKLIN,J.E 

8706190131’ 

8706100460* 

50-275 

P 

KONWINSKI.G.R. 

8706230068 

8706100503* 

50-323 

P 

K0N2.O. 

8706250565 

8706150137 

50-397 

P 

KOPECKY.G.A. 

8706250588 

8706150192 

50-206 

P 

KOPICKS.G.A. 

8706100370 

8706160419 

50-508 

Q 

KORADE.D.J. 

8706250565 

8706170255* 

50-275 

P 

KORAN.R.A. 

8706080263 

8706170269* 

50-275 

Q 

KORETZLIN.P.R. 

8706250586 

8706170413 

50-344 

Q 

KORJEFF.M.G. 

8706090086 

8706180299 

50-312 

P 

KORTH.G. 

8706250573 

8706230110 

50-275 

P 

KOSKINEN.U. 

8706250577 

8706240312 

50-344 

Q 

KOSLOSKI.R. 

8706110203 

8706250602 

PR 


KOSSOFF.H. 

8706080209 

8706080231 

PR 


KOSTER.J.J. 

8706250577 

8706030345* 

WASTE MGT 

KOTKOWSKI,G.A. 

8706260410 

8706100441 

PR 


KOTRICH.E.J. 

8706100437 

8706110294 

PR 


KOTRICH.E.J. 

8706170546 

8706090052* 

50-293 

P 

KOTTAN.J.J. 

8706300936* 

8706250526* 

50-322 

G 

KOUBA.W. 

8706300168 

8706100066 

PR 


KOULAGIN.F. 

8706250577 

8706250191* 

50-261 

Q 

KOVACH.A.F. 

8706230272* 

8706190239* 

FOIA 


KOVACH,A.F. 

8706230286* 

8706090213 

PR 


KOVAL.A. 

8706250575 

8706100443 

PR 


KOWALSICK.T. 

8706250573 

8706220287 

50-272 

F 

KOWALSKI.S.J. 

8706110020 

8706260042 

50-272 

F 

KOWALSKI.S.J. 

8706110048 

8706260410 

PR 


KOZLOWSKY.F.P. 

8706250602 

8706240052 

FOIA 


KOZUP.C.S. 

8706030484 

8706260409 

PR 


K02UP.C.S. 

8706090418 

8706160128 

WASTE MGT 

KOZUP.C.S. 

8706100284 

8706180178* 

FOIA 


KOZUP.C.S. 

8706240328 

8706220396* 

40-6920 


KRAEGEL.U. 

8706080286 

8706220435* 

FOIA 


KRAFFEL.G.J. 

8706090086 

8706240140* 

FOIA 


KRAFT. F.G. 

8706090127 

8706240164* 

40-6920 


KRAGE.F. 

8706250565 

8706090167 

PR 


KRAJESKI.K.L 

8706250588 

8706010319* 

50-456 

Q 

KRAMER, H. 

8706100066 

8706110356* 

50-315 

Q 

KRAMER, J. 

8706100441 

8706160652* 

50-440 

Q 

KRANiSH.A. 

8706160486 

8706230499* 

50-10 

Q 

KRAN2LER,J. 

8706260412 

8706260410 

PR 


KRASIN, L. 

8706090086 

8706030162 

WASTE MGT 

KRASOPOULOS.A. 

8706100185* 

8706190237 

WASTE MGT 

KRASOPOULOS.A. 

8706300689* 

8706260007 

50-312 

P 

KRATZER.M.B. 

8706220253* 

8706010437* 

50-206 

P 

KRAUS.M.A. 

8706230337* 

8706090445* 

50-397 

P 

KRAUSE.C.W. 

8706150206 

8706100061 

50-312 

P 

KREH.J.L. 

8706160436* 

8706100239* 

50-397 

P 

KREIS.W.R. 

8706090134 

8706100249* 

50-397 

P 

KRESKOWSKi.W. 

8706250565 

8706110001 

50-528 

F 

KRIEDEL.P.R. 

8706250588 

8706110425* 

50-528 

P 

KRIEGER.G.L 

8706260410 

8706120234* 

50-397 

P 

KRIEGER.K. 

8706230075 

8706150018’ 

50-528 

P 

KRIEGSMAN W.E. 

8706220046* 

8706150190* 

50-275 

P 

KRIF’E.J.^. 

8706260410 

8706180110* 

50-275 

P 

KRIMM.R.W. 

8706020185 

8706180210* 

50-323 

P 

KRIMM.R.W. 

8706020190 

8706240390 

50-344 

P 

KRIMM.R.W. 

8706030373 

8706250382* 

50-312 

F 

KRIMM.R.W. 

8706090160 

8108180337* 

FOIA 


KRIMM.R.W. 

8706160398 

8706230226 

40-8829 


KRIMM.R.W. 

8706170440 

8706240352 

NUREG 


KRIMM.R.W. 

8706190008 

870601 0026 

50-461 

S 

KROM.M.C. 

8706260409 

8706040350* 

50-461 

Q 

KROUPA.E.P. 

8706100066 

8706300957* 

50-440 

Q 

KRUEGER, B.H. 

8706040308* 

8706020089* 

50-443 

G 

KRUG.H.E. 

8706170019* 

8706150001 

CONTRACT 


KRUG.H.E. 

8706260095* 

8706150002* 

CONTRACT 


KRUSINSKI.M. 

8706080278 

8706260409 

PR 


KUCHINSKAS,F.A. 

8706090167 

8706040155 

50-244 

P 

KUEMIN.J.L 

8706010214 

8706110129 

50-244 

P 

KUEMIN.J.L 

8706040025 

8706110142* 

50-244 

P 

KUEMIN.J.L. 

8706090265 

8706110165 

50-244 

P 

KUEMiN,J.L 

8706090402 

8706110181 

50-244 

P 

KUHN.C.C. 

8706110159* 

8706110415 

50-244 

P 

KUJAN.S. 

8706110294 

8706180128 

50-244 

P 

KUJAWSKl.B. 

8706110294 

8706190141 

50-244 

S 

KUKLINSKI.W. 

8706250602 

8706220310 

50-244 

P 

KULESA.B. 

8706250586 

8706250276 

50-244 

s 

KULICK.J.M. 

8706260234* 

8706230491* 

FOIA 


KULLBERG.C.M. 

8706030180 

8706230502* 

FOIA 


KUNCULG. 

8706180241 

8706240074* 

FOIA 


KUNIHIRO.D.M. 

8706110146 

8706110112 

PR 


KUNSMAN.D.M. 

8706120125 


PR 


KUNTZ.G.W. 

8706080278 

PR 


PR 


KURTZ.D.B. 

870626041 1 

PR 


PR 


KURTZ, S.G. 

8706250602 

PR 


50-416 

S 

KURUTZ.P. 

8706250565 

PR 


FOIA 


KUSHER.R. 

8706020184 

50-387 

S 

PR 


KUSTERER.G.W. 

8706100397 

PR 


50-327 

Q 

KUZO.G.B. 

8706010394* 

70-143 


40-6622 


KUZO.G.B. 

8706250357* 

50-62 

Q 

PR 


KUZO.G.B. 

8706300837* 

50-424 

Q 

PR 


KWASNIK.J. 

8706260410 

PR 


PR 


KWAST.C.Z. 

8706170555* 

FOIA 


PR 


KWAST.C.2. 

8706170582* 

FOIA 


PR 


LAAKSO,A.A. 

8706250588 

PR 


PR 


LABELLA.J. 

8706090009 

PR 


PR 


LABOSSIERE.E 

8706250588 

PR 


PR 


LABOY.L 

8706080258 

PR 


PR 


LABRUNA,S. 

8706160484 

50-354 

S 

PR 


LABRUNA.S. 

8706170157 

50-354 

S 

PR 


LABRUNA.S. 

8706220034 

50-354 

R 

PR 


LABUA.R.L. 

8706250613* 

50-322 

G 

PR 


LACEY, W.S. 

8706030129 

50-334 

S 

50-237 

S 

LACEY.W.S. 

8706050206 

50-334 

S 

50-237 

S 

LACEY, W.S. 

8706100391 

50-334 

S 

50-213 

Q 

LACKER.D.K. 

8706110416 

REGGD 


50-455 

S 

LAFFERTY.K. 

8706250586 

PR 


PR 


LAFITTE.G. 

8706110041 

PR 


FOIA 


LAFLAMME.E.O. 

8706100359 

PR 


FOIA 


LAFLAMME,J. 

8706260410 

PR 


PR 


LAFORGIA.J. 

8706250573 

PR 


PR 


LAFRANCE.D.R. 

8706250588 

PR 


50-277 

S 

LAGERGREN.W.R. 

8706050135* 

50-327 

P 

50-353 

Q 

LAIRD, F. 

8706090185 

PR 


PR 


LAKE,A.S. 

8706250588 

PR 


50-255 

S 

LAKE.B.E. 

870601 0031 

PR 


50-255 

S 

LAKUSTA.R. 

8706100468 

PR 


50-255 

S 

LAM.A. 

8706250565 

PR 


50-265 

S 

LAMAR.D.E. 

8706110294 

PR 


PR 


LAMASTRA.M.A. 

8011040301* 

FOIA 


PR 


LAMASTRA.M.A. 

8012100294* 

FOIA 


PR 


LAMASTRA.M.A. 

8706170565* 

FOIA 


PR 


LAMASTRA.M.A. 

8706220506* 

FOIA 


PR 


LAMBERT.D.C. 

8706090127 

PR 


PR 


LAMBERT.J. 

8706100441 

PR 


PR 


LAMBERT.P.A. 

8706010052* 

50-245 

P 

FOIA 


LAMBERT,P.A. 

8706030492* 

50-325 

P 

PR 


LAMBERTA.D.A. 

8706110112 

PR 


PR 


LAMONICA,A. 

8706250602 

PR 


50-410 

Q 

LAMURO.R.C. 

8706170336* 

TOPREP 


50-293 

Q 

LANCASTER.D.B. 

8706190275* 

TOPREP 


FOIA 


LANDRY.G.M. 

8706110383 

PR 


50-275 

P 

LANDRY, R.E. 

8706010453* 

CONTRACT 


60-266 

R 

UNE,V. 

8706260333 

CONTRACT 


50-413 

Q 

LANE.V. 

8706300764 

CONTRACT 


PR 


LANG.H.C. 

8706080184 

PR 


PR 


LANG.R.H. 

8706260410 

PR 


PR 


LANGE.A.G. 

8706090186 

PR 


PR 


UNGE.D.J. 

8706190140* 

50-333 

V 

50-247 

R 

UNGE.D.J. 

8706250071* 

50-352 

V 

FOIA 


LANGE. W.H. 

8706110383 

PR 


PR 


LANGLEY.J.R. 

87061 7041 1 

TOPREP 


50-324 

F 

UNKFORD.J.B. 

8706220443* 

70-143 


50-348 

F 

UNKFORD.J.B. 

8706230046* 

70-143 


50-395 

F 

LANKFORD.J.B. 

8706230061 * 

70-143 


50-334 

F 

LANKFORD, J.B. 

8706230071 * 

70-143 


50-482 

F 

LANKSBURY.R.D. 

8706080320* 

50-373 

V 

50-498 

F 

LANNAN.J.V. 

8706220033* 

FOIA 


50-456 

F 

LANNING.W. 

8706010004 

50-237 

S 

PR 


UNNING.W. 

8706030456 

50-247 

S 

PR 


LANNING.W. 

8706180017 

50-250 

P 

50-259 

P 

UNNING.W. 

8706180277 

50-263 

S 

50-261 

Q 

UNNING.W. 

8706300331 

50-250 

S 

50-261 

Q 

UNPHER.LC. 

8706090114 

50-322 

T 

PR 


UNPHER.L.C. 

8706090114 

50-322 

T 

PR 


UPOLLA.V. 

8706110203 

PR 


50-255 

Q 

UPUSHEFSKY.R. 

8706080257 

PR 


50-255 

P 

UREN.E.P. 

8706100397 

PR 


50-255 

P 

URINO.J.W. 

8706110062 

50-458 

Q 

50-255 

P 

UROCHE.G. 

8706250474 

40-17 


STATE PRO G 

URRAGOITE.LS. 

8706170368 

50-317 

S 

PR 


URSEN.H. 

8706090213 

PR 


PR 


URSEN,M.A. 

8706250602 

PR 


PR 


LARSEN.R. 

8706110041 

PR 


PR 


URSON,A.D. 

8706110041 

PR 


50-387 

P 

URSON.C.E. 

8706080123 

50-282 

Q 

NUREG 


LARSON.C.E. 

8706220515 

50-282 

Q 

50-298 

P 

URSON.J.R. 

8706090104* 

50-395 

P 

STATE PRO G 

URSON.M.A. 

8706110383 

PR 


50-327 

P 

URSON.R. 

8706250577 

PR 
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AUTHOR 


NUMBER 

CATEGORY 


LARSON, R.H. 

8706260412 

PR 


LEMPGES.T.E. 

LASH.T.R. 

8706100066 

PR 


LEMPGES.T.E. 

lash,t.r. 

8706260329* 

STATE PRO G 

LEMPGES.T.E. 

LATHAM.S.B. 

8706030207 

50-322 

G 

LEMPGES.T.E. 

latham.s.b. 

8706030207 

50-322 

G 

LEMPGES.T.E. 

LATHAM.S.B. 

8706160133 

50-322 

G 

LEMPGES.T.E. 

latham.s.b. 

8706160133 

50-322 

G 

LEMPGES.T.E. 

latham.w.k. 

8706010166 

50-312 

P 

LEMPGES.T.E. 

LATTA.R.M. 

8706170019* 

50-261 

Q 

LENAGLIA.E.P. 

LATTA,R.M. 

8706260095* 

50-261 

Q 

LENAHAN.J.J. 

LATTANZ10.A. 

8706250570 

PR 


LENAHAN.J.J. 

LATZEA.E.M. 

8706080278 

PR 


LENART.A.M. 

LAUBENHEIMER.C. 

8706110203 

PR 


LENART.R.S. 

UVERTY.J. 

8706250565 

PR 


LENART.R.S. 

UVOIE.R.W. 

8706080231 

PR 


LENART.R.S. 

LAWRENSON.E. 

8706100397 

PR 


LENART.R.S. 

lawyer. L.L 

8706250481 * 

50-335 

V 

LENART.R.S. 

LAY.R. 

8706160138 

NUREG 


LENART.R.S. 

LAYFIELD.R.L. 

8706160600* 

40-6563 


LENART.R.S. 

LAYFIELD.R.L. 

8706160616* 

40-6563 


LENART.R.S. 

LAYFIELD.R.L 

8706220265* 

40-6563 


LENNARTZ.J.A. 

LAYFIELD.R.L. 

8706220290* 

40-6563 


LENOBLE.P. 

* iYE'^^LD R 1 

8706220312* 

40-6563 


LENOIR.A.W. 

LAYF firL'lR L. 

8706220350* 

40-6563 


LENZI.A. 

l.AYF ELD.R L 

8706220409* 

40-6563 


LEO.D. 

LAZARTO.E. 

8706080286 

PR 


LEO.G.P. 

LAZARUS.W.J. 

8706080081 * 

50-247 

Q 

LEO.G.P. 

LAZARUS.W.J. 

8706100337* 

50-387 

Q 

LEONARD.J.D. 

LAZARUS.W.J. 

8706190117* 

50-412 

Q 

LEONARD.J.D. 

LAZARUS.W.J. 

8706190238* 

50-247 

Q 

LEONARD.J.D. 

LAZARUS.W.J. 

8706250159 

50-245 

F 

LEONARD.J.D. 

LAZARUS.W.J. 

8706260385* 

50-213 

Q 

LEONARD.J.D. 

LAZARUS.W.J. 

8706300929 

50-289 

F 

LEONARD.J.D. 

LAZEROWtTZ.A.A. 

8706250571 

PR 


LEONARD.J.D. 

LAZO.R.M. 

8706300440 

50-250 

G 

LEONARD, R.M. 

LAZZARO.V.J. 

8706250588 

PR 


LEONE, M. 

LE.P.T. 

8706010433* 

50-213 

P 

LEONHAND.K.S. 

LEAHY.D. 

8706250565 

PR 


LEPORIN.J.M. 

LEAHY.D. 

8706250586 

PR 


LEPPER.G. 

LEAR.G. 

8706030479* 

70-8 


LEQUIA 

LEAR.G. 

8706030482* 

70-8 


LEQUIA.D. 

LEARY, G.E. 

8706300639* 

50-443 

1 

LEROY.S.E. 

LEARY,J.F. 

8706220308* 

FOIA 


LESSARD.LP. 

LEBLANC 

8706090185 

PR 


LESSARD.R.A. 

LEBLOND.P.C. 

8706050253 

50-295 

P 

LESSER.M.S. 

LEBLOND.P.C. 

8706100251 

50-295 

P 

LETENDRE.L. 

LEBLOND.P.C. 

8706110276 

50-237 

P 

LETSCHE.K.J. 

LECAUSE,F. 

8706080263 

PR 


LETSCHE.K.J. 

LEDDON.C.D. 

8706110245 

MISC 


LEUDESORF.T. 

LEDEN.V, 

8706110112 

PR 


LEUGERS.M.J. 

LEDGEH.R. 

8706110252 

50-293 

Q 

LEUGERS.M.J. 

LEDOUX.G.A. 

8706080225 

PR 


LEUGERS.M.J. 

LEE.C. 

8706260411 

PR 


LEUGERS.M.J. 

LEE.R.S. 

8706100027 

50-368 

P 

LEUNG.S.A. 

LEE.T.D. 

8706160470* 

70-143 


LEVESQUE, J.A. 

LEE.T.D. 

8706260226* 

70-143 


LEVICK.M.L. 

LEE.T.D. 

8706300737* 

70-143 


LEVIN, H.A. 

LEE.T.J. 

8706250606* 

50-322 

G 

LEVIN.H-A. 

LEE.V.W. 

8706120163 

NUREG 


LEVINE.J.M. 

LEE.V.W. 

8706120186 

NUREG 


LEVINE.J.M. 

LEE.Y.S. 

8706030267* 

50-498 

A 

LEVINE.J.M. 

LEE.Y.S. 

8706260181* 

50-305 

P 

LEVINE.M. 

LEECH.P.H. 

8706090302 

PROJ 


LEVINE.M. 

LEECH.P.H. 

8706190227 

PROJ 


LEVINS.J. 

LEECH.P.H. 

8706300190 

PROJ 


LEVINS, M.M. 

LEFEVRE.H.E. 

8706030039 

WASTE MGT 

LEVITT,J.B. 

LEFEVRE.H.E. 

8706030047 

WASTE MGT 

LEW.J.S. 

LEFEVRE,H.E, 

8706220092 

WASTE MGT 

LEWALD.G.H. 

LEGENDRE, R. 

8706080263 

PR 


LEWALD.G.H. 

LEHANAN.J.J. 

8706110152* 

50-327 

Q 

LEWALD.G.H. 

LEHMAN-BECKER 

8706250573 

PR 


LEWALD.G.H. 

LEHNHOFF.W.H. 

8706250573 

PR 


LEWALD.G.H. 

LEHRER,J. 

8706260412 

PR 


LEWALD.G.H. 

LEIGH.C.D. 

8706120166 

NUREG 


LEWALD.G.H. 

LEIGHTON, E.R. 

8706100443 

PR 


LEWALD.G.H. 

LEISTMAN.L 

8706250577 

PR 


LEWALD.G.H. 

LEITCH.G.M. 

8706090227 

50-277 

S 

LEWALD.G.H. 

LEITCH.G.M. 

8706090241 

50-277 

S 

LEWALD.G.H. 

LEITMAN.L.W. 

8706010115 

50-219 

S 

LEWIS.B. 

LEITNER.E. 

8706100468 

PR 


LEWIS.D.B. 

LEMKIN.J. 

8706260409 

PR 


LEWIS.D.R. 

LEMMINN.J.C. 

8706100359 

PR 


LEWIS, D.R. 

LEMMON.D. 

8706250588 

PR 


LEWIS,D.R. 

LEMONS, J.R. 

8706110185 

50-318 

S 

LEWIS,D.R. 

LEMONS,J.R. 

8706110368 

50-318 

S 

LEWIS,D.R. 

LEMONS, J.R. 

8706170368 

50-317 

S 

LEWIS.D.R. 

LEMONS.J.R. 

8706240220 

50-317 

R 

LEWIS.D.R. 

LEMONS.J.R. 

8706240431 

50-317 

S 

LEWIS.K.C. 
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8706050353 

50-410 

S 

LEWIS.M. 

8706250507* 

50-322 

T 

8706100047 

50-410 

S 

LEWIS, R. 

8706250573 

PR 


8706150171 

50-410 

S 

LEWIS.R.L 

8706010419 

50-259 

S 

8706180095 

50-220 

S 

LEWIS.R.L 

8706040119 

50-259 

S 

8706190151 

50-220 

s 

LEWIS.R.L 

8706100105 

50-260 

s 

8706230102 

50-410 

s 

LEWIS.R.L. 

8706110314 

50-259 

s 

8706240157 

50-410 

s 

LEWIS.R.L 

8706170168 

50-259 

R 

8706250016 

50-410 

s 

LEWIS.R.L 

8706300588 

50-259 

s 

8706250570 

PR 


LEWIS.S.H. 

8706020081 

40-2061 


8706090332* 

50-250 

Q 

LEWIS, S.H. 

8706020123 

40-8027 


8706110191* 

50-400 

Q 

LEWIS.S.H. 

8706020170 

40-8027 


8706080278 

PR 


LEWIS.S.H. 

8706250093 

40-2061 


8706020147 

50-341 

S 

LEWIS, S.R. 

8706120125 

50-327 

p 

8706030008 

50-341 

S 

LEY.M.C. 

8706100452* 

50-275 

p 

8706030315 

50-341 

S 

LEY.M.C. 

8706110346* 

50-275 

p 

8706160313 

50-341 

S 

libon.b. 

8706250573 

PR 


8706170586 

50-341 

R 

libsch.p. 

8706260410 

PR 


8706180169 

50-341 

S 

LICHTENBERG.J. 

8706170404 

50-530 

M 

8706240347 

50-341 

S 

LICHTENBERG.J. 

8706220105* 

50-530 

M 

8706300004 

50-341 

S 

LICITRA,E.A. 

8706040369 

50-528 

P 

8706230325* 

50-454 

V 

LIC1TRA.E.A. 

8706100231 

50-528 

P 

8706250573 

PR 


LICITRA.E.A. 

8706110413 

50-528 

P 

8706090127 

PR 


LICITRA,E.A. 

8706150004 

50-528 

P 

8706080257 

PR 


LICKUS.R. 

8706110038 

40-8918 


8706250573 

PR 


LICKUS.R. 

8706110099 

40-8924 


8706250573 

PR 


LICKUS.R. 

8706110114 

40-8948 


8706250577 

PR 


lieberman.e.b. 

8706020087* 

50-322 

G 

8706110030 

50-322 

V 

LIEBERMAN.H. 

8706250577 

PR 


8706110052 

50-322 

p 

lieberman.j. 

8706010188 

50-206 

Q 

8706170392 

50-322 

Q 

lieberman.j. 

8706030399 

l&E 


8706170548 

50-322 . 

Q 

LIEBERMAN.J. 

8706030460 

l&E 


8706230422 

50-322 

P 

LIEBERMAN.J. 

8706050134 

50-313 

Q 

8706230497 

50-322 

F 

LIEBERMAN.J. 

8706100495 

50-344 

Q 

8706300003 

50-322 

P 

LIEBERMAN.J. 

8706160077 

50-313 

Q 

8706250570 

PR 


LIEBERMAN.J. 

8706160400 

l&E 


8706250573 

PR 


LIEBERMAN.J. 

8706160450 

50-454 

Q 

8706110294 

PR 


LIEBERMAN.J. 

8706170341 

l&E 


8706080263 

PR 


LIEBERMAN.J. 

8706220009 

l&E 


8706080209 

PR 


LIEBERMAN.J. 

8706240148 

50-186 

Q 

8706100462 

50-29 

S 

LIEBERMAN.J. 

8706260307 

l&E 


8706040344* 

50-293 

Q 

LIEBERMAN.J. 

8706300173 

50-341 

Q 

8706230485 

50-369 

S 

LIEBERMAN,J. 

8706300861 

l&E 


8706080194 

PR 


LIEBERMAN.J. 

8706300964 

50-313 

Q 

8706260412 

PR 


LIEBERMAN.J. 

8706300973 

50-362 

Q 

8706250289* 

50-413 

Q 

LIEBERMAN.S.M. 

8706090127 

PR 


8706080184 

PR 


LILIENTHAL.A.G. 

8706080235 

PR 


8706030207 

50-322 

G 

LINDBECK.C.S. 

8706260312 

50-456 

P 

8706030207 

50-322 

G 

lindberg.s. 

8706100140 

PR 


8706080263 

PR 


LINDGREN.L 

8706250586 

PR 


8706020113 

50-322 

G 

LINDLEY.D. 

8706090167 

PR 


8706020113 

50-322 

G 

LINDSTROM.M. 

8706110231 

XPORTLIC 


8706020129 

50-322 

G 

LINEHAN.J.J. 

8706030235* 

WASTE MGT 

8706020129 

50-322 

G 

LINEHAN.J.J. 

8706180453 

WASTE MGT 

8706100468 

PR 


linenberger.g. 

8706190114 

50-443 

G 

8706090086 

PR 


LINKE.A.C. 

8706250602 

PR 


8706160263* 

CONTRACT 


LINS.H. 

8706250577 

PR 


8706100155 

50-445 

G 

LINVILLE.J. 

8706040208 

50-278 

s 

8706250123 

50-445 

G 

LINVILLE.J. 

8706080235 

PR 


8706220064 

50-368 

P 

LINVILLE.J.C. 

8706040191* 

50-353 

Q 

8706230371 

50-313 

S 

LINVILLE.J.C. 

8706090128* 

50-244 

Q 

8706250263 

50-368 

S 

LINVILLE.J.C. 

8706090150* 

50-277 

Q 

8706040030 

50-313 

F 

LINVILLE.J.C. 

8706120004* 

50-352 

Q 

8706260412 

PR 


LINVILLE.J.C. 

8706300952* 

50-353 

Q 

8706090167 

PR 


LIOTTI.L. 

8706110294 

PR 


8706250573 

PR 


LIPPE.L 

8706240155* 

COMMISSION 

8706080257 

PR 


LIPPMAN.W. 

8706260412 

PR 


8706090086 

PR 


LIPPOLD.W.J. 

8706080094 

50-318 

Q 

8706190186 

50-443 

G 

LITCHFIELD, G.W. 

8706250575 , 

PR 


8706190186 

50-443 

G 

LITMAN.R. 

8706080235 

PR 


8706190203* 

50-443 

G 

LITTLE.M. 

8706030189 

CONTRACT 


8706190203* 

50-443 

G 

LITTLE.M. 

8706050100 

CONTRACT 


8706190255* 

50-443 

G 

LITTLE.M, 

8706050113 

CONTRACT 


8706190255* 

50-443 

G 

LITTLE.M. 

8706080018 

CONTRACT 


8706190286* 

50-443 

G 

LITTLE.M. 

8706080045 

CONTRACT 


8706190287* 

50-443 

G 

LITTLE.M. 

8706170480 

CONTRACT 


8706190287* 

50-443 

G 

LITTLE.M. 

8706240001 

CONTRACT 


8706190291* 

50-443 

G 

LITTLE.M. 

8706240030 

CONTRACT 


8706190291* 

50-443 

G 

LITTLE.M. 

8706240391 

CONTRACT 


87061 10294 

PR 


LITTLE.W. 

8706090201 

50-456 

S 

8706190338 

50-277 

P 

LITTLEFIELD.P. 

8706260410 

PR 


8706160068 

50-320 

G 

LITVIN.G. 

8706080263 

PR 


8706160068 

50-320 

G 

LIU.K.C. 

8706080160 

NUREG 


8706160110 

50-320 

G 

LIU.W.C. 

8706170356* 

50-440 

Q 

8706160110 

50-320 

G 

LIVERMORE, H.H. 

8706010418* 

50-424 

Q 

8706190088 

50-320 

G 

LIVERMORE.H.H. 

8706170101* 

50-425 

Q 

8706190095 

50-320 

T 

L=ZARDI.A. 

8706090167 

PR 


8706250075* 

50-320 

G 

LZCTTE.R.G. 

8706090185 

PR 


8706010118 

PR 


LLOYD.R.L 

8706190131* 

50-327 

Q 
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AUTHOR 

ACCESSION SUBJECT 

NUMBER CATEGORY 

AUTHOR 

ACCESSION SUBJECT 
NUMBER CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

LO,R. 

LO.R. 

LOBIONDO.M. 

LOCH.E.P. 

LOCH.E.P. 

8706010023 

8706050015 

8706100140 

8706010322 

8706100014 

50-322 

50-322 

PR 

70-1151 

70-1151 

P 

P 

LOWETH.W.A. 

LOWRY.E.F. 

LOWRY.E.F. 

LOWRY.E.F. 

LOWRY. P. 

8706240243 

8706090076 

8706100109 

8706100109 

8706080178 

50-245 

50-275 

50-275 

50-275 

PR 

S 

G 

G 

G 

MACK.MJ. 

MACOMBER.S. 

MACVEAN.R.H. 

MACY.P.R. 

MADAR.LJ. 

8706110041 

8706010118 

8706250575 

8706080235 

8706250575 

PR 

PR 

PR 

PR 

PR 

LOCH.E.P. 

LOCKE, B.L 

LOCKE, R.F. 

LODEWYK,A.J. 

LODGE.TJ. 

8706300489 

8706250588 

8706120200 

8706150140* 

8706160098 

70-1151 

PR 

50-133 

50-318 

50-440 

Q 

Q 

G 

LOWY.E. 

LOYSEN.P. 

LOZOWSKY.P. 

LOZOWSKY.P. 

LUBENAUJ.O. 

8706250565 

8706100363* 

8706080215 

8706090167 

8706260325 

PR 

70-8 

PR 

PR 

STATE PRO G 

MADAWICKJ. 

MADEDA.T.J. 

MADEDA.T.J. 

MADEDA,T.J. 

MADEY.E.V. 

8706080209 

8706110356* 

8706160652* 

8706170536* 

8706090185 

PR 

50-315 C 

50-440 C 

50-255 C 

PR 

LODGE.TJ. 

LODGE.TJ. 

LODGE.TJ. 

LODGE, T.J. 
LODGE.T.J. 

8706160114 

8706160114 

8706160114 

8706160114 

8706160114 

50-440 

50-440 

50-440 

50-440 

50-440 

G 

G 

G 

G 

G 

LUBOW.D. 

LUCARDI.W.C. 

LUCAS.G. 

LUCAS.T.L 

LUCCA.T.G. 

8706080278 

8706260412 

8706240223 

8706090127 

8706010118 

PR 

PR 

TOPREP 

PR 

PR 


MADISON, K. 

MADSEN.G.L. 

MADSON.Q.C. 

MAGGIO,AJ. 

MAGGIORA.M. 

8706080286 

8706050075* 

8706250570 

8706080257 

8706260412 

5^498 C 

PR 

PR 

PR 

LOESCH.R. 

LOESCH.R. 

LOETHERJ.M. 

LOFTUS.A. 

LOGAN.S.B. 

8706040344’ 

8706090285* 

8706100359 

8706080263 

8706050185* 

50-293 

70-1100 

PR 

PR 

50-259 

Q 

P 

LUCHIES.J.R. 

LUCK.J.E. 

LUCOJ.E. 

LUEBKE,E.A. 

LUEHMANJ.G. 

8706080278 

8706080231 

8706120158 

8706300440 

8706050075* 

PR 

PR 

NUREG 

50-250 

50-498 

G 

Q 

MAGLEBY.E.H. 

MAGLEBY.H.L. 

MAGUIRE.R.E. 

MAGUIRE.V.D. 

MAHAN.G. 

8706080318* 

8706080036* 

8706110383 

8706260412 

8706250586 

50-269 1 

50-412 j 

PR 

PR 

PR 

LOGRANDE.M.A. 

LOGRANDE.M.A. 

LOGSDAN.M.J. 

LOGSDON.M.J. 

LOGSDON.M.J. 

8704020634* 

8706100140 

8706030279 

8706030230 

8706030362 

50-322 F 

PR 

WASTE RES 
WASTE RES 
WASTE RES 

LUEHMANJ.Q. 

LUGLI.DJ. 

LUH.J.C. 

LUKEN.J. 

LUKER.G.D. 

8706160018* 

8706250588 

8706250573 

8706080209 

8706100468 

50-382 

PR 

PR 

PR 

PR 

Q 

MAHAN.M. 

MAHER.J.E. 

MAHER.L 

MAHER, T. 
MAHNKEN.HJ. 

8706110203 

8706250577 

8706250602 

8706080215 

8706250570 

PR 

PR 

PR 

PR 

PR 

LOGSDON.M.J. 

LOGSTON.M. 

LOGUE.R.H. 

LOGUE.R.H. 

LOGUE.R.H. 

8706160445 

8706160459 

8706150202 

8706170590 

8706180044 

WASTE RES 
WASTE RES 
50-352 S 

50-352 S 

50-278 S 

LULUH.B. 

LUMB.R.F. 

LUMB.R.F. 

LUMB.R.F. 

LUNDQUIST.V.S. 

8706250575 

8706010323* 

8706010332* 

8706010340* 

8706250573 

PR 

PR 

PR 

PR 

PR 


MAIER.J. 

MAIER.SJ. 

MAIETTA,L.F. 

MAILHOT.D. 

MAINES.J. 

8706090079 

8706100441 

8706090167 

8706010118 

8706100186 

PR 

PR 

PR 

PR 

PR 

LOGUE.R.H. 

LOGUE.R.H. 

LOGUE.R.H. 

LOGUE.R.H. 

LOGUE.R.H. 

8706180471 

8706230437 

8706250201 

8706250223 

8706300047 

50-352 

50-352 

50-352 

50-352 

50-352 

S 

S 

s 

s 

s 

LUNN.B.P. 

LUPO.S. 

LUSKY.E.L. 

LYKE.C.C. 

LYNCH.D.L. 

8706110313 

8706110203 

8706260409 

8706170089* 

8706080215 

50-293 

PR 

PR 

50-327 

PR 

S 

P 

MAIO.E. 

MAJORINO.V. 

MAKOWICZ.MJ. 

MALARO.J.C. 

MALARO.J.C. 

8706250577 

8706250588 

8706090086 

8706160275* 

8706180214* 

PR 

PR 

PR 

FOIA 

FOIA 

LOHAUS.P.H. 

LOHAUS.P.H. 

LOHAUS.P.H. 

LOHAUS.P.H. 

LOHAUS.P.H. 

8706030051 

8706160195 

8706160248 

8706240085 

8706250014 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

LYNCH.D.L. 

LYNCH.J. 

LYNCH.J. 

LYNCH, M. 

LYNCH, P.E. 

8706080286 

8706250589* 

8706300937 

8706260409 

8706100480 

PR 

PR 

l&E 

PR 

50-331 

S 

MALARO.J.C. 

MAURO.J.C. 

MALBECK.N. 

MALCOM.E.E. 

MALINAUSKAS.A. 

8706180493* 

8706220184* 

8706250586 

8706090185 

8706240166 

FOIA 

FOIA 

PR 

PR 

50-322 1 

LOHAUS.P.H. 

LOHAUS.P.H. 

LOHMAN.R. 

LOMBARDO.R.J. 

LOMONACO.M.S. 

8706250113 

8706250172 

8706010258 

8706250575 

8706080209 

WASTE MGT 
WASTE MGT 
FOIA 

PR 

PR 

LYND.S. 

LYNN.B.G. 

LYNN.W. 

LYON.D. 

LYON.R.E. 

8706240364 

8706090086 

8706250577 

8706040356* 

8706250570 

FOIA 

PR 

PR 

CONTRACT 

PR 

MALINAUSKAS.A. 

MALLETT.B.S. 

MALLEY.J.F. 

MALODY.C.W. 

MALODY.C.W. 

8706250399 

8706180032* 

8706100359 

8706030021 

8706040110 

50-322 ! 

40-6563 

PR 

70-1257 

70-1267 

LONEARDO.F. 

LONG,A.R. 

LONG,A.R. 

LONQ.DJ. 

LONG.J. 

8706250602 

8706030341* 

8706100322* 

8706250588 

8706010158 

PR 

50-424 

50-348 

PR 

50-327 

Q 

Q 

S 

LYONS, A.P. 
LYONS.P.J. 
LYONS.PJ. 
LYONS.P.J. 
LYONS.PJ. 

8706250602 

8706220334 

8706220519 

8706230115 

8706250351 

PR 

40-299 

40-299 

40-299 

40-299 


MALODY.C.W. 
MALODY.C.W. 
MALODY.C.W. 
MALODY.C.W. 
MALONE, C.B. 

8706160170 

8706160288 

8706160309 

8706220137 

8706100140 

70-1257 

70-1257 

70-1257 

XPORTLIC 

PR 

LONG,J.A. 

LONG.J.A. 

LONG,J.A. 

LONG,J.A. 

LONG.J.E. 

8706030375 

8706120262 

8706160235 

8706170128 

8706040300* 

70-143 

70-143 

70-143 

70-143 

50-259 

P 

LYONS.T, 

MAC KNIGHT. V.S. 
MACALUSO.C. 
MACDONALD.A.K. 
MACDONALD.C.E. 

8706250577 

8706090185 

8706250573 

8706010118 

8706100237 

PR 

PR 

PR 

PR 

71-479 


MALONE, G. 

MALONE, K. 
MALONEY.M.O. 
MALONGORE.S. 
MALSCH.M.G. 

8706160138 

8706250573 

8706250577 

8706250586 

8706110264* 

NUREG 

PR 

PR 

PR 

FOIA 

LONG.J.E. 

LONG.J.E. 

LONG.J.E 

LONG.KD. 

LONG.LN. 

8706040303* 

8706040308’ 

8706180061* 

8706160388 

8706040258* 

50-259 

50-259 

50-259 

70-824 

50-259 

P 

P 

P 

P 

MACDONALD.aE. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

8706100238* 

8706100261 

8706100392 

8706110012 

8706110013 

71-479 

71-471 

71-5805 

71-6003 

71-4986 


MALSCH.M.G. 

MALSCH.M.G. 

MALTBY.M. 

MANCINI.C.F. 

MANDEL.I.R. 

8706250594* 

8706300537 

8706250570 

8706260409 

8706080184 

50-322 C 

50-320 C 

PR 

PR 

PR 

LONG.M. 

LONG.P. 

LONG.R.B. 

LONG.T.L 

LONG.W.O. 

8706250577 

8706250586 

8706100443 

8706050057 

8706050288 

PR 

PR 

PR 

50-328 

50-298 

s 

p 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

8706110029* 

8706110121 

8706160061 

8706160071* 

8706160232 

71-6003 

71-9010 

71-9168 

71-9168 

71-9186 


MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

8706030329 

8706040142 

8706040147 

8706060096 

8706050157 

50-410 1 

50-220 f 

50-410 f 

50-220 f 

50-410 f 

LONG.W.O. 

LOPEZ.A. 

LOPEZ.B. 

LOPEZ, M. 

LORD.M.D. 

8706100017 

8706250602 

8706080209 

8706080278 

8706110041 

50-298 

PR 

PR 

PR 

PR 

p 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

8706160311 

8706160368 

8706160563 

8706160570* 

8706160590 

71-5957 

71-9142 

71-420 

71-420 

71-9792 


MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

8706090183 

8706100028 

8706110202 

8706110398 

8706160271 

50-410 F 

50-410 
50-410 F 

50-410 f 

50-220 f 

LORD.R.E. 

LORD.W.S. 

LORELLO.E. 

LORENZ.W.R. 

LORION.J. 

870609021 3 
8706020194 
8706080178 
8706180063^ 
8706300467 

PR 

50-443 

PR 

FOIA 

50-250 

G 

G 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

8706170182 

8706180391 

8706180479 

8706180489* 

8706190046 

70- 824 

71- 9208 
71-473 
71-473 
71-472 


MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

MANGAN.C.V. 

8706220374 

8706230266 

8706230320 

8706230336 

8706300035 

50-410 F 

50-220 f 

50-410 F 

50-410 F 

50-410 F 

LORION.J. 

LOTHER.P. 

LOTITO,T.A. 

LOTTO, V.L 
LOUDERBACK,T.E. 

8706300495* 

8706250577 

8706080263 

8706100140 

8706180224 

50-250 

PR 

PR 

PR 

40-8714 

G 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

MACDONALD.C.E. 

8706190048* 

8706190134 

8706220098 

8706230092 

8706230096* 

71-472 

71-6601 

71-9090 

71-456 

71-456 


MANGAN.C.V. 

MANGAN.C.V. 

MANGUSIJ. 

MANILISAY.H. 

MANION.WJ. 

8706300315 

8706300719 

8706220066 

8706110112 

8706010031 

50-220 F 

50-410 F 

XPORTLIC 

PR 

PR 

LOUGHLIN.E. 

L0UR1E.N.A, 

LOVEJOY.S.W. 

LOVEJOY.S.W. 

LOVELESS.D.P. 

8706250577 

8706090009 

8706090086 

8706110041 

8706170171* 

PR 

PR 

PR 

PR 

50-327 

Q 

MACDONALD, J.B. 
MACDONALD, J.B. 
MACDONALD, P.C. 
MACDONELL.D. 
MACDORMAND.J. 

8706030307* 

8706250264* 

8706250570 

8706250573 

8706110041 

50-250 

50-250 

PR 

PR 

PR 

Q 

Q 

MANN.D.F. 

MANN.M.M. 

MANN.M.M. 

MANN.M.M. 

MANN.M.M. 

8706090161* 

8706240203* 

8706240265* 

8706240395* 

8706250043* 

CONTRACT 

FOIA 

FOIA 

FOIA 

FOIA 

LOWE.C. 

LOWE.P. 

LOWENSTEIN.R. 

8706250577 

8706080263 

8706160162 

PR 

PR 

50-268 

A 

MACIOLEK.M.E. 

MACK.A. 

MACK.G. 

8706250588 

8706250586 

8706160281* 

PR 

PR 

WASTE RES 


MANN.R.H. 

MANN.W.F. 

MANNELLI.W.J. 

8706100359 

8706080194 

8706010118 

PR 

PR 

PR 
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MANNING.K.A. 

8706100066 

PR 


MARTIN.M. 

8706040274* 

50-259 

P 

MASNYK.O.M. 

8706110032* 

50-250 

C 

MANOLY.K. 

8706250250* 

50-412 

Q 

MARTIN.M.S. 

8706010464 

50-327 

P 

MASNYK.O.M. 

8706190324* 

50-302 

c 

MANSDOERFER.W. 

8706230321 * 

FOIA 


MARTIN,M.S. 

8706030136 

50-259 

P 

MASON.J.R. 

8706180303* 

FOIA 


MANTHEY.M.E. 

8706250588 

PR 


MARTIN.M.S. 

8706030182 

50-259 

P 

MASON.J.R. 

8706180308* 

FOIA 


MANTIONE.M. 

8706110203 

PR 


MARTIN.M.S. 

8706040225 

50-259 

P 

MASON.J.R. 

8706180356' 

FOIA 


MANWARE,R. 

8706260409 

PR 


MARTIN.M.S. 

8706040250* 

50-259 

P 

MASON.J.R. 

8706180456* 

FOIA 


MANZ.R.L 

8706100397 

PR 


MARTIN.M.S. 

8706040252* 

50-259 

P 

MASON.J.R. 

8706180506* 

FOIA 


MANZl.P. 

8706250570 

PR 


MARTIN.M.S. 

8706040263* 

50-259 

P 

MASON.J.R. 

8706190009* 

FOIA 


MAPP.EJ. 

8706160704* 

40-6563 


MARTIN.M.S. 

8706040284* 

50-259 

P 

MASON.J.R. 

8706190015* 

FOIA 


MARANZANO.P. 

8706110203 

PR 


MARTIN.M.S. 

8706040290* 

50-259 

P 

MASON.J.R. 

8706190017* 

FOIA 


marble.r.e. 

8706100443 

PR 


MARTIN.M.S. 

8706040298* 

50-259 

P 

MASON, J.R. 

8706190020* 

FOIA 


MARCHLIK.M. 

8706260410 

PR 


MARTIN.M.S. 

8706040303* 

50-259 

P 

MAS0N.J.R. 

8706190023* 

FOIA 


MARCHO.J. 

8706100443 

PR 


MARTIN.M.S. 

8706050108 

50-327 

P 

MASON.J.R. 

8706190045* 

FOIA 


MARCOUX.LC. 

8706080231 

PR 


MARTIN.M.S. 

8706050176 

50-259 

P 

MASON,J.R. 

8706190121* 

FOIA 


MARCROFF.M.E. 

8706250565 

PR 


MARTIN.M.S. 

8706160530 

50-259 

P 

MASON, J.R. 

8706220239* 

FOIA 


MARESCA.D.P. 

8706250565 

PR 


MARTIN.M.S. 

8706160631 

50-259 

P 

MASON.J.R. 

8706220250* 

FOIA 


MARGULIES.A.E- 

8706090086 

PR 


MARTIN.M.S. 

8706170016 

50-327 

P 

MASON,J.R. 

8706230425* 

FOIA 


MARGULIES.M.B. 

8706160047 

50-322 

G 

MARTIN.M.S. 

8706180029 

50-259 

P 

MASON,J.R. 

8706230432* 

FOIA 


MARGULIES.M.B. 

8706160048 

50-322 

G 

MARTIN.M.S. 

8706180071* 

50-259 

P 

MASON.J.R. 

8706230438* 

FOIA 


MARGULIES.M.B. 

8706160055 

50-322 

G 

MARTIN.M.S. 

8706290031 

50-259 

P 

MASON, J.R. 

8706230443* 

FOIA 


MARGULIES.M.B. 

8706160063 

50-322 

G 

MARTIN.M.S. 

8706300115 

50-327 

P 

MASON.J.R. 

8706230456* 

FOIA 


MARGULIES.M.B. 

8706160072 

50-322 

G 

MARTIN.R.D. 

8705220275 

50-482 

Q 

MASON.J.R. 

8706230462* 

FOIA 


MARGULIES.M.B. 

8706160085 

50-322 

G 

MARTIN.R.D. 

8706110172 

50-298 

Q 

MASON, J.R. 

8706230468* 

FOIA 


MARGULIES.M.B. 

8706190035 

50-322 

G 

MARTIN.R.D. 

8706150209 

50-458 

Q 

MAS0N.J.R. 

8706230470* 

FOIA 


MARGULIES.M.B. 

8706190085 

50-322 

G 

MARTIN.R.D. 

8706160337* 

FOIA 


MASON.J.R. 

8706230478* 

FOIA 


MARGULIES.M.B. 

8706190118 

50-322 

G 

MARTIN.R.D. 

8706160522* 

FOIA 


MASON.J.R. 

8706230483* 

FOIA 


MARGULIES.M.B. 

8706250069 

50-322 

G 

MARTIN.R.D. 

8706230439 

50-498 

A 

MASON.J.R. 

8706240004* 

FOIA 


MARGULIES.M.B. 

8706250076 

50-322 

G 

MARTIN, R.E. 

8706110041 

PR 


MASON.J.R. 

8706240031 * 

FOIA 


MARGULIES.M.B. 

8706250536* 

50-322 

G 

MARTIN.R.E. 

8706110076 

50-352 

P 

MASON,J.R. 

8706240072* 

FOIA 


MARGULIES.M.B. 

8706300451 

50-322 

G 

MARTIN.R.E. 

8706120274 

50-277 

P 

MASON .J.R. 

8706240163* 

FOIA 


MARGULIES.M.B. 

8706300460 

50-322 

G 

MARTIN.R.H. 

8706180495 

50-458 

R 

MASON.J.R. 

8706240184* 

FOIA 


MARGULIES.M.B. 

8706300477 

50-322 

G 

MARTIN.T.T. 

8705280430 

50-3 

Q 

MASON.J.R. 

8706240322* 

FOIA 


MARIANI.S.H. 

8706260412 

PR 


MARTIN.T.T. 

8706020197* 

PR 


MASON,J.R. 

8706240332* 

FOIA 


MARINARI.D.S. 

8706110185 

50-318 

S 

MARTIN.T.T. 

8706040178 

50-293 

Q 

MASON.J.R, 

8706240430* 

FOIA 


MARINAU.R. 

8706080178 

PR 


MARTIN.T.T. 

8706040214 

50-412 

Q 

MASON, J.R. 

8706250010* 

FOIA 


MARINO.E. 

8706100468 

PR 


MARTIN.T.T. 

8706040244 

70-135 


MASON.J.R. 

8706250019* 

FOIA 


MARINO, E. 

8706250577 

PR 


MARTIN.T.T. 

8706040266 

50-309 

Q 

MAS0N,J.R. 

8706250024* 

FOIA 


MARINO.F. 

8706110112 

PR 


MARTIN.T.T. 

8706040335 

50-293 

Q 

MASON,J.R. 

8706250027* 

FOIA 


MARIUS.D.M. 

8706250577 

PR 


MARTIN.T.T. 

8706050035 

50-309 

Q 

MASON,J.R. 

8706250037* 

FOIA 


MARK.R. 

8706090086 

PR 


MARTIN.T.T. 

8706050130 

50-247 

Q 

MASON,J.R. 

8706250044* 

FOIA 


MARKEY.E.J- 

8706030192 

50-443 

G 

MARTIN.T.T. 

8706050161 

50-412 

Q 

MASON.J.R. 

8706250053* 

FOIA 


MARKEY,E.J. 

8706040206* 

50-443 

U 

MARTIN.T.T. 

8706080076 

50-247 

Q 

MASON,J.R. 

8706250059* 

FOIA 


MARKEY,E.J. 

8706050010* 

50-443 

U 

MARTIN.T.T. 

8706080269 

50-412 

Q 

MASON,J.R. 

8706250064* 

FOIA 


MARKEY,E.J. 

8706160523* 

FOIA 


MARTIN.T.T. 

8706080324 

50-443 

F 

MASON.J.R. 

8706250078* 

FOIA 


MARKEY.E.J. 

8706160558* 

FOIA 


MARTIN.T.T. 

8706090060 

50-3 

F 

MASON.J.R. 

8706250089* 

FOIA 


MARKEY,E.J. 

8706240237* 

COMMISSIO N 

MARTIN.T.T. 

8706090234 

50-219 

Q 

MASON,J.R. 

8706250110* 

FOIA 


MARKOS.G. 

8706160352 

WASTE MGT 

MARTIN.T.T. 

8706090274 

70-1100 


MASOTTS.P.A. 

8706250577 

PR 


MARKOWITZ.E. 

8706250573 

PR 


MARTIN.T.T. 

8706100327 

50-387 

Q 

MASSARO,S.A. 

8706240305 

NUREG 


MARKS, B.K. 

8706050132 

50-327 

F 

MARTIN.T.T. 

8706120060 

70-135 


MASSE.F.X. 

8706100186 

PR 


MAROWIZ.J. 

8706080235 

PR 


MARTIN.T.T. 

8706120239 

50-309 

Q 

MASSIE.D. 

8706080178 

PR 


MARQUARDT.W.M. 

8706250570 

PR 


MARTIN.T.T. 

8706150042* 

70-364 


MASSIMINO,A.M. 

8706090134 

PR 


MARR.G.W. 

8706250609* 

50-322 

G 

MARTIN.T.T. 

8706160191 

50-245 

Q 

MASSINO.W. 

8706100441 

PR 


MARRAN.M. 

8706080178 

PR 


MARTIN.T.T. 

8706160578 

50-333 

Q 

MASTERSON.D. 

870626041 1 

PR 


MARRS.K.F. 

8706250602 

PR 


MARTIN.T.T. 

8706190103 

50-412 

Q 

MATHEWS.H.W. 

8706090134 

PR 


MARSH.C.P. 

8706250588 

PR 


MARTIN.T.T. 

8706190223 

50-247 

Q 

MATHIESEN.G. 

8706110383 

PR 


MARSH, K.B. 

8706250577 

PR 


MARTIN.T.T. 

8706230501 

50-220 

Q 

MATHIEU.R.E. 

8706100186 

PR 


MARSH.P.T. 

8706180021* 

FOIA 


MARTIN.T.T. 

8706240378 

50-29 

Q 

MATHIEU.W.J. 

8706260409 

PR 


MARSHAK.J. 

8706250573 

PR 


MARTIN.T.T. 

8706250061 

50-220 

F 

MATHIS, J.L 

8706030341 * 

50-424 

Q 

MARSHALL.J.S. 

8706110040 

50-445 

F 

MARTIN.T.T. 

8706250068 

50-317 

F 

MATH1S,J.L. 

8706170211* 

50-269 

Q 

MARSHALL, J.S. 

8706110054 

50-445 

S 

MARTIN.T.T. 

8706250239 

50-333 

Q 

MATHRESEN.H. 

8706250575 . 

PR 


MARSHALL.LW. 

8706090127 

PR 


MARTIN.T.T. 

8706250434 

50-244 

Q 

MATHUR.C.F, 

8706020135* 

50-219 

P 

MARSHALL, P.R. 

8706250575 

PR 


MARTIN.T.T. 

8706260044 

50-213 

Q 

MATOS, J.E. 

8706010463* 

50-134 

P 

MARSHESI,R. 

8706250586 

PR 


MARTIN.T.T. 

8706260377 

50-213 

Q 

MATSON.E.R. 

8612050398’ 

FOIA 


MARSTON.R.R. 

8706030366* 

50-250 

Q 

MARTIN.T.T. 

8706300845 

50-220 

F 

MATTERA,S. 

8706250573 

PR 


MARTEL,R.E. 

8706080231 

PR 


MARTIN.T.T. 

8706300873 

50-277 

Q 

MATTHES.E.A. 

8706250588 

PR 


MARTEL, W. 

8706080257 

PR 


MARTIN.T.T. 

8706300932 

50-213 

Q 

MATTHEWS, D.B. 

8504300636* 

50-323 

P 

MARTIN.A.F. 

8706090127 

PR 


MARTIN.T.T. 

8706300939 

50-277 

F 

MATTHEWS.D.B. 

8706040288* 

50-334 

F 

MARTIN,C.J. 

8706250573 

PR 


MARTIN.T.T. 

8706300946 

50-317 

F 

MATTHEWS, D.B. 

8706040311* 

50-334 

F 

MARTIN,F.S. 

8706250588 

PR 


MARTIN.T.T. 

8706300955 

50-213 

Q 

MATTHEWS.D.B. 

8706100116* 

50-331' 

F 

MARTIN.J.A. 

8706110294 

PR 


MARTIN.T.T. 

8706300962 

50-219 

Q 

MATTHEWS.R. 

8706250565 

PR 


MARTIN, J.A. 

8706160506 

•TOPREP 


MARTIN.T.T. 

8706300989 

50-289 

F 

MATTHEWS, T.P. 

8706180133 

50-285 

R 

MARTIN.J.A. 

8706160518* 

TOPREP 


MARTIN.T.T. 

8706301000 

50-334 

Q 

MATTHEWS.W.K. 

8706080286 

PR 


MARTIN, J.B. 

8410100307* 

50-275 

P 

MARTIN-TRIGONA 

8706300480* 

50-443 

G 

MATTISON,S.J. 

8706170338* 

50-313 

F 

MARTIN.J.B. 

8706030248 

50-275 

P 

MARTINANGELO.R. 

8706100359 

PR 


MATTSON.R.J. 

8303090089* 

FOIA 


MARTIN,J.B. 

8706100091 

50-323 

Q 

MARTINEZ, J. 

8706120127* 

CONTRACT 


MATTSON, R.J. 

8309120144* 

FOIA 


MARTIN,J.B. 

8706100180* 

50-275 

Q 

MARTINEZ, P. 

8706250586 

PR 


MAUCERI.F, 

8706250577 

PR 


MARTIN,J.B. 

8706100188* 

50-275 

Q 

MARTINS.M.S. 

8706040258* 

50-259 

P 

MAUCK.C.J. 

8706160242 

71-5787 


MARTIN,J.B. 

8706100330* 

50-275 

P 

MARTORELLA.D.R. 

8706100397 

PR 


MAUK.G.R, 

8706180067* 

50-259 

F 

MARTIN, J.B. 

8706100387* 

50-323 

P 

MARTURANO.R.P. 

8706250568 

PR 


MAUPIN.M.W. 

8706090171 

50-289 

G 

MARTIN, J.B. 

8706110157* 

STATE PRO G 

MARUYAMA.T. 

8706220081* 

XPORTLIC 


MAUPIN.M.W, 

8706090171 

50-289 

G 

MARTIN.J.B. 

8706110290 

50-344 

Q 

MARUYAMA.T. 

8706220108 

XPORTLIC 


MAURA.F. 

8706240330* 

50-282 

C 

MARTIN,J.B. 

8706110311* 

50-344 

Q 

MARUYAMA,T. 

8706240368* 

XPORTLIC 


MAURA.F.A. 

8706030011* 

50-237 

C 

MARTIN.J.B. 

8706180066 

50-312 

Q 

MARUYAMA,T. 

8706250077 

XPORTLIC 


MAURA.F, A. 

8706050298* 

50-483 

C 

MARTIN.J.B, 

8706180075* 

50-312 

Q 

MARX, P.D. 

8706080231 

PR 


MAURER.P.J. 

8706080178 

PR 


MARTIN,J.B. 

8706230317 

50-312 

F 

MASCHKA.P.R. 

8706160231 

70-1359 


MAURER, W.A. 

8706260409 

PR 


MARTIN, J.B. 

8706290028 

50-528 

Q 

MASEK,J. 

8706250577 

PR 


MAUS.M. 

8706100468 

PR 


MARTIN, K.A. 

8706090167 

PR 


MASHBURN,J.W. 

8706230392* 

50-259 

P 

MAUST.H. 

8706250577 

PR 


MARTIN, L. 

8706250602 

PR 


MASNYK.O.M. 

8705190220* 

50-160 

Q 

MAVROMATtS.N. 

8706260409 

PR 
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MAXSON.D.R. 

8706080215 

PR 


MCDONALD.C.H. 

8706110041 

PR 


MCGUIRE.D.R. 

8706300092* 

50-369 

Q 

MAXWELL.D.C. 

8706170319 

50-237 

R 

MCDONALD.D.G. 

8706090010 

50-250 

P 

MCGUIRE.D.R. 

8706300119* 

50-395 

Q 

MAXWELL.G.F. 

8706010402* 

50-400 

Q 

MCDONALD.D.G. 

8706090015 

50-250 

P 

MCGUIRE.D.R. 

8706300894* 

50-416 

Q 

MAXWELL, G.F. 
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50-352 

S 

MILLER.LF, 

8706050242* 

8706180471 

50-352 

S 

MILLER, L.K. 

8706220023 

8706230437 

50-352 

S 

MILLER, LL 

8706080225 

8706250201 

50-352 

S 

MILLER.M. 

8706010296* 

8706250223 

50-352 

S 

MILLER.M. 

8706010304* 

8706300047 

50-352 

S 

MILLER.M. 

8706090167 

8706300625* 

50-321 

Q 

MILLER.M. 

8706110438 

8706020173* 

50-321 

Q 

MILLER, M.A. 

8706120144 

8706160074 

NUREG 


MILLER, M.A. 

8706120195 

8706080178 

PR 


MILLER, M.A. 

8706160433 

8706250577 

PR 


MILLER, M.A. 

8706260395 

8706100370 

PR 


MILLER.M.G. 

8706250577 

8706100066 

PR 


MILLER. M.R. 

8706250570 

8706260409 

PR 


MILLER.M.S. 

8706160133 

8706110327 

50-237 

S 

MILLER.M.S. 

8706160133 

8706150020* 

50-369 

Q 

MILLER.N.J. 

8706100443 

8706010164 

50-341 

Q 

MILLER.R.A. 

8706090185 

8706010228 

QA999 


MILLER.R.W. 

8706120168 

8706010238 

QA999 


MILLER.S.W. 

8706020074 

8706050268 

QA999 


MILLER, S.W. 

8706020074 

8706050278 

QA999 


MILLER.S.W. 

8706190083 

8706150090 

50-483 

Q 

MILLER.S.W. 

8706190083 

8706160454 

QA999 


MILLER.V. 

8706080258 

8706170052 

QA999 


MILLER, V.L 

8410260164* 

8706180347 

QA999 


MILLER.W.J. 

8706250575 

8706190383 

QA999 


MILLER.W.O. 

8706170282* 

8706230394 

QA999 


MILLER, W.O. 

8706170475* 

8706250032 

QA999 


MILLER.W.O, 

8706170500* 

8706250269 

QA999 


MILLER.W.O. 

8706170506* 

8706300935 

QA999 


MILLER.W.O. 

8706170523* 

8706240313 

NUREG 


MILLER.W.O. 

8706170535* 

8706020118 

40-2061 


MILLER.W.O. 

8706170545* 

8706020118 

40-2061 


MILLER.W.O. 

8706180140* 

8706100160 

40-2061 


MILLER.W.O. 

8706180156* 

8706100160 

40-2061 


MILLER.W.O. 

8706180316* 

8706160132 

40-2061 


MILLER.W.O. 

8706180409* 

8706160132 

40-2061 


MILLER.W.O. 

8706190091* 

8706250565 

PR 


MILLER.W.O. 

8706190111* 

8706090127 

PR 


MILLER.W.O. 

8706190144* 

8706080286 

PR 


MILLER.W.O. 

8706220135* 

8706250573 

PR 


MILLER.W.O. 

8706220192* 

8706090034* 

50-286 

Q 

MILLER.W.O. 

8706220210* 

8706250570 

PR 


MILLER.W.O. 

8706220221* 


50-333 

Q 

MILLER.W.O. 

8706220262* 

FOIA 

NUREG 


MILLER.W.O. 

8706220364* 

40-6563 

PR 


MILLER.W.O. 

8706220372* 

FOIA 

WASTE RES 

MILLER.W.O. 

8706220469* 

FOIA 

f-UIA 


MILLER.W.O. 

8706220503* 

FOIA 

FOIA 


MILLER.W.O. 

8706230383* 

FOIA 

FOIA 


MILLER.W.O. 

8706230389* 

FOIA 

PR 


MILLER.W.O. 

8706230401* 

FOIA 

PR 


MILLER.W.O. 

8706230412* 

FOIA 

FOIA 


MILLER.W.O. 

8706230423* 

FOIA 

PR 


MILLER.W.O. 

8706240025* 

FOIA 

PR 


MILLER.W.O. 

8706240039* 

FOIA 

PR 


MILLER.W.O. 

8706240044* 

FOIA 

50-267 

Q 

MILLER.W.O. 

8706240063* 

FOIA 

40-527 


MILLER.W.O. 

8706240075* 

FOIA 

50-356 

P 

MILLER.W.O. 

8706240091* 

FOIA 

50-151 

P 

MILLER.W.O. 

8706240100* 

FOIA 

71-456 


MILLER.W.O. 

8706240154* 

FOIA 

PR 


MILLER.W.O. 

8706240235* 

FOIA 

50-277 

R 

MILLER.W.O. 

8706240433* 

FOIA 

PR 


MILLER.W.O. 

8706250197* 

FOIA 

PR 


MILLER.W.O. 

8706250221* 

FOIA 

50-318 

P 

MILLER.W.O. 

8706250242* 

FOIA 

50-454 

Q 

MILLER.W.O. 

8706250552* 

FOIA 

PR 


MILLNER.E.J. 

8706260409 

PR 

PR 


MILLS.D. 

8706170573* 

FOIA 

PR 


MILLS.D. 

8706250462* 

FOIA 

PR 


MILLS, J.A. 

8706250570 

PR 

TOPREP 


MILLS.M. 

8706250588 

PR 

PR 


MILLSPAUGH.R.C. 

8706090071 

50-322 

50-213 

R 

MILLS- AUGK = .C 

8706090071 

50-322 

PR 


M LO’rr.L: F 

8706100066 

PR 

50-266 

Q 

MILOVICH.J. 

8706100441 

PR 

40-6563 


MILTENBERGER.S. 

8706080173 

50-311 

40-6563 


MILTENBERGER.S. 

8706170469 

50-272 

40-7455 


MILTENBERGER.S. 

8706260030 

50-272 

50-530 

M 

MILTON.D. 

8706260410 

PR 

50-530 

M 

MINARICK.J.W. 

8706160050 

NUREG 

50-382 

R 

MINARICK.J.W. 

8706160086 

NUREG 

50-280 

P 

MINECK.D.L. 

8706030417 

50-331 

50-281 

P 

MINECK.D.L. 

8706110138 

50-331 

l&E 


MINECK.D.L. 

8706150096 

50-331 

50-346 

S 

MINECK.D.L 

8706150125 

50-331 

50-312 

Q 

MINOGUE.R.B. 

8605300161* 

PR 

50-312 

S 

MINOGUE.R.B. 

8706010383* 

PR 

50-312 

Q 

MINOR.G.C. 

8706030302* 

50-322 

50-311 

R 

MINTON.L.E. 

8706160341 

FOIA 

PR 


MINUSHKIN.J. 

8706250602 

PR 

PR 


MIRAGLIA.F.J. 

8303220494* 

50-272 

PR 


MIRAGLIA.F.J. 

8610280229* 

50-267 

PR 


MIRAGLIA.F.J. 

8706080065 

50-313 

l&E 


MIRAGLIA.F.J. 

8706090039 

50-3 

50-321 

P 

MIRAGLIA.F.J. 

8706150058 

50-3 

50-425 

Q 

MIRAGLIA.F.J. 

8706160220 

50-312 

50-424 

P 

MIRAGUA,F.J. 

8706170580 

50-362 

50-424 

P 

MIRAGLIA.F.J. 

8706230486 

50-3 

PR 


MIRAIL.G.S. 

8706260410 

PR 

PR 


MIRANDA.S. 

8706170336* 

TOPREP 

50-322 

G 

MISSIE.V. 

8706250577 

PR 

50-322 

G 

MITCHEL.H.K. 

8706080235 

PR 

PR 


MITCHELUB. 

8706250570 

PR 

PR 


MITCHELL.G.W. 

8706150126 

NUREG 

NUREG 


MITZELFELT.R. 

8706080189 

40-8905 

50-322 

G 

MIZNER.J.H. 

8706020075 

50-443 1 

50-322 

G 

MIZNER.J.H. 

8706020075 

50-443 1 

50-322 

G 

MIZUNO.G.S. 

8706020198 

50-445 1 

50-322 

G 

MIZUNO.G.S. 

8706250247 

50-445 1 

PR 


MIZZAU.B.J. 

8706090086 

PR 

40-6563 


MOAKLEY.F.J. 

8706090009 

PR 

PR 


MOBERG.M.J. 

8706260410 

PR 

FOIA 


MOBLEY, E.V. 

8706050255* 

50-255 

FOIA 


MOBLEY, E.V. 

8706050255* 

50-255 

FOIA 


MOCENIGO.T. 

8706250573 

PR 

FOIA 


MODENA, l.M. 

8706250577 

PR 

FOIA 


MODRICAMIN.M. 

8706250602 

PR 

FOIA 


MOELLER, H.H. 

8706250582 

PR 

FOIA 


MOFFATT.L.W. 

8706090074 

50-302 

FOIA 


MOKOENA.K. 

8706230021 

FOIA 

FOIA 


MOLER.R.B. 

8706030216 

WASTE RES 

FOIA 


MOLER.R.B. 

8706030263* 

WASTE RES 

FOIA 


MOLES, K.J. 

8706150091 

50-482 

FOIA 


MOLESKI.B.M. 

8706110294 

PR 

FOIA 


MOLINARI.O.L 

8706100140 

PR 

FOIA 


MONAHAN.E. 

8706260410 

PR 

40-233 


MONROE, J.H. 

8706090086 

PR 

FOIA 


MONTGOMERY, A. 

8706260412 

PR 

FOIA 


MONTGOMERY, D.M. 

8706250524* 

FOIA 

FOIA 


MONTGOMERY, J.L. 

8706090413 

50-312 ( 


QLQ.Q.CLO 
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NUMBER 
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MONTGOMERY.J.L. 

8706100275 

50-275 

C 

MONTGOMERY.J.L 

8706100430 

70-25 


MONTGOMERY, J.L 

8706180132 

70-25 


MONTGOMERY.J.L 

8706230123 

70-734 


MONTGOMERY.J.L 

8706230162 

70-984 


MONTGOMERY.J.L 

8706230205 

70-734 


MONTGOMERY.J.L 

8706230314 

50-344 

F 

MONTGOMERY.J.L 

8706240160 

70-754 


MONTGOMERY.J.L 

8706240257 

50-397 

C 

MONTGOMERY,?. 

8706110383 

PR 


MONTOYA, S. 

8706250570 

PR 


MOODY.J.H. 

8706100370 

PR 


MOOERS.J. 

8706250573 

PR 


MOONEY.F.J. 

8706260410 

PR 


MOORE.C.C. 

8706260409 

PR 


MOORE.G.F. 

8706250586 

PR 


MOORE.H.J. 

8706110383 

PR 


MOORE.L 

8706260412 

PR 


MOORE, LR. 

8706300886* 

50-280 

G 

MOORE.M.L 

8706260410 

PR 


MOORE.R. 

8706110136 

50-254 

F 

MOORE.R. 

8706250570 

PR 


MOORE.R.N. 

8706100071 

XPORTLIC 


MOORE.R.N. 

8706100084 

XPORTLIC 


MOORE.R.N. 

8706100242 

XPORTLIC 


MOORE, R.N. 

8706100244 

XPORTLIC 


MOORE.R.N. 

8706100264 

XPORTLIC 


MOORE.R.N. 

8706100336 

XPORTLIC 


MOORE.R.N. 

8706100383 

XPORTLIC 


MOORE.R.N. 

8706100490 

XPORTLIC 


MOORE.R.N. 

8706160452 

XPORTLIC 


MOOTRY.J. 

8706010062 

PR 


MORAN, J. 

8706080184 

PR 


MORAN.J.G. 

8706260410 

PR 


MORELAND.D. 

8706250570 

PR 


MORENCY.R. 

8706110041 

PR 


MORGAN.C.W. 

8706250602 

PR 


MORGAN.G.W. 

8706250340* 

FOIA 


MORGAN.H.E. 

8706010099 

60-361 

S 

MORGAN, H.E. 

8706040043 

50-362 

S 

MORGAN.H.E. 

8706040163 

50-362 

S 

MORGAN.H.E. 

8706050208 

50-206 

S 

MORGAN.H.E. 

8706100281 

50-206 

F 

MORGAN.H.E. 

8706110051 

50-206 

R 

MORGAN.H.E. 

8706110077 

50-361 

S 

MORGAN.H.E. 

8706110100* 

50-361 

S 

MORGAN.H.E. 

8706110109* 

50-361 

S 

MORGAN.H.E. 

8706110120* 

50-361 

S 

MORGAN.H.E. 

8706110133* 

50-361 

S 

MORGAN.H.E. 

8706110149* 

50-361 

s 

MORGAN.H.E. 

8706110162* 

50-361 

s 

MORGAN.H.E. 

8706110265 

50-206 

s 

MORGAN.H.E. 

8706110269* 

50-206 

s 

MORGAN.H.E. 

8706110278* 

50-206 

s 

MORGAN.H.E. 

8706110282* 

50-206 

s 

MORGAN.H.E. 

8706120265 

50-206 

F 

MORGAN.H.E. 

8706190010 

50-206 

s 

MORGAN.H.E. 

8706220157 

50-361 

R 

MORGAN.H.E. 

8706220318 

50-206 

R 

MORGAN.H.E. 

8706240374 

50-361 

S 

MORGAN.H.E, 

8706260085 

50-362 

Q 

MORGAN.H.E. 

8706290003 

50-206 

S 

MORGAN.H.E. 

8706300470 

50-362 

S 

MORGAN,J.N. 

8706260248* 

50-387 

P 

MORGAN.M. 

8706250573 

PR 


MORGAN.R.E. 

8706020148 

50-261 

S 

MORGAN, R.E. 

8706080179 

50-261 

R 

MORGAN,R.E. 

8706100456 

50-261 

S 

MORGAN.R.E. 

8706150210 

50-261 

R 

MORGAN.R.E. 

8706170504 

50-261 

S 

MORGAN.R.E. 

8706180097 

50-261 

S 

MORGAN.R.E. 

8706180498 

50-261 

S 

MORGAN.R.E. 

8706230234 

50-261 

P 

MORGAN.R.E. 

8706230429 

50-261 

s 

MORGAN.R.E. 

8706230473 

50-261 

F 

MORGAN. R.E. 

8706250034 

50-261 

S 

MORGAN.R.E. 

8706250040* 

50-261 

S 

MORGAN.R.E. 

8706300016 

50-261 

S 

MORGAN.R.E. 

8706300222 

50-261 

S 

MORGAN.R.E. 

8706300249 

50-261 

S 

MORGENSTERN.M. 

8706260382 

40-7102 


MORGENSTERN.P. 

8706080194 

PR 


MORIN, P.S. 

8706260409 

PR 


MORLEY.J.A, 

8706160352 

WASTE MGT 

MORREALE.C. 

8706110041 

PR 


MORRELLD. 

8706250586 

PR 


MORRIS.B, 

8706240190* 

50-171 

Q 

MORRiS.B.M. 

8706230097 

PROJ 



AUTHOR ACCESSION SUBJECT 


MORRIS.C. 

MORRIS.I. 

NUMBER 

8706250571 

8706250565 

CATEGORY 

PR 

PR 

MORRIS.P.A. 

8706300476 

50-352 

G 

MORRIS,P.A, 

MORRIS.R.C. 

MORRiSON.R. 

MORRISON.R.B. 

MORRISSETTE.J. 

8706300529 

8706100441 

8706080209 

8706100066 

8706090185 

50-352 

PR 

PR 

PR 

PR 

G 

MORROW.M.C. 

MORTON.C.G. 

MORZENTI.S.P. 

MOSER.M.M. 

8706230473 

8706260409 

8706220302 

8706110294 

50-261 

PR 

40-8857 

PR 

F 

MOSLAK.T. 

MOSS.K.S. 

MOTH.C. 

MOTIFF.G.J. 

MOTT.ED. 

MOTYL-SZARY.M. 

MOYNIHAN.D.P. 

MOYSELLO.A.R. 

MOZZOLA.P. 

8706110407* 

8706250570 

8706080209 

8706100359 

8706110153 

8706090086 

8706250602 

8706010118 

8706100441 

50-320 

PR 

PR 

PR 

XPORTLIC 

PR 

PR 

PR 

PR 

Q 

MRAZEK.R.J. 

8706040121* 

50-322 

G 

MROCZKA,E.J. 

8706010037 

50-245 

P 

MROC2KA,E.J. 

8706010037 

50-245 

P 

MROCZKA.E.J. 

8706010080 

50-245 

P 

MROCZKA.E.J. 

8706010080 

50-245 

P 

MROCZKA.E.J. 

8706010139 

50-245 

P 

MROC2KA.E.J. 

8706010139 

50-245 

P 

MROCZKA.E.J. 

8706010155 

50-245 

F 

MROCZKA.E.J. 

8706010155 

50-245 

F 

MROCZKA.E.J. 

8706030346 

50-423 

P 

MROCZKA.E.J. 

8706030346 

50-423 

P 

MROCZKA.E.J. 

8706030352 

50-245 

P 

MROCZKA.E.J. 

8706030352 

50-245 

P 

MROCZKA.E.J. 

8706030458 

50-245 

P 

MROCZKA.E.J. 

8706030458 

50-245 

P 

MROCZKA.E.J. 

8706050179 

50-213 

R 

MROCZKA.E.J. 

8706080217 

50-213 

P 

MROCZKA.E.J. 

8706080264 

50-213 

F 

MROCZKA.E.J. 

8706080293 

50-213 

P 

MROCZKA,E.J. 

8706080299* 

50-213 

P 

MROCZKA.E.J. 

8706090043 

50-213 

F 

MROCZKA,E.J. 

8706090043 

50-213 

F 

MROCZKA,E.J. 

8706090043 

50-213 

F 

MROCZKA.E.J. 

8706090218 

50-213 

P 

MROCZKA.E.J. 

8706090245 

50-213 

P 

MROCZKA.E.J. 

8706090252* 

50-213 

P 

MROCZKA.E.J. 

8706090346 

50-213 

P 

MROCZKA,E.J. 

8706090372 

50-213 

P 

MROCZKA,E.J. 

8706090372 

50-213 

P 

MROCZKA,E.J. 

8706090372 

50-213 

P 

MROCZKA.E.J. 

8706090390 

50-213 

P 

MROCZKA,E.J. 

8706090405 

50-213 

P 

MROCZKA.E.J. 

8706100045 

50-245 

P 

MROCZKA,E.J. 

8706100045 

50-245 

P 

MROCZKA.E.J. 

8706100058 

50-336 

P 

MROCZKA.E.J. 

8706100058 

50-336 

P 

MROCZKA.E.J. 

8706100060 

50-245 

P 

MROCZKA.EJ, 

8706100060 

50-245 

P 

MROCZKA.EJ. 

8706100290 

50-213 

Q 

MROCZKA.E.J. 

8706100290 

50-213 

Q 

MROCZKA.E.J. 

8706100290 

50-213 

Q 

MROCZKA.E.J. 

8706100396 

50-336 

P 

MROCZKA.E.J. 

8706100396 

50-336 

P 

MROCZKA.EJ. 

8706100402 

50-336 

P 

MROCZKA.E.J. 

8706100402 

50-336 

P 

MROCZKA,E.J. 

8706100424 

50-245 

P 

MROCZKA,E.J. 

8706100424 

50-245 

P 

MROCZKA,EJ. 

8706100450 

50-213 

F 

MROCZKA.EJ. 

8706110195 

50-245 

P 

MROCZKA.E.J. 

8706110195 

50-245 

P 

MROCZKA,E.J. 

8706120041 

50-245 

F 

MROCZKA.E.J. 

8706120041 

50-245 

F 

MROCZKA.E.J. 

8706120052 

50-336 

F 

MROCZKA.E.J. 

8706120052 

50-336 

F 

MROCZKA,E.J. 

8706120088 

50-336 

F 

MROCZKA.EJ. 

8706120088 

50-336 

F 

MROCZKA.E.J, 

8706120226 

50-245 

F 

MROCZKA.E.J. 

8706120226 

50-245 

F 

MROCZKA.E.J. 

8706120264 

50-213 

P 

MROCZKA,E.J. 

8706160006 

50-423 

P 

MROCZKA.E.J. 

8706160006 

50-423 

P 

MROCZKA.EJ. 

8706160413 

50-213 

F 

MROCZKA.E.J. 

8706170133 

50-213 

P 

MROCZKA.E.J. 

8706170298 

50-213 

P 

MROCZKA.E.J. 

8706170410 

50-213 

Q 

MROCZKA,EJ. 

8706170537 

50-245 

S 

MROCZKA,E.J. 

8706180052 

50-213 

P 
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MROCZKA.E.J. 

8706180198 

50-213 

P 

MROCZKA.E.J. 

8706180198 

50-213 

P 

MROCZKA.E.J. 

8706180324 

50-213 

Q 

MROCZKA.E.J. 

8706180324 

50-213 

Q 

MROCZKA.E.J. 

8706180324 

50-213 

Q 

MROC2KA,E.J. 

8706180415 

50-423 

P 

MROCZKA.E.J. 

8706180415 

50-423 

P 

MROCZKA,E.J. 

8706230433 

50-336 

P 

MROCZKA,E.J. 

8706230433 

50-336 

P 

MROCZKA.E.J. 

8706240062 

50-336 

P 

MROCZKA.E.J. 

8706240062 

50-336 

P 

MROCZKA,E.J. 

8706240201 

50-336 

P 

MROCZKA,E.J. 

8706240201 

50-336 

P 

MROCZKA.E.J. 

8706250115 

50-213 

P 

MROCZKA.EJ. 

8706250115 

50-213 

P 

MROCZKA,E.J. 

8706250115 

50-213 

P 

MROCZKA.EJ. 

8706260297 

50-423 

Q 

MROCZKA,E.J. 

8706260297 

50-423 

Q 

MROCZKA.E.J. 

8706300792 

50-245 

P 

MROCZKA.E.J. 

8706300792 

50-245 

P 

MROCZKA,E.J. 

8706300868 

50-213 

P 

MRWIK.N. 

8706080215 

PR 


MUCCl.P. 

8706250570 

PR 


MUDD.V.C. 

8706180040* 

40-233 


MUDGE.E. 

8706080235 

PR 


MUDGEE 

8706090127 

PR 


MUDGE.E. 

8706110383 

PR 


MUDGE.E. 

8706250588 

PR 


MUDLIN,J.D. 

8706050311* 

50-482 

Q 

MUDLIN.J.D. 

8706080091 * 

50-220 

Q 

MUDLIN.J.D. 

8706080228* 

50-333 

Q 

MUENCK.M.T. 

8706110203 

PR 


MUFFETT.J. 

8706220359* 

50-249 

Q 

MUGAN.G. 

8706090167 

PR 


MULLAUER.J. 

8706300937 

l&E 


MULLEN, G. 

8706240352 

NUREG 


MULLEN, J.A. 

8706250570 

PR 


MULLER.D.R. 

8406260604* 

FOIA 


MULLER.D.R. 

8706030058 

50-237 

Q 

MULLER.D.R. 

8706170110 

50-456 

E 

MULLER.D.R. 

8706230276 

50-373 

P 

MULLER.W.P. 

8706110041 

PR 


MULLETT.D.J. 

8706190152* 

50-271 

G 

MULLETT.D.J. 

8706190192* 

50-271 

G 

MULLIGAN.F.J. 

8706090134 

PR 


MULLIGAN.P. 

8706250575 

PR 


MULLIGAN.R.V. 

8706250570 

PR 


MULLIGAN.T.P. 

8706100397 

PR 


MULLIKIN.R.P. 

8706080344* 

50-498 

Q 

MULLINS.S.S. 

8706260410 

PR 


MUMFORD.S.F. 

8706080235 

PR 


MUNKELINTZ,S.J. 

8706250565 

PR 


MUNRO,J. 

8706230325* 

50-454 

V 

MUNRO.J.F. 

8706250150* 

50-321 

V 

MUNRO.J.F. 

8706250481* 

50-335 

V 

MUNTZENBERGER 

8706100397 

PR 


MUNTZENBERGER 

8706250575 

PR 


MURA.K. 

8706250573 

PR 


MURDOCK,A.C. 

8706080278 

PR 


MURFIN.W.B. 

8706120125 

50-327 

P 

MURLEYXE 

8508080761 * 

50-322 

P 

MURLEY.T.E 

8705260120* 

50-293 

Q 

MURLEY.T.E. 

8706030385 

50-443 

H 

MURLEY.T.E 

8706050107 

50-313 

P 

MURLEY.T.E 

8706080162* 

50-443 

P 

MURLEY.T.E. 

8706080199* 

50-322 

P 

MURLEY.T.E. 

8706100158* 

50-423 

P 

MURLEY.T.E 

8706100177 

50-200 

G 

MURLEY.T.E. 

8706100280* 

50-456 

P 

MURLEY.T.E. 

8706110004 

50-423 

P 

MURLEY.T.E. 

8706120098* 

50-412 

P 

MURLEY.T.E. 

8706150100 

ORG 


MURLEY.T.E. 

8706150145 

50-445 

A 

MURLEY.T.E. 

8706160117 

50-280 

G 

MURLEY.T.E 

8706180139 

REVIEW GR P 

MURLEY.T.E. 

8706190319 

ORG 


MURLEY.T.E. 

8706230066 

ORG 


MURLEY.T.E. 

8706230373* 

FOIA 


MURLEY.T.E 

8706230396* 

FOIA 


MURLEY.T.E. 

8706250088 

50-528 

G 

MURLEY.T.E. 

8706250454 

50-528 

P 

MURLEY.T.E 

8706250495 

50-528 

P 

MURLEY.T.E. 

8706260019 

ORG 


MURLEY.T.E. 

8706260098* 

50-528 

P 

MURLEY.T.E. 

8706300029 

50-395 

F 

MURLEY.T.E. 

8706300866* 

50-278 

Q 

MURPHU.W.P. 

8706160481 

50-271 

R 

MURPHY. E. 

8706250570 

PR 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

MURPHY, J.A. 

8706160258* 

FOIA 


NAUMAN.D.A. 

87061 70059 

50-395 

MURPHY.K.E. 

8706100441 

PR 


NAUMAN.D.A. 

8706230212 

50-395 

MURPHY.M. 

8706080235 

PR 


NAUMAN.D.A. 

8706230235 

50-395 F 

MURPHY.M.E. 

8706080344* 

50-498 

Q 

NAUMAN.D.A. 

8706240138 

50-395 

MURPHY.W.P. 

8706090322 

50-271 

P 

NAYLOR.N. 

8706100066 

PR 

MJR^HV.vA-.P. 

8706160463 

50-271 

P 

NEARING.C. 

8706110041 

PR 

MJR^H'-^.vV.P. 

8706220325 

50-271 

P 

NEDZEL.A.E. 

8706090086 

PR 

MJRRARY.O. 

8706080209 

PR 


NEEL.N. 

8706080215 

PR 

MJP.nAV R. 

8706030006* 

50-262 

Q 

NEFF.J.O. 

8706030112 

WASTE MGT 

MURRAY 5 

8706030031* 

50-458 

Q 

NEFF.S.J. 

8706100441 

PR 

MURRAY.B. 

8706080078* 

50-498 

Q 

NEIDHARDT.G.W. 

8706100397 

PR 

MURRAY, B. 

8706090320* 

50-313 

Q 

NEIGHBORS.D. 

8706120176 

50-410 

MURRAY.B. 

8706220079* 

50-285 

Q 

NEIGHBORS.J.D. 

8706100369 

50-410 C 

MURRAY, J. 

8706250581 * 

PR 


NEIGHBORS.J.D. 

8706120198 

50-410 

MURRAY.K. 

8706100465 

PR 


NEISLER.J.H. 

8706220359* 

50-249 C 

MURRAY, M. 

8706220499* 

40-233 


NEISLER.J.H. 

8706300985* 

50-282 C 

MURRAY, M.L. 

8706190196* 

40-233 


NEJFELT.G.M. 

8706020173* 

50-321 C 

MURRAY.M.L 

8706190215* 

40-233 


NELSON 

8706110112 

PR 

MURRAY.R.C. 

8706300026 

NUREG 


NELSON.C.A. 

8706160682* 

FOIA 

MURRAY.R.V. 

8706110041 

PR 


NELSON.G.B. 

8706020179* 

PR 

MURRILL.P.W. 

8706180272 

50-458 

I 

NELSON.G.B. 

8706100449* 

70-25 

MURTHA.J.P. 

8706120064* 

70-135 


NELSON.G.B. 

8706240165* 

70-754 

MURTHA.M. 

8706010161* 

50-346 

F 

NELSON.J. 

8706250570 

PR 

MUSMACKER.F. 

8706080258 

PR 


NELSON.J.E. 

8706180278* 

CONTRACT 

MUSMACKER.L. 

8706080278 

PR 


NELSON.J.G. 

8706110383 

PR 

MUSOLF.D. 

8706010131 

50-263 

S 

NELSON. LB. 

8706110294 

PR 

MUSOLF.D. 

8706110197 

50-282 

Q 

NELSON, M.A. 

8706230490 

50-289 

MUSOLF.D. 

8706170123 

50-282 

R 

NELSON.N. 

8706080225 

PR 

MUSOLF.D. 

8706170544 

50-263 

R 

NELSON.N.E. 

8706080209 

PR 

MUSOLF.D. 

8706190341 

50-263 

P 

NELSON, P.R. 

8706180201* 

FOIA 

MUSOLF.D. 

8706220113 

50-282 

P 

NELSON.P.R. 

8706180486* 

FOIA 

MUSOLF.D. 

8706230145 

50-263 

P 

NELSON.P.R. 

8706180496* 

FOIA 

MUSOLF.D. 

8706230152 

50-263 

P 

NELSON.P.R. 

8706190155* 

FOIA 

MUSOLF.D. 

8706240096 

50-282 

S 

NELSON.P.R. 

8706220284* 

FOIA 

MUSOLF.D. 

8706260384 

50-263 

P 

NELSON.P.R. 

8706220384* 

FOIA 

MUSOLF.D. 

8706260388* 

50-263 

P 

NELSON.S.R. 

8706260181* 

50-305 F 

MUSTACARSO.J. 

8706250586 

PR 


NELSON, T.A. 

8706160087 

50-275 £ 

MUSTAKAS.T. 

8706080265 

PR 


NELSON.T.A. 

8706160699 

50-275 £ 

MUTYALA.B.R, 

8706120030* 

50-334 

P 

NELSON.T.A. 

8706260288 

50-323 £ 

MYERS, C.J. 

8706050242* 

50-312 

Q 

NEMICK.C. 

8706250568 

PR 

MYERS.H. 

8706100112* 

50-275 

P 

NERON.G. 

8706170066 

50-336 F 

MYERS.L 

8706050051* 

50-309 

Q 

NERSES.V. 

8706020189 

50-443 7 

MYERS.R.B. 

8706160721* 

FOIA 


NERSES.V. 

8706040079 

50-29 F 

MYRABO.A.L. 

8706170544 

50-263 

R 

NERSES.V. 

8706150109 

50-443 C 

MYREGAARD.W.F. 

8706100131 

PR 


NERSES.V. 

8706220158* 

50-309 F 

NADEAU.R.J. 

8706260409 

PR 


NERSES.V. 

8706260383* 

50-293 F 

NAGAN.C, 

8706080184 

PR 


NERSES.V. 

8706300212 

50-29 C 

NAGELBERG.B. 

870626041 1 

PR 


NESDALE.J.F. 

8706260410 

PR 

NAGY.R.J. 

8706090185 

PR 


NETZER.B.E. 

8706090185 

PR 

NALEZNY.C.L 

8706090068* 

50-285 

P 

NEUDER.S. 

8706250410* 

FOIA 

NALEZNY.C.L. 

8706090117* 

50-280 

P 

NEVINS.J.L. 

8706010031 

PR 

NALEZNY.C.L. 

8706260153* 

50-312 

P 

NEWBURGH.G. 

8706160094 

50-245 R 

NALEZNY.C.L. 

8706260218* 

50-267 

P 

NEWMAN.E. 

8706100468 

PR 

NALEZNY.C.L. 

8706260278* 

50-498 

A 

NEWMAN.F.F. 

8706160173 

50-320 G 

NALEZNY.C.L 

8706260300* 

50-445 

A 

NEWMAN.F.F. 

8706160212* 

50-320 G 

NAPOL1TANO.A.O. 

8706090127 

PR 


NEWMAN .J. 

8706110243 

50-456 F 

NAPPO.J. 

8706080178 

PR 


NEWMAN.J. 

8706110330 

50-456 F 

NAPUDA,G. 

8706040302* 

50-244 

Q 

NEWMAN.J.R. 

8706100183 

50-498 G 

NAPUDA.G. 

8706090140* 

50-293 

Q 

NEWMAN.J. R. 

8706100183 

50-498 G 

NAPUDA.G. 

8706300992* 

50-272 

Q 

NEWMAN.J.R. 

8706100183 

50-498 G 

NARBUT.P. 

8706160039 

50-323 

S 

NEWMAN.J.R. 

8706100183 

50-498 G 

NARBUT.P. 

8706300637* 

50-528 

P 

NEWMAN.J.R. 

8706100183 

50-498 G 

NARBUT.P.P. 

8706080092* 

50-275 

Q 

NEWMAN.J.R. 

8706160103 

50-498 G 

NARBY.A.E. 

8706080286 

PR 


NEWMAN.J.R. 

8706160103 

50-498 G 

NARDI.A.J. 

8706030185 

70-1151 


NEWMAN.R.J. 

8706250602 

PR 

NARDl.A.J. 

8706240051 

50-87 

F 

NEWSOME.R. 

8706240048* 

50-259 Q 

NARDONE.P. 

8706220016 

50-443 

R 

NEWTON, 0. 

8706030002 

WASTE MGT 

NARDONE.S. 

8706100441 

PR 


NEWTON.C. 

8706030077 

WASTE MGT 

NARUK,H.J. 

8706260409 

PR 


NEWTON, C. 

8706030089 

WASTE MGT 

NASSAU, L.E. 

8706260410 

PR 


NEWTON.C. 

8706030159 

WASTE MGT 

NASSIKAS.J.N. 

8706190093 

50-320 

G 

NEWTON.C, 

8706030171 

WASTE MGT 

NASSIKAS.J.N. 

8706190093 

50-320 

G 

NEWTON.C. 

8706030223 

WASTE MGT 

NASTRl.R.A. 

8706110383 

PR 


NEWTON.C. 

8706190247 

WASTE MGT 

NATALE,J.A. 

8706250565 

PR 


NEWTON.C. 

8706250147 

WASTE MGT 

NATARAJA.M. 

8706160564 

WASTE MGT 

NEWTON.C. 

8706250565 

PR 

NATORSKI.A. 

8706250586 

PR 


NEWTON.R.A. 

8706170299 

TOPREP 

NAUMAN.D.A. 

8706030241 

50-395 

P 

NEWTON.R.A. 

8706170526 

TOPREP 

NAUMAN.D.A. 

8706050168 

71-479 


NEWTON.R.A. 

8706190256 

TOPREP 

NAUMAN.D.A. 

8706050177 

50-395 

P 

NEWTON, T.H. 

8706010459 

50-134 P 

NAUMAN.D.A. 

8706050200 

50-395 

P 

NEWTON.T.H. 

8706090009 

PR 

NAUMAN.D.A. 

8706050320 

50-395 

S 

NGUYEN, V.V. 

8706030339* 

WASTE MGT 

NAUMAN.D.A. 

8706090347 

50-395 

F 

NGUYEN.V.V. 

8706030345* 

WASTE MGT 

NAUMAN.D.A. 

8706110014 

50-395 

S 

NICHOLAS.J.B. 

8706030031 * 

50-458 Q 

NAUMAN.D.A. 

8706150030 

50-395 

S 

NICHOLAS, J.B. 

8706220079* 

50-285 Q 

NAUMAN.D.A. 

8706150185 

50-395 

Q 

NICHOLS.R. 

8706250575 

PR 

NAUMAN,D.A. 

8706150201 

50-395 

Q 

NICHOLS, R.H. 

8706230203* 

FOIA 

NAUMAN.D.A. 

8706160012 

50-395 

Q 

NICHOLSON, G. 

8706250602 

PR 

NAUMAN.D.A. 

8706160506 

50-395 

V 

NICHOLSON.LE. 

8706150038* 

50-280 Q 


AUTHOR 


NICHOLSON, L.E. 
N'CKEPSON.J. 
NiCCLOUC-S W. 
NICOSIA.MJ.' 
NIEMCZYK,S.J. 

NIEMEYER.E 

NIEMEYER.E. 

NIESIG.T.C. 

NIETUPSKl.H.T. 

NIEVES.C.L 

NILL.J.R. 

NIMITZ.R.L 

NIMITZ.R.L 

NINH.S. 

NINH.S.Q. 

NINH.S.Q. 

NINH.S.Q. 

NISCHAN.W.F. 

NITTI.D.A. 

NITZEL.M.E. 

NOAKES.R.C. 
NOBLES, LM. 
NOBLES.LM. 
NOBLES, LM. 
NOBLES,LM. 

NOBLES.LM. 

NOBLES.LM. 

NOBLES.LM. 

NOBLES.LM. 

NOBLES.LM. 

NODERER.LC. 
NOGA.D.M. 
NOJMAN.C.D. 
NOLAN, A.E. 

NOLAN, A.E. 

NOLAN, D. 

NOLAN.H.L 

NOLAN.M.E. 

NONNON.A. 

NORBERG.J.A. 

NORDENBERG.M. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 
NCHELiUS.C E. 
NCRELiUS C C. 
NCRELUS.C.E. 

ncre;.ius.c E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 
NORELIUS.C.E. 
NORELIUS.C.E. 
NORELIUS.C.E. 
NORELIUS.C.E. ^ 

NORELIUS.C.E. \ 
NORELIUS.C.E. \ 
NORELIUS.C.E. ' 
NORELIUS.C.E. 
NORELIUS,C.E. 


NOREL'US.C.E. 

NOREL.JS.C.E. 

NORELIUS.C.E 

NORELUS.C.E. 

NORL-LIJS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORELIUS.C.E. 

NORIEGA.C. 
NORKUS.P. 
NORMAN.C. 
NORMAN, C. 
NORMAN.D.E. 

NORRHOLM.L 
NORRHOLM.L 
NORRHOLM.LJ. 
NORRIS, B.S. 
NORRY.P, 

NORTH.H.S. 
NORTH.P.J. 
NORTHERN, S. 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8706260128* 50-280 Q 

8706170551 50-293 R 

8706250573 PR 
8706250573 PR 
8706250118 NUREG 


8706080139 

8706080143* 

8706250577 

8706250588 

8706250565 

8706110203 

8706040181* 

8706120247* 

8706250248 

8706150094* 

8706260109* 

8706260367* 

8706170589* 

8706010133* 

8706080106* 

8706030270* 

8706010122 

8706010158 

8706030488 

8706030500 

8706050057 

8706050110 

8706110022 

8706110377 

8706230037 

8706100397 

8706050337* 

8706010118 

8706090036* 

8706090036* 

8706160021 

8706180335 

8706260412 

8706250570 

8311230204* 

8706080178 

8706010226 

8706010427 

8706010440 

8706020160 

8706020165* 

8706020182 

8706020188* 

8706020217 

8706030072 

8706090038 
8706090041 * 
8706090209 
8706090374 
8706100150* 

8706100179* 

8706100257 

8706110363 

8706150010* 

8706150016* 

8706150022* 

8706150026* 

8706150037* 

8706150041* 

8706150044* 

8706150048* 

8706150053* 

8706150065* 

8706150069* 

8706170049 

8706170219 
8706220248 
8706220373 ■ 
8706260078 
8706300976 

8706110294 
8706080235 
8706090185 
8706250573 
8706240361 * 

8706090141* 

8706090389* 

8706090176* 

8706120029* 

8706260027 


CONTRACT 

CONTRACT 

PR 

PR 

PR 

PR 

50-293 Q 

50-309 Q 

50-280 S 

70- 1113 

50-338 Q 

50-280 Q 

FOIA 

50-320 P 

50-219 P 

CONTRACT 
50-327 S 

50-327 S 

50-327 S 

50-327 S 

50-328 S 

50-327 S 

50-327 S 

50-327 S 

50-328 S 

PR 

CONTRACT 

PR 

50-267 P 

50-267 P 

71- 9015 

50-281 S 

PR 

PR 

PR 

PR 

50-440 S 

50-346 P 

50-461 Q 

50-155 Q 

50-155 Q 

50-255 Q 

50-255 Q 

50-237 P 

50-295 Q 

50-255 Q 

50-255 Q 

50-255 Q 

50-461 P 

50-455 P 

50-440 P 

50-461 F 

50-440 P 

50-456 P 

50-456 P 

50-456 P 

50-455 P 

50-461 P 

50-461 P 

50-461 P 

50-461 P 

50-440 P 

50-440 P 

50-440 P 

50-266 S 

50-346 P 

50-254 Q 

50-295 S 

50-331 P 

50-346 Q 

PR 

PR 

PR 

PR 

50-498 Q 

50-247 Q 

50-354 Q 

50-272 Q 

50-29 V 

ORG 


8706080118* 50-528 Q 

8706050344 50-287 S 

8706040356* CONTRACT 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

NORTON, B. 

8706100128 

50-275 

G 

OBENCHAIN.C.F. 

8706090062 

50-252 

P 

PACE.N.E. 

8706260300* 

50-445 

NORTON, C.H. 

8706100397 

PR 


OBENCHAIN.C.F. 

8706090072 

50-530 

P 

PACETTI.G. 

8706090185 

PR 

NORTON, D-D. 

8706090185 

PR 


OBENCHAIN.C.F. 

8706090072 

50-530 

P 

PACKARD.G.C. 

8706150055 

50-255 

NORTON,J.F. 

8706090086 

PR 


OBENCHAIN.C.F. 

8706090091 

50-395 

P 

PADOVAN.L.M. 

8706080092* 

50-275 C 

NOSS.P.W. 

8706090127 

PR 


OBENCHAIN.C.F. 

8706090091 

50-395 

P 

PADOVAN.M. 

8706230267* 

50-275 C 

NOTARIAN.P.J. 

8706080225 

PR 


OBENCHAIN.C.F. 

8706090275 

50-323 

P 

PAGE, EG. 

8706170376* 

FOIA 

NOVACHEK.FJ. 

8706190328 

50-267 
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PETERSON, E. 

8706250565 

8706240176 

50-200 

V 

PETERSON, H. 

8706010051* 

8706250588 

PR 


PETERSON.HT, 

8706160671 

8706260410 

PR 


PETERSON.M.R. 

8706100073 

8706230011 

40-8902 


PETERSON, M.R. 

8706100318 

8706090127 

PR 


PETERSON,M.R. 

8706100325 

8706150086 

NUREG 


PETERSON.M.R. 

8706110074 

870626041 1 

PR 


PETERSON.M.R. 

8706110173 

8706190092 

50-498 

G 

PETERSON.M.R. 

8706110213 

8706250296* 

50-259 

Q 

PETERSON.M.R. 

8706160160 

8706230319* 

FOIA 


PETERSON.M.R. 

8706160234 

8706230327* 

FOIA 


PETERSON.M.R. 

8706160268 

8706160709* 

50-255 

Q 

PETERSON.M.R. 

8706160294 

8706260410 

PR 


PETERSON.M.R. 

8706160464 

8706100475 

50-285 

S 

PETERSON.M.R. 

8706220073 

8706150095 

40-8084 


PETERSON.M.R. 

8706220187 

8706250570 

PR 


PETERSON.M.R. 

8706220219 

8706080231 

PR 


PETERSON.M.R. 

8706220242 

8706080258 

PR 


PETERSON.M.R. 

8706220256 

8706250570 

PR 


PETERSON.M.R. 

8706220267 

8706230213* 

50-266 

Q 

PETERSON.M.R, 

8706230242 

8706250575 

PR 


PETERSON.M.R. 

8706240336^ 

0706250250* 

50-412 

Q 

PETERSON.M.R. 

8706240385 

8706090248* 

50-387 

Q 

PETERSON.M.R. 

8706240411 

8706250296* 

50-259 

Q 

I-L ■'ERSON.M.F 

8706250006 

8706100066 

PR 


PF'F.RSON.M.F. 

8706250048 

8706080235 

PR 


PETERSON.M.R. 

8706250109 


SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

CATEGORY 


NUMBER 

CATEGORY 

50-285 

P 

PETERSON.M.R. 

8706250200 

XPORTLIC 


50-458 

P 

PETERSON.M.R. 

8706250355 

XPORTLIC 


PR 


PETERSON.T.N. 

8706260411 

PR 


PR 


PETERSON.W. 

8706250570 

PR 


PR 


PETRELLAJ. 

8706250570 

PR 


50-344 

P 

PETRELLI.D. 

8706110294 

PR 


PR 


PETRIE.T. 

8706100465 

PR 


PR 


PETRILLO.J. 

8706100443 

PR 


PR 


PETROKAS.R.F, 

8706170338* 

50-313 

P 

PR 


PETRONE.C. 

8706110273* 

50-333 

Q 

PR 


PETRONE.C. 

8706240426* 

50-317 

Q 

50-269 

Q 

PETROSINO,J.J. 

8706010244* 

QA999 


50-269 

Q 

PETROSINO,JJ. 

8706230409* 

QA999 


50-369 

Q 

PETRUCCl.F.R. 

8706250588 

PR 


50-425 

Q 

PETRY.D. 

8706080178 

PR 


50-413 

Q 

PETTENGILL.H.J. 

8706080241 

40-8380 


50-424 

P 

PETTENGILL.H.J. 

8706120161 

40-8681 


50-341 

S 

PETTENGILL.H.J. 

8706230001 

40-3453 


PR 


PETTY.M. 

8706250586 

PR 


PR 


PEVEAR.C.P. 

8706110112 

PR 


PR 


PEZZOTTI.H. 

8706250573 

PR 


50-267 

V 

PFEIFFER.F.H. 

8706220233* 

40-6563 


50-285 

V 

PFIZINMAIER.M. 

8706220034 

50-354 

R 

50-271 

S 

PHELAN.G. 

8706080263 

PR 


PR 


PHIFER.T.K. 

8706230037 

50-328 

S 

PR 


PHILiPSCN.J.B. 

8706250479* 

FOIA 


40-6940 


PH.LlPSCN.o.B. 

8706250497* 

FOIA 


PR 


PHILUPS.D.M. 

8706110383 

PR 


PR 


PHILLIPS.M.P. 

8706160401* 

50-341 

Q 

50-259 

P 

PHILLIPS.M.P. 

8706160498* 

50-461 

Q 

50-259 

P 

PHILLIPS.M.P. 

8706230304* 

50-454 

Q 

50-259 

P 

PHRANER.D. 

8706110112 

PR 


50-259 

P 

PICCONEJ.M. 

8706180012* 

FOIA 


50-259 

P 

PICCONEJ.M. 

8706230447* 

FOIA 


50-259 

P 

PICK.G.A. 

8706050075* 

50-498 

Q 

50-498 

A 

PICKETT, J.C. 

8706250565 

PR 


PR 


PICORAVINI.J.G. 

8706250570 

PR 


50-344 

S 

PICUNKO.B. 

8706250568 

PR 


PR 


PIERA-AVILA.L 

8706250573 

PR 


50-312 

Q 

PIERCE.G.W. 

8706100186 

PR 


PR 


PIERCE, P.F. 

8706260412 

PR 


PR 


PIERPONT.T.H. 

8706100397 

PR 


PR 


PIERSON, R.C. 

8706240125* 

50-327 

Q 

FOIA 


PIETRZAK.F. 

8706160718* 

FOIA 


PR 


PIETRZAK.R.F. 

8706250327* 

FOIA 


PR 


PIKE.R.W. 

8706180403* 

CONTRACT 


FOIA 


PILANT.J.M. 

8706010096 

50-298 

R 

50-280 

P 

PILANTJ.M. 

8706010144 

50-298 

R 

PR 


PILANT.J.M. 

0706010167 

50-298 

R 

50-382 

F 

PILANT.J.M. 

8706150047 

50-298 

F 

50-382 

F 

PILANT.J.M. 

8706160303 

50-298 

P 

PR 


PILANT.J.M. 

8706220352 

50-298 

R 

PR 


PILANT.J.M. 

8706230119 

50-298 

P 

PR 


PINI.A.C. 

8706250588 

PR 


PR 


PINSCH.K. 

8706260409 

PR 


PR 


PINSKY.P. 

8706100441 

PR 


WASTE RES 

PINTZ.G.L. 

8706250575 

PR 


50-373 

S 

PION.V.C. 

8706080265 

PR 


PR 


PIRATO.M. 

8706110294 

PR 


PR 


PIRFO.O.R. 

8706090194 

50-322 

G 

CONTRACT 

PIRFO.O.R. 

8706250085 

50-322 

G 

PR 


PIRFO.O.R. 

8706250096 

50-322 

G 

50-373 

Q 

PIRIHALA.A.E. 

8706260409 

PR 


PR 


PIRTLE.G.L 

8706030153* 

50-461 

Q 

XPORTLIC 


PITTS, H.J. 

8706110203 

PR 


XPORTLIC 


PLAINE.H.E. 

8706100209* 

50-275 

P 

XPORTLIC 


PLAiNE,H.H. 

8706250608* 

50-322 

G 

XPORTLIC 


PLASA.E. 

8706250602 

PR 


XPORTLIC 


PLATE, S.A. 

8706080178 

PR 


XPORTLIC 


PLATT. W.L. 

8706260410 

PR 


XPORTLIC 


PLAUCK.P.V. 

8706260410 

PR 


XPORTLIC 


PLESHA.M.A. 

8706100186 

PR 


XPORTLIC 


PLETKA.A.L 

8706100441 

PR 


XPORTLIC 


PLETT.F.R. 

8706080235 

PR 


XPORTLIC 


PLETTNER.E.A. 

8706090190* 

50-298 

Q 

XPORTLIC 


PLIML.GJ. 

8706030320 

50-295 

S 

XPORTLIC 


PLIML.GJ, 

8706040045 

50-295 

S 

XPORTLIC 


PLIML.GJ. 

8706100385 

50-295 

S 

XPORTLIC 


PLIML.G.J. 

8706150045 

50-296 

R 

XPORTLIC 


PLIML.GJ. 

8706160561 

50-295 

Q 

XPORTLIC 


PL1ML,GJ. 

8706170285 

50-295 

S 

XPORTLIC 


PLOTYCIA,G.D. 

8706010052* 

50-245 

P 

COMMISSION 

PLOTYCIA.G.D. 

8706040255* 

50-293 

P 

XPORTLIC 


PLUGGE.O.L. 

8706290024* 

CONTRACT 

XPORTLIC 


PLUM.C.E. 

8706250588 

PR 


XPORTLIC 


PLUM.C.E. 

8706260409 

PR 


XPORTLIC 


PLUMB, N. 

8706260410 

PR 


XPORTLIC 


PLUMERI.T. 

8706100468 

PR 
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PODLAS.P. 

8706260412 

PR 


PRICE, E.R. 

8706170295* 

FOIA 


RANDALLR.G. 

POERTNER.W.K. 

8706170171* 

50-327 

Q 

PRICE.E.R. 

8706170354* 

FOIA 


RANDALL.R.G. 

POERTNER.W.K. 

8706300633* 

50-327 

Q 

PRICE.E.R. 

8706170595* 

FOIA 


RANDALLR.G. 

POHLE.J.A. 

8706030012 

WASTE RES 

PRICE.E.R. 

8706180038* 

FOIA 


RANDALL.R.G. 

POHLE.J.A. 

8706030085 

WASTE RES 

PRICE.E.R. 

8706180175* 

FOIA 


RANDALL.R.G. 

POHLE.J.A. 

8706030187 

WASTE RES 

PRICE.E.R. 

8706180196* 

FOIA 


RANDAZZA.J.B. 

POHLE.J.A. 

8706160330 

WASTE RES 

PRICE.E.R. 

8706180217* 

FOIA 


RANDAZZO.J.A. 

POHLOD.C.S. 

8706180422 

50-356 

P 

PRICE.E.R. 

8706180263* 

FOIA 


RANDOLPH.G.L 

POHLOD.C.S. 

8706180487 

50-151 

P 

PRICE.E.R. 

8706180297* 

FOIA 


RANDOLPH.J.G. 

POLACHEK.M.P. 

8706170213* 

50-445 

A 

PRICE.E.R. 

8706180394* 

FOIA 


RANDOLPH, J.G. 

POLER.M.J. 

8706250573 

PR 


PRICE.E.R. 

8706180424* 

FOIA 


RANGE.D.M. 

POLETTI.J. 

8706100140 

PR 


PRICE.E.R. 

8706180473* 

FOIA 


RANGE.D.M. 

POLI.H. 

8706250570 

PR 


PRICE.E.R. 

8706180484* 

FOIA 


RANSOM.C.B. 

POLI.K. 

8706100066 

PR 


PRICE.E.R. 

8706180505* 

FOIA 


RANSOM.C.B. 

POLISTINA.J. 

8706250602 

PR 


PRICE.E.R. 

8706190164* 

FOIA 


RANSOM.C.B. 

POLLACK,A. 

8706250586 

PR 


PRICE.E.R. 

8706190185* 

FOIA 


RANSOM.C.B. 

POLLACK.C. 

8706260409 

PR 


PRICE.E.R. 

8706190271* 

FOIA 


RAPPO.M. 

POLLACK.M.J. 

8706090371 

50-311 

S 

PRICE.E.R. 

8706190330* 

FOIA 


RASMUSON.A. 

POLLACK,M.J. 

8706150188 

50-311 

S 

PRICE.E.R. 

8706190340* 

FOIA 


RASMUSSEN.M. 

POLLACK.M.J. 

8706240334 

50-311 

S 

PRICE.E.R. 

8706220351* 

FOIA 


RASMUSSEN, T.C. 

POLLACK.M.J. 

8706260025 

50-272 

S 

PRICE.E.R. 

8706220406* 

FOIA 


RATCLIFF.D. 

POLLACK.M.J. 

8706300925 

50-272 

S 

PRICE.E.R. 

8706220420* 

FOIA 


RATCLIFF.D. 

POLLACK.P.A. 

8706250577 

PR 


PRICE.E.R. 

8706230376* 

FOIA 


RATCLIFF.D. 

POLLARD.C.G. 

8706010120 

REGGD 


PRICE.E.R. 

8706250208* 

FOIA 


RATCLIFF.D. 

POLURD.R.D. 

8706190090 

50-269 

G 

PRICE, H.C. 

8706080215 

PR 


RATTA.A.D. 

POLLARD, R.D. 

8706190105* 

50-269 

G 

PRICE.H.L. 

8706220217* 

FOIA 


RAU.LW. 

POLLOCK.D.W. 

8706250509* 

FOIA 


PRICE.H.L. 

8706220229* 

FOIA 


RAY.H.B. 

POLOSKl.J.P. 

8706080105* 

50-498 

A 

PRICE.E.R. 

8706190210* 

FOIA 


RAY.TC. 

POLOSKI.J.P. 

8706080105* 

50-498 

A 

PRIEST.A.E. 

8706260410 

PR 


RAYAN.W. 

POLSLEY.H. 

8706250565 

PR 


PRINCE.B.A. 

8706090086 

PR 


RAYMOND, G.H. 

POL2ER.W.L. 

87060301 86 

NUREG 


PROBST.J.R. 

8706030417 

50-331 

S 

RAZOR.J.E. 

POORBAUGH.J. 

8706110041 

PR 


PROBST.J.R. 

8706300366 

50-331 

S 

READ.S. 

POPE.I. 

8706100465 

PR 


PROSS.F. 

8706100441 ' 

PR 


READ.W.B. 

PORCO.A.P. 

8706250570 

PR 


PROVENCHER.R.B. 

8706110241* 

40-8027 


REAVIS.G. 

PORETTA.D. 

8706100443 

PR 


PROVOST. D. 

8706030313* 

WASTE MGT 

REAVIS.G. 

POROWSKI.J.S. 

8706090315* 

FOIA 


PRUITT.E. 

8706240428 

50-259 

F 

REAVIS.J.A. 

PORTAL.J.W. 

8706090127 

PR 


PUCEL.P. 

8706230043 

40-6622 


REAVIS.J.A. 

PORTER.R.V. 

8706260412 

PR 


PUCHIN.M. 

8706260410 

PR 


REAVIS.J.A. 

POTTER, J. 

8706100471 

laE 


PUCKO.LP. 

8706260410 

PR 


REDDING, J. 

POTTER.J. 

8706250320 

l&E 


PUDLICK.LE. 

8706010131 

50-263 

S 

REED.A.W. 

POTTS. K.H. 

8706260409 

PR 


PUERTA.H.L 

8706250602 

PR 


REED.C.A. 

POTTS.W. 

8706030394* 

50-320 

P 

PUESCHEL.R.H. 

8706260410 

PR 


REED.E.D. 

POTTS. W.E. 

8706230490 

50-289 

F 

PUGH.C.E. 

8706030097 

NUREG 


REED.J.E. 

POTVIN.S.A. 

8706080225 

PR 


PUGH.R. 

8706090167 

PR 


REES.T.F. 

POULIOT.J.N. 

8706110383 

PR 


PUGH.R. 

8706100468 

PR 


REEVES.D.L. 

POULOS.N. 

8706250573 

PR 


PUGLIA.A. 

8706110112 

PR 


REEVES.D.L. 

POVEROMO.G. 

8706250577 

PR 


PUGLISI.E. 

8706250570 

PR 


REEVES.D.L 

POVONDRA.F. 

8706260412 

PR 


PUGLISI.L. 

8706250577 

PR 


REEVES.D.L 

POWELL.M.L. 

8706240343* 

COMMISSION 

PULEO.K.A. 

8706100468 

PR 


REEVES.D.L. 

POWELL.R.F. 

8706100359 

PR 


PULKKINEN.T.E. 

8706020093* 

50-443 

G 

REEVES.D.L. 

POWELL.T.B. 

8706010357* 

50-390 

Q 

PULLANI.S.V. 

8706090248* 

50-387 

Q 

REEVES.E.A. 

POWELL.T.B. 

8706160643* 

50-390 

Q 

PULLIAM.S.H. 

8706080235 

PR 


REEVES.E.A. 

POWERS.C.M. 

8706050170 

50-397 

S 

PUNTENNEY.J.E. 

8706240057 

FOIA 


REEVES.E.A. 

POWERS, C.M. 

8706050352 

50-397 

S 

PURCELL, D.G. 

8706100066 

PR 


REEVES.J. 

POWERS.C.M. 

8706090280 

50-397 

S 

PURCELL.D.J. 

8706110294 

PR 


REEVES.R.R. 

POWERS.C.M. 

8706100023 

50-397 

S 

PURCELL, P.T. 

8706080257 

PR 


REEVES.W. 

POWERS.C.M. 

8706120233 

50-397 

S 

PUTNAM.V.A. 

8706260412 

PR 


REHM.T. 

POWERS.C.M. 

8706190043 

50-397 

S 

PUTNAM.V.H. 

8706080235 

PR 


REHM.T.A. 

POWERS.C.M. 

8706190065 

50-397 

S 

QUALLS, P. 

8706050184* 

50-528 

Q 

REHM.T.A. 

POWERS.C.M. 

8706300320 

50-397 

S 

QUARESIMO.J.J. 

8706250602 

PR 


REHM.T.A. 

POWITZKY.LC. 

8706180040* 

40-233 


QUARTERMAN.M. 

8706250577 

PR 


REHM.T.A. 

POWITZKY.LC. 

8706180043* 

40-233 


QUAY.T.R. 

8706150118 

50-266 

P 

REHM,T.A. 

POWITZKY.LC. 

8706190266* 

40-233 


QUAY.T.R. 

8706190038 

50-305 

P 

REHOR.E. 

POWITZKY.L.C. 

8706190374* 

40-233 


QUERIO.R.E. 

8706050049 

50-454 

S 

REID.D.J. 

POWITZKY.LC. 

8706220127* 

40-233 


QUERIO.R.E. 

8706100215 

50-455 

S 

REIDINGER.T.D. 

POWITZKY.LC. 

8706220143* 

40-233 


QUERIO.R.E. 

8706170084 

50-455 

P 

REILLY.J.R. 

PRATT.P.G. 

8706080235 

PR 


QUERIO.R.E. 

8706180200 

50-454 

S 

REIMER.L. 

PRAY.R. 

8706220463 

40-8783 


QUERIO.R.E. 

8706220216 

50-454 

R 

REINER, J. 

PRENDERGAST.K. 

8706050244* 

50-275 

Q 

QUERIO.R.E. 

8706300015 

50-454 

S 

REINHOLDT.J. 

PRESCOTT.K.S. 

8706170369* 

50-313 

P 

QUERIO.R.E. 

8706300168 

50-455 

S 

REIS.T. 

PRESCOTT, K.S. 

8706170396* 

50-368 

P 

QUERIO.R.E. 

8706300675 

50-454 

S 

REITANO.M. 

PRESSLEY.C. 

8706100468 

PR 


QUILLEN.J.H. 

8705190050* 

70-143 


REITMAN.A. 

PRESTEMON.D.L. 

8706250484* 

50-322 

G 

QUINLAN.T.E. 

8706260409 

PR 


REMLEY.M.E. 

PRESTHOLT.P.T. 

8706030064 

WASTE MGT 

QUINN, W. 

8706080278 

PR 


RENESSE.J. 

PRESTHOLT.P.T. 

8706030105 

WASTE MGT 

QUTEDA.A. 

8706250586 

PR 


RENIER.J.A. 

PRESTHOLT.P.T. 

8706030125 

WASTE MGT 

RAGO.J. 

8706250602 

PR 


RENNA,A. 

PRESTHOLT.P.T. 

8706160559 

WASTE MGT 

RAGONE.M. 

8706110203 

PR 


RESCINITI.E. 

PRESTHOLT.P.T. 

8706190290 

WASTE MGT 

RAGONE.S. 

8706240130* 

50-280 

S 

RESSLER.J.S. 

PRESTHOLT.P.T. 

8706250127 

WASTE MGT 

RAGONE.S. 

8706240169* 

50-280 

S 

RESSLER.W.C. 

PRESTON, B.A. 

8706010098 

50-272 

H 

RAH.J. 

8706250586 

PR 


RESSLER.W.C. 

PRESTON, B.A. 

8706010347 

50-354 

H 

RAIMO.G. 

8706110203 

PR 


REVELEY.W.T. 

PRESTON.B.A. 

8706170559 

50-354 

P 

RAINEY, E. 

8706250602 

PR 


REVELEY.W.T. 

PREVATTE.R.L. 

8706010426* 

50-395 

Q 

RAJENDRAN.S. 

8706110462 

l&E 


REVSIN.B.K. 

PREVATTE,R.L 

8706250293* 

50-395 

Q 

RAMOS.F. 

8706240218 

50-456 

S 

REVSIN.B.K. 

PRICE.B. 

8706080225 

PR 


RAMPY.LW. 

8706100106 

50-264 

P 

REX,J.A. 

PRICE.D. 

8706100140 

PR 


RANCHETTI.L 

8706080184 

PR 


REYES, LA. 

PRICE,D. 

8706110203 

PR 


RANCO.S.L. 

8706100140 

PR 


REYES.LA. 

PRICE.D. 

8706240013* 

COMMISSION 

RANDALL, R.G. 

8706050353 

50-410 

S 

REYES. LA. 


ACCESSION 

NUMBER 


8706100047 

8706150171 

8706230102 

8706240157 

8706250016 

8706300162 

8706040207 

8706180360 

8706030231 

8706030402 

8706120133 
8706230331 
8706090291 * 
8706090291 * 
8706090300* 

8706090300* 

8706250570 

8706250602 

8706100066 

8706150101 

8706030095 

8706030169 

8706160502 

8706190214 

8705280442* 

8706100186 

8706010192 

8706250565 

8706250573 

8706250588 

8706250519* 
8706010031 
8706250582 
870622001 9* 
8706220020* 

8706190184 

8706190200 

8706220015* 

8706250602 

8706150126 

8706160714* 

8706080225 

8706250588 

8706250294’ 

8706220337 

8706230316 

8706230457 

8706230479 

8706240357 

8706260131 

8706100080 

8706190326 

8706300716 

8706260409 

8706170097* 

8706150020* 

8706100201* 

8706090077 

8706160001 

8706160003 

8706230139 

8706300429 

8706260412 

8706100468 

8706230325* 

8706250575 

8706080286 

8706250588 

8706150096 

8706050075* 

8706250568 

8706100441 

8706160295 

8706110112 

8706030092 

8706250565 

8706250577 

8706100240 

8706020151 

8706300146 

8706020059 

8706020059 

8706160660* 

8706250357* 

8706170186* 

8706010421 

8706010422* 

8706020103 


SUBJECT 

CATEGORY 

50-410 S 

50-410 S 

50-410 S 

50-410 S 

50-410 S 

50-309 P 

50-289 S 

50-483 F 

40-8027 
40-8027 

40-8102 
40-8102 
50-400 P 

50-400 P 

50-293 P 

50-293 P 

PR 

PR 

PR 

NUREG 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50-3 Q 

PR 

50-206 P 

PR 

PR 

PR 

FOIA 

PR 

PR 

50-413 R 

50-413 R 

50-269 R 

50-369 R 

50-413 R 

PR 

NUREG 

FOIA 

PR 

PR 

FOIA 

50-298 S 

50-298 S 

50-298 S 

50-298 S 

50-298 S 

50-298 S 

50-348 
50-348 
50-348 
PR 

50-327 P 

50-369 Q 

50-275 F 

COMMISSION 
COMMISSION 
COMMISSION 

COMMISSION 

COMMISSION 

PR 

PR 

50-454 V 

PR 

PR 

PR 

50-331 S 

50-498 Q 

PR 

PR 

70-25 

PR 

50-317 P 

PR 

PR 

50-285 S 

50-289 R 

50-289 R 

50-322 G 

50-322 G 

50-338 Q 

50-62 Q 

50-498 A 

50-395 Q 

50-395 Q 

50-321 Q 


LLD.Q. 
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AUTHOR 


reyes.la. 

REYES.LA. 

reyes,l.a. 

reyes.la. 

REYES.L.A. 

reyes.la. 

reyes.la. 

reyes.la. 

REYES.L.A. 

REYES.L.A. 

REYES.L.A. 

REYES.LA. 

REYES.LA. 

REYES.LA. 

REYES.LA. 

REYES.LA. 

REYES.L.A. 

REYES.LA. 

reyes.la. 

REYES.L.A. 

REYES.LA. 

REYES.L.A. 

REYES.LA. 

REYES.LA. 

REYES.L.A. 

REYES.LA. 

REYES.LA. 

REYES.LA. 

REYES.LA. 

REYES.LA. 

REYES.LA. 
REYES.L.A. 
REYES.L.A. 
REYNOLDS, S.A. 
REZENDES.D. 

REZNICEK.B.W. 
RHODES, D.B. 
RICARD.L.B. 
RtCE,D.A. 

RICE.P.D. 

RICE,RD. 

RICE.P.D. 

RICE,R.M. 

RICE.R.M. 

R1CE,R.M. 

RiCHARD.W.E. 
RICHARDS, R.A. 
RICHARDS, S. 
RICHARDS, S. 
RICHARDS.S. 

RICHARDS, S. 
RICHARDS.S. 
RICHARDS, S.A. 
RICHARDS.S.A. 
RICHARDS.S.A. 

RICHARDSON.J.H. 
RICHARDSON.M. 
RICHARDSON, W. 
RICHMAN.A. 
RICHTER.A. 

RICHTER.E. 
RICHTER.R. 
RICKARD, W.H. 
RICKER.J.L 
RtDOLE.A. 

RIDDY.LP. 

RIDER.E.B. 

R :)3v;ay.d.a. 

R.CKY R.Vy. 

RIEO.M. 

RIKER,T.J. 

RILEY, J.A. 
RILEY,R.E. 

RIND.P. 

RINDGE.H.B. 

RING.M. 

RING.M.A. 

RIN6EN.W. 

RIPPETT.W. 

RIPSCH.M. 

RtSACHER,B.A. 
R1SACHER.B.A. 
RITCHIE, H. 
RITTENBERG.R.B. 
RITTENBERG.R.B. 

RITTENBERG,R.B. 

RITTENHOUSE.C. 

RITTER.K. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 


8706030297 

8706030300* 

8706030496 

8706100118 

8706100130* 

8706100217 

8706100223* 

8706110063 

8706120194 

8706120296 

8706150077 

8706150103 

8706150245 

8706160239 

8706160253* 

8706160264* 

8706160573 

8706160603 

8706160655 

8706160658* 

8706170284 

8706170297* 

8706250073 

8706250090 

8706250145 

8706250241 

8706250278 

8706250282* 

8706260067 

8706260086 

8706260103 

8706300328 

8706250245* 

8706090041* 

8706250582 

8706110383 

8706120189 

8706100468 

8706090086 

8706040074 

8706090343 

8706170152 

8706150098 

8706150150 

8706160002 

8706080194 

8706250573 

8706050258* 

8706080108* 

8706160143 

8706230420* 

8706290033* 

8706050094* 

8706240393* 

8706260065* 

8706160461 

8706080258 

8706090167 

8706100443 

8706260410 

8706110383 

8706250570 

8706160727* 

8706110210* 

8706100468 

8706090185 

8706250582 

8706250575 

8706170335* 

8706080278 

8706090167 

8706080055* 

8706100359 

8706080209 

8706250575 

8706050226* 

8706120124* 

8706100359 

8706080194 

8706170200 

8706010184* 

8706040160* 

8706100468 

8706220470 

8706220478* 

8706220489* 

8706250565 

8706250602 


50-250 

Q 

RITTER, S. 

870626041 1 

PR 

50-250 

Q 

RITZFIELD.H. 

8706100359 

PR 

50-250 

Q 

RIVENBARK.G. 

8706250042 

50-354 

50-335 

Q 

RIVENBARK.G.W. 

8706150035 

50-354 

50-335 

Q 

RIVENBARK.G.W. 

8706160632 

50-354 

50-324 

Q 

RIVERS.M.E. 

8706020022 

50-259 

50-324 

Q 

RIVERS.M.E. 

8706100414 

50-327 

50-400 

P 

RIVERS.M.E. 

8706220295 

50-259 

50-321 

F 

ROARTY.D.H. 

8706260181* 

50-305 

50-261 

P 

ROBBINS, A. 

870626041 1 

PR 

50-400 

F 

ROBBINS.H. 

8706080209 

PR 

50-321 

Q 

ROBERGE.R. 

8706100186 

PR 

50-369 

Q 

ROBERTS E.W. 

8706080110 

50-315 

50-369 

Q 

ROBERTS E.W. 

8706080110 

50-315 

50-369 

Q 

ROBERTS.C.W. 

8706010031 

PR 

50-369 

Q 

ROBERTS.D. 

8706250602 

PR 

50-250 

Q 

ROBERTS.E.W. 

8706040361 

50-338 

50-280 

Q 

ROBERTS.E.W. 

8706040361 

50-338 

50-302 

Q 

ROBERTS.E.W. 

8706050032 

50-309 

50-302 

Q 

ROBERTS.E.W. 

8706050032 

50-309 

50-348 

Q 

ROBERTS.E.W. 

8706050048 

50-282 

50-348 

Q 

ROBERTS.E.W. 

8706050048 

50-282 

50-335 

Q 

ROBERTS.E.W. 

8706050061 

50-267 

50-261 

Q 

ROBERTS.E.W. 

8706050061 

50-267 

50-369 

Q 

ROBERTS.E.W. 

8706050133 

50-312 

50-250 

Q 

ROBERTS.E.W. 

8706050133 

50-312 

50-413 

Q 

ROBERTS.E.W. 

8706050164 

TOPREP 

50-413 

Q 

ROBERTS.E.W. 

8706050164 

TOPREP 

50-369 

Q 

ROBERTS.E.W. 

8706050220 

50-285 

50-261 

Q 

ROBERTS.E.W. 

8706050220 

50-285 

50-416 

Q 

ROBERTS.E.W. 

8706050237 

50-245 

50-324 

Q 

ROBERTS.E.W. 

8706050237 

50-245 

50-250 

Q 

ROBERTS.E.W. 

8706050261 

50-382 

50-255 

Q 

ROBERTS.E.W. 

8706050261 

50-382 

PR 


ROBERTS.E.W. 

8706050297 

50-280 

PR 


ROBERTS.E.W. 

8706050297 

50-280 

NUREG 


ROBERTS.E.W. 

8706050326 

50-324 

PR 


ROBERTS.E.W. 

8706050326 

50-324 

PR 


ROBERTS.E.W. 

8706050349 

50-483 

50-424 

P 

ROBERTS.E.W. 

8706050349 

50-483 

50-424 

S 

ROBERTS.E.W. 

8706050354 

50-247 

50-425 

A 

ROBERTS.E.W. 

8706050354 

50-247 

50-255 

F 

ROBERTS.E.W. 

8706050358 

50-309 

50-255 

F 

ROBERTS.E.W. 

8706050358 

50-309 

50-255 

F 

ROBERTS.E.W. 

8706080004 

50-255 

PR 


ROBERTS.E.W. 

8706080004 

50-255 

PR 


ROBERTS.E.W. 

8706080010 

50-213 

50-397 

Q 

ROBERTS.E.W. 

8706080010 

50-213 

50-312 

Q 

ROBERTS.E.W. 

8706080014 

50-346 

50-529 

S 

ROBERTS.E.W. 

8706080014 

50-346 

50-528 

Q 

ROBERTS.E.W. 

8706080021 

50-312 

50-528 

Q 

ROBERTS.E.W. 

8706080021 

50-312 

50-344 

Q 

ROBERTS.E.W. 

8706080032 

50-315 

50-344 

Q 

ROBERTS.E.W. 

8706080032 

50-315 

50-397 

Q 

ROBERTS.E.W. 

8706080047 

50-334 

50-321 

R 

ROBERTS.E.W. 

8706080047 

50-334 

PR 


ROBERTS.E.W. 

8706080067 

50-483 

PR 


ROBERTS.E.W. 

8706080067 

50-483 

PR 


ROBERTS.E.W. 

8706080093 

50-498 

PR 


ROBERTS.E.W. 

8706080093 

50-498 

PR 


ROBERTS.E.W. 

8706080096 

50-269 

PR 


ROBERTS.E.W. 

8706080096 

50-269 

FOIA 


ROBERTS.E.W. 

8706080101 

50-277 

50-282 

Q 

ROBERTS.EW. 

8706080101 

50-277 

PR 


ROBERTS.E.W. 

8706080127 

50-445 

PR 


ROBERTS.EW. 

8706080127 

50-445 

PR 


ROBERTS.EW. 

8706080129 

50-280 

PR 


ROBERTS.E.W. 

8706080129 

50-280 

FOIA 


ROBERTS.E.W. 

8706080144 

50-261 

PR 


ROBERTS.E.W. 

8706080144 

50-261 

PR 


ROBERTS.E.W. 

8706080149 

50-302 

CONTRACT 


ROBERTS.E.W. 

8706080149 

50-302 

PR 


ROBERTS.E.W. 

8706080164 

50-312 

PR 


ROBERTS.E.W. 

8706080164 

50-312 

PR 


ROBERTS.E.W. 

8706080186 

50-298 

50-373 

Q 

ROBERTS.E.W. 

8706080186 

50-298 

50-237 

Q 

ROBERTS.EW. 

8706080193 

50-309 

PR 


ROBERTS.E.W. 

8706080193 

50-309 

PR 


ROBERTS,E.W. 

8706080219 

50-454 

50-10 

F 

ROBERTS.E.W. 

8706080219 

50-454 

50-171 

H 

ROBERTS.E.W. 

8706080233 

50-456 

50-277 

P 

ROBERTS.E.W. 

8706080233 

50-456 

PR 


ROBERTS.E.W. 

8706080254 

50-498 

27-48 


ROBERTS.EW. 

8706080254 

50-498 

27-48 


ROBERTS.E.W. 

8706080256 

50-400 

27-48 


ROBERTS.EW. 

8706080256 

50-400 

PR 


ROBERTS.E.W. 

8706080267 

50-237 

PR 


ROBERTS.EW. 

8706080267 

50-237 


P 

P 

P 

R 

P 

S 

P 


P 

P 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

A 

A 

P 

P 

P 

P 

A 

A 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

A 

A 

P 

P 

P 

P 


ROBERTS, E.W. 
ROBERTS.E.W. 
ROBERTS, E.W. 
ROBERTS, E.W. 
ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS, E.W. 
ROBERTS.E.W. 
ROBERTS, E.W. 
ROBERTS.E.W. 
ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 
ROBERTS.E.W. 
ROBERTS.E.W. 
ROBERTS, E.W. 
ROBERTS,E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 
ROBERTS, E.W. 
ROBERTS.E.W. 
ROBERTS.E.W. 
ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 
ROBERTS, E.W. 
ROBERTS.E.W. 
ROBERTS.E.W. 
ROBERTS, E.W. 

ROBERTS.E.W, 

RO0ERTS.E.W. 

ROBERTS.E.W. 

ROBERTS.E.W. 

ROBERTS,E.W, 

ROBERTS.EW. 
ROBERTS, E.W, 
ROBERTS,E.W. 
ROBERTS.E.W. 
ROBERTS.E.W. 

ROBERTS.E.W. 
ROBERTS, E.W. 
ROBERTS.E.W. 
ROBERTS.E.W. 
ROBERTS.E.W, 

ROBERTS.E.W. 
ROBERTS.E.W. 
ROBERT8.E.W. 
ROBERTS, E.W. 
ROBERTS.E.W. 

ROBERTS.EW. 

ROBERTS.E.W. 

ROBERTS,E.W. 


ACCESSION 

NUMBER 


8706080273 

8706080273 

8706080275 

8706080275 

8706080280 

8706080280 

8706080281 

8706080281 

8706090014 

8706090014 

8706090029 

8706090029 

8706090030 

8706090030 

8706090056 

8706090056 

8706090109 

8706090109 

8706090145 

8706090145 

8706090197 

8706090197 

8706090233 

8706090233 

8706260072 

8706260072 

8706260122 

8706260122 

8706260140 

8706260140 

8706260148 

8706260148 

8706260154 

8706260154 

8706260159 

8706260159 

8706260160 

8706260160 

8706260183 

8706260183 

8706260187 

8706260187 

8706260191 

8706260191 

8706260212 

8706260212 

8706260213 

8706260213 

8706260240 

8706260240 

8706260258 

8706260258 

8706260261 

8706260261 

8706260264 

8706260264 

8706260267 

8706260267 

8706260273 

8706260273 

8706260274 

8706260274 

8706260289 

8706260289 

8706260290 

8706260290 

8706260294 

8706260294 

8706260306 

8706260306 

8706260337 
8706260337 
8706260356 
8706260356 . 
8706260370 

8706260370 

8706260404 

8706260404 

8706260407 

8706260407 

8706300150 

8706300150 

8706300158 

8706300158 

8706300167 


SUBJECT 

CATEGORY 

50-341 P 

50-341 P 

50-255 P 

50-255 P 

50-269 P 

50-269 P 

50-461 P 

50-461 P 

50-305 P 

50-305 P 

50-267 P 

50-267 P 

50-213 P 

50-213 P 

50-285 P 

50-285 P 

50-280 P 

50-280 P 

50-413 P 

50-413 P 

50-354 P 

50-354 P 

50-416 P 

50-416 P 

50-413 P 

50-413 P 

50-395 P 

50-395 P 

50-312 P 

50-312 P 

50-312 P 

50-312 P 

50-206 P 

50-206 P 

50-369 P 

50-369 P 

50-219 P 

50-219 P 

50-324 P 

50-324 P 

50-482 P 

50-482 P 

50-324 P 

50-324 P 

50-267 P 

50-267 P 

50-373 P 

50-373 P 

50-341 P 

50-341 P 

50-317 P 

50-317 P 

50-440 P 

50-440 P 

50-247 P 

50-247 P 

50-331 P 

50-331 P 

50-369 P 

50-369 P 

50-498 A 

50-498 A 

50-445 A 

50-445 A 

50-280 P 

50-280 P 

50-321 P 

50-321 P 

50-206 P 

50-206 P 

50-275 P 

50-275 P 

50-305 P 

50-305 P 

50-267 P 

50-267 P 

50-269 P 

50-269 P 

50-528 P 

50-528 P 

50-254 P 

50-254 P 

50-352 P 

50-352 . P 

50-220 P 


8706300167 - 50-220 P 
8706300670 50-255 P 
8706300670 50-255 P 
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AUTHOR 

ACCESSION SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

ROBERTS.E.W. 

8706300870 

50-286 

P 

ROGUSO.M. 

8706250565 

PR 


ROTH.E.W. 

8706260412 

PR 

ROBERTS.E.W. 

8706300870 

50-286 

P 

ROHE.M. 

8706250602 

PR 


ROTH.J. 

8706100397 

PR 

ROBERTS.F.P. 

8210200110* 

PR 


ROHICHAUD.M. 

8706250577 

PR 


ROTHERT.W.C. 

8706030417 

50-331 £ 

ROBERTS, F.P. 

8705290266* 

PR 


ROHRER.R.J. 

8706090373 

50-374 

S 

ROTZ.C.J. 

8706250588 

PR 

ROBERTS.F.P. 

8705290295* 

PR 


ROHRER.R.J. 

8706160686 

50-373 

S 

ROUSE.L.C. 

8706010010* 

40-7604 

ROBERTS.F.P. 

8705290298* 

PR 


ROHRER.R.J. 

8706170352 

50-374 

S 

ROUSE.L.C. 

8706010064 

40-7604 

ROBERTS.F.P. 

8706010191* 

PR 


ROHRER.R.J. 

8706170374 

50-374 

S 

ROUSE.L.C. 

8706030093 

70-1257 

ROBERTS.F.P. 

8706010256* 

PR 


ROILAND.LE. 

8706080215 

PR 


ROUSE.L.C. 

8706030280* 

70-1257 

ROBERTS.F.P. 

8706010312* 

PR 


ROISMAN.A.Z. 

8706030292 

50-498 

G 

ROUSE.L.C. 

8706030319 

70-27 

ROBERTS.F.P. 

8706300252 

NUREG 


ROISMAN.A.Z. 

8706250139 

50-445 

G 

ROUSE.L.C. 

8706030382* 

70-27 

ROBERTS.G.C. 

8706030204 

NUREG 


ROtSMAN.A.Z. 

8706250139 

50-445 

G 

ROUSE.L.C. 

8706030393* 

70-27 

ROBERTS.J.P. 

8706110307 

ORG 


ROISMAN.A.Z. 

8706250139 

50-445 

G 

ROUSE.LC. 

8706040333 

70-1257 

ROBERTS, J.P. 

8706150124 

PROJ 


ROISMAN.A.Z. 

8706250273 

50-445 

G 

ROUSE.L.C. 

8706050026 

40-8027 

ROBERTS.J.P. 

8706220220 

PROJ 


ROISMAN.A.Z. 

8706250273 

50-445 

G 

ROUSE.LC. 

8706050325 

40-6940 

ROBERTS.M. 
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PR 


TEMUS.C.J. 

8706030070 

WASTE MGT 

THOMPSON.J.R. 

8706100066 

PR 

SZUMSKI.D.R. 

8706160409 

50-374 

S 

TEPER.D.C. 

8706090167 

PR 


THOMPSON.J.R. 

8706250104* 

40-2061 

taar.e.c. 

8706100397 

PR 


TERC.N.M. 

8706080097* 

50-458 

Q 

THOMPSON, L. 

8706080215 

PR 

TABAKA.A.E. 

8706030060* 

50-280 

Q 

TERC.N.M. 

8706150113* 

50-313 

Q 

THOMPSON.R.A. 

8706180449* 

FOIA 

tabaka.a.e. 

8706100101* 

50-62 

Q 

TERC.N.M. 

8706260304* 

50-498 

Q 

THOMPSON, R.A. 

8706180508* 

FOIA 

TABATABAI.A.S. 

8706150009 

NUREG 


TERRELL, D. 

8706250602 

PR 


THOMPSON.R.A. 

8706190013* 

FOIA 

tabur.p. 

8706080194 

PR 


TERRY, R.D. 

8706080225 

PR 


THOMPSON, R.D. 

8706030177* 

CONTRACT 

TAGGART, J.M. 

8706090009 

PR 


TERTES.A. 

8706250602 

PR 


•^HOMOSON.R D 

8706090161* 

CONTRACT 

taimi.t.m. 

8706250302* 

FOIA 


TETRAULT.R.E. 

870623051 1 

70-27 


T-OM.--»SDN.R.:.:. 

8706090282* 

CONTRACT 

TAfT.T.D. 

8706110092 

REGGD 


TETRAULT.R.E. 

8706250375 

70-27 


P.C 

8706230081 * 

CONTRACT 

TAIT.T.D. 

8706110092 

REGGD 


THADANI,A.C. 

8706080009 

50-275 

P 

r^-OMPSc*. p.c 

8706260340* 

CONTRACT 

TAKAR.M. 

8706030102 

WASTE MGT 

THADANI.M.C. 

8706040141 

50-387 

P 

T.-iOM'^scNP.:; 

8706300768* 

CONTRACT 

tallon.r.e. 

8706160251* 

50-250 

P 

THERRIAULT.E.D. 

8706100186 

PR 


THOMSON.E.A. 

8706260409 

PR 

TALMAGE.A.A. 

8706080225 

PR 


THOMAS.B. 

8706250570 

PR 


THORNBERRY.R.C. 

8706230023 

50-275 R 

talman.p.e. 

8706250588 

PR 


THOMAS, B.N. 

8706180046 

50-331 

S 

V iORNBEPRv F.c. 

8706260292 

50-275 R 

TALWANI.P. 

8706230241 * 

50-395 

R 

THOMAS, B.N. 

8706240123 

50-331 

S 

1 t-IORrM'BLFG.H D. 

8108180288* 

40-481 

TAM.P.S. 

8706040032 

50-334 

P 

THOMAS, B.N. 

8706300366 

50-331 

s 

■ HORNE, C.=. 

8706250157 

XPORTLIC 

TAM.P.S. 

8706110003 

50-412 

P 

THOMAS.C.O. 

8706010410 

50-213 

p 

THORPE.J.R. 

8706020131 

50-219 P 

tam.p.s. 

8706110046 

50-412 

P 

THOMAS.C.O. 

8706110180 

50-245 

P 

■^HORS'^FINSON..,!. 

8706240402 

50-331 S 

tam,p.s. 

8706110163 

50-412 

E 

THOMAS.C.O. 

8706110183* 

50-245 

p 

-|■•ORS■T■^SC^.. 

8706300604 

50-331 S 

TAM.P.S. 

8706120104* 

50-412 

P 

THOMAS.C.O. 

8706150155 

50-245 

p 

:’HFiS”i.\::..M. 

8706090213 

PR 

TAM.P.S. 

8706160272 

50-334 

Q 

THOMAS.C.O. 

8706190027 

50-245 

p 

-HLHLE.R.K.M 

8706080194 

PR 

TAM.P.S. 

8706160308 

50-412 

P 

THOMAS.C.R. 

8706260410 

PR 


■^HURLC'A'.C.E. 

8706090086 

PR 

TAM.P.S. 

8706160514 

50-412 

E 

THOMAS, D. 

8706250586 

PR 


-lEBirrs i.'. 1 .. 

8706010367 

50-400 S 

TAM.P.S. 

8706300569 

50-334 

P 

THOMAS.E.A. 

8706100176 

50-443 

G 

1 iCE.G. 

8706010118 

PR 

TAMBERELLA.I. 

8706110294 

PR 


THOMAS.E.A. 

8706100196* 

50-443 

G 

TIERNAN.J.A. 

8706080072 

60-317 P 

TAMISO.R.P. 

8706250575 

PR 


THOMAS.E.A. 

8706100199* 

50-443 

G 

TIERNAN.JA 

8706100186 

PR 

TANA.E.T. 

8706030040 

WASTE MGT 

THOMAS.G.S. 

8706010078 

50-443 

S 

TIERNAN.J.A. 

8706160038 

50-317 P 

TANNER.N. 

8706080231 

PR 


THOMAS.G.S. 

8706030383 

50-443 

F 

TIERNAN.JA 

8706180289 

50-317 P 

TANSEY.J.J. 

8706090086 

PR 


THOMAS.G.S. 

8706030448 

50-443 

S 

TIERNAN.J.A. 

8706190025 

50-317 P 

TANZELLA,M. 

8706110294 

PR 


THOMAS.G.S. 

8706040235 

50-443 

P 

TIERNAN,J.A. 

0706240346 

50-317 P 

TANZI.F. 

8706090167 

PR 


THOMAS.G.S. 

8706090163 

50-443 

P 

TIETJEN.A. 

8706080225 

PR 

TAPIA.J.I. 

8706050075* 

50-498 

Q 

THOMAS.G.S. 

8706160123 

50-443 

G 

THOMAS, J.D. 

8706250177* 

FOIA 

TAPIA, J.l. 

8706190311* 

50-498 

Q 

THOMAS.G.S. 

8706170484 

50-443 

Q 

TIKTINSKY.D.H. 

870603001 4 

WASTE RES 

TARINI.E.E. 

8706260410 

PR 


THOMAS.G.S. 

8706180287 

50-443 

P 

TIKTINSKY.D.H, 

8706030103 

WASTE RES 

TARRICO.J, 

8706250588 

PR 


THOMAS.G.S. 

8706220016 

50-443 

R 

TIKTINSKY.D.H. 

8706030131 

WASTE RES 

TASHJIAN.B.C. 

8706080225 

PR 


THOMAS.G.S. 

8706230419 

50-443 

P 

TIKTINSKY.D.H. 

8706030243 

WASTE RES 

TASKER.S.J. 

8706110112 

PR 


TIIOMAS.G.S 

8706300616 

50-443 

1 

TILLMAN,A. 

8706100039* 

50-269 Q 

TATUM.J, 

8706300959 

50-362 

S 

'HOMAS.G.W. 

8706250489* 

FOIA 


TILLMAN.A. 

8706220005* 

50-269 Q 

TAUB.D. 

8706260411 

PR 


THOMAS.J. 

8706250262* 

FOIA 


TILLMAN, A. 

8706300092* 

50-369 Q 

TAUBOT.M.A. 

8706110294 

PR 


THOMAS.L 

8706110112 

PR 


TILLMAN.A. 

8706300894* 

50-416 Q 

TAUSANOVITCH.K. 

8706080286 

PR 


THOMAS, M. 

8706170211* 

50-269 

Q 

TILLMAN, T.C. 

8706250588 

PR 

TAYLOR. A. 

8706250577 

PR 


THOMAS, M. 

8706260411 

PR 


TILLOTSON.J.E. 

8706090213 

PR 

TAYLOR, A. 

8706260409 

PR 


THOMAS.M.E, 

8706080065* 

CONTRACT 


TIMM.N. 

8706080263 

PR 

TAYLOR, A.C. 

8706090127 

PR 


THOMAS,M.E. 

8706180278* 

CONTRACT 


TIMPSON.I. 

8706250570 

PR 

TAYLOR, A. E. 

8706090167 

PR 


THOMAS, N.M. 

8706010290* 

PR 


TING.P. 

8506260689* 

PR 

TAYLOR.E.J. 

8706250588 

PR 


THOMAS.R.D. 

8706230182* 

70-984 


TINGEY.F.H. 

8706010323* 

PR 

TAYLOR. E.L. 

8706260411 

PR 


THOMAS.R.D. 

8706240058 

i&E 


TINGEY, F.H. 

8706010332* 

PR 

TAYLOR.G.S. 

8706250573 

PR 


THOMAS, S. 

8706250588 

PR 


TINGEY.F.H. 

8706010340* 

PR 

TAYLOR.J.H. 

8706250309* 

50-329 

A 

THOMAS, W. 

0706260385* 

50-213 

Q 

TIS.D. 

8706250586 

PR 

TAYLOR.J.M. 

8511200208* 

FOIA 


THOMPSON.A. 

8706250673 

PR 


TIS.R. 

8706250586 

PR 

TAYLOR, J.M. 

8610230116* 

50-327 

P 

THOMPSON, C.F. 

8706170287* 

FOIA 


TOBIN, J.J. 

8706250588 

PR 

TAYLOR.J.M. 

8706050085 

50-313 

Q 

THOMPSON, C.F. 

8706170489* 

FOIA 


TOBIN, W. 

8706090270* 

50-424 Q 

TAYLOR.J.M. 

8706050092* 

50-313 

Q 

THOMPSON, C.F. 

8706180151* 

FOIA 


TOBIN, W.H. 

8706090185 

PR 

TAYLOR.J.M. 

8706160202 

50-309 

S 

THOMPSON, C.F. 

8706190036* 

FOIA 


TOBIN, W.J. 

8706090379* 

50-259 Q 

TAYLOR.J.M. 

8706160361 

50-454 

Q 

THOMPSON.C.F. 

8706190162* 

FOIA 


TODARO.J. 

8706250575 

PR 

TAYLOR, J.M. 

8706160365* 

50-454 

Q 

THOMPSON.C.F. 

8706190172* 

FOIA 


TODD.G.A. 

8706030342* 

50-395 Q 

TAYLOR ,J.W. 

8706010074 

50-409 

P 

THOMPSON.C.F. 

0706190180* 

FOIA 


TODD.GA. 

8706160520* 

70-1151 

TAYLOR ,J.W. 

8706160501* 

50-409 

F 

THOMPSON.C.F. 

8706190191* 

FOIA 


TOKAR.M. 

8706160414 

27-48 

TAYLOR, J.W. 

8706170307 

50-409 

P 

THOMPSON.C.F. 

8706190269* 

FOIA 


TOKAR.M. 

8706230209 

27-48 

TAYLOR. J.W. 

8706260315* 

50-409 

Q 

THOMPSON.C.F. 

8706190270* 

FOIA 


TOKUNAGA.T.K. 

8706030120 

NUREG 

TAYLOR, J.W, 

8706290021 

50-409 

P 

THOMPSON.C.F, 

8706220297* 

FOIA 


TOLSCH.R.E. 

8706080258 

PR 

TAYLOR, L. A. 

8706030100 

50-368 

S 

THOMPSON.C.F. 

8706220493* 

FOIA 


TOMAN, GJ. 

8706030204 

NUREG 

TAYLOR, L, A. 

8706090084 

50-368 

S 

THOMPSON.C.F. 

8706240099* 

FOIA 


TOMASEK,J. 

8706110041 

PR 

TAYLOR.LA. 

8706250263 

50-368 

S 

THOMPSON.C.F. 

8706240161* 

FOIA 


TOMICH.R. 

8706080209 

PR 

TAYLOR, LF. 

8706010118 

PR 


THOMPSON.C.F. 

8706240245* 

FOIA 


TOMiTZ.M. 

8706010118 

PR 

TAYLOR, M- 

8706100011 

l&E 


THOMPSON.C.F. 

8706240267* 

FOIA 


TOMLISON.W.F. 

8706260410 

PR 

TAYLOR.M. 

8706250565 

PR 


THOMPSON.C.F, 

8706250039* 

FOIA 


TOMPKINS, BA. 

8706020141 

50-289 G 

TAYLOR, M.E. 

8706160040 

50-483 

S 

THOMPSON.C.F. 

8706250057* 

FOIA 


TONGUE, T. 

0706090201 

50-456 S 

TAYLOR.M.J. 

8706040339* 

70-168 


THOMPSON.C.F. 

8706250091* 

FOIA 


TOOHEY.NJ. 

8706250577 

PR 

TAYLOR, P. 

8706250570 

PR 


THOMPSON.C.F. 

8706250176* 

FOIA 


TOOMIRE, P.E. 

8706090127 

PR 

TAYLOR.P.E. 

8706080135 

50-387 

F 

THOMPSON.C.F, 

8706250186* 

FOIA 


TOPPi.R.T. 

8706080265 

PR 

TAYLOR,R.G. 

8706050075* 

50-498 

Q 

THOMPSON.C.F. 

8706250202* 

FOIA 


TORGE.T. 

8706250602 

PR 

TAYLOR.R.G. 

8706170245* 

50-498 

Q 

THOMPSON.C.F. 

8706250226* 

FOIA 


TORNINCASO.F. 

8706250577 

PR 

TAYLOR, R.G. 

8706190357* 

50-498 

Q 

THOMPSON.C.F. 

8706250354* 

FOIA 


TORRE.J, 

8706220473 

50-413 J 



410 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

TORRE, J.G. 

8706010334 

50-413 

S 

TORRE.J.G. 

8706050329 

50-413 

S 

TORRE, J.G. 

8706150187 

50-414 

S 

TORRE,J.G. 

8706170370 

50-414 

S 

TORRE.J.G. 

8706170372 

50-414 

S 

TORRE.J.G. 

8706230025* 

50-413 

S 

TORRILLO.B. 

8706080215 

PR 


TORTORA.F. 

8706260410 

PR 


TOSTE.A.P 

8706160721* 

FOIA 


TOTH.A.D. 

8706230146* 

50-508 

Q 

TOTO.I. 

8706250573 

PR 


TOURIGNY.E.G. 

8706010366 

50-335 

P 

TOURIGNY.E.G. 

8706040044 

50-389 

P 

TOURIGNY.E.G. 

8706050068 

50-335 

P 

TOURIGNY.E.G. 

8706120094 

50-335 

P 

TOURIGNY.E.G. 

8706120197 

50-389 

P 

TOURIGNY.E.G. 

8706120206 

50-389 

P 

TOURIGNY.E.G. 

8706160421 

50-335 

P 

TOURIGNY.E.G. 

8706220012 

50-389 

P 

TOURIGNY.E.G. 

8706220125 

50-335 

P 

TOURIGNY.EG. 

8706300144 

50-389 

P 

TOWELL,M.£. 

8706090127 

PR 


TOWLER.D.M. 

8706100441 

PR 


TOWNSEND.T.C. 

8706250602 

PR 


TOWNSEND, W.G. 

8706260409 

PR 


TOY.H.L. 

8706030084 

70-8 


TOY.H.L 

8706030454 

70-8 


TOY.P. 

8706250151* 

50-322 

G 

TRACY.A. 

8706100443 

PR 


TRAGER.E.A. 

8706230058* 

ORG 


TRAMMELL, C.M. 

8706010079 

50-323 

P 

TRAMMELL, C.M. 

8706010091* 

50-323 

P 

TRAMMELL, C.M. 

8706010217 

50-275 

T 

TRAMMELL.C.M. 

8706010284 

50-275 

P 

TRAMMELL.C.M. 

8706020207 

50-275 

P 

TRAMMELL, C.M. 

8706040029 

50-275 

P 

TRAMMELL.C.M. 

8706040210 

50-275 

Q 

TRAMMELL, C.M. 

8706120081 

50-275 

T 

TRAMMELL.C.M. 

8706120177 

50-254 

P 

TRAMMELL.C.M. 

8706150179 

50-275 

P 

TRAMMELL.C.M. 

8706180101 

50-275 

P 

TRAMMELL, C.M. 

8706180197 

50-323 

P 

TRAMONTANO.E. 

8706080263 

PR 


TRANEN.J.D. 

8706250575 

PR 


TRASK.W.T. 

8706170139* 

40-6563 


TRASK.W.T. 

8706170144* 

40-6563 


TRAUBE.M. 

8706250577 

PR 


TRAVERS.W.D. 

8706040128 

50-320 

P 

TRAVERS.W.D. 

8706100346 

50-320 

R 

TRAVERS.W.D. 

8706110395 

50-320 

Q 

YD/iycrpC w D 

8706120137 

50-320 

R 

TRAVEPS.wVd' 

8706180305 

50-320 

P 

■■RAVEF.S..V.D 

8706180488 

50-320 

R 

■=AVEFS..V..D. 

8706260145 

50-320 

R 

“FEAD'w.A^'.W 1. 

8706260412 

PR 


TREAN.B. 

8706080278 

PR 


TREICHEL.G.L 

8706250588 

PR 


TREMALLO.M. 

8706260409 

PR 


TREMBLAY,M.A. 

8706100186 

PR 


TREURY.K. 

8706110041 

PR 


TPEVORS.G.A 

8706240341 

50-298 

Q 

FFEVDRS.G.A. 

8706010429 

50-298 

J 

TEVOFS G.A. 

8706020221 

50-298 

J 

-FEVDFSG.A. 

8706030374 

60-298 

P 

TPEVGFS.G.A 

8706040197 

50-298 

F 

TREVORS.G.A. 

8706050212 

50-298 

1 

TREVORS.G.A. 

8706120334 

50-298 

F 

TREVORS.G.A. 

8706160247 

50-298 

P 

TREVORS.G.A. 

8706190264 

50-298 

F 

TREVORS.G.A. 

8706230332 

50-298 

Q 

TP'SBLE.J.F 

8706230142* 

50-29 

P 

■IP ”3LE.J.E. 

8706230157* 

50-29 

P 

'1 P FU.NAD.M.D. 

8706120163 

NUREG 


■^RT-U.NAD.M.D. 

8706120186 

NUREG 


T.P P.A"H!,V.S. 

8706160246* 

WASTE RES 

TRIPP.L 

8706300273 

50-309 

S 

TRIPP, LE. 

8706050228* 

50-334 

Q 

TRIPP.LE. 

8706110464 

50-309 

O 

TRIPP, L.E. 

8706120012* 

50-317 

Q 

TRIPP.LE. 

8706120254 

50-309 

Q 

TRIPP, LE. 

8706300023 

50-334 

P 

TRIPP.LE. 

8706300302* 

50-412 

Q 

TRIPP.LE. 

8706300316* 

50-334 

Q 

TR1SSLER.E.G. 

8706250575 

PR 


TROBAUGH.S.E. 

8706260410 

PR 


TROIANO.L 

8706250577 

PR 


TROJANOWSKI.R. 

8706250300 

70-1151 


TROJOVSKY.M. 

8706080036* 

50-412 

A 


AUTHOR 

ACCESSION 

SUBJECT 

TROJOVSKY.M. 

NUMBER 

8706080036* 

CATEGORY 

50-412 A 

TROSTEN.LM. 

TROSTEN.LM. 

TROSTEN.LM. 

TROUP.G. 

TRUDE.J.G. 

TRUHON.F.D. 

TRUMM.P. 

TRUMP.E.R. 

TRUMP, E.R. 

TSAO.L. 

TUCCINARDI.T. 

8706020078 

8706020078 

8706300757 

8706250300 

8706100468 

8706250577 

8706250673 

8706080184 

8706080231 

8706030120 

8706190238* 

XPORTLIC 

XPORTLIC 

FOIA 

70-1151 

PR 

PR 

PR 

PR 

PR 

NUREG 

50-247 

Q 

TUCCINARDI.T.E. 

8706080081* 

50-247 

Q 

TUCKER.H.B. 

8703300659 

50-269 

F 

TUCKER.H.B. 

8706010059 

50-269 

Q 

TUCKER.H.B. 

8706010070 

50-369 

P 

TUCKER.H.B. 

8706010102 

50-369 

P 

TUCKER.H.B. 

8706010140 

50-413 

F 

TUCKER.H.B. 

8706010334 

50-413 

S 

TUCKER.H.B. 

8706010371 

50-269 

P 

TUCKER.H.B. 

8706040012 

50-413 

F 

TUCKER.H.B. 

8706040108 

50-369 

P 

TUCKER.H.B. 

8706040186 

50-369 

Q 

TUCKER.H.B. 

8706040279 

50-369 

Q 

TUCKER.H.B. 

8706040320 

50-369 

Q 

TUCKER.H.B. 

8706050248 

50-369 

P 

TUCKER.H.B. 

8706050338 

50-269 

S 

TUCKER.H.B. 

8706050344 

50-287 

S 

TUCKER.H.B. 

8706080068 

50-287 

S 

TUCKER.H.B. 

8706090311 

50-369 

S 

TUCKER.H.B. 

8706090324 

50-369 

P 

TUCKER.H.B. 

8706090417 

50-370 

S 

TUCKER.H.B. 

8706100038 

50-369 

P 

TUCKER.H.B. 

8706100263 

50-269 

P 

TUCKER.H.B. 

8706100344 

50-413 

Q 

TUCKER.H.B. 

8706120020 

50-269 

P 

TUCKER.H.B. 

8706120149 

50-269 

F 

TUCKER.H.B. 

8706150187 

50-414 

S 

TUCKER.H.B. 

8706160230 

50-269 

Q 

TUCKER.H.B. 

8706170071 

50-413 

P 

TUCKER.H.B. 

8706170191 

50-413 

P 

TUCKER.H.B. 

8706170370 

50-414 

S 

TUCKER.H.B. 

8706170372 

50-414 

S 

TUCKER.H.B. 

8706170378 

50-413 

P 

TUCKER.H.B. 

8706170456 

50-269 

P 

TUCKER.H.B. 

8706170520 

50-413 

P 

TUCKER.H.B. 

8706180120 

50-269 

P 

TUCKER.H.B. 

8706180490 

50-413 

P 

TUCKER.H.B. 

8706190184 

50-269 

R 

TUCKER.H.B. 

8706190200 

50-369 

R 

TUCKER.H.B. 

8706190356 

50-413 

P 

TUCKER.H.B. 

8706190363 

50-269 

P 

TUCKER.H.B. 

8706190364 

50-370 

P 

TUCKER.H.B. 

8706220013 

50-413 

R 

TUCKER.H.B. 

8706220377 

50-369 

P 

TUCKER.H.B. 

8706220473 

50-413 

S 

TUCKER.H.B. 

8706230355 

50-413 

Q 

TUCKER.H.B. 

8706230382 

50-370 

Q 

TUCKER.H.B. 

8706230390 

50-413 

S 

TUCKER.H.B. 

8706230445 

50-413 

P 

TUCKER.H.B. 

8706230485 

50-369 

S 

TUCKER.H.B. 

8706240144 

50-413 

P 

TUCKER.H.B. 

8706250136 

50-369 

P 

TUCKER, H.B. 

8706260322 

50-414 

S 

TUCKER.H.B. 

8706300269 

60-413 

P 

TUCKER.H.B. 

8706300307 

50-414 

P 

TUCKER.H.B. 

8706300348 

50-413 

P 

TUCKER, J.S. 
TUCKER.LB. 
TUCKMAN,M.J. 

8706240408* 

8706090185 

8706120154* 

CONTRACT 

PR 

50-269 

F 

TUCKMAN.M.S. 

8706120191* 

50-269 

F 

TULB.R.C. 

8706110136 

50-254 

F 

TUOHEY.F.I. 

TURBAK.M.S. 

8706260412 

8706010171 

PR 

50-373 

Q 

TURBAK.M.S. 

8706050090 

50-237 

P 

TURBAK.M.S. 

8706090391 * 

50-254 

Q 

TURBAK.M.S. 

8706120180* 

50-254 

P 

TURBAK.M.S. 

8706170431 

50-237 

P 

TURBAK,M.S. 

8706220160 

50-373 

Q 

TURBAK.M.S. 

8706260142 

50-237 

Q 

TURI.W.L 

TURK.S.E. 

8706250570 

8706020092 

PR 

50-443 

G 

TURK.S.E. 

8706020125 

50-443 

G 

TURK.S.E. 

8706090177 

50-443 

G 

TURK.S.E. 

8706160041 

50-443 

G 

TURK.S.E, 

8706240273 

50-443 

G 

TURK.S.E. 

8706250056 

50-443 

G 

TURK.S.E. 

8706250060 

50-443 

G 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


TURK.S.E. 

8706250094 50-443 

G 

TURNER 

8706030394* 50-320 

P 

TURNER.D.W. 

8706150181 50-320 

F 

TURNER.M.L 

8706250577 PR 


TURNER, R.F. 

8706080258 PR 


TURNER.W.J. 

8706100441 PR 


TURSELLENO.D. 

8706250586 PR 


TURSO.R.F. 

8706090213 PR 


TUTHILLR. 

8706080278 PR 


TYRRULL 

8706080209 PR 


TYSON.D.D. 

8706110383 PR 


UDY.A.C. 

8511010320* 50-423 

P 

UDY.A.C. 

8606160036* 50-443 

P 

UDY.A.C. 

8704300244* 50-282 

P 

UDY.A.C. 

8704300244* 50-282 

P 

UDY.A.C. 

8705010070* 50-454 

P 

UDY.A.C. 

8705010070* 50-454 

P 

UDY.A.C. 

8705190128* 50-456 

P 

UDY.A.C. 

8705190128* 50-456 

P 

UDY.A.C. 

8705260111* 50-413 

P 

UDY.A.C. 

8705260111* 50-413 

P 

UDY,A.C. 

8705260122* 50-400 

P 

UDY.A.C. 

8705260122* 50-400 

P 

UDY.A.C. 

8706050351* 50-483 

P 

UDY,A.C. 

8706050351* 50-483 

P 

UDY,A.C. 

8706050356* 50-247 

P 

UDY.A.C. 

8706050356* 50-247 

P 

UDY,A.C. 

8706080020* 50-346 

P 

UDY.A.C. 

8706080020* 50-346 

P 

UDY.A.C. 

8706080022* 50-213 

P 

UDY.A.C. 

8706080022* 50-213 

P 

UDY.A.C. 

8706080070* 50-483 

P 

UDY.A.C. 

8706080070* 50-483 

P 

UDY,A.C. 

8706080111* 50-277 

P 

UDY.A.C. 

8706080111* 50-277 

P 

UDY.A.C. 

8706080137* 50-445 

A 

UDY.A.C. 

8706080137* 50-445 

A 

UDY.A.C. 

8706080148* 50-261 

P 

UDY.A.C. 

8706080148* 50-261 

P 

UDY.A.C. 

8706080153* 50-302 

P 

UDY.A.C. 

87060801 53* 50-302 

P 

UDY.A.C. 

8706080191* 50-298 

P 

UDY.A.C. 

8706080191* 50-298 

P 

UDY.A.C. 

8706080207’ 50-312 

P 

UDY.A.C. 

8706080207* 50-312 

P 

UDY.A.C. 

8706080270* 50-237 

P 

UDY.A.C. 

8706080270* 50-237 

P 

UDY.A.C. 

8706080277* 50-341 

P 

UDY.A.C. 

8706080277* 50-341 

P 

UDY.A.C. 

8706080283* 50-461 

P 

UDY,A.C. 

8706080283* 50-461 

P 

UDY.A.C. 

8706090021 * 50-305 

P 

UDY.A.C. 

8706090021* 50-305 

P 

UDY,A.C. 

8706090212* 50-354 

P 

UDY.A.C. 

8706090212* 50-364 

P 

UDY.A.C. 

8706090237* 50-416 

P 

UDY.A.C. 

8706090237* 50-416 

P 

UDY.A.C. 

8706260144* 50-312 

P 

UDY,A.C. 

8706260144* 50-312 

P 

UDY.A.C. 

8706260161* 50-206 

P 

UDY.A.C. 

8706260161* 50-206 

P 

UDY,A.C. 

8706260163* 50-219 

P 

UDY,A.C. 

8706260163* 50-219 

P 

UDY.A.C. 

8706260166* 50-369 

P 

UDY.A.C. 

8706260166* 50-369 

P 

UDY.A.C. 

8706260194* 50-482 

P 

UDY.A.C. 

8706260194* 50-482 

P 

UDY.A.C. 

8706260203* 50-324 

P 

UDY,A.C. 

8706260203* 50-324 

P 

UDY.A.C. 

8706260229* 50-373 

P 

UDY,A.C. 

8706260229* 60-373 

P 

UDY.A.C. 

8706260260* 50-317 

P 

UDY,A.C. 

8706260260* 50-317 

P 

UDY,A.C, 

8706260268* 50-247 

P 

UDY,A.C. 

8706260268* 50-247 

P 

UDY.A.C. 

8706260272* 50-331 

P 

UDY.A.C. 

8706260272* 50-331 

P 

UDY,A.C, 

8706260280* 50-369 

P 

UDY,A.C. 

8706260280* 50-369 

P 

UDY,A.C. 

8706260296* 50-280 

P 

UDY.A.C. 

8706260296* 50-280 

P 

UDY,A.C. 

8706260314* 50-321 

P 

UDY,A.C. 

8706260314* 60-321 

P 

UDY,A.C. 

8706260365* 50-305 

P 

UDY.A.C. 

8706260365* 50-305 

P 

UDY.A.C. 

8706260380* 50-267 

P 

UDY.A.C. 

8706260380* 50-267 

P 

UDY.A.C. 

8706260406* 50-269 

P 
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AUTHOR 


UDY,A.C. 

UDY.A.C. 

UDY,A.C. 

UDY,A.C. 

UDY.A.C. 

UDY,A.C. 

UDY,A.C. 

UDY,A.C. 

UDY,A.C. 

UDY.A.C. 

UDY.A.C. 

UDY.A.C. 

UDY,A.C. 

UHRIG.R.E. 

ULIE,J. 

ULMER.F.J. 

UMBEL.D. 

UMBEL.D. 
UPDEGRAFF.C.D. 
UPSON, P.B. 

UPTON.J.W. 

UPTON, J.W. 
URBANIK.T. 
URBANIKJ. 
URZUA,A. 

URZUA,A. 

URZUA,A. 

USENZA,R.J. 

USHER.A.S. 

UTLEY.E.E. 

UTNAGE.W.L. 
VACCA.P.C. 
VACCARO.J. 
VALENSON.C. 
VALENTI, C. 

VALENTI, L. 

VALENTI.L.N. 

VALENTINE.G. 

VALLEY.G.E. 

VALTER.P.C. 

VAN BRUNT,E.E. 
VAN BRUNT,E.E. 
VAN DYNE.K.W. 
VAN DYNE.K.W. 

VAN HEUSEN.G. 

VAN HOESEN.C. 
VAN NESS,W.J. 

VAN SCIVER.H.D. 
VAN SCIVER.H.D. 
VAN SCIVER.H.D. 

VAN SCIVER.H.D. 
VAN SCIVER.H.D. 
VAN SCIVER.H.D. 
VAN SCIVER.H.D. 
VAN SCIVER,H.D. 

VAN SCIVER,H.D. 
VAN SLYKE.G. 

VAN ZANTEN.H. 
VANDENBERG.D. 
VANDER BORGH.S. 

VANDERBEEK.D.J. 

VANDERBEEK.R. 

VANDERBEEK.R. 

VANDERBEEK.R. 

VANDERBEEK.R. 

VANDERBEEK,R. 

VANDERBEEK,R. 

VANDERBEEK.R. 

VANDERBEEK,R. 

VANDERBEEK.R. 

VANDERBEEK.R. 

VANDERBEEK.R. 

VANDERBEEK,R. 

VANDERBEEK,R. 

VANDERBEEK,R. 

VANDERBEEK.R. 

VANDERBEEK.R. 

VANDERBEEK.R. 

VANDERBEEK.R. 

VANDERBEEK,R. 

VANDERBEEK.R. 

VANDERBEEK.R. 

VANDERBEEK,R. 

VANDERBEEK.R. 

VANDERBEEK.R, 

VANDERBEEK,R. 

VANDERNIET.C.L. 

VANDOORN.P.K. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

NUMBER 

CATEGORY 


NUMBER 

8706260406* 

50-269 

P 

VANDUSEM.L. 

8706080257 

8706260408* 

50-528 

P 

VANELLA.A. 

8706100468 

8706260408* 

50-528 

P 

VANHARKEN.D. 

8706080215 

8706300177* 

50-352 

P 

VANKESSEL,H. 

8706040226* 

8706300177* 

50-352 

P 

VANKESSEL.H. 

8706040241 * 

8706300184* 

50-254 

P 

VANKESSEL.H.F. 

8706100367* 

8706300184* 

50-254 

P 

VANOSTRAND.C. 

8706250565 

8706300240* 

50-220 

P 

VARAKLIS.T. 

8706160208 

8706300240* 

50-220 

P 

VARAKLIS.T. 

8706160227* 

8706300691 * 

50-255 

P 

VARQA.S. 

8706250577 

8706300691 * 

50-255 

P 

VARGA.S.A. 

8706020033* 

8706300877* 

50-286 

P 

VARGA, S.A. 

8706100354 

8706300877* 

50-286 

P 

VARGA.S.A. 

8706120095 

8706190279* 

50-250 

P 

VARGA, S.A. 

8706120317 

8706160611* 

50-305 

Q 

VARGA.S.A. 

8706160642* 

8706160426 

50-344 

R 

VARGA.S.A. 

8706220237 

8706090154 

CONTRACT 


VARLEY.A. 

8706100144* 

8706090272 

CONTRACT 


VASSO.J.C. 

8706250577 

8706030141* 

WASTE RES 

VAUGHAN.R.C. 

8706120253* 

87060901 34 

PR 


VAUGHN.G.E. 

8706150222 

8706100477* 

50-255 

V 

VAUGHN.G.E. 

8706160343 

8706110144* 

50-255 

V 

VAUGHN.G.E. 

8706170359 

8706020213* 

50-322 

G 

VAUGHN.G.E. 

8706170363 

8706020213* 

50-322 

G 

VAUGHN.G.E. 

8706170496 

8706100062* 

50-245 

P 

VAUGHN.G.E. 

8706260162 

8706100064* 

50-245 

P 

VAUGHN.W.A. 

8706300392 

8706100069* 

50-245 

P 

VAZZANA.M. 

8706110203 

8706100468 

PR 


VEECH.R. 

8706080209 

8706100066 

PR 


VEILLETTE.R.E. 

8706260412 

8706110383 

PR 


VENTURA.E.G. 

8706110203 

8706220240* 

40-6563 

- 

VERA.C. 

870626041 1 

8003120259* 

FOIA 


VERCELLOWE.J. 

8706080278 

8706080263 

PR 


VERITY.J.L. 

8706090167 

8706100468 

PR 


VERMA.T. 

8706160399 

8706250602 

PR 


VERNETSON.W.G. 

8704010089 

8706260412 

PR 


VERNETSON.W.G. 

8704010096* 

8706260346* 

50-498 

A 

VERNETSON.W.G. 

8706110401 

8706010118 

PR 


VERNETSON.W.G. 

8706170132 

8706080194 

PR 


VERNETSON.W.G. 

8706170230 

8706250602 

PR 


VERNETSON.W.G. 

8706170252* 

8706260341 

50-528 

Q 

VERNI.G. 

8706250577 

8706300067 

50-529 

Q 

VERRELLI.D.M. 

8706010395 

8706030307* 

50-250 

Q 

VERRELLl.D.M. 

8706020002 

8706250254* 

50-250 

Q 

VERRELLI.D.M. 

8706120251 

8706250570 

PR 


VERRELLI.D.M. 

8706120276 

8706250602 

PR 


VERRELLI.D.M. 

8706170005 

8706250614* 

50-322 

G 

VERRELLI.D.M. 

8706170006 

8706220371 * 

FOIA 


VERRELLI.D.M. 

8706250281 

8706220376* 

FOIA 


VERRELLI.D.M. 

8706250287* 

8706220399* 

FOIA 


VERRELLI.D.M. 

8706250326 

8706220417* 

FOIA 


VESPE.V.C. 

8706180466* 

8706220449* 

FOIA 


VESPE.V.C. 

8706190029* 

8706220486* 

FOIA 


VICE.D.A. 

8706260410 

8706220512* 

FOIA 


VICK.D. 

8706250586 

8706230033* 

FOIA 


VIETEN.M.J. 

8706110434 

8706230060* 

FOIA 


VIETEN.M.J. 

8706110473 

8706080215 

PR 


VIEm-COOK,A. 

8705180388* 

8706110112 

PR 


VIGNONA.M. 

8706080209 

8706150055 

50-255 

R 

VILEZ.L. 

8706250577 

8706080209 

PR 


VINYARD.H.T. 

8706160694 

8706250588 

PR 


VIOLA.A. 

8706250579* 

8604210357* 

50-424 

P 

VIRGILIO.M.J. 

8706020239* 

8704280672* 

50-309 

P 

VIRGILIO.M.J. 

8706100442* 

8704280672* 

50-309 

P 

VIRGILIO.M.J. 

8706250003 

8706040365* 

50-338 

P 

VIRGILIO.M.J. 

8706250004* 

8706040365* 

50-338 

P 

VIRGILIO.M.J. 

8706250564 

8706050149* 

50-312 

P 

VIROSTEK,C. 

8706040006 

8706050149* 

50-312 

P 

VIROSTEK,C. 

8706160593 

8706050225* 

50-285 , 

P 

VIROSTEK,C. 

8706160730 

8706050225* 

50-285 

P 

VIROSTEK.C. 

8706170018 

8706050267* 

50-382 

P 

VIROSTEK.C. 

8706220119 

8706050267* 

50-382 

P 

VISLOCKY,G.A. 

8706080178 

8706080007* 

50-255 

P 

VISME.J. 

8706250577 

8706080007* 

50-255 

P 

VISSING.G.S. 

8706220437 

8706080115* 

50-315 

P 

VISSING.G.S. 

8706250020 


SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


CATEGORY 


NUMBER 

CATEGORY 

PR 


VOELCKER.E. 

8706080286 

PR 


PR 


VOGLER.B.H. 

8706100146 

50-275 

T 

PR 


VOGLER.D.J. 

8706080263 

PR 


50-412 

Q 

VOIGHT.B. 

8706220324 

WASTE MGT 

50-412 

Q 

VOIGT.H.H. 

8706030296 

50-320 

G 

50-412 

Q 

VOIGT.H.H. 

8706030296 

50-320 

G 

PR 


VOIGT.H.H. 

8706250144 

50-320 

G 

71-420 


VOIGT.H.H. 

8706250144 

50-320 

G 

71-420 


VOLZA,P. 

8706050096 

50-220 

F 

PR 


VOLZA.P. 

8706050157 

50-410 

F 

50-29 

P 

VON DAMM.K.L 

8706160265* 

WASTE RES 

50-261 

P 

VON SCHACK.W.W. 

8706120101* 

50-412 

I 

50-412 

P 

VONSALZEN.R, 

8706100468 

PR 


50-29 

P 

VOSS.T.J. 

8706030251* 

50-395 

P 

50-354 

P 

WACHENDORF.B.C. 

8706100397 

PR 


50-424 

P 

WADE.C. 

8706080209 

PR 


STATE PRO G 

WADE.K.K. 

8706260410 

PR 


PR 


WADE.L. 

8706170460* 

FOIA 


PROJ 


WADE.L. 

8706170509* 

FOIA 


50-498 

A 

WADE.L. 

8706170540* 

FOIA 


50-498 

Q 

WADE.L. 

8706220091’ 

FOIA 


50-498 

A 

WADE,L. 

8706220130* 

FOIA 


50-498 

Q 

WAECHTER.T.M. 

8706250588 

PR 


50-498 

Q 

WAGER.V.B. 

8706300455 

50-250 

S 

50-498 

Q 

WAGNER, D.H. 

8706050081 

50-266 

P 

CONTRACT 


WAGNER.J.V. 

8706250588 

PR 


PR 


WAGNER.K.A. 

8706110203 

PR 


PR 


WAGNER.M.E. 

8706190092 

50-498 

G 

PR 


WAGNER.P.C. 

8706010302* 

50-445 

Q 

PR 


WAGNER.P.C. 

8706090070* 

50-445 

Q 

PR 


WAGNER.P.C. 

8706300248* 

50-445 

Q 

PR 


WAGNER.W. 

8706080108* 

50-312 

Q 

PR 


WAGNER.W. 

8706240167 

50-530 

S 

WASTE MGT 

WAGNER.W.J. 

8706050094* 

50-344 

Q 

50-83 

P 

WAGNER.W.J. 

8706050258* 

60-397 

Q 

50-83 

P 

WAGNER.W.J. 

8706260065* 

50-397 

Q 

50-83 

K 

WAGONER, J.W. 

8706040162 

40-8610 


50-83 

Q 

WAITE.R.T. 

8706250588 

PR 


50-83 

P 

WAKELIN.S. 

8706250602 

PR 


50-83 

P 

WALCER.J. 

8706100443 

PR 


PR 


WALDEYER.J.T. 

8706110249* 

CONTRACT 

50-400 

Q 

WALDO. J.P. 

8706090127 

PR 


50-416 

Q 

WALDRON.S.A. 

8706090134 

PR 


50-324 

Q 

WALISH.R.C. 

8706100443 

PR 


50-400 

Q 

WALKER.D. 

8706220028* 

FOIA 


50-324 

Q 

WALKER.D.I. 

8706190259* 

FOIA 


50-261 

Q 

WALKER.D.I. 

8706190322* 

FOIA 


50-395 

Q 

WALKER.D.I. 

8706220006* 

FOIA 


50-395 

Q 

WALKER.D.I. 

8706220036* 

FOIA 


50-400 

Q 

WALKER.D.I. 

8706220046* 

FOIA 


FOIA 


WALKER.D.I. 

8706220003* 

FOIA 


FOIA 


WALKER.H.A. 

8706090041* 

50-255 

Q 

PR 


WALKER.I.R. 

8706250554* 

FOIA 


PR 


WALKER.J. 

8706250586 

PR 


50-3 

J 

WALKER, J.L 

8706100468 

PR 


50-286 

J 

WALKER.J.R. 

8706220315 

50-327 

F 

50-445 

A 

WALKER.R.D. 

8706100182* 

50-414 

P 

PR 


WALKER,!. 

8706250588 

PR 


PR 


WALKER,W.J. 

8706230031* 

FOIA 


50-374 

S 

WALLACE.ED. 

8706240426* 

50-317 

G 

PR 


WALLACE.M.J. 

8706020041 * 

50-456 

G 

50-331 

P 

WALLACE, R.D. 

8706100186 

PR 


50-440 

P 

WALLEN, C.L 

8706160588 

50-387 

c 

50-440 

P 

WALLEN.C.L. 

8706230469 

50-387 

c 

50-440 

P 

WALLEN, C.L 

8706230504 

50-387 

< 

50-409 

P 

WALLER.W.K. 

8706030046 

27-48 


70-135 


WALLER.W.K. 

8706180349 

27-48 


70-135 


WALLIN, G.A. 

8706160481 

50-271 

F 

70-135 


WALLING.B. 

8706090167 

PR 


70-135 


WALSH, D. 

8706100140 

PR 


70-135 


WALSH,J. 

8706250573 

PR 


PR 


WALSH, J.A. 

8706100443 

PR 


PR 


WALSH, LW. 

8706080235 

PR 


PROJ 


WALSH.P. 

8706250570 

PR 


50-397 

P 

WALT.B.K. 

8706250586 

PR 



8706080115* 

8706080133* 

8706080133* 

8706260083* 

8706260083* 


50-315 P 

50-280 P 

50-280 P 

50-413 P 

50-413 P 


VITALE, J.P. 
VITALE, P. 
VITALE.P. 
VITALE, P, 
VITALE.P. 


8706250588 

8706030038 

8706030209 

8706080006 

8706080052 


PR 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


WALTER.C.E. 
WALTER, E.H. 
WALTER.H. 
WALTERMIRE,R.L 
WALTERS, A.R. 


8706090127 PR 
8706250565 PR 
8706080231 PR 
87061 00359 PR 
8706260412 PR 


8706260129* 

50-395 

P 

VITALE.P. 

8706260129* 

50-395 

P 

VITALE.P. 

8706260196* 

50-324 

P 

VITALE.P. 

8706260196* 

50-324 

P 

VITALE.P. 

8706260243* 

50-341 

P 

VITALE.P. 


8706120134 

8706240315 

8706250206 

8706250344 

8706250430 


CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


WALTERS, E.L 
WALTMAN.LT. 
WALTON.G.A. 
WALTON.G.A. 
WANDERER, P. 


8706260409 PR 

8706260412 PR 

8706010357 * 50-390 Q 

8706160643 * 50-390 Q 

8706250498* 50-322 G 


8706260243* 

8706260062* 

8706250289* 


50-341 P 
50-280 Q 
50-413 Q 


VITALE.P.A. 

VO.T.V. 

VOCl.N.J. 


8706150107 CONTRACT 
8706150009 NUREG 
8706100359 PR 


WANG,J.C. 

WANZOR,A.E. 

WANZOR,J.S. 


8706010280* FOIA 
8706080265 PR 
8706090213 PR 
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WARD.C. 

8706230241* 

50-395 

R 

WARD.C. 

8706260412 

PR 


WARD.D. 

8706190380* 

50-254 

Q 

WARD.D. 

8706250602 

PR 


WARD.E.A. 

8706080215 

PR 


WARD.G.N, 

8706030196 

50-316 

P 

WARD.G.N. 

8706120117 

TOPREP 


WARD.G.N. 

8706170229 

50-416 

P 

WARD.G.N. 

8706170471 

TOPREP 


WARD.G.N. 

8706180271 

TOPREP 


WARD.J.J. 

8706190358* 

FOIA 


WARD.J.J. 

8706250570 

PR 


WARD.K.D. 

8706100077* 

50-457 

Q 

WARD.K.D. 

8706170494* 

50-266 

Q 

WARD.O.W. 

8706090105 

FOIA 


WARD.T.J. 

8706220271* 

FOIA 


WARD.T.J. 

8706220282* 

FOIA 


WARD.T.J. 

8706220306* 

FOIA 


WARD.T.J. 

8706220331* 

FOIA 


WARD.T.J. 

8706220361 * 

FOIA 


WARD.T.J. 

8706230435* 

FOIA 


WARD.T.J. 

8706230481 * 

FOIA 


WARD.T.J. 

8706240050* 

FOIA 


WARD.T.J. 

8706240056* 

FOIA 


WAREMBOURG.D.W. 

8706030288 

50-267 

F 

WAREMBOURG.D.W. 

8706230065 

50-267 

P 

WARNE.C. 

8706190069 

50-346 

G 

WARNER.D.E. 

8706190268* 

FOIA 


WARNER.W.S. 

8706110383 

PR 


WARNICK.R.F. 

8706230507 

50-445 

Q 

WARNICK.R.F. 

8706240225 

50-445 

Q 

WARNICK.R.F. 

8706240399 

50-445 

Q 

WARNICK.R.F. 

8706250325* 

50-329 

Q 

WARNKE.G.H. 

8706100397 

PR 


WARNOCK.M.D. 

8706010031 

PR 


WARNOCK.P.B. 

8706260410 

PR 


WASER.M. 

8706250577 

PR 


WASHER.P.R. 

8706230392* 

50-259 

P 

WASHINGTON.S.L. 

8706050170 

50-397 

S 

WASHINGTON, S.L. 

8706090280 

50-397 

S 

WASHINGTON.S.L 

8706190065 

50-397 

s 

WASKO.M. 

8706080209 

PR 


WASNETT.F. 

8706090127 

PR 


WASSERMAN,A. 

8706100468 

PR 


WASTCOAT.J.W. 

8706080231 

PR 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


WEDDINGTON.R.E. 

8706030025* 

50-250 

Q 

WEDDINGTON.R.E. 

8706220492* 

70-143 


WEDDINGTON.R.E. 

8706300837* 

50-424 

Q 

WEEKS, R.E. 

8706250001 

WASTE MGT 

WEHNER.D.S. 

8706250575 

PR 


WEIDEMAN.D.G. 

8706120228 

l&E 


WEIL.C.H. 

8706250290* 

50-329 

Q 

WEIL.C.H. 

8706250432* 

50-329 

Q 

WEIL.C.H. 

8706250455* 

50-329 

Q 

WEINSTEIN.J. 

8706260410 

PR 


WEINSTEIN.T. 

8706250573 

PR 


WEIR.D. 

8706100441 

PR 


WEIR.P.J. 

8706250570 

PR 


WEISELBERG.L. 

8706100066 

PR 


WEISMAN.R. 

8706300481 

50-352 

G 

WEISMAN.R.M. 

8706020069 

27-39 


WEISMAN.R.M. 

8706020081 

40-2061 


WEISMAN.R.M. 

8706100129 

27-39 


WEISMAN.R.M. 

8706100167 

40-2061 


WEISMAN.R.M. 

8706100171 

27-39 


WEISMAN.R.M. 

8706250036 

50-352 

G 

WEISMAN.R.M. 

8706250103 

50-352 

G 

WEISMAN.R.M. 

8706300510* 

50-352 

G 

WEISS.A.J. 

8706120037 

NUREG 


WEISS.B.H. 

8706100137 

50-322 

T 

WEISS, B.H. 

8706160124 

50-322 

T 

WEISS.D. 

8706220144* 

40-233 


WEISS.E.R. 

8706080265 

PR 


WEISS.E.R. 

8706190078 

50-271 

G 

WEISS.E.R. 

8706190078 

50-271 

G 

WEISS.E.R. 

8706190090 

50-269 

G 

WEISS.E.R. 

8706190105* 

50-269 

G 

WEISS.E.R. 

8706260133 

50-271 

G 

WEISS.E.R. 

8706250133 

50-271 

G 

WEISS.E.R. 

8706250194 

50-271 

G 

WEISS.E.R. 

8706250194 

50-271 

G 

WEISS.E.R. 

8706300501 

50-271 

G 

WEISS.E.R. 

8706300501 

50-271 

G 

WEISS.E.R. 

8706300505 

50-271 

G 

WEISS.E.R. 

8706300523 

50-271 

G 

WEISS.M. 

8706250568 

PR 


WEISSMAN.A. 

8706260410 

PR 


WEITZEL.W.G. 

8706080184 

PR 


WEITZMAN.E. 

8706080258 

PR 


WELCH.D.F. 

8706080231 

PR 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


WENZINGER.E.C. 

8706110284 

50-225 

Q 

WENZINGER.E.C. 

8706110286 

50-20 

Q 

WENZINGER.E.C. 

8706110318 

50-193 

P 

WENZINGER.E.C. 

8706110322 

50-423 

Q 

WENZINGER.E.C. 

8706110331 

50-317 

V 

WENZINGER.E.C. 

87061 10448 

50-199 

Q 

WENZINGER.E.C. 

87061 20006 

50-317 

Q 

WENZINGER.E.C. 

8706120015 

50-29 

V 

WENZINGER.E.C. 

8706120034 

50-336 

Q 

WENZINGER.E.C. 

8706120049 

50-443 

Q 

WENZINGER.E.C. 

87061 70294 

50-166 

Q 

WENZINGER.E.C. 

8706190161 

50-412 

0 

WENZINGER.E.C. 

8706260172 

50-213 

Q 

WENZINGER.E.C. 

8706300289 

50-412 

Q 

WERMAUB.J. 

8706100140 

PR 


WERT.LD. 

8706020237* 

50-269 

Q 

WESSMAN.R. 

8706120203 

50-293 

F 

WESSMAN.R.H. 

8706010231 

50-293 

H 

WESSMAN.R.H. 

8706020014 

50-293 

P 

WESSMAN.R.H. 

8706050020 

50-293 

F 

WESSMAN.R. K. 

8706260378 

50-293 

P 

WESr.C.E. 

8706170531 

PR 


WESTERBERG.C.C. 

8706160109 

PR 


WESTE.RGAAPD..). 

8706080278 

PR 


WFS’ERMA.N. T P 

8706160562* 

50-313 

Q 

WFSTERN.M.J. 

8706080215 

PR 


vVES”MA.N.M..;. 

8706110041 

PR 


'.VES"CN.M..M 

8706100443 

PR 


WE rMCR-T P.L. 

8706260410 

PR 


WE ■ 1 FRl-'-M iN.M.J 

8706020072 

50-352 

G 

WETTERHAHN.M.J. 

8706020072 

50-352 

G 

WET’FRI-AHN.M.J 

8706020187 

27-39 


WFTt-FHAi lN.M J. 

8706020187 

27-39 


WETTER! i.AHN.M J. 

8706090124 

27-39 


VvFTTERI-.AhN.V.J. 

8706090124 

27-39 


WHALEN.R.J. 

8706030407 

50-249 

S 

WHARTON.R. 

8706040302* 

50-244 

Q 

WHEELER.C.L 

8706050066* 

50-267 

P 

WHEELER.C.L 

8706050066* 

50-267 

P 

WHEELER.J.C. 

8706100441 

PR 


WHICHER.J.M. 

8706260228 

FOIA 


WHIPPLE.S. 

8706220241 

50-29 

R 

WHISTLER.R. 

8706100443 

PR 


WHITE.C.H. 

8706080231 

PR 


WHITE.F.P. 

8706250588 

PR 



WASTLER.S.L 

8706030094 

WASTE RES 

WATERS, D. 

8706190179* 

50-412 

Q 

WATERS.J. 

8706110112 

PR 


WATERS, J.B. 

8706240195* 

50-328 

P 

WATFORD,P.S. 

8706180030 

50-373 

S 

WATSON.A. 

8706100468 

PR 


WATSON,A. 

8706250602 

PR 


WATSON, C. 

8706080263 

PR 


WATSON,J. 

8706250573 

PR 


WATSON.L.J. 

8706150072* 

50-327 

Q 

WATSON.R.A. 

8706010093 

50-400 

Q 

WATSON.R.A. 

8706010367 

50-400 

S 

WATSON.R.A. 

8706030028 

50-400 

R 

WATSON.R.A. 

8706040120 

50-400 

S 

WATSON.R.A. 

8706050252 

50-400 

S 

WATSON.R.A. 

8706050277 

50-400 

F 

WATSON, R. A. 

8706050347 

50-400 

S 

WATSON, R.A. 

8706080090 

50-400 

Q 

WATSON, R.A. 

8706100301 

50-400 

P 

WATSON.R.A. 

8706160215 

50-400 

R 

WATSON,R.A. 

8706160546 

50-400 

S 

WATSON.R.A. 

8706170206 

50-400 

F 

WATSON.R.A. 

8706190133 

50-400 

S 

WATSON.R.A. 

8706250274 

50-400 

P 

WATSON.R.A. 

8706260372 

50-400 

s 

WATTS.W.F. 

8706090086 

PR 


WATTSON.G.B. 

8706100370 

PR 


WEAVER, G.K. 

8706250588 

PR 


WEBB.E-R. 

8706260412 

PR 


WEBB,F. 

8706050203* 

50-354 

p 

WEBB.S. 

8706110294 

PR 


WEBER.M. 

8706110203 

PR 


WEBER.M. 

8706250573 

PR 


WEBER.M.F. 

8706160380 

WASTE 

MGT 

WEBER.M.F. 

8706160399 

WASTE MGT 

WEBER.M.F. 

8706160415 

WASTE MGT 

WEBER.W.E. 

8706080231 

PR 


WEBSTER.B.H. 

8706160260 

71-4986 


WEBSTER,E.W. 

8706300063* 

REVIEW GR P 

WEBSTER, E-W. 

8706300074* 

REVIEW GR P 

WEBSTER, J.B. 

8706250575 

PR 


WEBSTER.V.M. 

8706080278 

PR 


WEDDINGTON.R.E. 

8706010394* 

70-143 



WELCH.J.F. • 

8706160194 

70-1308 


WELD.W.F. 

8706240155* 

COMMISSIO N 

WELD.W.F. 

8706250545* 

40-3392 


WELDON.G.E. 

8706100397 

PR 


WELDON, R. 

8706250602 

PR 


WELLER.LB. 

8706100441 

PR 


WELLS,A.H. 

8706160219 

PROJ 


WELLS.G.P. 

8706010031 

PR 


WELLS.H.W. 

8706260409 

PR 


WELLS.L. 

8706260412 

PR 


WELLS.R.D. 

8706100370 

PR 


WELSHIMER.M.M. 

8706110294 

PR 


WELSTON.A.G. 

8706110041 

PR 


WEN.P. 

8706090063* 

50-412 

Q 

WEN.P. 

8706220011* 

50-412 

Q 

WENGERD.M.R. 

8706220214* 

TOPREP 


WENIG.R. 

8706110112 

PR 


WENNER.T.J. 

8706170369* 

50-313 

P 

WENSELR.G. 

8706120189 

NUREG 


WENSLAESKl.F.A. 

8706080113 

50-528 

Q 

WENSLAWSKf.F.A. 

8706010084 

50-529 

S 

WENSLAWSK1,F.A. 

8706030430 

50-528 

Q 

WENSLAWSKI,F.A. 

8706050240 

50-275 

Q 

WENSUWSKI.F.A. 

8706090408 

50-397 

Q 

WENSUWSKI.RA. 

8706160113 

50-344 

Q 

WENSUWSKI,F.A. 

8706160373 

50-206 

Q 

WENSLAWSKI,F.A. 

8706230248 

50-275 

Q 

WENSLAWSKI,F.A. 

8706230249* 

50-275 

Q 

WENTZELUD. 

8706080184 

PR 


WENZINGER.E. 

8706260369 

50-134 

V 

WENZINGER.E.C. 

8706040198 

50-245 

Q 

WENZINGER.E.C. 

8706040229 

50-166 

Q 

WENZINGER.E.C. 

8706040257 

50-134 

Q 

WENZINGER,E.C. 

8706040270 

50-54 

Q 

WENZINGER.EC. 

8706040289 

50-146 

Q 

WENZINGER.E.C. 

8706050223 

50-334 

Q 

WENZINGER.E.C. 

8706090016 

50-97 

Q 

WENZINGER.E-C. 

8706090067 

50-223 

Q 

WENZ1NGER,E.C. 

8706090146 

50-170 

Q 

WENZINGER.EC. 

8706090203 

50-57 

Q 

WENZINGER.EC. 

8706090207 

50-77 

p 

WENZINGER.EC. 

8706090249 

50-5 

Q 

WENZINGER,E.C. 

8706100117 

50-184 

P 


WHITE.J. 

8706100011 

l&E 


WHITE.J. 

8706220048 

l&E 


WHITE.J.A. 

8706260245* 

50-387 

P 

WHITE, J.A. 

8706260248* 

50-387 

P 

WHITE, J.R. 

8706040332 

70-168 


WHITE, J.R. 

8706040339* 

70-168 


WHITE.M. 

8706260412 

PR 


WHITE.M.D. 

8706050066* 

50-267 

P 

WHITE,M.D. 

8706050066* 

50-267 

P 

WHITE,P. 

8706220023 

50-311 

R 

WHITE.P. 

8706220276 

50-272 

R 

WHITE,R.C. 

8706160109 

PR 


WHITE,R.E. 

8706100443 

PR 


WHITE.S.A. 

8706030461 

50-259 

P 

WHITES.A. 

8706160492 

50-259 

P 

WHITEHEAD.C.M. 

8706250573 

PR 


WHITEHEAD.J.A. 

8706250595* 

40-233 


WHITEHEAD.J.L. 

8706230416 

50-320 

F 

WHITEHEAD.J.R. 

8706250565 

PR 


WHITEHEAD.K. 

8706250570 

PR 


WHITENER.H.L. 

8706020146* 

50-261 

Q 

WHITNEY.J.M. 

8706090127 

PR 


WHITNEY.J.M. 

8706250582 

PR 


WHITNEY.S.D. 

8706090086 

PR 


WHITT.K.W. 

8706240028* 

50-259 

P 

WHITTAKER.W.E. 

8706260409 

PR 


WHITTIER.G.D. 

8706010406 

50-309 

P 

whittifr.g.d 

8706030348 

50-309 

P 

WHiriFR.G.D. 

8706160202 

50-309 

S 

WrMTTirH.G D. 

8706170239 

50-309 

P 

WHITTIER.G.D. 

8706220042 

50-309 

s 

WHITTIER.G.D. 

8706230074 

50-309 

P 

WHITTIER.G.D. 

8706240214 

50-309 

Q 

WHITTIER.G.D. 

8706260343 

50-309 

s 

WHITTIER.R.S. 

8706100443 

PR 


WHYTE.S.P. 

8706250573 

PR 


WICHERS.D.L. 

8706080085 

40-8684 


WICHERS.D.L. 

8706230073 

40-8502 


WICK.EA. 

8706030446 

WASTE RES 


WICK.EA. 

8706030452 

WASTE RES 


WICKES.C. 

8706250599* 

PR 


WICKHAM, R.J. 

8706010032 

PR 


WICKS.M.C. 

8706110203 

PR 
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WIDMAYER.D.A. 

8706160525 

WASTE MGT 

WIDZtCKl.J. 

8706250588 

PR 

WIEDEMAN.D. 

8706030349 

l&E 

WIESEMANN.R.A. 

8704130616* 

50-412 E 

WIESEMANN.R.A. 

8706030260* 

50-498 A 

WIESEMANN.R.A. 

8706120016* 

50-334 P 

WIESEMANN.R.A. 

8706170181* 

50-498 A 

WIESEMANN.R.A. 

8706170320* 

TOPREP 

WIESEMANN.R.A. 

8706220207* 

TOPREP 

WIESEMANN.R.A. 

8706240256* 

50-601 A 

WIESEMANN.R.A. 

8706260175* 

50-305 P 

WIESEMANN.R.A. 

8706300234* 

TOPREP 

WIESMANN.R.A. 

8706190274* 

TOPREP 

WIGGIN.H.H. 

8706090009 

PR 

WIGGINS.E. 

8706010453* 

CONTRACT 

WIGGINS.E. 

8706030052* 

CONTRACT 

WIGGINS.E. 

8706110249* 

CONTRACT 

WIGGINS.E.J. 

8706010241* 

50-445 A 

WIGGINS.E.J. 

8706010335* 

CONTRACT 

WIGGINS.E.J. 

8706030059* 

CONTRACT 

WIGGINS.E.J. 

8706030099* 

CONTRACT 

WIGGINS,E.J. 

8706030202* 

CONTRACT 

WIGGINS.E.J. 

8706030218* 

CONTRACT 

WIGGINS.E.J. 

8706030233* 

CONTRACT 

WIGGINS.E.J. 

8706030270* 

CONTRACT 

WIGGINS.E.J. 

8706050118* 

CONTRACT 

WIGGINS.E.J. 

8706050120* 

CONTRACT 

WIGGINS.E.J. 

8706050121* 

CONTRACT 

WIGGINS.E.J. 

8706050337* 

CONTRACT 

WIGGINS.E.J. 

8706050360* 

CONTRACT 

WIGGINS.E.J. 

8706050363* 

50-259 V 

WIGGINS.E.J. 

8706080013* 

CONTRACT 

WIGGINS.E.J. 

8706080026* 

CONTRACT 

WIGGINS.E.J. 

8706080048* 

CONTRACT 

WIGGINS.E.J. 

8706080055* 

CONTRACT 

WIGGINS.E.J. 

8706080214* 

CONTRACT 

WIGGINS.E.J. 

8706100015* 

CONTRACT 

WIGGINS.EJ. 

8706100024* 

CONTRACT 

WiGGINS.E.J. 

8706120127* 

CONTRACT 

WIGGINS.E.J. 

8706120148* 

CONTRACT 

WIGGINS.E.J. 

8706120152* 

CONTRACT 

WIGGINS, E.J. 

8706120314* 

CONTRACT 

WIGGINS, E.J. 

8706120351* 

CONTRACT 

WIGGINS, E.J. 

8706150043* 

CONTRACT 

WIGGINS,E.J. 

8706150111* 

CONTRACT 

WIGGINS.E,J. 

8706150143* 

CONTRACT 

WIGGINS.E.J. 

8706170055* 

CONTRACT 

WIGGINS.E.J. 

8706170487* 

CONTRACT 

WIGGINS, E.J. 

8706180034* 

CONTRACT 

WIGGINS.E.J. 

8706180476* 

CONTRACT 

WIGGINS.E.J. 

8706220176* 

CONTRACT 

WIGGINS.E.J. 

8706240002* 

CONTRACT 

WIGGINS,E.J. 

8706240005* 

CONTRACT 

WIGGINS, E.J. 

8706240018* 

CONTRACT 

WIGGINS.E.J. 

8706240023* 

CONTRACT 

WIGGINS, E.J. 

8706240024* 

CONTRACT 

WIGGINS.E.J. 

8706240034* 

CONTRACT 

W1GGINS.E.J. 

8706240035* 

CONTRACT 

WIGGINS.EJ. 

8706240038* 

CONTRACT 

WIGGINS.E.J. 

8706240076* 

CONTRACT 

WIGGINS.EJ. 

8706240146* 

CONTRACT 

WIGGINS.EJ. 

8706240175* 

CONTRACT 

WIGGINS.E.J. 

8706240290* 

CONTRACT 

WIGGINS.EJ. 

8706240296* 

CONTRACT 

WIGGINS.EJ. 

8706240311* 

CONTRACT 

WIGGINS.EJ. 

8706240325* 

CONTRACT 

WIGGINS.E.J. 

8706240398* 

CONTRACT 

WiGGINS.E.J. 

8706240406* 

CONTRACT 

WIGGINS.EJ, 

8706250018* 

CONTRACT 

WIGGINS.EJ. 

8706250021* 

CONTRACT 

WIGGINS.EJ. 

8706250213* 

CONTRACT 

WIGGINS.E.J. 

8706250318* 

CONTRACT 

WIGGINS.E.J. 

8706250342* 

CONTRACT 

WIGGINS.EJ. 

8706250352* 

CONTRACT 

WIGGINS.EJ. 

8706250402* 

CONTRACT 

WIGGINS.EJ. 

8706250428* 

CONTRACT 

WIGGINS.EJ. 

8706250433* 

CONTRACT 

WIGGINS.E.J. 

8706250435* 

CONTRACT 

WIGGINS.EJ. 

8706250444* 

CONTRACT 

WIGGINS.E.J. 

8706250463* 

CONTRACT 

WIGGINS.EJ. 

8706250490* 

CONTRACT 

WIGGINS.EJ. 

8706250499* 

CONTRACT 

WIGGINS.EJ. 

8706250555* 

CONTRACT 

WIGGINS.E.J. 

8706260020* 

CONTRACT 

WIGGINS.E.J, 

8706260082* 

CONTRACT 

WIGGINS.EJ. 

8706260342* 

CONTRACT 

WIGGINS.EJ. 

8706260396* 

CONTRACT 

WIGGINS.EJ. 

8706260399* 

CONTRACT 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

WIGGINS.EJ. 

8706260405* 

CONTRACT 


WIGGINS.EJ. 

8706290008* 

CONTRACT 


WIGGINS.EJ. 

8706290024* 

CONTRACT 


WIGGINS.EJ. 

8706300054* 

CONTRACT 


WIGGINS.EJ. 

8706300166* 

CONTRACT 


WIGGINS.EJ. 

8706300202* 

CONTRACT 


WIGGINS.EJ. 

8706300671* 

CONTRACT 


WIGGINSJ. 

8706090267* 

50-293 

Q 

WIGGINS.J. 

8706160598* 

50-293 

Q 

WIGGINSJ.T. 

8706220504* 

50-387 

Q 

WIGGINTON.D.L 

8706010013 

50-315 

P 

WIGGINTON.D.L 

8706010019* 

50-315 

P 

WIGGINTON.D.L 

8706040175* 

50-483 

P 

WIGGINTON.D.L 

8706040337 

50-315 

F 

WIGGINTON.D.L 

8706120150* 

50-315 

P 

WIGGINTON.D.L. 

8706120241 

50-315 

P 

WIGGINTON.D.L. 

8706120362 

50-483 

P 

WIGGINTON.D.L. 

8706150123 

50-315 

P 

WIGGINTON.D.L. 

8706170607 

50-315 

P 

WIGGINTON.D.L. 

8706170608* 

50-315 

P 

WIGGINTON.D.L 

8706190254 

50-315 

P 

WIGGINTON.D.L 

8706220058* 

50-483 

P 

WIGGINTON.D.L. 

8706240358 

50-315 

P 

WIGLEY.LS. 

8706170213* 

50-445 

A 

WILBERT.A. 

8706080215 

PR 


WILBORN.L. 

8706030067* 

40-8027 


WILCOX.D.A. 

8706080263 

PR 


WILDNER.D.E. 

8706100443 

PR 


WILGUS.W.S. 

8706040172 

50-302 

S 

WILGUS.W.S. 

8706040245 

50-302 

F 

WILGUS.W.S, 

8706090074 

50-302 

S 

WILGUS.W.S, 

8706090339 

50-302 

P 

WILGUS.W.S, 

8706220218 

50-302 

P 

WILHEIN.R.O. 

8706110041 

PR 


WILKINSON.B.W, 

87061 70467 

50-294 

S 

WILKINSON.R.F. 

8706100186 

PR 


WILL.F. 

8706080215 

PR 


WILLARD.M, 

8706250570 

PR 


WILLIAM.D.W. 

8706080263 

PR 


WILLIAMS.D.A. 

8706260409 

PR 


WILLIAMS.D.C. 

8706120125 

50-327 

p 

WILLIAMS.D.T. 

8706230319* 

FOIA 


WILLIAMS.G,R. 

8706250570 

PR 


WILLIAMS, H, 

8706290016 

50-277 

S 

WILLIAMS.J. 

8706250586 

PR 


WILLIAMSJ.G. 

8706180422 

50-356 

p 

WILLIAMS.J,G. 

8706180487 

50-151 

p 

WILLIAMS.M, 

8706170444 

50-482 

R 

WILLIAMS.M,G. 

8706030445 

50-482 

S 

WILLIAMS.M.G. 

8706220004 

50-482 

S 

WILLIAMS.N.H. 

8706190120 

50-445 

H 

WILLIAMS.R.A. 

8706170102* 

70-135 


WILLIAMS, R.E. 

8706120148* 

CONTRACT 


WILLIAMS.R.E. 

8706160342 

WASTE RES 

WILLIAMS, R.O. 

8706090295 

50-267 

S 

WILLIAMS.R.O. 

8706110168 

50-267 

F 

WILLIAMS, R.O. 

8706110316 

50-267 

F 

WILLIAMS.R.O. 

8706150234 

50-267 

S 

WILLIAMS.R.O. 

8706160407 

50-267 

F 

WILLIAMS.R.O. 

8706170126 

50-267 

P 

WILLIAMS.R.O. 

8706190328 

50-267 

R 

WILLIAMS.R.O. 

8706230095 

50-267 

P 

WILLIAMS.R.O. 

8706260397 

50-267 

F 

WILLIAMS.R.O. 

8706300714 

50-267 

R 

WILLIAMS.M.G. 

8706100463 

50-482 

S 

WILLIAMSON.D.D. 

8706250500* 

FOIA 


WILLIAMSON, H.E. 

8706260245* 

50-387 

P 

WILLIAMSON.K.Y. 

8706260602 

PR 


WILLIG.S. 

8706100066 

PR 


WILLIS, C.A. 

8706250537 . 

TOPREP 


WILLIS.E. 

8706260412 

PR 


WILLIS.E.W. 

8706090086 

PR 


WILLIS, J.L 

8706170206 

50-400 

F 

WILLSEY.W.B. 

8706260001 

50-352 

R 

WILLSEY.W.B. 

8706260002 

50-352 

R 

WILLSEY.W.B. 

8706260029* 

50-352 

R 

WILLSEY.W.B. 

8706260033* 

50-352 

R 

WILLSEY.W.B. 

8706260282* 

50-352 

R 

WILLSEY.W.B. 

8706260285’ 

50-352 

R 

WILLWERTH.E.J, 

8706080231 

PR 


WILNER.M. 

8706090127 

PR 


WILSON.B. 

8706030307* 

50-250 

Q 

WILSON, B. 

8706100141* 

50-335 

Q 

WILSON.B. 

8706190054* 

FOIA 


WILSON.B, 

8706250254* 

50-250 

Q 

WILSON.B.A. 

8706160673* 

50-302 

Q 

WILSON.C.S. 

8706100465 

PR 


WILSON.D. 

8706100441 

PR 



AUTHOR 


WILSON.J. 
WILSON, J.H. 
WILSON.J.T. 
WILSON.M.K. 
WILSON, M.L 

WILSON, M.P. 
WILSON,P. 
WILSON, R. 
WILSON,R. 
WILSON,R.B. 

WILSON,R.F. 
WILSON.R.W. 
WILSON, R.W. 
WILSON.R.W. 
WILSON.R.W. 

WILSON.S.D. 

WILSON.S.D. 

WILSON.S.D. 

WILSON.W.E. 

WIMMER.P. 

WINCKLER.J. 

WINDSOR.S.S. 

WINK.L.J. 

WINSLOW.T.P. 

WINSLOW.T.P. 

WINSTON.J.E. 

WINTER.G.V. 

WINTER.G.V. 

WINTER.G.V. 

WINTER.G.V. 

WINTER.L 
WINTERS, M. 
WINTERS,R. 
WINTERS,R.W. 
WINTON.M. 

WISEMAN.G.R. 

WISENBERG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 

WISENBURG.M.R. 


ACCESSION 

NUMBER 


8706260409 

8706250120 

8706100186 

8706080265 

8706100397 

8706250575 
8706300431 * 
8706240131* 
8706250602 
8706260412 

8706150239 

8706190057* 

8706240059* 

8706240068* 

8706250319* 

8706040028 

8706100433 

8706240132 

8705260217* 

8706110112 

8706110294 

8706080235 

8706090100* 

8706030219 

8706260055 

8706260410 

8706030024 

8706030071 

8706040018 

8706040038 

8706090134 

8706260412 

8706250250* 

8706110446* 

8706100465 

8706260062* 

8706190381 

8706010190 

8706020202 

8706020258 

8706030250 

8706030380 

8706030389 

8706030391 

8706030410 

8706030416 

8706030423 

8706040277 

8706090261 

8706090331 

8706090377 

8706090384 

8706090396 

8706090422 

8706090424 

8706100048 

8706100081 

8706100087 

8706100120 

8706100143 

8706100156 

8706100193 

8706100226 

8706100297 

8706100417 

8706100455 

8706110115 

8706110306 

8706110439 

8706120067 

8706150225 

8706160017 

8706160540 

8706170212 

8706170261 

8706170337 

8706170395 

8706170429 

8706170435 

8706170470 

8706170478 

8706170485 

8706170490 

8706170571 

8706170581 

8706230362 

8706230426 

8706230471 


SUBJECT 

CATEGORY 

PR 

50-382 P 

PR 

PR 

PR 

PR 

CONTRACT 

FOIA 

PR 

PR 

50-289 p 

FOIA 

FOIA 

FOIA 

FOIA 

50-275 S 

50-323 S 

50-323 S 

50-27 p 

PR 

PR 

PR 

50-410 Q 

70-1113 

70-1113 

PR 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 

PR 

PR 

50-412 Q 

50-219 Q 

PR 

50-280 Q 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 F 

50-498 A 

50-498 F 

50-498 A 

50-498 A 

50-498 F 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 A 

50-498 Q 

50-498 E 

50-498 A 

50-498 A 

50-498 A 

50-498 E 

50-498 A 

50-498 A 

50-498 S 

50-498 A 

50-498 A 

50-498 E 

50-498 A 

50-498 A 

50-498 A 

50-498 F 

50-498 A 

50-498 A 



414 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

WISENBURG.M.R. 

8706230512 

50-498 

A 

WCXODY.C.O. 

8706100375 

50-250 

F 

YOUNG. LD. 

8706010161* 

50-346 

F 

WISENBURG.M.R. 

8706240115 

50-498 

A 

WOODY.C.O. 

8706110445 

50-389 

P 

YOUNG, M. 

8706160442 

WASTE MGT 

WISENBURG.M.R. 

8706260147 

50-498 

A 

WOODY.C.O. 

8706120085 

50-250 

S 

YOUNG, T.E. 

8706080318* 

50-269 

P 

WISENBURG.M.R. 

8706300539 

50-498 

S 

WOODY.C.O. 

8706150180 

50-335 

P 

YOUNGBLOOD.B.J. 

8706010358 

50-425 

A 

WISENBURG.M.R. 

8706300727 

50-498 

J 

WOODY.C.O. 

8706150241 

50-335 

P 

YOUNGBLOOD. B.J. 

8706030440* 

50-321 

P 

WISENBURG.M.R. 

8706300927 

50-498 

A 

WOODY.C.O. 

8706160214 

50-250 

P 

YOUNGBLOOD.B.J. 

8706040193* 

50-414 

P 

WISLOTSKI.M.J. 

8706100397 

PR 


WOODY.C.O. 

8706160457 

50-389 

P 

YOUNGBLOOD.B.J. 

8706050279* 

60-321 

P 

WISNIA,M. 

8706080225 

PR 


WOODY.C.O. 

8706170415 

50-335 

S 

YOUNGBLOOD.B.J. 

8706090090* 

50-413 

P 

WISSEMAN.E.L. 

8706050185* 

50-259 

P 

WOODY.C.O. 

8706170568 

50-250 

F 

YOUNGBLOOD.B.J. 

8706100342* 

50-321 

P 

WISSEMAN.E.L. 

8706050191* 

50-259 

P 

WOODY.C.O. 

8706170592 

50-335 

P 

YOUNGBLOOD.B.J. 

8706100373* 

50-321 

P 

WISSEMAN.E.L. 

8706050194* 

50-259 

P 

WOODY.C.O. 

8706220018 

50-250 

S 

YOUNGBLOOD.B.J. 

8706120143* 

. 50-369 

P 

WISSEMAN.E.L. 

8706050202* 

50-259 

P 

WOODY.C.O. 

8706220032 

50-250 

R 

YOUNGBLOOD.B.J. 

8706120212* 

50-321 

P 

WISSEMAN.E.L. 

8706050207* 

50-269 

P 

WOODY.C.O. 

8706220174 

50-251 

S 

YOUNGBLOOD.B.J. 

8706120223* 

50-321 

P 

WISSEMAN.E.L. 

8706050210* 

50-259 

P 

WOODY.C.O. 

8706230086 

50-335 

p 

YOUNGBLOOD.B.J. 

8706120315* 

50-269 

P 

WISSEMAN.E.L. 

8706050222* 

50-259 

P 

WOODY.C.O. 

8706230191 

50-250 

R 

YOUNGBLOOD.B.J. 

8706170591* 

50-321 

P 

WISSEMAN.E.L 

8706050227* 

50-259 

P 

WOODY.C.O. 

8706230350 

50-250 

Q 

YOUNGBLOOD.B.J. 

8706180355 

50-321 

P 

WISSEMAN.E.L 

8706050232* 

50-259 

P 

WOODY.C.O. 

8706230415 

50-250 

S 

YOUNGBLOOD.B.J. 

8706260250* 

60-369 

P 

WISSEMAN.E.L 

8706050247* 

50-259 

P 

WOODY.C.O. 

8706230431 

50-335 

P 

YOUNGBLOOD.B.J. 

8706260376 

50-321 

Q 

WISSINGER.C. 

8706260410 

PR 


WOODY.C.O. 

8706240124 

50-250 

F 

YOUNGBLOOD.B.J. 

8706260400* 

50-424 

P 

WIST.P.G. 

8706170137 

FOIA 


WOODY.C.O. 

8706250132 

50-250 

S 

YOUNGBLOOD.T.H. 

8706220315 

50-327 

F 

WITHERS.B.D. 

8706030390 

50-482 

E 

WOODY.C.O. 

8706250257 

50-250 

P 

YOUNGMAN.M. 

8706100441 

PR 


WITHERS.B.D. 

8706030413 

60-482 

P 

WOODY.C.O. 

8706260005 

50-251 

S 

YOUNGS, J. 

8706250602 

PR 


WITHERS.B.D. 

8706030445 

50-482 

S 

WOODY.C.O. 

8706260079 

50-250 

Q 

YUAN.C. 

8706260278* 

50-498 

A 

WITHERS.B.D. 

8706100463 

50-482 

S 

WOODY.C.O. 

8706260108 

50-335 

Q 

YUAN.C. 

8706260278* 

50-498 

A 

WITHERS.B.D. 

8706100473 

50-482 

P 

WOODY.C.O. 

8706260146 

50-250 

P 

YUAN.C.Y. 

8706090117* 

50-280 

P 

WITHERS.B.D. 

8706110036 

50-482 

S 

WOODY.C.O. 

8706260344 

50-250 

Q 

YUAN.C.Y. 

8706090117* 

50-280 

P 

WITHERS.B.D. 

8706110160 

60-482 

Q 

WOODY.C.O, 

8706300455 

50-250 

S 

YUAN.C.L. 

8706260300* 

50-445 

A 

WITHERS.B.D. 

8706150091 

50-482 

F 

WOODY.C.O. 

8706300513 

50-250 

P 

YUHAS.G.P. 

8706010084 

50-529 

S 

WITHERS.B.D. 

8706160129 

50-482 

Q 

WOODY.C.O. 

8706300813 

50-389 

S 

YUHAS.G.P. 

8706050103* 

50-344 

Q 

WITHERS.B.D. 

8706160314 

60-482 

Q 

WOODY.C.O. 

8706300862 

50-335 

s 

YUHAS.G.P. 

8706080118* 

50-528 

Q 

WITHERS.B.D. 

8706160424* 

71-598 


WOODY.C.O. 

8706300903 

50-250 

p 

YUHAS.G.P. 

8706090411* 

50-397 

Q 

WITHERS.B.D. 

8706170444 

50-482 

R 

WOODY.C.O. 

8706300910 

50-250 

p 

YUHAS.G.P. 

8706160122* 

50-344 

Q 

WITHERS.B.D. 

8706170446 

50-482 

Q 

WOODY.C.O. 

8706300961 

50-250 

s 

YUHAS.G.P. 

8706160393* 

50-362 

Q 

WITHERS.B.D. 

8706220004 

50-482 

S 

WOODY.C.O. 

8706300968 

50-389 

p 

YUHAS.G.P. 

8706230254* 

50-275 

Q 

WITKOWSKI,H.J. 

8706260412 

PR 


WOODY.C.O. 

8706300996 

50-250 

R 

YUHAS.L 

8706080209 

PR 


WiTT.F.J. 

8706030267* 

50-498 

A 

WOOLAND.J.D. 

8706090335 

50-348 

F 

YUSKO.B. 

8706250577 

PR 


WiTT.RJ. 

8706120030* 

50-334 

P 

WOOLDRIDGE.R.A. 

8706020110 

50-445 

G 

ZABAN.M. 

8706250586 

PR 


WITTE.A.J. 

8706080209 

PR 


WOOLDRIDGE, R.A. 

8706160076 

50-445 

G 

ZACARY, J.P. 

8706110041 

PR 


WnTENBURG,K.C. 

8706290012 

50-374 

S 

WOOLDRIDGE.R.A. 

8706160076 

50-445 

G 

ZAGORSKI.R. 

8706250570 

PR 


WITTRESS.W.M. 

8706090086 

PR 


WOOLDRIDGE.R.A. 

8706190082 

60-445 

G 

ZAHARATOS.V. 

8706250602 

PR 


WOHLD.P.R. 

8706160498* 

50-461 

Q 

WOOLF.C. 

8706250586 

PR 


ZAHNLEUTER.R.J. 

8706020056 

50-322 

G 

WOJNAR.E. 

8706100443 

PR 


WOOLSEY.R.T. 

8706190064* 

FOIA 


ZAHNLEUTER.R.J. 

8706020070 

50-322 

Q 

WOJNAROWSKI.P. 

8706250570 

PR 


WOOLSEY.R.T. 

8706190362* 

FOIA 


ZAHNLEUTER.R.J. 

8706030193 

50-322 

T 

WOLF.A. 

8706250570 

PR 


WOOLSEY.R.T. 

8706220050* 

FOIA 


ZAHNLEUTER.R.J. 

8706100151 

50-322 

G 

WOLF.B. 

8706100441 

PR 


WORONIK,T. 

8706250588 

PR 


ZAHNLEUTER.R.J. 

8706100173 

50-322 

G 

WOLF.B.B. 

8706090134 

PR 


WORSTER.P.M. 

8706100359 

PR 


ZAHNLEUTER.R.J. 

8706250143 

50-322 

G 

WOLF.P.A. 

8706090009 

PR 


WREGE.M. 

8706080231 

PR 


ZAID.J. 

8706250570 

PR 


WOLF.W.F. 

8706260412 

PR 


WRIGHT.C. 

8706010031 

PR 


ZALANTIS.P. 

8706250568 

PR 


WOLFE.B. 

8706110041 

PR 


WRIGHT.D.E. 

8706260082 

50-498 

A 

2ALESNEY.E.J. 

8706080178 

PR 


WOLFE, S.J. 

8706020090 

50-352 

G 

WRIGHT.E.G. 

8706220386* 

40-6563 


ZAPO.V. 

8706250573 

PR 


WOLFE.S.J. 

8706300476 

50-352 

Q 

WRIGHT.F. 

8706250570 

PR 


ZAREMBA.L. 

8706030007 

WASTE RES 

WOLFE.S.J. 

8706300528 

50-320 

G 

WRIGHT,F.N. 

8706160639* 

50-424 

Q 

ZAREMBA.L 

8706160548 

WASTE RES 

WOLFE, S.J. 

8706300529 

50-352 

G 

WRIGHT.G. 

8706240330* 

50-282 

Q 

ZAREMBA.L. 

8706160731 

WASTE RES 

WOLFF,A. 

8706080258 

PR 


WRIGHT, G.C. 

8706030011* 

50-237 

Q 

ZAREMBA.LA. 

8706160556* 

WASTE RES 

WOLFSON.I.N. 

8706010118 

PR 


WRIGHT, G.C. 

8706050298* 

50-483 

Q 

ZAVESKI.H. 

8706110203 

PR 


WOLLENBERG.KA. 

8706030120 

NUREG 


: WRIGHT, G.C. 

8706300983* 

50-237 

Q 

ZAZZARINO.L 

8706250577 

PR 


WOLPE.H. 

8706240360* 

COMMISSION 

WRIGHT.G.M. 

8706250577 

PR 


ZEBRO.S. 

8706260410 

PR 


WONG.H. 

8706050134 

50-313 

Q 

WRIGHT, M. 

8706220264 

50-416 

F 

ZECH.G.G. 

8706010345 

50-390 

Q 

WONG.H. 

8706160077 

50-313 

Q 

WRIGHT.P. 

8706260409 

PR 


ZECH.G.G. 

8706010348* 

50-390 

Q 

WONG.H. 

8706300964 

50-313 

Q 

WRIGHT.R.W. 

8706300886* 

50-280 

Q 

ZECH.G.G. 

8706020214 

50-390 

Q 

WOOD.J.T, 

8706250602 

PR 


WRIGHT, W.A. 

8706010239 

STATE PRO G 

ZECH.G.G. 

8706050231 

50-390 

Q 

WOOD.R. 

8706230109 

40-4492 


WRIGLEY.L 

8706250602 

PR 


ZECH.G.G. 

8706090367 

50-259 

Q 

WOOD,R.L 

8706080194 

PR 


WRUCKE.R.R. 

8706170587* 

50-445 

Q 

ZECH.G.G. 

8706100124 

50-259 

F 

WOODARD, C.H. 

8706220285* 

50-353 

Q 

WUELFURG.E.B. 

8706100359 

PR 


ZECH.G.G. 

8706100162 

50-327 

F 

WOODARD, J.D. 

8706150170 

50-348 ' 

S 

WUERTHELE,E.A. 

8706250582 

PR 


ZECH.G.G. 

8706100266 

50-327 

F 

WOODARD, J.D. 

8706170131 

50-348 

s 

WURM,R. - 

8706080209 

PR 


ZECH.G.G. 

8706100266 

50-327 

F 

WOODHEAD.C.P. 

8706250092 

60-250 

Q 

WURTZ,E. 

8706300891 * 

50-277 

Q 

ZECH.G.G. 

8706100357 

50-259 

F 

WOODHEAD.C.P. 

8706250228 

50-133 

G 

WYNGARDEN.S. 

8706220446* 

40-6563 


ZECH.G.G. 

8706100365 

50-327 

P 

WOODLAN.D.R. 

8706240224 

50-445 

S 

XENELIS.D. 

8706100140 

PR 


ZECH.G.G. 

8706100366 

50-259 

Q 

WOODLAN.D.R. 

8706240302 

50-445 

S 

YANDELL.LA. 

8706030004 

50-262 

Q 

ZECH.G.G. 

8706100366 

50-259 

Q 

WOODRUFF, M.B. 

8706220150 

XPORTLIC 


YANDELULA. 

8706100298* 

50-458 

Q 

ZECH.G.G. 

8706110141 

50-327 

Q 

WOODRUFF.M.B. 

8706220169* 

XPORTLIC 


YANDELULA. 

8706100467* 

50-285 

Q 

ZECH.G.G. 

8706110145* 

50-327 

Q 

WOODS.R.A. 

8706090127 

PR 


YANDELL.LA. 

8706160679 

50-262 

Q 

ZECH.G.G. 

8706110251 

50-259 

F 

WOODS.T. 

8706080178 

PR 


YANDELL.LA. 

8706170043 

50-128 

Q 

ZECH.G.G. 

8706120076 

50-327 

F 

WOODWARD, D.C. 

8706250586 

PR 


YANDELULA. 

8706260291 * 

60-498 

Q 

ZECH.G.G. 

8706120255 

50-327 

Q 

WOODWARD.J.D. 

87061.10148 

50-348 

s 

YANELL.M. 

8706100186 

PR 


ZECH.G.G. 

8706120331 

50-390 

Q 

WOODY.C.O. 

8704300439 

50-335 

F 

YANICHKO.S.E. 

8706010154* 

50-280 

P 

ZECH.G.G. 

8706150063 

50-327 

Q 

WOODY, C.O. 

8706010200 

60-335 

F 

YANICKY.M. 

8706260409 

PR 


ZECH.G.G. 

8706150068* 

50-327 

Q 

WOODY.C.O. 

8706010385 

50-335 

P 

YARDUMIAN.J. 

8706260207* 

FOIA 


ZECH.G.G. 

8706160589 

50-259 

Q 

WOODY.C.O. 

8706030372 

50-335 

P 

YBARRONDO.LJ. 

8706300198 

TOPREP 


ZECH.G.G. 

8706160622 

50-390 

Q 

WOODY.C.O, 

8706040075 

50-250 

Q 

YEAGER, J.H. 

8104090319* 

40-6563 


ZECH.G.G. 

8706160629* 

50-390 

Q 

WOODY.C.O. 

8706050071 

50-335 

Q 

YEAGER, J.H. 

8104090326* 

40-6563 


ZECH.G.G. 

8706170149 

50-259 

Q 

WOODY.C.O. 

8706080131 

50-250 

F 

YEAGER.J.H. 

8706170169* 

40-6563 


ZECH.G.G. 

8706170153 

50-327 

Q 

WOODY.C.O. 

8706080306 

50-251 

Q 

YERGEAU.M.J. 

8706110041 

PR 


ZECH.G.G. 

8706170159* 

50-327 

Q 

WOODY.C.O. 

8706090164 

50-250 

P 

YORK.J.W. 

8706250296* 

50-259 

Q 

ZECH.G.G. 

8706190284 

50-327 

Q 

WOODY.C.O. 

8706100066 

50-250 

S 

YOUNG,A.M. 

8706250570 

PR 


ZECH.G.G. 

8706250212 

50-327 

P 

WOODY.C.O. 

8706100107 

50-250 

P 

YOUNG.D.E. 

8706090378 

50-483 

S 

ZECH.G.G. 

8706250275 

50-259 

Q 

WOODY.C.O. 

8706100221 

50-250 

Q 

YOUNG.L 

8706050283 

50-346 

S 

ZECH.G.G. 

8706250275 

50-259 

Q 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

ZECH.G.G. 

8706250285* 

50-259 

Q 

ZECH.LW. 

8706250164 

COMMISSIO N 

ZECH.G.G. 

8706250438 

50-259 

Q 

ZECH.LW. 

8706250183 

COMMISSIO N 

ZECH.G.G. 

8706260035 

50-327 

Q 

ZECH.LW. 

8706250386* 

50-322 

G 

ZECH.G.G. 

8706260133 

50-327 

Q 

ZECH.LW. 

8706250418 

50-443 

II 

ZECH.G.G. 

8706260239 

50-390 

Q 

ZECH.LW. 

8706260003 

COMMISSION 

ZECH.G.G. 

8706260246* 

50-390 

Q 

ZECH.LW. 

8706260015 

50-440 

p 

ZECH.G.G. 

8706260348 

50-390 

Q 

ZECH.LW. 

8706300829 

50-278 

u 

ZECH.G.G. 

8706300368 

50-327 

Q 

ZEHNER.H.H. 

8706250509* 

FOIA 


ZECH.G.G. 

8706300618 

50-327 

Q 

ZEHR.O.E. 

8706250575 

PR 


ZECH.G.G. 

8706300930 

50-327 

F 

ZEIS.H.P. 

8706080263 

PR 


ZECH.G.G. 

8706300945 

50-259 

Q 

ZERBE.J.E. 

8706110372* 

50-275 

p 

ZECH.L.W. 

8611190387* 

FOIA 


ZEUGIN.LB. 

8706160096 

50-322 

G 

ZECH.L.W. 

8705120109 

50-443 

G 

ZEUGIN.LB. 

8706160096 

50-322 

G 

ZECH.LW. 

8705270105 

50-443 

G 

ZEVITZ.A. 

8706010118 

PR 


ZECH.LW. 

8705290293 

70-143 


ZIBULSKY.H. 

8706040273* 

50-309 

Q 

ZECH.LW. 

8706020120 

50-322 

G 

ZIBULSKY.H. 

8706090229* 

50-412 

Q 

ZECH.LW. 

8706040107* 

50-322 

G 

ZIBULSKY.H. 

8706220079* 

50-285 

Q 

ZECH.LW. 

8706100291* 

50-275 

P 

ZIBULSKY.H. 

8706301005* 

50-334 

Q 

ZECH.LW. 

8706240007 

COMMISSIO N 

ZIEGLER.E.J. 

8706240192 

NUREG 


ZECH,L.W. 

870624001 1 

COMMISSION 

ZIEGNER.M.F. 

8706250570 

PR 


ZECH.LW. 

8706240065 

50-443 

P 

ZIMMERMAN.J.V. 

8706010283* 

PR 


ZECH.LW. 

8706240077 

COMMISSION 

ZIMMERMAN.M.E. 

8706250588 

PR 


ZECH.LW. 

8706240142 

COMMISSION 

ZIMMERMAN, R. 

8706050256* 

50-528 

Q 

ZECH.LW. 

8706240191 

50-327 

P 

ZIMMERMAN.R. 

8706160143 

50-529 

s 

ZECH.LW. 

8706240230 

COMMISSION 

ZIMMERMAN.R. 

8706230420* 

50-528 

Q 

ZECH.LW. 

8706240314 

COMMISSIO N 

ZIMMERMAN.R. 

8706240167 

50-530 

s 

ZECH.LW. 

8706240316 

COMMISSION 

ZIMMERMAN.R. 

8706290033* 

50-528 

Q 

ZECH.LW. 

8706240337 

COMMISSIO N 

ZIMMERMAN.S.R. 

8706010211 

50-400 

P 

ZECH.LW. 

8706250022 

50-445 

U 

ZIMMERMAN.S.R. 

8706030464 

50-325 

P 

ZECH.LW. 

8706250104* 

40-2061 


ZIMMERMAN.S.R. 

8706050171 

50-261 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


2IMMERMAN.S.R. 
ZIMMERMAN, S.R. 
ZIMMERMAN.S.R. 
ZIMMERMANN.K. 
ZIMMERMANN.W. 


8706110005 

8706230463 

8706260351 

8706160717 

8706250577 


50-324 Q 

50-324 P 

50-324 P 

50-219 S 

PR 


ZINTL.P. 

ZINTL.W.G. 

ZIOMEK.O.A. 

ZOLAD.C. 

ZOLOBKOWSKI.D. 


8706250577 PR 
8706040019 50-206 

8706250586 PR 
8706010323* PR 
8706080286 PR 


F 


ZOTOS.M.R. 

ZUBECK.E. 

ZULKOSKt.P.C. 

ZUNFANO.J.A. 

ZUNITCH.D.M. 


8706250570 PR 
8706250586 PR 
8706110112 PR 
8706100443 PR 
8706250570 PR 


ZUPKO.J.M. 

ZUPKO.J.M. 

ZUPKO.J.M. 

ZUPKO.J.M. 

ZUPKO.J.M. 


8706030328 

8706090371 

8706150188 

8706160412 

8706220023 


50-272 S 

50-311 S 

50-311 S 

50-272 S 

50-311 R 


ZUPKO.J.M. 

ZUPKO.J.M. 

ZUPKO.J.M. 

ZUPKO.J.M. 

ZURL.B.A. 


8706220276 

8706240334 

8706260025 

8706300925 

8706080263 


50-272 R 

50-311 S 

50-272 S 

50-272 S 

PR 


ZWOLINSKI.J.A. 

ZWOLINSKI.J.A. 

ZWOLINSKI.J.A. 

ZWOLINSKI.J.A. 

ZWOLINSKI.J.A. 


8706040256 

8706050229 

8706160411 

8706160617 

8706240159 


50-259 P 

50-327 P 

50-259 P 

50-327 P 

50-327 P 


ZWOLINSKI.J.A. 

ZWOLINSKI.J.A. 


8706250307 50-327 Q 

8706290027 50-259 P 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 


AECL, Chalk River Nuclear Laboratories 
AlC Analysts Corp. 

AMAX. Inc. 


ANCO Engineers, Inc. 
AT&T Communications 

Aamodts 


Administrative Cor'ererce of the U.S. 
Advanced Nuclea' Fuels Ccrp. (formerly 
Exxon Nuclear Co., Inc.) 


Aerospace Corp. 


Agriculture, Dept, of 


Agriculture, Dept, of, Graduate School, 

Washington, DC 

Air and Water Pollution Patrol 

Airport Connection, Inc. 

Alabama Power Co. 


Alabama, State of 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8706120189 

NUREG 


AllComm, Inc. 

8706190314* 

50-443 

8706250342* 

CONTRACT 


Alliance Moving & Storage, Inc. 

8706080055* 

CONTRACT 

8706160725 

40-8820 


Allied-Signal Corp. 

8706030173 

40-3392 

8706160728* 

40-8820 


Altair Resources, Inc. 

8706220296 

40-8926 

8706250420* 

FOIA 


Aluminum Co. of America 

8108180319* 

FOIA 

8706250402* 

CONTRACT 


American Chemical Society 

8706250118 

NUREG 

8706120152* 

CONTRACT 


American Electric Power Service Corp. 

8706020169* 

50-316 

8706260082* 

CONTRACT 


American Nuclear Corp. 

8706150148 

40-4492 

8706250045 

50-320 

G 


8706220516 

40-4492 

8706250070* 

50-320 

G 

American Nuclear Insurers 

8706150029 

50-293 

8706250258 

50-320 

G 

American Nuclear Society 

8705060334 

PR 

8706090161* 

CONTRACT 


American Society of Mechanical Engineers 

8706090315* 

FOIA 

8706020078 

XPORTLIC 


Amesbury, MA 

8706020194 

50-443 




Anaconda Co. (subs, of Atlantic Richfiel 

8706230011 

40-8902 

8706030021 

70-1257 


Co.) 



8706030049* 

70-1257 


Anderson-Jacobson, Inc. 

8706080297* 

CONTRACT 

8706030196 

50-316 

P 

Anthony, R.L 

8706190198 

50-352 

8706040110 

70-1257 


Argonne National Laboratory 

8706010463* 

50-1 34 

8706040131* 

70-1257 



8706030435* 

50-285 

8706050189* 

50-261 

P 

Arizona Nuclear Power Project (formerly 

8706010081 

50-529 

8706120117 

TOPREP 


Arizona Public Service Co.) 



8706120126* 

TOPREP 



8706010135 

50-528 

8706160170 

70-1257 



8706010135 

50-528 

8706160189* 

70-1257 



8706010135 

50-528 

8706160288 

70-1257 



8706010435 

50-528 

8706160309 

70-1257 



8706020250 

50-528 

8706160317* 

70-1257 



8706020250 

50-528 

8706160327* 

70-1257 



8706020250 

50-528 

8706170229 

50-416 

P 


8706030271 

50-528 

8706170471 

TOPREP 



8706030276* 

50-528 

8706180271 

TOPREP 



8706040170 

50-528 

8706220137 

XPORTLIC 



8706040170 

50-528 

8706260245* 

50-387 

P 


8706040170 

50-528 

8706260248* 

50-387 

P 


8706050262 

50-528 

8706030005 

WASTE RES 



8706050266* 

50-528 

8706160548 

WASTE RES 



8706100067 

50-529 

8706160556* 

WASTE RES 



8706100343 

50-528 

8706160731 

WASTE RES 



8706100353 

50-529 

8706250352* 

CONTRACT 



8706120048 

50-529 

8706250500* 

FOIA 



8706150248 

50-529 

8706030052* 

CONTRACT 



8706160033 

50-529 





8706160136 

50-528 

8706160079 

50-352 

G 


8706160159 

50-530 

8706250602 

PR 



8706160395 

50-529 

8706240325* 

CONTRACT 



8706170122 

50-528 

8706020144 

50-348 

Q 


8706170122 

50-528 

8706030351 

50-348 

Q 


8706170122 

50-528 

8706030367* 

50-348 

Q 


8706170329 

50-529 

8706030377 

50-348 

P 


8706170417 

50-528 

8706030381 * 

50-348 

P 


8706170510 

50-528 

8706090169 

50-348 

P 


8706170510 

50-528 

8706090169 

50-348 

P 


8706170510 

50-528 

8706090182* 

50-348 

P 


8706180023 

50-528 

8706090182* 

50-348 

P 


8706180023 

50-528 

8706090335 

50-348 

F 


8706180154 

50-528 

8706110073 

50-348 

F 


8706180154 

50-528 

8706110073 

50-348 

F 


8706230184 

50-529 

8706110148 

50-348 

S 


8706230378 

50-528 

8706150071 

50-348 

P 


8706240326 

50-529 

8706150071 

50-348 

P 


8706240329* 

50-529 

8706150075 

50-348 

P 


8706260341 

50-628 

8706150075 

50-348 

P 


8706260341 

50-528 

8706150170 

50-348 

S 


8706290015 

50-528 

8706170131 

50-348 

S 


8706290015 

50-528 

8706170216 

50-348 

F 


8706290015 

50-528 

8706230131 

50-348 

R 


8706300067 

50-529 

8706230138* 

50-348 

R 


8706300067 

50-529 

8706090246* 

STATE PRO 

G 


8706300379 

50-529 


G 


S 


J 


G 
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AUTHOR AFFILIATION 


Arizona, State of 
Arizona. Univ. of, Tucson, AZ 


Arkansas Power & Light Co. 


Arkansas Tech Univ., Russellville, AR 
Army, Dept. of. Army Engineer Waterways 

Experiment Station 

Army, Dept, of. Corps of Engineers 

Aspen Systems. Inc. 


Association of the Bar of the City of Ne 
York 

Atlantic Richfieid Co. (ARCO) 


Atomic Industrial Forum 
Austin, TX 
Australia, Govt, of 
Automation Industries, Inc. 


B&B Progressive Materials & Technologies 
Inc. (PROMATEC) 

BWIP Engineering Management Systems 
Babcock & Wilcox Co. 


Babcock & Wilcox Operating Plants Owners 
Group 

Backus, Meyer & Solomon 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8706300524 

50-528 

P 

8706300524 

50-528 

P 

8706300532* 

50-528 

P 

8706300532* 

50-528 

P 

8706300986 

50-528 

Q 

8706300986 

50-528 

Q 

8706300993 

50-528 

P 

8706010239 

STATE PRO 

G 

8706080048* 

CONTRACT 


8706150101 

NUREG 


8706030100 

50-368 

S 

8706040030 

50-313 

F 

8706040030 

50-313 

F 

8706040242 

50-368 

P 

8706090050 

50-313 

J 

8706090050 

50-313 

J 

8706090084 

50-368 

S 

8706090156 

50-313 

R 

8706090156 

50-313 

R 

8706090297 

50-313 

R 

8706090297 

50-313 

R 

8706100393* 

50-313 

Q 

8706100393* 

50-313 

Q 

8706100457 

50-313 

F 

8706110137 

50-313 

F 

8706170276 

50-313 

P 

8706170364 

50-313 

F 

8706170391 

50-368 

P 

8706180155 

50-313 

J 

8706180258 

50-313 

P 

8706220064 

50-368 

P 

8706230371 

50-313 

S 

8706240244 

50-313 

F 

8706250263 

50-368 

S 

8706300112* 

50-313 

Q 

8706300217 

50-313 

R 

8706300933 

50-368 

R 

8706300943 

50-313 

R 

8706300392 

CONTRACT 


8706050120* 

CONTRACT 


8706240290* 

CONTRACT 


8706250082 

50-498 

A 

8706010335* 

CONTRACT 


8706080013* 

CONTRACT 


8706250575 

PR 


8706220412 

40-8902 


8706230084 

40-8902 


8706230245 

40-8902 


8706100235 

REVIEW GR 

P 

8706100183 

50-498 

G 

8706180034* 

CONTRACT 


8706180118* 

FOIA 


8706180131* 

FOIA 


8706240081* 

FOIA 


8706240092* 

FOIA 


8706080161 

50-482 

P 


8706160447 WASTE MGT 


8706010133* 

8706030227 

8706030294 

8706030409 

8706150204 

8706160139 

8706160140 

8706160180 

8706160388 

8706160390* 

8706160736* 

8706160737* 

8706170102* 

8706170120 

8706170127* 

8706170468* 
8706170477* 
8706180512 
870623051 1 
8706250375 

8706230274 

8706020058 

8706090153 

8706160070 

8706160070 

8706160080 

8706160080 

8706160105 


50-320 

70- 27 

71- 9099 
70-27 
70-27 

70-135 

70-824 

70-27 

70-824 

50-320 

70-135 

70-135 

70-135 

70-1201 

70-135 

70-364 

FOIA 

50-251 

70-27 

70-27 

TOPREP 

50-443 

50-443 

50-443 

50-443 

50-443 

50-443 

50-443 


G 

G 

G 

G 

G 

G 

G 


AUTHOR AFFILIATION 


Baltimore Gas & Electric Co. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Battelle Memorial Institute 


Battelle Memorial Institute, Columbus 
Laboratories 


Battelle Memorial Institute. Pacific 
Northwest Laboratories 


Because We Care About Rowley & You, 
Rowley, MA 
Bechtel Corp. 


Bechtel Western Power Corp. 

Bell of Pennsylvania 
Benton County Public Utility District 
Bishop, Cook, Purcell & Reynolds 
Boston Edison Co. 


8706160105 

50-443 

G 

8706160141* 

50-443 

G 

8706300525 

50-443 

G 

8706030378 

50-318 

P 

8706040022 

50-317 

H 

8706080072 

50-317 

P 

8706080094 

50-318 

Q 

8706100186 

PR 


8706100233 

50-317 

F 

8706110185 

50-318 

S 

8706110357* 

50-317 

V 

8706110368 

50-318 

S 

8706120311 

50-317 

J 

8706120311 

50-317 

J 

87061 60038 

50-317 

P 

87061 70368 

50-317 

S 

8706180289 

50-317 

P 

8706180289 

50-317 

p 

8706190025 

50-317 

P 

8706190025 

50-317 

p 

8706220385 

50-317 

F 

8706240220 

50-317 

R 

8706240346 

50-317 

P 

8706240431 

50-317 

S 

87061 70533 

WASTE MGT 


8706260405* 

CONTRACT 


8702240242* 

70-8 


8706030084 

70-8 


8706030115* 

WASTE MGT 


8706030454 

70-8 


8706160331* 

FOIA 


8706160391* 

FOIA 


8706240076* 

CONTRACT 


8706250318* 

CONTRACT 


8706250428* 

CONTRACT 


8210200110* 

PR 


8705290266* 

PR 


8705290295* 

PR 


8705290298* 

PR 


8706010191* 

PR 


8706010256* 

PR 


8706010290* 

PR 


8706010312* 

PR 


8706020168* 

PR 


8706150009 

NUREG 


8706160007 

50-413 

P 

8706160624* 

FOIA 


8706160721* 

FOIA 


8706160727* 

FOIA 


8706180045 

WASTE MGT 


8706240046 

NUREG 


8706240152 

NUREG 


8706240313 

NUREG 


8706300252 

NUREG 


8706080213 

PR 


8706110025 

REVIEW GR 

P 

8706120140* 

50-312 

P 

8706170390* 

50-498 

A 

8706230338* 

50-344 

S 

8706230340* 

50-344 

S 

8706170458* 

50-344 

P 

8706190209* 

50-344 

P 


8706110249* 

8706010031 

8706230309 

8706010439 

8706030020 

8706030023* 

8706040144 

8706040233 

8706040236* 

8706050117 

8706050127* 

8706050136* 

8706050263 

8706050265* 

8706050273 

8706050275* 

8706090047 

8706090049* 

8706100356 

8706100360* 

8706110252 

8706110288 

8706110301* 

8706110313 


CONTRACT 

PR 

FOIA 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8706160192 

50-293 

R 


8706190250* 

FOIA 


8706160315 

50-293 

F 


8706190269* 

FOIA 


8706160386 

50-293 

Q 


8706190270* 

FOIA 


8706170012 

50-293 

R 


8706220271 * 

FOIA 


8706170090 

50-293 

P 


8706220282* 

FOIA 


8706170118* 

50-293 

P 


8706220297* 

FOIA 


8706170527 

50-293 

Q 


8706220306* 

FOIA 


8706220041 

50-293 

P 


8706220331 * 

FOIA 


8706240071 

50-293 

P 


8706220361 * 

FOIA 


8706250329 

50-293 

Q 


8706220366* 

FOIA 


8706260081 

50-293 

S 


8706220371 * 

FOIA 

Boulder Scientific Co. 

8706180239* 

FOIA 



8706220376’ 

FOIA 


8706180249* 

FOIA 



8706220396* 

40-6920 


8706180256* 

FOIA 



8706220399* 

FOIA 


8706180259* 

FOIA 



8706220413* 

FOIA 


8706180270* 

FOIA 



8706220417* 

FOIA 


8706180280* 

FOIA 



8706220431 * 

FOIA 


8706180281* 

FOIA 



8706220449* 

FOIA 


8706180288* 

FOIA 



8706220486* 

FOIA 


8706180292* 

FOIA 



8706220493* 

FOIA 


8706180306* 

FOIA 



8706220512* 

FOIA 


8706180310* 

FOIA 



8706230033* 

FOIA 


8706180323* 

FOIA 



8706230052* 

FOIA 


8706180325* 

FOIA 



8706230060* 

FOIA 


8706180369* 

FOIA 



8706230243* 

FOIA 


8706180387* 

FOIA 



8706230272* 

FOIA 


8706180395* 

FOIA 



8706230286* 

FOIA 


8706180434* 

FOIA 



8706230321 * 

FOIA 


8706190034* 

FOIA 



8706230356* 

FOIA 


8706190053* 

FOIA 



8706230406* 

FOIA 


8706190055* 

FOIA 



8706230435* 

FOIA 


8706190080* 

FOIA 



8706230481 * 

FOIA 


8706190097* 

FOIA 



8706230491 * 

FOIA 


8706190104* 

FOIA 



8706230502* 

FOIA 


8706190178* 

FOIA 



8706240050* 

FOIA 


8706190193* 

FOIA 



8706240055* 

FOIA 


8706190224* 

FOIA 



8706240056* 

FOIA 


8706190272* 

FOIA 



8706240059* 

FOIA 


8706190308* 

FOIA 



8706240068* 

FOIA 


87061 90348* 

FOIA 



8706240074* 

FOIA 


8706190359* 

FOIA 



8706240092* ’ 

FOIA 


8706190365* 

FOIA 



8706240113* 

FOIA 


8706190369* 

FOIA 



8706240127* 

FOIA 

Brand Industrial Services, Inc, (BISCO) 

8706110019 

QA999 



8706240131* 

FOIA 

Braunkhole Transport USA 

8706230227 

XPORTLIC 



8706240134* 

FOIA 

Brigham Young Univ., Provo, UT 

8706030188 

50-262 

P 


8706240145* 

FOIA 


8706030205* 

50-262 

P 


8706240147* 

FOIA 


8706030208* 

50-262 

P 


8706240151* 

FOIA 


8706090158 

50-262 

Q 


8706240158* 

FOIA 

Brookhaven National Laboratory 

8610160343* 

NUREG 



8706240161* 

FOIA 


8612180049* 

NUREG 



8706240173* 

FOIA 


8612180053* 

NUREG 



8706240178* 

FOIA 


8706120037 

NUREG 



8706240189* 

FOIA 


8706160718* 

FOIA 



8706240194* 

FOIA 


8706250309* 

50-329 

A 


8706240199* 

FOIA 


8706250322* 

FOIA 



8706240216* 

FOIA 


8706250327* 

FOIA 



8706240217* 

FOIA 


8706250365* 

FOIA 



8706240222* 

FOIA 

Budd Co. 

8706170287* 

FOIA 



8706240240* 

FOIA 


8706170311* 

FOIA 



8706240245* 

FOIA 


8706170327* 

FOIA 



8706240251* 

FOIA 


8706170371* 

FOIA 



8706240267* 

FOIA 


8706170489* 

FOIA 



8706240277* 

FOIA 


8706170600* 

FOIA 



8706240279* 

FOIA 


8706180027* 

FOIA 



8706240298* 

FOIA 


8706180081* 

FOIA 



8706240299* 

FOIA 


8706180151* 

FOIA 



8706240308* 

FOIA 


8706180190* 

FOIA 



8706240350* 

FOIA 


8706180208* 

FOIA 



8706240362* 

FOIA 


8706180226* 

FOIA 



8706240365* 

FOIA 


8706180255* 

FOIA 



8706240371* 

FOIA 


8706180301* 

FOIA 



8706240379* 

FOIA 


8706180307* 

FOIA 



8706240387* 

FOIA 


8706180313* 

FOIA 



8706250013* 

FOIA 


8706180330* 

FOIA 



8706250023* 

FOIA 


8706180436* 

FOIA 



8706250028* 

FOIA 


8706180467* 

FOIA 



8706250030* 

FOIA 


8706180501* 

FOIA 



8706250039* 

FOIA 


8706190036* 

FOIA 



8706250049* 

FOIA 


8706190054* 

FOIA 



8706250057* 

FOIA 


8706190057* 

FOIA 



8706250080* 

FOIA 


8706190157* 

FOIA 



8706250086* 

FOIA 


8706190162* 

FOIA 



8706250091* 

FOIA 


8706190169* 

FOIA 



8706250114* 

FOIA 


8706190172* 

FOIA 



8706250124* 

FaA 


8706190180* 

FOIA 



8706250129* 

FOIA 


8706190182* 

FOIA 



8706250137* 

FOIA 


8706190191* 

FOIA 



8706250162* 

FOIA 


8706190201* 

FOIA 



8706250176* 

FOIA 



420 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Burns & Roe Co. 

Business & Professional People for the 
Public Interest 


C-E Operating Plants Owners Group 
CBI Services, Inc. (formerly Chicago 
Bridge & Iron Co.) 

CRC Systems. Inc. 

CYGNA Energy Services 
Cabot Corp. 

California, State of 

California, Univ. of, Berkeley, CA 

California, Univ. of, San Diego, CA 

California, Univ. of, Santa Barbara, CA 

Calspan Corp. (subs. Arvin Industries/Fr 
anklin Research Center) 


Canada, Govt, of 
Canonie, Inc. 

Carolina Power & Light Co. 


8706250186* 

FOIA 


8706250190* 

FOIA 


8706250198* 

FOIA 


8706250202* 

FOIA 


8706250226* 

FOIA 


8706250246* 

FOIA 


8706250272* 

FOIA 


8706250284* 

FOIA 


8706250288* 

FOIA 


8706250292* 

FOIA 


8706250301 * 

FOIA 


8706250316* 

FOIA 


8706250319* 

FOIA 


8706250321 * 

FOIA 


8706250324* 

FOIA 


8706250335* 

FOIA 


8706250343* 

FOIA 


8706250353* 

FOIA 


8706250364* 

FOIA 


8706250361 * 

FOIA 


8706250366* 

FOIA 


8706250372* 

FOIA 


8706250378* 

FOIA 


8706250397* 

FOIA 


8706250404* 

FOIA 


8706250408* 

FOIA 


8706250415* 

FOIA 


8706250425* 

FOIA 


8706250440* 

FOIA 


8706250449* 

FOIA 


8706250450* 

FOIA 


8706250469* 

FOIA 


8706250486* 

FOIA 


8706250491 * 

FOIA 


8706250530* 

FOIA 


8706250541* 

FOIA 


8706250547* 

FOIA 


8706250557* 

FOIA 


8706250561 * 

FOIA 


8706250563* 

FOIA 


8706260008* 

FOIA 


8706260014* 

FOIA 


8706260021 * 

FOIA 


8706260028* 

FOIA 


8706260034* 

FOIA 


8706230384 

TOPREP 


8706230402* 

TOPREP 


8706260069 

50-455 

P 

8706260069 

50-455 

P 

8706260069 

50-455 

P 

8706260069 

50-455 

P 

8706260076* 

50-455 

P 

8706260076* 

50-455 

P 

8706260076* 

50-455 

P 

8706260076* 

50-455 

P 

8706120303 

TOPREP 


8706220278* 

50-341 

P 

8706180476* 

CONTRACT 


8706190120 

50-445 

H 

8706040033 

40-6940 


8706240294 

50-133 

D 

8706170335* 

FOIA' 


8706120158 

NUREG 


8706120314* 

CONTRACT 


8706240223 

TOPREP 


8706030204 

NUREG 


8706110024’ 

50-277 

P 

8706240005’ 

CONTRACT 


8706180152* 

FOIA 


8706080103* 

40-8684 


8706080107* 

40-8684 


8706010093 

50-400 

Q 

8706010137 

50-325 

S 

8706010170 

50-400 

Q 

8706010211 

50-400 

P 

8706010367 

50-400 

S 

8706020148 

50-261 

S 

8706030028 

50-400 

R 

8706030359 

50-324 

Q 

8706030359 

50-324 

Q 

8706030464 

50-325 

P 

8706040120 

50-400 

S 

8706050160 

50-400 

P 

8706050163* 

50-400 

P 

8706050165* 

50-400 

P 

8706050171 

50-261 

P 


Carter, S. 

Carter-White, K. 

Caasel. D.W. 

Center for Nuclear Responsibility 


Centarior Energy 
Central Power & Light Co. 

Chamber of Commerce, Huntington Township 



8706050189* 

8706050252 

8706050277 

8706050347 

8706080046 

8706080090 

8706080179 

8706080180* 

8706090397 

8706100216 

8706100301 

8706100334* 

8706100334* 

8706100456 

8706110005 

8706110383 

8706110422 

8706120018 

8706120062 

8706120066 

8706150061 

8706150210 

8706160215 

8706160260 

8706160546 

8706170206 

8706170300 

8706170504 

8706180016 

8706180020* 

8706180097 

8706180220 

8706180220 

8706180232* 

8706180232* 

8706180243 

8706180266 

8706180266 

8706180498 

8706190133 

8706220405 

8706230181 

8706230234 

8706230261 

8706230268* 

8706230429 

8706230453 

8706230453 

8706230473 

8706250034 

8706250040* 

8706250274 

8706260332 

8706260351 

8706260372 

8706290025 

8706290025 

8706290032* 

8706290032* 

8706300016 

8706300205 

8706300222 

8706300249 

8706300291 

8706300291 

8706300856 

8706300856 

8706300865* 

8706300865* 

8706300949 

8706300949 

8706300953* 

8706300953* 

8706160114 

8706250411* 

8706030198 

8706300467 

8706300467 

8706300495* 

8706300495* 

8706190228 

8706100183 

8706110383 

8706160174 

8706160529 

8706160595 

8706160423 

8706160432* 


50-261 

50-400 

50-400 

50-400 

50-325 

50-400 

50-261 

50-261 

50-324 

50-261 

50-400 

50-324 

50-324 

50-261 

50-324 

PR 

50-261 

50-400 

50-324 

50-325 

50-400 

50-261 

50-400 

71-4986 

50-400 

50-400 

50-325 

50-261 

50-400 

50-400 

50-261 

50-324 

50-324 

50-324 

50-324 

50-324 

50-261 

50-261 

50-261 

50-400 

50-324 

50-325 

50-261 

50-261 

50-261 

50-261 

50-324 

50-324 

50-261 

50-261 

50-261 

50-400 

50-324 

50-324 

50-400 

50-324 

50-324 

50-324 

50-324 

50-261 

50-325 

50-261 

50-261 

50-324 

50-324 

50-324 

60-324 

50-324 

50-324 

50-324 

50-324 

50-324 

50-324 

50-440 

40-8027 

50-466 

50-250 

50-250 

50-250 

50-250 

50-346 

50-498 

PR 

71-9204 

71-9168 
TOPREP 
WASTE MGT 
WASTE MGT 


P 

S 

F 

S 

S 

Q 

R 

R 

S 

Q 

P 

Q 

Q 

S 

Q 


F 

J 

K 

S 

J 

R 

R 

S 

F 

S 

S 

P 

P 

S 

P 

P 

P 

P 

F 

P 

P 

S 

S 

F 

S 

P 

P 

P 

S 

P 

P 

F 

S 

S 

P 

F 

P 

S 

P 

P 

P 

P 

S 

S 

S 

S 

P 

P 

P 

P 

P 

P 

P 


Chichibu Cement C)o., Ltd. 
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AUTHOR AFFIUATION 


Cintichem, Inc. 

Citizens Association for Sound Energy 


Citizens Within the Ten Mile Radius 
Citizens to Replace LILCO 
Cleveland Electric Illuminating Co. 


Cleveland Refactory Metals 

Cleveland-Cliffs Iron Co. 

Coalition for Reliable Energy 

Coalition on West Valley Nuclear Wastes 

Colorado State LJniv,, Fort Collins, CO 

Colorado, State of 
Combustion Engineering, Inc. 


Comex Corp. 

Commerce. Dept, of 

Commerce, Dept of, National Bureau of 
Standards 


Commonwealth Edison Co, 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8706160249 

71-5957 


8706090115 

50-445 

G 

8706160081 

50-445 

G 

8706160092* 

50-445 

G 

8706190130 

50-445 

G 

8706190147 

50-445 

G 

8706250459 

50-446 

A 

8706260113 

50-446 

A 

8706300469 

50-445 

G 

8706300474 

50-445 

G 

8706260210* 

50-443 

H 

8706250485* 

50-322 

G 

8706090251 

50-440 

P 

8706120070* 

50-412 

1 

8706150189 

50-440 

S 

8706150228 

50-440 

S 

8706160351 

50-440 

S 

8706160360* 

50-440 

S 

8706160369* 

50-440 

S 

8706170432 

50-440 

P 

8706220165 

50-440 

R 

8706230374 

50-440 

S 

8706240369 

50-440 

F 

8706250158 

50-440 

S 

8706250174* 

50-440 

S 

8706250179* 

50-440 

S 

8706250184* 

50-440 

S 

8706250189* 

50-440 

S 

8706300145 

50-440 

S 

8108180337* 

FQIA 


8706180224 

40-8714 


8706180228* 

40-8714 


8706080235 

PR 


8706120253* 

PROJ 


8706030233* 

CONTRACT 


8706040050 

WASTE MGT 


8706010453* 

CONTRACT 


8706030128 

70-36 


870603Q432 

70-1 100 


8706040259* 

50-368 

P 

8706040260* 

50-368 

P 

8706120246* 

TOPREP 


8706120271* 

TOPREP 


8706180111 

TOPREP 


8706260040 

TOPREP 


8706260281 

50-317 

H 

8706260396* 

CONTRACT 


8706240146* 

CONTRACT 


8706300895 

50-184 

P 

8706300898* 

50-184 

P 

8706010171 

50-373 

Q 

8706010423 

50-455 

S 

8706020035 

50-456 

G 

8706020035 

50-456 

G 

8706020039* 

50-456 

G 

8706020041* 

50-456 

G 

8706030259 

50-454 

P 

8706030259 

50-454 

P 

8706030320 

50-295 

S 

8706030326 

50-454 

Q 

8706030407 

50-249 

S 

8706030455 

50-456 

J 

8706030455 

50-456 

J 

8706030456 

50-456 

J 

B706040045 

50-295 

s 

8706040096 

50-285 

p 

8706040357 

50-454 

F 

8706040357 

50-454 

F 

8706050043 

50-454 

P 

8706050043 

50-454 

P 

8706050049 

50-454 

S 

8706050090 

50-237 

P 

8706050090 

50-237 

P 

8706050090 

50-237 

P 

8706050090 

50-237 

P 

6706050090 

50-237 

P 

8706050090 

50-237 

P 

8706050090 

50-237 

P 

8706050090 

50-237 

P 

8706050253 

50-295 

P 

8706050253 

50-295 

P 

8706050276 

50-456 

P 

8706050286* 

50-456 

P 

8706080205 

50-237 

R 

6706080205 

50-237 

R 

8706080205 

50-237 

R 

8706080205 

50-237 

R 

8706080205 

50-237 

R 


AUTHOR AmUATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


870608021 1 * 

50-237 

R 

870608021 1 * 

50-237 

R 

8706090086 

PR 


8706090129 

50-456 

G 

8706090214 

50-237 

R 

8706090223* 

50-237 

R 

8706090223* 

50-237 

R 

8706090223* 

50-237 

R 

8706090312 

50-456 

S 

8706090373 

50-374 

S 

8706090391 * 

50-254 

Q 

8706100085 

50-456 

G 

8706100085 

50-456 

G 

8706100194 

50-454 

F 

8706100194 

50-454 

F 

8706100194 

50-454 

F 

8706100198* 

50-454 

F 

8706100198* 

50-454 

F 

8706100198* 

50-454 

F 

8706100198* 

50-454 

F 

8706100215 

50-455 

S 

8706100251 

50-295 

P 

8706100251 

50-295 

P 

8706100260* 

50-295 

P 

8706100260* 

50-295 

P 

8706100385 

50-295 

S 

8706100437 

50-237 

S 

8706110101 

50-265 

S 

8706110136 

50-254 

F 

8706110136 

50-254 

F 

8706110150 

50-373 

F 

8706110169 

50-254 

S 

8706110243 

50-456 

F 

8706110243 

50-456 

F 

8706110276 

50-237 

P 

8706110276 

50-237 

P 

8706110327 

50-237 

S 

8706110330 

50-456 

F 

8706110330 

50-456 

F 

8706110365 

50-454 

F 

8706110365 

50-454 

F 

8706110365 

50-454 

F 

8706110365 

50-454 

F 

8706110374* 

50-454 

F 

8706110374* 

50-454 

F 

8706110374* 

50-454 

F 

8706110374* 

50-454 

F 

8706110374* 

50-454 

F 

87061 20069 

50-295 

J 

8706120069 

50-295 

J 

8706120180* 

50-254 

P 

8706150040 

50-373 

F 

8706150040 

50-373 

F 

8706150045 

50-295 

R 

8706160238 

50-295 

J 

8706160282 

71-5805 


8706160409 

50-374 

S 

8706160561 

50-295 

Q 

8706160585 

50-374 

P 

8706160638 

50-373 

R 

8706160663 

50-373 

P 

8706160686 

50-373 

S 

8706160694 

50-374 

s 

8706170084 

50-455 

p 

8706170125 

50-254 

R 

8706170200 

50-10 

F 

8706170200 

50-10 

F 

8706170200 

50-10 

F 

8706170202 

50-10 

F 

8706170202 

50-10 

F 

8706170264 

50-10 

F 

8706170264 

50-10 

F 

8706170264 

50-10 

F 

8706170285 

50-295 

S 

8706170288 

50-254 

F 

8706170288 

50-254 

F 

8706170315 

50-237 

P 

8706170319 

50-237 

R 

8706170319 

50-237 

R 

8706170321* 

50-237 

P 

8706170323* 

50-237 

P 

8706170352 

50-374 

S 

8706170374 

50-374 

S 

8706170419 

50-249 

s 

8706170431 

50-237 

p 

8706170431 

50-237 

P 

8706170455 

50-10 

Q 

8706170474 

50-10 

F 

8706170474 

50-10 

F 



422 


CORPORATE SOURCE INDEX 


AUTHOR AFFtLIATION 


Commonwealth Energy System 
Computer Engineering Associates, Inc. 
Connecticut Yankee Atomic Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8706170474 

50-10 

F 

8706170491 

50-254 

F 

8706170491 

50-254 

F 

8706170491 

50-254 

F 

8706170491 

50-254 

F 

8706170491 

50-254 

F 

8706170546 

50-237 

S 

8706180001 

50-454 

P 

8706180001 

50-454 

P 

8706180030 

50-373 

S 

8706180035 

50-237 

s 

8706180106 

50-10 

F 

8706180106 

50-10 

F 

8706180106 

50-10 

F 

8706180200 

50-454 

S 

8706180284 

50-254 

F 

8706180284 

50-254 

F 

8706180353 

50-254 

P 

8706190384 

50-373 

F 

8706220160 

50-373 

Q 

8706220160 

50-373 

Q 

8706220167 

50-454 

F 

8706220173 

50-456 

P 

8706220177* 

50-456 

P 

8706220180 

50-457 

A 

8706220216 

50-454 

R 

8706220316 

50-456 

M 

8706230099 

50-10 

F 

8706230099 

50-10 

F 

8706230099 

50-10 

F 

8706230099 

50-10 

F 

8706230099 

50-10 

F 

8706230099 

50-10 

F 

8706230099 

50-10 

F 

8706230099 

50-10 

F 

8706230099 

50-10 

F 

8706230106* 

50-312 

Q 

8706230167 

50-456 

F 

8706230361 

50-454 

P 

8706230361 

50-454 

P 

8706230361 

50-454 

P 

8706230361 

50-454 

P 

8706230361 

50-454 

P 

8706230366* 

50-454 

P 

8706230366* 

50-454 

P 

8706230366* 

50-454 

P 

8706230366* 

50-454 

P 

8706230366* 

50-454 

P 

8706230405 

50-373 

P 

8706230417* 

50-373 

P 

8706230430 

50-265 

S 

8706230434 

50-254 

S 

8706230446 

50-454 

P 

8706230446 

50-454 

P 

8706240200 

50-456 

F 

8706240200 

50-456 

F 

8706240218 

50-456 

S 

8706240405 

50-373 

P 

8706240405 

50-373 

P 

8706240409* 

50-373 

P 

8706240409* 

50-373 

P 

8706250460 

50-456 

S 

8706260142 

50-237 

Q 

8706260150 

50-456 

Q 

8706260319 

50-456 

F 

8706290012 

50-374 

S 

8706300012 

50-295 

F 

8706300015 

50-454 

S 

8706300083 

50-373 

S 

8706300168 

50-455 

s 

8706300675 

50-454 

s 

8706300697* 

50-443 

1 

8706250213* 

CONTRACT 


8706050179 

50-213 

R 

8706080217 

50-213 

P 

8706080226* 

50-213 

P 

8706080230* 

50-213 

P 

8706080264 

50-213 

F 

8706080293 

50-213 

P 

8706080299* 

50-213 

P 

8706090043 

50-213 

F 

8706090043 

50-213 

F 

8706090043 

50-213 

F 

8706090218 

50-213 

P 

8706090224* 

50-213 

P 

8706090245 

50-213 

P 

8706090252* 

50-213 

P 

8706090346 

50-213 

P 

8706090353* 

50-213 

P 


Conner & Wetterhahn 


Conover & Associates, Inc. 

Consolidated Edison Co. of New York, Inc 


Consolidated Intervenors 
Consumers League of Ohio 
Consumers Power Co. 


8706090372 

50-213 

8706090372 

50-213 

8706090372 

50-213 

8706090390 

50-213 

8706090405 

50-213 

8706100290 

50-213 

8706100290 

50-213 

8706100290 

50-213 

8706100450 

50-213 

8706120264 

50-213 

8706160413 

50-213 

8706170133 

50-213 

8706170220 

50-213 

8706170298 

50-213 

8706170410 

50-213 

8706180052 

50-213 

8706180324 

50-213 

8706180324 

50-213 

8706250115 

50-213 

8706300868 

50-213 

8706020072 

50-352 

8706020100 

50-352 

8706020104 

50-352 

8706020187 

27-39 

8706090124 

27-39 

8706250074 

50-352 

8706170074 

50-412 

8706040135 

50-247 

8706040168 

50-247 

8706050141 

50-247 

8706050152* 

50-247 

8706050155* 

50-247 

8706050306 

50-247 

8706050313* 

50-247 

8706050316* 

50-247 

8706080098 

50-247 

8706080104* 

50-247 

8706080112* 

50-247 

8706080274 

50-247 

8706090020 

50-247 

8706110435 

50-247 

8706170014 

50-247 

8706220223 

50-3 

8706220223 

50-3 

8706220234* 

50-3 

8706220234* 

50-3 

8706230075 

50-247 

8706230256 

50-247 

8706230264* 

50-247 

8706230275* 

50-247 

8706250139 

50-445 

8706190069 

50-346 

8705270569 

50-255 

8706010071 

50-255 

8706010134 

50-155 

8706010134 

50-155 

8706010214 

50-255 

8706010292 

50-155 

8706010341* 

50-155 

8706010368 

50-255 

8706010373* 

50-255 

8706020128* 

50-255 

8706020238 

50-255 

8706030087 

50-255 

8706030134 

50-155 

8706030150* 

50-155 

8706030164* 

50-155 

8706030327 

50-255 

8706030350 

50-255 

8706030357* 

50-255 

8706030484 

50-255 

8706040025 

50-255 

8706040239 

50-255 

8706040283 

50-255 

8706090265 

50-255 

8706090402 

50-255 

8706090418 

50-255 

8706090431* 

50-255 

8706090438 

50-155 

8706100284 

50-255 

8706110128 

50-155 

8706120082 

50-255 

8706120207 

50-255 

8706120294 

50-255 

8706150031 

50-255 

8706150055 

50-255 

8706150066 

50-255 

8706150098 

50-255 

8706150150 

50-255 


R 

R 

F 

P 

P 

S 

P 

F 

P 

P 

P 

S 

P 

P 

s 

R 

F 

F 

F 

F 

R 

F 

F 

F 
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AUTHOR AFFILIATION 


Council of Energy Resource Tribes 
Covington & Burling 


Cullinet Software, Inc. 
Dairyland Power Cooperative 


Dames & Moore 


Defense, Dept, of 


Delian Corp. 

Detroit Edison Co. 


Devonrue, Ltd. 

Digital Engineering, Inc. 

Doc-Search Associates 

Doherty, J.F. 

Dow Chemical Co. 

Dresser Industries, Inc. 
Duke Power Co. 


CORPORATE SOURCE INDEX 423 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8706160002 

8706170534 

8706180227 

8706190005 

8706230403 

50-255 

50-255 

50-255 

50-255 

50-155 

F 

P 

F 

F 

S 


8706100038 

8706100038 

8706100038 

8706100041* 

8706100041* 

50-369 

50-369 

50-369 

50-369 

50-369 

8706240328 

8706260355 

8706030117 

8706020118 

8706100160 

50-255 

50-155 

WASTE MGT 
40-2061 

40-2061 

s 

Q 


8706100041* 

8706100041* 

8706100041* 

8706100263 

8706100344 

50-369 

50-369 

50-369 

50-269 

50-413 

8706160132 

8706030099* 

40-2061 

CONTRACT 



8706120020 

8706120020 

50-269 

50-269 

8706010074 

50-409 

P 


8706120020 

50-269 

8706100484 

50-409 

F 


8706120024* 

50-269 

8706110379 

50-409 

J 


8706120024* 

50-269 

8706160501* 

50-409 

F 


8706120024* 

50-269 

8706170307 

50-409 

P 


8706120149 

50-269 

8706260315* 

50-409 

Q 


8706120154* 

50-269 

8706290021 

50-409 

P 


8706120154* 

50-269 

8706150097* 

40-8084 



8706120154* 

50-269 

8706250466* 

FOIA 



8706120164* 

50-269 

8706250527* 

FOIA 



8706120191* 

50-269 

8706250531* 

FOIA 



8706120191* 

50-269 

8706030206* 

71-456 



8706120191* 

50-269 

8706030210* 

71-456 



8706150187 

50-414 

8706030217* 

71-456 



8706160230 

50-269 

8706240344* 

COMMISSIO 

N 


8706170071 

50-413 

8706110091 

50-322 

P 


8706170071 

50-413 

8706010104 

50-341 

P 


8706170077* 

50-41 3 

8706010108* 

50-341 

P 


8706170077* 

50-413 

8706020147 

50-341 

S 


8706170191 

50-413 

8706030008 

50-341 

S 


8706170191 

50-41 3 

8706030315 

50-341 

S 


8706170370 

50-414 

8706040127 

50-341 

Q 


8706170372 

50-414 

8706050159 

50-341 

Q 


8706170378 

50-41 3 

8706160313 

50-341 

S 


8706170378 

50-41 3 

8706160473 

50-341 

F 


8706170379* 

50-41 3 

8706170353 

50-341 

Q 


8706170379* 

50-41 3 

8706170567 

50-341 

R 


8706170456 

50-269 

8706170586 

50-341 

R 


8706170456 

50-269 

8706180169 

50-341 

S 


8706170456 

50-269 

8706220051 

50-341 

P 


8706170520 

50-413 

8706240297 

50-341 

Q 


8706170520 

50-41 3 

8706240347 

50-341 

S 


8706170528* 

50-413 

8706260107 

50-341 

P 


8706170528* 

50-41 3 

8706300004 

50-341 

S 


8706180120 

50-269 

8706100159 

FOIA 



8706180490 

50-41 3 

8706230035 

FOIA 



8706180490 

50-413 

8706250017 

FOIA 



8706190184 

50-269 

8706030354 

FOIA 



8706190184 

50-269 

8706090264 

FOIA 



8706190184 

50-269 

8706230069 

FOIA 



8706190200 

50-369 

8706300518 

50-443 

G 


8706190356 

50-413 

8706100106 

50-264 

P 


8706190356 

50-413 

8706100111* 

50-264 

P 


8706190363 

50-269 

8706100114* 

50-264 

P 


8706190364 

50-370 

8706110153 

XPORTLIC 



8706220013 

50-41 3 

8706230360* 

50-275 

Q 


8706220015* 

50-41 3 

8703300659 

50-269 

F 


870622001 9* 

50-413 

8706010059 

50-269 

Q 


8706220020* 

50-413 

8706010070 

50-369 

P 


8706220377 

50-369 

8706010070 

50-369 

P 


8706220377 

50-369 

8706010102 

50-369 

P 


8706220381* 

50-369 

8706010102 

50-369 

P 


8706220381* 

50-369 

8706010140 

50-413 

F 


8706220473 

50-41 3 

8706010140 

50-413 

F 


8706230025* 

50-413 

8706010162* 

50-413 

F 


8706230355 

50-413 

8706010162* 

50-413 

F 


8706230355 

50-413 

8706010334 

50-413 

S 


8706230362 

50-370 

8706010371 

50-269 

P 


8706230390 

50-413 

8706040012 

50-413 

F 


8706230445 

50-413 

8706040108 

50-369 

P 


8706230485 

50-369 

8706040186 

50-369 

Q 


8706240144 

50-413 

8706040186 

50-369 

Q 


8706240144 

50-413 

8706040279 

50-369 

Q 


8706240153* 

50-413 

8706040279 

50-369 

Q 


8706240153* 

50-413 

8706040320 

50-369 

Q 


8706250136 

50-369 

8706040320 

50-369 

Q 


8706250136 

50-369 

8706050248 

50-369 

P 


8706250140* 

50-369 

8706050260* 

50-369 

P 


8706250140* 

50-369 

8706050329 

50-413 

S 


8706260322 

50-414 

8706050338 

50-269 

S 


8706300269 

50-413 

8706060344 

50-287 

s 


8706300307 

50-414 

8706080068 

50-287 

s 


8706300348 

50-413 

8706090311 

50-369 

s 


8706300348 

50-413 

8706090324 

50-369 

p 


8706300372* 

50-413 

8706090417 

50-370 

s 


8706300372* 

50-413 

8706100038 

50-369 

p 

Duncan, Weinberg & Miller 

8706040321 

50-530 

8706100038 

50-369 

p 

8706170404 

50-530 
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424 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Duquesne Light Co. 


Duxberry.MA 

EA Engineering, Science & Technology, 
Inc. 

EG&G Idaho, Inc. (subs, of EG&G, Inc.) 


8706220105* 

50-530 

M 

8704130601 

50-412 

E 

8705070025 

50-412 

K 

8706010029 

50-412 

A 

8706010138 

50-412 

E 

8706010193 

50-412 

A 

8706030129 

50-334 

S 

8706040171 

50-334 

R 

8706050206 

50-334 

S 

8706090395 

50-334 

P 

8706090400* 

50-334 

P 

8706090406* 

50-334 

P 

8706100013 

50-412 

P 

8706100379 

50-412 

P 

8706100391 

50-334 

S 

8706100440 

50-334 

P 

8706110060 

50-412 

Q 

8706110339 

50-412 

S 

8706110386 

50-412 

S 

8706110429 

50-412 

S 

8706110467 

50-412 

Q 

8706120007 

50-334 

P 

8706120011* 

50-334 

P 

8706120013* 

50-334 

P 

8706120014* 

50-334 

P 

8706120042 

50-412 

1 

8706120101* 

50-412 

1 

8706160184 

50-412 

P 

8706160310* 

50-412 

P 

8706160621 

50-412 

S 

8706170179 

50-412 

s 

8706170201 

50-412 

s 

8706180115 

50-412 

E 

8706190241 

50-412 

P 

8706190251* 

50-412 

P 

8706220039 

50-334 

P 

8706220043* 

50-334 

P 

8706220343 

50-334 

P 

8706230034 

50-334 

S 

8706230357 

50-412 

Q 

8706230358 

50-334 

P 

8706230410 

50-334 

P 

8706240318 

50-334 

F 

8706250225 

50-412 

K 

8706300305 

50-412 

E 

8706300407 

50-412 

S 

8706300415 

50-412 

P 

8706080263 

PR 


8706030400* 

50-220 

R 

8511010320* 

50-423 

P 

8604210357* 

50-424 

P 

8606160036* 

50-443 

P 

8606160036* 

50-443 

P 

8606160036* 

50-443 

P 

8608110079* 

50-206 

P 

8608110079* 

50-443 

P 

8608110079* 

50-443 

P 

8703310229* 

50-309 

P 

8703310229* 

50-309 

P 

8703310229* 

50-309 

P 

8703310229* 

50-309 

P 

8703310229* 

50-309 

P 

8704060091* 

50-269 

P 

8704060091* 

50-269 

P 

8704060091* 

50-269 

P 

8704280672* 

50-309 

P 

8704300244* 

50-282 

P 

8704300244* 

50-282 

P 

8705010070* 

50-454 

P 

8705190128* 

50-456 

P 

8705260111* 

50-413 

P 

8705260122* 

50-400 

P 

8705260122* . 

50-400 

P 

8706010229* 

50-361 

P 

8706030180 

NUREG 


8706040349 

50-498 

A 

8706040361 

50-338 

P 

8706040361 

50-338 

P 

8706040365* 

50-338 

P 

8706040365* 

50-338 

P 

8706050032 

50-309 

P 

8706050048 

50-282 

P 

8706050061 

50-267 

P 

8706050066* 

50-267 

P 

8706050087 

50-225 

P 

8706050093* 

50-225 

P 

8706050133 

50-312 

P 

8706050149* 

50-312 

P 


8706050164 TOPREP 


8706050220 50-285 P 
8706050225* 50-285 P 
8706050237 50-245 P 
8706050237 50-245 P 

8706050237 50-245 P 
8706050237 50-245 P 
8706050249 50-255 P 
8706050250* 50-245 P 
8706050250* 50-245 P 

8706050250* 50-245 P 
8706050250* 50-245 P 
8706050255* 50-255 P 
8706050261 50-382 P 
8706050267* 50-382 P 

8706050297 50-280 P 
8706050297 50-280 P 
8706050297 50-280 P 
8706050302* 50-280 P 
8706050302* 50-280 P 


8706050302* 50-280 
8706050302* 50-280 
8706050302* 50-280 
8706050304 50-482 
8706050311* 50-482 

8706050326 50-324 
8706050326 50-324 
8706050331* 50-324 
8706050331* 50-324 
8706050331* 50-324 

8706050331* 50-324 
8706050349 50-483 
8706050351 * 50-483 
8706050354 50-247 
8706050356* 50-247 

8706050358 50-309 
8706050358 50-309 
8706050358 50-309 
8706050362* 50-309 
8706050362* 50-309 

8706050362* 50-309 
8706050362* 50-309 
8706050362* 50-309 
8706080004 50-255 
8706080007* 50-255 

8706080010 50-213 
8706080010 50-213 
8706080010 50-213 
8706080014 50-346 
8706080020* 50-346 

8706080021 50-312 
8706080022* 50-213 
8706080022* 50-213 
8706080022* 50-213 
8706080022* 50-213 

8706080022* 50-213 
8706080032 50-315 
8706080033 50-412 
8706080036* 50-412 
8706080047 50-334 

8706080051 50-269 
8706080058* 50-334 
8706080067 50-483 
8706080070* 50-483 
8706080088 50-346 

8706080091 * 50-220 
8706080093 50-498 
8706080096 50-269 
8706080096 50-269 
8706080096 50-269 


8706080096 50-269 P 
8706080096 50-269 P 
8706080096 50-269 P 
8706080099 50-219 P 
8706080101 50-277 P 

8706080105* 50-498 A 
8706080106* 50-219 P 
8706080110 50-315 P 
87060801 1 1 * 50-277 P 
8706080115* 50-315 P 

8706080127 50-445 A 
8706080129 50-280 P 
8706080133* 50-280 P 
8706080133* 50-280 P 
8706080137* 50-445 A 

8706080138* 50-269 P 
8706080138* 50-269 P 
8706080138* 50-269 P 
8706080138* 50-269 P 
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AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8706080138* 

50-269 

P 

8706080138* 

50-269 

P 

8706080138* 

50-269 

P 

8706080138* 

50-269 

P 

8706080138* 

50-269 

P 

8706080138* 

50-269 

P 

8706080144 

50-261 

P 

8706080148* 

50-261 

P 

8706080149 

50-302 

P 

8706080153* 

50-302 

P 

8706080158 

50-498 

E 

8706080164 

50-312 

P 

8706080186 

50-298 

P 

8706080191* 

50-298 

P 

8706080193 

50-309 

P 

8706080195* 

50-309 

P 

8706080207* 

50-312 

P 

870608021 9 

50-454 

P 

8706080221 

50-333 

Q 

8706080228* 

50-333 

Q 

8706080233 

50-456 

P 

8706080242* 

50-315 

P 

8706080242* 

50-315 

P 

8706080254 

50-498 

A 

8706080256 

50-400 

P 

8706080267 

50-237 

P 

8706080267 

50-237 

P 

8706080270* 

50-237 

P 

8706080270* 

50-237 

P 

8706080273 

50-341 

P 

8706080275 

50-255 

P 

8706080275 

50-255 

P 

8706080275 

50-255 

P 

8706080275 

50-255 

P 

8706080275 

50-255 

P 

8706080275 

50-255 

P 

8706080275 

50-255 

P 

8706080277* 

50-341 

P 

8706080280 

50-269 

P 

8706080281 

50-461 

P 

8706080283* 

50-461 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

8706080311 

50-269 

P 

8706080318* 

50-269 

P 

8706080318* 

50-269 

P 

8706080318* 

50-269 

P 

8706090014 

50-305 

P 

8706090021 * 

50-305 

P 

8706090029 

50-267 

P 

8706090030 

50-213 

P 

8706090030 

50-213 

P 

8706090035* 

50-213 

P 

8706090035* 

50-213 

P 

8706090035* 

50-213 

P 

8706090035* 

50-213 

P 

8706090036* 

50-267 

P 

8706090066 

50-285 

P 

8706090062 

50-252 

P 

8706090066* 

50-252 

P 

8706090068* 

50-285 

P 

8706090072 

50-530 

P 

8706090081 * 

50-530 

P 

8706090091 

50-395 

P 

8706090104* 

50-395 

P 

8706090109 

50-280 

P 

8706090117* 

50-280 

P 

8706090145 

50-413 

P 

8706090197 

50-354 

P 

8706090212* 

50-354 

P 

8706090233 

50-416 

P 


8706090237* 50-416 P 
8706090275 50-323 P 
8706090279* 50-323 P 
8706090286 50-400 P 
8706090291* 50-400 P 

8706090296 50-293 P 
8706090300* 50-293 P 


8706110092 REGGD 
8706120168 NUREG 
8706120172 NUREG 

8706120189 NUREG 
8706220014 NUREG 
8706250544* TOPREP 


8706260072 50-413 P 
8706260083* 50-413 P 

8706260122 50-395 P 
8706260129* 50-395 P 
8706260140 50-312 P 
8706260144* 50-312 P 
8706260148 50-312 P 

8706260153* 50-312 P 
87062601 54 50-206 P 
87062601 59 50-369 P 
8706260160 50-219 P 
8706260161* 50-206 P 

8706260163* 50-219 P 
8706260166* 50-369 P 
8706260183 50-324 P 
8706260187 50-482 P 
8706260191 50-324 P 

8706260194* 50-482 P 
8706260196* 50-324 P 
8706260196* 50-324 P 
8706260203* 50-324 P 
8706260212 50-267 P 

8706260213 50-373 P 
8706260218* 50-267 P 
8706260229* 50-373 P 
8706260235 50-454 P 
8706260235 50-454 P 

8706260237* 50-454 P 
8706260237* 50-454 P 
8706260240 50-341 P 
8706260243* 50-341 P 
8706260258 50-317 P 

8706260260* 50-317 P 
8706260261 50-440 P 
8706260264 50-247 P 
8706260266* 50-440 P 
8706260267 50-331 P 

8706260268* 50-247 P 
8706260272* 50-331 P 
8706260273 50-369 P 
8706260274 50-498 A 
8706260278* 50-498 A 

8706260278* 50-498 A 
8706260280* 50-369 P 
8706260289 50-445 A 
8706260290 50-280 P 
8706260290 50-280 P 

8706260290 50-280 P 
8706260294 50-321 P 
8706260294 50-321 P 
8706260296* 50-280 P 
8706260296* 50-280 P 

8706260296* 50-280 P 
8706260296* 50-280 P 
8706260296* 50-280 P 
8706260300* 50-445 A 
8706260306 50-206 P 

8706260306 50-206 P 
8706260306 50-206 P 
8706260314* 50-321 P 
8706260314* 50-321 P 
8706260324* 50-206 P 

8706260324* 50-206 P 
8706260324* 50-206 P 
8706260324* 50-206 P 
8706260337 50-275 P 
8706260337 50-275 P 

8706260337 50-275 P 
8706260337 50-275 P 
8706260338 50-498 A 
8706260345* 50-275 P 
8706260345* 50-275 P 


8706260345* 50-275 
8706260345* 50-275 
8706260346* 50-498 
8706260356 50-305 
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CORPORATE SOURCE INDEX 


AUTHOR AFFIUATION 


EMCON Associates 
EWA, Inc. 

Eastern Utilities Associates 

Ebasco Services, Inc. {subs, of Enserch 

Corp.) 

Edlow International Co. 

El Paso Electric Co. 

Electric Power Research Institute 

Enercon Services 

Energy Fuels Nuclear, Inc. 

Energy. Dept of 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8706260365* 

50-305 

P 

8706260370 

50-267 

P 

8706260380* 

50-267 

P 

8706260404 

50-269 

P 

8706260404 

50-269 

P 

8706260406* 

50-269 

P 

8706260406* 

50-269 

P 

8706260407 

50-528 

P 

8706260408* 

50-528 

P 

8706300093 

TOPREP 


8706300106* 

TOPREP 


8706300122 

50-182 

P 

8706300132* 

50-182 

P 

8706300150 

50-254 

P 

8706300150 

50-254 

P 

8706300158 

50-352 

P 

8706300167 

50-220 

P 

8706300167 

50-220 

P 

8706300177* 

50-352 

P 

8706300184* 

50-254 

P 

8706300184* 

50-254 

P 

8706300213 

50-275 

P 

8706300240* 

50-220 

P 

8706300240* 

50-220 

P 

8706300670 

50-255 

P 

8706300691* 

50-255 

P 

8706300870 

50-286 

P 

8706300877* 

50-286 

P 

8706250543* 

FOIA 


8706250551* 

FOIA 


8706030339* 

WASTE MGT 


8706030345* 

WASTE MGT 


8706300702* 

50-443 

1 

8706150244* 

50-335 

P 

8706170394* 

50-498 

A 

8706220121* 

XPORTLIC 


8706220126 

XPORTLIC 


8706220136 

XPORTLIC 


8706220327 

XPORTLIC 


8706250304 

XPORTLIC 


8706120345 

50-530 

M 

8706110042 

REVIEW GR 

P 

8706110106 

REVIEW GR 

P 

8706170430* 

TOPREP 


8706050300 

FOIA 


8706020259 

WASTE MGT 


8706030002 

WASTE MGT 


8706030035 

WASTE MGT 


8706030044 

WASTE MGT 


8706030053 

WASTE MGT 


8706030056 

WASTE MGT 


8706030068 

WASTE MGT • 


8706030075* 

WASTE MGT 


8706030077 

WASTE MGT 


8706030089 

WASTE MGT 


8706030112 

WASTE MGT 


8706030159 

WASTE MGT 


8706030162 

WASTE MGT 


8706030171 

WASTE MGT 


8706030215 

WASTE MGT 


8706030223 

WASTE MGT 


8706030249 

WASTE MGT 


8706030282 

WASTE MGT 


8706030313* 

WASTE MGT 


8706030322 

WASTE MGT 


8706040162 

40-8610 


8706160100 

WASTE MGT 


8706160164 

WASTE MGT 


8706160224 

WASTE MGT 


8706160229 

WASTE MGT 


8706160241 

WASTE MGT 


8706160242 

71-5787 


8706160286 

PROJ 


8706160292* 

PROJ 


8706160297* 

PROJ 


8706160306* 

PROJ 


8706160312 

WASTE MGT 


8706160339 

WASTE MGT 


8706160346 

WASTE MGT 


8706160352 

WASTE MGT 


8706160353 

WASTE MGT 


8706160425 

WASTE MGT 


8706160487 

WASTE MGT 


8706160512 

WASTE MGT 


8706160519* 

WASTE MGT 


8706160564 

WASTE MGT 


8706160580 

WASTE MGT 


8706160591 

WASTE MGT 



Engineering & Economics Research, Inc. 
Engineers International, Inc. 


Environmental Protection Agency 


Essex Corp. 

European Communities, Commission of 


Evans-Plugge Co., Inc. 
Everest Minerals Corp. 
Exxon Corp. 

Facilities Management 

Fauske & Associates, Inc. 


Federal Emergency Management Agency 


Federal Women’s Interagency Board 
Ferret Exploration Company of Nebraska, 
Inc. 

Fielder, S.L. 


Finley, Kumble, Wagner, Heine. Underberg 
Manley & Casey 
FIstedis, S.H. 

Florida Power & Light Co. 


8706160675 

WASTE MGT 

8706160681* 

WASTE MGT 

8706160732 

WASTE MGT 

8706170032 

WASTE MGT 

8706170040* 

WASTE MGT 

8706180100 

WASTE MGT 

8706180189 

WASTE MGT 

8706180458 

WASTE MGT 

8706190059* 

WASTE MGT 

8706190237 

WASTE MGT 

8706190247 

WASTE MGT 

8706220122 

WASTE MGT 

8706220324 

WASTE MGT 

8706220389 

WASTE MGT 

8706230026 

WASTE MGT 

8706230135 

WASTE MGT 

8706230172 

WASTE MGT 

8706240324* 

COMMISSIO 

8706240388 

WASTE MGT 

8706250001 

WASTE MGT 

8706250147 

WASTE MGT 

8706240296* 

CONTRACT 

8706020240 

WASTE RES 

8706030232 

WASTE RES 

8706160243 

WASTE RES 

8706150054* 

70-364 

8706160316* 

PROJ 

8706170238 

50-133 

8706250279* 

FOIA 

8706250505* 

FOIA 

8706250524* 

FOIA 

8706030251* 

50-395 

8706100234 

XPORTLIC 

8706100349 

XPORTLIC 

8706100380 

XPORTLIC 

8706290024* 

CONTRACT 

8706220302 

40-8857 

8706120133 

40-8102 

8706230331 

40-8102 

8706170487* 

CONTRACT 

8706100288 

■REVIEW GR 

8706100486 

REVIEW GR 

8706160417* 

FOIA 

8706010063 

50-298 

8706010066* 

50-298 

8706020185 

50-324 

8706020190 

50-348 

8706020200* 

50-348 

8706020201* 

50-324 

8706030293 

50-298 

8706030373 

50-395 

8706030376* 

50-395 

8706090125 

50-322 

8706090160 

50-334 

8706100176 

50-443 

8706100176 

50-443 

8706100196* 

50-443 

8706100196* 

50-443 

8706100199* 

50-443 

8706100199* 

50-443 

8706120155* 

50-213 

8706120160* 

50-213 

8706160398 

50-482 

8706160405* 

50-482 

8706170440 

50-498 

8706190008 

50-456 

8706190012* 

50-456 

8706190225 

50-334 

8706220225 

50-424 

8706260046* 

50-483 

8706260331 

50-416 

8706260331 

50-416 

8706260335* 

50-416 

8706260335* 

50-416 

8706300203* 

50-483 

8706240343* 

COMMISSIO 

8706220496 

40-8943 

8706230226 

40-8829 

8706020156 

50-133 

8706030213 

50-133 

8706030290 

50-133 

8706250394 

MISC 

8706300768* 

CONTRACT 

8704300439 

50-335 

8706010200 

50-335 

8706010200 

50-335 

8706010385 

50-335 
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CORPORATE SOURCE INDEX 427 


author affiliation 


Ida Power Corp. (subs, of Florida 
gressCorp.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8706010385 

50-335 

P 

8706030372 

50-335 

P 

8706040076 

50-250 

Q 

8706040075 

50-250 

Q 

8706050071 

50-335 

Q 

8706050071 

50-335 

Q 

8706080131 

50-250 

F 

8706080131 

50-250 

F 

8706080131 

50-250 

F 

8706080306 

50-251 

Q 

8706090164 

50-250 

P 

8706090164 

50-250 

P 

8706100056 

50-250 

S 

8706100056 

50-250 

S 

8706100107 

50-250 

P 

8706100107 

50-250 

P 

8706100221 

50-250 

Q 

8706100375 

50-250 

F 

8706100375 

50-250 

F 

8706110445 

50-389 

P 

8706120085 

50-250 

S 

8706150180 

50-335 

P 

8706150180 

50-335 

P 

8706150241 

50-335 

P 

8706160214 

50-250 

P 

8706160214 

50-250 

P 

8706160214 

50-250 

P 

8706160214 

50-250 

P 

8706160214 

50-250 

P 

8706160251* 

50-250 

P 

8706160261* 

50-250 

P 

8706160251* 

50-250 

P 

8706160251* 

50-250 

P 

8706160251* 

50-250 

P 

8706160457 

50-389 

P 

8706170415 

50-335 

S 

8706170415 

50-335 

s 

8706170568 

50-250 

F 

8706170592 

50-335 

P 

8706170596* 

50-335 

P 

8706190279* 

50-250 

P 

8706190285* 

50-250 

P 

8706220018 

50-250 

S 

8706220032 

50-250 

R 

8706220174 

50-251 

S 

8706230086 

50-335 

F 

8706230191 

50-250 

R 

8706230191 

50-250 

R 

8706230350 

50-250 

Q 

8706230350 

50-250 

Q 

8706230415 

50-250 

S 

8706230431 

50-335 

P 

8706240124 

50-250 

F 

8706250132 

50-250 

S 

8706250257 

50-250 

P 

8706250257 

50-250 

P 

8706260005 

50-251 

S 

8706260079 

50-250 

Q 

8706260079 

50-250 

Q 

8706260108 

50-335 

Q 

8706260146 

50-250 

P 

0706260146 

50-250 

P 

8706260151* 

50-250 

P 

8706260171* 

50-250 

P 

8706260174* 

50-250 

P 

8706260178* 

50-250 

P 

8706260184* 

50-250 

P 

8706260186* 

50-250 

P 

8706260344 

50-250 

Q 

8706300455 

50-250 

S 

8706300459 

50-250 

G 

8706300459 

50-250 

G 

8706300492 

50-250 

G 

8706300492 

50-250 

G 

8706300513 

50-250 

P 

8706300513 

50-250 

P 

8706300813 

50-389 

S 

8706300862 

50-335 

S 

8706300903 

50-250 

P 

8706300910 

50-260 

P 

8706300919 

50-250 

P 

8706300919 

50-250 

P 

8706300961 

50-250 

S 

8706300968 

50-389 

P 

8706300996 

50-250 

R 

8706040172 

50-302 

S 

8706040185* 

50-302 

s 

8706040245 

50-302 

F 


AUTHOR affiliation 


Florida, State of 

Florida. Univ. of. Gainesville, FI 


Frank Electric 

Freeport Public Schools. Freeport. NY 
Fund for Peace (National Security 
Archive) 

GA Technologies, Inc./General Atomic Co. 


General DataComm. Inc. 
General Electric Co. 


General Public Utilities Corp. - GPU 
Service Corp, 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8706090074 

50-302 

S 

8706090339 

50-302 

P 

8706100224 

50-302 

F 

8706160028 

50-302 

1 

8706160157 

50-302 

S 

8706160372 

50-302 

P 

8706170437 

50-302 

Q 

8706170497 

50-302 

P 

8706180153 

50-302 

R 

8706220218 

50-302 

P 

8706250244 

50-250 

P 

8706300258 

STATE PRO 

G 

8704010089 

50-83 

P 

8704010096* 

50-83 

P 

8706110401 

50-83 

K 

8706110406* 

50-83 

K 

8706170132 

50-83 

Q 

8706170140* 

50-83 

Q 

8706170252* 

50-83 

P 

8706100480 

50-331 

S 

8706250616* 

50-322 

G 

8706230021 

FOIA 


8706050290* 

50-267 

P 

8706100378 

XPORTLIC 


8706160206 

70-734 


8706080291* 

CONTRACT 


8706010052* 

50-245 

P 

8706020140* 

50-219 

P 

8706030219 

70-1113 


8706030287 

71-5939 


8706030492* 

50-325 

P 

8706040255* 

50-293 

P 

8706040272* 

50-293 

P 

8706040280* 

50-293 

P 

8706040291 * 

50-293 

P 

8706050118* 

CONTRACT 


8706080214* 

CONTRACT 


8706090052* 

50-293 

P 

8706100024* 

CONTRACT 


8706160162 

50-268 

A 

8706160168* 

50-268 

A 

8706160194 

70-1308 


8706160554 

QAg99 


8706170511 

TOPREP 


8706250532 

50-271 

P 

8706260055 

70-1113 


8706260410 

PR 


8706300521 

TOPREP 


8706300999 

TOPREP 


8706010048 

50-320 

P 

8706010115 

50-219 

S 

8706010124 

50-320 

P 

8706010447 

50-320 

P 

8706010449* 

50-320 

P 

8706010450 

50-289 

P 

8706020115 

50-320 

G 

8706020131 

50-219 

P 

8706020151 

50-289 

R 

8706030191 

50-320 

G 

8706030199 

50-320 

Q 

8706030296 

50-320 

G 

8706030364 

50-320 

P 

8706030368* 

50-320 

P 

8706030387 

50-320 

P 

8706030394* 

50-320 

P 

8706030483 

50-219 

S 

8706030495 

50-219 

S 

8706040207 

50-289 

S 

8706050079 

50-289 

P 

6706050082* 

50-289 

P 

8706050086* 

50-289 

P 

8706050236 

50-320 

R 

8706050291 

50-289 

P 

0706050355 

50-219 

S 

8706090086 

50-320 

G 

8706090088 

50-320 

G 

8706090095* 

50-320 

G 

8706090112 

50-320 

G 

8706090122 

50-320 

G 

8706090196 

50-219 

F 

8706090358 

50-219 

S 

8706100059 

50-320 

P 

8706100070 

50-320 

F 

8706120065 

50-219 

F 

8706120096 

50-289 

S 

8706120259 

50-289 

Q 

8706150153 

50-289 

P 



428 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


General Services Administration 
Georgia Institute of Technology, Atlanta 
GA 


Georgia Power Co. 


8706150181 

50-320 

F 


8706230180 

50-424 

8706150231 

50-219 

Q 


8706230190 

50-424 

8706150239 

50-289 

P 


8706230190 

50-424 

8706160068 

50-320 

G 


8706230257 

50-321 

8706160110 

50-320 

G 


8706230311 

50-424 

8706160149 

50-289 

Q 


8706230475 

50-366 

8706160152 

50-219 

S 


8706240197 

50-424 

8706160385 

50-320 

P 


8706240197 

50-424 

8706160717 

50-219 

S 


8706260011 

50-424 

8706180069 

50-289 

F 


8706260208 

50-424 

8706190066 

50-320 

G 


8706260317 

50-321 

8706190093 

50-320 

G 


8706300079 

50-321 

8706190288 

50-289 

P 


8706300907 

50-424 

8706220027 

50-320 

P 

Geoscience, Ltd. 

8706240038* 

CONTRACT 

8706220035 

50-219 

Q 

Geotechnical Engineers, Inc. 

8706100062* 

50-245 

8706220329 

50-289 

R 


8706100064* 

50-245 

8706220332 

50-219 

S 


8706100069* 

50-245 

8706220392 

50-289 

F 

Glen Cove, NY 

8706250617* 

50-322 

8706220392 

50-289 

F 

Golder Associates 

8706160537* 

WASTE MGT 

8706230416 

50-320 

F 

Goodson & Associates, Inc. 

8706120127* 

CONTRACT 

8706230476 

50-289 

P 

Goulds Pumps, Inc. 

8706260328 

PT21 

8706230490 

50-289 

F 

Government Accountability Project 

8705280189* 

REVIEW GR 

8706230490 

50-289 

F 


8705280192* 

REVIEW GR 

8706240135 

50-289 

F 


8706030292 

50-498 

8706250099 

50-320 

G 


8706030292 

50-498 

8706250101* 

50-320 

G 


8706030309 

50-498 

8706250144 

50-320 

G 


8706030309 

50-498 

8706250330 

50-219 

P 


8706090115 

50-445 

8706250332* 

50-219 

P 


8706100099 

50-445 

870626021 1 

50-219 

P 


8706110248 

50-315 

8706260295 

50-289 

F 


8706160370 

50-445 

8706260303 

50-289 

F 


8706170499 

FOIA 

8706260310 

50-320 

P 


8706240082 

50-277 

8706260350 

50-320 

P 


8706250216 

FOIA 

8706260352* 

50-320 

P 


8706260006 

50-445 

8706300146 

50-289 

R 


8706260177* 

50-275 

8706300146 

50-289 

R 


8706300456 

50-498 

8706300486 

50-320 

G 

Governor Dummer Academy, Byfield, MA 

8706080263 

PR 

8706300963 

50-289 

P 

8706080286 

PR 

8706300966* 

50-289 

P 


8706090167 

PR 

8706300967* 

50-289 

P 

Grammco Computer Sales, Inc. 

8706120003 

FOIA 

8706240002* 

CONTRACT 


Gregory, M. 

8706250139 

50-445 

8706100345 

50-160 

Q 

8706250273 

8706250273 

50-445 

50-445 

8706160019 

50-160 

Q 


8706250286* 

50-445 

8706300482 

50-160 

Q 

Grueneich & Lowry 

8706090076 

50-275 

8706010405 

50-424 

P 

8706100093 

50-275 

8706010405 

50-424 

P 


8706100109 

50-275 

8706020220 

8706030065 

50-321 

71-9184 

S 

Guardian Independent Radical Newsweekly, 
New York, NY 

8706100037 

FOIA 

8706040074 

50-424 

P 

Gulf States Utilities Co. 

8706010343 

50-458 

8706040223 

50-424 

R 


8706040039 

50-458 

8706080124 

50-424 

E 


8706040097 

50-458 

8706080126 

50-321 

Q 


8706110062 

50-458 

8706080196 

50-424 

S 


8706110431 

50-458 

8706090012 

50-424 

S 


8706120107* 

50-458 

8706090254 

50-321 

Q 


8706170142 

50-458 

8706090330 

50-424 

S 


8706170397 

50-458 

8706090343 

50-424 

S 


8706180089 

50-458 

8706090359 

50-424 

P 


8706180221 

50-458 

8706090369 

50-424 

F 


8706180272 

50-458 

8706090369 

50-424 

F 


8706180341 

50-458 

8706090426 

50-424 

S 


8706180495 

50-458 

8706090433 

50-425 

A 


8706230388 

50-458 

8706100010* 

50-321 

Q 


8706240242 

50-458 

8706100332* 

50-424 

P 


8706240255 

50-453 

8706100374 

50-424 

S 


8706240258* 

50-458 

8706100429 

50-321 

P 


8706240301 

50-459 

8706110026 

50-424 

Q 


8706260013 

50-458 

8706120300 

50-424 

P 


8706260017* 

50-458 

8706150081 

50-424 

S 

Hadco & Associates, Inc. 

8706180335 

50-281 

8706150215 

50-424 

s 

Hadley, E.C. 

8706080213 

PR 

8706150218 

50-424 

F 

Hampton, NH 

8706020061 

50-443 

8706160328 

50-321 

P 

8706020061 

50-443 

8706160383 

50-424 

S 


8706020068 

50-443 

8706160461 

50-321 

R 


8706020068 

50-443 

8706160468 

50-321 

F 


8706020073* 

50-443 

8706170044 

50-424 

E 


8706020073* 

50-443 

8706170044 

50-424 

E 


8706020079* 

50-443 

8706170152 

50-425 

A 


8706020079* 

50-443 

8706170405 

50-424 

S 


8706020084* 

50-443 

8706170422 

50-424 

F 


8706020084* 

50-443 

87061 70556 

50-424 

F 


8706020094* 

50-443 

8706170556 

50-424 

F 


8706020094* 

50-443 

8706180083 

50-424 

P 


8706020096 

50-443 

8706180088* 

50-424 

P 


8706020096 

50-443 

8706190313 

50-424 

R 


8706020178 

50-443 

8706220266 

50-321 

F 


8706100066 

PR 

8706220266 

50-321 

F 


8706100148 

50-443 
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CORPORATE SOURCE INDEX 429 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Hanford Engineering Development 

Laboratory 

Harford County. MD 

Harmon & Weiss 


Harvard School of Public Health, Boston. 
MA 


Health & Human Services, Dept, of 
Health & Human Services. Dept, of, U.S. 
Public Health Service 
Hempstead, NY 

Hirt Telecom Co. 

Hitlman Nuclear & Development Corp. 
{subs, of Hittman Corp.) 

House of Rep. 


House of Rep., Appropriations 
House of Rep., Education & Labor 

House of Rep., Energy & Commerce 
House of Rep., Interior ^ Insular Affair 
Houston Lighting & Power Co. 


8706160066 

NUREG 


8706010184* 

50-1 71 

H 

8706040160* 

50-277 

P 

8706020085 

50-443 

G 

8706020085 

50-443 

G 

87060201 26 

50-443 

G 

8706020126 

50-443 

G 

8706100169 

50-443 

G 

8706190078 

50-271 

G 

8706250116 

50-443 

G 

8706250116 

50-443 

G 

8706250133 

50-271 

G 

8706250149* 

50-443 

G 

8706250149* 

50-443 

G 

8706250194 

50-271 

G 

8706300501 

50-271 

G 

8706300505 

50-271 

G 

8706240014 

NUREG 


8706250268 

NUREG 


8706240023* 

CONTRACT 


8706030202* 

CONTRACT 


8706250151* 

50-322 

G 

8706290008* 

CONTRACT 


0706170393* 

FOIA 


8705190050* 

70-143 


8706030192 

50-443 

G 

8706040206* 

50-443 

U 

8706040213* 

50-444 

G 

8706050010* 

50-443 

U 

8706100140 

PR 


8706110203 

PR 


87061 20064* 

70-135 


8706160523* 

FOIA 


8706180381 

WASTE MGT 


8706230198* 

50-275 

H 

8706240013* 

COMMISSIO 

N 

8706240237* 

COMMISSIO 

N 

8706240360* 

COMMISSIO 

N 

8706300330* 

MISC 


8706040121* 

50-322 

G 

8706250602 

PR 


8706160558* 

FOIA 


8706100112* 

50-275 

P 

8706010130 

50-498 

A 

8706010190 

50-498 

A 

8706020202 

50-498 

A 

8706020202 

50-498 

A 

8706020258 

50-498 

A 

8706020258 

50-498 

A 

8706030250 

50-498 

A 

8706030250 

50-498 

. A 

8706030380 

50-498 

A 

8706030380 

50-498 

A 

8706030389 

50-498 

F 

8706030389 

50-498 

F 

8706030391 

50-498 

A 


8706030391 50-498 A 
8706030410 50-498 F 
8706030410 50-498 F 
8706030416 50-498 A 
8706030416 50-498 A 

8706030423 50-498 A 
8706030423 50-498 A 
8706030433 50-498 S 
8706030433 50-498 S 
8706040005 50-498 S 

8706040005 50-498 S 
8706040009 50-498 S 
8706040009 50-498 S 
8706040027 50-498 S 
8706040277 50-498 F 

8706040277 50-498 F 
8706090261 50-498 A 
8706090261 50-498 A 
8706090331 50-498 A 
8706090331 50-498 A 

8706090363 50-498 A 
8706090377 50-498 A 
8706090377 50-498 A 
8706090384 50-498 A 
8706090396 50-498 A 

8706090396 50-498 A 
8706090422 50-498 A 
8706090422 50-498 A 
8706090424 50-498 A 


8706090424 

50-498 

A 

8706100048 

50-498 

A 

8706100081 

50-498 

A 

8706100081 

50-498 

A 

8706100087 

50-498 

A 

8706100087 

50-498 

A 

8706100095 

50-498 

S 

8706100095 

50-498 

S 

8706100120 

50-498 

A 

8706100120 

50-498 

A 

8706100143 

50-498 

A 

8706100143 

50-498 

A 

8706100156 

50-498 

A 

8706100156 

50-498 

A 

8706100183 

50-498 

G 

8706100183 

50-498 

G 

8706100193 

50-498 

A 

8706100226 

50-498 

A 

8706100226 

50-498 

A 

8706100297 

50-498 

A 

8706100297 

50-498 

A 

8706100415 

50-498 

S 

8706100415 

50-498 

s 

8706100417 

50-498 

A 

8706100417 

50-498 

A 

8706100455 

50-498 

A 

8706100455 

50-498 

A 

8706110115 

50-498 

A 

8706110115 

50-498 

A 

8706110271 

50-498 

K 

8706110271 

50-498 

K 

8706110275* 

50-498 

K 

8706110275* 

50-498 

K 

8706110306 

50-490 

A 

8706110306 

50-498 

A 

8706110439 

50-498 

A 

8706110439 

50-498 

A 

8706120067 

50-498 

A 

8706120072* 

50-498 

A 

8706120112 

50-498 

K 

8706120112 

50-498 

K 

8706150222 

50-498 

A 

8706150225 

50-498 

Q 

8706150225 

50-498 

Q 

8706160017 

50-498 

£ 

8706160103 

50-490 

G 

8706160103 

50-498 

G 

8706160343 

50-498 

Q 

8706160343 

50-498 

Q 

8706160540 

50-498 

A 

8706170212 

50-498 

A 

8706170212 

50-498 

A 

8706170261 

50-498 

A 

8706170261 

50-498 

A 

8706170337 

50-498 

E 

8706170337 

50-498 

E 

8706170359 

50-498 

A 

8706170359 

50-498 

A 

8706170363 

50-498 

Q 

8706170363 

50-498 

Q 

8706170383 

50-498 

A 

8706170383 

50-498 

A 

8706170388* 

50-498 

A 

8706170388* 

50-498 

A 

8706170395 

50-498 

A 

8706170395 

50-498 

A 

8706170429 

50-498 

A 

8706170429 

50-498 

A 

0706170435 

50-498 

S 

8706170435 

50-498 

S 

8706170470 

50-498 

A 

8706170470 

50-498 

A 

8706170478 

50-498 

A 

8706170478 

50-498 

A 

8706170485 

50-498 

E 

8706170485 

50-498 

E 

8706170490 

50-498 

A 

8706170490 

50-498 

A 

8706170496 

50-498 

Q 

8706170496 

50-498 

Q 


8706170553 50-498 S 

8706170553 60-498 S 

8706170571 50-498 A 

8706170571 50-498 A 

8706170581 50-498 A 

8706170581 50-498 A 

8706170594 50-498 A 

8706170594 50-498 A 

8706190307 50-498 F 



430 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Howard Relocation Group 
Hudson Light & Power Dept 
Hunton & Williams 


Husted, C.A. 

Hydrogen Control Owners Group 
IMO Delaval, Inc. 

IRT Corp. 


ITASCA Consulting Group, Inc. 


Idaho National Engineering Laboratory 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


8706190307 

8706190310* 

8706190310* 

8706190367 

8706190367 


50-498 

50-498 

50-498 

50-498 

50-498 


8706190373* 

50-498 

K 

8706190373* 

50-498 

K 

8706190381 

50-498 

A 

8706190381 

50-498 

A 

8706220257 

50-498 

S 

8706230362 

50-498 

F 

8706230362 

50-498 

F 

8706230365 

50-498 

C 

8706230365 

50-498 

C 

8706230369* 

50-498 

c 

8706230369* 

50-498 

c 

8706230426 

50-498 

A 

8706230426 

50-498 

A 

8706230471 

50-498 

A 

8706230471 

50-498 

A 

8706230512 

50-498 

A 

8706230512 

50-498 

A 

8706240115 

50-498 

A 

8706260147 

50-498 

A 

8706260162 

50-498 

Q 

8706260162 

50-498 

Q 

8706300539 

50-498 

S 

8706300727 

50-498 

J 

8706300727 

50-498 

J 

8706300927 

50-498 

A 

8706030177* 

CONTRACT 


8706300713* 

50-443 

1 

8706020059 

50-322 

G 

8706020074 

50-322 

G 

8706020113 

50-322 

G 

8706020129 

50-322 

G 

8706020152 

50-322 

G 

8706020158* 

50-322 

G 

8706030258 

50-322 

G 

8706090171 

50-289 

G 

8706100094 

50-322 

G 

8706100145 

50-322 

G 

8706100197 

50-322 

G 

8706160073 

50-322 

G 

8706160096 

50-322 

G 

8706160341 

FOIA 


8706190081 

50-322 

G 

8706190083 

50-322 

G 

8706250119 

50-322 

G 

8706250203 

50-322 

G 

8706090171 

50-289 

G 

8706170411 

TOPREP 


8706300704 

50-206 

S 

8706160231 

70-1359 


8706160237* 

70-1359 


8706030010 

WASTE RES 


8706030392 

WASTE RES 


8706040024 

WASTE RES 


8706040098 

WASTE RES 


87060401 13* 

WASTE RES 


8706160274 

WASTE RES 


8706160281* 

WASTE RES 


8706160347 

WASTE RES 


8703310229* 

50-309 

P 

8703310229* 

50-309 

P 

8703310229* 

50-309 

P 

8704060091* 

50-269 

P 

8704060091* 

50-269 

P 

8704060091* 

50-269 

P 

8704280672* 

50-309 

P 

8704300244* 

50-282 

P 

8704300244* 

50-282 

P 

8705010070* 

50-454 

P 

8705190128* 

50-456 

P 

8705260111* 

50-413 

P 

8705260122* 

50-400 

P 

8705260122* 

50-400 

P 

8706010229* 

50-361 

P 

8706040349 

50-498 

A 

8706040361 

50-338 

P 

8706040365* 

50-338 

P 

8706050032 

50-309 

P 

8706050048 

50-282 

P 

8706050061 

50-267 

P 

8706050066* 

50-267 

P 

8706050087 

50-225 

P 

8706050093* 

50-225 

P 

8706050133 

50-312 

P 

8706050149* 

50-312 

P 


SUBJECT 
CATEGORY 

8706050164 TOPREP 


8706050220 50-285 P 
8706050225* 50-285 P 
8706050237 50-245 P 
8706050237 50-245 P 

8706050237 50-245 P 
8706050249 50-255 P 
8706050250* 50-245 P 
8706050250* 50-245 P 
8706050250* 50-245 P 

8706050255* 50-255 P 
8706050261 50-382 P 
8706050267* 50-382 P 
8706050297 50-280 P 
8706050302* 50-280 P 


8706050302* 50-280 
8706050302* 50-280 
8706050304 50-482 
8706050311* 50-482 
8706050326 50-324 

8706050326 50-324 
8706050331* 50-324 
8706050331* 50-324 
8706050331* 50-324 
8706050349 50-483 

8706050351 * 50-483 
8706050354 50-247 
8706050356* 50-247 
8706050358 50-309 
8706050358 50-309 

8706050362* 50-309 
8706050362* 50-309 
8706050362* 50-309 
8706080004 50-255 
8706080007* 50-255 

8706080010 50-213 
8706080014 50-346 
8706080020* 50-346 
8706080021 50-312 
8706080022* 50-213 

8706080022* 50-213 
8706080022* 50-213 
8706080032 50-315 
8706080033 50-412 
8706080036* 50-412 

8706080047 50-334 
8706080051 50-269 
8706080067 50-483 
8706080070* 50-483 
8706080073 50-220 

8706080088 50-346 
8706080091* 50-220 
8706080093 50-498 
8706080096 50-269 
8706080096 50-269 

8706080099 50-219 
8706080101 50-277 
8706080105* 50-498 
8706080110 50-315 
8706080111* 50-277 

8706080115* 50-315 
8706080127 50-445 
8706080129 50-280 
8706080133* 50-280 
8706080133* 50-280 

8706080137* 50-445 
8706080138* 50-269 
8706080138* 50-269 
8706080138* 50-269 
8706080144 50-261 

8706080148* 50-261 
8706080149 50-302 
8706080153* 50-302 
8706080158 50-498 
8706080164 50-312 

8706080186 50-298 
8706080191* 50-298 
8706080193 50-309 
8706080195* 50-309 
8706080207* 50-312 

8706080219 50-454 
8706080221 50-333 
8706080228* 50-333 
8706080233 50-456 
8706080242* 50-315 

8706080242* 50-315 
8706080254 50-498 
8706080256 50-400 
8706080267 50-237 
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CORPORATE SOURCE INDEX 431 


AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8706080267 

50-237 

P 

8706080270* 

50-237 

P 

8706080270* 

50-237 

P 

8706080273 

50-341 

P 

8706080275 

50-255 

P 

8706080275 

50-255 

P 

8706080275 

50-255 

P 

8706080277* 

50-341 

P 

8706080280 

50-269 

P 

8706080281 

50-461 

P 

8706080283* 

50-461 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080284* 

50-255 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

8706080292* 

50-269 

P 

870608031 1 

50-269 

P 

8706090014 

50-305 

P 

8706090021 * 

50-305 

P 

8706090029 

50-267 

P 

8706090030 

50-213 

P 

8706090030 

50-213 

P 

8706090035* 

50-213 

P 

8706090035* 

50-213 

P 

8706090035* 

50-213 

P 

8706090036* 

50-267 

P 

8706090056 

50-285 

P 

8706090062 

50-252 

P 

8706090072 

50-530 

P 

8706090081 * 

50-530 

P 

8706090091 

50-395 

P 

8706090109 

50-280 

P 

8706090117* 

50-280 

P 

8706090145 

50-413 

P 

8706090197 

50-354 

P 

8706090212* 

50-354 

P 

8706090233 

50-416 

P 

8706090237* 

50-416 

P 

8706090275 

50-323 

P 

8706090279* 

50-323 

P 

8706090286 

50-400 

P 

8706090291* 

50-400 

P 

8706090296 

50-293 

P 

8706090300* 

50-293 

P 

8706110092 

REGGD 


8706250544* 

TOPREP 


8706260072 

50-413 

P 

8706260083* 

50-413 

P 

8706260122 

50-395 

P 

8706260129* 

50-395 

P 

8706260140 

50-312 

P 

8706260144* 

50-312 

P 

8706260148 

50-312 

P 

8706260153* 

50-312 

P 

8706260154 

50-206 

P 

8706260159 

50-369 

P 

8706260160 

50-219 

P 

8706260161* 

50-206 

P 

8706260163* 

50-219 

P 

8706260166* 

50-369 

P 

8706260183 

50-324 

P 

8706260187 

50-482 

P 

8706260191 

50-324 

P 

8706260194* 

50-482 

P 

8706260196* 

50-324 

P 

8706260196* 

50-324 

P 

8706260203* 

50-324 

P 

8706260212 

50-267 

P 

8706260213 

50-373 

P 

8706260218* 

50-267 

P 

8706260229* 

50-373 

P 

8706260235 

50-454 

P 

8706260235 

50-454 

P 

8706260237* 

50-454 

P 

8706260237* 

50-454 

P 

8706260240 

50-341 

P 

8706260243* 

50-341 

P 

8706260258 

50-317 

P 

8706260260* 

50-317 

P 

8706260261 

50-440 

P 

8706260264 

50-247 

P 

8706260266* 

50-440 

P 

8706260267 

50-331 

P 

8706260268* 

50-247 

P 

8706260272* 

50-331 

P 

8706260273 

50-369 

P 

8706260274 

50-498 

A 

8706260278* 

50-498 

A 


AUTHOR AFFILIATION 


Idaho, Univ. of, Moscow, ID 
Illinois Power Go. 


Illinois Public Action Council 
Illinois. State of 


Illinois, Univ. of, Urbana, IL 


Impell Corp. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8706260278* 

50-498 

8706260280* 

50-369 

8706260289 

50-445 

8706260290 

50-280 

8706260290 

50-280 

8706260294 

50-321 

8706260294 

50-321 

8706260296* 

50-280 

8706260296* 

50-280 

8706260296* 

50-280 

8706260306 

50-206 

8706260306 

50-206 

8706260314* 

50-321 

8706260314* 

50-321 

8706260324* 

50-206 

8706260324* 

50-206 

8706260324* 

50-206 

8706260337 

50-275 

8706260337 

50-275 

8706260338 

50-498 

8706260345* 

50-275 

8706260345* 

50-275 

8706260345* 

50-275 

8706260346* 

50-498 

8706260356 

50-305 

8706260365* 

50-305 

8706260370 

50-267 

8706260380* 

50-267 

8706260404 

50-269 

8706260404 

50-269 

8706260406* 

50-269 

8706260406* 

50-269 

8706260407 

50-528 

8706260408* 

50-528 

8706300093 

TOPREP 

8706300106* 

TOPREP 

8706300122 

50-182 

8706300132* 

50-182 

8706300150 

50-254 

8706300150 

50-254 

8706300158 

50-352 

8706300167 

50-220 

8706300167 

50-220 

8706300177* 

50-352 

8706300184* 

50-254 

8706300184* 

50-254 

8706300240* 

50-220 

8706300240* 

50-220 

8706300670 

50-255 

8706300691* 

50-255 

8706300870 

50-286 

8706300877* 

50-286 

8706010332* 

PR 

8706020054 

50-461 

8706020186 

50-461 

8706110182 

50-461 

8706110344 

50-461 

8706150226 

50-461 

8706160046 

50-461 

8706170151 

50-461 

8706170443 

50-461 

8706230088 

50-461 

8706230215 

50-461 

8706230368 

50-461 

8706230454 

50-461 

8706260363 

50-461 

8706260366* 

50-461 

8706080265 

PR 

8706100066 

PR 

8706170161* 

40-6563 

8706180362 

STATE PRO 

8706190101 

27-39 

8706250104* 

40-2061 

8706260329* 

STATE PRO 

8706180422 

50-356 

8706180428* 

50-356 

8706180487 

50-151 

8706180503* 

50-151 

8706100062* 

50-245 

8706100064* 

50-245 

8706100069* 

50-245 

8706110018 

REVIEW GR 

8706110174 

REVIEW GR 

8706110245 

MISC 

8706170243* 

50-445 

8706170243* 

50-445 

8706170251* 

50-445 

8706170251* 

50445 

8706170256* 

50-445 


»>> > -0-0-0 -o-o-o-o-o -OO O oo <n,-3JC0-o enoi-o-oco urn -o-o -o-o-o-o-o -o-o-o-o-o -d-d-o-o -o-d-oh -o-o-d-o-d t,>-o-d-o >-o-d-d-d -o-d-d-ou -o-o-o-o-d ■ou>-d> 



432 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 


NUMBER 

CATEGORY 


NUMBER 


8706170256* 

50-445 

A 

Iowa, Univ. of, Iowa City, lA 

8706160568 


8706170262* 

50-445 

A 

8706160581* 


8706170262* 

50-445 

A 

Isham, Lincoln & Beale 

8706020035 


8706170309* 

50-445 

A 


8706090129 


8706170309* 

50-445 

A 


8706100085 


8706170317* 

50-445 

A 


8706300486 


8706170317* 

50-445 

A 

Island Park Schools, Island Park, NY 

8706250609* 


8706170322* 

50-445 

A 

Jacobs Engineering Group, Inc. 

8706180254 


8706170322* 

50-445 

A 

Japan, Govt, of 

8706110176 


8706170332* 

50-445 

A 

8706160209 


8706170332* 

50-445 

A 

Jefts G. Beede 

8706090185 


8706170333* 

50-445 

A 

Joint Intervenors - Humboldt Bay 

8706020156 


8706170333* 

50-445 

A 

8706030213 


8706170342* 

50-445 

A 


8706030290 


8706170342* 

50-445 

A 

Justice, Dept, of 

8706240155* 

In-Situ, Inc. 

8706250021 * 

CONTRACT 



8706250545* 


8706250463* 

CONTRACT 


KLD Associates. Inc. 

8706020087* 

Indiana & Michigan Electric Co. 

8706010398 

50-316 

P 

Kansas Gas & Electric Co. 

8706160142* 

8706020163 

50-316 

S 


8706160148* 


8706030036 

50-315 

S 

Kansas State Univ., Manhattan, KS 

8706010116 


8706030365 

50-315 

P 

Kelly, Harrington, McLaughlin & Foster 

8706170205 


8706030365 

50-315 

P 

Kenrob & Associates. Inc. 

8706050360* 


8706030371 * 

50-315 

P 

Kentucky, Commonwealth of 

8706160430* 


8706030371 * 

50-315 

P 

8706160439* 


8706050080 

50-315 

Q 


8706160460* 


8706050146 

50-316 

P 


8706160472* 


8706170502 

50-316 

S 


8706160477* 


8706180056 

50-315 

s 


8706160527* 


8706180158 

50-316 

s 


8706160535* 


8706220288 

50-315 

p 


8706160539* 


8706220288 

50-315 

p 


8706160664* 


8706230090 

50-316 

p 


8706160668* 


8706230120 

50-315 

s 


8706160697* 


8706230120 

50-315 

s 


8706160711* 


8706230281 

50-315 

s 


8706160716* 


8706230308 

50-315 

Q 


8706170573* 


8706230308 

50-315 

Q 


8706250177* 


8706240019 

50-315 

S 


8706250227* 


870626001 1 

50-315 

F 


8706250302* 


870625001 1 

50-315 

F 


8706250462* 


8706260262 

50-315 

Q 


8706250519* 


8706260262 

50-315 

Q 


8706250534* 


8706301010 

50-315 

P 


8706250549* 


8706301010 

50-315 

P 

Kentucky, Univ. of, Lexington, KY 

8706250177* 


8706301011* 

50-315 

P 

8706250489* 

Industry Degraded Core Rulemaking Progra 

8706301011* 

50-315 

P 

Kerr-McGee Chemical Corp. (subs, of 

8706020118 

8706100288 

REVIEW GR 

P 

Kerr-McGee Corp.) 

, 

8706100486 

REVIEW GR 

P 

8706100160 


8706110018 

REVIEW GR 

P 

Kerr-McGee Corp. 

8706040008 


8706110025 

REVIEW GR 

P 

8706160132 


8706110042 

REVIEW GR 

P 

Keyboard Communications, Inc. 

8706180033* 


8706110080 

50-416 

P 

Kidder, Peabody & Co. 

8706100253 


8706110091 

50-322 

P 

Kirkpatrick & Lockhart 

8706020056 


8706110106 

REVIEW GR 

P 

8706020070 


8706110174 

REVIEW GR 

P 


8706020088 


8706110353 

REVIEW GR 

P 


8706020105 

Infometrics, Inc. 

8706110385 

REVIEW GR 

P 


8706030207 

8706090282* 

CONTRACT 



8706030283 

Interior, Dept, of. Bureau of Mines 

8706030113 

WASTE RES 



8706090114 


8706050121* 

CONTRACT 



8706100151 

Interior, Dept, of. Geological Survey 

8706240035* 

CONTRACT 



8706100173 

8706250294* 

FOIA 



8706160133 

Interior, Dept, of. National Park Servic 

8706250509* 

FOIA 



8706190056 

8706190336* 

ORG 



8706190136 

Intermountain Technologies, Inc. 

8706030356* 

50-309 

P 


8706250143 

International Enerw Associates, Ltd. 

8706220045 

XPORTLIC 



8706250380 

International Freight Forwarders, Inc. 

8706160167 

70-3041 


Kiski Valley Coalition to Save Our 

8706040006 

Iowa Electric Light & Power Co. 

. 8706030417 

50-331 

S 

Children 


8706050123 

50-331 

P 


8706160593 


8706090409* 

50-331 

Q 


8706160730 


8706110138 

50-331 

S 


8706160730 


8706150096 

50-331 

S 


8706170018 


8706150125 

50-331 

S 


8706170018 


8706160163 

50-331 

Q 


8706220119 


8706160533 

50-331 

P 


8706220119 


8706170272 

50-331 

Q 

Korea, Republic of (South Korea) 

8706110171 


8706170462 

50-331 

Q 

LN Technologies Corp. (formerly NUS 

8706030126 


8706180042 

50-331 

P 

Corp.) 



8706180046 

50-331 

S 

8706080119 


8706230414 

50-331 

R 


8706110216 


8706230421 

50-331 

Q 


8706160335 


8706240123 

50-331 

S 


8706160340* 


8706240402 

50-331 

S 


8706160344* 


8706260091 

50-331 

Q 

Labor, Dept, of 

8706160173 


8706290019 

50-331 

S 

8706160212* 


8706300366 

50-331 

S 

Lawrence Berkeley Laboratory 

8706030120 

Iowa State Univ., Ames, lA 

8706300604 

50-331 

S 

Lawrence Livermore National Laboratory 

8706030120 

8706260089 

50-116 

s 

8706150086 

Iowa, State of 

8706100144* 

STATE PRO 

G 


8706160074 


SUBJECT 

CATEGORY 

50-331 

50-331 

50-456 

50-456 

50-456 

50-320 
50-322 
WASTE MGT 
XPORTLIC 
XPORTLIC 

PR 

50-133 

50-133 

50-133 

COMMISSIO 

40-3392 

50-322 

FOIA 

FOIA 

50-188 

FOIA 

CONTRACT 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

40-2061 

40-2061 

40-2061 

40-2061 

CONTRACT 

FOIA 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

60-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

70-135 

70-135 

70-135 

70-135 

70-135 

70-135 

70-135 

70- 135 

NUREG 

71- 9151 

50-322 

FOIA 

71-9073 

71-9073 

71-9073 

50-320 

50-320 

NUREG 

NUREG 

NUREG 

NUREG 
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CORPORATE SOURCE INDEX 433 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


LeBoeuf, Lamb. Leiby & MacRae 


Lewis, D.B. 

Lewis. M. 

Lodge, TJ. 

Long Island Lighting Co. 


Los Alamos National Laboratory 
Louisiana Power & Light Co. 


Louisiana State Univ., Baton Rouge, LA 
MHB Technical Associates 

MK’Ferguson Co. 

MPR Associates, Inc. 

Maine Yankee Atomic Power Co, 


Malapai Resources Co. 


8706300007 

NUREG 



8706080172 

40-8502 

8706300026 

NUREG 



8706220467 

40-8771 

8706020078 

XPORTLIC 



8706230073 

40-8502 

8706030296 

50-320 

Q 


8706230098 

40-8684 

8706250144 

50-320 

G 


8706240009 

40-8502 

8706300757 

FOIA 


Mallinckrodt, Inc. 

8104090319* 

40-6563 

8706190338 

50-277 

P 


8104090326* 

40-6563 

8706250507* 

50-322 

T 


8104280040* 

40-6563 

8706160114 

50-440 

G 


8706160674* 

40-527 

8706010045 

50-322 

S 


8706170054* 

40-7745 

8706010127 

50-322 

S 


8706170075* 

40-7767 

8706010186 

50-322 

S 


8706170119* 

40-6563 

8706020059 

50-322 

G 


8706170139* 

40-6563 

8706020074 

50-322 

G 


8706170144* 

40-6563 

8706020113 

50-322 

G 


8706170169* 

40-6563 

8706020129 

50-322 

G 


8706180025* 

40-6563 

8706020152 

50-322 

G 


8706180040* 

40-233 

8706020158* 

50-322 

G 


8706180043* 

40-233 

8706030258 

50-322 

G 


8706180051* 

40-233 

8706050340 

50-322 

S 


8706180057* 

40-527 

8706050348* 

50-322 

S 


8706180065* 

40-527 

8706050350* 

50-322 

S 


8706180073* 

40-527 

8706090071 

50-322 

T 


8706180078* 

40-527 

8706100094 

50-322 

G 


8706180079* 

40-527 

8706100145 

50-322 

G 


8706180092* 

40-527 

8706100197 

50-322 

G 


8706180112* 

40-527 

8706100292 

50-322 

S 


8706180182* 

40-527 

8706110030 

50-322 

V 


8706180199* 

FOIA 

8706110052 

50-322 

P 


8706180204* 

40-527 

8706110091 

50-322 

P 


8706180222* 

FOIA 

8706110166* 

50-322 

S 


8706180225* 

40-527 

8706110178* 

50-322 

S 


8706180234* 

FOIA 

8706160073 

50-322 

G 


8706180265* 

40-527 

8706160096 

50-322 

G 


8706180295* 

40-527 

8706170392 

50-322 

Q 


8706180300* 

40-527 

8706170473 

50-322 

S 


8706180365* 

40-527 

8706170548 

50-322 

Q 


8706180385* 

40-527 

8706190081 

50-322 

G 


8706180430* 

FOIA 

8706190083 

50-322 

G 


8706180437* 

40-527 

8706230422 

50-322 

P 


8706180442* 

40-527 

8706230497 

50-322 

F 


8706180446* 

40-527 

8706250119 

50-322 

G 


8706180491* 

40-527 

8706250203 

50-322 

G 


8706180500* 

40-527 

8706290022 

50-322 

S 


8706180502* 

40-527 

8706300003 

50-322 

P 


8706190154* 

40-233 

8706300127 

50-322 

S 


8706190159* 

40-233 

8706030186 

NUREG 



8706190171* 

40-233 

8706170134 

50-267 

R 


8706190195* 

40-233 

8610220356* 

50-382 

Q 


8706190204* 

40-233 

8706010201 

50-382 

F 


8706190207* 

40-233 

8706010315 

50-382 

Q 


8706190215* 

40-233 

8706010327 

50-382 

P 


8706190246* 

40-233 

8706010349* 

50-382 

P 


8706190266* 

40-233 

8706050187 

50-382 

S 


8706190374* 

40-233 

8706090333 

50-382 

Q 


8706220127* 

40-233 

8706090350 

50-382 

S 


8706220143* 

40-233 

8706100203 

50-382 

S 


8706220154* 

40-233 

8706100428 

50-382 

Q 


8706220206* 

40-6563 

8706160701 

50-382 

Q 


8706220212* 

40-6563 

8706170493 

50-382 

P 


8706220222* 

40-6563 

8706180024 

50-382 

R 


8706220233* 

40-6563 

8706190146 

50-382 

F 


8706220240* 

40-6563 

8706230161 

50-382 

Q 


8706220255* 

40-6563 

8706230297 

50-382 

F 


8706220272* 

40-6563 

8706230510 

50-382 

S 


8706220277* 

40-6563 

8706240404 

50-382 

S 


8706220298* 

40-6563 

8706240410 

50-382 

F 


8706220317* 

40-6563 

8706300938 

50-382 

S 


8706220321* 

40-6563 

8706180403* 

CONTRACT 



8706220491* 

40-233 

8706260127 

FOIA 



8706220499* 

40-233 

8706160334 

WASTE MGT 


Management Concepts, Inc, 

Manufacturing Sciences Corp. 

8706300054* 

CONTRACT 

8706040249* 

50-368 

P 

8706240311* 

CONTRACT 

8706010406 

8706030286 

50-309 

50-309 

P 

F 

Marsh & McLennan, Inc. 

8706110237, 

8706110305 

50-213 

50-322 

8706030348 

50-309 

P 


8706110381 

50-331 

8706100125 

50-309 

F 


8706110434 

50-3 

8706100461 

50-309 

S 


8706110440 

TOPREP 

8706160202 

50-309 

S 


8706110473 

50-286 

8706170239 

50-309 

P 


8706120090 

50-245 

8706190346 

50-309 

F 


8706120090 

50-245 

8706220042 

50-309 

S 


8706150007 

50-269 

8706220375 

50-309 

F 


8706170024 

50-280 

8706230074 

50-309 

P 


8706220448 

50-346 

8706230252 

8706240214 

50-29 

50-309 

S 

Q 

Maryland, Univ. of, College Park, MD 

8706170335* 

8706250444* 

FOIA 

CONTRACT 

8706260343 

8706300162 

8706300175* 

50-309 

50-309 

50-309 

S 

P 

P 

Massachusetts General Hosp,, Boston, MA 

Massachusetts Institute of Technology, 

8706300063* 

8706300074* 

8706240352 

REVIEW GR 
REVIEW GR 
NUREG 

8706080085 

40-8684 


Cambridge, MA 





434 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Massachusetts Municipal Wholesale Co. 
Massachusetts Voice of Energy 
Massachusetts, Commonwealth of 


Materials Engineering Associates, Inc. 
McDermott. Will & Emery 

McGraw-Hill Publications Co. 
McKenna, Conner & Cuneo 

Memphis State Univ., Memphis, TN 


Met Lab, Inc. 

Metallurg. Inc. (formerly Shield Alloy 
Corp.) 

Metro Health Center, Erie, PA 


Metro Health Center, Erie, PA (formerly 
Doctors Osteopathic Hosp.) 


* Metrotec, Inc. 

Michigan State Univ., East Lansing, Ml 
Michigan, State of 
Microform, Inc. 


Middle South Utilities. Inc. 
Mississippi Power & Light Co. 
Mitre Corp. 


Mitsubishi International Corp. (subs, of 
Mitsubishi Corp.) 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8706250018* 

CONTRACT 


8706300639* 

50-443 

1 

8706080157 

NUREG 


8706020111 

50-443 

G 

8706030316 

50-443 

G 

8706090113 

50-443 

G 

8706100104 

50-443 

G 

8706100104 

50-443 

G 

8706100110* 

50-443 

Q 

8706100110* 

50-443 

G 

8706190049 

50-443 

G 

8706190098 

50-443 

G 

8706190170 

50-443 

G 

8706030146 

NUREG 


8706250167 

FOIA 


8706240052 

FOIA 


8706160497 

40-233 


8706180195 

FOIA 


8706150143* 

CONTRACT 


8706300202* 

CONTRACT 


8706090105 

FOIA 


8706260382 

40-7102 


8706230411* 

FOIA 


8706230428* 

FOIA 


8003120263* 

FOIA 


8008190302* 

FOIA 


8008190305* 

FOIA 


8011110059* 

FOIA 


8011110069* 

FOIA 


8104160513* 

FOIA 


8104160517* 

FOIA 


8706180021* 

FOIA 


8706180037* 

FOIA 


8706180050* 

FOIA 



8706180086* 

FOIA 

8706180104* 

FOIA 

8706180150* 

FOIA 

8706180159* 

FOIA 

8706180176* 

FOIA 

8706180179* 

FOIA 

8706180246* 

FOIA 

8706180257* 

FOIA 

8706180264* 

FOIA 

8706180275* 

FOIA 

8706180411* 

FOIA 

8706180432* 

FOIA 

8706180441* 

FOIA 

8706180445* 

FOIA 

8706180447* 

FOIA 

8706180461* 

FOIA 

8706180468* 

FOIA 

8706180477* 

FOIA 

8706220049* 

FOIA 

8706220063* 

FOIA 

8706220078* 

FOIA 

8706220084* 

FOIA 

8706220103* 

FOIA 

8706220115* 

FOIA 

8706220138* 

FOIA 

8706220163* 

FOIA 

8706220181* 

FOIA 

8706220196* 

FOIA 

8706220379* 

FOIA 

8706220397* 

FOIA 

8706220402* 

FOIA 

8706220410* 

FOIA 

8706220416* 

FOIA 

8706220432* 

FOIA 

8706220481* 

FOIA 

8706220494* 

FOIA 

8706220500* 

FOIA 

8706230203* 

FOIA 

8706230327* 

FOIA 

8706100015* 

CONTRACT 

8706180278* 

CONTRACT 

8706170467. 

50-294 

8706090184* 

STATE PRO 

8706160009 

FOIA 


8706160285’ 

8706080225 

8702100007 

8706160138 

8706170055* 


FOIA 

PR 

50-416 

NUREG 

CONTRACT 


S 


8706220081* XPORTLIC 

8706220108 XPORTLIC 
8706240368* XPORTLIC 



8706250077 

XPORTLIC 

Mitsui & Co. (USA), Inc. (subs, of Mitsu 

8706100351 

XPORTLIC 

& Co., Ltd.) 


8706110067 

XPORTLIC 


8706160116 

XPORTLIC 

Molycorp, Inc. (subs, of Union Oil of 

8706030308 

40-8794 

California) 

Morris, IL 

8706300431* 

CONTRACT 

Morrison-Knudsen Engineers, Inc. 

8706010088 

WASTE MGT 


8706030130 

WASTE MGT 


8706030138* 

WASTE MGT 


8706030140 

WASTE MGT 


8706030143* 

WASTE MGT 


8706030147* 

WASTE MGT 


8706030155* 

WASTE MGT 


8706030161* 

WASTE MGT 


8706030167* 

WASTE MGT 


8706030170* 

WASTE MGT 


8706030175* 

WASTE MGT 


8706030179’ 

WASTE MGT 

NRD, Inc. 

8706080218 

WASTE MGT 

8706100410 

XPORTLIC 

NUSAC, Inc. 

8706010323* 

PR 

NUTECH Engineers, Inc. 

8706010340* 

PR 

8706170330* 

50-313 


8706170338* 

50-313 


8706170349* 

50-313 


8706170357* 

50-313 


8706170361* 

50-313 


8706170369* 

50-313 

NWT Corp. 

8706170396* 

50-368 

8706040153* 

50-344 

National Academy of Sciences 

8706120351* 

CONTRACT 

National Board of Boiler & Pressure 

8706240175* 

CONTRACT 

8706260312 

50-456 

Vessel Inspectors 



National Council on Radiation Protection 

8706240034* 

CONTRACT 

& Measurements 

National Research Council 

8706250433* 

CONTRACT 

8706030467 

WASTE RES 

Native Americans for a Clean Environment 

8706050044* 

40-8027 

Natural Rights Center 

8706080209 

PR 

Navy, Dept, of 

8706030212* 

71-4i6 


8706160210 

70-1207 


8706160267 

70-1207 

Navy, Dept, of, Naval Sea Systems Comman 

8706190068* 

FOIA 

8706030203 

71-456 

Nebraska Public Power District 

8706010096 

50-298 


8706010144 

50-298 


8706010167 

50-298 


8706010429 

50-298 


8706010448 

50-298 


8706020208 

50-298 


8706020221 

50-298 


8706030374 

50-298 


8706040197 

50-298 


8706050212 

50-298 


8706120334 

50-298 


8706150047 

50-298 


8706160247 

50-298 


8706160303 

50-298 


8706180241 

50-298 


8706180253* 

50-298 


8706190264 

50-298 


8706220337 

50-298 


8706220352 

50-298 


8706220355* 

50-298 


8706220363* 

50-298 


8706230119 

50-298 


8706230316 

50-298 


8706230332 

50-298 


8706230457 

60-298 


8706230479 

60-298 


8706240341 

50-298 


8706240357 

50-298 

Neutron Products, Inc. 

8706260131 

50-298 

8706160216 

71-9102 

New England Coalition on Nuclear 

Pollution 

8706160225* 

71-9102 

8706020085 

50-443 


8706020085 

50-443 


8706020126 

50-443 


8706020126 

50-443 


8706100169 

50-443 


8706190078 

50-271 


8706250116 

60-443 


8706250116 

50-443 


8706250133 

50-271 


8706250149* 

50-443 
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AUTHOR AFFILIATION 


New England Electric System 

New England Power Co. 

New Hampshire Electric Cooperative, 
New Hampshire, State of 


New Jersey, State of 
New Mexico, State of 

New Orleans Public Service Co. 
New York Nuclear Corp. 

New York Power Authority (formerly 
Authority of the State of New York) 


New York State Electric & Gas Corp. 
New York, State of 


Newman & Holtzinger 

Niagara Mohawk Power Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8706250149* 

50-443 

G 

8706250194 

50-271 

G 

8706300501 

50-271 

G 

8706300523 

60-271 

G 

8706300680* 

50-443 

1 

8706110383 

PR 


8706300709* 

50-443 

I 

8706100147 

50-443 

G 

8706100147 

50-443 

G 

8706100154 

50-271 

G 

8706100172 

50-443 

G 

8706100172 

50-443 

G 

8706100190* 

50-443 

G 

8706100190* 

50-443 

G 

8706100208* 

50-443 

G 

8706100208* 

50-443 

G 

8706190295* 

50-443 

G 

8706190295* 

50-443 

G 

8706190301* 

50-443 

G 

8706190301* 

50-443 

G 

8706190306* 

50-443 

G 

8706190306* 

50-443 

G 

8706190331* 

50-443 

G 

8706190331* 

50-443 

G 

8706190337* 

50-443 

G 

8706190337* 

50-443 

G 

8706190344* 

50-443 

G 

8706190344* 

50-443 

G 

8706190354* 

50-443 

G 

8706190354* 

50-443 

G 

8706260409 

PR 


8706250554* 

FOIA 


8706250555* 

CONTRACT 


8706080189 

40-8905 


8706160519* 

WASTE MGT 


8706170493 

50-382 

P 

8706220204 

XPORTLIC 


8706010168 

50-333 

P 

8706030330 

50-286 

P 

8706090096 

50-286 

S 

8706090387 

50-333 

P 

8706100076 

60-286 

P 

8706110050 

50-333 

F 

8706110392 

50-286 

S 

8706150051 

50-333 

R 

8706150133 

50-286 

Q 

8706160130 

50-286 

Q 

8706160499 

50-333 

P 

8706160508* 

50-333 

P 

8706160515* 

50-333 

P 

8706160606 

50-333 

Q 

8706170116 

50-333 

P 

8706170465 

50-286 

P 

8706180251 

50-333 

P 

8706180260 

50-333 

Q 

8706220203 

50-286 

S 

8706220356 

50-286 

R 

8706300185 

50-333 

F 

8706100052* 

50-410 

1 

8501160546* 

50-322 

G 

8508080764* 

50-322 

H 

8508080766* 

50-322 

H 

8706020056 

50-322 

G 

8706020070 

50-322 

G 

8706030193 

50-322 

T 

8706030207 

50-322 

G 

8706090071 

50-322 

T 

8706100151 

50-322 

G 

8706100173 

50-322 

G 

8706100441 

PR 


8706110203 

PR 


8706160057 

PR 


8706160133 

50-322 

G 

8706160476 

STATE PRO 

G 

8706250143 

50-322 

G 

8706250380 

50-322 

G 

8706100183 

50-498 

G 

8706160103 

50-498 

G 

8706300459 

50-250 

G 

8706300492 

60-250 

G 

8706030329 

50-410 

K 

8706030332* 

50-410 

K 

8706030386 

50-220 

R 

8706040142 

50-220 

P 

8706040147 

50-410 

P 

8706050096 

50-220 

F 

8706050157 

50-410 

F 

8706050353 

50-410 

S 


North Carolina, State of 


North Carolina, Univ. of, Wilmington, NC 
Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities) 


Northeast Technology Corp. 
Northeast Utilities 


8706090183 50-410 P 

8706100028 50-410 I 

8706100047 50-410 S 

8706110202 50-410 K 

8706110398 50-410 P 

8706150171 50-410 S 

8706160271 50-220 P 

8706180095 50-220 S 

8706190151 50-220 S 

8706220374 50-410 F 

8706230102 50-410 S 

8706230266 50-220 F 

8706230320 50-410 P 

8706230336 50-410 P 

8706240157 50-410 S 

8706250016 50-410 S 

8706300035 50-410 P 

8706300315 50-220 F 

8706300719 50-410 P 

8706110164 REGGD 

8706240406* CONTRACT 

8706150002* CONTRACT 

8706010037 50-245 P 

8706010044* 50-245 P 

8706010080 50-245 P 

8706010085* 50-245 P 

8706010139 50-245 P 

8706010148* 50-245 P 

8706010165 50-245 F 

8706010155 50-245 F 

8706030346 50-423 P 

8706030352 50-245 P 

8706030458 50-245 P 

8706030463* 50-245 P 

8706050357 50-423 S 

8706090043 50-213 F 

8706090043 50-213 F 

8706090043 50-213 F 

8706090372 50-213 P 

8706090372 50-213 P 

8706090372 50-213 P 

8706090460 ' 50-336 P 

8706090461* 50-336 P 

8706100045 50-245 P 


8706100049* 50-245 
8706100058 50-336 
8706100060 50-245 
8706100290 50-213 
8706100290 50-213 

8706100396 50-336 
8706100399* 50-336 
8706100402 50-336 
8706100424 50-245 
8706110057 50-423 

8706110195 50-245 
8706110207* 50-245 
8706120041 50-245 
8706120052 50-336 
8706120088 50-336 

8706120226 50-245 
8706160006 50-423 
8706160094 50-245 
8706160127 50-423 
8706160204 50-423 

8706170066 50-336 
8706170537 50-245 
8706180059 50-423 
8706180324 50-213 
8706180415 50-423 

8706180421* 50-423 
8706230433 50-336 
8706240062 50-336 
8706240201 50-336 
8706240209* 50-336 

8706250115 50-213 
8706260297 50-423 
8706300792 50-245 
8706120182* 50-254 
8706010037 50-245 

8706010044* 50-245 
8706010080 50-245 
8706010139 50-245 
8706010155 50-245 
8706010155 50-245 


8706030346 5(J-423 P 
8706030352 50-245 P 
8706030458 50-246 P 
8706050357 50-423 S 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


Northeast Utilities Service Co. (subs, o 
Northeast Utilities) 


Northern States Power Co. 


Nuclear Assurance Corp. 


Nuclear Awareness Network 
Nuclear Engineering Co.. Inc. 
Nuclear Fuel Services, Inc. (subs, of 
Getty Oil Co.) 


Nuclear Medicine Associates, Inc., 
Cleveland. OH 
Nuclear Packaging, Inc. 


Nuclear Suppliers Association 
Nuclear Waste Consultants, Inc, 


8706090043 

50-213 

F 


8706030362 

WASTE RES 

8706090043 

50-213 

F 


8706030396* 

WASTE RES 

8706090043 

50-213 

F 


8706160445 

WASTE RES 

8706090043 

50-213 

F 

O’Donnell & Associates, Inc. 

8706090315* 

FOIA 

8706090043 

50-213 

F 


8706090321 * 

FOIA 

8706090372 

50-213 

P 


8706090326* 

FOIA 

8706090372 

50-213 

P 


8706150043* 

CONTRACT 

8706090372 

50-213 

P 

Oak Ridge Associated Univs. 

8706030081 

40-8724 

8706100045 

50-245 

P 


8706030081 

40-8724 

8706100058 

50-336 

P 


8706030163 

70-143 

8706100060 

50-245 

P 


8706030165* 

70-143 

8706100290 

50-213 

Q 


8706030244* 

40-8724 

8706100290 

50-213 

Q 


8706030244* 

40-8724 

8706100396 

50-336 

P 


8706230080* 

70-143 

8706100402 

50-336 

P 


8706260340* 

CONTRACT 

8706100424 

50-245 

P 

Oak Ridge National Laboratory 

8706030007 

WASTE RES 

8706110057 

50-423 

S 


8706030092 

50-317 

8706110195 

50-245 

P 


8706030097 

NUREG 

8706120041 

50-245 

F 


8706030204 

NUREG 

8706120047* 

50-245 

F 


8706160050 

NUREG 

8706120052 

50-336 

F 


8706160086 

NUREG 

8706120061* 

50-336 

F 


8706160218 

WASTE RES 

8706120088 

50-336 

F 


8706160246* 

WASTE RES 

8706120100* 

50-336 

F 


8706160265* 

WASTE RES 

8706120226 

50-245 

F 


8706160293* 

WASTE RES 

8706160006 

50-423 

P 


8706230059 

NUREG 

8706160094 

50-245 

R 


8706240166 

50-322 

8706160127 

50-423 

S 


8706250399 

50-322 

8706160204 

50-423 

R 


8706250423’ 

50-322 

8706180059 

50-423 

S 

Ohio Edison Co. 

8706120053* 

50-412 

8706180198 

50-213 

P 

Ohio, State of 

8706260064* 

50-440 

8706180324 

50-213 

Q 

Oil, Chemical & Atomic Workers Internati 

8706010016* 

70-143 

8706180415 

50-423 

P 

onal Union 



8706230344* 

FOIA 



8706010030* 

70-143 

8706230433 

50-336 

P 


8706240008* 

70-143 

8706240062 

50-336 

P 

Oklahoma, Univ. of. Norman. OK 

8706150147 

50-1 12 

8706240201 

50-336 

P 


8706250490* 

CONTRACT 

8706240243 

50-245 

S 

Omaha Public Power District 

8705270320 

50-285 

8706260115 

50-213 

P 


8706010305 

50-285 

8706260297 

50-423 

Q 


8706010328* 

50-285 

8706300686* 

50-443 

I 


8706010399 

50-285 

8706300792 

50-245 

P 


8706030405 

50-285 

8706180198 

50-213 

. P 


8706090200 

50-285 





8706100240 

50-285 

8706180209* 

50-213 

P 


8706100269 

50-285 

8706300878* 

50-213 

P 


8706100271 

50-285 

8706010131 

50-263 

S 


8706100398 

50-285 

8706080123 

50-282 

Q 


8706100475 

50-285 

8706110197 

50-282 

Q 


8706110007 

50-285 

8706110210* 

50-282 

Q 


8706110383 

PR 

8706170123 

50-282 

R 


8706110428 

50-285 

8706170544 

50-263 

R 


8706120040 

TOPREP 

8706190341 

50-263 

P 


8706120106 

50-285 

8706220113 

50-282 

P 


8706120303 

TOPREP 

8706220515 

50-282 

Q 


8706160381 

50-285 

8706230145 

50-263 

P 


8706160653 

50-285 

8706230152 

50-263 

P 


8706180133 

50-285 

8706240096 

50-282 

S 


8706180378 

50-298 

8706260384 

50-263 

P 


8706220059 

50-285 

8706260388* 

50-263 

P 


8706220062* 

50-285 

8706260389* 

50-263 

P 


8706220156 

50-285 

8706030083 

71-9010 



8706230258 

50-285 

8706160219 

PROJ 



8706260051 

50-285 

8706160283 

71-9010 



8706260092 

50-285 

8706160480 

71-9010 



8706260112 

50-285 

8706180492 

50-482 

P 


8706260299 

50-285 

8706300139* 

FOIA 



8706260302* 

50-285 

8706030375 

70-143 



8706260305* 

50-285 





8706260349* 

50-285 

8706120262 

70-143 



8706300211* 

50-285 

8706160235 

70-143 



8706300404* 

50-285 

8706160326 

70-143 



8706300430 

50-285 

8706170128 

70-143 



8706300441* 

50-285 

8706220429* 

70-143 



8706300972 

50-285 

8706220510* 

70-143 



8706301003 

50-285 

8706230108* 

70-143 


Ontario Hydro 

8706250377* 

FOIA 

8706230348* 

70-143 


Oregon Graduate Center, Beaverton, OR 

8706220509* 

CONTRACT 

8706240033* 

70-143 


Oregon State Univ., Corvallis, OR 

8706030403 

50-243 

8706240037* 

70-143 


Oregon, State of 

8706110159* 

STATE PRO 

8706240042* 

70-143 


Pacific Gas & Electric Co. 

8706040026 

50-275 

8706240045* 

70-143 



8706040026 

50-275 

8706230319* 

FOIA 



8706040028 

50-275 





8706040305 

50-275 

8706030070 

WASTE MGT 



8706040305 

50-275 

8706190109 

WASTE MGT 



8706040363 

50-323 

8706080225 

PR 



8706040366* 

50-323 

8706030003 

WASTE RES 



8706040367* 

50-323 

8706030230 

WASTE RES 



8706080075* 

FOIA 

8706030279 

WASTE RES 



8706090292 

50-275 


P 


P 

P 

P 

I 

P 


Q 


F 
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AUTHOR AFFtLIATION 


Parameter, Inc. 


Parsons Brinckerhoff Maintenance 
Services, Inc. 

Pathfinder Mines Corp. 


Pennsvitle, NJ 

Pennsylvania Power & Light Co. 


Pennsylvania, Commonwealth of 
R^ladelphia Electric Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8706090292 

50-275 

F 

8706090317* 

50-275 

P 

8706090317* 

50-275 

P 

8706100003 

50-275 

P 

8706100003 

50-275 

P 

8706100022 

50-275 

P 

8706100040* 

50-275 

P 

8706100040* 

50-275 

P 

8706100043* 

50-275 

P 

8706100043* 

50-275 

P 

8706100046* 

50-275 

P 

8706100046* 

50-275 

P 

8706100128 

50-275 

Q 

8706100128 

50-275 

G 

8706100433 

50-323 

S 

8706120200 

50-133 

Q 

8706120200 

50-133 

Q 

8706120200 

50-133 

Q 

8706160087 

50-275 

S 

8706160186 

50-275 

P 

8706160699 

50-275 

S 

8706170274* 

50-275 

Q 

8706170508 

50-275 

R 

8706170516 

50-275 

Q 

8706180085 

50-323 

S 

8706190177 

50-323 

S 

8706230023 

50-275 

R 

8706230023 

50-275 

R 

8706230085 

50-275 

Q 

8706230085 

50-275 

Q 

8706230318* 

50-275 

P 

8706230324* 

50-275 

P 

8706230370 

50-323 

S 

8706240132 

50-323 

s 

8706240287 

50-275 

P 

8706240287 

50-275 

p 

8706260123 

50-275 

p 

8706260288 

50-323 

s 

8706260292 

50-275 

R 

8706260292 

50-275 

R 

8706260336 

50-275 

S 

8706190179* 

50-412 

Q 

8706230337* 

50-275 

P 

8706230482* 

50-275 

P 

8706240093 

NUREG 


8706240323 

NUREQ 


8706030270* 

CONTRACT 


8706120103 

40-2259 


8706150028 

40-2259 


8706230043 

40-6622 


8706240219 

40-2259 


8706080143* 

CONTRACT 


8706080135 

50-387 

F 

8706090186 

50-387 

P 

8706120175 

50-387 

S 

8706150223 

50-387 

R 

8706150223 

50-387 

R 

8706160396 

50-387 

P 

8706160396 

50-387 

P 

8706160435 

50-388 

S 

8706160588 

50-387 

S 

8706170081 

50-387 

R 

8706170081 

50-387 

R 

8706170167 

50-387 

P 

8706170167 

50-387 

P 

8706170174* 

50-387 

P 

8706170174* 

50-387 

P 

8706170187* 

50-387 

P 

8706170187* 

50-387 

P 

8706180041 

50-387 

F 

8706230385 

50-387 

J 

8706230444 

50-387 

P 

8706230444 

50-387 

P 

8706230469 

50-387 

S 

8706230504 

50-387 

S 

8706230508 

50-387 

F 

8706250152 

50-387 

P 

8706250161* 

50-387 

P 

8706250165* 

50-387 

P 

8706260220 

50-387 

P 

8706260227* 

50-387 

P 

8706260230* 

50-387 

P 

8706260234* 

50-387 

P 

8706260238* 

50-387 

P 

8706300934 

50-387 

R 

8706300934 

50-387 

R 

8706090108 

50-352 

G 

8706010106 

50-277 

P 


AUTHOR AFFILIATION 


Phoenix Associates, Inc. 
Pitt-Des Moines, Inc. 


Plains Electric Generation & Transmissio 
Cooperative 

Poco Graphite, Inc. (subs, of Union Oil 
Co. of California) 


Port Jefferson Station Teachers 
Association, Inc. 

Portland General 'Electric Co. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8706010106 

50-277 

8706010109* 

50-277 

8706010109* 

50-277 

8706020045 

50-352 

8706020072 

50-352 

8706020100 

50-352 

8706020104 

50-352 

8706020199 

50-352 

8706030476 

50-278 

8706080220 

60-352 

8706090227 

50-277 

8706090227 

50-277 

8706090241 

50-277 

8706090241 

50-277 

8706100359 

PR 

87061 10020 

50-277 

8706110048 

50-353 

8706110274 

50-278 

8706110441 

50-277 

87061 10441 

50-277 

8706120028 

50-278 

8706120045* 

50-278 

8706120056 

50-171 

8706120056 

50-171 

8706120074 

50-352 

8706150202 

50-352 

8706150214 

50-352 

8706160176 

50-277 

8706160176 

50-277 

8706160332 

50-352 

8706170517 

50-277 

8706170574 

50-352 

8706170590 

50-352 

8706180044 

50-278 

8706180185 

50-277 

8706180185 

50-277 

8706180192* 

50-277 

8706180471 

50-352 

8706190339 

50-352 

8706190351 

50-352 

8706230164 

50-277 

8706230240 

50-277 

8706230240 

50-277 

8706230354 

50-277 

8706230354 

50-277 

8706230407 

50-277 

8706230437 

50-352 

8706250074 

50-352 

8706250201 

50-352 

8706250223 

50-352 

8706250255 

50-352. 

8706260001 

50-352 

8706260001 

50-362 

8706260002 

50-352 

8706260029* 

50-352 

8706260029* 

50-352 

8706260033* 

50-352 

8706260033* 

50-352 

8706260099 

50-352 

8706260111 

50-352 

8706260282* 

50-352 

8706260282* 

50-352 

8706260285* 

50-352 

8706260285* 

50-352 

8706300037 

50-352 

8706300047 

50-352 

8706300051* 

50-352 

8706300231 

50-352 

8706030059* 

CONTRACT 

8706160440 

71-473 

8706160448* 

71-473 

8706040321 

50-530 

8706220150 

XPORTLIC 

8706220169* 

XPORTLIC 

8706250502* 

50-322 

8706010097 

50-344 

8706040059 

50-344 

8706160150 

50-344 

8706160426 . 

50-344 

8706170214 

50-344 

8706170223* 

50-344 

8706170358 

50-344 

8706170367 

50-344 

8706170448 

50-344 

8706170451 

50-344 

8706170459 

50-334 
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438 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


87061 70557 50-344 S 
8706180194 50-344 S 
8706190202 50-344 P 
8706230126 50-344 S 
8706230143 50-344 P 

8706230427 50-344 S 
8706250441 50-344 P 
8706250448* 50-344 P 
8706250456* 50-344 P 
8706260375 50-344 S 


Press Intelligence, Inc. 8706260342* CONTRACT 

Public Citizen's Critical Mass Energy 8706230010 FOIA 

Project 

8706300009* ORG 

Public Interest Research Group, New York 8706090167 PR 


Public Service Co. of Colorado 8706030288 50-267 F 

8706030304* 50-267 F 

8706030310* 50-267 F 

8706030312* 50-267 F 

8706030321* 50-267 F 

8706050287 50-267 P 

8706090295 50-267 S 

8706110168 50-267 F 

8706110316 50-267 F 

8706150234 50-267 S 

8706160407 50-267 F 

8706170126 50-267 P 

8706190328 50-267 R 

8706230065 50-267 P 

8706230095 50-267 P 

8706260397 50-267 F 

8706300661 50-267 F 

8706300714 50-267 R 

Public Service Co. of New Hampshire 8706010078 50-443 S 

8706020048 50-443 G 

8706020048 50-443 G 

8706020051 50-443 G 

8706020051 50-443 G 

8706020053 50-443 G 

8706020071 50-443 G 

8706020071 50-443 G 

8706020076 50-443 G 

8706020076 50-443 G 

8706020083 50-443 G 

8706020083 50-443 G 

8706020091 50-443 G 

8706020091 50-443 G 

8706020106 50-443 G 

8706020106 50-443 G 

8706020231 50-443 G 

8706020231 50-443 G 

8706020244 50-443 G 

8706020244 50-443 G 

8706030383 50-443 F 

8706030383 50-443 F 

8706030448 50-443 S 

8706040235 50-443 P 

8706080187* 50-443 Q 

8706090163 50-443 P 

8706090167 PR 

8706100202 50-443 G 

8706160082 50-443 G 

8706160082 50-443 G 

8706160123 50-443 G 

8706160123 50-443 G 

8706160500 50-443 F 

8706170484 50-443 Q 

8706180287 50-443 P 

8706190107 50-443 G 

8706190107 50-443 G 

8706190123* 50-443 G 

8706190123* 50-443 G 

8706190135 50-443 G 

8706190135 50-443 G 

8706190186 50-443 G 

8706190186 50-443 G 

8706190203* 50-443 G 

8706190203* 50-443 G 

8706190212* 50-443 G 

8706190212* 50-443 G 

8706190219* 50-443 G 

8706190219* 50-443 G 

8706190229* 50-443 G 

8706190229* 50-443 G 

8706190235* 50-443 G 

8706190235* 50-443 G 

8706190242* 50-443 G 

8706190242’ 50-443 G 

8706190248* 50-443 G 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 

8706190248* 50-443 

8706190255* 50-443 

8706190255* 50-443 

8706190263* 50-443 

8706190263* 50-443 

8706190281* 50-443 

8706190281* 50-443 

8706190286* 50-443 

8706190286* 50-443 

8706190287* 50-443 

8706190287* 50-443 

8706190291* 50-443 

8706190291* 50-443 

8706220016 50-443 

8706230419 50-443 

8706250100 50-443 

8706250102 50-443 

8706250155 50-443 

8706250155 50-443 

8706250166 50-443 

8706250166 50-443 

8706300443 50-443 

8706300443 50-443 

8706300454 50-443 

8706300454 50-443 

8706300488 50-443 

8706300488 50-443 

8706300616 50-443 

8706300616 50-443 

8706301006 50-443 

Public Service Electric & Gas Co. of New 8706010098 50-272 

Jersey 

8706010301 50-354 

8706010347 50-354 

8706030328 50-272 

8706040346 50-354 

8706050062* 50-354 

8706050198 50-354 

8706050203* 50-354 


8706080173 

50-311 

8706090371 

50-311 

8706090404 

50-354 

8706100313 

50-354 

8706110088* 

50-354 

8706110226 

50-272 

8706110226 

50-272 

8706110239* 

50-272 

8706110239* 

50-272 

8706110247* 

50-272 

8706110247* 

50-272 

8706110253* 

50-272 

8706110253* 

50-272 

8706110256* 

50-272 

8706110256* 

50-272 

8706110259* 

50-272 

8706110259* 

50-272 

8706110261* 

50-272 

8706110261* 

50-272 

8706110298* 

50-272 

8706110298* 

50-272 

8706110302* 

50-272 

8706110302* 

50-272 

8706110308* 

50-272 

8706110308* 

50-272 

8706110310* 

50-272 

8706110310* 

50-272 

8706110317* 

50-272 

8706110317* 

50-272 

8706110326* 

50-272 

8706110326* 

50-272 

8706110329* 

50-272 

8706110329* 

50-272 

8706110336* 

50-272 

8706110336* 

50-272 

8706110342* 

50-272 

8706110342* 

50-272 

8706110352* 

50-272 

8706110352* 

50-272 

8706110362* 

50-272 

8706110362* 

50-272 

8706110369* 

50-272 

8706110369* 

50-272 

8706110376* 

50-272 

8706110376* 

50-272 

8706110391* 

50-272 

8706110391* 

50-272 

8706110394* 

50-272 

8706110394* 

50-272 

8706110396* 

50-272 
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AUTHOR AFFILIATION 


Pullman Power Products Corp. (formerly 
Pullman, Inc.) 

Purdue Untv., West Lafayette, IN 
Ouivira Mining Co. 

R&M Electrostatics, Inc. 

Radiation Management Corp. (RMC) 

Radiation Technology, Inc. 

Railway Express Agency, Inc. 

Rensselaer Polytechnic Institute, Troy, 
NY 

Rhode Island. State of 

Rio Algom Corp. 

Risk Management Associates 
Rochester Gas & Electric Corp. 


Rockwell Engineering Co., Inc. 
Rockwell International Corp. 


Roger Baldwin Foundation 
Roisman, A.Z. 


Roosevelt Union Free School District, 
Roosevelt, NY 
Ropes & Gray 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8706110396* 

50-272 

K 

8706110402* 

50-272 

K 

8706110402* 

50-272 

K 

8706110404* 

50-272 

K 

8706110404* 

50-272 

K 

8706150188 

50-311 

S 

8706160118 

50-272 

P 

8706160412 

50-272 

s 

8706160484 

50-354 

s 

8706170082 

50-272 

p 

8706170157 

50-354 

s 

8706170469 

50-272 

Q 

8706170559 

50-354 

P 

8706220023 

50-311 

R 

8706220034 

50-354 

R 

8706220276 

50-272 

R 

8706220287 

50-272 

F 

8706230488 

50-272 

R 

8706240016 

50-354 

R 

8706240334 

50-311 

S 

8706260025 

50-272 

S 

8706260030 

50-272 

P 

8706260030 

50-272 

P 

8706260030 

50-272 

P 

8706260030 

50-272 

P 

8706260032 

50-272 

F 

8706260032 

50-272 

F 

8706260032 

50-272 

F 

8706260032 

50-272 

F 

8706260042 

50-272 

F 

8706260042 

50-272 

F 

8706260042 

50-272 

F 

8706260042 

50-272 

F 

8706260047* 

50-272 

P 

8706260047* 

50-272 

P 

8706260047* 

50-272 

P 

8706260047* 

50-272 

P 

8706300925 

50-272 

S 

8706230283* 

50-275 

P 

8706230288* 

50-275 

P 

8706030197 

70-152 


8706030475* 

70-152 


8706080140 

40-8905 


8706230232 

40-8905 


8706100441 

PR 


8706020167* 

50-289 

R 

8706300164* 

50-289 

R 

8706160208 

71-420 


8706160213* 

71-420 


8706160227* 

71-420 


8706180449* 

FOIA 


8706180508* 

FOIA 


8706190013* 

FOIA 


8706190233 

50-225 

F 

8706190257 

50-225 

F 

8706090354 

50-193 

P 

8706100100* 

50-193 

P 

8706150095 

40-8084 


8706030335* 

50-286 

P 

8706040155 

50-244 

P 

8706110129 

50-244 

P 

8706110142* 

50-244 

P 

8706110155* 

50-244 

P 

8706110165 

50-244 

P 

8706110181 

50-244 

P 

8706110415 

50-244 

P 

8706180128 

50-244 

P 

8706190141 

50-244 

S * 

8706220310 

50-244 

P 

8706250276 

50-244 

s 

8706170121 

QA999 


8706030406* 

WASTE RES 


8706160295 

70-25 


8706260228 

FOIA 


8706250139 

50-445 

G 

8706250273 

50-445 

Q 

8706250273 

50-445 

G 

8706250286* 

50-445 

G 

8706250618* 

50-322 

G 

8706020048 

50-443 

G 

8706020048 

50-443 

G 

8706020051 

50-443 

G 

8706020051 

50-443 

G 

8706020053 

50-443 

G 

8706020071 

50-443 

G 

8706020071 

50-443 

G 


AUTHOR AFFILIATION 


Rorem, B. 

Rosenberg, R. DO 

Roslyn Public Schools, Roslyn, NY 

Ruth. R.T. 

S. Levy, Inc. 

SEA Consultants, Inc. 


Sacramento Municipal Utility District 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8706020083 

50-443 

8706020083 

50-443 

8706020091 

50-443 

8706020091 

50-443 

8706020102 

50-445 

8706020106 

50-443 

8706020106 

50-443 

8706020121 

50-445 

8706020231 

50-443 

8706020231 

50-443 

8706020244 

50-443 

8706020244 

50-443 

8706030190 

50-445 

8706100191 

50-445 

8706120345 

50-530 

8706160082 

50-443 

8706190058 

50-271 

8706190062 

50-445 

8706190115 

50-271 

8706190128 

50-271 

8706190186 

50-443 

8706190186 

50-443 

8706190203* 

50-443 

8706190203* 

50-443 

8706190212* 

50-443 

8706190212* 

50-443 

8706190219* 

50-443 

8706190219* 

50-443 

8706190229* 

50-443 

8706190229* 

50-443 

8706190235* 

50-443 

8706190235* 

50-443 

8706190242* 

50-443 

8706190242* 

50-443 

8706190248* 

50-443 

8706190248* 

50-443 

8706190255* 

50-443 

8706190255* 

50-443 

8706190263* 

50-443 

8706190263* 

50-443 

8706190281* 

50-443 

8706190281* 

50-443 

8706190287* 

50-443 

8706190287* 

50-443 

8706190291* 

50-443 

8706190291* 

50-443 

8706250100 

50-443 

8706250102 

50-443 

8706250107 

50-445 

8706250107 

50-445 

8706250141 

50-445 

8706250141 

50-445 

8706250155 

50-443 

8706250155 

50-443 

8706250166 

50-443 

8706250166 

50-443 

8706300443 

50-443 

8706300443 

50-443 

8706300454 

50-443 

8706300454 

50-443 

8706300488 

50-443 

8706030198 

50-456 

8001280151* 

FOIA 

8706250607* 

50-322 

8706170098 

FOIA 

8706110353 

REVIEW GR 

8706090281 * 

FOIA 

8706090289* 

FOIA 

8706090299* 

FOIA 

8706090305* 

FOIA 

8706010092 

50-312 

8706010103 

50-312 

8706010166 

50-312 

8706010221 

50-312 

8706010222 

50-312 

8706010365 

50-312 

8706030234* 

50-312 

8706030268* 

50-312 

8706100274 

50-312 

8706100282 

50-312 

8706100285* 

50-312 

8706100289* 

50-312 

8706100294* 

50-312 

8706100300* 

50-312 

8706100304* 

50-312 

8706100308* 

50-312 

8706100311* 

50-312 

8706100454 

50-312 

8706110070 

50-312 
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440 CORPORATE SOURCE INDEX 


AUTHOR AFFILiATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8706110236* 

50-312 

Q 


8706030124* 

40-8027 


8706110384 

50-312 

P 


8706030135 

40-8027 


8706120055 

50-312 

S 


8706030231 

40-8027 


8706120131* 

50-312 

P 


8706030291 

40-8027 


8706120145* 

50-312 

P 


8706030299* 

40-8027 


8706120157* 

50-312 

P 


8706030402 

40-8027 


8706160037 

50-312 

S 


8706030411 

40-8027 


8706160434 

50-312 

S 


8706160291 

40-8027 


8706160676 

50-312 

S 

Shaines, Madrigan & McEachern Profession 

8706020061 

50-443 


8706170345 

50-312 

P 

ai Association 




8706170373 

50-312 

R 


8706020061 

50-443 


8706170418 

50-312 

S 


8706020068 

50-443 


8706170445 

50-312 

S 


8706020068 

50-443 


8706180048 

50-312 

P 


8706020073* 

50-443 


8706180116 

50-312 

P 


8706020073* 

50-443 


8706180183 

50-312 

R 


8706020079* 

50-443 


8706180187* 

50-312 

R 


8706020079* 

50-443 


8706190166 

50-312 

S 


8706020084* 

50-443 


8706230328 

50-312 

R 


8706020084* 

50-443 


8706230393 

50-312 

Q 


8706020094* 

50-443 


8706240108 

50-312 

Q 


8706020094* 

50-443 


8706240112* 

50-312 

Q 


8706020096 

50-443 


8706240206 

50-312 

F 


8706020096 

50-443 


8706240234 

50-312 

R 


8706020178 

50-443 


8706240236 

50-312 

P 


8706100066 

PR 


8706240381 * 

50-312 

F 


8706100148 

50-443 


8706260031 

50-312 

R 


8706190107 

50-443 


8706260257 

50-312 

F 


8706190107 

50-443 


8706300994 

50-312 

S 


8706190123* 

50-443 

Safe Energy Coalition of Michigan 

8706240057 

FOIA 



8706190123* 

50-443 

San Antonio. TX 

8706100183 

50-498 

G 


8706190135 

50-443 

San Diego Magazine 

8706100211 

70-734 



8706190135 

50-443 

San Francisco Chronicle 

8706170234 

50-275 

P 

Shaw, Pittman, Potts & Trowbridge 

8706020115 

50-320 

San Luis Obispo Mothers for Peace 

8706100441 

PR 



8706030191 

50-320 

San Luis Obispo, CA 

8706090337* 

50-275 

F 


8706030199 

50-320 

Sandia National Laboratories 

8706030055 

WASTE RES 



8706090083 

50-320 


8706030133 

WASTE RES 



8706090085 

50-320 


8706030261 

WASTE RES 



8706090088 

50-320 


8706030449 

WASTE RES 



8706090095* 

50-320 


8706120033 

50-416 

S 


8706090112 

50-320 


8706120044 

NUREG 



8706090122 

50-320 


8706120125 

50-327 

P 


8706090142 

50-320 


8706120166 

NUREG 



8706160068 

50-320 


8706120299 

NUREG 



8706160110 

50-320 


8706150126 

NUREG 



8706190088 

50-320 


8706150161 

NUREG 



8706190093 

50-320 


8706160004* 

FOIA 



8706190095 

50-320 


8706160459 

WASTE RES 



8706250075* 

50-320 


8706180390 

WASTE RES 



8706250101* 

50-320 

Sargent & Lundy, Inc. 

8706250167 

FOIA 



8706250575 

PR 

Sass. S., Intervenor 

8706160114 

50-440 

G 

Shaw/Waiker 

8706170137 

FOIA 

Saunders-Roe Developments. Ltd. 

8706220349 

XPORTLIC 


Siemens Corp. 

8706030066* 

70-1257 


8706250072 

XPORTLIC 



8706040138* 

70-1257 

Save Our State From Radioactive Waste 

8706190069 

50-346 

G 

Sierra Club 

8706100093 

50-275 

Saxton Nuclear Experimental Corp. 

8706030314 

50-146 

R 


8706100109 

50-275 


8706030425* 

50-146 

R 

Silverglate, Gertner, Baker, Fine & Good 

8706020075 

50-443 

Science Applications International Corp. 

8705280136* 

50-315 

P 

Small Business Administration 

8706030218* 

CONTRACT 

(formerly Science Applications, Inc.) 





8706050360* 

CONTRACT 


8705290291 * 

PR 



8706080026* 

CONTRACT 


8706010433* 

50-213 

P 


8706080055* 

CONTRACT 


8706030141* 

WASTE RES 



8706100015* 

CONTRACT 


8706160263* 

CONTRACT 



8706120127* 

CONTRACT 


8706220176* 

CONTRACT 



8706180278* 

CONTRACT ' 

Scientech, Inc. 

8706240018* 

CONTRACT 



8706240018* 

CONTRACT 


8706300198 

TOPREP 



8706240296* 

CONTRACT 

Scientists.& Eiwineers for Secure Energy 

8706110283 

PR 


Sohar, Inc. 

8706080031* 

50-312 

Seacoast Anti-Pollution League 

8706020058 

50-443 

G 

Sonalysts, Inc. 

8706300166* 

CONTRACT 


8706090153 

50-443 

G 

South Carolina Electric & Gas Co. 

8706030090 

50-395 


8706090167 

PR 



8706030241 

50-395 


8706100108 

50-443 

G 


8706050168 

71-479 


8706160105 

50-443 

G 


8706050177 

50-395 


8706160105 

50-443 

G 


8706050200 

50-395 


8706160141* 

50-443 

G 


8706050320 

50-395 


8706300525 

50-443 

G 


8706090347 

50-395 

Senate 

8706010075* 

70-143 



8706110014 

50-395 


8706020062 

50-443 

G 


8706150030 

50-395 


8706020167 

50-443 

G 


8706150185 

50-395 


8706040060* 

60-251 

H 


8706150201 

50-395 


8706040169* 

50-400 

H 


8706160012 

50-395 


8706250390* 

70-135 



8706160505 

50-395 


8706250436* 

MISC 



8706170059 

50-395 


8706250601* 

50-322 

G 


8706230212 

50-395 


8706300124* 

FOIA 



8706230214* 

50-395 

Senate, Environment & Public Works 

8706250391* 

50-322 

G 


8706230235 

50-395 

Senate, Governmental Affairs 

8706300882* 

50-278 

U 


8706240138 

50-395 

Sequoyah Fuels Corp. (subs, of Kerr-McGe 

8706020228 

40-8027 


South Carolina, Univ. of, Columbia, SC 

8706230241* 

50-395 

Nuclear Corp.) 




Southampton, NY 

8706030207 

50-322 


8706030091 

40-8027 



8706160133 

50-322 


8706030116 

40-8027 



8706250380 

50-322 
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AUTHOR AFFILIATION 


Southern California Edison Co. 


Southern Connpany Services, Inc. 


Space Qualified Systems Corp. 

St. Joseph, Ml 

State, Dept, of, Bureau of Oceans & Inti 
Environ. & Scientific Affairs 


Stone & Webster Engineering Corp. 


Stone & Webster, Inc. 

Structural & Earthquake Engineering 
Consultants 


Structural Integrity Associates 
Suffolk County, NY 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8706010099 

50-361 

S 

8706010192 

50-206 

P 

8706010198* 

50-361 

Q 

8706030480 

50-206 

P 

8706040016* 

50-206 

P 

8706040019 

50-206 

F 

8706040043 

50-362 

S 

87060401 63 

50-362 

s 

8706050208 

50-206 

s 

8706050280 

50-361 

F 

8706050280 

50-361 

F 

8706050285* 

50-361 

F 

8706050285* 

50-361 

F 

8706100281 

50-206 

F 

8706100281 

50-206 

F 

8706100281 

50-206 

F 

8706110051 

50-206 

R 

8706110077 

50-361 

S 

8706110077 

50-361 

S 

8706110100* 

50-361 

S 

8706110109* 

50-361 

s 

8706110120* 

50-361 

s 

8706110133* 

50-361 

s 

8706110149* 

50-361 

s 

8706110162* 

50-361 

s 

8706110192 

50-206 

p 

8706110265 

50-206 

s 

8706110269* 

50-206 

s 

8706110278* 

50-206 

s 

8706110282* 

50-206 

s 

8706120265 

60-206 

F 

8706120265 

50-206 

F 

8706120265 

50-206 

F 

8706160543 

50-206 

P 

8706170375 

50-206 

P 

8706190001 

50-206 

P 

8706190010 

50-206 

S 

8706220157 

60-361 

R 

8706220157 

50-361 

R 

8706220318 

50-206 

R 

8706230315 

50-361 

P 

8706240249 

50-361 

P 

8706240249 

50-361 

P 

8706240284 

50-361 

P 

8706240284 

50-361 

P 

8706240374 

50-361 

S 

8706260085 

50-362 

Q 

8706290003 

50-206 

S 

8706300470 

50-362 

S 

8706080124 

50-424 

E 

8706090230 

50-425 

A 

8706090334 

50-424 

P 

8706090334 

50-424 

P 

8706090348* 

50-424 

P 

8706100317 

50-424 

P 

8706250435* 

CONTRACT 


8706300309* 

CONTRACT 


8706010288* 

PR 


8706100057 

XPORTLIC 


8706100227 

XPORTLIC 


8706100438 

XPORTLIC 


8706110199 

XPORTLIC 


8706250157 

XPORTLIC 


8705070033* 

50-412 

K 

8706250230* 

50-412 

K 

8706170213* 

50-445 

A 

8706180174 

50-412 

S 

8706120158 

NUREG 


8706120163 

NUREG 


8706120186 

NUREG 


8706230265* 

50-321 

Q 

8502190034* 

50-322 

G 

8704020634* 

50-322 

F 

8706020056 

50-322 

G 

8706020070 

50-322 

G 

8706020088 

50-322 

G 

8706020114 

50-322 

T 

8706030207 

50-322 

G 

8706030283 

50-322 

G 

8706030302* 

50-322 

G 

8706090114 

50-322 

T 

8706090123* 

50-322 

T 

8706100151 

50-322 

G 

8706100173 

50-322 

G 

8706160133 

50-322 

G 

8706190056 

50-322 

G 

8706190136 

50-322 

T 


AUTHOR AFFILIATION 


Sunflower Alliance 

Sweden, Govt, of 

System Energy Resources, Inc. 


Systems Support, Inc. 

TENERA Corp. (subs, of TERA Corp.) 

TU Electric (formerly Texas Utilities 
Generating Co.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8706250143 

50-322 

8706250380 

50-322 

8706250613* 

50-322 

87061 60098 

50-440 

87061 60098 

50-440 

8706160114 

50-440 

8706160114 

50-440 

8706110231 

XPORTLIC 

8706010072 

50-416 

8706010240 

50-416 

8706010243* 

50-416 

8706010243* 

50-416 

8706030029 

50-416 

8706030029 

50-416 

8706030397 

50-416 

8706040013 

50-416 

8706040017 

50-416 

8706050063 

50-416 

8706080251 

50-416 

8706100252 

50-416 

8706100443 

PR 

8706110080 

50-416 

8706110080 

50-416 

8706110170 

50-416 

8706110175* 

50-416 

8706160126 

50-416 

8706170366 

50-416 

8706170488 

50-416 

8706220213 

50-416 

8706220213 

50-416 

8706220264 

50-416 

8706220522 

50-416 

8706260077 

50-416 

8706300142 

50-416 

8706300157* 

50-416 

8706300944 

50-416 

8706300998 

50-416 

8706030216 

WASTE RES 

8706030253* 

WASTE RES 

8706240364 

FOIA 

8701280233 

60-445 

8706020064 

50-445 

8706020102 

50-445 

8706020121 

50-445 

8706030190 

50-445 

8706030190 

50-445 

8706030201 

50-445 

8706030201 

50-445 

8706040002 

50-445 

8706040002 

50-445 

8706040003 

50-445 

8706040003 

50-445 

8706040007 

50-445 

8706040007 

50-445 

8706040010 

50-445 

8706040010 

50-445 

8706040020 

50-445 

8706040020 

50-445 

8706100155 

50-445 

8706100191 

50-445 

8706100191 

50-445 

8706100316 

50-445 

8706100384 

50-445 

8706100384 

50-445 

8706100497 

50-445 

8706100497 

50-445 

8706110008 

50-445 

8706110008 

50-445 

8706110033 

50-445 

8706110033 

50-445 

8706110040 

50-445 

8706110040 

50-445 

8706110054 

50-445 

8706110054 

50-445 

8706110084 

50-445 

87061 10084 

50-445 

8706110297 

50-445 

8706110297 

50-445 

87061 10324 

50-445 

8706110324 

50-445 

8706110442 

50-445 

8706110442 

50-445 

8706120292 

50-445 

8706120292 

50-445- 

8706120297* 

50-445 

8706120297* 

50-445 

8706120302* 

50-445 

8706120313* 

50-445 
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442 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


870612031a* 

50-445 

A 


8706160131* 

FOIA 


8706150172 

50-445 

S 

Teledyne Engineering Services 

8706010241* 

50-445 


8706150172 

50-445 

S 

8706170401* 

50-368 


8706150227 

50-445 

F 

Teledyne Isotopes 

8706030183* 

50-155 


8706150227 

50-445 

F 

Ten Pound Island Book Co. 

8706080215 

PR 


8706160076 

50-445 

G 

Tennessee Valley Authority 

8701280449 

50-438 


8706160076 

50-445 

G 

8706010122 

50-327 


8706160084 

50-445 

G 


8706010158 

50-327 


8706160084 

50-445 

G 


8706010330 

50-259 


8706160178 

50-445 

Q 


8706010330 

50-259 


8706160178 

50-445 

Q 


8706010330 

50-259 


8706160226 

50-445 

S 


8706010419 

50-269 


8706170025 

50-445 

S 


8706010446 

50-327 


8706170025 

50-445 

S 


8706010446 

50-327 


8706170035 

50-445 

S 


8706010452* 

50-327 


8706170035 

50-445 

S 


8706010452* 

50-327 


8706170048 

50-445 

S 


8706010456 

50-327 


8706170048 

50-445 

S 


8706010456 

50-327 


8706170072 

50-445 

S 


8706010458* 

50-327 


8706170204 

50-445 

A 


8706010458* 

50-327 


8706170275 

50-445 

S 


8706010464 

50-327 


8706170275 

50-445 

S 


8706010464 

50-327 


8706170310 

50-445 

S 


8706010475* 

50-327 


8706170310 

50-445 

S 


870602001 1 

50-327 


8706170385 

50-445 

S 


870602001 1 

50-327 


8706170385 

50-445 

S 


8706020022 

50-259 


8706170414 

50-445 

Q 


8706020142 

50-327 


8706170414 

50-445 

Q 


8706020142 

50-327 


8706170552 

50-445 

S 


8706020249 

50-327 


8706170552 

50-445 

S 


8706020249 

50-327 


8706170587* 

50-445 

Q 


8706020254* 

50-327 


8706180053 

50-445 

S 


8706020254* 

50-327 


8706180053 

50-445 

S 


8706030136 

50-259 


8706190062 

50-445 

G 


8706030144 

50-327 


8706190062 

50-445 

G 


8706030144 

50-327 


8706220021 

50-445 

K 


8706030182 

50-259 


8706220021 

50-445 

K 


8706030305 

50-259 


8706220025* 

50-445 

K 


8706030305 

50-259 


8706220025* 

50-445 

K 


8706030305 

50-259 


8706230081 * 

CONTRACT 



8706030347 

50-259 


8706230480 

50-445 

S 


8706030347 

50-259 


8706230480 

50-445 

S 


8706030347 

50-259 


8706240010 

50-445 

Q 


8706030421 

50-327 


8706240010 

50-445 

Q 


8706030421 

50-327 


8706240067 

50-445 

S 


8706030428* 

50-327 


8706240067 

50-445 

S 


8706030428* 

50-327 


8706240224 

50-445 

S 


8706030461 

50-259 


8706240224 

50-445 

S 


8706030461 

50-259 


8706240229 

50-445 

S 


8706030461 

50-259 


8706240229 

50-445 

S 


8706030461 

50-259 


8706240231 

50-445 

S 


8706030461 

50-259 


8706240231 

50-445 

S 


8706030461 

50-259 


8706240302 

50-445 

S 


8706030461 

50-259 


8706240302 

50-445 

S 


8706030461 

50-259 


8706240319 

50-445 

A 


8706030461 

50-259 


8706240319 

50-445 

A 


8706030461 

50-259 


8706240421 

50-445 

S 


8706030488 

50-327 


8706240421 

50-445 

S 


8706030500 

50-327 


8706250002 

50-445 

S 


8706040116 

50-390 


8706250098 

50-445 

S 


8706040116 

50-390 


8706250107 

50-445 

G 


8706040119 

50-259 


8706250107 

50-445 

G 


8706040137 

50-259 


8706250123 

50-445 

G 


8706040137 

50-259 


8706260141 

50-445 

G 


8706040137 

50-259 


8706250141 

50-445 

G 


8706040137 

50-259 


8706250385 

50-445 

S 


8706040137 

50-259 


8706250385 

50-445 

S 


8706040137 

50-259 


8706250427 

50-445 

S 


8706040137 

50-259 


8706250427 

50-445 

S 


8706040137 

50-259 


8706300293 

60-445 

A 


8706040137 

50-259 


8706300293 

50-445 

A 


8706040152 

50-327 


8706300361 

50-445 

S 


8706040152 

50-327 


8706300361 

50-445 

S 


8706040225 

50-259 


8706300385 

50-445 

Q 


8706040225 

50-259 


8706300385 

50-445 

Q 


8706040225 

50-259 


8706300788 

50-445 

S 


8706040225 

50-259 


8706300788 

50-445 

S 


8706040225 

50-259 


8706300888 

50-445 

A 


8706040225 

50-259 


8706300888 

50-445 

A 


8706040225 

50-259 


8706300896* 

50-445 

A 


8706040225 

50-259 


8706300896* 

50-445 

A 


8706040225 

50-259 


8706300975 

50-445 

A 


8706040225 

50-259 

Taiwan, Govt, of (Republic of China) 

8706300975 

50-445 

A 


8706040243* 

50-259 

8706080160 

NUREG 



8706040246* 

50-259 

Technassociates, Inc. 

8706030218* 

CONTRACT 



8706040250* 

50-259 

Technology for Energy Corp. 

8706080026* 

CONTRACT 



8706040252* 

50-259 

8212270378* 

FOIA 



8706040258* 

50-259 


8706110385 

REVIEW GR 

P 


8706040263* 

50-259 


8706150135* 

FOIA 



8706040269* 

60-259 
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AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 443 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8706040274* 

50-259 

P 

8706040278* 

50-259 

P 

8706040281* 

50-259 

P 

8706040284* 

50-259 

P 

8706040287* 

50-259 

P 

8706040290* 

50-259 

P 

8706040296* 

50-259 

P 

8706040298* 

50-259 

P 

8706040300* 

50-259 

P 

8706040303* 

50-259 

P 

8706040308* 

50-259 

P 

8706040358 

50-438 

S 

8706040358 

50-438 

S 

8706050057 

50-328 

s 

8706050101 

50-390 

A 

8706050108 

50-327 

P 

8706050108 

50-327 

P 

8706050110 

50-327 

s 

8706050115* 

50-327 

p 

8706050115* 

50-327 

p 

8706050116 

50-327 

Q 

8706050125* 

50-327 

P 

8706050125* 

50-327 

P 

8706050132 

50-327 

F 

8706050135* 

50-327 

P 

8706050145* 

50-327 

P 

8706050145* 

50-327 

P 

87060501 76 

50-259 

P 

87060501 76 

50-259 

P 

87060501 76 

50-259 

P 

87060501 76 

50-259 

P 

8706050176 

50-259 

P 

8706050176 

50-259 

P 

8706050176 

50-259 

P 

8706050176 

50-259 

P 

8706050176 

50-259 

P 

8706050176 

50-259 

P 

8706050185* 

50-259 

P 

8706050185* 

50-259 

P 

8706050185* 

50-259 

P 

8706050191* 

50-259 

P 

8706050191* 

50-259 

P 

8706050191* 

50-259 

P 

8706050194* 

50-259 

P 

8706050194* 

50-259 

P 

8706050194* 

50-259 

P 

8706050202* 

50-259 

P 

8706050202* 

50-259 

P 

8706050202* 

50-259 

P 

8706050207* 

50-259 

P 

8706050207* 

50-259 

P 

8706050207* 

50-259 

P 

8706050210* 

50-259 

P 

8706050210* 

50-259 

P 

8706050210* 

50-259 

P 

8706050222* 

50-259 

P 

8706050222* 

50-259 

P 

8706050222* 

50-259 

P 

8706050227* 

50-259 

P 

8706050227* 

50-259 

P 

8706050227* 

50-259 

P 

8706050232* 

50-259 

P 

8706050232* 

50-259 

P 

8706050232* 

50-259 

P 

8706050247* 

50-259 

P 

8706050247* 

50-259 

P 

8706050247* 

50-259 

P 

8706050293 

50-327 

P 

8706050293 

50-327 

P 

8706050322 

50-438 

R 

8706050363* 

50-259 

V 

8706050363* 

50-259 

V 

8706050363* 

50-296 

V 

8706050363* 

50-296 

V 

8706050363* 

50-328 

V 

8706050363* 

50-328 

V 

8706080069 

50-259 

P 

8706080069 

50-259 

p 

8706080069 

50-259 

p 

8706090375 

50-390 

s 

8706100105 

50-260 

s 

8706100326 

50-259 

p 

8706100326 

50-259 

P 

8706100326 

50-259 

p 

8706100333* 

50-259 

p 

8706100333* 

50-259 

p 

8706100333* 

50-259 

p 

8706100381 

50-327 

p 

8706100381 

50-327 

p 


8706100390* 

50-327 

P 

8706100390* 

50-327 

P 

8706100395 

50-259 

P 

8706100395 

50-259 

P 

8706100395 

50-259 

P 

8706100403* 

50-259 

P 

8706100403* 

50-259 

P 

8706100403* 

50-259 

P 

8706100414 

50-327 

P 

8706100414 

50-327 

P 

87061 00444 

50-327 

P 

8706100444 

50-327 

P 

8706100448* 

50-327 

P 

8706100448* 

50-327 

P 

8706110022 

50-327 

S 

8706110034 

50-390 

S 

8706110079 

50-327 

P 

8706110102* 

50-327 

P 

8706110291 

50-259 

P 

8706110291 

50-259 

P 

8706110291 

50-259 

P 

8706110303* 

50-259 

P 

8706110303* 

50-259 

P 

8706110303* 

50-259 

P 

8706110314 

50-259 

s 

8706110370 

50-327 

p 

8706110370 

50-327 

p 

B7061 10377 

50-327 

s 

8706160416 

50-327 

V 

8706160416 

50-327 

V 

8706160492 

50-259 

p 

8706160507 

50-327 

p 

8706160507 

50-327 

p 

8706160530 

50-259 

p 

8706160530 

50-259 

p 

8706160530 

50-259 

p 

8706160538* 

50-259 

p 

8706160538* 

50-259 

p 

8706160538* 

50-259 

p 

8706160538* 

50-259 

p 

8706160538* 

50-259 

p 

8706160538* 

50-259 

p 

8706160538* 

50-259 

p 

8706160538* 

50-259 

p 

8706160538* 

50-259 

p 

8706160538* 

50-259 

p 

8706160553* 

50-259 

p 

8706160553* 

50-259 

p 

8706160553* 

50-259 

p 

8706160553* 

50-259 

p 

8706160553* 

50-259 

p 

8706160553* 

50-259 

p 

8706160553* 

50-259 

p 

8706160553* 

50-259 

p 

8706160553* 

50-259 

p 

8706160553* 

50-259 

p 

8706160631 

50-259 

p 

8706160631 

50-259 

p 

8706160631 

50-259 

p 

8706160631 

50-259 

p 

8706160631 

50-259 

p 

8706160631 

50-259 

p 

8706160631 

50-259 

p 

8706160631 

50-259 

p 

8706160631 

50-259 

p 

8706160631 

50-259 

p 

8706160644* 

50-259 

p 

8706160650* 

50-259 

p 

8706170016 

50-327 

p 

8706170016 

50-327 

p 

8706170057* 

50-327 

p 

8706170078* 

50-327 

p 

8706170089* 

50-327 

p 

8706170097* 

50-327 

p 

8706170105* 

50-327 

p 

8706170105* 

50-327 

p 

8706170113* 

50-327 

p 

8706170113* 

50-327 

p 

8706170168 

50-259 

R 

8706170293 

50-259 

Q 

8706170293 

50-259 

Q 

8706170293 

50-259 

Q 

8706170407 

50-327 

Q 

8706170407 

50-327 

Q 

8706170514 

50-327 

P 

8706170514 

50-327 

P 

8706170518* 

50-327 

P 

8706170518* 

50-327 

p 

8706170583 

50-327 

P 
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8706170583 

50-327 

P 


8706300924* 

50-327 


8706170585* 

50-327 

P 


8706300924* 

50-327 


8706170585* 

50-327 

P 


8706300942 

50-327 


8706180029 

50-259 

P 


8706300942 

50-327 


8706180029 

50-259 

P 


8706300951* 

50-327 


8706180029 

50-259 

P 


8706300951 * 

50-327 


8706180029 

50-259 

P 


8707010013* 

50-259 


8706180029 

50-259 

P 


8707010013* 

50-259 


8706180029 

50-259 

P 


8707010013* 

50-259 


8706180061* 

50-259 

P 


8707010013* 

50-259 


8706180067* 

50-259 

P 


8707010013* 

50-259 


8706180071* 

50-259 

P 

Tennessee, State of 

8706160316* 

PROJ 


8706180123 

50-327 

P 

Texas A&M Univ., College Station, TX 

8706020213* 

50-322 


8706180149 

50-390 

R 

Texas, State of 

8706010120 

REGGD 


8706180237 

50-259 

P 


8706110416 

REGGD 


8706180237 

50-259 

P 

Texas, Univ. of, Austin, TX 

8706030095 

WASTE MGT 


8706180237 

50-259 

P 


8706030169 

WASTE MGT 


8706180247* 

50-259 

P 


8706030465 

70-157 


8706180247* 

50-259 

P 


8706160502 

WASTE MGT 


8706180247* 

50-259 

P 


8706170230 

50-83 


8706220295 

50-259 

S 


8706170241* 

50-83 


8706220295 

50-259 

S 


8706190214 

WASTE MGT 


8706220295 

50-259 

S 

Toledo Coalition for Safe Energy 

8706160114 

50-440 


8706220315 

50-327 

F 

Toledo Edison Co. 

8706010156 

50-346 


8706220328 

50-327 

P 


8706010161* 

50-346 


8706220328 

50-327 

P 


8706010206 

50-346 


8706220438 

50-390 

S 


8706030265 

50-346 


8706230037 

50-328 

S 


8706050283 

50-346 


8706230049 

50-327 

Q 


8706080227 

50-346 


8706230049 

50-327 

Q 


8706090132 

50-346 


8706230149 

50-327 

P 


8706090238 

50-346 


8706230149 

50-327 

P 


8706090356 

50-346 


8706230153 

50-390 

A 


8706110417 

50-346 


8706230153 

50-390 

A 


8706120086* 

50-412 


8706230154 

40-1341 



8706120248 

50-346 


8706230192 

50-327 

Q 


8706170549 

50-346 


8706230192 

50-327 

Q 


8706180018 

50-346 


8706230199 

50-390 

Q 


8706250575 

PR 


8706230199 

50-390 

Q 

Toledo, Univ. of, Toledo, OH 

8706040199* 

CONTRACT 


8706230306 

50-327 

P 

Transnuclear, Inc. 

8706160021 

71-9015 


8706230306 

50-327 

P 


8706160027* 

71-9015 


8706230363 

50-390 

S 


8706220066 

XPORTLIC 


8706230363 

50-390 

S 


8706220170 

XPORTLIC 


8706230379 

50-390 

A 


8706220179 

XPORTLIC 


8706230379 

50-390 

A 


8706230260 

XPORTLIC 


8706230380 

50-259 

P 


8706230262* 

XPORTLIC 


8706230380 

50-259 

P 

Transwall Corp. 

8706260399* 

CONTRACT 


8706230380 

50-259 

P 


8706300671 * 

CONTRACT 


8706230380 

50-259 

P 

Treasury, Dept, of, U.S. Customs Service 

8706180460* 

FOIA 


8706230380 

50-259 

P 


8706190026* 

FOIA 


8706230380 

50-259 

P 


8706190031* 

FOIA 


8706230380 

50-259 

P 


8706250008* 

FOIA 


8706230380 

50-259 

P 


8706250379* 

FOIA 


8706230392* 

50-259 

P 

Trends Publishing, Inc. 

8706160486 

FOIA 


8706230400 

50-390 

A 

Twomey, Latham & Shea 

8706030207 

50-322 


8706230400 

50-390 

A 


8706160133 

50-322 


8706230440 

50-259 

Q 

U.S. Ecology, Inc. (formerly Nuclear 

8706020187 

27-39 


8706230440 

50-259 

Q 

Engineering, Inc.) 




8706230440 

50-259 

Q 


8706030046 

27-48 


8706230498 

50-438 

S 


8706090124 

27-39 


8706240028* 

50-259 

P 


8706180349 

27-48 


8706240049* 

50-259 

P 


8706220470 

27-48 


8706240195* 

50-328 

P 


8706220478* 

27-48 


8706240195* 

50-328 

P 


8706220489* 

27-48 


8706240252 

50-438 

s 

U.S. Tool & Die, Inc. 

8706150193 

QA999 


8706240373 

50-259 

Q 

UMETCO Minerals Corp. (subs, of Union 

8706080066 

40-8681 


8706240373 

50-259 

Q 

Carbide Corp.) 




8706240373 

50-259 

Q 


8706220307 

40-8681 


8706240428 

50-259 

F 


8706220334 

40-299 


8706250063 

50-390 

K 


8706220519 

40-299 


8706250267 

50-390 

Q 


8706230115 

40-299 


8706250267 

50-390 

Q 


8706250351 

40-299 


8706260050 

50-259 

P 

USX Corp. (formerly United States Steel) 

8706190350* 

FOIA 


8706260050 

50-259 

P 

Union Electric Co. 

8706010424 

50-483 


8706260050 

50-259 

P 


8706040004 

50-483 


8706260050 

50-259 

P 


870604001 1 

50-483 


8706260050 

50-259 

P 


8706040353 

50-483 


8706290031 

50-259 

P 


8706050140 

50-483 


8706300115 

50-327 

P 


8706090345 

50-483 


8706300130* 

50-327 

P 


8706090378 

50-483 


8706300130* 

50-327 

P 


8706120341 

50-483 


8706300141* 

50-327 

P 


8706160040 

50-483 


8706300141* 

50-327 

P 


8706160428 

50-483 


8706300149* 

50-327 

P 


8706160455* 

50-483 


8706300149* 

50-327 

P 


8706170253 

50-483 


8706300435* 

50-327 

P 


8706170457 

50-482 


8706300588 

50-259 

S 


8706170539 

50-483 


8706300920 

50-327 

P 


8706180161 

50-483 


8706300920 

50-327 

P 


8706180360 

50-483 
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AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


Union Pacific Corp. 

Union Pacific Resources (formerly Rocky 
Mountain Energy) 


Union of Concerned Scientists 


United Brotherhood of Carpenters & 
Joiners of America 

United Engineers & Constructors. Inc. 
(subs, of Raytheon Co.) 

United Illuminating Co. 


United Methodist Church of Hempstead. NY 
United Nuclear Corp. (subs, of UNC 
Resources, Inc.) 

Uranerz USA, Inc. 

Valley News Dispatch, Tarentum, PA 
Valley Stream Union Free School District 
Vailey Stream, NY 


Vermont Yankee Nuclear Power Corp. 


Vermont, State of 

Virginia Polytechnic Institute & State 

Untv., Blacksburg, VA 

Virginia Power (Virginia Electric & Powe 

Co,) 


8706190063 

50-483 

K 

8706250533 

50-483 

P 

8706250540* 

50-483 

P 

8706260393 

50-483 

Q 

8706300095 

50-483 

P 

8706300165* 

50-483 

P 

8706300958 

50-483 

S 

8706230127* 

40-8452 


8706230009 

40-8452 


8706230116 

40-8452 


8706240215 

40-8452 


8706080265 

PR 


8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190090 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706190105* 

50-269 

G 

8706090127 

PR 


8706240192 

NUREG 


8706080257 

PR 


8706090134 

PR 


8706300631* 

50-443 

1 

8706250611* 

50-322 

G 

8706160443 

70-371 


8706220445 

40-8783 


8706230064 

40-8783 


8706170080 

70-135 


8706250606* 

50-322 

G 

8706250614* 

50-322 

G 

87041 70354 

50-271 

P 

8706020124 

50-271 

R 

8706020133* 

50-271 

R 

8706030264 

50-271 

S 

8706090303 

50-271 

Q 

8706090322 

50-271 

P 

8706090328* 

50-271 

P 

8706150070 

50-271 

P 

8706160463 

50-271 

P 

8706160481 

50-271 

R 

8706190058 

50-271 

G 

8706190115 

50-271 

G 

8706190128 

50-271 

G 

8706220325 

50-271 

P 

8706190152* 

50-271 

G 

8706190192* 

50-271 

G 

8706250499* 

CONTRACT 


0706010128 

50-338 

Q 

8706010146 

50-280 

P 

8706010272 

50-280 

P 

8706010272 

50-280 

P 

8706010287* 

50-280 

P 

8706010287* 

50-280 

P 

8706010317 

50-338 

S 

8706010384 

50-338 

S 

8706020023 

50-280 

P 

8706020023 

50-280 

P 

8706020046* 

50-280 

P 

8706020046* 

50-280 

P 

8706020162 

50-338 

S 

87060201 77 

50-338 

F 

8706030333 

50-330 

P 

8706030333 

50-338 

P 

8706030340* 

50-338 

P 

8706030340* 

60-338 

P 

8706050002 

50-338 

F 


Virginia, Univ. of, Charlottesville, VA 
Vitro Engineering Co. 

Wackenhut Advanced Technologies Corp. 
Warner Concerned Citizens, Warner, NH 
Washington Public Power Supply System 


Washington Univ., St Louis, MO 
Washington, State of 


West Newbury, MA 


8706050183 

8706050183 

8706050186" 

8706050186* 

8706080080 

8706080080 

8706080082* 

8706080082* 

8706100030 

8706100030 

8706100036* 

8706100036* 

8706110412 

8706120071 

8706120071 

8706120071 

8706150163 

8706150203 

8706150203 

8706150207 

8706150213 

8706150213 

8706150217* 

8706150217* 

8706160290 

8706170232* 

8706170247* 

8706170279* 

8706170314* 

8706170328* 

8706170377* 

8706170426 

8706170441 

8706170441 

8706170441 

8706220205 

8706220338 

8706230169 

8706230219 

8706230289 

8706230289 

8706230292* 

8706230292* 

8706230294* 

8706230294* 

8706230352 

8706230353 

8706240070 

8706240130* 

8706240169* 

8706240207 
8706240356 
870626031 1 
8706250313 
8706230179 

8706010332* 

8706080209 

8706010326 

8706010386 

8706050170 

8706050352 

8706090280 

8706100023 

8706110010 

8706110011 

8706110015* 

8706110190 

8706120233 

8706160422 

8706180119 

8706190043 

8706190065 

8706230041 

8706230291 

8706230450 

8706300320 

8705260217* 

8702270238 

8706030050 

8706030313* 

8706040167 

8706160185 

8706160465 

8706180483 

8706020075 

8706020075 

8706020082* 

8706020082* 

8706020089* 


50-280 

50-280 

50-280 

50-280 

50-338 

50-338 

50-338 

50-338 

50-280 

50-280 

50-280 

50-280 

50-338 

50-280 

50-280 

50-280 

50-338 

50-280 

50-280 

50-338 

50-280 

50-280 

50-280 

50-280 

50-280 

50-280 

50-281 

50-281 

50-281 

50-281 

50-280 

50-338 

50-280 

50-280 

50-280 

50-280 

50-338 

50-338 

50-338 

50-333 

50-338 

50-338 

50-338 

50-338 

50-338 

50-280 

50-280 

50-280 

50-280 

50-280 

50-339 

50-280 

50-338 

50-62 

50-155 

PR 

PR 

50-397 

50-508 

50-397 

50-397 

50-397 

50-397 

50-397 

50-397 

50-397 

50-397 

50-397 

50-397 

50-508 

50-397 

50-397 

50-508 

50-397 

50-508 

50-397 

50-27 

WASTE MGT 
WASTE MGT 
WASTE MGT 

50-397 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50-443 

50-443 

50-443 

50-443 

50-443 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

F 

F 

F 

P 

P 

P 

S 

P 

P 

P 

P 

S 
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West Shore Cardiology Consultants, PC, 
Muskegon. Wl 


Westbury Union Free School District, 
Westbury, NY 
Westec Services. Inc. 

Western Kentucky Univ., Bowling Green, K 

Western Nuclear, Inc. (subs, of Phelps 
Dodge Corp.) 


Westinghouse Electric Corp. 


Westinghouse Hittman Nuclear, Inc. 


Westinghouse Operating Plants Owners 
Group 


Weston Geophysical Corp. 


Whittaker Corp. 

Wichita Eagle-Beacon, Wichita, KS 


Williams & Associates 


Wilson Hill Associates, Inc. 
Wiscasset. ME 
Wisconsin Electric Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8706020089* 

50-443 

G 

8706020093* 

50-443 

G 

8706020093* 

50-443 

G 

8706240420* 

FOIA 


8706250311* 

FOIA 


8706250612* 

50-322 

G 

8706240024* 

CONTRACT 


8706250487* 

FOIA 


8706080266 

40-1162 


8706150105 

40-1162 


8706230047 

40-1162 


8706230113 

40-1162 


8704130616* 

50-412 

E 

8704130621* 

50-412 

E 

8706010154* 

50-280 

P 

8706010322 

70-1151 


8706030185 

70-1151 


8706030260* 

50-498 

A 

8706030267* 

50-498 

A 

8706050337* 

CONTRACT 


8706080062 

40-8502 


8706080168 

40-8502 


8706090073 

40-8502 


8706090191* 

50-348 

P 

8706090284 

50-601 

A 

8706100014 

70-1151 


8706100025 

XPORTLIC 


8706120016* 

50-334 

P 

8706120030* 

50-334 

P 

8706160506 

TOPREP 


8706160518* 

TOPREP 


8706160572* 

50-295 

Q 

8706160719* 

FOIA 


8706170173 

50-498 

A 

8706170181* 

50-498 

A 

8706170186* 

50-498 

A 

8706170320* 

TOPREP 


8706170336* 

TOPREP 


8706170461 

50-601 

A 

8706190274* 

TOPREP 


8706190275* 

TOPREP 


8706190368* 

50-370 

P 

8706220107 

XPORTLIC 


8706220197 

TOPREP 


8706220207* 

TOPREP 


8706220214* 

TOPREP 


8706220507* 

FOIA 


8706230500 

40-8502 


8706240051 

50-87 

F 

8706240246 

50-601 

A 

8706240256* 

50-601 

A 

8706250446* 

FOIA 


8706250478 

40-8502 


8706260175* 

50-305 

P 

8706260181* 

50-305 

P 

8706300226 

TOPREP 


8706300234* 

TOPREP 


8706300489 

70-1151 


8706160683* 

FOIA 


8706160702* 

FOIA 


8706170028 

71-9151 


8706170031* 

71-9151 


8706170299 

TOPREP 


8706170526 

TOPREP 


8706190256 

TOPREP 


8706030098 

WASTE RES 


8706160187 

WASTE RES 


8706240398* 

CONTRACT 


8706030384 

40-7455 


8706170156 

50-482 

P 

8706260252 

50-482 

P 

8706030001 

WASTE RES 


8706030024 

WASTE RES 


8706030071 

WASTE RES 


8706040018 

WASTE RES 


8706040038 

WASTE RES 


8706120148* 

CONTRACT 


8706160342 

WASTE RES 


8706220129* 

CONTRACT 


8706240408* 

CONTRACT 


8706010015 

50-301 

S 

8706120179 

50-265 

J 

8706120179 

50-265 

J 

8706120269 

50-266 

P 


AUTHOR AFFILIATION 


Wisconsin Public Service Corp. 


Wolf Creek Nuclear Operating Corp. 


Worcester Polytechnic Institute, 

Worcester, MA 

Worsham, Forsythe, Sampels & Woolridge 
(formerly Worsham, Forsyrihe & Sampels) 

Wrightmon USA, Inc. 

Wyle Laboratories 
Wyoming, State of 
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8706150206 
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Q 

8706170501 
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K 
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P 
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50-305 

P 
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50-305 

J 
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V 
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50-305 

V 
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50-305 

P 
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P 
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Q 

8706110447 

50-305 

F 
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R 
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50-305 

P 
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8706220404 

50-305 

P 
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50-305 

P 
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P 

8706030390 
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E 
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50-482 
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S 

8706100463 

50-482 

S 

8706100473 

50-482 

P 

8706110036 

50-482 

s 

8706110160 

50-482 

Q 

8706150091 

50-482 

F 

8706160129 

60-482 

Q 

8706160304 

71-598 


8706160314 

50-482 

Q 

8706160424* 

71-598 


8706170444 

50-482 

R 

8706170446 

50-482 

Q 

8706220004 

50-482 

S 

8706240095 

50-482 

P 

8706240107* 

50-482 

P 

8706240137 

50-482 

P 

8706240143* 

50-482 

P 

8706240292 

50-482 

P 

8706240304* 

50-482 

P 

8706240309* 

50-482 
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50-482 

p 
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50-482 
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50-134 
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G 

8706190082 
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8706110219* 
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8706090441 * 

50-155 

P 

8706090444* 

50-155 

P 

8706080197 
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8706230004 
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8706230076 

40-8857 


8706230109 

40-4492 


8704240307 

50-29 

F 

8706030355 

50-29 

P 

8706030363 

50-29 

Q 

8706050072 

50-29 

S 

8706100175 

50-29 

P 

8706100397 

PR 


8706110123 

50-29 

P 

8706110388 

50-29 

Q 

8706110450 

50-29 

P 

8706120252 

50-29 

P 

8706120291 

50-29 

P 

8706170290 

50-29 

Q 

8706170326 

50-29 

P 

8706170362 

50-29 

K 

8706220241 

60-29 

R 

8706230142* 

50-29 

P 

8706230157* 

50-29 

P 

8706230252 

60-29 

S 

8706240133 

50-29 

Q 

8706260318 

50-29 

Q 

8706020135* 

50-219 

P 

8706040356* 
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10700 R03 

8706160538* 

GORY 

50-259 

P 

DOE/RW-0035/1 V02 

8706160297* 

GORY 

PROJ 


17100 R03 

8707010013* 

50-259 

P 

DOE/RW-0035/1 V03 R1 

8706160306* 

PROJ 


19100 R03 

8706160553* 

50-259 

P 

DOE/RW-0130 

8706030068 

WASTE MGT 


200 1/400 1-NP-A 

8706160432* 

WASTE MGT 


EAS-1 54-1286 

8706050136* 

50-293 

P DRF 668-0003-5 

213.2(B) R02 

8706170057* 

50-327 

P 

EGG-CS-7643 

8706250544* 

TOPREP 

223.3(B) R02 

87061 70078* 

50-327 

P 

EGG-EA-6525 

8706010229* 

50-361 

P 

23A4800 BOO 

8706040255* 

50-293 

P 

EGG-EA-6806 

8604210357* 

50-424 

P 

23A'1845 boo 

8706010052* 

50-245 

P 

EGG-EA-6940 R02 

8706080207* 

50-312 

P TAG 51126 

23A5814 BOO 

8706030492* 

50-325 

P 

EGG-NTA-7195 

8706260196* 

50-324 

P GL-83-28 

240.0(B) R02 

87061 70089* 

50-327 

P 

EGG-NTA-7205 

8706260243* 

50-341 

P GL-83-28 

241.1(B) R02 

87061 70097* 

50-327 

P 

EGG-NTA-7236 

8608110079* 

50-206 

P GL-83-28 

40000 R02 

8706180071* 

50-259 

P 

EGG-NTA-7256 

8606160036* 

50-443 

P 

4350-31 53-85-1 R04 

8706030394* 

50-320 

P 0179P 

EGG-NTA.7283 

8706080111* 

50-277 

P GL-83-28 

4350-3256-85-1 R05 

8706030368* 

50-320 

P 

EGG-NTA-7295 ERR 

8706080070* 

50-483 

P GL-83-28 

48818-01 

8706090441 * 

50-155 

P 

EGG-NTA-7315 

8706080153* 

50-302 

P GL-83-28 

48818-02 

8706090444* 

50-155 

P 

EGG-NTA-7321 

8706050149* 

50-312 

P GL-83-28 

5.1 

8706120164* 

50-269 

F 

EGG-NTA.7327 

8706260083* 

50-413 

P GL-83-28 

50-412/87-34 

8706190179* 

50-412 

Q 

EGG.NTA-7329 

8706080115* 

50-315 

P GL-83-28 

51-1167938-00 

8706010133* 

50-320 

P 

EGG-NTA-7330 

8706080020* 

50-346 

P GL-83-28 

70100 R03 

8706040243* 

50-259 

P 

EGG-NTA-7373 

8706260268* 

50-247 

P GL-83-28 

70200 R05 

8706040246* 

50-259 

P 

EGG-NTA-7377 ERR 

8706090021 * 

50-305 

P GL-83-28 

70300 R03 

8706040250* 

50-259 

P 

EGG-NTA-7378 

8706080133* 

50-280 

P GL-83-28 

70400 R04 

8706040252* 

50-259 

P 

EGG-NTA-7379 

8706040365* 

50-338 

P GL-83-28 

70500 R03 

8706180067* 

50-259 

P 

EGG-NTA-7383 

8706260166* 

50-369 

P GL-83-28 

70600 R04 

8706040258* 

50-259 

P 

EGG-NTA-7390 

8706080148* 

50-261 

P GL-83.28 

70700 R03 

8706040263* 

50-259 

P 

EGG-NTA-7396 

8706260161* 

50-206 

P GL-83-28 

70800 R03 

8706040269* 

50-259 

P 

EGG-NTA-7406 

87062601 29* 

50-395 

P GL-83-28 

70900 R03 

8706040274* 

50-259 

P 

EGG-NTA-7415 

8706260194* 

50-482 

P GL-83-28 

71000 R04 

8706040278* 

50-259 

P 

EGG-NTA-7422 

8704300244* 

50-282 

P GL-83-28 

71100 R03 

8706040281* 

50-259 

P 

EGG-NTA-7425 

8706050225* 

50-285 

P GL-83-28 

71200 R03 

8706040284* 

50-259 

P 

EGG-NTA-7427 

8706260260* 

50-317 

P GL-83-28 

71300 R03 

8706040287* 

50-259 

P 

EGG-NTA-7436 

8704280672* 

50-309 

P GL-83-28 

71400 R03 

8706040290* 

50-259 

P 

EGG-NTA-7439 

8706080007* 

50-255 

P GL-83-28 

71500 R05 

8706040296* 

50-259 

p 

EGG-NTA-7446 

8706050267* 

50-382 

P GL-83-28 

71600 R03 

8706040298* 

50-259 

P 

EGQ-NTA-7462 R01 

8706080138* 

50-269 

P GL-83-28 

71800 R03 

8706180061* 

50-259 

P 

EGG-NTA-7463 R01 

8706080284* 

50-255 

P GL-83-28 

71900 R05 

8706040300* 

50-259 

p 

EGG-NTA-7467 

8706090066* 

50-252 

P 

72000 R03 

8706040303* 

50-259 

P 

EGG-NTA-7484 

8706050255* 

50-255 

P GL-83-37 

72100 R02 

8706040308* 

50-259 

P 

EGG-NTA-7492 

8706090291* 

50-400 

P 

77-1168130-00 

8706160390* 

50-320 

p 4410-87-L-0092 

EGG-NTA-7507 

8704060091 * 

50-269 

P GL-83-37 

8Q0O0-SQN BOB 

8706170105* 

50-327 

P 

EGG-NTA-7508 

8706090300* 

50-293 

P 

80t01-SQN R07 

8706050125* 

50-327 

P 

EGG-NTA-7527 

8706300132* 

50-182 

P 

a01O2-SQN ROS 

8706300141* 

50-327 

P 

EGG-NTA-7549 

8706260272* 

50-331 

P GL-83-28 

802O1-SQN R06 

8706170113* 

50-327 

P 

EGG-NTA-7551 

8705190128* 

50-456 

P GL-83-28 

80504-SQN ROS 

8706050145* 

50-327 

P 

EGG-NTA-7552 

8706260203* 

50-324 

P GL-83-28 

805O4.SQN R06 

8706300149* 

50-327 

P 

EGG-NTA-7553 ERR 

8706050351* 

50-483 

P GL-83-28 

847 

8706010323* 

PR 

AA50-2 071 

EGG-NTA-7557 

8705010070* 

50-454 

P GL-83-28 

87-1 

8706230241 * 

50-395 

R 

EGG-NTA-7558 

8705260111* 

50-413 

P GL-83-28 

87-178-003 R01 

8706020140* 

50-219 

P 

EGG-NTA-7559 

8706080283* 

50-461 

P GL-83-28 

90100 R04 

8706050185* 

50-269 

P 1514T 

EGG-NTA-7560 ERR 

8706080137* 

50-445 

A GL-83-28 

90400 R02 

8706050191* 

50-259 

P 0926T 

EGG-NTA-7562 

8706080191* 

50-298 

P GL-83-28 

90500 R03 

8706050194* 

50-259 

P 1501T 

EGG-NTA-7564 

8706050066* 

50-267 

P PLN-6182 

90600 R02 

8706050202* 

50-259 

P 1720T 

EGG-NTA-7572 

8706080270* 

50-237 

P GL-83-28 

90700 R02 

8706050207* 

50-259 

P 1728T 

EGQ-NTA-7574 

8706080277* 

50-341 

P GL-83-28 

90800 R02 

8706050210* 

50-259 

P 1531T 

EGG-NTA-7577 ERR 

8706090081* 

50-530 

P 

90900 R02 

8706050222* 

50-259 

P 1721T 

EQG-NTA-7579 

8706260380* 

50-267 

P GL-03-28 

909438 

8706050290* 

50-267 

P 

EGG-NTA-7584 ERR 

8706080022* 

50-213 

P GL-83-28 

91000 R02 

8706050227* 

50-259 

P 1499T 

EGG-NTA-7585 

8706080292* 

50-269 

P TAG 60499 

91100 R02 

8706050232* 

50-259 

P 1504T 

EGG-NTA-7586 

8705260122* 

50-400 

P GL-83-28 

91200 R02 

8706050247* 

50-259 

P 1552T 

EGG.NTA-7589 

8706260314* 

50-321 

P GL-83-28 

B&ROE-COM4-1-NP R5A 

8706230402* 

XOPREP 


EGG-NTA-7590 

8706090212* 

50-354 

P GL-83-28 

C0t0900-SQN R07 

8706300130* 

50-327 

P 

EGG-NTA-7591 

8706050250* 

50-245 

P GL-83-28 

CEN-268 R01 

8706120246* 

TOPREP 


EGG-NTA-7592 

8703310229* 

50-309 

P GL-83-20 

CEN-268 SOl'NP R01 

8706120271* 

TOPREP 


EGG-NTA-7592 ERR 

8706050362* 

50-309 

P GL-83-28 

DOE/EIS-0132-D DRFT 

8706160681* 

WASTE MGT 


EGG-NTA-7593 ERR 

8706050356* 

50-247 

P GL-83-28 

OOE/RW-0035/1 V01 R1 

8706160292* 

PROJ 


EGG-NTA-7594 

8706300877* 

50-286 

P GL-83-28 
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EGG-NTA-7595 

8706260365* 

50-305 

P GL-83-28 

NUREG/GP-0086 V01 

8706250268 

NUREG 


CONF-860820 

EGG-NTA-7598 

8706260229* 

50-373 

P GL-83-28 

NUREG/GP-0086 V02 

8706240014 

NUREG 


CONF-860820 

EGG-NTA-7599 

8706300177* 

50-352 

P GL-83-28 

NUREG/GP-0087 

8706300026 

NUREG 


UCID-21039 

EGG-NTA-7605 

8706260280* 

50-369 

P GL-83-28 

NUREG/CR-2000 V06 N4 

8706230059 

NUREG 


ORNL/NSIC-2000 

EGG-NTA-7607 

8706090036* 

50-267 

P TAG 55287 

NUREG/GR-2331 V06 N3 

8706120037 

NUREG 


BNL-NUREG-51454 

EGG-NTA-7609 ERR 

8706080242* 

50-315 

P GL-83-28 

NUREG/GR-3231 

8706240152 

NUREG 


PNL-5779 

EGG-NTA-761 1 

8706300240* 

50-220 

P GL-83-28 

NUREG/GR-3319 R01 

8706160066 

NUREG 


HEDL-TME 85-3 

EGG-NTA-7612 

8706260296* 

50-280 

P GL-83-28 

NUREG/GR-3956 

8706120172 

NUREG 


EGG-2443 

EGG-NTA-7613 

8706050331* 

50-324 

P GL-83-28 

NUREG/GR-4161 V02 

8706030120 

NUREG 


UCID.20092 

EGG-NTA-7614 ERR 

8706090035* 

50-213 

P GL-83-28 

NUREG/GR-4219 VOS N2 

8706030097 

NUREG 


ORNL/TM-9593 

EGG-NTA-7615 

8706260406* 

50-269 

P GL-83-28 

NUREG/GR-4330 VOS 

87061 50009 

NUREG 


PNL-5809 

EGG-NTA-7617 

8706260163* 

50-219 

P GL-83-28 

NUREG/GR-4551 V2 DRF 

8706120125 

50-327 

P 

SAND86-1309 

EGG-NTA-7622 

8706300691* 

50-255 

P GL-83-28 

NUREG/GR-4617 

8706220014 

NUREG 


EGG-2456 

EGG-NTA-7624 

8706080036* 

50-412 

A 

NUREG/GR-4655 

8706150101 

NUREG 



EGG-NTA-7625 

8706050302* 

50-280 

P GL-83-28 

NUREG/GR-4663 

8706240093 

NUREG 


IEB-83-01 

EGG.NTA-7627 

8706260266* 

50-440 

P GL-83-28 

NUREG/GR.4664 

8706240323 

NUREG 


IEB-83-04 

EGG-NTA-7629 

8706090279* 

50-323 

P 

NUREG/GR-4674 VOS 

8706160050 

NUREG 


ORNL/NOAC-242 

EGG-NTA-7632 

8706300184* 

50-254 

P GL-83-28 

NUREG/GR-4674 V04 

8706160086 

NUREG 


ORNL/NOAC-232 

EGG-NTA-7633 

8706090117* 

50-280 

P 

NUREG/GR-4679 

8706120299 

NUREG 


SAND86-031 1 

EGG.NTA-7639 

8706090104* 

50-395 

P 

NUREG/GR-4681 

8706150161 

NUREG 


SAND86-1296 

EGG-NTA-7641 

8706260345* 

50-275 

P GL-83-28 

NUREG/GR-4700 V4 DRF 

8706120033 

50-416 

S 

SAND86-1135 

EGG-NTA-7642 

8706260324* 

50-206 

P GL-83-28 

NUREG/GR-4719 

8706150126 

NUREG 


SAND86-1043 

EGG-NTA-7644 

8706260144* 

50-312 

P GL-83-28 

NUREG/GR-4758 

8706030092 

50-317 

P 

ORNL/TM-10236 

EGG-NTA-7645 

8706080195* 

50-309 

P GL-83-28 

NUREG/GR.4772 

8706120044 

NUREG 


SAND86-1996 

EGG-NTA-7648 

8706260408* 

50-528 

P GL-83-28 

NUREG/GR-4773 

8706300252 

NUREG 


PNL-5894 

EGG-NTA.7660 

8706050093* 

50-225 

P 

NUREG/GR-4779 

8706240046 

NUREG 


PNL-6065 

EGG-NTA-7700 

8706260153* 

50-312 

P 

NUREG/GR-4783 

8706160138 

NUREG 


MTR-86W00213 

EGG-NTA-7701 

8706260300* 

50-445 

A 

NUREG/GR-4800 

8706150086 

NUREG 


UCID-20679 

EGG-NTA-7702 

8706260346* 

50-498 

A 

NUREG/CR-4819 V01 

8706030204 

NUREG 



EGG-NTA-7705 

8706260218* 

50-267 

P TAG 62198 

NUREG/GR-4821 

8706120189 

NUREG 


AECL-9342 

EGG-NTA-7708 

8706300106* 

TOPREP 


NUREG/GR-4830 

8706120166 

NUREG 


SAND86-2689 

EGG-NTA-7721 

8706260278* 

50-498 

A 

NUREG/GR-4845 

8706030180 

NUREG 


EGG-2496 

EGG-PHY-7522 

8706080318* 

50-269 

P 

NUREG/GR-4866 

8706120168 

NUREG 


EGG-2499 

EGG-REQ-7542 

8706080105* 

50-498 

A 

NUREG/GR-4885 

8706160074 

NUREG 


UCID-20696 

EGG-SD-7412 

8706080228* 

50-333 

Q 

NUREG/GR-4894 

8706030146 

NUREG 


MEA-2210 

EGG.SD-7483 

8706050311* 

50-482 

Q TAG 57365 

NUREG/GR-4899 

8706300007 

NUREG 


UCID-21003 

EGG-SD-7566 

8706080091* 

50-220 

Q 

NUREG/GR-4901 

8706030186 

NUREG 


LA-10981. MS 

EPA-520/5-76/020 

8706250505* 

FOIA 


NUREG/GR-4903 V01 

8706120186 

NUREG 



EPA-520/S-78-01 1 

8706250524* 

FOIA 


NUREG /GR-4903 V02 

8706120163 

NUREG 



ERPT-E0214 

8706240112* 

50-312 

Q 

NUREG/GR-4903 V03 

8706120158 

NUREG 



FAI/85-19 

8706160417* 

FOIA 


NUREG/GR-4921 

8706240192 

NUREG 



1-84-30-BFN 

8706240049* 

50-259 

P 

NUREG/GR-4922 

8706240352 

NUREG 


EPRI NP-5272 

IM-P-001 ROO 

8706170243* 

50-445 

A 

NUREG/CR-4938 

8706240313 

NUREG 


PNL-6217 

IM-P-002 ROO 

8706170251* 

50-445 

A 

NUSGO-152 ADD 01 

8706300878* 

50-213 

P 


IM-P-003 ROO 

8706170256* 

50-445 

A 

NUSGO-155 

8706080230* 

50-213 

P 


IM-P-004 ROO 

8706170262* 

50-445 

A 

PAR(DGNP)-NDE-3 

8706230482* 

50-275 

P 


IM-P-005 ROO 

8706170309* 

50-445 

A 

PL-NF-87-005 

8706260234* 

50-387 

P 


IM-P-006 ROO 

8706170317* 

50-445 

A 

PNL-4455 

8210200110* 

PR 


AA50.2 048 

IM-P-007 ROO 

8706170322* 

50-445 

A 

PNL-4699 

8705290298* 

PR 


AA50-2 050 

IM-P-008 ROO 

8706170332* 

50-445 

A 

PNL-5051 

8706010290* 

PR 


AA50-2 067 

IM-P-009 ROO 

8706170333* 

50-445 

A 

PSD-05-049 R01 

8706170349* 

50-313 

P 


IM-P-010 ROO 

8706170342* 

50-445 

A 

PSD-05-051 RO 

8706170330* 

50-313 

P 


IN-86-0 11 -003 R01 

8706050135* 

50-327 

P 

R-84-20-BFN 

8706240028* 

50-259 

P 


MC-40400-SQN R04 

8706010475* 

50-327 

P 

R-84-26-WBN 

8706230392* 

50-259 

P 


MC-40705-SQN R03 

8706050115* 

50-327 

P 

SAIG-87/3004 ADD DRF 

8706010433* 

50-213 

P 


MDE-101-0986 

8706090052* 

50-293 

P DRFAOO-2423 

SAIC-87/3027 

8705280136* 

50-315 

P 

TAC 51150 

NEDO-21696 ERR 04 

8706040280* 

50-293 

P 77NED148 

SD-BWI-ES-023 ROO 

8706030406* 

WASTE RES 



NEDO-21696 ERR 05 

8706040291* 

50-293 

P 77NED148 

SEGY-77-125 

8706300136* 

FOIA 



NEDO-30767 

8706040272* 

50-293 

P 84NED026 

SECY-78-625 

8705290210* 

PR 


AA50-2 035 

NET-042-01 ROO 

8706120182* 

50-254 

P 

SECY-85-103 

8706110264* 

FOIA 



NMP61D 

8706030400* 

50-220 

R 

SECY-86-291 

8706120073* 

FOIA 



NUREG-0040 VII N01 

8706160106 

NUREG 


SECY-87-137 

8706220047 

SECY 



NUREG-0304 VI 2 N01 

8706030076 

NUREG 


SIR-87-014 R01 

8706230265* 

50-321 

Q 


NUREG-0540 V09 N02 

8706240149 

NUREG 


STD-R-02-001 R09 

8706170031* 

71-9151 



NUREG-0540 V09 N03 

8706160119 

NUREG 


TER-C5506-596 ADD 

8706110024* 

50-277 

P 


NUREG-0540 V09 N04 

8706230495 

NUREG 


TQAR 1-76A 

8706160251* 

50-250 

P 


NUREG-0728 R02 

8706240202 

NUREG 


TR-76-001 RO 

8706170338* 

50-313 

P 


NUREG-0750 V24 NOS 

8706040313 

NUREG 


UMTRA-DOE/AL-0245 

8706160352 

WASTE MGT 



NUREG-0781 S03 

8706240260 

50-498 

E 

WCAP 11415 

8706010154* 

50-280 

P 


NUREG-0936 VOS N04 

8706150112 

NUREG 


WCAP-10081-A ADD 01 

8706220214* 

TOPREP 



NUREG-0936 V06 N01 

8706300230 

NUREG 


WCAP-11318 

8706120030* 

50-334 

P 


NUREG-0940 V06 N01 

8706240320 

NUREG 


WCAP-11325 ADD 01 

8706170336* 

TOPREP 



NUREG-1002 S03 

8706150208 

50-456 

E 

WCAP-11395 

8706190275* 

TOPREP 



NUREG-1021 R04 

8706030301 

NUREG 


WCAP-11410 R01 

8706260181* 

50-305 

P 


NUREG-1057 S05 

8706120079 

50-412 

E 

WCAP-11508 

8706170186^ 

50-498 

A 


NUREG-1100 VOS ADD 

8706300181 

NUREG 


WTSD-TME-015 DRFT 

8706160683* 

FOIA 


PS 840386 

NUREG-1147 R01 

8706240291 

NUREG 


WTSD-TME-019 DRFT 

8706160702* 

FOIA 


PS 840386 

NUREG-1245 V01 

8706120346 

NUREG 


WWL 4001 

8706030396* 

WASTE RES 



NUREG-1259 

8706120083 

50-412 

P 

XN-NF-82-06(NP)(A)R1 

8706120126* 

TOPREP 



NUREG-1272 

8706160095 

NUREG 


XN-NF-86-149 

8706050189* 

50-261 

P 


NUREG/BR-0051 VOS N6 

8706240305 

NUREG 


XN-NF-87-22 

8706260248* 

50-387 

P 


NUREG/CP-0078 

8706250118 

NUREG 


XN-NF-87-23 

8706260245* 

50-387 

P 




CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

7905310 1 57 

8706160560 

87/06/10 

40-6563 


8410230513 

8706100088 

87/06/04 

50-323 

8001280151 

8706170193 

87/06/11 

FOIA 


8410260164 

8706160560 

87/06/10 

40-6563 

80031 20 2 59 

8706170193 

87/06/11 

FOIA 


8411050092 

8706080132 

87/06/02 

50-322 

8003120263 

8706170193 

87/06/11 

FOIA 


8412260080 

8706080061 

87/05/29 

FOIA 

8006170099 

8706010263 

87/05/27 

FOIA 


8412270591 

8706040041 

87/05/27 

NUREG 

8008190302 

8706170193 

87/06/11 

FOIA 


8501160546 

8706250358 

87/06/22 

50-322 

8008190305 

8706170193 

87/06/11 

FOIA 


8501280100 

8706080061 

87/05/29 

FOIA 

0010010027 

8706010263 

87/05/27 

FOIA 


8502190034 

8706250358 

87/06/22 

50-322 

8011040301 

8706170193 

87/06/11 

FOIA 


8503250034 

8706160509 

87/06/11 

FOIA 

8011070501 

8706050339 

87/06/01 

40-481 


8504050159 

8706100088 

87/06/04 

50-323 

6011110059 

8706170193 

87/06/11 

FOIA 


8504080562 

87061 0008B 

87/06/04 

50-275 

8011110069 

8706170193 

87/06/11 

FOIA 


8504250426 

8706100088 

87/06/04 

50-275 

8012100294 

8706170193 

87/06/11 

FOIA 


8504300636 

8706100088 

87/06/04 

50-323 

8103231085 

8706080061 

87/05/29 

FOIA 


8505090516 

8706100088 

87/06/04 

50-323 

8104090319 

8706160560 

87/06/10 

40-6563 


8505090526 

8706100088 

87/06/04 

50-323 

8104090326 

8706160560 

87/06/10 

40-6563 


8506060401 

8705290185 

87/05/29 

PR 

8104160510 

8706170193 

87/06/11 

FOIA 


8506100158 

8706240377 

87/06/18 

FOIA 

8104160513 

8706170193 

87/06/11 

FOIA 


8506260689 

8705290185 

87/05/29 

PR 

8104160515 

8706170193 

87/06/11 

FOIA 


8507020137 

8706150108 

87/06/10 

FOIA 

8104160517 

8706170193 

87/06/11 

FOIA 


8508080761 

8706250358 

87/06/22 

50-322 

8104160518 

8706170193 

87/06/11 

FOIA 


8508080764 

8706250358 

87/06/22 

50-322 

8104160781 

8706170193 

87/06/11 

FOIA 


8508080766 

8706250358 

87/06/22 

50-322 

8104280040 

8706160560 

87/06/10 

40-6563 


8511010317 

8706230083 

87/06/18 

50-423 

8105040179 

8705290185 

87/05/29 

PR 


8511010320 

8706230083 

87/06/18 

50-423 

8107 150466 

8705290185 

87/05/29 

PR 


8511200208 

8706170098 

87/05/11 

FOIA 

8108180288 

8706050339 

87/06/01 

40-481 


8603180090 

8706150108 

87/06/10 

FOIA 

8108180306 

8706050339 

87/06/01 

40-3713 


8604030255 

8706100088 

87/06/04 

50-275 

8108180310 

8706050339 

87/06/01 

FOIA 


8604210354 

8706230083 

87/06/18 

50-424 

8108180313 

8706050339 

87/06/01 

FOIA 


8604210357 

8706230083 

87/06/18 

50-424 

8108180319 

8706050339 

87/06/01 

FOIA 


8605070579 

8706230083 

67/06/ 18 

50-424 

810B180327 

8706050339 

87/06/01 

40-501 


8605220338 

8705290185 

87/05/29 

PR 

8108180333 

8706050339 

87/06/01 

FOIA 


8605270097 

8706230298 

87/06/17 

50-267 

8108180337 

8706050339 

87/06/01 

FOIA 


8605300161 

8705290185 

87/05/29 

PR 

8201270 740 

8706080061 

87/05/29 

FOIA 


8606120877 

8706180139 

87/06/08 

REVIEW GR 

8207260167 

8706150108 

87/06/10 

FOIA 


8606120909 

8705290185 

87/05/29 

PR 

8207280120 

8706150108 

87/06/10 , 

FOIA 


8606120927 

8706050017 

87/05/29 

50-272 

8210200110 

8705290185 

87/05/29 

PR 


8606160035 

8706230083 

87/06/18 

50-443 

8212270378 

8706150108 

87/06/10 * 

FOIA 


8606160036 

8706230083 

87/06/18 

50-443 

8303090089 

8706150108 

87/06/10 

FOIA 


8608110079 

8706050017 

87/05/29 

50-206 

8303100360 

8706050017 

87/05/29 

50-272 

S 

8608130358 

8706050017 

87/05/29 

50-272 

8303110612 

8706050017 

87/05/29 

50-272 

P 

8610010350 

8706010263 

87/05/27 

FOIA 

8303220494 

8706050017 

87/05/29 

50-272 

S 

8610010407 

8706010263 

87/05/27 

FOIA 

8303300057 

8706050017 

87/05/29 

50-272 

s 

8610090431 

8706040041 

87/05/27 

50-440 

8304190234 

8706050017 

87/05/29 

50-272 

p 

8610160343 

8706040041 


NUREG 

8304190241 

8706050017 

87/05/29 

50-272 

p 

8610220366 

8706170039 

87/06/11 

50-382 

8308100111 

8706050017 

87/05/29 

FOIA 


8610230116 

8706050108 

87/05/26 

50-327 

8309120144 

8706050017 

87/05/29 

FOIA 


3610280229 

8706230313 

87/06/18 

50-267 

0311230204 

8705290185 

87/05/29 

PR 


8611190364 

8706100174 

87/06/04 

FOIA 

8401230133 

8706150108 

87/06/10 

FOIA 


8611190376 

8706100174 

87/06/04 

FOIA 

8401260469 

8706050017 

87/05/29 

50-272 

s 

8611190387 

8706100174 

87/06/04 

FOIA 

0401310526 

8706150108 

87/06/10 

FOIA 


8612010319 

8706100174 

87/06/04 

FOIA 

0402210386 

8706100088 

87/06/04 

50-275 

p 

8612010329 

8706100174 

87/06/04 

FOIA 

8402290065 

8706050017 

87/05/29 

50-272 

p 

8612050398 

8706010263 

87/05/27 

FOIA 

8404300085 

8706080061 

87/05/29 

FOIA 


8612180049 

8706040041 

87/05/27 

NUREG 

8405160181 

8706040041 

87/05/27 

NUREG 


8612180063 

8706040041 

87/05/27 

NUREG 

8405290001 

8706080061 

87/05/29 

FOIA 


8612180186 

8706040229 

87/05/27 

50-166 

8406260604 

8706050017 

87/05/29 

FOIA 


8701020275 

8706050017 

87/05/29 

50-275 

8407170551 

8706040041 

87/05/27 

NUREG 


8701090682 

8706050017 

87/05/29 

50-272 

8408070158 

8706080061 

87/05/29 

FOIA 


8702240242 

8706250168 

87/06/16 

70-8 

8410100307 

8706100088 

87/06/04 

50-275 

p 

8703180037 

8706240377 

87/06/18 

* FOIA 


P 

P 


G 

G 

P 

P 

P 

P 

P 

P 


P 


Q 

P 

P 
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ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


87032701 53 

8706220134 

8703310229 

8706010182 

8704010096 

8704010089 

8704020634 

8704020221 

8704060091 

8706080051 

8704130616 

8704130601 

8704130621 

8704130601 

8704280672 

8706050032 

8704300244 

8706050048 

8705010070 

870608021 9 

8705070033 

8705070025 

8705180388 

8706250135 

8705190050 

8705190031 

8705190128 

8706080233 

8705190220 

8705190197 

8705260111 

8706090145 

8705260120 

8706290002 

8705260122 

8706080256 

8705260125 

8706290002 

8705260217 

8706010309 

87052801 36 

87061 90254 

8705280181 

8706180139 

8705280189 

8706180139 

87052801 92 

8706180139 

8705280442 

8705280430 

8705290203 

8705290185 

8705290210 

8705290185 

8705290221 

8705290185 

8705290226 

8705290185 

8705290229 

8705290185 

8705290241 

8705290185 

8705290251 

8705290185 

8705290266 

8705290185 

8705290275 

8706290185 

8705290291 

8705290185 

8705290295 

8705290185 

8705290298 

8705290185 

8706010003 

8706010001 

8706010010 

8706010001 

8706010016 

8705290293 

8706010017 

8706010011 

8706010019 

8706010013 

8706010021 

8706010013 

8706010030 

8705290293 

8706010044 

8706010037 

8706010051 

8706010027 

8706010052 

8706010037 

8706010054 

8706010047 

8706010056 

8706010049 

8706010066 

8706010063 

8706010075 

8705290293 

8706010085 

8706010080 

8706010091 

8706010079 

8706010108 

8706010104 

8706010109 

8706010106 

8706010133 

8706010124 

8706010148 

8706010139 

8706010154 

8706010146 

8706010161 

8706010156 

8706010162 

8706010140 

8706010172 

8705290185 

8706010176 

8706010173 

8706010178 

8705290185 

8706010181 

8706010173 

8706010183 

8705290185 

8706010184 

8705290151 

8706010191 

8705290185 

8706010194 

8706010182 

8706010195 

8705290185 

8706010198 

8706010189 

8706010204 

8705290185 

8706010209 

8706010205 

8706010223 

8706010218 

8706010229 

8706010218 

8706010230 

8706010217 

8706010241 

8706010234 

8706010242 

8706010238 

8706010243 

8706010240 

8706010244 

8706010238 

8706010247 

8705290185 

8706010252 

8705290185 

8706010256 

8705290185 

8706010270 

8706010263 

8706010273 

8705290185 

8706010275 

8706010265 

8706010280 

8706010263 

8706010283 

8705290185 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

87/06/17 

50-601 

A 

87/05/21 

50-309 

P 

87/03/26 

50-83 

P 

87/03/23 

50-322 

F 

87/03/05 

50-269 

P 

87/04/07 

50-412 

E 

87/04/07 

50-412 

E 

87/04/14 

50-309 

P 

87/04/07 

50-282 

P 

87/03/04 

50-454 

P 

87/05/01 

50-412 

K 

87/06/17 

50-445 

A 

87/05/08 

70-143 


87/03/05 

50-456 

P 

87/05/12 

50-160 

Q 

87/03/04 

50-413 

P 

87/06/17 

50-293 

Q 

87/03/26 

50-400 

P 

87/06/17 

50-293 

Q 

87/05/21 

50-27 

P 

87/06/10 

50-315 

P 

87/06/08 

REVIEW GR 

P 

87/06/08 

REVIEW GR 

P 

87/06/08 

REVIEW GR 

P 

87/05/21 

50-3 

Q 

87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/22 

40-7604 


87/05/22 

40-7604 


87/05/15 

70-143 


87/05/18 

50-327 

T 

87/05/19 

50-315 

P 

87/05/19 

50-315 

P 

87/05/15 

70-143 


87/05/21 

50-245 

P 

87/05/22 

50-373 

Q 

87/05/21 

50-245 

P 

87/05/26 

50-331 

Q 

87/05/22 

70-36 

87/05/20 

50-298 

F 

87/05/15 

70-143 


87/05/26 

50-245 

P 

87/05/20 

50-323 

P 

87/05/27 

50-341 

P 

87/05/27 

50-277 

P 

87/05/21 

50-320 

P 

87/05/26 

50-245 

P 

87/05/22 

50-280 

P 

87/05/22 

50-346 

F 

87/05/13 

50-413 

F 

87/05/29 

PR 


87/05/26 

50-313 

Q 

87/05/29 

PR 


87/05/26 

50-313 

Q 

87/05/29 

PR 


87/05/26 

50-171 

H 

87/05/29 

PR 


87/05/21 

50-309 

P 

87/05/29 

PR 


87/05/21 

50-361 

Q 

87/05/29 

PR 


87/05/26 

50-302 

P 

87/05/26 

50-361 

P 

87/05/26 

50-361 

P 

87/05/12 

50-275 

T 

87/05/08 

50-445 

A 

87/05/22 

QA999 


87/05/27 

50-416 

R 

87/05/22 

QA999 

87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/27 

FOIA 


87/05/29 

PR 


87/05/22 

50-369 

P 

87/05/27 

FOIA 


87/05/29 

PR 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

8706010287 

8706010272 

8706010288 

8705290185 

8706010290 

8705290185 

8706010296 

8705290185 

8706010298 

8706010282 

8706010302 

8706010294 

8706010303 

8706010282 

8706010304 

8705290185 

8706010307 

8706010300 

8706010312 

8705290185 

8706010314 

8706010300 

8706010319 

8706010311 

8706010320 

8706010282 

8706010323 

8705290185 

8706010328 

8706010305 

8706010332 

8705290185 

8706010335 

8706010316 

8706010340 

8705290185 

8706010341 

8706010292 

8706010348 

8706010345 

8706010349 

8706010327 

8706010351 

8705290185 

8706010356 

8706010342 

8706010357 

8706010345 

8706010360 

8706010353 

8706010363 

8705290185 

8706010373 

8706010368 

8706010379 

8706010376 

8706010383 

8705290185 

8706010394 

8706010376 

8706010402 

8706010395 

8706010413 

8706010409 

8706010417 

8706010380 

8706010418 

8706010409 

8706010422 

8706010421 

8706010426 

8706010421 

8706010428 

8706010416 

8706010431 

8706010416 

8706010433 

8706010410 

8706010437 

8706010432 

8706010438 

8706010416 

8706010441 

8706010432 

8706010449 

8706010447 

8706010452 

8706010446 

8706010453 

8706010442 

8706010458 

8706010456 

8706010463 

8706010459 

8706010475 

8706010464 

8706020005 

8706010444 

8706020006 

8706020002 

8706020025 

8706020018 

8706020033 

8706010355 

8706020039 

8706020035 

8706020041 

8706020035 

8706020046 

8706020023 

8706020073 

8706020068 

8706020079 

8706020068 

8706020082 

8706020075 

8706020084 

8706020068 

8706020087 

8706020074 

8706020089 

8706020075 

8706020093 

8706020075 

8706020094 

8706020068 

8706020101 

8706020097 

8706020108 

8706020097 

8706020109 

8705290185 

8706020116 

8705290185 

8706020122 

8705290185 

8706020128 

8706010368 

8706020130 

8706010427 

8706020133 

8706020124 

8706020135 

8706020131 

8706020136 

8706020132 

8706020139 

8706020123 

8706020140 

8706020131 

8706020145 

8705290185 

8706020146 

8706020138 

8706020153 

8706010469 

8706020154 

8706020123 

8706020155 

8705290185 

8706020158 

8706020152 

8706020161 

8705290185 

8706020165 

8706020160 

8706020167 

8706020151 

8706020168 ' 

8705290185 

8706020169 

8706020163 

8706020173 

8706020166 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

87/05/26 

50-280 

P 

87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/27 

50-324 

P 

87/05/28 

50-445 

Q 

87/05/27 

50-324 

P 

87/05/29 

PR 


87/05/20 

50-267 

P 

87/05/29 

PR 


87/05/20 

50-267 

P 

87/05/20 

50-456 

Q 

87/05/27 

50-324 

P 

87/05/29 

PR 


87/05/11 

50-285 

F 

87/05/29 

PR 


87/05/26 

CONTRACT 


87/05/29 

PR 


87/05/26 

50-155 

Q 

87/05/15 

50-390 

Q 

87/05/28 

50-382 

P 

87/05/29 

PR 


87/05/21 

50-261 

Q 

87/05/15 

50-390 

Q 

87/05/26 

50-250 

Q 

87/05/29 

PR 


87/05/26 

50-255 

P 

87/05/22 

70-143 


87/05/29 

PR 


87/05/22 

70-143 


87/05/19 

50-400 

0 

87/05/19 

50-424 

Q 

87/05/21 

PROJ 


87/05/19 

50-424 

Q 

87/05/18 

50-395 

Q 

87/05/18 

50-395 

Q 

87/05/28 

50-285 

Q 

87/05/28 

50-285 

Q 

87/05/27 

50-213 

P 

87/05/18 

50-206 

P 

87/05/28 

50-285 

Q 

87/05/18 

50-206 

P 

87/05/21 

50-320 

P 

87/05/22 

50-327 

P 

87/05/06 

CONTRACT 


87/05/22 

50-327 

P 

87/05/26 

50-134 

P 

87/05/18 

50-327 

P 

87/05/27 

50-456 

Q 

87/05/27 

50-416 

Q 

87/05/22 

50-302 

Q 

87/05/26 

50-29 

P 

87/05/28 

50-456 

G 

87/05/28 

50-456 

G 

87/05/22 

50-280 

P 

87/05/19 

50-443 

G 

87/05/19 

50-443 

G 

87/05/11 

50-443 

G 

87/05/19 

50-443 

G 

87/05/27 

50-322 

G 

87/05/11 

50-443 

G 

87/05/11 

50-443 

G 

87/05/19 

50-443 

G 

87/05/20 

50-334 

Q 

87/05/20 

50-334 

Q 

87/05/29 

PR 


87/05/29 

PR 


87/05/29 

PR 


87/05/26 

50-255 

P 

87/05/28 

50-346 

P 

87/05/26 

50-271 

R 

87/05/29 

50-219 

P 

87/05/22 

50-368 

P 

87/05/26 

40-8027 


87/05/29 

50-219 

P 

87/05/29 

PR 


87/05/27 

50-261 

Q 

87/05/22 

50-424 

Q 

87/05/26 

40-8027 


87/05/29 

PR 


87/05/22 

50-322 

G 

87/05/29 

PR 


87/05/22 

50-155 

Q 

87/05/22 

50-289 

R 

87/05/29 

PR 


87/05/22 

50-316 

S 

87/05/22 

50-321 

Q 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 451 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8706020174 

8705290185 

87/05/29 

PR 

8706020176 

8706020160 

87/05/22 

50-155 

87060201 79 

8705290185 

87/05/29 

PR 

8706020181 

8705290185 

87/05/29 

PR 

8706020188 

8706020182 

87/05/22 

50-255 

8706020191 

8705290185 

87/05/29 

PR 

8706020195 

8706020182 

87/05/22 

50-255 

8706020197 

8705290185 

87/05/29 

PR 

8706020200 

8706020190 

87/05/22 

50-348 

3706020201 

8706020185 

87/05/22 

50-324 

8706020205 

8706020189 

87/05/19 

50-443 

6706020209 

8706020203 

87/05/26 

50-160 

8706020213 

8706020193 

87/05/22 

60-322 

6706020222 

8706020214 

87/05/19 

50-390 

8706020237 

8706020229 

87/05/22 

50-269 

8706020239 

8706020233 

87/05/21 

50-331 

B7Q6020243 

8706020233 

87/05/21 

50-331 

6706020254 

8706020249 

87/05/22 

50-327 

8706020261 

8705290185 

87/05/29 

PR 

; 8706030006 

8706030004 

87/05/29 

50-262 

870603001 1 

8706030009 

87/05/27 

50-237 

6706030019 

8706030013 

87/05/22 

50-338 

8706030023 

8706030020 

87/05/20 

50-293 

8706030025 

8706030018 

87/05/26 

50-250 

87Q6030030 

8706030026 

87/05/29 

50-458 

, 8706030031 

8706030026 

87/05/29 

50-458 

8706030041 

8706030040 

87/04/20 

WASTE MGT 

8706030045 

8706030034 

87/05/26 

50-280 

8706030049 

8706030021 

87/05/12 

70-1257 

i B706030052 

8706030038 

87/05/28 

CONTRACT 

8706030059 

8706030054 

87/05/28 

CONTRACT 

\ 8706030060 

8706030034 

87/05/26 

50-280 

8706030066 

8706030021 

87/05/12 

70-1257 

1 8706030067 

;j 8706030075 

8706030057 

87/05/27 

40-8027 

8706030064 

87/04/27 

WASTE MGT 

1 8706030086 

8706030072 

87/05/27 

50-295 

8706030099 

8706030079 

87/05/26 

CONTRACT 

1 0706030106 

8706030102 

87/05/20 

WASTE MGT 

I 8706030115 

8706030112 

87/05/01 

WASTE MGT 

1 8706030124 

8706030116 

87/04/09 

40-8027 

’ 8706030138 

8706030130 

87/05/15 

WASTE MGT 

1 8706030141 

8706030133 

87/04/20 

WASTE RES 

; 8706030143 

8706030130 

87/05/15 

WASTE MGT 

i 8706030147 

8706030130 

87/05/15 

WASTE MGT 

^ 8706030150 

8706030134 

87/05/29 

50-155 

i 0706030152 

8706030145 

87/05/14 

40-3392 

1 8706030153 

8706030148 

87/05/28 

50-461 

} 8706030155 

8706030130 

87/05/15 

WASTE MGT 

1 8706030161 

8706030130 

87/05/15 

WASTE MGT 

1 8706030164 

8706030134 

87/05/29 

50-155 

f 

' 8706030165 

8706030163 

87/05/04 

70-143 

{ 8706030167 

8706030130 

87/05/15 

WASTE MGT 

^ 8706030170 

8706030130 

87/05/15 

WASTE MGT 

1 8706030175 

8706030130 

87/05/15 

WASTE MGT 

1 6706030177 

8706030174 

87/05/22 

CONTRACT 

1 6706030179 

8706030130 

87/05/15 

WASTE MGT 

f 6706030183 

8706030134 

87/05/29 

50-155 

1 6706030202 

8706030189 

87/05/28 

CONTRACT 

1 8706030205 

8706030188 

87/05/22 

50-262 

1 8706030206 

0706030203 

87/05/22 

71-456 

j 8706030208 

8706030188 

87/05/22 

50-262 

j 8706030210 

8706030203 

87/05/22 

71-456 

1 8706030211 

8705290185 

87/05/29 

PR 

* 8706030212 

8706030203 

87/05/22 

71-456 

j B706030217 

8706030203 

87/05/22 

71-45$ 

; 8706030218 

8706030209 

87/05/27 

CONTRACT 

' 8706030233 

8706030222 

87/05/28 

CONTRACT 

i 8706030234 

8706030225 

87/05/26 

50-312 

: 8706030235 

8706030223 

87/04/28 

WASTE MGT 

1 8706030244 

8706030081 

86/01/29 

40-8724 

1 8706030251 

8706030241 

87/05/28 

50-395 

■: 8706030253 

8706030216 

87/04/11 

WASTE RES 

f 6706030260 

8706030250 

87/05/29 

50-498 

J 8706030267 

8706030250 

87/05/29 

50-498 

8706030268 

8706030254 

87/05/28 

50-312 

1 8706030270 

8706030257 

87/05/28 

CONTRACT 

1 8706030272 

8706030246 

87/05/27 

50-336 

87060302 76 

8706030271 

87/05/25 

50-528 

f 8706030280 

8706030093 

87/05/27 

70-1257 

1 8706030299 

8706030291 

87/04/10 

40-8027 

[ 8706030300 

8706030297 

87/05/21 

50-250 

8706030302 

8706030283 

87/05/27 

50-322 

; 8706030304 

8706030288 

87/05/15 

50-267 

8706030307 

8706030297 

87/05/21 

50-250 

s 8706030310 

8706030288 

87/05/15 

50-267 

} 670603031 2 

8706030288 

87/05/15 

50-267 

\ 8706030313 

8706030282 

87/04/21 

WASTE MGT 


ACCESSION NUMBER 



ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 




DOCUMENT 

ISSUED 

CATEGORY 



8706030321 

8706030288 

87/05/15 

50-267 

F 

Q 

8706030332 

8706030329 

87/05/28 

50-410 

K 


8706030335 

8706030330 

87/05/27 

50-286 

P 


8706030337 

8706030334 

87/05/21 

50-424 

Q 

Q 

8706030339 

8706030282 

87/04/21 

WASTE MGT 



8706030340 

8706030333 

87/05/27 

50-338 

P 

Q 

8706030341 

8706030334 

87/05/21 

50-424 

Q 


8706030342 

8706030336 

87/05/22 

50-395 

Q 

F 

8706030345 

8706030282 

87/04/21 

WASTE MGT 


F 

8706030356 

8706030348 

87/05/21 

50-309 

P 

T 

8706030357 

8706030350 

87/05/28 

50-255 

P 

Q 

8706030366 

8706030361 

87/05/20 

50-250 

Q 

G 

8706030367 

8706030351 

87/05/27 

50-348 

Q 

Q 

8706030368 

8706030364 

87/05/26 

50-320 

P 

Q 

8706030371 

8706030365 

87/05/28 

50-315 

P 

P 

8706030376 

8706030373 

87/05/22 

50-395 

F 

P 

8706030379 

8706030343 

87/05/29 

50-305 

P 

P 

8706030381 

8706030377 

87/05/27 

50-348 

P 


8706030382 

8706030319 

87/05/28 

70-27 


Q 

8706030393 

8706030319 

87/05/28 

70-27 


Q 

8706030394 

8706030387 

87/05/22 

50-320 

P 

Q 

8706030396 

8706030362 

87/04/15 

WASTE RES 


P 

8706030400 

8706030386 

87/05/28 

50-220 

R 

Q 

8706030406 

8706030392 

87/04/14 

WASTE RES 


Q 

8706030422 

8706030398 

87/05/28 

70-113 


Q 

8706030425 

8706030314 

87/05/26 

50-146 

R 


8706030426 

8706030398 

87/05/28 

70-113 


Q 

8706030428 

8706030421 

87/05/22 

50-327 

P 


8706030431 

8706030427 

87/05/28 

50-324 

P 


8706030435 

8706030419 

87/05/28 

50-285 

P 


8706030440 

8706030434 

87/05/26 

50-321 

P 

Q 

8706030441 

8706030434 

87/05/26 

50-321 

P 


8706030463 

8706030458 

87/05/22 

50-245 

P 


8706030471 

8706030466 

87/05/28 

50-331 

Q 


8706030475 

8706030197 

87/05/11 

70-152 


Q 

8706030479 

8706030454 

87/05/14 

70-8 



8706030482 

8706030454 

87/05/14 

70-8 



8706030485 

8706030454 

87/05/14 

70-8 



8706030491 

8706030447 

87/05/22 

50-206 

P 


8706030492 

8706030464 

87/05/28 

50-325 

P 


8706040016 

8706030480 

87/05/29 

50-206 

P 


8706040037 

8706040032 

87/05/20 

50-334 

P 


8706040040 

8706040032 

87/05/20 

50-334 

P 


8706040051 

8706040041 

87/05/27 

NUREG 


R 

8706040055 

8706040044 

87/05/20 

50-389 

P 


8706040060 

8706030412 

87/05/26 

50-251 

H 

Q 

8706040061 

8706040044 

87/05/20 

50-389 

P 


8706040107 

8706250358 

87/06/22 

50-322 

G 


8706040113 

8706040098 

87/03/27 

WASTE RES 


R 

8706040121 

8706250358 

87/06/22 

50-322 

G 


8706040131 

8706040110 

87/05/12 

70-1257 



8706040138 

8706040110 

87/05/12 

70-1257 



8706040145 

8706040141 

87/05/26 

50-387 

P 


87060401 53 

8706040150 

87/06/01 

50-344 

P 


8706040160 

8706040154 

87/05/28 

50-277 

P 


8706040161 

8706040159 

87/05/28 

50-387 

P 

R 

8706040165 

8706040159 

87/05/28 

50-387 

P 


8706040169 

8706040156 

87/05/27 

50-400 

H 

P 

87060401 75 

8706040173 

87/05/22 

50-483 

P 


87060401 77 

8706040173 

87/05/22 

50-483 

P 

P 

8706040181 

8706040178 

87/05/21 

50-293 

Q 


8706040183 

8706040179 

87/05/28 

50-353 

Q 


8706040185 

8706040172 

07/05/29 

50-302 

S 


8706040191 

8706040179 

87/05/28 

60-353 

Q 


87060401 93 

8706040166 

87/05/26 

50-414 

P 


87060401 96 

8706040166 

87/05/26 

50-414 

P 


87060401 99 

8706040129 

87/05/27 

CONTRACT 


Q 

8706040200 

8706040198 ■ 

87/05/29 

50-245 

Q 


8706040205 

87060401 98 

87/05/29 

50-245 

Q 


8706040206 

8706020215 

87/05/27 

50-443 

U 

P 

8706040213 

8705270105 

87/05/19 

50-444 

G 


8706040215 

8706020215 

87/05/27 

50-443 

U 

A 

8706040218 

8706040214 

87/05/22 

50-412 

Q 

A 

8706040226 

8706040224 

87/05/21 

50-412 

Q 

Q 

8706040236 

8706040233 

87/05/22 

50-293 

P 


8706040241 

8706040237 

87/05/21 

50-412 

Q 

P 

8706040243 

8706040225 

87/05/22 

50-259 

P 

P 

8706040246 

8706040225 

87/06/22 

50-259 

P 


8706040249 

8706040242 

87/05/21 

50-368 

P 


8706040250 

8706040225 

87/05/22 

50-259 

P 

Q 

8706040251 

8706040244 

87/05/21 

70-135 


G 

8706040252 

8706040225 

87/05/22 

50-259 

p 

F 

8706040255 

8706040233 

87/05/22 

50-293 

P 

Q 

8706040258 

8706040225 

87/05/22 

50-259 

P 

F 

8706040259 

8706040242 

87/05/21 

50-368 

P 

F 

8706040260 

8706040242 

87/05/21 

50-368 

P 


8706040263 

8706040225 

87/05/22 

50-259 

P 



452 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

DOCUMENT 


8706040269 

8706040225 

8706040272 

8706040233 

8706040273 

8706040266 

8706040274 

8706040225 

8706040278 

8706040225 

8706040280 

8706040233 

8706040281 

8706040225 

8706040282 

8706040256 

8706040284 

8706040225 

8706040287 

8706040225 

8706040288 

8706240110 

8706040290 

8706040225 

8706040291 

8706040233 

8706040295 

8706040292 

8706040296 

8706040225 

8706040298 

8706040225 

8706040300 

8706040225 

8706040302 

8706040292 

8706040303 

8706040225 

8706040308 

8706040225 

8706040311 

8706240353 

8706040339 

8706040332 

8706040340 

8706040335 

8706040342 

8706040337 

8706040344 

8706040335 

8706040347 

8706040338 

8706040350 

8706040338 

8706040352 

8706040337 

8706040356 

8706040157 

8706040365 

8706040361 

8706040366 

8706040363 

8706040367 

8706040363 

8706050009 

8706050007 

8706050010 

8706250418 

8706050044 

8706050026 

8706050047 

8706050017 

8706050051 

8706050035 

8706050062 

8706040346 

8706050066 

8706050061 

8706050067 

8706050065 

8706050069 

8706050017 

8706050074 

8706050068 

8706050075 

8706050065 

8706050076 

8706050068 

8706050082 

8706050079 

8706050086 

8706050079 

8706050089 

8706050017 

8706050091 

8706050088 

8706050092 

8706050085 

8706050093 

8706050087 

8706050094 

8706050088 

8706050099 

8706050017 

8706050103 

8706050097 

8706050106 

8706050081 

8706050112 

8706050081 

8706050115 

8706050108 

8706050118 

8706050102 

8706050120 

8706050100 

8706050121 

8706050113 

8706050125 

8706050108 

8706050127 

8706050117 

8706050131 

8706050017 

8706050135 

8706050108 

8706050136 

8706050117 

8706050139 

8706050130 

8706050146 

8706050108 

8706050147 

8706050017 

8706050149 

8706050133 

8706050152 

8706050141 

8706050155 

8706050141 

8706050163 

8706050160 

8706050165 

8706050160 

8706050174 

8706050167 

8706050184 

8706050175 

8706050185 

8706050176 

8706050186 

8706050183 

8706050189 

8706050171 

8706050191 

8706050176 

8706050192 

8706050161 

8706050194 

8706050176 

8706050202 

8706050176 

8706050203 

8706050198 

8706050204 

8706050201 

8706050207 

8706050176 

8706050210 

8706050176 

8706050221 

8706050218 

8706050222 

8706050176 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

87/05/22 

50-259 

P 

87/05/22 

50-293 

P 

87/05/21 

50-309 

Q 

87/05/22 

50-259 

P 

87/05/22 

50-259 

P 

87/05/22 

50-293 

P 

87/05/22 

50-259 

P 

87/05/27 

50-259 

P 

87/05/22 

50-259 

P 

87/05/22 

50-259 

P 

87/06/16 

50-334 

F 

87/05/22 

50-259 

P 

87/05/22 

50-293 

P 

87/05/21 

50-244 

Q 

87/05/22 

50-259 

P 

87/05/22 

50-259 

P 

87/05/22 

50-259 

P 

87/05/21 

50-244 

Q 

87/05/22 

50-259 

P 

87/05/22 

50-259 

P 

87/06/16 

50-334 

F 

87/05/20 

70-168 


87/05/21 

50-293 

Q 

87/05/26 

50-315 

F 

87/05/21 

50-293 

Q 

87/05/29 

50-461 

Q 

87/05/29 

50-461 

Q 

87/05/26 

50-315 

F 

87/05/27 

CONTRACT 


87/04/14 

50-338 

P 

87/05/26 

50-323 

P 

87/05/26 

50-323 

P 

87/05/29 

50-324 

P 

87/05/15 

50-443 

U 

87/06/01 

40-8027 


87/05/29 

FOIA 


87/05/26 

50-309 

Q 

87/06/01 

50-354 

P 

87/04/03 

50-267 

P 

87/05/29 

50-498 

Q 

87/05/29 

FOIA 


87/05/20 

50-335 

P 

87/05/29 

50-498 

Q 

87/05/20 

50-335 

P 

87/05/29 

50-289 

P 

87/05/29 

50-289 

P 

87/05/29 

50-272 

P 

87/05/12 

50-344 

Q 

87/06/01 

50-313 

Q 

87/04/10 

50-225 

P 

87/05/12 

50-344 

Q 

87/05/29 

50-272 

P 

87/05/08 

50-344 

Q 

87/05/27 

50-266 

P 

87/05/27 

50-266 

P 

87/05/26 

50-327 

P 

87/02/05 

CONTRACT 


87/05/29 

CONTRACT 


87/05/29 

CONTRACT 


87/05/26 

50-327 

P 

87/05/20 

50-293 

P 

87/05/29 

50-272 

P 

87/05/26 

50-327 

P 

87/05/20 

50-293 

P 

87/05/21 

50-247 

Q 

87/05/26 

50-327 

P 

87/05/29 

50-272 

P 

87/04/14 

50-312 

P 

87/05/29 

50-247 

P 

87/05/29 

50-247 

P 

87/05/26 

50-400 

P 

87/05/26 

50-400 

P 

87/05/29 

50-302 

P 

87/05/21 

50-528 

Q 

87/05/22 

50-259 

P 

87/05/29 

50-280 

P 

87/06/02 

50-261 

P 

87/05/22 

50-259 

P 

87/05/27 

50-412 

Q 

87/05/22 

50-259 

P 

87/05/22 

50-259 

P 

87/06/02 

50-354 

P 

87/05/21 

50-397 

Q 

87/05/22 

50-259 

P 

87/05/22 

50-259 

P 

87/05/29 

50-373 

Q 

87/05/22 

50-259 

P 


ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DOCUMENT 


8706050224 

8706050223 

8706050225 

8706050220 

8706050226 

8706050218 

8706050227 

8706050176 

8706050228 

8706050223 

8706050232 

8706050176 

8706050233 

8706050229 

8706050242 

8706050234 

8706050244 

8706050240 

8706050246 

8706050241 

8706050247 

87060501 76 

8706050250 

8706050237 

8706050255 

8706050249 

8706050256 

8706050241 

8706050258 

8706050254 

8706050260 

8706050248 

8706050265 

8706050263 

8706050266 

8706050262 

8706050267 

8706050261 

8706050275 

8706050273 

8706050279 

8706050272 

8706050281 

8706050270 

8706050284 

8706050272 

8706050285 

8706050280 

8706050286 

8706050276 

8706050290 

8706050287 

8706050294 

8706050292 

8706050298 

8706050292 

8706050301 

8706050295 

8706050302 

8706050297 

8706050311 

8706050304 

8706050313 

8706050306 

8706050316 

8706050306 

8706050331 

8706050326 

8706050333 

8706050325 

8706050337 

8706050332 

8706050348 

8706050340 

8706050350 

8706050340 

8706050351 

8706050349 

8706050356 

8706050354 

8706050360 

8706050359 

8706050362 

8706050358 

8706050363 

8706050361 

8706080007 

8706080004 

8706080013 

8706080006 

8706080020 

8706080014 

8706080022 

8706080010 

8706080026 

8706080018 

8706080031 

8706080021 

8706080036 

8706080033 

8706080048 

8706080045 

8706080055 

8706080052 

8706080058 

8706080047 

8706080059 

8706080054 

8706080070 

8706080067 

8706080075 

8706080061 

8706080078 

8706080071 

8706080081 

8706080076 

8706080082 

8706080080 

8706080086 

8706080061 

8706080087 

8706080084 

8706080091 

8706080073 

8706080092 

8706080084 

8706080097 

8706050259 

8706080103 

8706080085 

8706080104 

8706080098 

8706080105 

8706080093 

8706080106 

8706080099 

8706080107 

8706080085 

8706080108 

8706080100 

8706080111 

8706080101 

8706080112 

8706080098 

8706080115 

8706080110 

8706080118 

8706080113 

8706080122 

8706080061 

8706080133 

8706080129 

8706080137 

8706080127 

8706080138 

"^^<=^080096 

8706080141 

30136 

8706080143 

b/ou080139 

8706080148 

8706080144 

8706080150 

■ 8706080132 

8706080153 

8706080149 

8706080162 

8706080132 

8706080166 

8706080132 

8706080167 

8706080061 

8706080170 

8706080132 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

87/05/28 

50-334 

Q 

87/04/29 

50-285 

P 

87/05/29 

50-373 

Q 

87/05/22 

50-259 

P 

87/05/28 

50-334 

Q 

87/05/22 

50-259 

P 

87/06/01 

50-327 

P 

87/05/19 

50-312 

Q 

87/05/22 

50-275 

Q 

87/05/21 

50-528 

Q 

87/05/22 

50-259 

P 

87/04/17 

50-245 

p 

87/03/30 

50-255 

P 

87/05/21 

50-528 

Q 

87/05/20 

50-397 

Q 

87/05/28 

50-369 

P 

87/05/22 

50-293 

P 

87/05/28 

50-528 

P 

87/04/21 

50-382 

P 

87/05/22 

50-293 

P 

87/05/28 

50-321 

P 

87/05/11 

50-361 

V 

87/05/28 

50-321 

P 

87/05/31 

50-361 

p 

87/05/28 

50-456 

P 

87/05/29 

50-267 

P 

87/05/29 

50-483 

Q 

87/05/29 

50-483 

Q 

87/06/01 

50-327 

T 

87/04/14 

50-280 

P 

87/04/27 

50-482 

Q 

87/05/20 

50-247 

P 

87/05/20 

50-247 

P 

87/04/17 

50-324 

P 

87/06/03 

40-6940 


87/05/29 

CONTRACT 


87/05/29 

50-322 

S 

87/05/29 

50-322 

S 

87/03/04 

50-483 

P 

87/03/23 

50-247 

P 

87/05/29 

CONTRACT 


87/03/26 

50-309 

P 

87/05/29 

50-259 

V 

87/04/17 

50-255 

p 

87/06/02 

CONTRACT 


87/04/14 

50-346 

P 

87/03/26 

50-213 

P 

87/06/02 

CONTRACT 


87/03/25 

50-312 

p 

87/04/20 

50-412 

A 

87/05/29 

CONTRACT 


87/05/21 

CONTRACT 


87/03/13 

50-334 

P 

87/05/29 

50-410 

Q 

87/03/04 

50-483 

P 

87/05/29 

FOIA 


87/05/29 

50-498 

Q 

87/05/29 

50-247 

Q 

87/06/01 

50-338 

P 

87/05/29 

FOIA 


87/05/12 

50-275 

Q 

87/03/18 

50-220 

Q 

87/05/12 

50-275 

Q 

87/05/28 

50-458 

Q 

86/08/28 

40-8684 


87/05/29 

50-247 

P 

87/03/09 

50-498 

A 

87/03/12 

50-219 

P 

86/08/28 

40-8684 


87/05/08 

50-312 

Q 

87/03/11 

50-277 

P 

87/05/29 

50-247 

P 

87/04/17 

50-315 

P 

87/05/14 

50-528 

Q 

87/05/29 

' FOIA 


87/04/17 

50-280 

P 

87/03/19 

50-445 

A 

87/03/12 

50-269 

P 

87/05/20 

40-8684 


87/06/01 

CONTRACT 


87/04/17 

50-261 

P 

87/06/02 

50-443 

F 

87/04/17 

50-302 

P 

87/06/02 

50-443 

P 

87/06/02 

50-443 

P 

87/05/29 

FOIA 


87/06/02 

50-443 

Q 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 453 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

8706080177 

PRINCIPAL 

DOCUMENT 

8706080176 

DATE 

ISSUED 

87/05/22 

SUBJECT 

CATEGORY 

50-271 

Q 

ENCLOSURE 

8706090279 

PRINCIPAL 

DOCUMENT 

8706090275 

DATE 

ISSUED 

87/03/24 

SUBJECT 

CATEGORY 

50-323 

P 

8706080180 

8706080179 

87/06/02 

50-261 

R 

8706090281 

8706090268 

87/06/03 

FOIA 


8706080187 

8706080132 

87/06/02 

50-443 

Q 

8706090282 

8706090272 

87/05/27 

CONTRACT 


8706080191 

8706080186 

87/03/26 

50-298 

P 

8706090285 

8706090274 

87/05/26 

70-1100 


8706080192 

8706080132 

87/06/02 

50-322 

Q 

8706090287 

8706090278 

87/05/26 

50-293 

Q 

8706080195 

8706080193 

87/04/21 

50-309 

P 

8706090289 

8706090268 

87/06/03 

FOIA 


8706080199 

8706080132 

87/06/02 

50-322 

P 

8706090291 

8706090286 

87/03/27 

50-400 

P 

8706080200 

8706080132 

87/06/02 

50-322 

P 

8706090293 

8706090250 

87/06/01 

50-31 3 

Q 

8706080207 

8706080164 

87/03/18 

50-312 

P 

8706090298 

8706090250 

87/06/01 

50-31 3 

Q 

870608021 1 

8706080205 

87/05/22 

50-237 

R 

8706090299 

8706090268 

87/06/03 

FOIA 


8706080214 

8706080212 

87/02/06 

CONTRACT 


8706090300 

8706090296 

87/03/27 

50-293 

P 

8706080222 

6706080226 

8706080061 

8706080217 

87/05/29 

87/06/01 

FOIA 

50-213 

P 

8706090305 

8706090315 

8706090268 

8706090268 

87/06/03 

87/06/03 

FOIA 

FOIA 


8706080228 

8706080221 

87/03/19 

50-333 

Q 

8706090316 

8706090304 

87/05/29 

50-220 

Q 

8706080230 

8706080217 

87/06/01 

50-213 

P 

8706090317 

8706040305 

87/05/28 

50-275 

P 

8706080242 

8706080032 

87/03/19 

50-315 

P 

8706090320 

8706090250 

87/06/01 

50-313 

Q 

8706080243 

8706080253 

8706080270 

8706080234 

8706080247 

8706080267 

87/05/31 

87/05/19 

87/03/31 

REGGD 

40-1341 

50-237 

P 

8706090321 

8706090326 

8706090328 

8706090268 

8706090268 

8706090322 

87/06/03 

87/06/03 

87/05/29 

FOIA 

FOIA 

50-271 

P 

8706080277 

8706080273 

87/03/26 

50-341 

P 

8706090332 

8706090325 

87/06/02 

50-250 

Q 

8706080283 

8706080281 

87/03/26 

50-461 

P 

8706090337 

8706090292 

87/05/15 

50-275 

F 

8706080284 

8706080275 

87/03/12 

50-255 

P 

8706090344 

8706090338 

87/05/27 

50-41 2 

Q 

8706080291 

8706080287 

87/05/21 

CONTRACT 


8706090348 

8706090334 

87/06/01 

50-424 

P 

8706080292 

8706080280 

87/03/04 

50-269 

P 

8706090353 

8706090346 

87/06/01 

50-213 

P 

8706080294 

8706080287 

87/05/21 

CONTRACT 


8706090364 

8706090360 

87/06/03 

50-382 

Q 

8706080297 

8706080295 

87/05/26 

CONTRACT 


8706090379 

8706090367 

87/05/27 

50-259 

Q 

8706080299 

8706080293 

87/06/01 

50-213 

P 

8706090388 

8706090381 

87/06/04 

50-277 

Q 

8706080302 

8706080295 

87/05/26 

CONTRACT 


8706090389 

8706090380 

87/05/29 

50-354 

Q 

870608031 8 

8706080311 

87/03/02 

50-269 

P 

8706090391 

8706090385 

87/06/03 

50-254 

Q 

8706080320 

8706080314 

87/06/02 

50-373 

V 

8706090400 

8706090395 

87/06/02 

50-334 

P 

8706080344 

8706080339 

87/06/01 

50-498 

Q 

8706090406 

8706090395 

87/06/02 

60-334 

P 

8706090021 

8706090014 

87/03/26 

50-305 

P 

8706090409 

8706090399 

87/06/03 

50-331 

Q 

8706090022 

8706090019 

87/05/26 

50-412 

Q 

8706090411 

8706090408 

87/06/02 

50-397 

Q 

8706090031 

8706090027 

87/05/29 

50-286 

Q 

8706090414 

8706090412 

87/06/02 

50-295 

Q 

8706090034 

8706090027 

87/05/29 

50-286 

Q 

8706090416 

8706090412 

87/06/02 

50-295 

Q 

8706090035 

8706090030 

87/03/27 

50-213 

P 

8706090431 

8706090402 

87/06/05 

50-255 

P 

8706090036 

8706090029 

87/03/06 

50-267 

P 

8706090436 

8706090434 

87/05/28 

50-247 

P 

8706090041 

8706090038 

87/06/01 

50-255 

Q 

8706090437 

8706090434 

87/05/28 

50-247 

P 

3706090042 

8706090024 

87/06/01 

50-498 

Q 

8706090441 

8706090438 

87/06/02 

50-155 

P 

8706090 0 44 

8706090028 

87/04/28 

50-305 

V 

8706090444 

8706090438 

87/06/02 

50-155 

P 

8706090049 

8706090047 

87/06/01 

50-293 

P 

8706090445 

8706090443 

87/05/29 

50-397 

P 

B706090052 

8706090047 

87/06/01 

50-293 

P 

8706090446 

8706090443 

87/05/29 

50-397 

P 

8706090057 

8706090051 

87/06/01 

50-445 

Q 

8706090461 

8706090460 

77/12/16 

50-336 

P 

8706090061 

8706090051 

87/06/01 

50-445 

Q 

8706100002 

8705220275 

87/05/14 

50-482 

Q 

8706090063 

8706090055 

87/05/28 

50-412 

Q 

8706100010 

8706100009 

87/06/02 

50-321 

Q 

87060900 66 

8706090062 

87/03/10 

50-252 

P 

8706100015 

8706100012 

87/06/03 

CONTRACT 


8706090 0 68 

8706090056 

87/03/23 

50-285 

P 

8706100021 

8706100017 

87/06/02 

50-298 

P 

87060900 70 

8706090051 

87/06/01 

50-445 

Q 

8706100024 

8706100019 

87/05/15 

CONTRACT 


87060900 81 

8706090072 

87/03/12 

50-530 

P 

8706100032 

8706100029 

87/06/03 

50-395 

P 

8706090090 

8706090080 

87/05/28 

50-413 

P 

8706100036 

8706100030 

87/06/03 

50-280 

P 

8706090092 

8706090080 

87/05/28 

50-413 

P 

8706100039 

8706100026 

87/05/29 

50-269 

Q 

8706090095 

8706090083 

87/06/01 

50-320 

G 

8706100040 

8706040305 

87/05/28 

50-275 

P 

8706090100 

8706090098 

87/05/28 

50-410 

Q 

8706100041 

8706100038 

87/06/03 

50-369 

P 

8706090103 

8706090088 

87/06/01 

50-320 

G 

8706100043 

8706040305 

87/05/28 

50-275 

P 

8706090104 

8706090091 

87/03/25 

50-395 

P 

8706100046 

8706040305 

87/05/28 

50-275 

P 

87060901 1 7 

8706090109 

87/03/23 

50-280 

P 

8706100049 

8706100045 

87/06/01 

50-245 

P 

8706090121 

8706090119 

87/05/26 

50-244 

Q 

8706100051 

8706090158 

87/05/26 

50-262 

Q 

8706090123 

8706090114 

87/06/01 

50-322 

T 

8706100052 

8706100028 

87/06/01 

50-410 

I 

87060901 28 

8706090119 

87/05/26 

50-244 

Q 

8706100062 

8706100060 

87/06/02 

50-245 

P 

8706090130 

8706090122 

87/06/01 

50-320 

G 

8706100063 

8706100020 

87/05/29 

50-410 

Q 

87060901 40 

8706090135 

87/05/28 

50-293 

Q 

8706100064 

8706100060 

87/06/02 

50-245 

P 

87060901 41 

8706090137 

87/05/29 

50-247 

Q 

8706100069 

8706100060 

87/06/02 

50-245 

P 

8706090150 

8706090138 

87/05/29 

50-277 

Q 

8706100075 

8706100053 

87/06/03 

FOIA 

Q 

8706090161 

87060901 54 

87/05/29 

CONTRACT 


8706100077 

8706100074 

87/06/03 

50-457 

87060901 76 

8706090174 

87/06/02 

50-272 

Q 

8706100083 

8706100079 

87/05/27 

70-143 


S706090182 

8706090169 

87/06/02 

50-348 

P 

8706100086 

8706100053 

87/06/03 

FOIA 


8706090184 

8706090168 

87/06/01 

STATE PRO 

G 

8706100100 

8706090354 

87/06/02 

50-193 

P 

8706090190 

8706090172 

87/06/03 

50-298 

Q 

8706100101 

8706100096 

87/06/02 

50-62 

Q 

8706090191 

8706090169 

87/06/02 

50-348 

P 

8706100103 

8706100092 

87/06/04 

50-322 

G 

8706090192 

8706090181 

87/06/01 

40-8027 


8706100110 

8706100104 

87/06/04 

50-443 

G 

8706090205 

8706080276 

87/05/22 

50-352 

Q 

8706100111 

8706100106 

87/06/02 

50-264 

P 

8706090212 

8706090197 

87/03/26 

50-354 

P 

8706100112 

8706100088 

87/06/04 

50-275 

p 

870609021 9 

8706090207 

87/05/27 

^ 50-77 

P 

8706100113 

8706100092 

87/06/04 

50-322 

G 

8706090223 

8706090214 

87/05/29 

50-237 

R 

8706100114 

8706100106 

87/06/02 

50-264 

P 

8706090224 

8706090218 

87/06/01 

50-213 

P 

8706100116 

8706250170 

87/06/16 

50-331 

F 

87060902 28 

8706090217 

87/06/03 

FOIA 


8706100130 

8706100118 

87/06/01 

50-335 

Q 

8706090229 

8706080269 

87/05/22 

50-412 

Q 

8706100132 

8706100127 

87/05/13 

50-338 

P 

B706090235 

8706090234 

87/05/26 

50-219 

Q 

8706100133 

8706100088 

87/06/04 

50-275 

F 

8706090236 

8706090234 

87/05/26 

50-219 

Q 

8706100135 

8706100127 

87/05/13 

50-338 

P 

8706090237 

8706090233 

87/03/26 

50-416 

P 

8706100139 

8706100088 

87/06/04 

50-275 

P 

87060902 46 

8706090243 

87/06/01 

STATE PRO 

G 

8706100141 

8706100118 

87/06/01 

50-335 

Q 

87060902 48 

8706090231 

87/05/28 

50-387 

Q 

8706100144 

8706100138 

87/06/01 

STATE PRO 

G 

6706090252 

8706090245 

87/06/01 

50-213 

P 

8706100150 

8706100136 

87/06/04 

50-455 

P 

8706090263 

8706090259 

87/05/22 

50-293 

Q 

8706100153 

8706100088 

87/06/04 

50-275 

P 

8706090267 

8706090259 

87/05/22 

50-293 

Q 

8706100157 

8706100088 

87/06/04 

50-275 

P 

8706090270 

8706090266 

87/06/01 

50-424 

Q 

8706100158 

8706100136 

87/06/04 

50-423 

P 

8706090276 

8706090274 

87/05/26 

70-1100 


8706100163 

8706100149 

87/06/03 

50-373 

Q 



454 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUWIENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8706100164 

8706100088 

87/06/04 

50-275 

P 

8706100501 

8706100485 

87/05/27 

50-286 

8706100165 

8706100142 

87/06/02 

50-354 

P 

8706100503 

8706100088 

87/06/04 

50-323 

8706100166 

8706100136 

87/06/04 

50-423 

P 

8706100505 

8706100088 

87/06/04 

50-275 

8706100170 

8706100149 

87/06/03 

50-373 

Q 

8706100508 

8706100088 

87/06/04 

50-275 

8706100179 

8706100136 

87/06/04 

50-440 

P 

8706100511 

8706100506 

87/05/28 

50-271 

8706100180 

8706100088 

87/06/04 

50-275 

Q 

8706100514 

8706100088 

87/06/04 

FOIA 

8706100182 

8706100136 

87/06/04 

50-414 

P 

8706110015 

8706110010 

87/06/01 

50-397 

8706100185 

8706100178 

87/06/04 

50-410 

Q 

8706110024 

8706120274 

87/06/09 

50-277 

8706100188 

8706100088 

87/06/04 

50-275 

Q 

8706110029 

8706110012 

87/06/05 

71-6003 

8706100190 

8706100172 

87/06/04 

50-443 

G 

8706110032 

8706110028 

87/06/03 

50-250 

8706100192 

8706100136 

87/06/04 

50-414 

0 

8706110088 

8706100313 

87/06/04 

50-354 

8706100196 

8706100176 

87/06/04 

50-443 

G 

8706110089 

8706110076 

87/06/02 

50-352 

8706100198 

8706100194 

87/06/01 

50-454 

F 

8706110093 

8706110076 

87/06/02 

50-352 

8706100199 

8706100176 

87/06/04 

50-443 

G 

8706110100 

8706110077 

87/06/03 

50-361 

8706100200 

8706100136 

87/06/04 

50-414 

Q 

8706110102 

8706110079 

87/05/29 

50-327 

8706100201 

8706100088 

87/06/04 

50-275 

F 

8706110109 

8706110077 

87/06/03 

50-361 

8706100208 

8706100172 

87/06/04 

50-443 

G 

8706110120 

8706110077 

87/06/03 

50-361 

8706100209 

8706100088 

87/06/04 

50-275 

P 

8706110133 

8706110077 

87/06/03 

50-361 

8706100212 

87061 00206 

87/06/04 

50-333 

Q 

8706110135 

8706110111 

87/06/04 

50-348 

8706100218 

8706100213 

87/06/02 

50-277 

P 

8706110142 

8706110129 

87/06/03 

50-244 

8706100222 

8706100213 

87/06/02 

50-277 

P 

8706110144 

8706110134 

87/06/04 

50-255 

8706100223 

8706100217 

87/06/01 

50-324 

Q 

8706110145 

8706110141 

87/06/04 

50-327 

8706100228 

8706100217 

87/06/01 

50-324 

Q 

8706110149 

8706110077 

87/06/03 

50-361 

8706100238 

8706100237 

87/06/05 

71-479 


8706110152 

8706110141 

87/06/04 

50-327 

8706100239 

8706100236 

87/06/02 

50-397 

P 

8706110154 

8706110139 

87/06/05 

40-8027 

8706100241 

8706100236 

87/06/02 

50-397 

P 

8706110155 

8706110129 

87/06/03 

50-244 

8706100247 

8706100245 

87/06/02 

50-413 

Q 

8706110157 

8706110146 

87/06/01 

STATE PRO 

8706100249 

8706100246 

87/06/03 

50-397 

P 

8706110159 

8706110146 

87/06/01 

STATE PRO 

8706100250 

8706100246 

87/06/03 

50-397 

P 

8706110162 

8706110077 

87/06/03 

50-361 

8706100258 

8706100088 

87/06/04 

50-275 

Q 

8706110166 

8706100292 

87/06/05 

50-322 

8706100260 

8706100251 

87/05/29 

50-295 

P 

8706110167 

8706110156 

87/05/28 

50-280 

8706100273 

8706100088 

87/06/04 

50-275 

F 

8706110175 

8706110170 

87/06/03 

50-416 

8706100280 

8706100276 

87/05/21 

50-456 

P 

8706110178 

8706100292 

87/06/05 

50-322 

8706100285 

8706100282 

87/06/02 

50-312 

S 

8706110183 

8706110180 

87/06/05 

50-245 

8706100287 

87061 00276 

87/05/21 

50-456 

P 

8706110186 

8706110180 

87/06/05 

50-245 

8706100289 

8706100282 

87/06/02 

50-312 

S 

8706110187 

8706110184 

87/06/02 

50-400 

8706100291 

8706100088 

87/06/04 

50-275 

P 

8706110191 

8706110184 

87/06/02 

50-400 

8706100294 

8706100282 

87/06/02 

50-312 

S 

8706110200 

8706110188 

87/06/02 

50-269 

8706100298 

8706100286 

87/06/03 

50-458 

Q 

8706110207 

8706110195 

87/06/01 

50-245 

8706100299 

8706100276 

87/05/21 

50-456 

P 

8706110210 

8706110197 

87/05/26 

50-282 

8706100300 

8706100282 

87/06/02 

50-312 

S 

8706110219 

8706110173 

87/06/01 

XPORTLIC 

8706100304 

8706100282 

87/06/02 

50-312 

S 

8706110230 

8706100124 

87/06/02 

50-259 

8706100308 

8706100282 

87/06/02 

50-312 

S 

8706110232 

8706110229 

87/06/04 

50-267 

8706100311 

8706100282 

87/06/02 

50-312 

S 

8706110236 

8706110215 

87/06/03 

50-312 

8706100322 

8706100314 

87/06/02 

50-348 

Q 

8706110239 

8706110226 

87/06/03 

50-272 

8706100324 

8706100315 

87/06/01 

50-369 

Q 

8706110241 

8706110235 

87/06/04 

40-8027 

8706100330 

8706100088 

87/06/04 

50-275 

P 

8706110247 

8706110226 

87/06/03 

50-272 

8706100332 

8706100317 

87/05/27 

50-424 

P 

8706110249 

8706110242 

87/06/04 

CONTRACT 

8706100333 

8706100326 

87/05/29 

50-259 

P 

8706110253 

8706110226 

87/06/03 

50-272 

8706100334 

8706100323 

87/06/03 

50-324 

Q 

8706110256 

8706110226 

87/06/03 

50-272 

8706100337 

8706100327 

87/06/04 

50-387 

Q 

8706110259 

8706110226 

87/06/03 

50-272 

8706100342 

8706100321 

87/06/01 

50-321 

P 

8706110261 

8706110226 

87/06/03 

50-272 

8706100350 

8706100340 

87/06/02 

70-8 


8706110262 

8706110234 

87/06/04 

FOIA 

8706100352 

8706100321 

87/06/01 

50-321 

P 

8706110263 

8706110234 

87/06/04 

FOIA 

8706100355 

8706100088 

87/06/04 

50-275 

P 

8706110264 

8706110234 

87/06/04 

FOIA 

8706100360 

8706100356 

87/05/29 

50-293 

P 

8706110266 

8706110234 

87/06/04 

FOIA 

8706100363 

8706100340 

87/06/02 

70-8 


8706110267 

8706110234 

87/06/04 

FOIA 

8706100367 

8706100362 

87/06/04 

50-412 

Q 

8706110269 

8706110265 

87/06/03 

50-206 

8706100372 

8706100088 

87/06/04 

FOIA 


8706110270 

8706110268 

87/06/02 

50-333 

8706100373 

8706100361 

87/06/01 

50-321 

P 

8706110273 

8706110268 

87/06/02 

50-333 

8706100376 

8706100340 

87/06/02 

70-8 


8706110275 

8706110271 

87/05/15 

50-498 

8706100387 

8706100088 

87/06/04 

50-323 

P 

8706110278 

8706110265 

87/06/03 

50-206 

8706100390 

8706100381 

87/06/02 

50-327 

P 

8706110279 

8706110274 

87/06/01 

50-278 

8706100393 

8706100377 

87/06/03 

50-313 

Q 

8706110282 

8706110265 

87/06/03 

50-206 

8706100394 

8706100088 

87/06/04 

50-323 

P 

8706110298 

87061 1Q226 

87/06/03 

50-272 

8706100399 

8706100396 

87/05/27 

50-336 

P 

8706110301 

8706110288 

87/06/02 

50-293 

8706100403 

8706100395 

87/05/29 

50-259 

P 

8706110302 

8706110226 

87/06/03 

50-272 

8706100406 

8706100401 

87/05/28 

50-344 

P 

8706110303 

8706110291 

87/06/02 

50-259 

8706100412 

8706100115 

87/05/28 

50-445 

A 

8706110308 

8706110226 

87/06/03 

50-272 

8706100413 

8706100389 

87/05/22 

PR 


8706110310 

8706110226 

87/06/03 

50-272 

8706100419 

8706100088 

87/06/04 

50-275 

P 

8706110311 

8706110290 

87/06/04 

50-344 

8706100425 

8706100409 

87/06/02 

70-1113 


8706110317 

8706110226 

87/06/03 

50-272 

8706100442 

8706100435 

87/05/29 

50-440 

P 

8706110326 

87061 10226 

87/06/03 

50-272 

8706100445 

8706100088 

87/06/04 

FOIA 


8706110329 

8706110226 

87/06/03 

50-272 

8706100446 

8706100435 

87/05/29 

50-440 

P 

8706110333 

8706110322 

87/06/05 

50-423 

8706100448 

8706100444 

87/05/29 

50-327 

P 

8706110336 

8706110226 

87/06/03 

50-272 

8706100449 

8706100430 

87/06/02 

70-25 


8706110342 

8706110226 

87/06/03 

50-272 

8706100452 

8706100088 

87/06/04 

50-275 

P 

8706110346 

87061 00088 

87/06/04 

50-275 

8706100460 

8706100088 

87/06/04 

50-275 

P 

8706110347 

8706110331 

87/06/08 

50-317 

87061 00467 

8706100464 

87/06/03 

50-285 

Q 

8706110352 

8706110226 

87/06/03 

50-272 

8706100477 

8706100474 

87/06/04 

50-255 

V 

8706110356 

87061 10335 

87/06/05 

50-315 

8706100478 

8706100088 

87/06/04 

FOIA 


8706110357 

8706110331 

87/06/08 

50-31 7 

8706100487 

8706100482 

87/06/04 

50-354 

Q 

8706110362 

8706110226 

87/06/03 

50-272 

8706100489 

8706100088 

87/06/04 

50-323 

P 

8706110369 

8706110226 

87/06/03 

50-272 

87061 00493 

8706100485 

87/05/27 

50-286 

P 

8706110372 

8706100088 

87/06/04 

50-275 

8706100498 

8706100492 

87/05/29 

50-482 

P 

87061 10374 

8706110365 

87/06/03 

50-454 

87061 00500 

8706100492 

87/05/29 

50-482 

P 

8706110376 

8706110226 

87/06/03 

50-272 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 455 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 


67G6 110391 

87061 10226 

87/06/03 

50-272 

K 

8706120315 

8706120312 

87/06/08 

50-269 

P 

67061103 94 

87061 10226 

87/06/03 

50-272 

K 

8706120319 

8706120312 

87/06/08 

50-269 

P 

B7Q61 10396 

8706110226 

87/06/03 

50-272 

K 

8706120340 

8706120333 

87/05/18 

50-261 

Q 

6706110402 

8706110226 

87/06/03 

50-272 

K 

8706120351 

8706120349 

87/02/17 

CONTRACT 


B7061 10404 

8706110226 

87/06/03 

50-272 

K 

8706120365 

8706120362 

87/06/04 

50-483 

P 

67061 1 04 06 

87061 10401 

87/05/29 

50-83 

K 

8706150002 

8706150001 

87/06/08 

CONTRACT 


87061104 07 

87061 10395 

87/06/01 

50-320 

Q 

8706150010 

8706150003 

87/06/09 

50-456 

P 

S7Q6110414 

8706110405 

87/06/04 

50-458 

P 

8706150011 

8706150008 

87/05/01 

50-369 

Q 

87D6110418 

87061 10405 

87/06/04 

50-458 

P 

8706150013 

8706150005 

87/06/02 

50-336 

P 

87061104 25 

8706110413 

87/06/03 

50-528 

P 

8706150016 

8706150003 

87/06/09 

50-456 

P 

6706110433 

8706110413 

87/06/03 

50-528 

P 

8706150018 

8706150004 

87/06/03 

50-528 

P 

87061104 46 

87061 10436 

87/05/22 

50-219 

Q 

8706150019 

8706150005 

87/06/02 

50-336 

P 

8706 11 0455 

8706110453 

87/05/26 

50-412 

Q 

8706150020 

8706150008 

87/05/01 

50-369 

Q 

8706120002 

8706120001 

87/06/02 

50-352 

Q 

8706150022 

8706150003 

87/06/09 

50-456 

P 

8706120004 

87061 20001 

87/06/02 

50-352 

Q 

8706150026 

8706150003 

87/06/09 

50-455 

P 

8706120011 

87061 20007 

87/06/01 

50-334 

P 

8706150027 

8706150004 

87/06/03 

50-528 

P 

B7Q6120012 

87061 20006 

87/06/01 

50-317 

Q 

8706150034 

8706150004 

87/06/03 

50-528 

P 

670612001 3 

87061 20007 

87/06/01 

50-334 

P 

8706150037 

8706150003 

87/06/09 

50-461 

P 

8706120014 

87061 20007 

87/06/01 

50-334 

P 

8706150038 

8706150032 

87/05/21 

50-280 

Q 

B706120016 

87061 20007 

87/06/01 

50-334 

P 

8706150041 

8706150003 

87/06/09 

50-461 

P 

67061 20024 

87061 20020 

87/06/01 

50-269 

P 

8706150042 

8706150036 

87/06/08 

70-364 


8706 120029 

8706120015 

87/06/01 

50-29 

V 

8706150043 

8706150033 

87/06/10 

CONTRACT 


6706120030 

87061 20007 

87/06/01 

50-334 

P 

8706150044 

8706150003 

87/06/09 

50-461 

P 

8706120043 

8706120034 

87/06/01 

50-336 

Q 

8706150048 

8706150003 

87/06/09 

50-461 

P 

8706120045 

8706120028 

87/05/29 

50-278 

P 

8706150053 

8706150003 

87/06/09 

50-440 

P 

6706120047 

8706120041 

87/05/29 

50-245 

F 

8706150054 

8706150036 

87/06/08 

70-364 


8706 120053 

8706120042 

87/06/04 

50-412 

1 

8706150060 

8706150059 

87/05/21 

70-27 


8706120057 

8706120049 

87/06/01 

50-443 

Q 

8706150065 

8706150003 

87/06/09 

50-440 

P 

87061 20058 

8706120054 

87/06/01 

50-353 

Q 

8706150068 

8706150063 

87/05/29 

50-327 

Q 

87061 200B1 

87061 20052 

87/05/29 

50-336 

F 

8706150069 

8706150003 

87/06/09 

50-440 

P 

87061 200B4 

8706120060 

87/06/03 

70-135 


8706150072 

8706150063 

87/05/29 

50-327 

Q 

8706120070 

87061 20042 

87/06/04 

50-412 

1 

8706150094 

8706150085 

87/05/26 

70-1113 


8706120072 

87061 20067 

87/06/02 

50-498 

A 

8706150097 

8706150095 

87/04/28 

40-8084 


B7061 20073 

8706110234 

87/06/04 

FOIA 


8706150111 

8706150107 

87/06/08 

CONTRACT 


6706120036 

87061 20042 

87/06/04 

50-412 

1 

8706150113 

8706150106 

87/06/09 

50-313 

Q 

8706120 0 98 

87061 20095 

87/05/28 

50-412 

P 

8706150135 

8706150108 

87/06/10 

FOIA 


87061201 00 

87061 20088 

87/05/29 

50-336 

F 

8706150140 

8706150136 

87/06/09 

50-318 

Q 

B706120101 

87061 20042 

87/06/04 

50-412 

1 

8706150143 

8706150139 

87/06/09 

CONTRACT 


87061201 02 

8706120095 

87/05/28 

50-412 

P 

8706150151 

8706150123 

87/05/29 

50-315 

P 

87061201 04 

87061 20095 

87/05/28 

50-412 

P 

8706150160 

8705290185 

87/05/29 

PR 


67061201 05 

8706120092 

87/06/05 

50-352 

Q 

8706150169 

8706150123 

87/05/29 

50-315 

P 

8706120107 

8706110431 

87/06/05 

50-458 

P 

8706150173 

8706150108 

87/06/10 

FOIA 


87061201 09 

8706120094 

87/05/29 

50-335 

P 

8706150176 

8706150167 

87/06/08 

50-206 

Q 

B70612O113 

8706120094 

87/05/29 

50-335 

P 

8706150190 

8706150179 

87/06/08 

50-275 

P 

8706120118 

8706120114 

87/06/04 

50-237 

Q 

8706150194 

87061 50179 

87/06/08 

50-275 

P 

8706120124 

8706120114 

87/06/04 

50-237 

Q 

8706150205 

8706150108 

87/06/10 

FOIA 


8706120126 

8706120117 

87/05/27 

TOPREP 


8706150211 

87061 50209 

87/06/09 

50-458 

Q 

8706120127 

8706120123 

87/06/08 

CONTRACT 


8706150217 

8706150213 

87/06/08 

50-280 

P 

8706120131 

8706110384 

87/06/04 

50-312 

P 

8706150233 

8706150230 

87/05/14 

50-400 

Q 

8706120140 

8706110384 

87/06/04 

50-312 

P 

8706150240 

8706150216 

87/06/04 

50-309 

P 

8706120143 

8706120139 

87/06/05 

50-369 

P 

8706150244 

87061 50241 

87/06/10 

50-335 

P 

8706120145 

8706110384 

87/06/04 

50-312 

P 

8706160004 

8706150108 

87/06/10 

FOIA 


8706120146 

8706120139 

87/06/05 

50-369 

P 

8706160014 

8706160013 

87/06/08 

50-382 

Q 

8706120148 

8706120142 

87/06/05 

CONTRACT 


8706160016 

8706150108 

87/06/10 

FOIA 


8706120150 

8706120241 

87/06/02 

50-315 

P 

8706160018 

8706160013 

87/06/08 

50-382 

Q 

8706120152 

8706120134 

87/06/05 

CONTRACT 


8706160027 

87061 60021 

87/05/15 

71-9015 


S7061 20154 

8706120149 

87/06/03 

50-269 

F 

8706160030 

8706150108 

87/06/10 

FOIA 


8706120155 

8706120128 

87/06/08 

50-213 

F 

8706160031 

8706160025 

87/06/04 

70-27 


8706120157 

8706110384 

87/06/04 

50-312 

P 

8706160043 

87061 60023 

87/06/05 

FOIA 


8706120160 

8706120128 

87/06/08 

50-213 

F 

8706160060 

8706160054 

87/06/08 

50-267 

Q 

8706120164 

8706120149 

87/06/03 

50-269 

F 

8706160065 

8706160023 

87/06/05 

FOIA 


8706120180 

8706120177 

87/06/02 

50-254 

P 

8706160071 

8706160061 

87/06/10 

71-9168 


8706120182 

8706120177 

87/06/02 

50-254 

P 

8706160075 

8706160064 

87/05/08 

50-413 

Q 

8706120190 

8706120188 

87/05/28 

50-302 

P 

8706160089 

8706150108 

87/06/10 

FOIA 


8706120191 

8706120149 

87/06/03 

50-269 

F 

8706160092 

8706160081 

87/06/06 

50-445 

G 

8706120192 

8706120188 

87/05/28 

50-302 

P 

8706160097 

8706160090 

87/06/15 

50-251 

Q 

8706120212 

8706120209 

87/06/05 

50-321 

P 

8706160107 

8706160099 

87/06/10 

50-322 

G 

6706120213 

8706120209 

87/06/05 

50-321 

P 

8706160111 

8706160023 

87/06/05 

FOIA 


8706120217 

8706120209 

87/06/05 

50-321 

P 

8706160122 

8706160113 

87/05/28 

50-344 

Q 

8706120223 

8706120209 

87/06/05 

50-321 

P 

8706160131 

8706150108 

87/06/10 

FOIA 


8706120225 

8706120214 

87/05/01 

50-413 

Q 

8706160141 

8706160105 

87/06/09 

50-443 

G 

8706120234 

8706120224 

87/06/02 

50-397 

P 

8706160142 

8706160023 

87/06/05 

FOIA 


8706120235 

8706120214 

87/05/01 

50-413 

Q 

8706160148 

8706160023 

87/06/05 

FOIA 


8706120237 

8706120224 

87/06/02 

50-397 

P 

8706160166 

8706150108 

87/06/10 

FOIA 


8706120246 

8706120303 

87/05/21 

TOPREP 


8706160168 

8706160162 

84/07/08 

50-268 

A 

8706120247 

8706120239 

87/06/02 

50-309 

Q 

8706160177 

8706160153 

87/05/29 

40-8502 


8706120249 

8706240390 

87/06/17 

50-344 

P 

8706160188 

8706150108 

87/06/10 

FOIA 


8706120253 

8706120119 

87/06/03 

PROJ 


8706160189 

8706160170 

87/05/18 

70-1257 


8706120258 

8706120255 

87/05/19 

50-327 

Q 

8706160190 

87061601 81 

86/12/22 

50-266 

Q 

8706120271 

8706120303 

87/05/21 

TOPREP 


8706160196 

8706160183 

87/06/09 

50-155 

Q 

8706120283 

8706120274 

87/06/09 

50-277 

P 

8706160198 

8706160023 

87/06/05 

FOIA 


8706120290 

8706120272 

87/06/08 

50-282 

Q 

8706160207 

8706160201 

87/06/09 

50-333 

Q 

8706120297 

8706120292 

87/06/08 

50-445 

A 

8706160212 

8706160173 

07/06/11 

50-320 

G 

8706120302 

8706120292 

87/06/08 

50-445 

A 

8706160213 

8706160208 

87/04/30 

71-420 


8706120305 

8706120304 

87/05/27 

70-1113 


8706160221 

8706160208 

87/04/30 

71-420 


8706120313 

8706120292 

87/06/08 

50-445 

A 

8706160223 

8706150108 

87/06/10 

FOIA 


8706120314 

8706120309 

87/06/09 

CONTRACT 


8706160225 

8706160216 

87/05/18 

71-9102 
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8706160227 

8706160208 

87/04/30 

71-420 


8706160555 

8706160551 

87/06/09 

50-321 

8706160233 

8706160023 

87/06/05 

FOIA 


8706160556 

8706160548 

87/03/15 

WASTE RES 

8706160237 

8706160231 

87/05/21 

70-1359 


8706160558 

8706160509 

87/06/11 

FOIA 

8706160246 

8706160218 

87/05/06 

WASTE RES 


8706160562 

8706160650 

87/06/11 

50-313 

8706160251 

8706160214 

87/06/10 

50-250 

P 

8706160566 

8706160560 

87/06/10 

40-6563 

8706160253 

8706160239' 

87/06/03 

50-369 

Q 

8706160569 

8706160023 

87/06/05 

FOIA 

8706160258 

8706150108 

87/06/10 

FOIA 


8706160570 

8706160563 

87/06/10 

71-420 

8706160263 

8706160259 

87/06/11 

CONTRACT 


8706160571 

8706160350 

87/06/11 

FOIA 

8706160264 

8706160239 

87/06/03 

50-369 

Q 

8706160572 

8706160561 

87/05/26 

50-295 

8706160265 

8706160218 

87/05/06 

WASTE RES 


8706160581 

8706160568 

87/06/03 

50-331 

8706160275 

8706150108 

87/06/10 

FOIA 


8706160587 

8706160350 

87/06/11 

FOIA 

8706160277 

8706160239 

87/06/03 

50-369 

Q 

8706160597 

8706160350 

87/06/11 

FOIA 

8706160278 

8706160023 

87/06/05 

FOIA 


8706160598 

8706160592 

87/06/10 

50-293 

8706160280 

8706160218 

87/05/06 

WASTE RES 


8706160599 

8706160023 

87/06/05 

FOIA 

8706160281 

8706160274 

87/05/04 

WASTE RES 


8706160600 

8706160560 

87/06/10 

40-6563 

8706160285 

8706160029 

87/06/10 

FOIA 


8706160608 

8706160560 

87/06/10 

40-6563 

8706160287 

8706160270 

87/06/08 

50-237 

Q 

8706160609 

8706160350 

87/06/11 

FOIA 

8706160292 

8706160286 

87/03/30 

PROJ 


8706160610 

8706160023 

87/06/05 

FOIA 

8706160293 

8706160218 

87/05/06 

WASTE RES 


8706160611 

8706160602 

87/06/10 

50-305 

8706160297 

8706160286 

87/03/30 

PROJ 


8706160616 

8706160560 

87/06/10 

40-6563 

8706160302 

8706160023 

87/06/05 

FOIA 


8706160620 

8706160560 

87/06/10 

40-6563 

8706160305 

8706150108 

87/06/10 

FOIA 


8706160624 

8706160350 

87/06/11 

FOIA 

8706160306 

8706160286 

87/03/30 

PROJ 


8706160626 

8706160618 

87/06/10 

50-263 

8706160310 

8706160308 

87/06/10 

50-412 

P 

8706160627 

8706160023 

87/06/05 

FOIA 

8706160316 

8706160286 

87/03/30 

PROJ 


8706160629 

8706160622 

87/06/05 

50-390 

8706160317 

8706160288 

87/05/18 

70-1257 


8706160630 

8706160625 

87/05/28 

50-424 

8706160319 

8706160240 

87/05/08 

70-27 


8706160633 

8706160350 

87/06/11 

FOIA 

8706160323 

8706160304 

87/04/30 

71-598 


8706160634 

8706160560 

87/06/10 

40-233 

8706160327 

8706160309 

87/05/21 

70-1257 


8706160639 

8706160625 

87/05/28 

50-424 

8706160331 

8706150108 

87/06/10 

FOIA 


8706160642 

8706160632 

87/06/09 

50-354 

8706160337 

8706160023 

87/06/05 

FOIA 


8706160643 

8706160622 

87/06/05 

50-390 

8706160340 

8706160335 

87/06/01 

71-9073 


8706160644 

8706160631 

87/06/05 

50-259 

8706160344 

8706160335 

87/06/01 

71-9073 


8706160646 

8706160023 

87/06/05 

FOIA 

8706160349 

8706160023 

87/06/05 

FOIA 


8706160649 

8706160350 

87/06/11 

FOIA 

8706160360 

8706160351 

87/05/29 

50-440 

S 

8706160650 

8706160631 

87/06/05 

50-259 

8706160364 

8706160348 

87/06/08 

50-445 

A 

8706160651 

8706160645 

87/05/28 

50-338 

8706160365 

8706160361 

87/06/11 

50-454 

Q 

8706160652 

8706160637 

87/06/11 

50-440 

8706160369 

8706160351 

87/05/29 

50-440 

S 

8706160656 

8706160350 

87/06/11 

FOIA 

8706160377 

8706160373 

87/05/28 

50-206 

Q 

8706160657 

0706160560 

87/06/10 

40-527 

8706160378 

8706160375 

87/05/29 

40-8502 


8706160658 

8706160655 

87/06/05 

50-302 

8706160390 

8706160385 

87/06/10 

50-320 

P 

8706160660 

8706160645 

87/05/28 

50-338 

8706160391 

8706150108 

87/06/10 

FOIA 


8706160664 

8706160350 

87/06/11 

FOIA 

8706160393 

8706160384 

87/05/28 

50-362 

Q 

8706160665 

8706160560 

87/06/10 

40-527 

8706160401 

8706160397 

87/06/12 

50-341 

Q 

8706160666 

8706160023 

87/06/05 

FOIA 

8706160404 

8706150108 

87/06/10 

FOIA 


8706160667 

8706160659 

87/06/01 

40-8452 

8706160405 

8706160398 

87/06/06 

50-482 

F 

8706160668 

8706160350 

87/06/11 

FOIA 

8706160417 

8706150108 

87/06/10 

FOIA 


8706160673 

8706160655 

87/06/05 

50-302 

8706160420 

8706160408 

87/06/12 

50-454 

Q 

8706160674 

8706160560 

87/06/10 

40-527 

8706160424 

8706160304 

87/04/30 

71-598 


8706160677 

8706160669 

87/06/11 

50-267 

8706160430 

8706160350 

87/06/1 1 

FOIA 


8706160680 

8706160560 

87/06/10 

FOIA 

8706160432 

8706160423 

87/06/02 

WASTE MGT 


8706160681 

8706160675 

87/05/22 

WASTE MGT 

8706160436 

8706160431 

87/06/04 

50-413 

Q 

8706160682 

8706160560 

87/06/10 

FOIA 

8706160438 

8706160023 

87/06/05 

FOIA 


8706160683 

8706160350 

87/06/11 

FOIA 

8706160439 

8706160350 

87/06/11 

FOIA 


8706160685 

8706160023 

87/06/05 

FOIA 

8706160448 

8706160440 

87/05/29 

71-473 


8706160687 

8706160560 

87/06/10 

40-6563 

8706160449 

8706160427 

87/06/05 

50-388 

P 

8706160689 

8706160560 

87/06/10 

40-6563 

8706160451 

8706160441 

87/06/10 

50-213 

Q 

8706160690 

8706160023 

87/06/05 

FOIA 

8706160455 

8706160428 

87/06/1 1 

50-483 

P 

8706160691 

8706160560 

87/06/10 

40-233 

8706160456 

8706160023 

87/06/05 

FOIA 


8706160692 

8706160350 

87/06/11 

FOIA 

8706160458 

8706160444 

87/06/09 

50-6 

Q 

8706160695 

8706160693 

87/05/29 

70-1201 

8706160460 

8706160350 

87/06/1 1 

FOIA 


8706160697 

8706160350 

87/06/1 1 

FOIA 

8706160466 

8706160427 

87/06/05 

50-388 

P 

8706160698 

8706160023 

87/06/05 

FOIA 

8706160469 

8706160453 

87/06/09 

50-498 

A 

8706160702 

8706160350 

87/06/11 

FOIA 

8706160470 

8706160437 

87/06/03 

70-143 


8706160704 

8706160560 

87/06/10 

40-6563 

8706160471 

8706160440 

87/05/29 

71-473 


8706160706 

8706160023 

87/06/05 

FOIA 

8706160472 

8706160350 

87/06/1 1 

FOIA 


8706160707 

8706160350 

87/06/11 

FOIA 

8706160477 

8706160350 

87/06/11 

FOIA 


8706160709 

8706160705 

87/06/10 

50-255 

8706160483 

8706160023 

87/06/05 

FOIA 


8706160711 

8706160350 

87/06/11 

FOIA 

8706160485 

8706160475 

87/06/10 

50-461 

Q 

8706160714 

8706160023 

87/06/05 

FOIA 

8706160491 

8706160482 

87/06/06 

50-458 

P 

8706160716 

8706160350 

87/06/11 

FOIA 

8706160495 

8706160482 

87/06/06 

50-458 

P 

8706160718 

8706160350 

87/06/11 

FOIA 

8706160498 

8706160475 

87/06/10 

50-461 

Q 

8706160719 

8706160350 

87/06/11 

FOIA 

8706160501 

8706160489 

87/06/10 

50-409 

F 

8706160721 

8706160350 

87/06/11 

FOIA 

8706160508 

8706160499 

87/06/04 

50-333 

P 

8706160727 

8706160350 

87/06/11 

FOIA 

8706160515 

8706160499 

87/06/04 

50-333 

P 

8706160728 

8706160725 

87/05/29 

40-8820 

8706160518 

8706160506 

87/06/10 

TOPREP 


8706160736 

8706160733 

87/06/12 

70-135 

8706160519 

8706160512 

87/05/28 

WASTE MGT 


8706160737 

8706160733 

87/06/12 

70-135 

8706160520 

8706160511 

87/05/27 

70-1151 


8706170010 

8706160252 

87/06/04 

50-424 

8706160522 

8706160023 

87/06/05 

FOIA 


8706170011 

8706170008 

87/06/10 

50-285 

8706160523 

8706160509 

87/06/11 

FOIA 


8706170019 

8706170006 

87/06/05 

50-261 

8706160527 

8706160350 

87/06/11 

FOIA 


8706170023 

8706160560 

87/06/10 

40-6563 

8706160535 

8706160350 

87/06/11 

FOIA 


8706170031 

8706170028 

87/05/26 

71-9151 

8706160537 

8706160534 

87/05/11 

WASTE MGT 


8706170040 

87061 7003'2 

87/06/02 

WASTE MGT 

8706160538 

8706160530 

87/06/10 

50-259 

P 

8706170054 

8706160560 

87/06/10 

40-7745 

8706160539 

8706160350 

87/06/11 

FOIA 


8706170055 

8706170042 

87/06/08 

CONTRACT 

8706160541 

8706160509 

87/06/11 

FOIA 


8706170057 

8706170016 

87/06/05 

50-327 

8706160553 

8706160530 

87/06/10 

50-259 

P 

8706170063 

8706160560 

87/06/10 

40-7745 


O-dO d o o o o do 
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0706170068 

8706160560 

87/06/10 

40-7767 


8706170320 

87061 70299 

87/05/29 

TOPREP 


8706170070 

8706170033 

87/06/11 

70-135 


8706170321 

8706170315 

87/06/09 

50-237 

P 

8706170075 

8706160560 

87/06/10 

40-7767 


8706170322 

8706170204 

87/06/10 

50-445 

A 

87061 70077 

8706170071 

87/06/12 

50-413 

P 

8706170323 

8706170315 

87/06/09 

50-237 

P 

8706170078 

8706170016 

87/06/05 

50-327 

P 

8706170327 

8706170267 

87/06/11 

FOIA 


8706170087 

8706160560 

87/06/10 

40-6563 


8706170328 

8706170209 

87/06/11 

50-281 

P 

8706170089 

8706170016 

87/06/05 

50-327 

P 

8706170330 

8706170276 

87/06/12 

50-313 

P 

8706170092 

8706170033 

87/06/11 

70-135 


8706170331 

8706170193 

87/06/11 

FOIA 


8706170097 

8706170016 

87/06/05 

50-327 

P 

8706170332 

8706170204 

87/06/10 

50-445 

A 

8706170099 

8706170094 

87/06/11 

50-305 

P 

8706170333 

8706170204 

87/06/10 

50-445 

A 

8706170100 

87061 70086 

87/06/09 

50-295 

Q 

8706170335 

8706160350 

87/06/11 

FOIA 


8706170101 

8706170093 

87/05/28 

50-425 

Q 

8706170336 

8706170299 

87/05/29 

TOPREP 


8706170102 

8706170033 

87/06/11 

70-135 


8706170338 

8706170276 

87/06/12 

50-313 

P 

8706170104 

8706160560 

87/06/10 

40-6563 


8706170342 

8706170204 

87/06/10 

50-445 

A 

8706170105 

8706170016 

87/06/05 

50-327 

P 

8706170347 

8706170339 

87/06/08 

50-440 

Q 

87061 70111 

8706170103 

87/06/05 

50-413 

Q 

8706170348 

8706170193 

87/06/11 

FOIA 


67061 70112 

8706170033 

87/06/11 

70-135 


8706170349 

8706170276 

87/06/12 

50-313 

P 

8706170113 

8706170016 

87/06/05 

50-327 

P 

8706170354 

8706170267 

87/06/11 

FOIA 


87061 70114 

8706160560 

87/06/10 

40-6563 


8706170356 

8706170339 

87/06/08 

50-440 

Q 

8706170117 

8706170106 

87/06/09 

50-483 

Q 

8706170357 

8706170276 

87/06/12 

50-313 

P 

8706170118 

8706170090 

87/06/04 

50-293 

P 

8706170360 

8706170209 

87/06/11 

50-281 

P 

87061 70119 

8706160560 

87/06/10 

40-6563 


8706170361 

8706170276 

87/06/12 

50-313 

P 

8706170124 

8706160560 

87/06/10 

40-6563 


8706170365 

8706170193 

87/06/11 

FOIA 


8706170127 

8706170033 

87/06/11 

70-135 


8706170369 

8706170276 

87/06/12 

50-313 

P 

87061 701 30 

8706170098 

87/05/11 

FOIA 


8706170371 

87061 70267 

87/06/11 

FOIA 


87061 70139 

8706160560 

87/06/10 

40-6563 


8706170376 

8706170267 

87/06/11 

FOIA 


87061 70140 

8706170132 

87/05/26 

50-83 

Q 

8706170377 

8706170209 

87/06/11 

50-280 

Q 

8706170143 

8706170033 

87/06/11 

70-135 


8706170379 

8706170378 

87/06/12 

50-413 

P 

87061 70144 

8706160560 

87/06/10 

40-6563 


8706170381 

8706170267 

87/06/11 

FOIA 


8706170148 

8706160560 

87/06/10 

40-6563 


8706170386 

8706170209 

87/06/11 

50-280 

P 

87061 70150 

8706170145 

87/06/11 

FOIA 


8706170388 

8706170383 

87/06/12 

50-498 

A 

87061 701 59 

8706170153 

87/06/04 

50-327 

Q 

8706170390 

87061 70383 

87/06/12 

60-498 

A 

87061 701 60 

8706170146 

87/05/29 

50-261 

Q 

8706170393 

8706160350 

87/06/11 

FOIA 


8706170161 

8706160560 

87/06/10 

40-6563 


8706170394 

8706170383 

87/06/12 

50-498 

A 

87061 70169 

8706160560 

87/06/10 

40-6563 


8706170396 

8706170391 

87/06/05 

50-368 

P 

8706170170 

8706170107 

87/06/12 

FOIA 


8706170401 

8706170391 

87/06/05 

50-368 

P 

8706170171 

8706170153 

87/06/04 

50-327 

Q 

8706170402 

8706170400 

87/06/02 

50-266 

Q 

87061 701 74 

8706170167 

87/06/10 

50-387 

P 

8706170406 

8706170193 

87/06/1 1 

FOIA 


8706170176 

8706160560 

87/06/10 

40-6563 


8706170409 

8706170193 

87/06/1 1 

FOIA 


8706170181 

8706170173 

87/06/11 

50-498 

A 

8706170412 

8706170193 

87/06/11 

FOIA 


8706170183 

8706170107 

87/06/12 

FOIA 


8706170420 

8706170267 

87/06/11 

FOIA 


8706170186 

8706170173 

87/06/11 

50-498 

A 

8706170427 

8706170193 

87/06/11 

FOIA 


87061 70187 

8706170167 

87/06/10 

50-387 

P 

8706170428 

8706170267 

87/06/1 1 

FOIA 


8706170188 

8706160560 

87/06/10 

40-233 


8706170430 

8706170411 

87/06/10 

TOPREP 


8706170190 

8706170107 

87/06/12 

70-135 


8706170439 

8706170193 

87/06/11 

FOIA 


8706170198 

8706170107 

87/06/12 

FOIA 


8706170447 

8706170193 

87/06/11 

FOIA 


8706170208 

8706170107 

87/06/12 

70-135 


8706170449 

8706170267 

87/06/11 

FOIA 


87061 70211 

8706170196 

87/06/04 

50-269 

Q 

8706170454 

8706170433 

07/06/04 

50-327 

Q 

8706170213 

8706170204 

87/06/10 

50-445 

A 

8706170458 

8706170451 

07/06/11 

50-344 

P 

87061 7021 5 

8706160560 

87/06/10 

40-233 


8706170460 

8706170193 

87/06/1 1 

FOIA 


87061 70217 

8706170193 

87/06/11 

FOIA 


8706170463 

8706170267 

07/06/11 

FOIA 


8706170221 

8706170107 

87/06/12 

FOIA 


8706170468 

8706170107 

87/06/12 

70-364 


8706170223 

8706170214 

87/06/11 

50-344 

R 

8706170472 

8706120010 

07/06/05 

FOIA 


8706170225 

8706170195 

87/06/10 

50-244 

Q 

8706170475 

8706170267 

87/06/11 

FOIA 


8706170228 

8706160023 

87/06/05 

FOIA 


8706170477 

8706170107 

87/06/12 

FOIA 


8706170232 

8706170209 

87/06/11 

50-280 

P 

8706170486 

8706170107 

87/06/12 

70-364 


8706170235 

8706170199 

87/05/18 

CONTRACT 


8706170487 

8706170480 

87/06/10 

CONTRACT 


8706170236 

8706170195 

87/06/10 

50-244 

Q 

8706170489 

8706170267 

87/06/11 

FOIA 


8706170241 

8706170230 

87/06/02 

50-83 

P 

8706170494 

8706170479 

87/06/08 

50-266 

Q 

8706170243 

8706170204 

87/06/10 

50-445 

A 

8706170498 

8706170193 

87/06/11 

FOIA 


8706170245 

8706170233 

87/06/10 

50-498 

Q 

8706170500 

8706170267 

87/06/11 

FOIA 


8706170247 

8706170209 

87/06/11 

50-281 

P 

87061 70506 

8706170267 

87/06/11 

FOIA 


8706170248 

8706170193 

87/06/11 

FOIA 


8706170509 

8706170193 

87/06/11 

FOIA 


87061 70250 

8706160023 

87/06/05 

FOIA 


8706170513 

8706170193 

87/06/11 

FOIA 


87061 70251 

8706170204 

87/06/10 

50-445 

A 

8706170518 

8706170514 

87/06/10 

50-327 

P 

8706170252 

8706170230 

87/06/02 

50-83 

P 

8706170521 

8706170107 

87/06/12 

FOIA 


8706170255 

8706170244 

87/06/11 

50-275 

P 

8706170523 

8706170267 

87/06/11 

FOIA 


8706170256 

8706170204 

87/06/10 

50-445 

A 

8706170528 

8706170520 

07/06/10 

50-413 

P 

8706170259 

8706170193 

87/06/11 

FOIA 


8706170529 

8706170193 

87/06/11 

FOIA 


8706170262 

8706170204 

87/06/10 

50-445 

A 

8706170535 

8706170267 

87/06/11 

FOIA 


87061 70269 

8706170244 

87/06/1 1 

50-275 

Q 

8706170536 

8706170526 

87/06/10 

50-255 

Q 

87061 70274 

8706170244 

87/06/11 

50-275 

Q 

8706170540 

8706170193 

87/06/11 

FOIA 


8706170279 

8706170209 

87/06/11 

50-281 

P 

8706170545 

8706170267 

87/06/11 

FOIA 


87061 70282 

8706170267 

87/06/11 

FOIA 


8706170550 

8706170193 

87/06/11 

FOIA 


8706170287 

8706170267 

87/06/11 

FOIA 


8706170555 

8706170267 

87/06/11 

FOIA 


87061 70295 

8706170267 

87/06/1 1 

FOIA 


8706170561 

8706170542 

87/06/12 

FOIA 


8706170297 

8706170284 

87/06/05 

50-348 

Q 

87061 70565 

8706170193 

07/06/11 

FOIA 


8706170301 

8706170193 

87/06/1 1 

FOIA 


8706170573 

8706160350 

87/06/11 

FOIA 


8706170302 

8706170209 

87/06/1 1 

50-280 

Q 

8706170579 

8706170193 

87/06/11 

FOIA 


8706170305 

8706170294 

87/06/10 

50-166 

Q 

8706170582 

8706170267 

87/06/11 

FOIA 


8706170308 

8706170193 

87/06/1 1 

FOIA 


8706170585 

8706170583 

87/06/10 

50-327 

P 

8706170309 

8706170204 

87/06/10 

50-445 

A 

8706170587 

8706170492 

87/06/12 

50-445 

Q 

8706170311 

8706170267 

87/06/1 1 

FOIA 


8706170589 

8706170267 

87/06/11 

FOIA 


8706170312 

8706170193 

87/06/1 1 

FOIA 


8706170591 

8706170584 

87/06/10 

50-321 

P 

8706170314 

8706170209 

87/06/1 1 

50-281 

P 

8706170593 

8706170584 

87/06/10 

50-321 

P 

8706170316 

8706170284 

87/06/05 

50-348 

Q 

8706170595 

8706170267 

87/06/11 

FOIA 


87061 7031 7 

8706170204 

87/06/10 

50-445 

A 

8706170596 

8706170592 

87/06/12 

50-335 

P 
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8706170600 

8706170267 

87/06/11 

FOIA 


8706180210 

8706180197 

87/06/12 

50-323 F 

8706170608 

8706170607 

87/06/10 

50-315 

P 

8706180211 

8706170267 

87/06/11 

FOIA 

8706170611 

8706170607 

87/06/10 

50-315 

P 

8706180213 

8706160560 

87/06/10 

40-527 

8706170629 

8706160023 

87/06/05 

FOIA 


8706180214 

8706170267 

87/06/1 1 

FOIA 

8706170631 

8706160023 

87/06/05 

FOIA 


8706180217 

8706170267 

87/06/11 

FOIA 

8706180007 

8706170193 

87/06/11 

FOIA 


8706180219 

8706180197 

87/06/12 

50-323 F 

8706180012 

8706170193 

87/06/11 

FOIA 


8706180222 

8706160560 

87/06/10 

FOIA 

8706180020 

8706180016 

87/06/12 

50-400 

P 

8706180225 

8706160560 

87/06/10 

40-527 

8706180021 

8706170193 

87/06/11 

FOIA 


8706180226 

8706170267 

87/06/11 

FOIA 

8706180026 

8706160560 

87/06/10 

40-6563 


8706180228 

8706180224 

87/05/27 

40-8714 

8706180027 

8706170267 

87/06/11 

FOIA 


8706180229 

8706170267 

87/06/11 

FOIA 

8706180032 

8706160560 

87/06/10 

40-6563 


8706180232 

8706180220 

87/06/12 

50-324 F 

8706180033 

8706180022 

87/06/11 

CONTRACT 


8706180234 

8706160560 

87/06/10 

FOIA 

8706180034 

8706180019 

87/04/08 

CONTRACT 


8706180238 

8706170267 

87/06/11 

FOIA 

8706180036 

8706160560 

87/06/10 

40-6563 


8706180239 

8706180207 

87/06/15 

FOIA 

8706180037 

8706170193 

87/06/11 

FOIA 


8706180244 

8706180230 

87/06/12 

FOIA 

8706180038 

8706170267 

87/06/11 

FOIA 


8706180246 

8706170193 

87/06/11 

FOIA 

8706180040 

8706160560 

87/06/10 

40-233 


8706180247 

8706180237 

87/06/04 

50-259 F 

8706180043 

8706160560 

87/06/10 

40-233 


8706180249 

8706180207 

87/06/15 

FOIA 

8706180049 

8706170267 

87/06/11 

FOIA 


8706180250 

8706160560 

87/06/10 

40-527 

8706180050 

8706170193 

87/06/11 

FOIA 


8706180253 

8706180241 

87/06/10 

50-298 F 

8706180051 

8706160560 

87/06/10 

40-233 


8706180255 

8706170267 

87/06/11 

FOIA 

8706180057 

8706160560 

87/06/10 

40-527 


8706180256 

8706180207 

87/06/15 

FOIA 

8706180060 

8706160560 

87/06/10 

40-527 


8706180257 

8706170193 

87/06/11 

FOIA 

8706180061 

8706180029 

87/06/02 

50-259 

P 

8706180259 

8706180207 

87/06/15 

FOIA 

8706180063 

8706170267 

87/06/11 

FOIA 


8706180261 

8706160560 

87/06/10 

40-527 

8706180065 

8706160560 

87/06/10 

40-527 


8706180263 

8706170267 

87/06/11 

FOIA 

8706180067 

8706180029 

87/06/02 

50-259 

P 

8706180264 

8706170193 

87/06/11 

FOIA 

8706180068 

8706180062 

87/06/11 

50-508 

A 

8706180265 

8706160560 

87/06/10 

40-527 

8706180071 

8706180029 

87/06/02 

50-259 

P 

8706180270 

8706180207 

87/06/15 

FOIA 

8706180072 

8706180058 

87/06/11 

50-247 

Q 

8706180274 

8706160560 

87/06/10 

40-527 

8706180073 

8706160560 

87/06/10 

40-527 


8706180275 

8706170193 

87/06/11 

FOIA 

8706180074 

8706170193 

87/06/11 

FOIA 


8706180276 

8706180269 

87/06/08 

50-250 P 

8706180075 

8706180066 

87/05/29 

50-312 

Q 

8706180278 

8706180267 

87/06/08 

CONTRACT 

8706180077 

8706160560 

87/06/10 

40-527 


8706180280 

8706180207 

87/06/15 

FOIA 

8706180078 

8706160560 

87/06/10 

40-527 


8706180281 

8706180207 

87/06/15 

FOIA 

8706180079 

8706160560 

87/06/10 

40-527 


8706180283 

8706160560 

87/06/10 

40-527 

8706180080 

8706180066 

87/05/29 

50-312 

Q 

8706180288 

8706180207 

87/06/15 

FOIA 

8706180081 

8706170267 

87/06/11 

FOIA 


8706180291 

8706160560 

87/06/10 

40-527 

8706180084 

8706160560 

87/06/10 

40-527 


8706180292 

8706180207 

87/06/15 

FOIA 

8706180086 

8706170193 

87/06/11 

FOIA 


8706180295 

8706160560 

87/06/10 

40-527 

8706180088 

8706180083 

87/06/09 

50-424 

P 

8706180297 

8706170267 

87/06/11 

FOIA 

8706180092 

8706160560 

87/06/10 

40-527 


8706180300 

8706160560 

87/06/10 

40-527 

8706180093 

8706170267 

87/06/11 

FOIA 


8706180301 

8706170267 

87/06/11 

FOIA 

8706180098 

8706160560 

87/06/10 

40-527 


8706180303 

8706180207 

87/06/15 

FOIA 

8706180104 

8706170193 

87/06/11 

FOIA 


8706180306 

8706180207 

87/06/15 

FOIA 

8706180105 

8706170267 

87/06/11 

FOIA 


8706180307 

8706170267 

87/06/11 

FOIA 

8706180110 

8706180101 

87/06/12 

50-275 

P 

8706180308 

8706180207 

87/06/15 

FOIA 

8706180112 

8706160560 

87/06/10 

40-527 


8706180310 

8706180207 

87/06/15 

FOIA 

8706180117 

8706180101 

87/06/12 

50-275 

P 

8706180311 

8706160560 

87/06/10 

40-527 

8706180118 

8706170267 

87/06/11 

FOIA 


8706180313 

8706170267 

87/06/11 

FOIA 

8706180124 

8706170267 

87/06/11 

FOIA 


8706180315 

8706170267 

87/06/11 

FOIA 

8706180126 

8706160560 

87/06/10 

40-527 


8706180316 

8706180207 

87/06/15 

FOIA 

8706180129 

8706170267 

87/06/11 

FOIA 


8706180318 

8706170267 

87/06/11 

FOIA 

8706180131 

8706170267 

87/06/11 

FOIA 


8706180321 

8706160560 

87/06/10 

FOIA 

8706180134 

8706160560 

87/06/10 

40-527 


8706180323 

8706180207 

87/06/15 

FOIA 

8706180138 

8706170267 

87/06/11 

FOIA 


8706180325 

8706180207 

87/06/15 

FOIA 

8706180140 

8706170267 

87/06/11 

FOIA 


8706180326 

8706170267 

87/06/11 

FOIA 

8706180141 

8706170193 

87/06/11 

FOIA 


8706180330 

8706170267 

87/06/11 

FOIA 

8706180150 

8706170193 

87/06/11 

FOIA 


8706180343 

8706170267 

87/06/11 

FOIA 

8706180151 

8706170267 

87/06/11 

FOIA 


8706180348 

8706170267 

87/06/11 

FOIA 

8706180152 

8706170267 

87/06/11 

FOIA 


8706180351 

8706180337 

87/06/16 

50-281 S 

8706180156 

8706170267 

87/06/11 

FOIA 


8706180356 

8706180207 

87/06/15 

FOIA 

8706180157 

8706170267 

87/06/11 

FOIA 


8706180359 

8706170267 

87/06/11 

FOIA 

8706180159 

8706170193 

87/06/11 

FOIA 


8706180364 

8706170267 

87/06/11 

FOIA 

8706180163 

8706180139 

87/06/08 

REVIEW GR 

P 

8706180365 

8706160560 

87/06/10 

40-527 

8706180167 

8706170267 

87/06/11 

FOIA 


8706180366 

8706170267 

87/06/11 

FOIA 

8706180171 

8706170267 

87/06/11 

FOIA 


8706180369 

8706180207 

87/06/15 

FOIA 

8706180172 

8706170193 

87/06/11 

FOIA 


8706180370 

8706170267 

87/06/11 

FOIA 

8706180175 

8706170267 

87/06/11 

FOIA 


8706180373 

8706180207 

87/06/15 

FOIA 

8706180176 

8706170193 

87/06/11 

FOIA 


8706180379 

8706160560 

87/06/10 

40-527 

8706180177 

8706180145 

87/06/04 

50-29 

P 

8706180384 

8706170267 

87/06/11 

FOIA 

8706180178 

8706170267 

87/06/11 

FOIA 


8706180385 

8706160560 

87/06/10 

40-527 

8706180179 

8706170193 

87/06/11 

FOIA 


8706180386 

8706170267 

87/06/11 

FOIA 

8706180182 

8706160560 

87/06/10 

40-527 


8706180387 

8706180207 

87/06/15 

FOIA 

8706180187 

8706180183 

87/05/28 

50-312 

R 

8706180394 

8706170267 

87/06/1 1 

FOIA 

8706180188 

8706170267 

87/06/11 

FOIA 


8706180395 

8706180207 

87/06/15 

FOIA 

8706180190 

8706170267 

87/06/11 

FOIA 


8706180396 

8706170267 

87/06/11 

FOIA 

8706180192 

8706180185 

87/06/12 

50-277 

P 

8706180397 

8706180389 

87/06/11 

50-263 P 

8706180193 

8706170267 

87/06/11 

FOIA 


8706180403 

8706180166 

87/06/15 

CONTRACT 

8706180196 

8706170267 

87/06/11 

FOIA 


8706180404 

8706160560 

87/06/10 

40-527 

8706180199 

8706160560 

87/06/10 

FOIA 


8706180405 

8706180207 

87/06/15 

FOIA 

8706180201 

8706170267 

87/06/11 

FOIA 


8706180409 

8706180207 

87/06/15 

FOIA 

8706180203 

8706170267 

87/06/1 1 

FOIA 


8706180411 

8706170193 

87/06/1 1 

FOIA 

87061 80204 

8706160560 

87/06/10 

40-527 


8706180418 

8706170267 

87/06/11 

FOIA 

8706180208 

8706170267 

87/06/11 

FOIA 


8706180420 

8706180207 

87/06/15 , 

FOIA 

87061 80209 

8706180198 

87/06/04 

60-213 

P 

8706180421 

8706180415 

87/06/10 

50-423 • P 
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S7061 80424 

87061 70267 

87/06/11 

FOIA 


8706190121 

8706170267 

87/06/11 

FOIA 

6706180428 

87061 80422 

87/05/29 

50-356 

P 

8706190123 

8706190107 

87/06/11 

50-443 

6706180430 

8706160560 

87/06/10 

FOIA 


8706190126 

8706190122 

87/06/10 

50-327 

670S1 80432 

8706170193 

87/06/11 

FOIA 


8706190129 

8706160560 

87/06/10 

40-233 

6706180434 

8706180207 

87/06/15 

FOIA 


8706190131 

8706190122 

87/06/10 

50-327 

87061 80436 

87061 70267 

87/06/11 

FOIA 


8706190137 

8706170267 

87/06/11 

FOIA 

8706180437 

87061 60560 

87/06/10 

40-527 


8706190140 

8706190125 

87/06/10 

50-333 

8706180439 

8706170267 

87/06/11 

FOIA 


8706190142 

8706160560 

87/06/10 

40-233 

8706180441 

8706170193 

87/06/11 

FOIA 


8706190144 

8706170267 

87/06/11 

FOIA 

8706180442 

87061 60560 

87/06/10 

40-527 


8706190149 

8706170267 

87/06/11 

FOIA 

87Q61 80443 

87061 70267 

87/06/11 

FOIA 


8706190150 

8706160560 

87/06/10 

40-233 

8706180445 

8706170193 

87/06/11 

FOIA 


8706190152 

8706190119 

87/06/15 

50-271 

8706180446 

87061 60560 

87/06/10 

40-527 


8706190153 

8706170267 

87/06/11 

FOIA 

B7061 80447 

8706170193 

87/06/11 

FOIA 


8706190154 

8706160560 

87/06/10 

40-233 

8706180449 

87061 80207 

87/06/15 

FOIA 


8706190155 

8706170267 

87/06/11 

FOIA 

8706180454 

8706160560 

87/06/10 

40-527 


8706190156 

8706190145 

87/06/08 

50-245 

0706180456 

8706180207 

87/06/15 

FOIA 


8706190157 

8706170267 

87/06/11 

FOIA 

8706180457 

87061 70267 

87/06/11 

FOIA 


8706190159 

8706160560 

87/06/10 

40-233 

8706180459 

8706160560 

87/06/10 

40-233 


8706190160 

8706190145 

87/06/08 

50-245 

8706180460 

8706180207 

87/06/15 

FOIA 


8706190162 

8706170267 

87/06/11 

FOIA 

8706180461 

8706170193 

87/06/11 

FOIA 


8706190164 

8706170267 

87/06/11 

FOIA 

8706180464 

87061 80433 

87/06/11 

50-413 

P 

8706190169 

8706170267 

87/06/11 

FOIA 

8706180466 

8706170267 

87/06/11 

FOIA 


8706190171 

8706160560 

87/06/10 

40-233 

8706180467 

8706170267 

87/06/11 

FOIA 


8706190172 

8706170267 

87/06/11 

FOIA 

8706180468 

8706170193 

87/06/11 

FOIA 


8706190174 

8706170267 

87/06/11 

FOIA 

B7061 80473 

87061 70267 

87/06/11 

FOIA 


8706190176 

8706160560 

87/06/10 

40-233 

8706180475 

87061 70267 

87/06/11 

FOIA 


8706190178 

8706180207 

87/06/15 

FOIA 

8706180476 

87061 80340 

87/06/09 

CONTRACT 


8706190179 

8706190161 

87/06/1 1 

50-412 

8706180477 

8706170193 

87/06/11 

FOIA 


8706190180 

8706170267 

87/06/11 

FOIA 

8706180481 

87061 60560 

87/06/10 

40-233 


8706190182 

8706170267 

87/06/11 

FOIA 

8706180484 

8706170267 

87/06/11 

FOIA 


8706190183 

8706180207 

87/06/15 

FOIA 

0706180486 

87061 70267 

87/06/11 

FOIA 


8706190185 

8706170267 

87/06/11 

FOIA 

8706180489 

87061 80479 

87/06/16 

71-473 


8706190191 

8706170267 

87/06/11 

FOIA 

8706180491 

8706160560 

87/06/10 

40-527 


8706190192 

8706190119 

87/06/15 

50-271 

8706180493 

8706170193 

87/06/11 

FOIA 


8706190193 

8706180207 

87/06/15 

FOIA 

3706180496 

8706170267 

87/06/11 

FOIA 


8706190195 

8706160560 

87/06/10 

40-233 

6706180497 

8706160560 

87/06/10 

40-527 


8706190199 

8706160560 

87/06/10 

40-233 

8706180500 

8706160560 

87/06/10 

40-527 


8706190201 

8706170267 

87/06/11 

FOIA 

8706180501 

8706170267 

87/06/11 

FOIA 


8706190203 

8706190186 

87/06/11 

50-443 

8706180502 

8706160560 

87/06/10 

40-527 


8706190204 

8706160560 

87/06/10 

40-233 

S7061 80503 

8706180487 

87/05/29 

50-151 

P 

8706190207 

S7061 60560 

87/06/10 

40-233 

8706180505 

8706170267 

87/06/11 

FOIA 


8706190208 

8706170267 

87/06/11 

FOIA 

8706160506 

8706180207 

87/06/15 

FOIA 


8706190209 

8706190202 

87/06/12 

50-344 

8706160507 

8706170267 

87/06/11 

FOIA 


8706190210 

8706170267 

87/06/11 

FOIA 

8706180508 

8706180207 

87/06/15 

FOIA 


8706190212 

8706190186 

87/06/11 

50-443 

8706180509 

87061 70267 

87/06/11 

FOIA 


8706190215 

8706160560 

87/06/10 

40-233 

8706180511 

8706170267 

87/06/11 

FOIA 


8706190217 

8706170267 

87/06/11 

FOIA 

8706190009 

8706180207 

87/06/15 

FOIA 


8706190219 

8706190186 

87/06/11 

50-443 

8706190012 

87061 90008 

87/06/15 

50-456 

F 

8706190220 

8706160560 

87/06/10 

40-233 

8706190013 

8706180207 

87/06/15 

FOIA 


8706190221 

8706170267 

87/06/11 

FOIA 

8706190015 

8706180207 

87/06/15 

FOIA 


8706190224 

8706180207 

87/06/15 

FOIA 

0706190017 

8706180207 

87/06/15 

FOIA 


8706190226 

8706160560 

87/06/10 

40-233 

8706190018 

8706170267 

87/06/11 

FOIA 


8706190229 

8706190186 

87/06/11 

50-443 

8706190020 

8706180207 

87/06/15 

FOIA 


8706190231 

8706180207 

87/06/15 

FOIA 

8706190023 

8706180207 

87/06/15 

FOIA 


8706190232 

8706170267 

87/06/11 

FOIA 

8706190026 

8706180207 

87/06/15 

FOIA 


8706190235 

8706190186 

87/06/11 

50-443 

8706190029 

87061 70267 

87/06/11 

FOIA 


8706190236 

8706160560 

87/06/10 

40-233 

8706190031 

87061 80207 

87/06/15 

FOIA 


8706190238 

8706190223 

87/06/12 

50-247 

8706190032 

87061 70267 

87/06/11 

FOIA 


8706190239 

8706170267 

87/06/11 

FOIA 

6706190034 

8706180207 

87/06/15 

FOIA 


8706190240 

8706160560 

87/06/10 

40-233 

8706190036 

87061 70267 

87/06/11 

FOIA 


8706190242 

8706190186 

87/06/11 

50-443 

8706190040 

8706180207 

87/06/15 

FOIA 


8706190245 

8706170267 

87/06/11 

FOIA 

8706190045 

8706180207 

87/06/15 

FOIA 


8706190246 

8706160560 

87/06/10 

40-233 

8706190048 

8706190046 

87/06/16 

71-472 


8706190248 

8706190186 

87/06/11 

50-443 

8706190050 

87061 90038 

87/06/10 

50-305 

P 

8706190250 

8706170267 

87/06/11 

FOIA 

8706190053 

8706180207 

87/06/15 

FOIA 


8706190251 

8706190241 

87/06/09 

50-412 

0706190054 

8706170267 

87/06/11 

FOIA 


8706190253 

8706180207 

87/06/15 

FOIA 

0706190055 

8706180207 

87/06/15 

FOIA 


8706190255 

8706190186 

87/06/11 

50-443 

0706190057 

8706170267 

87/06/11 

FOIA 


8706190260 

8706160560 

87/06/10 

40-233 

0706190059 

8706180254 

87/06/01 

WASTE MGT 


8706190259 

8706180207 

87/06/15 

FOIA 

8706190064 

8706180207 

87/06/15 

FOIA 


8706190260 

8706160560 

87/06/10 

40-233 

8706190067 

8706180207 

87/06/15 

FOIA 


8706190262 

8706170267 

87/06/11 

FOIA 

8706190068 

8706170267 

87/06/11 

FOIA 


8706190263 

8706190186 

87/06/11 

50-443 

8706190071 

8706180207 

87/06/15 

FOIA 


8706190265 

8706190254 

87/06/10 

50-315 

8706190072 

8706180207 

87/06/15 

FOIA 


8706190266 

8706160560 

87/06/10 

40-233 

8706190077 

8706180207 

87/06/15 

FOIA 


8706190268 

8706180207 

87/06/15 

FOIA 

0706190079 

8706170267 

87/06/11 

FOIA 


8706190269 

8706170267 

87/06/11 

FOIA 

8706190080 

8706180207 

87/06/15 

FOIA 


8706190270 

8706170267 

87/06/11 

FOIA 

8706190086 

8706180207 

87/06/15 

FOIA 


8706190271 

8706180207 

87/06/15 

FOIA 

8706190089 

8706170267 

87/06/11 

FOIA 


8706190272 

8706180207 

87/06/15 

FOIA 

8706190091 

8706180207 

87/06/15 

FOIA 


8706190273 

8706160560 

87/06/10 

40-233 

8706190097 

8706180207 

87/06/15 

FOIA 


8706190274 

8706190256 

87/05/22 

TOPREP 

8706190099 

8706180207 

87/06/15 

FOIA 


8706190275 

8706190256 

87/05/22 

TOPREP 

8706190104 

8706180207 

87/06/15 

FOIA 


8706190279 

8706190276 

87/06/16 

50-250 

8706190105 

8706190090 

87/06/12 

50-269 

G 

8706190281 

8706190186 

87/06/11 

50-443 

8706190111 

8706170267 

87/06/11 

FOIA 


8706190285 

8706190276 

87/06/16 

50-250 

8706190117 

8706190103 

87/06/12 

50-412 

Q 

8706190286 

8706190186 

87/06/1 1 

50-443 
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8706190287 

8706190186 

87/06/11 

50-443 

G 

8706220121 

8706220126 

87/06/08 

XPORTLIC 

8706190289 

8706190284 

87/06/09 

50-327 

Q 

8706220127 

8706160560 

87/06/10 

40-233 

8706190291 

8706190186 

87/06/11 

50-443 

G 

8706220129 

8706220116 

87/06/16 

CONTRACT 

8706190295 

8706190186 

87/06/11 

50-443 

G 

8706220130 

8706170193 

87/06/11 

FOIA 

8706190298 

8706180207 

87/06/15 

FOIA 


8706220135 

8706160560 

87/06/10 

40-233 

8706190301 

8706190186 

87/06/11 

50-443 

G 

8706220138 

8706170193 

87/06/11 

FOIA 

8706190305 

8706190299 

87/06/15 

50-482 

Q 

8706220139 

8706220125 

87/06/05 

50-335 

8706190306 

8706190186 

87/06/11 

50-443 

G 

8706220140 

8706170267 

87/06/11 

FOIA 

8706190308 

8706180207 

87/06/15 

FOIA 


8706220143 

8706160560 

87/06/10 

40-233 

8706190310 

8706190307 

87/06/16 

50-498 

F 

8706220144 

8706160560 

87/06/10 

40-233 

8706190311 

8706190304 

87/06/15 

50-498 

Q 

8706220146 

8706220125 

87/06/05 

50-335 

8706190314 

8706190186 

87/06/11 

50-443 

G 

8706220148 

8706170267 

87/06/11 

FOIA 

8706190315 

8706170267 

87/06/11 

FOIA 


8706220154 

8706160560 

87/06/10 

40-233 

8706190321 

8706170267 

87/06/11 

FOIA 


8706220158 

8706220152 

87/06/15 

50-309 

8706190322 

8706180207 

87/06/15 

FOIA 


8706220159 

8706160560 

87/06/10 

40-233 

8706190324 

87061 90320 

87/06/12 

50-302 

Q 

8706220162 

8706220152 

87/06/15 

50-309 

8706190327 

87061 70267 

87/06/11 

FOIA 


8706220163 

8706170193 

87/06/11 

FOIA 

8706190330 

8706180207 

87/06/15 

FOIA 


8706220169 

8706220150 

87/06/01 

XPORTLIC 

8706190331 

8706190186 

87/06/11 

50-443 

G 

8706220172 

8706160560 

87/06/10 

40-233 

8706190333 

87061 70267 

87/06/11 

FOIA 


8706220175 

8706170267 

87/06/11 

FOIA 

8706190334 

87061 80207 

87/06/15 

FOIA 


8706220176 

8706220171 

87/06/15 

CONTRACT 

8706190336 

8706190319 

87/06/15 

ORG 


8706220177 

8706220173 

87/06/11 

50-456 

8706190337 

8706190186 

87/06/11 

50-443 

G 

8706220181 

8706170193 

87/06/11 

FOIA 

8706190340 

87061 70267 

87/06/11 

FOIA 


8706220184 

87061 70267 

87/06/11 

FOIA 

8706190343 

8706180207 

87/06/15 

FOIA 


8706220190 

8706160560 

87/06/10 

40-233 

8706190344 

8706190186 

87/06/11 

50-443 

G 

8706220192 

87061 70267 

87/06/11 

FOIA 

8706190348 

8706180207 

87/06/15 

FOIA 


8706220196 

8706170193 

87/06/11 

FOIA 

8706190350 

8706170267 

87/06/11 

FOIA 


8706220199 

8706220178 

87/06/17 

FOIA 

8706190353 

8706190342 

87/06/15 

50-498 

Q 

8706220206 

8706160560 

87/06/10 

40-6563 

8706190354 

8706190186 

87/06/11 

50-443 

G 

8706220207 

8706220197 

87/06/04 

TOPREP 

8706190357 

8706190342 

87/06/15 

50-498 

Q 

8706220210 

8706170267 

87/06/11 

FOIA 

8706190358 

8706180207 

87/06/15 

FOIA 


8706220212 

8706160560 

87/06/10 

40-6563 

8706190359 

8706180207 

87/06/15 

FOIA 


8706220214 

8706220197 

87/06/04 

TOPREP 

8706190362 

8706180207 

87/06/15 

FOIA 


8706220217 

8706220178 

87/06/17 

FOIA 

8706190365 

87061 80207 

87/06/15 

FOIA 


8706220221 

8706170267 

87/06/11 

FOIA 

8706190368 

8706190364 

87/06/15 

50-370 

P 

8706220222 

8706160560 

87/06/10 

40-6563 

8706190369 

8706180207 

87/06/15 

FOIA 


8706220229 

8706220178 

87/06/17 

FOIA 

8706190373 

87061 90367 

87/06/16 

50-498 

K 

8706220232 

87061 70267 

87/06/11 

FOIA 

8706190374 

8706160560 

87/06/10 

40-233 


8706220233 

8706160560 

87/06/10 

40-6563 

8706190378 

8706160560 

87/06/10 

40-233 


8706220234 

8706220223 

87/06/02 

50-3 

8706190380 

8706190377 

87/01/30 

50-254 

Q 

8706220238 

8706220057 

87/06/15 

50-313 

8706190382 

8706160560 

87/06/10 

40-233 


8706220239 

8706170267 

87/06/11 

FOIA 

8706190385 

8706190361 

87/06/11 

50-277 

Q 

8706220240 

8706160560 

87/06/10 

40-6563 

8706190386 

8706190383 

87/06/16 

QA999 


8706220243 

8706220231 

87/06/15 

50-295 

8706190388 

8706190383 

87/06/16 

QA999 


8706220245 

8706160560 

87/06/10 

40-6563 

8706190390 

8706190383 

87/06/16 

QA999 


8706220246 

8706220057 

87/06/15 

50-313 

8706220003 

8706180207 

87/06/15 

FOIA 


8706220249 

8706220178 

87/06/17 

FOIA 

8706220005 

8706220002 

87/06/15 

50-269 

Q 

8706220250 

8706170267 

87/06/11 

FOIA 

8706220006 

8706180207 

87/06/15 

FOIA 


8706220252 

8706170267 

87/06/11 

FOIA 

870622001 1 

8706220008 

87/06/12 

50-412 

Q 

8706220253 

8706220178 

87/06/17 

FOIA 

8706220015 

8706220013 

87/06/15 

50-413 

R 

8706220255 

87061 60560 

87/06/10 

40-6563 

8706220017 

8706180207 

87/06/15 

FOIA 


8706220262 

8706170267 

87/06/11 

FOIA 

8706220019 

8706220013 

87/06/15 

50-413 

R 

8706220265 

8706160560 

87/06/10 

40-6563 

8706220020 

8706220013 

87/06/15 

50-413 

R 

8706220268 

8706220258 

87/06/15 

50-423 

8706220024 

8706220012 

87/05/29 

50-389 

P 

8706220271 

87061 70267 

87/06/11 

FOIA 

8706220025 

8706220021 

87/06/15 

50-445 

K 

8706220272 

8706160560 

87/06/10 

40-6563 

8706220028 

8706180207 

87/06/15 

FOIA 


8706220274 

8706170267 

87/06/11 

FOIA 

8706220031 

8706220012 

87/05/29 

50-389 

P 

8706220277 

8706160560 

87/06/10 

40-6563 

8706220033 

8706180207 

87/06/15 

FOIA 


8706220278 

8706220051 

87/06/15 

50-341 

8706220036 

8706180207 

87/06/15 

FOIA 


8706220279 

8706220275 

87/06/15 

50-353 

8706220040 

8706180207 

87/06/15 

FOIA 


8706220281 

8706220259 

87/06/12 

50-327 

8706220043 

8706220039 

87/06/09 

50-334 

P 

8706220282 

8706170267 

87/06/11 

FOIA 

8706220046 

8706180207 

87/06/15 

FOIA 


8706220283 

8706160560 

87/06/10 

40-6563 

8706220049 

8706170193 

87/06/11 

FOIA 


8706220284 

8706170193 

87/06/11 

FOIA 

8706220050 

8706180207 

87/06/15 

FOIA 


8706220285 

8706220275 

87/06/15 

50-353 

8706220054 

8706220053 

87/06/17 

FOIA 


8706220289 

8706170267 

87/06/11 

FOIA 

8706220055 

8706180207 

87/06/15 

FOIA 


8706220290 

8706160560 

87/06/10 

40-6563 

8706220058 

8706220052 

87/06/08 

50-483 

P 

8706220292 

8706160560 

87/06/10 

40-6563 

8706220060 

8706170193 

87/06/11 

FOIA 


8706220297 

8706170267 

87/06/11 

FOIA 

8706220061 

8706220052 

87/06/08 

50-483 

P 

8706220298 

8706160560 

87/06/10 

40-6563 

8706220062 

8706220059 

87/06/04 

. 50-285 

F 

8706220299 

8706170267 

87/06/11 

FOIA 

8706220063 

8706170193 

87/06/11 

FOIA 


8706220301 

8706220270 

87/06/15 

70-143 

8706220078 

8706170193 

87/06/11 

FOIA 


8706220305 

8706160560 

87/06/10 

40-6563 

8706220079 

• 8706220074 

87/06/15 

50-285 

Q 

8706220306 

8706170267 

87/06/11 

FOIA 

8706220081 

8706220108 

87/06/02 

XPORTLIC 


8706220308 

8706220178 

87/06/17 

FOIA 

8706220082 

8706220076 

87/06/08 

50-286 

P 

8706220309 

8706170267 

87/06/11 

FOIA 

8706220084 

8706170193 

87/06/11 

FOIA 


8706220312 

8706160560 

87/06/10 

40-6563 

8706220088 

8706220076 

87/06/08 

60-286 

P 

8706220313 

8706220178 

87/06/17 

FOIA 

8706220091 

8706170193 

87/06/11 

FOIA 


8706220317 

8706160560 

87/06/10 

40-6563 

8706220099 

8706170267 

87/06/11 

FOIA 


8706220321 

8706160560 

87/06/10 

40-6563 

8706220100 

8706220094 

87/06/11 

50-458 

P 

8706220322 

8706220178 

87/06/17 

50-416 

8706220103 

8706170193 

87/06/11 

FOIA 


8706220326 

8706170267 

87/06/11 

FOIA 

8706220105 

8706220087 

87/06/15 

50-530 

M 

8706220331 

8706170267 

87/06/11 

FOIA 

8706220111 

8706160560 

87/06/10 

40-233 


8706220333 

8706220178 

87/06/17 

FOIA 

8706220114 

8706220087 

87/06/15 

50-530 

M 

8706220335 

8706170267 

87/06/11 

FOIA 

8706220115 

8706170193 

87/06/11 

FOIA 


8706220336 

8706160560 

87/06/10 

40-6563 

8706220120 

8706170267 

87/06/11 

FOIA 


8706220341 

8706220178 

87/06/17 

FOIA 


O-o 
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3706220344 

8706160560 

87/06/10 

40-6563 


8706230028 

8706220450 

87/06/12 

50-259 

3706220345 

8706170267 

87/06/11 

FOIA 


8706230031 

8706170193 

87/06/11 

FOIA 

3706220350 

8706160560 

87/06/10 

40-6563 


8706230033 

8706170267 

87/06/11 

FOIA 

8706220351 

8706170267 

87/06/11 

FOIA 


8706230036 

8706220270 

87/06/15 

70-143 

8706220355 

8706220352 

84/04/30 

50-298 

R 

8706230040 

8706230032 

87/06/05 

40-3453 

8706220357 

8706170193 

87/06/11 

FOIA 


8706230042 

8706170193 

87/06/11 

FOIA 

8706220359 

8706220348 

86/12/29 

50-249 

Q 

8706230045 

8706230038 

87/06/18 

FOIA 

8706220360 

8706220178 

87/06/17 

FOIA 


8706230046 

8706220270 

87/06/15 

70-143 

8706220361 

8706170267 

87/06/11 

FOIA 


8706230051 

8706230038 

87/06/18 

FOIA 

B706220363 

8706220352 

84/04/30 

50-298 

R 

8706230052 

8706170267 . 

87/06/11 

FOIA 

8706220364 

8706160560 

87/06/10 

40-6563 


8706230056 

8706230038 

87/06/18 

FOIA 

8706220366 

8706170267 

87/06/11 

FOIA 


8706230057 

8706170193 

87/06/11 

FOIA 

6706220368 

8706220270 

87/06/15 

70-143 


8706230058 

8706230053 

87/06/15 

ORG 

6706220370 

8706170193 

87/06/11 

FOIA 


8706230060 

8706170267 

87/06/11 

FOIA 

8706220371 

87061 70267 

87/06/11 

FOIA 


8706230061 

8706220270 

87/06/15 

70-143 

6706220372 

8706170267 

87/06/11 

FOIA 


8706230071 

8706220270 

87/06/15 

70-143 

6706220376 

87061 70267 

87/06/11 

FOIA 


8706230079 

8706230054 

87/06/15 

50-318 

8706220379 

8706170193 

87/06/11 

FOIA 


8706230080 

8706220270 

87/06/15 

70-143 

8706220380 

87061 60560 

87/06/10 

40-6563 


8706230081 

8706230078 

87/06/05 

CONTRACT 

6706220381 

8706220377 

87/06/05 

50-369 

P 

8706230082 

8706170267 

87/06/11 

FOIA 

6706220383 

8706220369 

87/06/08 

50-327 

Q 

8706230087 

8706170193 

87/06/11 

FOIA 

8706220384 

8706170193 

87/06/11 

FOIA 


8706230089 

8706170267 

87/06/11 

FOIA 

8706220386 

8706160560 

87/06/10 

40-6563 


8706230093 

8706170193 

87/06/11 

FOIA 

6706220390 

8706220166 

87/06/12 

70-135 


8706230094 

8706230083 

87/06/18 

50-423 

3706220396 

87061 70267 

87/06/11 

40-6920 


8706230096 

8706230092 

87/06/16 

71-456 

8706220397 

8706170193 

87/06/11 

FOIA 


8706230103 

8706170267 

87/06/11 

FOIA 

3706220398 

8706220270 

87/06/15 

70-143 


8706230106 

8706230101 

87/06/08 

50-312 

3706220399 

87061 70267 

87/06/11 

FOIA 


8706230108 

8706220270 

87/06/15 

70-143 

3706220400 

8706220166 

87/06/12 

70-135 


8706230111 

8706230107 

87/06/16 

70-371 

8706220402 

8706170193 

87/06/11 

FOIA 


8706230112 

8706230110 

87/06/09 

50-275 

3706220406 

8706170267 

87/06/11 

FOIA 


8706230118 

8706230107 

87/06/16 

70-371 

8706220408 

8706220166 

87/06/12 

70-135 


8706230127 

8706230116 

87/05/01 

40-8452 

87Q62204O9 

8706160560 

87/06/10 

40-6563 


8706230129 

8706230083 

87/06/18 

50-424 

8706220410 

8706170193 

87/06/11 

FOIA 


8706230134 

8706170267 

87/06/11 

FOIA 

8706220413 

8706170267 

87/06/11 

FOIA 


8706230137 

8706230132 

87/06/03 

50-440 

3706220414 

8706220270 

87/06/15 

70-143 


8706230138 

8706230131 

87/06/12 

50-348 

3706220416 

8706170193 

87/06/11 

FOIA 


8706230142 

8706230122 

87/06/12 

50-29 

B706220417 

87061 70267 

87/06/11 

FOIA 


8706230146 

8706230133 

87/06/02 

50-508 

8706220420 

87061 70267 

87/06/11 

FOIA 


8706230147 

8706230083 

87/06/18 

50-443 

37Q6220426 

8706170267 

87/06/11 

FOIA 


8706230156 

8706170267 

87/06/11 

FOIA 

3706220429 

8706220270 

87/06/15 

70-143 


8706230157 

8706230122 

87/06/12 

50-29 

8706220431 

8706170267 

87/06/11 

FOIA 


8706230173 

8706230165 

87/06/16 

50-155 

8706220432 

8706170193 

87/06/11 

FOIA 


8706230182 

8706230162 

87/06/15 

70-984 

8706220434 

8706220166 

87/06/12 

70-135 


8706230188 

8706170193 

87/06/11 

FOIA 

8706220435 

8706170267 

87/06/11 

FOIA 


8706230196 

8706170267 

87/06/11 

FOIA 

3706220436 

8706220425 

87/06/12 

50-259 

T 

8706230198 

8706230177 

87/06/15 

50-275 

8706220440 

8706160560 

87/06/10 

40-6563 


8706230203 

8706170193 

87/06/11 

FOIA 

8706220442 

8706170267 

87/06/11 

FOIA 


8706230213 

8706230208 

87/06/16 

50-266 

8706220443 

8706220270 

87/06/15 

70-143 


8706230214 

8706230212 

87/06/18 

50-395 

3706220446 

8706160560 

87/06/10 

40-6563 


8706230224 

8706230211 

87/06/16 

50-295 

8706220449 

8706170267 

87/06/11 

FOIA 


8706230241 

8706230235 

87/06/17 

50-395 

8706220453 

8706160560 

87/06/10 

40-233 


8706230243 

8706170267 

87/06/11 

FOIA 

6706220454 

8706220270 

87/06/15 

70-143 


8706230249 

8706230248 

87/06/11 

50-275 

8706220455 

8706170193 

87/06/11 

FOIA 


8706230254 

8706230248 

87/06/11 

50-275 

B706220468 

8706170193 

87/06/11 

FOIA 


8706230262 

8706230260 

87/05/29 

XPORTLIC 

B7062204S9 

8706170267 

87/06/11 

FOIA 


8706230263 

8706230250 

87/06/12 

50-458 

8706220475 

8706220270 

87/06/15 

70-143 


8706230264 

8706230256 

87/06/12 

50-247 

8706220478 

8706220470 

87/06/09 

27-48 


8706230265 

8706230257 

87/06/12 

50-321 

3706220479 

8706160560 

87/06/10 

40-435 


8706230267 

8706230228 

87/06/11 

50-275 

8706220480 

8706170267 

87/06/11 

FOIA 


8706230268 

8706230261 

87/06/16 

50-261 

8706220481 

8706170193 

87/06/1 1 

FOIA 


8706230271 

8706230269 

87/06/11 

70-1113 

8706220484 

8706220270 

87/06/15 

70-143 


8706230272 

8706170267 

87/06/11 

FOIA 

8706220486 

8706170267 

87/06/11 

FOIA 


8706230275 

8706230256 

87/06/12 

50-247 

8706220488 

8706170193 

87/06/1 1 

FOIA 


8706230282 

8706230269 

87/06/11 

70-1113 

8706220489 

8706220470 

87/06/09 

27-48 


8706230283 

8706230228 

87/06/11 

50-275 

8706220491 

8706160560 

87/06/10 

40-233 


8706230286 

8706170267 

87/06/11 

FOIA 

8706220492 

8706220270 

87/06/15 

70-143 


8706230288 

8706230228 

87/06/11 

50-275 

8706220493 

8706170267 

87/06/1 1 

FOIA 


8706230292 

8706230289 

87/06/17 

50-338 

8706220494 

8706170193 

87/06/1 1 

FOIA 


8706230294 

8706230289 

87/06/17 

50-338 

8706220495 

8706160560 

87/06/10 

40-527 


8706230304 

8706230302 

87/06/17 

50-454 

6706220497 

8706220270 

87/06/15 

70-143 


8706230318 

8706230228 

87/06/1 1 

50-275 

8706220499 

8706160560 

87/06/10 

40-233 


8706230319 

8706170193 

87/06/11 

FOIA 

8706220500 

8706170193 

87/06/1 1 

FOIA 


8706230321 

8706170267 

87/06/11 • 

FOIA 

8706220503 

8706170267 

87/06/11 

FOIA 


8706230324 

8706230228 

87/06/1 1 

50-275 

8706220504 

8706220485 

87/06/12 

50-387 

Q 

8706230325 

8706230322 

97/06/17 

50-454 

8706220506 

8706170193 

87/06/1 1 

FOIA 


8706230326 

8706230313 

87/06/18 

50-213 

8706220507 

8706220462 

87/06/18 

FOIA 


8706230327 

8706170193 

87/06/1 1 

FOIA 

8706220509 

8706220501 

87/05/28 

CONTRACT 


8706230335 

8706230333 

87/06/11 

50-255 

8706220510 

8706220270 

87/06/15 

70-143 


8706230337 

8706230228 

87/06/1 1 

50-275 

8706220512 

8706170267 

87/06/1 1 

FOIA 


8706230338 

8706230126 

87/06/12 

50-344 

8706220517 

8706220270 

87/06/15 

70-143 


8706230340 

8706230126 

87/06/12 

50-344 

8706220518 

8706170193 

87/06/1 1 

FOIA 


8706230341 

8706220270 

87/06/15 

70-143 

6706220521 

8706220270 

87/06/15 

70-143 


8706230342 

8706230333 

87/06/11 

50-255 

8706220523 

8706220270 

87/06/15 

70-143 


8706230344 

8706230313 

87/06/18 

FOIA 

8706230013 

8706170193 

87/06/1 1 

FOIA 


8706230347 

8706230329 

87/06/05 

50-305 

8706230022 

8706230019 

87/06/15 

50-498 

A 

8706230348 

8706220270 

87/06/15 

70-143 

8706230025 

8706230390 

87/06/10 

50-413 

S 

8706230351 

8706170193 

87/06/11 

FOIA 


T 


Q 


F 


Q 

P 


P 

Q 


P 

P 


P 

P 

P 

Q 

P 


P 

V 

P 

Q 

P 

S 

S 

Q 

Q 
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462 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8706230356 

8706170267 

87/06/11 

FOIA 


8706240106 

8706240097 

87/06/19 

50-277 

8706230360 

8706230228 

87/06/11 

50*275 

Q 

8706240107 

8706240095 

87/06/19 

50-482 

8706230364 

8706170193 

87/06/11 

FOIA 


8706240112 

8706240108 

87/06/17 

50-312 

8706230366 

8706230361 

87/06/17 

50-454 

P 

8706240113 

8706170267 

87/06/11 

FOIA 

8706230367 

8706230359 

87/06/12 

50-409 

Q 

8706240116 

8706240114 

87/06/05 

50-286 

8706230369 

8706230365 

87/06/16 

50-498 

C 

8706240119 

8706240094 

87/06/19 

50-206 

8706230373 

8706170193 

87/06/11 

FOIA 


8706240121 

8706240117 

87/06/17 

50-327 

8706230375 

8706170267 

87/06/11 

FOIA 


8706240122 

8706170267 

87/06/11 

40-6920 

8706230376 

8706170267 

87/06/11 

FOIA 


8706240125 

8706240117 

87/06/17 

50-327 

8706230383 

8706170267 

87/06/11 

FOIA 


8706240127 

8706170267 

87/06/11 

FOIA 

8706230389 

8706170267 

87/06/11 

FOIA 


8706240130 

8706240098 

87/06/19 

50-280 

8706230392 

8706230380 

87/06/16 

50-259 

P 

8706240131 

8706170267 

87/06/11 

FOIA 

8706230396 

8706170193 

87/06/11 

FOIA 


8706240134 

8706170267 

87/06/11 

FOIA 

8706230397 

8706230394 

87/06/18 

QA999 


8706240136 

8706240094 

87/06/19 

50-206 

8706230399 

8706230394 

87/06/18 

QA999 


8706240139 

8706170267 

87/06/11 

FOIA 

8706230401 

8706170267 

87/06/11 

FOIA 


8706240140 

8706170267 

87/06/11 

FOIA 

8706230402 

8706230384 

87/06/16 

TOPREP 


8706240143 

8706240137 

87/06/16 

50-482 

8706230406 

8706170267 

87/06/11 

FOIA 


8706240145 

8706170267 

87/06/11 

FOIA 

8706230409 

8706230394 

87/06/18 

QA999 


8706240146 

8706240128 

87/06/18 

CONTRACT 

8706230411 

8706170193 

87/06/11 

FOIA 


8706240147 

8706170267 

87/06/11 

FOIA 

8706230412 

8706170267 

87/06/11 

FOIA 


8706240151 

8706170267 

87/06/11 

FOIA 

8706230417 

8706230405 

87/06/16 

50-373 

P 

8706240153 

8706240144 

87/06/16 

50-413 

8706230420 

8706230408 

87/06/02 

50-528 

Q 

8706240154 

8706170267 

87/06/11 

FOIA 

8706230423 

8706170267 

87/06/11 

FOIA 


8706240155 

8706240142 

87/06/18 

COMMISSIO 

8706230425 

8706170267 

87/06/11 

FOIA 


8706240156 

8706240098 

87/06/19 

50-280 

8706230428 

8706170193 

87/06/11 

FOIA 


8706240158 

8706170267 

87/06/11 

FOIA 

8706230432 

8706170267 

87/06/11 

FOIA 


8706240161 

8706170267 

87/06/11 

FOIA 

8706230435 

8706170267 

87/06/11 

FOIA 


8706240163 

87061 70267 

87/06/11 

FOIA 

8706230438 

8706170267 

87/06/11 

FOIA 


8706240164 

8706170267 

87/06/11 

40-6920 

8706230443 

8706170267 

87/06/11 

FOIA 


8706240165 

8706240160 

87/06/16 

70-754 

8706230447 

8706170193 

87/06/11 

FOIA 


8706240169 

8706240098 

87/06/19 

50-280 

8706230452 

8706170267 

87/06/11 

FOIA 


8706240173 

8706170267 

87/06/11 

FOIA 

8706230456 

8706170267 

87/06/11 

FOIA 


8706240174 

8706170267 

87/06/11 

FOIA 

8706230462 

8706170267 

87/06/11 

FOIA 


8706240175 

8706240171 

87/06/18 

CONTRACT 

8706230465 

8706170267 

87/06/11 

FOIA 


8706240178 

8706170267 

87/06/11 

FOIA 

8706230468 

8706170267 

87/06/11 

FOIA 


8706240183 

8706170267 

87/06/11 

FOIA 

8706230470 

8706170267 

87/06/1 1 

FOIA 


8706240184 

8706170267 

87/06/11 

FOIA 

8706230478 

8706170267 

87/06/11 

FOIA 


8706240189 

8706170267 

87/06/11 

FOIA 

8706230481 

8706170267 

87/06/1 1 

FOIA 


8706240190 

8706240098 

87/06/19 

50-171 

8706230482 

8706230228 

87/06/11 

50-275 

P 

8706240193 

8706240186 

87/06/15 

70-143 

8706230483 

8706170267 

87/06/11 

FOIA 


8706240194 

8706170267 

87/06/11 

FOIA 

8706230491 

8706170267 

87/06/11 

FOIA 


8706240195 

8706240191 

87/06/18 

50-328 

8706230494 

8706170267 

87/06/11 

FOIA 


8706240199 

8706170267 

87/06/11 

FOIA 

8706230499 

8706230493 

87/06/18 

50-10 

Q 

8706240203 

8706170267 

87/06/11 

FOIA 

8706230502 

8706170267 

87/06/11 

FOIA 


8706240204 

8706170267 

87/06/11 

FOIA 

8706230503 

8706230501 

87/06/16 

50-220 

Q 

8706240208 

8706170267 

87/06/11 

FOIA 

8706240002 

8706240001 

87/06/18 

CONTRACT 


8706240209 

8706240201 

87/06/15 

50-336 

8706240004 

8706170267 

87/06/11 

FOIA 


8706240210 

8706170267 

87/06/11 

FOIA 

8706240005 

8706240003 

87/06/17 

CONTRACT 


870624021 1 

8706170267 

87/06/11 

FOIA 

8706240008 

8706240006 

87/06/15 

70-143 


8706240216 

8706170267 

87/06/11 

FOIA 

8706240013 

8706240011 

87/06/16 

COMMISSIO 

N 

8706240217 

8706170267 

87/06/11 

FOIA 

8706240018 

8706240015 

87/06/18 

CONTRACT 


8706240221 

8706240213 

87/06/18 

50-483 

8706240023 

8706240020 

87/06/18 

CONTRACT 


8706240222 

8706170267 

87/06/11 

FOIA 

8706240024 

8706240017 

87/06/17 

CONTRACT 


8706240227 

8706170267 

87/06/11 

FOIA 

8706240025 

8706170267 

87/06/11 

FOIA 


8706240235 

8706170267 

87/06/11 

FOIA 

8706240028 

8706230380 

87/06/16 

50-259 

P 

8706240237 

8706240230 

87/06/16 

COMMISSIO 

8706240031 

8706170267 

87/06/11 

FOIA 


8706240240 

8706170267 

87/06/11 

FOIA 

8706240033 

8706240026 

87/06/22 

70-143 


8706240241 

8706240094 

87/06/19 

FOIA 

8706240034 

8706240029 

87/06/18 

CONTRACT 


8706240245 

8706170267 

87/06/11 

FOIA 

8706240035 

8706240030 

87/06/18 

CONTRACT 


8706240247 

8706240238 

87/06/18 

50-237 

8706240037 

8706240026 

87/06/22 

70-143 


8706240248 

8706240094 

87/06/19 

50-206 

8706240038 

8706240032 

87/06/17 

CONTRACT 


8706240250 

8706240098 

87/06/19 

50-280 

8706240039 

8706170267 

87/06/11 

FOIA 


8706240251 

8706170267 

87/06/11 

FOIA 

8706240040 

8706170267 

87/06/11 

FOIA 


8706240256 

8706240246 

87/06/15 

50-601 

8706240042 

8706240026 

87/06/22 

70-143 


8706240258 

8706240255 

87/06/18 

50-458 

8706240044 

8706170267 

87/06/11 

FOIA 


8706240264 

8706170267 

87/06/11 

FOIA 

8706240045 

8706240026 

87/06/22 

70-143 


8706240265 

8706170267 

87/06/11 

FOIA 

8706240048 

8706240041 

87/06/17 

50-259 

Q 

8706240267 

8706170267 

87/06/11 

FOIA 

8706240049 

8706230380 

87/06/16 

50-259 

P 

8706240270 

8706170267 

87/06/11 

FOIA 

8706240050 

8706170267 

87/06/11 

FOIA 


8706240274 

8706240259 

87/06/16 

40-8027 

8706240055 

8706170267 

87/06/11 

FOIA 


8706240276 

8706240098 

87/06/19 

50-281 

8706240056 

8706170267 

87/06/11 

FOIA 


8706240277 

8706170267 

87/06/11 

FOIA 

8706240059 

8706170267 

87/06/11 

FOIA 


8706240279 

8706170267 

87/06/11 

FOIA 

8706240063 

8706170267 

87/06/1 1 

FOIA 


8706240285 

8706240281 

87/06/15 

50-423 

8706240068 

8706170267 

87/06/11 

FOIA 


8706240286 

8706170267 

87/06/1 1 

FOIA 

8706240072 

8706170267 

87/06/1 1 

FOIA 


8706240288 

8706240281 

87/06/15 

50-423 

8706240074 

8706170267 

87/06/11 

FOIA 


8706240290 

8706240278 

87/06/18 

CONTRACT 

8706240075 

8706170267 

87/06/11 

FOIA 


8706240293 

8706170267 

87/06/11 

FOIA 

8706240076 

8706240066 

87/06/01 

CONTRACT 


8706240296 

8706240283 

87/06/08 

CONTRACT 

8706240078 

8706170267 

87/06/11 

FOIA 


8706240298 

8706170267 

87/06/11 

FOIA 

8706240081 

8706170267 

87/06/11 

FOIA 


8706240299 

8706170267 

87/06/1 1 

FOIA 

8706240091 

8706170267 

87/06/11 

FOIA 


8706240304 

8706240292 

87/06/19 

50-482 

8706240092 

8706170267 

87/06/11 

FOIA 


8706240306 

8706240295 

87/06/18 

50-331 

8706240099 

8706170267 

87/06/11 

FOIA 


8706240308 

8706170267 

87/06/1 1 

FOIA 

8706240100 

8706170267 

87/06/11 

FOIA 


8706240309 

8706240292 

87/06/19 

50-482 

8706240102 

8706240097 

87/06/19 

50-277 

P 

8706240311 

8706240300 

87/06/18 

CONTRACT 

8706240103 

8706240094 

87/06/19 

50-206 

P 

8706240317 

8706240312 

87/06/09 

50-344 
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JCESSION NUMBER 

PRINCIPAL 

DOCUMENT 

8706170267 

8706240314 

8706240315 

8706240326 

8706240327 

8706170267 

8706240316 

8706170267 

8706240337 

8706240316 

8706170267 

8706240316 

8706240348 

8706170267 

8706240358 

8706170267 

8706250077 

8706170267 

8706170267 

8706170267 

8706240206 

8706170267 

8706240386 

8706170267 

8706240378 

8706170267 

8706240391 

8706170267 

8706240400 

8706240401 

8706240405 

8706170267 

8706170267 

8706240412 

8706170267 

8706170267 

8706240392 

8706240418 

8706170267 

8706240418 

8706240424 

8706240424 

8706170267 

8706170267 

8706250003 

8706250003 

8706170267 

8706170267 

8706250003 

8706170267 

8706250015 

8706170267 

8706240432 

8706170267 

8706170267 

8706170267 

8706170267 

8706170267 

8706250025 

8706170267 

8706170267 

8706170267 

8706250034 

8706170267 

8706170267 

8706170267 

8706250042 

8706170267 

8706250042 

8706170267 

8706250047 

8706250046 

8706170267 

8706170267 

8706170267 

8706250045 

8706250058 

8706250067 

8706170267 

8706170267 

8706250066 

8706170267 

8706170267 

8706170267 

8706250066 

8706250090 

8706250083 
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ACCESSION NUMBER 


DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ISSUED 

87/06/11 

CATEGORY 

FOIA 


8706250104 

DOCUMENT 

8706250093 

ISSUED 

87/06/15 

CATEGORY 

40-2061 

87/06/10 

COMMISSIO 

N 

8706250108 

8706250083 

87/06/12 

50-320 

87/06/19 

CONTRACT 


8706250110 

8706170267 

87/06/11 

FOIA 

87/06/18 

50-529 

P 

8706250112 

8706170267 

87/06/11 

FOIA 

87/06/18 

50-282 

Q 

8706250114 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250117 

8706170267 

87/06/11 

FOIA 

87/06/12 

COMMISSIO 

N 

8706250121 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250124 

8706170267 

87/06/11 

FOIA 

87/06/18 

COMMISSIO 

N 

8706250125 

8706250120 

87/06/15 

50-382 

87/06/12 

COMMISSIO 

N 

8706250128 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250129 

8706170267 

87/06/11 

FOIA 

87/06/12 

COMMISSIO 

N 

8706250131 

8706250120 

87/06/15 

50-382 

87/06/16 

50-498 

Q 

8706250137 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250138 

8706170267 

87/06/11 

FOIA 

87/06/12 

50-315 

P 

8706250140 

8706250136 

87/06/19 

50-369 

87/06/11 

FOIA 


8706250142 

8706250122 

87/06/18 

50-322 

87/06/11 

XPORTLIC 


8706250149 

8706250116 

87/06/15 

50-443 

87/06/11 

FOIA 


8706250150 

8706250146 

87/06/22 

50-321 

87/06/11 

FOIA 


8706250151 

8706250122 

87/06/18 

50-322 

87/06/11 

FOIA 


8706250153 

8706170267 

87/06/11 

FOIA 

87/06/16 

50-312 

F 

8706250154 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250161 

8706250152 

87/06/19 

50-387 

87/06/03 

50-344 

Q 

8706250162 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250165 

8706250152 

87/06/19 

50-387 

87/06/12 

50-29 

Q 

8706250174 

8706250158 

87/06/19 

50-440 

87/06/11 

FOIA 


8706250175 

8706170267 

87/06/11 

FOIA 

87/06/19 

CONTRACT 


8706250176 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250177 

8706250168 

87/06/16 

FOIA 

87/04/08 

CONTRACT 


8706250179 

8706250158 

87/06/19 

50-440 

87/06/18 

CONTRACT 


8706250182 

8706170267 

87/06/11 

FOIA 

87/06/16 

50-373 

P 

8706250184 

8706250158 

87/06/19 

50-440 

87/06/11 

FOIA 


8706250186 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250189 

8706250158 

87/06/19 

50-440 

87/06/18 

50-286 

P 

8706250190 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250191 

8706250187 

87/06/10 

50-261 

87/06/11 

FOIA 


8706250192 

8706250168 

87/06/16 

FOIA 

87/06/19 

FOIA 


8706250197 

8706170267 

87/06/11 

FOIA 

87/06/16 

50-317 

Q 

8706250198 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250199 

8706250168 

87/06/16 

FOIA 

87/06/16 

50-317 

Q 

8706250202 

8706170267 

87/06/11 

FOIA 

87/06/10 

50-440 

P 

8706250208 

8706170267 

87/06/11 

FOIA 

87/06/10 

50-440 

P 

8706250210 

8706250205 

87/06/12 

50-424 

87/06/11 

FOIA 


8706250211 

8706250168 

87/06/16 

FOIA 

87/06/11 

FOIA 


8706250213 

8706250206 

87/06/19 

CONTRACT 

87/06/09 

50-440 

P 

8706250218 

8706250214 

87/06/12 

50-266 

87/06/09 

50-440 

P 

8706250221 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250222 

8706250168 

87/06/16 

FOIA 

87/06/11 

FOIA 


8706250226 

8706170267 

87/06/11 

FOIA 

87/06/09 

50-440 

P 

8706250227 

8706250168 

87/06/16 

FOIA 

87/06/11 

FOIA 


8706250230 

8706250225 

87/06/22 

50-412 

87/04/08 

CONTRACT 


8706250231 

8706250224 

87/06/16 

50-412 

87/06/11 

FOIA 


8706250238 

8706170267 

87/06/11 

FOIA 

87/06/19 

CONTRACT 


8706250240 

8706250224 

87/06/16 

50-412 

87/06/11 

FOIA 


8706250242 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250245 

8706250241 

87/06/15 

50-250 

87/06/11 

FOIA 


8706250246 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250249 

8706250236 

87/06/09 

50-280 

87/06/11 

FOIA 


8706250250 

8706250224 

87/06/16 

50-412 

87/06/22 

50-267 

P 

8706250251 

8706250168 

87/06/16 

FOIA 

87/06/11 

FOIA 


8706250254 

8706250241 

87/06/15 

50-250 

87/06/11 

FOIA 


8706250256 

8706170267 

87/06/11 

FOIA 

87/06/1 1 

FOIA 


8706250261 

8706250243 

87/06/10 

50-324 

87/06/22 

50-261 

S 

8706250262 

8706250168 

87/06/16 

FOIA 

87/06/11 

FOIA 


8706250265 

8706170267 

87/06/11 

FOIA 

87/06/1 1 

FOIA 


8706250271 

8706250168 

87/06/16 

FOIA 

87/06/11 

FOIA 


8706250272 

8706170267 

87/06/11 

FOIA 

87/06/17 

50-354 

P 

8706250277 

8706250253 

87/06/19 

50-329 

87/06/11 

FOIA 


8706250279 

8706250168 

87/06/16 

FOIA 

87/06/17 

50-354 

P 

8706250282 

8706250278 

87/06/09 

50-413 

87/06/1 1 

FOIA 


8706250284 

8706170267 

87/06/11 

FOIA 

87/06/19 

50-482 

P 

8706250285 

8706250275 

87/06/15 

50-259 

87/06/19 

50-261 

P 

8706250286 

8706250273 

87/06/15 

50-445 

87/06/1 1 

FOIA 


8706250287 

8706250281 

87/06/16 

50-395 

87/06/1 1 

FOIA 


8706250288 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250289 

8706250278 

87/06/09 

50-413 

87/06/10 

50-320 

G 

8706250290 

8706250253 

87/06/19 

50-329 

87/05/22 

50-352 

V 

8706250291 

8706170267 

87/06/11 

FOIA 

87/06/1 1 

50-320 

G 

8706250292 

8706170267 

87/06/11 

FOIA 

87/06/11 

FOIA 


8706250293 

8706250281 

87/06/16 

50-395 

87/06/11 

FOIA 


8706250294 

8706250168 

87/06/16 

FOIA 

87/06/18 

70-152 


8706250296 

8706250275 

87/06/15 

50-259 

87/06/1 1 

FOIA 


8706250297 

8706250168 

87/06/16 

FOIA 

87/06/1 1 

FOIA 


8706250299 

8706170267 

87/06/11 

FOIA 

87/06/1 1 

FOIA 


8706250301 

8706170267 

87/06/11 

FOIA 

87/06/18 

70-152 


8706250302 

8706250168 

87/06/16 

FOIA 

87/06/09 

50-261 

Q 

8706250303 

8706170267 

87/06/11 

FOIA 

87/06/12 

50-320 

G 

8706250305 

8706170267 

87/06/11 

FOIA 


G 


P 


P 


P 

G 

G 

V 

G 


P 

P 

S 


S 


S 

S 

Q 


Q 


K 


K 

Q 

Q 

Q 


Q 

Q 

Q 

Q 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8706250309 
8706250310 
870625031 1 
8706250316 
8706250317 

8706250253 

8706250168 

8706240392 

8706170267 

8706250168 

87/06/19 

87/06/16 

87/06/19 

87/06/11 

87/06/16 

50-329 

FOIA 

FOIA 

FOIA 

FOIA 

A 

8706250481 

8706250484 

8706250485 

8706250486 

8706250487 

8706250472 

8706250358 

8706250358 

8706170267 

8706250168 

87/06/22 

87/06/22 

87/06/22 

87/06/11 

87/06/16 

50-335 

50-322 

50-322 

FOIA 

FOIA 

V 

G 

G 

8706250318 

8706250319 

8706250321 

8706250322 

8706250324 

8706250314 

8706170267 

8706170267 

8706250168 

8706170267 

87/04/08 
87/06/1 1 
87/06/11 
87/06/16 
87/06/11 

CONTRACT 

FOIA 

FOIA 

FOIA 

FOIA 

8706250489 

8706250490 

8706250491 

8706250492 

8706250493 

8706250168 

8706250482 

8706170267 

8706250358 

8706250168 

87/06/16 

87/04/08 

87/06/11 

87/06/22 

87/06/16 

FOIA 

CONTRACT 

FOIA 

50-322 G 

FOIA 

8706250325 

8706250327 

8706250331 

8706250332 

8706250335 

8706250253 

8706250168 

8706250326 

8706250330 

8706170267 

87/06/19 
87/06/16 
87/06/16 
87/06/19 
87/06/1 1 

50-329 

FOIA 

50-400 

50-219 

FOIA 

Q 

Q 

P 

8706250497 

8706250498 

8706250499 

8706250500 

8706250502 

8706170267 

8706250358 

8706250488 

8706250168 

8706250358 

87/06/11 

87/06/22 

87/04/08 

87/06/16 

87/06/22 

FOIA 

50-322 G 

CONTRACT 

FOIA 

50-322 G 

8706250336 

8706250340 

8706250342 

8706250343 

8706250347 

87061 70267 
8706170267 
8706250339 
8706170267 
8706170267 

87/06/11 
87/06/1 1 
87/04/08 
87/06/11 
87/06/1 1 

FOIA 

FOIA 

CONTRACT 

FOIA 

FOIA 


8706250505 

8706250507 

8706250509 

8706250510 

8706250512 

8706250168 

8706250358 

8706250168 

8706170267 

8706170267 

87/06/16 

87/06/22 

87/06/16 

87/06/11 

87/06/11 

FOIA 

50-322 

FOIA 

FOIA 

FOIA 

T 

8706250352 

8706250353 

8706250354 

8706250357 

8706250360 

8706250344 

8706170267 

8706170267 

8706250345 

8706250168 

87/04/08 
87/06/11 
87/06/1 1 
87/06/08 
87/06/16 

CONTRACT 

FOIA 

FOIA 

50-62 

FOIA 

Q 

8706250515 

8706250516 

8706250519 

8706250521 

8706250522 

8706250168 

8706250508 

8706250168 

8706170267 

8706170267 

87/06/16 
87/06/17 
87/06/16 
87/06/1 1 
87/06/11 

FOIA 

40-3392 

FOIA 

FOIA 

FOIA 


8706250361 

8706250365 

8706250366 

8706250372 

8706250373 

8706170267 

8706250168 

8706170267 

8706170267 

8706250363 

87/06/11 

87/06/16 

87/06/11 

87/06/11 

87/06/16 

FOIA 

FOIA 

FOIA 

FOIA 

50-338 

Q 

8706250524 

8706250526 

8706250527 

8706250528 

8706250530 

8706250168 

8706250358 

8706250168 

8706170267 

8706170267 

87/06/16 

87/06/22 

87/06/16 

87/06/11 

87/06/11 

FOIA 

50-322 

FOIA 

FOIA 

FOIA 

G 

8706250377 

8706250378 

8706250379 

8706250382 

8706250386 

8706250168 

8706170267 

8706170267 

8706250370 

8706250358 

87/06/16 

87/06/11 

87/06/11 

87/06/17 

87/06/22 

FOIA 

FOIA 

FOIA 

50-312 

50-322 

F 

G 

8706250531 

8706250534 

8706250536 

8706250538 

8706250540 

8706250168 

8706250168 

8706250358 

8706170267 

8706250533 

87/06/16 

87/06/16 

87/06/22 

87/06/11 

87/06/18 

FOIA 

FOIA 

50-322 

FOIA 

50-483 

G 

P 

8706250388 

8706250390 

8706250391 

8706250393 

8706250396 

8706250168 

8706250383 

8706250358 

8706250358 

8706250168 

87/06/16 

87/06/18 

87/06/22 

87/06/22 

87/06/16 

FOIA 

70-135 

50-322 

50-322 

FOIA 

G 

G 

8706250541 

8706250542 

8706250543 

8706250544 

8706250545 

8706170267 

8706170267 

8706250168 

8706250537 

8706250508 

87/06/11 

87/06/11 

87/06/16 

87/04/09 

87/06/17 

FOIA 

FOIA 

FOIA 

TOPREP 

40-3392 


8706250397 

8706250401 

8706250402 

8706250403 

8706250404 

8706170267 

8706250358 

8706250398 

8706250264 

8706170267 

87/06/11 
87/06/22 
87/04/08 
87/06/19 
87/06/1 1 

FOIA 

50-322 

CONTRACT 

50-445 

FOIA 

G 

A 

8706250547 

8706250549 

8706250551 

8706250552 

8706250553 

8706170267 

8706250168 

8706250168 

8706170267 

8706170267 

87/06/11 

87/06/16 

87/06/16 

87/06/11 

87/06/11 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8706250406 

8706250408 

8706250410 

8706250411 

8706250412 

8706250358 

8706170267 

8706250168 

8706250389 

8706250358 

87/06/22 
87/06/1 1 
87/06/16 
87/06/22 
87/06/22 

50-322 

FOIA 

FOIA 

40-8027 

50-322 

G 

G 

8706250554 

8706250555 

8706250557 

8706250561 

8706250563 

8706250168 

8706250546 

8706170267 

8706170267 

8706170267 

87/06/16 

87/03/26 

87/06/11 

87/06/11 

87/06/11 

FOIA 

CONTRACT 

FOIA 

FOIA 

FOIA 


8706250415 

8706250420 

8706250423 

8706250425 

8706250426 

8706170267 

8706250168 

8706250399 

8706170267 

8706250358 

87/06/11 

87/06/16 

87/06/12 

87/06/11 

87/06/22 

FOIA 

FOIA 

50-322 

FOIA 

50-322 

P 

G 

8706250566 

8706250572 

8706250574 

8706250576 

8706250578 

8706170267 

8706250569 

8706250569 

8706250569 

8706250569 

87/06/11 

87/05/12 

87/05/12 

87/05/12 

87/05/12 

FOIA 

PR 

PR 

PR 

PR 


8706250428 

8706250429 

8706250432 

8706250433 

8706250435 

8706250422 

8706250168 

8706250253 

8706250421 

8706250430 

87/04/08 

87/06/16 

87/06/19 

87/04/08 

87/04/08 

CONTRACT 

FOIA 

50-329 

CONTRACT 

CONTRACT 

Q 

8706250579 

8706250580 

8706250581 

8706250583 

8706250584 

8706250569 

8706250569 

8706250569 

8706250569 

8706250569 

87/05/12 

87/05/12 

87/05/12 

87/05/12 

87/05/12 

PR 

PR 

PR 

PR 

PR 


' 8706250436 
8706250437 
8706250440 
8706250442 
8706250443 

8706250419 

8706250358 

8706170267 

8706170267 

8706250358 

87/06/10 

87/06/22 

87/06/11 

87/06/11 

87/06/22 

MISC 

50-322 

FOIA 

FOIA 

50-322 

G 

G 

8706250585 

8706250587 

8706250589 

8706250590 

8706250591 

8706250569 

8706250569 

8706250569 

8706250569 

8706250569 

87/05/12 

87/05/12 

87/05/12 

87/05/12 

87/05/12 

PR 

PR 

PR 

PR 

PR 


8706250444 

8706250446 

8706250447 

8706250448 

8706250449 

8706250431 

8706250168 

8706250434 

8706250441 

8706170267 

87/04/08 

87/06/16 

87/06/16 

87/06/22 

87/06/11 

CONTRACT 

FOIA 

50-244 

50-344 

FOIA 

Q 

P 

8706250593 

8706250594 

8706250595 

8706250598 

8706250599 

8706250569 

8706250358 

8706160560 

8706250569 

8706250569 

87/05/12 

87/06/22 

87/06/10 

87/05/12 

87/05/12 

PR 

50-322 

40-233 

PR 

PR 

G 

8706250450 

8706250453 

8706250455 

8706250456 

8706250457 

8706170267 

8706250168 

8706250253 

8706250441 

8706250358 

87/06/11 

87/06/16 

87/06/19 

87/06/22 

87/06/22 

FOIA 

FOIA 

50-329 

50-344 

50-443 

Q 

P 

G 

8706250600 

8706250601 

8706250603 

8706260606 

8706250607 

8706250669 

8706250358 

8706250569 

8706250358 

8706250358 

87/05/12 

87/06/22 

87/05/12 

87/06/22 

87/06/22 

PR 

50-322 

PR 

50-322 

50-322 

G 

G 

G 

8706250461 

8706250462 

8706250463 

8706250466 

8706250467 

8706250358 

8706250168 

8706250452 

8706250168 

8706170267 

87/06/22 

87/06/16 

87/04/08 

87/06/16 

87/06/11 

50-322 

FOIA 

CONTRACT 

FOIA 

FOIA 

G 

8706250608 

8706250609 

8706250610 

8706250611 

8706250612 

8706250358 
8706250358 • 

8706250358 
8706250358 
8706250358 

87/06/22 

87/06/22 

87/06/22 

87/06/22 

87/06/22 

50-322 

50-322 

50-322 

50-322 

50-322 

G 

G 

G 

G 

G 

8706250468 

8706250469 

8706250358 

8706170267 

87/06/22 

87/06/11 

50-322 

FOIA 

50-322 

50-322 

FOIA 

G 

8706250613 

8706250358 

87/06/22 

50-322 

G 

8706250473 

8706250358 

87/06/22 

87/06/22 

87/06/16 


8706250614 

8706250358 

87/06/22 

50-322 

G 

8706250475 

8706250476 

8706250358 

8706250168 

G 

G 

8706250615 

8706250616 

8706250617 

8706250358 

8706250358 

8706250358 

87/06/22 

87/06/22 

87/06/22 

50-322 

50-322 

50-322 

G 

G 

G 

8706250479 

8706250480 

8706170267 

8706170267 

87/06/11 

87/06/11 

FOIA 

FOIA 


8706250618 

8706260008 

8706250358 

8706170267 

87/06/22 

87/06/11 

60-322 

FOIA 

G 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8706260010 

8706260014 

8706260016 

8706260017 

8706260020 

8706260004 

8706170267 

8706260004 

8706260013 

8706250559 

87/04/20 

87/06/11 

87/04/20 

87/06/18 

87/04/08 

50-443 

FOIA 

50-443 

50-458 

CONTRACT 

H 

H 

P 

8706260315 

8706260324 

8706260327 

8706260329 

8706260335 

8706260301 

8706260306 

8706260323 

8706260325 

8706260331 

87/06/23 

87/05/06 

87/06/23 

87/04/07 

87/06/09 

50-409 

50-206 

50-313 

STATE PRO 
50-416 

8706260021 

8706260022 

8706260024 

8706260028 

8706260029 

8706170267 

8706250046 

8706260004 

8706170267 

8706260002 

87/06/11 

87/06/19 

87/04/20 

87/06/11 

87/04/27 

FOIA 

50-261 

50-443 

FOIA 

50-352 

P 

H 

R 

8706260340 

8706260342 

8706260345 

8706260346 

8706260349 

8706260330 

8706260333 

8706260337 

8706260338 

8706260051 

87/06/18 

87/04/08 

87/05/06 

87/05/28 

87/06/22 

CONTRACT 

CONTRACT 

50-275 

50-498 

50-285 

8706260033 

8706260034 

8706260043 

8706260046 

8706260047 

8706260002 

8706170267 

8706260035 

8706260037 

8706260030 

87/04/27 

87/06/11 

87/06/11 

87/06/17 

87/06/19 

50-352 

FOIA 

50-327 

50-483 

50-272 

R 

Q 

F 

P 

8706260352 

8706260354 

8706260362 

8706260365 

8706260366 

8706260350 

8706260348 

8706260359 

8706260356 

8706260363 

87/06/19 

87/06/11 

87/06/17 

87/05/01 

87/06/22 

50-320 

50-390 

50-280 

50-305 

50-461 

8706260053 

8706260060 

8706260062 

8706260064 

8706260065 

8706260044 

8706260058 

8706260054 

8706260015 

8706260058 

87/06/16 

87/06/10 

87/06/17 

87/06/18 

87/06/10 

50-213 

50-397 

50-280 

50-440 

50-397 

Q 

Q 

Q 

P 

Q 

8706260367 

8706260379 

8706260380 

8706260381 

8706260383 

8706260359 

8706260369 

8706260370 

8706260376 

8706260378 

87/06/17 

87/06/19 

87/05/01 

87/06/22 

87/06/23 

50-280 

50-134 

50-267 

50-321 

50-293 

8706260076 

8706260082 

8706260083 

8706260095 

8706260098 

8706260069 

8706260068 

8706260072 

8706260086 

8706250495 

87/06/23 

87/04/08 

87/05/06 

87/06/18 

87/06/22 

50-455 

CONTRACT 

50-413 

50-261 

50-528 

P 

P 

Q 

P 

8706260385 

8706260386 

8706260388 

8706260389 

8706260394 

8706260377 

8706260378 

8706260384 

8706260384 

8706260387 

87/06/18 

87/06/23 

87/06/22 

87/06/22 

87/06/19 

50-213 

50-293 

50-263 

50-263 

50-272 

8706260104 

8706260109 

8706260128 

8706260129 

8706260138 

8706260102 

8706260102 

8706260121 

8706260122 

8706260133 

87/06/17 

87/06/17 

87/06/18 

87/05/06 

87/06/08 

50-338 

50-338 

50-280 

50-395 

50-327 

Q 

Q 

Q 

P 

Q 

8706260396 

8706260398 

8706260399 

8706260400 

8706260401 

8706260391 

8706260387 

8706260392 

8706260395 

8706260395 

87/06/23 

87/06/19 

87/06/22 

87/06/23 

87/06/23 

CONTRACT 

50-272 

CONTRACT 

50-424 

50-424 

8706260144 

8706260151 

8706260153 

8706260161 

8706260163 

8706260140 

8706260146 

8706260148 

8706260154 

8706260160 

87/05/29 

87/06/23 

87/05/08 

87/05/01 

87/05/01 

50-312 

50-250 

50-312 

50-206 

50-219 

P 

P 

P 

P 

P 

8706260405 

8706260406 

8706260408 

8706290008 

8706290013 

8706260403 

8706260404 

8706260407 

8706290004 

8706290010 

87/06/09 

87/05/01 

87/05/01 

87/06/23 

87/06/18 

CONTRACT 

50-269 

50-528 

CONTRACT 

50-412 

8706260165 

8706260166 

8706260171 

8706260174 

8706260175 

8706250253 

8706260159 

8706260146 

8706260146 

8706260168 

87/06/19 

87/05/07 

87/06/23 

87/06/23 

87/06/22 

50-329 

50-369 

50-250 

50-250 

50-305 

Q 

P 

P 

P 

P 

8706290014 

8706290017 

8706290024 

8706290032 

8706290033 

8706290006 

8706290010 

8706290020 

8706290025 

8706290028 

87/06/18 

87/06/18 

87/06/23 

87/06/23 

87/06/12 

50-250 

50-412 

CONTRACT 

50-324 

50-528 

8706260177 

8706260178 

8706260181 

8706260184 

8706260186 

8706260156 

8706260146 

8706260168 

8706260146 

8706260146 

87/06/22 

87/06/23 

87/06/22 

87/06/23 

87/06/23 

50-275 

50-250 

50-305 

50-250 

50-250 

P 

P 

P 

P 

P 

8706300009 

8706300040 

8706300041 

8706300051 

8706300054 

8706290030 

8706300013 

8706300025 

8706300037 

8706300048 

87/06/19 

87/06/18 

87/06/16 

87/06/10 

87/06/24 

ORQ 

50-424 

50-267 

50-352 

CONTRACT 

8706260189 

8706260194 

8706260196 

8706260200 

8706260203 

8706260172 

8706260187 

8706260183 

8706260195 

8706260191 

87/06/18 

87/05/01 

87/05/01 

87/05/05 

87/05/27 

50-213 

50-482 

50-324 

50-443 

50-324 

Q 

P 

P 

H 

P 

8706300057 

8706300063 

8706300074 

8706300092 

8706300106 

8706300013 

8706300053 

8706300053 

8706300062 

8706300093 

87/06/18 

87/03/05 

87/03/05 

87/06/19 

87/05/18 

50-424 
REVIEW GR 
REVIEW GR 
50-369 
TOPREP 

8706260206 

8706260207 

8706260210 

8706260215 

8706260218 

8706260195 

8706260197 

8706260195 

8706260197 

8706260212 

87/05/05 

87/06/23 

87/05/05 

87/06/23 

87/05/12 

50-443 

FOIA 

50-443 

50-272 

50-267 

H 

H 

F 

P 

8706300112 

8706300117 

8706300119 

8706300124 

8706300130 

8706290029 

8706300064 

8706300107 

8706300064 

8706300115 

87/06/23 

87/06/25 

87/06/23 

87/06/25 

87/06/22 

50-313 

FOIA 

50-395 

FOIA 

50-327 

8706260223 

8706260226 

8706260227 

8706260229 

8706260230 

8706260197 

8706260221 

8706260220 

8706260213 

8706260220 

87/06/23 

87/06/15 

87/06/19 

87/05/01 

87/06/19 

FOIA 

70-143 

50-387 

50-373 

50-387 

P 

P 

P 

8706300132 

8706300136 

8706300139 

8706300141 

8706300149 

8706300122 

8706300109 

8706300064 

8706300115 

8706300115 

87/05/27 

87/06/23 

87/06/25 

87/06/22 

87/06/22 

50-182 

FOIA 

FOIA 

50-327 

50-327 

8706260234 

8706260237 

8706260238 

8706260243 

8706260245 

8706260220 

8706260235 

8706260220 

8706260240 

8706260220 

87/06/19 

87/05/22 

87/06/19 

87/05/01 

87/06/19 

50-387 

50-454 

50-387 

50-341 

50-387 

P 

P 

P 

P 

P 

8706300153 

8706300157 

8706300164 

8706300165 

8706300166 

8706300144 

8706300142 

8706300146 

8706300095 

8706300159 

87/06/23 

87/06/22 

87/06/18 

87/06/18 

87/06/24 

50-389 

50-416 

50-289 

50-483 

CONTRACT 

8706260246 

8706260247 

8706260248 

8706260250 

8706260251 

8706260239 

8706260233 

8706260220 

8706260249 

8706260249 

87/06/18 

87/06/22 

87/06/19 

87/06/22 

87/06/22 

50-390 

50-456 

50-387 

50-369 

50-369 

Q 

G 

P 

P 

P 

8706300175 

8706300176 

8706300177 

8706300184 

8706300197 

8706300162 

8706300064 

8706300158 

8706300150 

8706300183 

87/06/23 

87/06/25 

87/05/27 

87/05/01 

87/06/19 

50-309 

FOIA 

50-352 

50-254 

50-410 

8706260253 

8706260260 

8706260266 

8706260268 

8706260272 

8706260195 

8706260258 

8706260261 

8706260264 

8706260267 

87/05/05 

87/05/19 

87/05/15 

87/05/18 

87/05/01 

50-443 

50-317 

50-440 

50-247 

50-331 

H 

P 

P 

P 

P 

8706300201 

8706300202 

8706300203 

8706300204 

8706300206 

8706300064 

8706300189 

8706260046 

8706300193 

8706300194 

87/06/25 

87/06/24 

87/05/18 

87/06/22 

87/06/22 

FOIA 

CONTRACT 

50-483 

40-2061 

50-285 

8706260275 

8706260278 

8706260280 

8706260282 

8706260285 

8706260269 

8706260274 

8706260273 

8706260001 

8706260001 

87/06/10 

87/05/29 

87/05/01 

87/04/24 

87/04/24 

50-369 

50-498 

50-369 

50-352 

50-352 

Q 

A 

P 

R 

R 

8706300208 
870630021 1 
8706300218 
8706300219 
8706300233 

8706290028 

8706300194 

8706300212 

8706300064 

8706300223 

87/06/12 

87/06/22 

87/06/18 

87/06/25 

87/06/22 

50-528 

50-285 

50-29 

FOIA 

50-445 

8706260291 

8706260296 

8706260300 

8706260302 

8706260304 

8706260286 

8706260290 

8706260289 

8706260299 

8706260298 

87/06/22 

87/06/01 

87/05/08 

87/06/22 

87/06/23 

50-498 

50-280 

50-445 

50-285 

50-498 

Q 

P 

A 

P 

Q 

8706300234 

8706300240 

8706300248 

8706300270 

8706300275 

8706300226 

8706300167 

8706300223 

8706300264 

8706300262 

87/06/10 

87/05/01 

87/06/22 

87/06/18 

87/06/24 

TOPREP 

50-220 

50-445 

50-293 

50-338 

8706260305 

8706260314 

8706260299 

8706260294 

87/06/22 

87/05/01 

50-285 

50-321 

P 

P 

8706300282 

8706300302 

87061 70267 
8706300289 

87/06/11 

87/06/19 

FOIA 

50-412 
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DOCUMENT 

ISSUED 

CATEGORY 

8706300309 

8706300299 

87/06/23 

CONTRACT 


8706300744 

8706300716 

87/06/23 

50-348 

8706300316 

8706300297 

87/06/23 

50-334 

Q 

8706300768 

8706300764 

87/06/22 

CONTRACT 

8706300330 

8706300321 

87/06/10 

MISC 


8706300832 

8706300825 

87/06/23 

50-424 

8706300338 

8706300328 

87/06/24 

50-324 

Q 

8706300837 

8706300825 

87/06/23 

50-424 

8706300340 

8706300329 

87/06/19 

50-261 

Q 

8706300843 

8706300314 

87/06/24 

50-286 

8706300343 

8706300337 

87/06/17 

50-247 

P 

8706300849 

8706300064 

87/06/25 

FOIA 

8706300349 

8706300337 

87/06/17 

50-247 

P 

8706300854 

8706300064 

87/06/25 

FOIA 

8706300350 

8706300328 

87/06/24 

50-324 

Q 

8706300865 

8706300856 

87/06/23 

50-324 

8706300355 

8706300329 

87/06/19 

50-261 

Q 

8706300866 

8706300839 

87/06/24 

50-278 

8706300369 

8706300353 

87/06/22 

50-498 

Q 

8706300874 

8706300839 

87/06/24 

50-277 

8706300372 

8706300394 

8706300400 

8706300404 

8706300410 

8706300348 

8706290006 

8706300383 

8706300393 

8706300383 

87/06/19 

87/06/18 

87/06/24 

87/06/19 

87/06/24 

50-413 

50-250 

50-321 

50-285 

50-321 

P 

P 

Q 

Q 

Q 

8706300875 

8706300877 

8706300878 

8706300882 

8706300886 

8706300871 

8706300870 

8706300868 

8706300829 

8706300871 

87/06/18 

87/05/01 

87/06/23 

87/06/22 

87/06/18 

50-280 

50-286 

50-213 

50-278 

50-280 

8706300431 



CONTRACT 


8706300891 

8706300873 

87/06/23 

50-277 

8706300423 

87/06/25 


8706300894 

8706300884 

87/06/24 

50-416 

8706300435 

8706300428 

87/06/19 

50-327 

P 

8706300896 

8706300888 

87/06/25 

50-445 

8706300441 

8706300430 

87/06/22 

50-285 

P 

8706300897 

8706300893 

87/06/16 

50-282 

8706300480 

8706300466 

87/06/24 

50-443 

G 

8706300898 

8706300895 

87/06/22 

50-184 

8706300495 

8706300467 

87/06/22 

50-250 

G 








8706300906 

8706300900 

87/06/23 

50-254 

8706300504 

8706300461 

87/06/04 

50-322 

G 

870630091 1 

8706300904 

87/06/22 

50-302 

8706300510 

8706300481 

87/06/23 

50-352 

G 

8706300915 

8706300909 

87/06/18 

50-261 

870630051 1 

8706300490 

87/06/25 

50-445 

G 

8706300917 

8706300914 

87/06/12 

50-263 

8706300532 

8706300524 

87/06/24 

50-528 

P 

8706300918 

8706300900 

87/06/23 

50-254 

8706300575 

8706300569 

87/06/23 

50-334 

P 

8706300921 

8706300914 

87/06/12 

50-263 

8706300577 

8706300569 

87/06/23 

50-334 

P 

8706300922 

8706300913 

87/06/19 

70-1151 

8706300582 

8706300507 

87/06/23 

50-528 

P 

8706300924 

8706300920 

87/06/19 

50-327 

8706300609 

8706300507 

87/06/23 

50-528 

P 

8706300936 

8706300932 

87/06/19 

50-213 

8706300625 

8706300599 

87/06/18 

50-321 

Q 

8706300951 

8706300942 

87/06/18 

50-327 

8706300631 

8706300616 

87/06/23 

50-443 

1 

8706300952 

8706300947 

87/06/23 

50-353 

8706300633 

8706300637 

8706300638 

8706300639 

8706300618 

8706300507 

8706300622 

8706300616 

87/06/23 

87/06/23 

87/06/23 

87/06/23 

50-327 

50-528 

50-302 

50-443 

Q 

P 

Q 

1 

8706300953 

8706300954 

8706300957 

8706300966 

8706300949 

8706300945 

8706300948 

8706300963 

87/06/24 

87/06/23 

87/06/24 

87/06/18 

50-324 

50-259 

50-440 

50-289 

8706300671 

8706300663 

87/06/25 

CONTRACT 


8706300967 

8706300963 

87/06/18 

50-289 

8706300680 

8706300616 




8706300969 

8706300962 

87/06/19 

50-219 

87/06/23 

50-443 

1 

8706300983 

8706300977 

87/06/24 

50-237 

8706300686 

8706300616 

87/06/23 

50-443 

1 

8706300985 

8706300978 

87/06/12 

50-282 

8706300689 

8706300682 

87/06/16 

50-293 

Q 

8706300988 

8706300976 

87/06/19 

50-346 

8706300691 

8706300670 

87/05/01 

50-255 

P 


8706300697 

8706300616 

87/06/23 

50-443 

1 

8706300992 

8706300990 

87/06/17 

50-272 






8706301005 

8706301000 

87/06/19 

50-334 

8706300702 

8706300616 

87/06/23 

50-443 

1 

8706301011 

8706301010 

87/06/25 

50-315 

8706300709 

8706300616 

87/06/23 

50-443 

1 

8707010013 

8706290031 

87/06/24 

50-259 

8706300713 

8706300616 

87/06/23 

50-443 

1 

8707010222 

8706300060 

87/06/24 

50-267 

8706300731 

8706300716 

87/06/23 

50-348 

P 





8706300737 

8706300693 

87/06/22 

70-143 


8707010233 

8706300060 

87/06/24 

50-267 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPIJCATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Appl, cation for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safely Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report ot Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmittal and acknowledgement letters. 

4. Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed beh)w. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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the NRC (formerly called NRC-AEC Hazard 


1. Safei) Evaluatiorj iSERl prepared by 

An£>sis Reporu. 

2. Sappienients to SER, 

3. Correspondence relating tc/ SER. 

4. Federal register nonces .citinc avadabiliiy of items 1 and 2. 

5. Information on schedoong of SER submittals and review. 

6. Requests for addition^: inrbrniation for use in preparing SER; responses to such requests. 

7. Meeting annouocemerus or reports of meetings where the primary subject of discussion is the 

SER. 

8. Transmittal and ackno^wledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions, information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Phv'sics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 

briefings and testimony, wiiich are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 

(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 

hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


Tliis category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Ihiblic Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

1. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J, INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety i^alysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 

O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2- IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

.S. Correspondence or other documents relating to the above listed items. 

5. REPORTABLE OCCURRENCES, PNGs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occui- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 
correspondence (also called incident reports, abnormal occurrence reports and reportable 
occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1 . Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts, 

4. NRC staff briefings to the Commission, 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 
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U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item I. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress- and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tliis category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y, INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unollicial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Fnclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 


This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 


1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory (’ommiiiee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category 

1 . Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4. Committee generated reports, memoranda, and correspondence that are publicly available. 

5 . Committee related correspondence . 

COMMISSION ~ NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of tfte Ct)mmissioncrs, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE — Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1 . Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) tor NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 
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GEN TECH IS — Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


!&E — Inspection and Enforcement 

This category contains bulletins, circulars and intormation notices that are issued by the Office of 

Inspection and Enforcement. These issuances describe particular events that occur at a facility 

that may require some follow-up action on the part of licensees. Also included in this category 

are preliminary notifications of events (PNOs). 

! . I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Nott^ces, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred, 

3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Pieliiiiinary Notifications of Events (PNOs), which provide updated information ol an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other non docketed 
categories. 


NUREG ~ NUREG Reports and Related Correspondence 


Tl,.se documems a.e formal rapes issued by rhe U.S. Node., Regel.lory ComnnKr.n »h,o 
carry the NUREfi series code and correspondence pertaining lo lho» reports. NLREG teporls 
are Looms of work performed either by the NRC staff or by NRC eontraciors. 


1 . 


These reports are normally final work products and are characterized by the following criteria 

a. They are predecisional documents which present information to be considered m 
Commission licensing and policy decisions. 


b. They present tlie results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

n Correspondence from industry, government and mterested men.bers of the public commenting 
■■ on reports or requesting clarification or interpretation. 

3. Internal NRC .memoranda summarizing meetings or discussions pertaining to rhe content ol 


the reports. 



ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies^ such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written irTTerpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments fruni the nuclear industry, professional associaUons, public interest groups and 
Others in favor of or in opposition to the PRM. 


NOTE. For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ — Projects—Predocket Licensing 


This category contains records pertaining to two classes of projects: (Ij commercial nuclear power 
plants for which NRC has full licensing responsibilities: and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “F’ 
prefix, followed by a series of numbers. 


1. “Pre-docketed"' commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1 , Motions, briefs, orders, et al. pertaining to pre-hearing conferences, if any, 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompiiance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 — Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff tor implementing specific parts of the NEC's regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 


1 . Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports: for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups, Such 
groups provide a broad base of technical expertise to aid management m reviewmg research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are; 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans, and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM ~ Rulemakings 

/ 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY ~ Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3 ) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes; 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE; For reports submitted by utilities that are written by vendors on their behall and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRCs interaction with DOE and us future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-leve! 
waste issues and tasks. The documents in this categon are. 


1 Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identitv sites for nuclear waste repositories. 

:. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4, NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTLIC Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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